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PREFACE 

The  Title  List  of  Documents  Made  Publicly  A  vailabie  is  a  monthly  publication.  It  contains  descriptions  of  the  in- 
formation received  and  generated  by  the  U.S.  Nuclear  Regulatory  Commission  (NRC).  This  information  includes 
(1)  docketed  material  associated  with  civilian  nuclear  power  plants  and  other  uses  of  radioactive  materials  and  (2) 
nondocketed  material  received  and  generated  by  NRC  pertinent  to  its  role  as  a  regulatory  agency.  As  used  here, 
docketed  does  not  refer  to  Court  dockets;  it  refers  to  the  system  by  which  NRC  maintains  its  regulatory  records. 
This  series  of  documents  is  indexed  by  a  Personal  Author  Index,  a  Corporate  Source  Index,  and  a  Report  Number 
Index. 

The  docketed  information  contained  in  the  Title  List  includes  the  information  formerly  issued  through  the  Depart- 
ment of  Energy  publication  Power  Reactor  Docket  Information,  last  published  in  January  1979.  Microfiche  of  the 
docketed  information  listed  in  the  Title  List  is  available  for  sale  on  a  subscription  basis  from  the  National  Technical 
Information  Service  (NTIS).  See  NOTES  at  the  end  of  the  Preface  for  the  complete  NTIS  address. 

We  encourage  your  comments,  criticisms,  and  suggestions.  In  particular,  if  there  are  title  descriptions  that  are  not 
meaningful,  please  let  us  know  so  that  we  can  correct  the  data  base.  In  so  far  as  possible,  we  would  like  this  docu- 
ment to  be  a  valuable  part  of  your  reference  material. 

DOCKETED  ITEMS 

The  listings  within  Docket  50  are  divided  into  the  categories  used  for  filing  and  searching  in  the  NRC  Public  Docu- 
ment Room.  Those  categories  are: 

A.  Application/construction  stage  documents  and  correspondence 

B.  Utility  Preliminary  Safety  Analysis  Report  (PSAR),  amendments 

C.  Utility  Environmental  Report  (ER),  amendments  and  correspondence 

D.  NRC  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES),  and  correspondence 

E.  NRC  Safety  Evaluation  Report  (SER),  supplements  and  correspondence 

F.  Security,  medical,  emergency  and  fire-protection  plans 

G.  Adjudicatory  correspondence 
H.  General  correspondence 

I.  Financial  information 

J .  Insurance  and  indemnity  information 

K.  Utility  Final  Safety  Analysis  Report  (FSAR)  and  amendments 

L.  Limited  work  authorization  and  related  correspondence 

M .  Antitrust  correspondence 

N,  Antitrust  hearing  transcripts 

0.  Advisory  Committee  on  Reactor  Safeguards  (ACRS)  reports  and  correspondence 

P.  Operating  license  stage  documents  and  correspondence 

Q.  Inspection  reports,  IE  Bulletins  and  correspondence 

R.  Periodic  operating  reports  and  related  correspondence 

S.  Reportable  occurrences.  LERs  and  related  correspondence 

T.  Hearing  transcripts  on  non-antitrust  matters 

U .  Congressional/executive  correspondence 

V.  Licensing  operators  and  related  correspondence 


W.      Decommissioning  stage  documents  and  correspondence 
X.      Onsite  low-level  wastes  storage 

Appendix  A  sets  forth  those  categories  and  describes  the  materials  available  in  each.  Omission  of  a  category  in  the 
listing  for  a  docket  indicates  that  no  documents  in  that  category  were  filed  in  the  time  period  of  the  report. 

The  principal  elements  of  the  entries  in  the  list  are; 

Q         P.       Operating  license  stage  documents  &  correspondence 

®_  0 

8203090028  Responds  to  820201  Itr  requesting  documents  re  environ  qualification  of 
electrical  equipment,  All  nonproprietary  repts  will  be  provided  to  Franklin  Research 
Ctr  by  820408.  Proprietary  repts  will  be  provided  to  NRC  by  820510. 
0  MILLS,  L.M.0  Tennessee  Valley  Authority.  082/03/04.  0  VASSALLO,  D.B 
Operating  Reactors  Branch  2.  (7)  Ip.     1216:254.    24XFiche;     50-259,82/03/04, 
8203090028.      ,  4      4  A 

A  T    T  T 

©  ©  ®        © 

1.  NRC/PDR  Document  category  (see  Appendix  A). 

2.  NRC  Accession  Number  (year,  month,  day,  and  sequence  number  of  item). 

3.  Description  of  information  contained  in  the  document. 

4.  Personal  aulhor(s).  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author. 

5.  Corporate,  agency  or  nonindividual  source. 

6.  Date  of  document  described, 

7.  Recipient  of  document  and  NRC  or  corporate  affiliation. 

8.  Pages  in  this  document. 

9.  The  NRC  48X  microfiche  designation  for  this  document.  This  five-digit  portion  of  this  entry  is  the  number  of 
the  microfiche  copy  of  this  document  that  is  available  to  NRC  staff  who  have  access  to  48X  microfiche  files 

10.  This  three-digit  portion  of  this  entry  is  the  number  of  the  frame  on  which  this  document  starts 

1  1  .  The  24X  Fiche  designation  consists  of  the  docket  number  followed  by  the  date  of  the  document  and  the  acces- 

sion number  for  thedocument.  This  designation  provides  the  information  needed  by  subscribers  to  the  Na- 

tional Technical  Information  Service  docket  microfiche  to  locate  the  document  fiche 
12.  If  this  space  is  blank,  the  document  is  available  to  the  public  only  in  the  NRC  Public  Document  Room,  1717  H 

StN.W,,  Washington,  D.C.  20555.  If  this  space  is  filled,  it  gives  other  sources  for  copies  of  the  document. 

The  entry  may  be  "Available  at  NRC"  for  sale;  "Available  at  NTIS'^or  "Available  at  GPO." 


""  t**™****™*^  *  ***«  Number,  category,  and  then  by  date  of  principal  items. 

that  WCre  SUbmUted  as  end°SUres  to  PrinciPa!  items«  In  8^1- 

c^ 

it  will  appear  in  the  last  line  of  the  item  following  entry  5, 
NONDOCKETED  ITEMS 

ries  used  for  fiiing  and  -***  i 


10CFR  —  Commission  Meeting  Records 

ACRS  —  Advisory  Committee  on  Reactor  Safeguards 

COMMISSION  -  NRC  Commissioners 

CONTRACT  -  NRC  Contracts  and  Modifications 

DISCLOSURE  —  Financial  Disclosure  Information 

FOIA  -  Freedom  of  Information  Act  Requests  and  Releases 

GEN  TECH  IS  -  Generic  Technical  Issues 


I&E  —  Inspection  and  Enforcement 

MISC  —  Public  Document  Room  Miscellaneous 

NUREG  —  NUREG  Reports  and  Related  Correspondence 

ORG  —  Correspondence  with  Other  Organizations 

PR  —  Proposed  Rule 

PRM  —  Petition  for  Rulemaking 

PROJ  —  Projects—  Predocket  Licensing 

PT21  —  Noncompliance  Reports  and  Related  Correspondence 

QA999  —  -  Quality  Assurance  Inspections 

REGGD  —  Regulatory  Guides 

RES  —  Research  and  Technical  Assistance  Reports 

REVIEW  GRP  -  NRC  Research  Review  Groups 

RM  —  Rulemakings 

SECY  —  Position  Papers  Before  the  Commission 

STATE  PROG  —  State  Programs 

TOPREP  —  Vendor  Reports  and  Related  Correspondence 

WASH  —  Regulatory  Publications—  Pre-NUREG  Series 

WASTE  MGT  -  Nuclear  Waste  Management 

XPORTLIC  —  Export  and  Import  Licenses 

Appendix  B  sets  forth  these  categories  and  describes  the  material  available  in  each.  Omission  of  a  category  in  the 
listing  for  a  docket  indicates  that  no  documents  in  that  category  were  filed  in  the  time  period  of  the  report. 


The  principal  elements  of  the  nondocketed  items  are: 

NUREG-  NUREG  Reports  and  Related  Correspondence 


(7) 


0 


8203090207    NUREG/CR-1672  V02 

/  RISK  ASSESSMENT  METHODOLOGY  DEVELOPMENT  FOR  WASTE  ISOLATION 
I  IN  GEOLOGIC  MEDIA.  Technical  Review  of  Documents 
I  NUREG/CR-1262,  NUREG/CR-1376,  NUREG/CR-1377,  NUREG/CR-1397& 
\NUREG/CR-1608. 

-STEVENS,  C.A.,  FULLWOOD,  R.A.,  BASIN,  S.L.  Science  Appli 
FIN  B-6694.    SAI-262-81-PA.     82/02/28,    Division  of  Risk  Analysis. 
123p.     Available  at  NRC.  |  $6.00,  ^12176:217. 


0- 


1.  Nondocketed  category 

2.  NRC  Accession  Number  (year,  month,  day,  and  sequence  number  of  item) 

3.  NRC  Report  Number 

4.  Title  and  description  of  information  contained  in  the  document 

5.  Personal  author(s).  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author. 

6.  Corporate,  agency  or  other  nonindividual  source. 

7.  Contract  or  financial  (FIN)  number  (if  any).  If  the  document  has  a  secondary  report  number,  it  will  appear 
following  this  entry. 

8.  Secondary  report  number  assigned  by  originator. 

9.  Date  of  document  described. 

10.  NRC  organizational  recipient. 

11.  Pages  in  document. 

12.  All  NUREG-series  documents  are  available  for  purchase  at  NRC.  Information  on  ordering  documents  is  given 
below.  All  NUREG-series  documents  are  also  available  at  NTIS.  Information  on  ordering  from  NTIS  is  also 
given  below. 

13.  Price  for  which  NRC  sells  the  document. 


vn 


14.  The  NRC  48X  microfiche  designation  for  this  document.  This  five-digit  portion  of  this  entry  is  the  number  of 
the  microfiche  copy  of  this  document  that  is  available  to  NRC  staff  who  have  access  to  48X  microfiche  files. 

15.  This  three-digit  portion  of  this  entry  is  the  number  of  the  frame  on  which  this  document  starts. 

The  Nondockeled  Items  list  is  arranged  sequentially  by  Accession  Number  within  category.  Indented  items  pre- 
ceded by  a  dash  are  enclosures  to  unindented  items. 


NOTES: 

1.  The  address  for  NRC  is: 

Director 

Division  of  Technical  Information  and  Document  Control 

U.S.  Nuclear  Regulatory  Commission 

Washington,  D.C.  20555 

To  place  orders,  send  check  or  money  order,  payable  to  the  Superintendent  of  Documents.  GPO  Deposit  Ac- 
count holders  may  charge  their  orders  by  calling  (301 }  492-9530. 

2.  The  address  for  NTIS  is: 

National  Technical  Information  Service 
Springfield,  Virginia  22161 

To  place  orders  for  or  to  obtain  price  information  about  NRC  publications  at  NTIS,  either  write  to  NTIS  or  call 
the  Sales  Desk  at  (703)  557-4650.  Specify  the  NRC  report  number  and  title  when  you  place  your  order,  Publica- 
tions can  be  charged  to  American  Express  credit  cards;  supply  the  chargecard  number  when  placing  your  order, 

3.  The  address  for  the  PDR is: 

1717  H  Street,  N.W. 
Washington,  D.C.  20555 

To  place  orders,  either  write  to  the  NRC  PDR  or  call  (202)  634-3274.  When  ordering  documents  listed  in  this 
publication,  please  identify  the  Document  Accession  Number  for  each  citation. 

Paper  copy  and  microfiche  of  the  documents  listed  in  this  title  list  may  be  purchased.  Reproduction  charges  for 
duplication  are  as  follows:  (1)  paper  to  paper  is  $0.05  per  page  except  for  oversized  documents  and  engineering 
vings,  which  vary  from  $0.50  to  $1 .00  per  squaiefoot;  (2)  microform  to  paper  is  $0.05  a  page  for  pages  on 
riche  and  is  $0.20  a  square  foot  for  a  full-size  print  or  $0,25  for  a  reduced-size  print  (18"  x  24")  of  a  draw- 
card;  and  (3)  microform  to  microform  is  $0.10  per  microfiche  and  $0.20  per  aperture  card, 
or  mailing  or  for  a  special  delivery  service  will  have  an  additional  fee  for  the  actual  mailing, 
.  y  service  rate,  Unless  a  user  requests  special  packing  materials,  there  is  no  additional  charge 
"  L  indling  and  wrapping  materials. 

Pleaseacknowledge  a  willingness  to  assume  charges  for  all  orders  but  do  not  send  payments.  Orders  will  be  pro- 
cessed and  mailed  with  a  bill  from  Literature  Research  Company.  An  account  may  be  established  with  the 
Literature  Research  Company  by  calling  (703)-94I  -801 8, 
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Univ,  of  Wisconsin  Research  Reactor  36 


Docket  Name 

50-157       Cornell  Univ.  Research  Reactor 

50-160      Georgia  Institute  of  Technology  Research 
Reactor 

50-163      General  Atomic  Co. 

50-166      Univ.  of  Maryland  Research  Reactor 

50-170      National  Naval  Medical  Center 

50- 1 82      Purdue  Univ.  Research  Reactor 

50-184      National  Bureau  of  Standards  Reactor 

50-186      Univ.  of  Missouri  Research  Reactor 

50-187      Space  Radiation  Research  Reactor 

50-188      Kansas  State  Univ.  Research  Reactor 

50-192      Univ.  of  Texas  Research  Reactor 

50-193      Rhode  Island  &  Providence  Plantations  ABC 

50-199      Manhattan  College  Research  Reactor 

50-201      West  Valley  Reprocessing  Plant 

50-206      San  Onofre  Nuclear  Station,  Unit  1 

50-208      Columbia  Univ.  Research  Reactor 

50-213      Haddam  Neck  Plant 

50-219      Oyster  Creek  Nuclear  Power  Plant 

50-220      Nine  Mile  Point  Nuclear  Station,  Unit  1 

50-223      Univ.  of  Lowell  Research  Reactor 

50-224      Univ.  of  California  Research  Reactor 

50-225      RPI  Critical  Experiment 

50-228      Aerotest  Radiography  &  Research  Reactor 

50-237      Dresden  Nuclear  Power  Station,  Unit  2 

50-23  8      Nuclear  Ship  Savannah 

50-243      Oregon  State  Univ.  Research  Reactor 

50-244      Robert  Emmet  Ginna  Nuclear  Plant,  U  nit  1 

50-245      Millstone  Nuclear  Power  Station,  Unit  I 

50-247      Indian  Point  Station,  Unit  2 

50-249      Dresden  Nuclear  Power  Station,  Unit  3 

50-250      Turkey  Point  Plant,  Unit  3 

50-251      Turkey  Point  Plant,  Unit  4 

50-252      Univ.  of  New  Mexico  Research  Reactor 
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Docket 

36 

50-254      < 

50-255      : 

37 

50-259 

37 

50-260 

37 

50-261 

37 

50-262 

38 

50-263 

38 

50-264 

38 

50-265 

38 

50-266 

38 

50-267 

39 

50-269 

39 

50-270 

39 

50-271 

39 

50-272 

39 

50-274 

45 

50-275 

45 

50-276 

47 

50-277 

51 

50-278 

52 

50-280 

53 

50-281 

53 

50-282 

53 

50-284 

53 

50-285 

56 

50-286 

56 

50-287 

56 

50-288 

60 

50-289 

64 

50-293 

68 

50-294 

71 

73 

50-295 

76 

50-296 

Name 

Quad-Cities  Station,  Unit  1 

Palisades  Nuclear  Plant 

Browns  Ferry  Nuclear  Power  Station,  Unit  1 

Browns  Ferry  Nuclear  Power  Station,  Unit  2 

H.  B.  Robinson  Plant,  Unit  2 

Brigham  Young  Univ.  Research  Reactor 

Monticello  Nuclear  Generating  Plant 

Dow  Chemical  Co. 

Quad-Cities  Station,  Unit  2 

Point  Beach  Nuclear  Plant,  Unit  1 

Fort  St.  Vrain  Nuclear  Generating  Station 

Oconee  Nuclear  Station,  Unit  1 

Oconee  Nuclear  Station,  Unit  2 

Vermont  Yankee  Nuclear  Power  Station 

Salem  Nuclear  Generating  Station,  Unit  1 

U.S.  Geological  Survey  Research  Reactor 

Diablo  Canyon  Nuclear  Power  Plant,  Unit  1 

Georgia  Tech  Research  Reactor 

Peach  Bottom  Atomic  Power  Station,  Unit  2 

Peach  Bottom  Atomic  Power  Station,  Unit  3 

Surry  Power  Station,  Unit  1 

Surry  Power  Station,  Unit  2 

Prairie  Island  Nuclear  Station,  U  nit  1 

Idaho  State  Univ.  Research  Reactor 

Fort  Calhoun  Station,  Unit  1 

Indian  Point  Station,  Unit  3 

Oconee  Nuclear  Station,  Unit  3 

Reed  College  Research  Reactor 

Three  Mile  Island  Nuclear  Station,  Unit  1 

Pilgrim  Nuclear  Power  Station,  Unit  1 

Michigan  StateUniv.  Research  Reactor 

Zion  Nuclear  Power  Station,  Unit  1 

Browns  Ferry  Nuclear  Power  Station,  Unit  3 
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77 
80 
83 
87 
90 
93 
93 
96 
96 
99 
103 
105 
110 
113 


120 

120 

125 

125 

128 

131 

134 

137 

139 

139 

142 

146 

130 

150 

155 

158 
159 
163 
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North  Carolina  Stale  Univ.  PULSTAR 
Reactor 

Cooper  Nuclear  Station 
Point  Beach  Nuclear  Plant,  Unit  2 
Crystal  River  Nuclear  Plant,  Unit  3 
Zion  Nuclear  Power  Station,  Unit  2 
Kewaunee  Nuclear  Power  Plant 
Prairie  Island  Nuclear  Station,  Unit  2 
Maine  Yankee  Atomic  Power  Plant 
Salem  Nuclear  Generating  Station,  Unit  2 
Rancho  Seco  Nuclear  Generating  Station 
Arkansas  Nuclear  One,  Unit  1 
Doaald  C.  Cook  Nuclear  Power  Plant,  Unit  1 
Donald  C.  Cook  Nuclear  Power  Plant,  Unit  2 
Calvert  Cliffs  Nuclear  Power  Plant,  Unit  I 
Calvert  Cliffs  Nuclear  Power  Plant,  Unit  2 
Three  Mile  Island  Nuclear  Station,  Unit  2 
Edwin  I.  Hatch  Nuclear  Plant,  Unit  I 
Shorcham  Nuclear  Power  Station 
DUblo  Canyon  Nuclear  Power  Plant,  Unit  2 
Bruruwick  Steam  Electric  Plant,  Unit  2 
Bruniwick  Steam  Electric  Plant,  Unit  I 
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50-297 

50-298 

50-301 

50-302 

50-304 

50-305 

50-305 

50-309 

50-311 

50-312 

50-313 

50-315 

50-316 

50-317 

50-318 

50-320 

50-321 

50-322 

50-323 

50-324 

50-325 

50-326 


50-337  SeqUoyahNuclearPlant,Unit] 

50-3M  Sequoyai  Nuclear  Plant,  unit  2 

««W  Midland  Plant.  Unit  1 

«»-330  Midland  Plant,  Unit  2 

»"I  DuawAmoWEnergyCentcr 

***  ^'^^clearPowerP^, 

*WM     ^"'Valley  Power  Station.  Unit  I 
*W«    a-LuctePUm.umti 

MUUtow  Nuclear  Power  Station,  Unit  2 
NonhAaMPow«Siatlon)uniti 


50-339 

166 

50-341 

166 

50-344 

169 

50-346 

172 

50-348 

175 

50-352 

178 

50-353 

181 

50-354 

183 

50-355 

187 

50-356 

192 

50-358 

195 

199 

50-361 

203 

50-362 

207      • 

50-364 

211 

50-365      ; 

215 

50-366      ] 

218 

50-367      ] 

222 

50-368      1 

227 

50-369      \ 

229 

50-370      V 

234 

50-373      L 

50-374      L 

237 

50-382      % 

238 

50-387      Si 

241 

50-388      Su 

244 

50-389      St, 

249 

50-390      Wi 

253 

50-391      Wi 

257 

50-395      Vir 

260 

50-396      Uni 

263 

50-397      WP 

265 

50-400      She, 

268 

3°-401      She, 

Name 

North  Anna  Power  Station,  Unit  2 
Enrico  Fermi  Atomic  Power  PInnt,  Unit  2 
Trojan  Nuclear  Plant 

Davis-Besse  Nuclear  Power  Station,  Unit  1 
Joseph  M.  Farley  Nuclear  Plant,  Unit  1 
Limerick  Generating  Station,  Unit  I 
Limerick  Generating  Station,  Unit  2 
Hope  Creek  Nuclear  Station,  Unit  1 
Hope  Creek  Nuclear  Station,  Unit  2 
Univ.  of  Illinois  LOPRA  Research  Rcnctor 
William  H,  Zimmer  Nuclear  Station,  Unit  1 
San  Onofre  Nuclear  Station,  Unit  2 
San  Onofre  Nuclear  Station,  Unit  3 
Joseph  M,  Farley  Nuclear  Plant,  Unit  2 
Imperial  Chem.  Indus.  Research  Reactor 
Edwin  I.  Hatch  Nuclear  Plant,  Unit  2 
Bailly  Generating  Station 
Arkansas  Nuclear  One,  Unit  2 
William  B.  McGuire  Nuclear  Station,  Unit  1 
William  B.  McGuire  Nuclear  Station,  Unit  2 
LaSalle  County  Station,  Unit  1 
USalle  County  Station,  Unit  2 
Waterford  Generating  Station,  Unit  3 
Susquehanna  Steam  Electric  Station,  Until 

Susquehanna  Steam  Electric  Station,  Unit  2 
St.  Lucie  Plant,  Unit  2 

Watts  Bar  Nuclear  Plant,  Unit  1 
Watts  Bar  Nuclear  Plant,  Unit  2 

Virgil  C.  Summer  Nuclear  Station,  Unit  1 

.  of  Virginia  Cavalier  Reactor 
WPPSS  Nuclear  Project,  Unit  2 

Shearon  Harris  Nudear  Power  PIant,  Unit, 
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271 

274 

277 

280 

283 

285 

288 

291 

291 

292 

292 

295 

299 

301 

304 

304 

308 

309 

312 

315 

317 

323 

326 

329 

334 

337 

340 

344 

347 

352 

352 

354 

356 


Dockel  Name 

50-404      North  Anna  Power  Station,  Unil  3 

50-406  Tuskegee  Institute  Research  Reactor 

50-407  Univ.  of  Utah  Research  Reactor 

50-409  La  Crosse  Boiling  Water  Reactor 

50-410  Nine  Mile  Point  Nuclear  Station,  Unit  2 

50-41 2  Beaver  Valley  Power  Station,  Unit  2 

50-413  Catawba  Nuclear  Station,  Unit  I 

50-41 4  Catawba  Nuclear  Station,  Unit  2 

50-416  Grand  Gulf  Nuclear  Station,  Unit  1 

50-417  Grand  Gulf  Nuclear  Station,  Unit  2 

50-423  Millstone  Nuclear  Power  Station,  Unit  3 

50-424  Alvin  W.  Vogtle  Nuclear  Plant,  Unit  1 

50-425  Alvin  W.  Vogtle  Nuclear  Plant,  Unit  2 

50-433  UC-Santa  Barbara  Research  Reactor 

STN-50-437  Floating  Nuclear  Plant 

50-438  Bellefonte  Nuclear  Plant,  Unit  1 

50-439  Bellefonte  Nuclear  Plant,  Unit  2 

50-440  Perry  Nuclear  Power  Plant,  Unit  1 

50-441  Perry  Nuclear  Power  Plant,  Unit  2 

50-443  Seabrook  Nuclear  Station,  Unit  1 

50-444  Seabrook  Nuclear  Station,  Unit  2 

50-445  Comanche  Peak  Steam  Electric  Station, 
Unitl 

50-446  Comanche  Peak  Steam  Electric  Station, 
Unit  2 

STN-50-447  GESSAR-238 

STN-50-454  Byron  Station,  Unit  1 

STN-50-455  Byron  Station,  Unit  2 

STN-50-456  Braidwood  Station,  Unit  1 

STN-50-457  Braidwood  Station,  Unit  2 

50-458  River  Bend  Station,  Unit  1 

50-459  River  Bend  Station,  Unit  2 

50-460  WPPSS  Nuclear  Project,  Unit  1 

50-461  Clinton  Power  Station,  Unit  1 
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358 

50-462 

359 

50-466 

359 

50-471 

359 

STN-50-482 

361 

STN-50-483 

363 

STN-50-485 

363 

STN-50-486 

366 

STN-50-488 

368 

STN-50-489 

373 

STN-50-490 

375 

STN-50-491 

378 

STN-50-492 

379 

STN-50-493 

380 

50-496 

380 

50-497 

381 

STN-50-498 

383 

STN-50-499 

385 

STN-50-508 

389 

STN-50-509 

393 

50-513 

397 

50-514 

50-515 

401 

STN-50-518 

403 

STN-50-519 

405 

STN-50-520 

406 

STN-50-521 

409 

50-522 

412 

50-523 

413 

STN-50-528 

414 

STN-50-529 

416 

STN-50-530 

417 

50-537 

418 

50-538 

Name  page 

Clinton  Power  Station,  Unit  2  420 

Aliens  Creek  Nuclear  Station,  Unit  1  421 

Pilgrim  Nuclear  Power  Station,  Unit  2  422 

Wolf  Creek  Generating  Station  422 

Callaway  Plant,  Unit  1  423 

Sterling  Power  Nuclear  Project,  Unit  1  426 

Callaway  Plant,  Unit  2  425 

Perkins  Nuclear  Station,  Unit  1  425 

Perkins  Nuclear  Station,  Unit  2  427 

Perkins  Nuclear  Station,  Unit  3  427 

Cherokee  Nuclear  Station,  U  nit  1  428 

Cherokee  Nuclear  Station,  Unit  2  428 

Cherokee  Nuclear  Station,  U  nit  3  429 

Montague  Nuclear  Power  Station,  Unit  1  430 

Montague  Nuclear  Power  Station,  Unit  ^  430 

South  Texas  Project,  Unit  1  430 

South  Texas  Project,  Unit  2  432 

WPPSS  Nuclear  Project,  Unit  3  433 

WPPSS  Nuclear  Project,  Unit  5  435 

WPPSS  Nuclear  Project,  Unit  4  435 

Pebble  Springs  Nuclear  Plant,  Unit  1  436 

Pebble  Springs  Nuclear  Plant.  Unit  2  436 

Hartsville  Nuclear  Plant,  Unle  1  437 

Hartsville  Nuclear  Plant,  Unit  2  433 

Hartsville  Nuclear  Plant,  Unil  3  439 

Hartsville  Nuclear  Plant,  Unit  4  439 

Skagit  Nuclear  Power  Project,  Unit  1  440 

Skagit  Nuclear  Power  Project,  Unit  2  44 1 

Palo  Verde  Nuclear  Station,  Unit  1  443 

Palo  Verde  Nuclear  Station,  Unit  2  446 

Palo  Verde  Nuclear  Station,  Unit  3  449 

Clinch  River  Breeder  Reactor  452 

Memphis  State  Univ.  Research  Reactocii.r  457 


xiii 


Docket  Name 

50-539  Ben-Gurion  Univ.  Critical  Assembly 

STN-50-545  RESAR-3S 

STN-50-546  Marble  Hill  Nuclear  Station,  Unit  1 

STN-50-547  Marble  Hill  Nuclear  Station,  Unit  2 

STN-50-553  Phipps  Bend  Nuclear  Station,  Unit  1 

STN-50-554  Phipps  Bend  Nuclear  Station,  Unit  2 

STN-50-556  Black  Fox  Station,  Unit  1 

STN-50-557  Black  Fox  Station,  Unit  2 

STN-50-566  Yellow  Creek  Nuclear  Plant,  Unit  1 

STN-50-567  Yellow  Creek  Nuclear  Plant,  Unit  2 

STN-50-599  Carroll  Facility  I 

STN-50-600  Carrol!  Facility  II 


Domestic  Licensing  of  Special  Nuclear  Material  —  Docket  70 
70-0008      Dandle  Memorial  Institute,  Columbus,  OH 

70-0025      Rockwell  International  Corp., 
Canoga  Park,  CA 

70-0027      Babcock  &  Wilcox  Co.,  Lynchburg,  VA 
70-0028      Babcock  &  Wilcox,  Alliance,  OH 

70-0089      Massachusetts  Institute  of  Technology, 
Cambridge,  MA 

70-01 13      Pennsylvania  State  Univ., 
University  Park,  PA 

70-01 35  Babcock  &  Wilcox  Co.,  Apollo,  PA 

70-0143  Nuclear  Fuel  Services,  Inc.,  Erwln,  TN 

70-0146  Spencer  Chemical  Co.,  Kansas  City,  MO 

70-0270  Missouri,  Univ.  of,  Columbia,  MO 

70-0340  Spencer  Chemical  Co.,  Kansas  City,  MO 

70-0364  Babcock&  Wilcox  Co.,  Apollo,  PA 

70-0371  UNC  Naval  Products,  Inc.,  Uncasville,  CT 

70-0687  Union  Carbide  Corp.,  Tuxedo,  NY 

70-0698  Westinghouse  Electric  Corp,  Pittsburgh,  PA 

70-0734  GA  Technologies,  Inc. ,  San  Diego,  CA 
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457 

70-0754 

457 

70-0769 

457 

70-0820 

459 

70-0824 

462 

70-0984 

463 

70-1062 

463 

70-1  100 

464 

70-1113 

464 

70-1143 

465 

70-1151 

465 

70-1193 

466 

70-1201 

70-1220 

70-1257 

70-1308 

466 

70-1342 

466 

70-1362 

466 

70-1489 

467 

70-2304 

467 

70-2449 

467 

70-2467 

467 

70-2928 

467 

70-2936 

472 

70-2941 

472 

70-2945 

472 

70-2950 

473 

473 

70-2955 

473 

70-2957 

473 

70-2964 

473 

70-2965 

Name 

General  Electric  Co.,  Pleasanton,  CA 
Defense  Nuclear  Agency,  Bethesda,  MD 

United  Nuclear  Corp. , 
Wood  River  Junction,  RI 

Babcock  &  Wilcox  Co. ,  Lynchburg,  VA 
Battelle  Memorial  Institute,  RIchland,  WA 
Todd  Shipyards  Corp.,  Galveston,  TX 
Combustion  Engineering,  Inc.,  Windsor,  CT 
General  Electric  Co.,  Wilmington,  NC 
Westinghouse  Electric  Corp.,  Pittsburgh,  PA 
Westinghouse  Electric  Corp. ,  Pittsburgh,  PA 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Babcock  &  Wilcox  Co.,  Lynchburg,  VA 
General  Electric  Co.,  San  Jose,  CA 
Exxon  Nuclear  Co.,  Inc.,  Richland,  WA 
General  Electric  Co.,  San  Jose,  CA 
Coratomic,  Inc.,  Indiana,  PA 

Hahnemann  Medical  College  &  Hospital, 
Philadelphia,  PA 

Goodyear  Aerospace  Corp.,  Akron,  OH 

Medical  College  of  Pennsylvania, 
Philadelphia,  PA 

Sacred  Heart  Hospital,  Allentown,  PA 
Good  Samaritan  Hospital,  Pottsvllle,  PA 
Tennessee  Valley  Authority 
Mississippi  PowerA  Light  Co.,  Jackson,  MS 

Tennessee  Valley  Authority, 
Chattanooga,  TN 

Union  Electric  Co.,  St.  Louis,  MO 

Washington  Public  Power  Supply  System, 
Richland,  WA 

Edlow  International  Co.,  Washington,  DC 
Florida  Power  &  Light  Co.,  Miami,  FL 
Consumers  Power  Co. ,  Jackson,  Ml 
Consumers  Power  Co.,  Jackson,  Ml 
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474 
474 
474 
474 
474 
475 
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476 

476 
477 

477 
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Packaging  of  Radioactive  Material  for  Transport  and  Transportation 
of  Radioactive  Material  Under  Certain  Conditions  —  Docket  71 


71-0030  General  Atomic  Co. 

71-0052  Navy,  Dept.  of 

71-0170  General  Electric  Co. 

71-0174  Southern  California  Edison  Co. 

71-0370  Amersham  Corp. 

71-0460  Virginia,  Univ.  of 

71-0483  Fairchild  Weston  Systems,  Inc. 

71-0484  Nebraska  Public  Power  District 

71-0485  Washington  Public  Power  Supply  System 

71-0486  INTEC  Inspection,  Inc. 

71-0487  Army,  Dept.  of 

71-4986      Model:  RA-2,  RA-3,  RA-J,  General 
Electric  Co. 

71-5492      Model:  RMG-181-I,  Nuclear  Fuel 
Services,  Inc. 

71-5507      Model:  HFIR  Spent  Fuel  Element  Shipping 
Cask,  Energy,  Dept.  of 

71-5597      Model:  Tungsten  Shielded  Cask, 
Energy,  Dept.  of 

71-5687      Model:  RMG-184,  Nuclear  Fuel 
Services,  Inc. 

71-5805      Model:  CNS-3-55,  Chem-Nuclear 
Systems,  Inc. 

71-5828  Model:  TREAT,  Energy,  Dept.  of 

71-5926  Model:  GE-100,  General  Electric  Co. 

71-5939  Model:  GE-1500,  General  Electric  Co. 

7 1  -5942  Model:  GE-700,  General  Electric  Co. 

71-5950      Model:  BCL-4,  Battelle 
Columbus  Laboratory 

71-5957      Model:  BMI-1,  Battelle 
Columbus  Laboratory 

71-5971  Model:  GE-200,  General  Electric  Co. 

71-5979  Model:  5979,  Alpha-Omega  Services,  Inc. 

71-61 15  Model:  R1010-0032,  Energy,  Dept.  of 

71-6272  Model:  6272,  U.S.  Ecology 
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71-6346 

71-6347 

477 

71-6400 

477 

71-6574 

477 

71-6601 

477 

478 

71-6639 

478 

71-6679 

478 

71-6698 

478 

71-6703 

478 

71-6717 

478 

71-6745 

478 

71-9001 

71-9006 

478 

71-9007 

478 

71-9010 

71-9032 

478 

71-9033 

478 

71-9034 

478 

71-9037 

71-9044 

478 

71-9057 

478 

71-9073 

479 

71-9074 

479 

71-9079 

479 

71-9080 

479 

71-9081 

479 

71-9086 

479 

479 

71-9089 

479 

71-9094 

479 

Name  Page 

Model:  FSV-1 ,  General  Atomic  Co.  479 

Model:  FSV-3, General  AtomicCo.  479 

Model:  6400,  Westinghouse  Electric  Corp.  479 

Model:  HN-200,  HittmanNuclear& 

Development  Corp.  479 

Model:  CNS  8-120.  Chem-Nuclear 

Systems,  Inc.  480 

Model:  MH-1  A,  Army,  Dept.  of  480 

Model:  6679,  U.S.  Ecology  480 

Model:  NFS-4,  Nuclear  Fuel  Services,  Inc.  480 

Model:  RG- 1 ,  General  Atomic  Co.  480 

Model:  67I7-B,  Gamma  Industries  480 

Model:  FSV-2,  General  Atomic  Co.  480 

Model:  IF-3QO,  General  Electric  Co.  480 
Model:  50Q-SU,  Automation  Industries,  Inc.          480 

Model;  520,  Automation  Industries,  Inc.  481 

Model:  NLI-1/2,  NL  Industries,  Inc.  481 

Model:  650,  Technical  Operations,  Inc.  481 

Model:  660  &  660E,  Technical 

Operations,  Inc.  481 

Model:  TRIGA-1 ,  General  Atomic  Co.  481 

Model:  TRIGA-2,  General  Atomic  Co.  481 

Model:  GE-1600,  General  Electric  Co.  481 

Model:  FPD-10Q,  General  Atomic  Co.  481 

Model:  DH-142,  Nuclear  Packaging,  Inc.  481 

Model:  AP-1QO,  ANEFCO,  Inc.  481 

Model:  HN-100,  Series 2& 2A,  Hittman 

Nuclear  &  Development  Corp.  481 

Model:  9080t  Hittman  Nuclear  & 

Development  Corp.  481 

Model:  CNS-1600,  Chem-Nuclear 

Systems,  Inc.  481 

Model:  HN-100,  Series  I,  Hittman  Nuclear  & 

Development  Corp.  481 

Model:  HN-100S,  Hittman  Nuclear  & 

Development  Corp.  482 

Model:  CNS  14-195-H,  Chem-Nuclear 

Systems,  Inc.  482 
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71-9096      Model:  CNS  21-300,  Chem-Nuclear 
Systems,  Inc. 

71-9099      Model:  ATR,  Exxon  Nuclear  Idaho  Co. 

71-91 1 1       Model:  CNS  6-80-2,  Chem-Nuclear 
Systems,  Inc. 

71-9126      Model:  20,  20A,  50,  50A,  Gamma  Industries 

71-9127      Model:  100,  100A,  200,  200A,  Gamma 
Industries 

71-9128      Model:  C-8,  Gamma  Industries 
71-9139      Model:  589,  General  Electric  Co. 
71-9150      Model:  PAT-2,  Energy,  Dept.  of 

71-9151      Model:  HN-100,  Series  3,  Hlttman  Nuclear  & 
Development  Corp. 

71-9156      Model:  IR-50,  Industrial  Nuclear  Co. 
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Name 


Page 


482 
482 

482 
482 

482 
482 
482 
482 

482 
483 


71-9157      Model:  IR-100,  Industrial  Nuclear  Co,  483 

71-9159      Model:  NUPAC  Series  A,  Nuclear 

Packing,  Inc.  453 

71-9166      Model:  864  Type  B,  Technical 

Operations,  Inc.  433 

71-9167      Model:  Type  B,  Amersham  Corp.  433 

71-9168      Model:  CNS  8-120B,  Chem-Nuclear 

Systems,  Inc.  453 

71-9510      Model:  GPHS,  Energy,  Dept.  of  483 

71-9784      Model:  LWBR  New  Fuel,  Energy,  Dept.  of  483 


Licensing  of  Independent  Spent  Fuel  Storage  —  Docket  72 

72-0001      Morris  Operations,  General  Electric  Co.  493 
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Name 

Low  Level  Radwaste  Disposal  Sites  —  Docket  27 

Barnwell,  SC,  Chem-Nuclear  Systems,  Inc. 

Beany,  NV,  U.  S.  Ecology,  Inc. 

Richland,  WA,  U.S.  Ecology,  Inc. 

Sheffield,  IL,  U.S.  Ecology,  Inc. 

Domestic  Licensing  of  Source  Material  —  Docket  40 

Allied  Chemical  Corp.,  Morristown,  NJ 

Amax  Environmental  Services,  Inc., 
Golden,  CO 

Army,  Dept.  of,  Yuma,  AZ 
Atlas  Mineral,  Inc.,  Denver,  CO 
Babcock  &  Wilcox,  Alliance,  OH 
Bear  Creek  Uranium  Co,,  Casper,  WY 
Brush  Wellman,  Inc.,  Cleveland,  OH 
Chemetron  Corp.,  Chicago,  IL 
Cleveland-Cliffs  Iron  Co.,  Casper,  WY 
Cleveland-Cliffs  Iron  Co.,  Cleveland,  OH 
Conoco,  Inc.,  Denver,  CO 
Conoco,  Inc.,  Denver,  CO 
Cotter  Corp.,  Golden,  CO 
Cotter  Corp.,  Lakewood,  CO 

Defense  Atomic  Support  Agency, 
Bethesda,  MD 

Dow  Chemical  Co.,  Midland,  MI 
Energy  Fuels  Nuclear,  Inc.,  Denver,  CO 
Energy  Fuels  Nuclear,  Inc. ,  Denver,  CO 
Energy,  Dept.  of,  Canonsburg,  PA 
Exxon  Co.  USA,  Houston,  TX 
Exxon  Minerals  Co.  USA,  Houston,  TX 
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27-047 

1 

27-010 

1 

27-048 

1 

27-039 

1 

40-3392 

4 

40-8820 

17 

40-8814 

17 

40-3453 

4 

40-8474 

12 

40-8452 

12 

40-8722 

IS 

40-8724 

15 

40-8200 

11 

40-8714 

15 

40-8793 

17 

40-8743 

16 

40-8511 

13 

40-8692 

15 

40-6837 

9 

40-0017 

1 

40-8675 

14 

40-8681 

14 

40-6500 

5 

40-8102 

11 

40-8064 

10 

Name 
Federal-American  Partners,  Rivcrton,  WY 

Getty  Oil  Co.  —  Petrotomics  Co., 
Shirley  Basin,  WY 

Holmes  &  Narver,  Inc.,  Anaheim,  CA 
Homestake  Mining  Co.,  Lakewood,  CO 

Kerr-McOee  Chemical  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp. , 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp. , 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Massachusetts  Institute  of  Technology, 
Cambridge,  MA 

Melapai  Resources  Co.,  Phoenix,  AZ 
Minerals  Exploration  Co.,  Los  Angeles,  CA 
Minerals  Exploration  Co.,  Los  Angeles,  CA 
Moiycorp,  Inc.,  White  Plains,  NY 
NL  Industries,  Inc.,  Albany,  NY 
Nuclear  Dynamics,  Inc.,  Phoenix,  AZ 
Ogle  Petroleum,  Inc. ,  Casper,  WY 
Ogle  Petroleum,  Inc.,  Santa  Barbara,  CA 
Pathfinder  Mines  Corp.,  Riverton,  WY 
Pathfinder  Mines  Corp.,  Shirley  Basin,  WY 
PessesCo.,Solon,OH 
Plnal  Minerals  &  Mining,  Ltd.,  Miami,  AZ 

Plateau  Resources,  Ltd., 
Grand  Junction,  CO 


Docket 
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40-4492 

4 

40-6659 

8 

40-8550 

13 

40-8434 

12 

40-2061 

3 

40-8027 

9 

40-8586 

13 

40-8647 

14 

40-8727 

16 

40-8768 

16 

40-5577 

5 

40-8771 

17 

40-8348 

11 

40-8584 

13 

40-7097 

9 

40-8414 

12 

40-8*63 

14 

40-8745 

16 

40-8693 

15 

40-2259 

3 

40-6622 

8 

40-8406 

12 

40-8752 

16 

40-7869 
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Plateau  Resources,  Ltd., 
Grand  Junction,  CO 

Plateau  Resources,  Ltd., 
Grand  Junction,  CO 

Rio  AJgom  Corp.,  Moab,  UT 

Rocky  Mountain  Energy  Co., 
Broom  field,  CO 

Rocky  Mountain  Energy  Co.,  Denver,  CO 
Silver  King  Mines,  Inc.,  Casper,  WY 
Spencer  Chemical  Co.,  Kansas  City,  MO 
Stepan  Chemical  Co.,  Maywood,  NJ 
Stepaa  Chemical  Co..  Maywood,  NJ 

Tennessee  Valley  Authority, 
Chattanooga,  TN 

Teton  Exploration  Drilling  Co.,  Inc 
Caiper.WY  ' 

Teton  Exploration  Drilling  Co.,  Inc 
Casper,  WY 

Union  Carbide  Corp.,  Grand  Junction,  CO 
Uranerz  USA.  Inc.,  Casper,  WY 

Utanium  Resources,  Inc.,  Richardson,  TX 
W.R.Gra«&Co.,Pomp,onP|amSiNJ 
Western  Nuclear  Corp.,  Jcffrey  CitVi  wy 

Wrncm  Nuclear,  Inc.,  Lakewood,  CO 
Wyoming  Mineral  Corp.,  Lakewood,  CO 

Wyoming  Mineral  Corp.,  Lakewood,  CO 
Zircoa,  Solon,  OH 


Acrotes.Radiography&Research  Reactor 
Aliens  Creek  Nuclear  Station,  Unit! 
*IvinW'V°«.le  Nuclear  P|flm,  Un,u 
^W.vogtle  Nuclcar  p,an(iUnit2 

^«»w  Nuclear  One,  UnitY 
-^o«4  Nuclear  One,  Unit  2 
'fcocUWilco*  C0l  Critical  Facility 
*«><*  *  WilcoxTe*  Reactor 


Docket 

Page          Name 

Docket      I'nj 

40-8674 

Bailly  Generating  Station 

14 

50-367          3( 

Battelle  Memorial  Institute  Research 

40-8698 

Reactor 

50-6            1 

40-8084 

Jo           Beaver  Valley  Power  Station,  Unit  1 

50-334          26' 

Beaver  Valley  Power  Station,  Unit  2 

er\    J  |  <i                  >,  *>* 

50-412          36: 

40-8380 

11            Bellefonte  Nuclear  Plant,  Unit  1 

50-438          381 

40-8697 

15           Bellefonte  Nuclear  Plant,  Unit  2 

50-439         383 

40-8602 

14           Ben-Gurion  Univ.  Critical  Assembly 

50-539          457 

40-1478 

3           Big  Rock  Point  Nuclear  Plant 

50-155            33 

40-1947 

3           Black  Fox  Station,  Unit  1 

STN-50-556         463 

4°-8610           U            Black  Fox  Station.  Unlr  J 

STN-50-J57          464 

40-1341 

Braidwood  Station,  Unit  1 

STN-50-456         412 

Braidwood  Station.  Unit  ?. 

40-8781            17 

STN-50-457          413 

Brigham  Young  Univ.  Research  Reactor 

50-262            93 

40-8728          16            Browns  Ferry  N«clear  Power  Station,  Unit  1 

50-259            83 

40-0299             2 

Browns  Ferry  Nuclear  Power  Station,  Unit  2 

50-260           87 

40-8783           17 

Browns  Ferry  Nuclear  Power  Station,  Unit  3 

50-296          163 

40-8786           17 

Brunswick  Steam  Electric  Plant,  Unit  1 

30-325          234 

40-0086             i 

Brunswick  Steam  Electric  Plant,  Unit  2 

50-324          229 

40-1162             5 

Byron  Station,  Unit  1 

•  "**                           ^ 

STN-SO-454         406 

40-8684           15 

Byron  Station,  Unit  2 

STN-5G-455          409 

40-8502           12 

Callaway  Plant,  Unit  1 

STN-5Q-483         423 

40-8585           13 

Callaway  Plant,  Unit  2 

STN-50-486         426 

40-8384           n 

CaIvcrtC'^  Nuclear  Power  Plant,  Unit  ! 

f  /t  rt  •  f,              . 

lilies 

CalvertCliffsNuclearPowerPlant,Uni,2 

50-317         207 

*  ** 

50-31R          iii 

Carroll  Facility  I 

*"                     *JI 

50-228           53 

Carroll  Facility  II 

STN-50-J99         465 

50-466         421 

Catawba  Nuclear  Station.  Unit  1 

STN-50-600         466 

50-424         378 

Catawba  Nuclear  Station,  Unit  2 

50-413         363 

50-425         379 
50-313         195 

Cath0liCUniV'0fAm^a  Research  Reactor 
Cherokee  Nuclear  Station,  Unit  1 

50-414          366 

50-77            27 

50-368         309 

<A    1  4 

Cherokee  Nuclear  Station,  Unit  2 

STN-50-491          428 

30-13          21 

Cherokee  Nuclear  Station,  Unit  3 

STN-50-492         439 

50-99           28 

Clinch  River  Breeder  Reactor 

STN-50.493         429 

30-537         452 

Name 

Clinton  Power  Station,  Unit  1 
Clinton  Power  Station,  Unit  2 
Columbia  Univ.  Research  Reactor 

Comanche  Peak  Steam  Electric  Station, 
Unitl 

Comanche  Peak  Steam  Electric  Station, 
Unit  2 

Cooper  Nuclear  Station 

Cornell  Univ.  Research  Reactor 

Cornell  Univ.  Zero  Power  Reactor 

Crystal  River  Nuclear  Plant,  Unit  3 

Davis-Besse  Nuclear  Power  Station,  Unit  1 

Diablo  Canyon  Nuclear  Power  Plant,  Unit  1 

Diablo  Canyon  Nuclear  Power  Plant,  Unit  2 

Donald  C.  Cook  Nuclear  Power  Plant,  Unit  1 

Donald  C,  Cook  Nuclear  Power  Plant,  Unit  2 

Dow  Chemical  Co. 

Dresden  Nuclear  Power  Station,  Unit  1 

Dresden  Nuclear  Power  Station,  Unit  2 

Dresden  Nuclear  Power  Station,  Unit  3 

Duane  Arnold  Energy  Center 

Edwin  I.  Hatch  Nuclear  Plant,  Unit  1 

Edwin  I.  Hatch  Nuclear  Plant,  Unit  2 

Enrico  Fermi  Atomic  Power  Plant,  Unit  2 

Floating  Nuclear  Plant 

Fort  Calhoun  Station,  Unit  1 

Fort  St.  Vrain  Nuclear  Generating  Station 

General  Atomic  Co 

General  Atomic  Co. 

General  Electric  Nuclear  Test  Reactor 

General  Electric  Test  Reactor 

Georgia  Institute  of  Technology  Research 
Reactor 

Georgia  Tech  Research  Reactor 
QESSAR-238 
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50-461  418 

50-462  420 

50-208  45 


50-445 


401 


50-446 

403 

50-298 

166 

50-157 

36 

50-97 

28 

50-302 

172 

50-346 

280 

50-275 

120 

50-323 

227 

50-315 

199 

50-316 

203 

50-264 

96 

50-10 

20 

50-237 

53 

50-249 

68 

50-331 

253 

50-321 

218 

50-366 

304 

50-341 

274 

STN-50-437 

380 

50-285 

139 

50-267 

103 

50-89 

27 

50-163 

37 

50-73 

27 

50-70 

25 

50-160 

37 

50-276 

125 

STN-50-447 

405 

Name 

Grand  Gulf  Nuclear  Station,  U  nit  1 
Grand  Gulf  Nuclear  Station,  Unit  2 
H.  B,  Robinson  Plant,  Unit  2 
Haddam  Neck  Plant 
Hartsville  Nuclear  Plant,  Unit  1 
Hartsville  Nuclear  Plant,  Unit  2 
Hartsville  Nuclear  Plant,  Unit  3 
Hartsville  Nuclear  Plant,  Unit  4 
Hope  Creek  Nuclear  Station,  Unit  1 
Hope  Creek  Nuclear  Station,  Unit  2 
Humboldt  Bay  Power  Plant,  Unit  3 
Idaho  State  Univ.  Research  Reactor 
Imperial  Chem.  Indus.  Research  Reactor 
Indian  Point  Station,  Unit  1 
Indian  Point  Station,  Unit  2 
Indian  Point  Station,  Unit  3 
Iowa  State  Univ,  Research  Reactor 
James  A.  Fitzpatrick  Nuclear  Power  Plant 
Joseph  M.  Farley  Nuclear  Plant,  Unit  1 
Joseph  M,  Farley  Nuclear  Plant,  Unit  2 
Kansas  State  Univ,  Research  Reactor 
Kewaunee  Nuclear  Power  Plant 
La  Crosse  Boiling  Water  Reactor 
LaSalle  County  Station*  Unit  I 
LaSalle  County  Station,  U  nit  2 
Limerick  Generating  Station,  Unit  1 
Limerick  Generating  Station,  Untt  2 
Maine  Yankee  Atomic  Power  Plant 
Manhattan  College  Research  Reactor 
Marble  Hill  Nuclear  Station,  Unit  1 
Marble  Hill  Nuclear  Station,  U  nit  2 

Massachusetts  Institute  of  Technology 
Research  Reactor 

Memphis  State  Univ.  Research  Reactor 
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50-416 

368 

50-417 

373 

50-261 

90 

50-213 

45 

STN-50-51S 

437 

STN-50-5I9 

438 

STN-50-520 

439 

STN-50-521 

439 

50-354 

291 

50-355 

291 

50-133 

30 

50-284 

139 

50-365 

304 

50-38 

18 

50-247 

64 

50-286 

142 

50-116 

28 

50-333 

257 

50-348 

283 

50-364 

301 

50-188 

38 

50-305 

178 

50-409 

359 

50-373 

317 

50-374 

323 

50-352 

285 

50-353 

288 

50-309 

183 

50-199 

39 

STN-  50-546 

457 

STN-50-547 

459 

50-20 

21 

50-538 

457 

XIX 


Name 

Michigan  State  Univ.  Research  Reactor 

Midland  Plant,  Unit  1 

Midland  Plant,  Unit  2 

Millstone  Nuclear  Power  Station,  Unit  1 
Millstone  Nuclear  Power  Station,  Unit  2 
Millstone  Nuclear  Power  Station,  Unit  3 
Montague  Nuclear  Power  Station,  Unit  1 
Montague  Nuclear  Power  Station,  Unit  2 
Monlicello  Nuclear  Generating  Plant 
National  Bureau  of  Standards  Reactor 
National  Navnl  Medical  Center 
Nine  Mile  PoJnt  Nuclear  Station,  Unit  1 
Nine  Mile  Point  Nuclear  Station,  Unit  2 
North  Anna  Power  Station,  Unit  1 
North  Anna  Power  Station,  Unit  2 
Norlh  Anna  Power  Station,  Unit  3 

North  Carolina  State  Univ.  PULSTAR 
Reactor 

Nuclear  Ship  Savannah 
Oconee  Nuclear  Station,  Unit  1 
Oconee  Nuclear  Station,  Unit  2 
Oconee  Nuclear  Station,  Unit3 
Ohio  State  Univ.  Research  Reactor 

VdminJstratlon  Hospital 
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Name 

n          .         .                                B»H 

wockcC             "  "" 

50-294         158 

Pennsylvania  State  Univ.  Research  Reactor 

50-59                     l 

50-329         244 

Perkins  Nuclear  Station,  Unit  1 

STN.-in  •:,; 

-12 

50-330         249 

Perkins  Nuclear  Station,  Unit  2 

STN-50-489 

42 

50-245           60 

Perkins  Nuclear  Station,  Unit  3 

STN-50-490 

42 

50-336         265 

Perry  Nuclear  Power  Plant,  Unit  1 

50-440 

3  Hi 

50-423         375 

Perry  Nuclear  Power  Plant,  Unit  2 

50-441 

50-496         430 

Phipps  Bend  Nuclear  Station,  Unit  1 

STN-50-553 

50-497         430 

Phipps  Bend  Nuclear  Station,  Unit  2 

STN-50-554 

4<S3 

50-263           93 

Pilgrim  Nuclear  Power  Station,  Unit  1 

50-293 

1  35 

50-184           38 

Pilgrim  Nuclear  Power  Station,  Unit  2 

50-471 

422 

50-170           37 

Point  Beach  Nuclear  Plant,  Unit  1 

50-266 

99 

50-220           51 

Point  Beach  Nuclear  Plant,  Unit  2 

50-301 

1*9 

50-410         361 

Prairie  Island  Nuclear  Station,  Unit  1 

50-282 

1  37 

50-338         268 

Prairie  Island  Nuclear  Station,  Unit  2 

50-306 

1HI 

50-339         271 

Purdue  Univ.  Research  Reactor 

50-182 

38 

50-404         358 

Quad-Cities  Station,  Unit  1 

50-254 

77 

Quad-Cities  Station,  Unit  2 

50-297         166 

50-265 

£>ft 

50-238           56 

Rancho  Seco  Nuclear  Generating  Station 

50-312 

192 

50-269         106 

Reed  College  Research  Reactor 

50-288 

ISO 

RESAR-3S 

50-270         110 

STN-SO-545 

457 

50-287         146 

Rhode  Island  &  Providence  Plantations  AEC 

50-193 

39 

River  Bend  Station,  Unit  1 

50-150           33 

50-458 

*4  1-4 

River  Bend  Station,  Unit  2 

50-459 

416 

50-131           29 

Robert  Emmet  Ginna  Nuclear  Plant,  Unit  I 

50-244 

56 

50-243           56 

RPI  Critical  Experiment 

fn    fir 

30-225 

53 

50-219           47 

Salem  Nuclear  Generating  Station,  Unit  1 

50-272 

1  16 

50-255           80 

Salem  Nuclear  Generating  Station,  Unit  2 

50-311 

STN-50-328         443 

San  Onofre  Nuclear  Station,  Unit  1 

50-206 

1<> 

STN-SO-529         446 

San  Onofre  Nuclear  Station,  Unit  2 

50-361 

395 

iTN-50-530         449 

San  Onofre  Nuclear  Station,  Unit  3 

50-362 

50-277         125 

Seabrook  Nuclear  Station,  Unit  1 

50-443 

3<>3 

50-278         128 

Seabroolc  Nuclear  Station,  Unit  2 

50-444 

3 

50-514         436 

Sequoyah  Nuclear  Plant,  Unit  1 

50-327 

238 

50-5  15         436 

Sequoyah  Nuclear  Plant,  Unit  2 

50-328 

3-41 

Name 

Shearon  Harris  Nuclear  Power  Plant,  Unil  1 

Shearon  Harris  Nuclear  Power  Plant,  Unit  2 

Shoreham  Nuclear  Power  Station 

Skagit  Nuclear  Power  Project,  Unit  1 

Skagit  Nuclear  Power  Project,  Unit  2 

South  Texas  Project,  Unit  1 

South  Texas  Project,  Unit  2 

Space  Radiation  Research  Reactor 

St.  Lucie  Plant,  Unit  1 

St.  Lucie  Plant,  Unit  2 

State  Univ.  of  New  York  Research  Reactor 

Sterling  Power  Nuclear  Project,  Unit  1 

Surry  Power  Station,  Unit  1 

Surry  Power  Station,  Unit  2 

Susquelianna  Steam  Electric  Station,  Unit  1 

Susquehanna  Steam  Electric  Station,  Unit  2 

Texas  A&M  Univ.  Research  Reactor 

Texas  A&M  Univ.  Research  Reactor 

Three  Mile  Island  Nuclear  Station,  Unit  1 

Three  Mile  Island  Nuclear  Station,  Unit  2 

Trojan  Nuclear  Plant 

Turkey  Point  Plant,  Unit  3 

Turkey  Point  Plant,  Unit  4 

Tuskcgee  Institute  Research  Reactor 

U.S.  Geological  Survey  Research  Reactor 

UC-Santa  Barbara  Research  Reactor 

UCLA  Training  Reactor 

Union  Carbide  Research  Reactor 

Univ.  of  Arizona  Research  Reactor 

Univ,  of  California  at  Irvine  Research 
Reactor 

Univ.  of  California  Research  Reactor 

Univ.  of  Florida  Training  Reactor 

Univ.  of  Illinois  LOPRA  Research  Realtor 
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50-400 

354 

50-401 

356 

50-322 

222 

50-522 

440 

50-523 

441 

STN-50-498 

430 

STN-50-499 

432 

50-187 

38 

50-335 

263 

50-389 

337 

50-57 

25 

STN-50-485 

426 

50-280 

131 

50-281 

134 

50-387 

329 

50-388 

334 

50-128 

29 

50-59 

25 

50-289 

150 

50-320 

215 

50-344 

277 

50-250 

71 

50-251 

.      73 

50-406 

359 

50-274 

120 

50-433 

380 

50-142 

32 

50-54 

25 

50-113 

28 

50-326 

237 

50-224 

53 

50-83 

27 

50-356 

292 

Name 

Univ.  of  Illinois  Research  Reactor 
Univ.  of  Kansas  Research  Reactor 
Univ.  of  Lowell  Research  Reactor 
Univ.  of  Maryland  Research  Reactor 
Univ.  of  Michigan  Research  Reactor 
Univ.  of  Missouri  Research  Reactor 
Univ.  of  Missouri  Research  Reactor 
Univ.  of  New  Mexico  Research  Reactor 
Univ.  of  Oklahoma  Research  Reactor 
Univ.  of  Texas  Research  Reactor 
Univ.  of  Utah  Research  Reactor 
Univ.  of  Utah  Research  Reactor 
Univ.  of  Virginia  Cavalier  Reactor 
Univ.  of  Virginia  Research  Reactor 
Univ.  of  Washington  Research  Reactor 
Univ.  of  Wisconsin  Research  Reactor 
Vermont  Yankee  Nuclear  Power  Station 
Virgil  C.  Summer  Nuclear  Station,  Unit  I 
Virginia  Polytech  Institute  Training  Reactor 
Washington  State  Univ.  Research  Reactor 

Wnterforrl  f  "        "       '         --    •    - 


Docket 

Page 

50-151 

33 

50-148 

32 

50-223 

52 

50-166 

37 

50-28 

18 

50-186 

38 

50-123 

28 

50-252 

76 

50-112 

28 

50-192 

39 

50-72 

27 

50-407 

359 

50-396 

352 

50-62 

25 

50-139 

31 

50-156 

36 

50-271 

113 

50-395 

347 

50-124 

29 

50-27 

Name 

WPPSS  Nuclear  Project,  Unit  4 
WPPSS  Nuclear  Project,  Unit  5 
Yankee-Rowe  Nuclear  Power  Station 
Yellow  Creek  Nuclear  Plant,  Unit  1 
Yellow  Creek  Nuclear  Plant,  Unit  2 
Zion  Nuclear  Power  Station,  Unit  1 
Zion  Nuclear  Power  Station,  Unit  2 

Domestic  Licensing  of  Special  Nuclear  Material  — 

Babcock  &  Wilcox  Co.,  Apollo,  PA 
Babcock  &  Wilcox  Co.,  Apollo,  PA 
Babcock  &  Wilcox  Co.,  Lynchburg,  VA 
Babcock  &  Wilcox  Co.,  Lynchburg,  VA 
Babcock  &  Wilcox  Co.,  Lynchburg,  VA 
Babcock  &  Wilcox,  Alliance,  OH 
Battelle  Memorial  Institute,  Columbus,  OH 
Battelle  Memorial  Institute,  Richland,  WA 
Combustion  Engineering,  Inc.,  Windsor,  CT 
Consumers  Power  Co.,  Jackson,  MI 
Consumers  Power  Co.,  Jackson,  MI 
Coratomic,  Inc.,  Indiana,  PA 
Defense  Nuclear  Agency,  Bethesda,  MD 
Edlow  International  Co.,  Washington,  DC 
Exxon  Nuclear  Co.,  Inc.,  Richland,  WA 
Florida  Power  &  Light  Co.,  Miami,  FL 
GA  Techno  logics,  Inc.,  San  Diego,  CA 
General  Electric  Co.,  Pleasanton,  CA 
General  Electric  Co.,  San  Jose,  CA 
General  Electric  Co.,  San  Jose,  CA 
General  Electric  Co.,  Wilmington,  NC 
Good  Samaritan  Hospital,  Pottsville,  PA 
Goodyear  Aerospace  Corp,,  Akron,  OH 

Hahnemann,  Medical  College  &  Hospital, 
Philadelphia,  PA 
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50-513 

435 

STN-50-509 

435 

50-29 

22 

STN-50-566 

464 

STN-50-567 

465 

50-295 

159 

50-304 

175 
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70-0364 

473 

70-0135 

467 

70-1201 

475 

70-0027 

466 

70-0824 

474 

70-0028 

467 

70-0008 

466 

70-0984 

474 

70-1100 

474 

70-2964 

477 

70-2965 

477 

70-1342 

476 

70-0769 

474 

70-2955 

477 

70-1257 

476 

70-2957 

477 

70-0734 

473 

70-0754 

473 

70-1308 

476 

70-1220 

475 

70-1113 

475 

70-2467 

476 

70-1489 

476 

Name  Docket  Page 

Kerr-McGee  Nuclear  Corp., 

Oklahoma  City,  OK  70-1 193  475 

Massachusetts  Institute  of  Technology, 

Cambridge,  MA  70-0089  467 

Medical  College  of  Pennsylvania, 

Philadelphia,  PA  70-2304  476 

Mississippi  Power  &  Light  Co.,  Jackson,  MS  70-2936  476 

Missouri,  Univ.  of,  Columbia,  MO  70-0270  472 

Nuclear  Fuel  Services,  Inc.,  Erwin,  TN  70-0143  476 

Pennsylvania  State  Univ., 

University  Park,  PA  70-0113  467 

Rockwell  International  Corp., 

CanogaPark,  CA  70-0025  466 

Sacred  Heart  Hospital,  Allentown,  PA  70-2449  476 

Spencer  Chemical  Co.,  Kansas  City,  MO  70-0340  472 

Spencer  Chemical  Co,,  Kansas  City,  MO  70-0146  472 

Tennessee  Valley  Authority  70-2928  476 

Tennessee  Valley  Authority, 

Chattanooga,  TN  70-2941  476 

Todd  Shipyards  Corp. ,  Galveston,  TX  70-1062  474 

UNC  Naval  Products,  Inc. ,  Uncasville,  CT  70-0371  473 

Union  Carbide  Corp. ,  Tuxedo,  NY  70-0687  473 

Union  Electric  Co.,  St.  Louis,  MO  70-2945  477 

United  Nuclear  Corp., 

Wood  River  Junction,  RI  70-0820  474 

Washington  Public  Power  Supply  System, 

Richland,  WA  70-2950  477 

Westlnghouse  Electric  Corp. ,  Pittsburgh,  PA  70-0698  473 

Westinghouse Electric  Corp.,  Pittsburgh,  PA  70-1143  47S 

Westinghouse  Electric  Corp.,  Pittsburgh,  PA  70-1151  475 


Packaging  of  Radioactive  Material  for  Transport  and  Transportation 
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70-1362         476 


Amersham  Corp. 

Army,  Dept.  of 

Fairchild  Weston  Systems,  Inc. 

General  Atomic  Co. 


71-0370  478 

71-0487  478 

71-0483  478 

71-0030  477 


Name 

General  Electric  Co. 

INTEC  Inspection,  Inc. 

Model:  100,  100A,  200,  200A,  Gamma 
Industries 

Model:  20,  20A,  50,  SOA,  Gamma  Industries 
Model:  500-SU,  Automation  Industries,  Inc. 
Model:  520,  Automation  Industries,  Inc. 
Model:  589,  General  Electric  Co. 
Model:  5979,  Alpha-Omega  Services,  Inc. 
Model:  6272,  U.S.  Ecology 
Model:  6400,  Westinghouse  Electric  Corp. 
Model;  650,  Technical  Operations,  Inc. 

Model:  660  &  660E,  Technical 
Operations,  Inc. 

Model:  6679,  U.S.  Ecology 
Model:  6717-B,  Gamma  Industries 

Model;  864  Type  D,  Technical 
Operations,  Inc. 

Model:  9080,  Hittman  Nuclear  & 
Development  Corp. 

Model:  AP-100,  ANEFCO,  Inc. 
Model:  ATR,  Exxon  Nuclear  Idaho  Co. 

Model:  DCL-4,  Battellc  Columbus 
Laboratory 

Model:  BMI-I,  Battelle Columbus 
Laboratory 

Model:  C-8,  Gamma  Industries 

Model:  CNS  14-195-H,  Chcm-Nuclear 
Systems,  Inc, 

Model:  CNS  21-300,  Chem-Nuclear 
Syslems,  Inc. 

Model:  CNS  6-80-2,  Chem-Nuclear 
Systems,  Inc, 

Model:  CNS  8-120,  Chem-Nuclear 
Systems,  Inc. 

Model:  CNS  8-120B,  Chem-Nuclear 
Systems,  Inc. 

Model:  CNS-1600,  Chem-Nuclear 
Systems,  Inc. 
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71-0170 

477 

71-0486 

478 

71-9127 

482 

71-9126 

482 

71-9006 

480 

71-9007 

481 

71-9139 

482 

71-5979 

479 

71-6272 

479 

71-6400 

479 

71-9032 

481 

71-9033 

481 

71-6679 

480 

71-6717 

480 

71-9166 

483 

71-9080 

481 

71-9074 

481 

71-9099 

482 

71-5950 

479 

71-5957 

479 

71-9128 

482 

71-9094 

482 

71-9096 

482 

71-9111 

482 

71-6601 

480 

71-9168         483 


71-9081         481 


Name 

Model:  CNS-3-55,  Chem-Nuclear 
Systems,  Inc. 

Model:  FPD-100,  General  Atomic  Co. 
Model:  FSV- 1 ,  General  Atomic  Co. 
Model:  FSV-2,  General  Atomic  Co. 
Model:  FSV-3,  General  Atomic  Co. 
Model:  GE-100,  General  Electric  Co. 
Model:  GE-1500,  General  Electric  Co. 
Model:  GE-1600,  General  Electric  Co. 
Model:  GE-200,  General  Electric  Co. 
Model:  GE-700,  General  Electric  Co. 
Model:  GPHS,  Energy,  Dept.  of 

Model:  HFIR  Spent  Fuel  Element  Shipping 
Cask,  Energy,  Dept.  of 

Model:  HN-100,  Series  1,  Hittman  Nuclear  & 
Development  Corp. 

Model:  HN-100,  Series  2  &  2A,  Hittman 
Nuclear  &  Development  Corp. 

Model:  HN-100,  Series  3,  Hittman  Nuclear  & 
Development  Corp. 

Model:  HN-100S,  Hittman  Nuclear  & 
Development  Corp. 

Model;  HN-200,  Hittman  Nuclear  & 
Development  Corp. 

Model:  IF-300,  General  Electric  Co. 
Model:  IR-100,  Industrial  Nuclear  Co. 
Model:  IR-50,  Industrial  Nuclear  Co. 
Model:  LWBR  New  Fuel,  Energy,  Dept.  of 
Model:  MH-1A,  Army,  Dept.  of 
Model:  NFS-4,  Nuclear  Fuel  Services,  Inc. 
Model:  NLI-1/2,  NL  Industries,  Inc. 

Model:  NUPAC  Series  A,  Nuclear 
Packing, Inc. 

Model:  OH-142,  Nuclear  Packaging,  Inc. 
Model:  PAT-2,  Energy,  Dept.  of 
Model:  R1010-0032,  Energy,  Dept,  of 

Model;  RA-2,  RA-3,  RA-J,  General 
Electric  Co. 
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71-5805 

478 

71-9057 

481 

71-6346 

479 

71-6745 

480 

71-6347 

479 

71-5926 

479 

71-5939 

479 

71-9044 

481 

71-5971 

479 

71-5942 

479 

71-9510 

483 

71-5507 

478 

71-9086 

481 

71-9079 

481 

71-9151 

482 

71-9089 

482 

71-6574 

479 

71-9001 

480 

71-9157 

483 

71-9156 

483 

71-9784 

483 

71-6639 

480 

71-6698 

480 

71-9010 

481 

71-9159 

483 

71-9073 

481 

71-9150 

482 

71-6115 

479 

71-4986         478 


Name 

Model:  RG-1 ,  General  Atomic  Co. 

Model:  RMG-181-I,  Nuclear  Fuel 
Services,  Inc. 

Model:  RMO-184,  Nuclear  Fuel 
Services,  Inc. 

Model:  TREAT,  Energy,  Dept.  of 
Model:  TRIGA-1,  General  Atomic  Co. 
Model:  TRIGA-2,  General  Atomic  Co. 

Model:  Tungsten  Shielded  Cask, 
Energy,  Dcpt.  of 
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71-6703  480 

71-5492  478 

71-5687  478 

71-5828  478 

71-9034  481 

71-9037  481 


71-5597 


478 


Name 

Model:  Type  B,  Amersham  Corp. 

Navy,  Dept.  of 

Nebraska  Public  Power  District 

Southern  California  Edison  Co. 

Virginia,  Univ.  of 

Washington  Public  Power  Supply  System 

Licensing  of  Independent  Spent  Fuel  Storage  —  Docket  72 
Morris  Operations,  General  Electric  Co.  72-0001 


Docket       Page 

71-9167         483 

71-0052         477 

71-0484 

71-0174 

71-0460 

71-0485 


478 
477 
478 
478 


483 


DOCKETED  ITEMS 


LOW  LEVEL  RADWASTE  DISPOSAL  SITES 

i>r)i>L-:v  .".'v-oio  iirAiTV,   w,   \i  <.;    Kiru.ucv,    IMC. 


lii'l  1  I  lO'.i'iV.    Ailill     rn»(H)»o«     l<>    Mil  A.    reiiuott    for     iiovon    categories    tif 
ilocumiiril.«    r  u    loud    n  f    mil.  U'ni-   mn  1 1    tr.inapor  t  oil    lny    I»M  It  oh 
in   Apr    I'/LIO    1 11    [lu,iUi|,fJV   (.    iduntiti|    of   ontitg    opera  ting 
frtcililu     in    Apr    '<    Mnu     WHO   horu,ird«    rtpp    A    documonla 

l-T-'l.rilN,  J    M         Division    of    Hulen     mill    Hccordtt         flLVO'P/HV.        VANSVDC.C. 
1  iii-iii'.     I'nr  kii.     (i«  I  i  9  w  r  i     Hi  mono  ft'    >.<   Ad  our  inn.       iipp.       16070-  219, 


I'lCI  I),      II   .     U   il      t-aiUlOY,      INC. 


ll.'llO'JtWIV    t'oruarJ*    "I'l-um-li     III   Mom  lor  ing   (tocon!    for    Jul-Oct    I90!?.  " 
HII'ni'KII,  U  M        1J!'   I  i-i>l'>i|i).     Int.     (Fi»rmi'r  I  <j   Nut  lenr   Ernj  i  nepring  ). 
Iti'/lO/O!)        I'SHilO.  I    "        Region    !)•    llffiue   iif    Director         I  p  .       13992;  297. 

••••HiMimiiW'W    "Triinch     Hi    Muni  tnr  inj    limiinl    for     Jul-Oct    1?£I3.  " 

«      U;>   l.colii|ji|.     Mn.     irnrmur  li)    Nuc  l»ar   £,'>$  '  "OUT  Ing  >        BE!/  10/05.        Jp. 
ISV'iJ.il'/H 

|;!l  10:iO!W!)  lorw*nli    tiimpiilor    printuiil    "f    onvlroii  moni  lorins    rnmilta    of 
"(•Vf-y    ilfltn    from   iilu.pur    ruciueit    Hwpl    contain*    latent    rstultB 
fi'iim  filrtlt1    "f    11     rart  nilog  1  nil    ln6.U/n    onrl. 

n(.u:inoiiiii,r  j      niim>i»,   !iui«  of.     na/io/oo      mtAFFNEn.j.     NUC  - 

No    [>«t.iiluil    ACT  i  1  mil  mi    (iivpii          Ip          13943     108 

t];uillO'i:iV    Inform*    of    »Uln*    uf    riaOHOtl    roquuot    for   NtiC    nosistancw    ru 
uiivlion    rnaB.ivili    iLnillilu    nl    fncillli|    rtdininul    allll    under 

ilCftHAMI,  II   A        Low  liivnl    Wnulo   [.it  mill  no   Ilrnnch,       oa/10/19.       EB.  D.  H- 
lltinon.     KlHU    "f.     Dipt      N»«.      ii.i  f»  1(1    Ifoi'mTlij   nop  t      Public    lloolth). 
Ip 


-IUMU0449  ll»i|uml»    HI"-'    Diiitmil    tu/nnwi.   t"    conduct    environ   »ti«lnt*   at 

H>!  II    D  ''    IMii'iMtr    iJl.il*    of,     OopV      Hur      llJlfetg    (formerlg   l)»|it. 
I'tibllr    HdJlthl          IKyOflCOD         liMITH.II    0         U  old   Levitt    Has  te   Lit  ano  Inp 
llranih         1(1 


iiulinm    rinoIU    of    tritium    in  water    flnali)»o«    of    oraa* 
sarplui     talon     from    [I.JOftlKt-OlWft 

MEALY,  fl.W        Interior.  n»pt    of.    Ounlogtcal    Uurven        t)lf'10/s?Krl^,.  .. 
,  1),  t.        NIIC    -   No   neUlled    Af  f  1  1  1  ti  I  mn    Oiven.       Ip.       1597J. 


nOCKfcT   M7-(M7    IIARNMEIL.    SC.     CIKH-NUCLEAR^BVBTEHB.__INC._ 

OaillSOl.-!')  I'Hll-ll-na-iaa   un   oail03- truck    r>lurnlng    from   del  Ivir  in0 
'low    levvl    Wd»m    tu    PacHitii   ursflUil.  U 1  ling    driver.  Two    emplg 
,:j^a    bhroun    from    trixl    lint    did    not    rupluru.Np 
r^dlo.icl'ivt    mall     r»l»«»i")  .,  .    _.          , 

CHAHDLEOS.P    -     JENKIWI.O.R        «>0"«n  2,    Offlc.    of   Director. 
Ip          16061:  ISA 


Hequeiti    cncl    documents    be    placed     in    PDH    Documont* 
requested   tiy     Intflrvstiar.  „„,,„, .,-, 

SP1HD.H.        Division    of    Fuel    Cycle    t,   Matorlal    B.f.tg.        BB/  ID/  IB. 
SCOTT,  B.        Document    Managomont    Drflnch.         Ip.         19940:001.        ^in 
Fie  he:  50-537.  02/10/10,6211010135 


-B2M040139  "Environ  Assessment  for  Fuels  !.  Matls  Eiam 
.Energy,  Dept.  of,  DQE/EA-0116,  60/07/31.  42pp. 
3-lX  Ficho:  50-S37,ea/10/IQ.B2l  104O129. 


. 
15940:061. 


-B211040M4    "Fuelf   !*  Matls    E.am    Facility  Environ   Aasessment    Suppl     for 
Secure   Automated   Fabrication     (SAP).  " 

*     Energy,     Dept.     of.       01/10/31.       13pp.       15918;  1O6.       21X 
Fictie:  SO-537.  03/10/10,0211040129. 


--9211040146   "Instructions    for  Use    of    HPS-131M  Std    Spec    for 

Effuiancy    Particulato    Air  filtera.   "  ,„_.„, 

•      US  Ecology,     Inc.  (Former  hj    Nuclear  Eng  i  near  ing  >.       76/05/K/. 
13pp.        1991B:  119.        34X    Fith»:  SO-537  ,  83/10/18,  021  10^0125. 

—  B2I1040I59   "Dovelopmnnb  fc   Tostino    of    Near-naal-Time    Accounting    Sya    for 
QarnuBll    Reprocessing   Faciltty,"    article    From  Nuclear    Mntls 
Mat   re    1981     [NMMM  proceadinga.  ___ 

ELLia.JH         Allied    Engineorlrtg.        01/12/31-        9pp-         l3-?4a:37O.         BIX 
Ficho:  BO-337,03/10/lB.  B21  101OI29. 

0211160364   Foruiarda    IE  Matte  Packaging     Imp    R«pt    1900004i/Q2-14    on, 
021020.  Hnncomnl  lance    noted, 

BOOK.  H  E        Division    of   Radiological    Safety    «.  fiofofluardl    Program, 
02/11/10         GRELLA.A,        Division    of   Fue  1    Fac  i  ]  1  tioo  .     HotcriaU    Si 
Safeguards.       2pp,       I60"?a:076. 

—0211160370    IE   Hastn   Packaging     Imp    Kept    15000046/B2-14    on    S31030, 
Noncomplianee   noted:  five   drums    of    raduiaate    FounJ    td    be 
Ualina   white    pouidor   6   not    packaged    in    strong    tight 

containers.  ..,<..  i 

THOMAS,  B.  D.  ,    HDPK.H.E.      Div  i  i  inn  of  Badio  1  ogtca  I  flaf  oty  t    ,,.,.rt 

Safeguards    Pronram.       ELBEN,  M,  J.  Wn.hlnflton.    State    of,  SH/ll/IO. 
2pp.       16092:070. 


DOMESTIC  LICENSING  OF  SOURCE  MATERIAL 

DOCKET  40-0017    DDU  CHEMICAL  CO.  .     MIDLAND,    Ml 

0311120916  Request*    halt    to    pranoiod    c.cavallon  B.    shipment    of 
Kiorlum-conUminated    soil    from   Midland    .it*    to   Gai/    Clt^i    lit* 
until    method    developed  uhith    does   not   uior»»n    *lto*flon. 

WALKER,0F   BMichioanT    Stat.   of.       02/11/02.       OWEFF1CE,  P.  f.       Dou 
Chemical   Co.       4pp.       16043:090. 

0211320BS4   Requeiti    that   proposed    eiiJivation    i    shipiront    aP    thorium 
contaminated    soil    be    halted   until    method    of    dUpoial 
Imoroved,  Review  of   021021    Itr    sncl. 

WALKEfi.B.       Michigan.    State    of,       02/11/02.       DREFFICE.P,  F.       Qw 
Chemical   Co,       flpp.       1A19B:  134. 


DOCKET   27-040  F1ICHUAND.    IJA,     US.     ECCH.QOY,  ^NC.^ 

QE II 0303*3   Forwards    Ul»»t    split    *«mplln9    dnta    to   b«    Inserted    into 
20th    annual    rept   Poor    agreement    for    jroii   alphas    in    toil    not 
unusual    for    tup*    Of   measurement    employed. 

?{SOM.5        wSthlnflton.     UUt.    of,       92/10/13.       BMAFFNBR.J.       HRC    -  No 
D*t»il«d    Affllijtion   Given,       3pp        13943:110. 


0211020091    Forwards    "flit.   Operation.   M«n«al,  "    R.vl.ion    1,  d td   011101    (. 
"Radiological    Control   b  S.fity   M»tiu«1."  Ft»vi«lon   I-dtd 
011101,  W/o   end*  ,  .      .        nn<m/iq 

.     UG  Ecology.    Inc. .Farmer  1V  Nucliar  Enj  nttr  ng I,      02/IO/  3_ 
SCHAFFNEn.J        HOC   -  No   DetflilBd    Affiliation   Otvin.       3pp.       13903  219, 
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--£311020307    CIA    Program    Imp    Bipt    99990001/63-12   on    B20923   No 
nonca.-jl  unit    not*iJ    K«jor   jrui    impeded :  iff  tirminati  on    of 

u«it    bank    of    Pcmpton   River   I,    Intirvi.u*    u/conit    company 
JOHA?J3EN,J    .     KJNMEHAM.  J.  D.       R»3ion    1,     Offic«    of    Director 
E'i/lO/25         5?p          13082:092. 

92110I04B3    "JUdiotostc.l    Surv,v    of   Sheffield    Brno*,  U*yn<, NJ,  "    final 
E' J  'L    H        CDm*A'fl   D        0-t    »»•   A"oCiateiJ    Univ. 


MCK.ET   40-0259    UNION   CARBIDE   CORP..    GRAND   -JUNCTION,     CO 


DOCKET   40-1162    UEBTERN   NUCLEAR   CORP. i     JEFFREY    CITY,     WY 


B211O2065B   Forwards    "Semiannual    Environ    Monitoring    Rept     <WolBr     liuia),' 
per    License    Conditions    35    &   75-  Fie  view    of   water     quality 
sampling    analysis    for   Second   Quarter    1902   encl.W/tmo 
oversiie    fi  gures.  Aperture    cards    are    available    In    Pt)D. 
DOOOEHi  O.        Western    Hucloar,     Inc.      (subs,     of    Phelps    D.idne     Cnrp      J 
B2/09/I4.        PETTENOILL.H,  J.        Uranium    Recovery    Licensing     Drnncli  hun 

13904:  174. 

— 8311020667    "Btmiannua  1     Environ    Monitoring    Rept     (Mater    [9nt«>i"     IIUT 
License    Conditions    25   t    75. 

*      Western    Nuclear,     Inc.     (subs,     of    Phelpa    Ooi/ge    Corn     >         n;>/OA/'t(> 
32Bpp.        15904:  191 


recU^tion    p|jn    for    inactive    h  tap    liath   t.    tailings    areas. 
™r^'B^P.     "SJ^fisF**"'1"     ™/OB/M'        WOH°'T         Union   Carbide 

8211170-170   Forward)    B   Kearneu   RStwriZ   *.„„  ,     • 

nt    Cn^,^-^    n       ,-l         ""•'"•«   ncjuiui   nieio    sudimariung    State    of    UV    Dept 
or    environ    OuaKJv    opinion   re   Union   Carbide    Corp    920806    1  tr 

pona!   piosr^«rDn°A-9   all*    °*   0l?po"1.Pit    A-'   <•    "vaparation 

State    Of.       B2/09/03.        UONQ.  7.        Union   Carbide 


B211030365    Revi  eui    licensee    fJ2071i    responses     tu    NUC    JJHOftiM     rvqtiixkb     fu 
info    r«    environ   moni  tor  i  no,  Al  1     items    ailcqud  te  lu     aifilrowoti 
GARCIfl.P.J..     PETTEN8ILL.H.  J.        Uranium    /lecoverij    Litci)»ina     Dr.jnuh 
B2/1O/OB.  Uranium  Recovery    Licensing    tlranch.        Slip          I  tlVt  I  .  O1;1 

B211030396    Rovieiu,    B20203-13   ALARA   audit     for     Sip  I  i  t     Rock    Mill     ft,,  it  i  t 
committee   made    good    effort    to   recommend   (.   offset    channel    to 
mill    equspraEnt    to    roJuc  a    airborno   U   c  uncentra  1  1  nn  s     In 


,,  '      W-1*""""    """very    LitD110n,g    tir.m.h. 

Uranium  Recovery    Licensing    llranc.h          4|jn.        [  394  j  ;  ();M 


«  ^"<"    "I"91"    for    «<fdl    info    in    pelpolllP    tn    ,1 

09   6    su6m,ittals    providing    grounduflter    moni  t  itrinii     d,U,i    ft, 
Split    Rock    Mi  11.  Response    roquottsd    bij    B311I9 


WQ\0.  T.       Union   Carbide    Corp.       33/10/07        PETTENOILL   H         li^nj 
«ov,fV    Lic.n,inB    Branch.       2pp.        16067:  Uraniu 


-^ 


H.       Uranium 


-'•«*• 


a  sir.3?ffi.S'«1!Sit3ST!:;'j.v  ™  •—• 

recomra»ndationi    for    inita  i  t.n  „«   .*   'ing«rj    niiier  Enaineers 

SSSS.VT.'  'swi  '        "  »^'~rt'  for 


by   B2I20I. 


non  Carbi,.    cor          =ft 
B3111704B2   Foru.rdi    -R.iit    of 

'     - 


*"'       H/11/M-      ««EHEYER.  P.  C. 


»      Energy    Fuels   Nuclear,     Inc.       03/10/10. 


Opp, 


l/.KJO:  111 


CHATTANODOA.     TN 


DOCKETED  ITEMS 


r  -"r  in  IE  """ 

ml    B.t.    7    taM.ng.    pond    u'un?r  e    X      rT 

u.ll    be    F«r,e.d    R..ult.    of    monitoring    program   enci' 
MILI.B.I..M.        T«ii,,»«*UH    Valley    Authority.        B2/IO/32:        SM1TH.H    D 
Uranium   Itf-covery    Licensing    llranch.        34pp.         I6035:3|Q 

aj,lli100"    'J"l,lfleS    "f    PSIOO«    °l"-»ing    of    NOC    U   Recovery    Flold    OPr     ,„ 
Lit.--ood.cn.  L.tenimg    work    w,  1  I     contuse    ,„    Hash  ing  ton,  DC 

"•»""•»• 


B«.lia30539   Requests    clarification,  on    behalf    at   City    of    West    Chicago,  o 
apparent    discrepancy    in   Kerr-McQee    installation   of 
incinerator    at    f  ac  1  1  i  ty.  Amend    request    pending    tn   atlou    for 
demolition   of    aidg    16  J.    installation    of    Incinerator. 

SPELMAN.H   J.        Harold    J.     Spelman    t.   Associates.        SPELMAN,  H   J.        Wp&t 
Chicago,     IL,        82/10/19.  Director's     Office,     Office    of     Inspection 

and    Enforcement,        3pp.        16301:3*4. 

83I11600B3  Forward*    petition    requesting    Kerr-HcOee   Chemical    Corp    oiunao 
factory    cite    be   made    rad  i  o  logic  Jl  ly    safe    Pr-om   contamination 
«•   rendered    es  thetlcal  lij    pleasing. 

RENNELS.A.E,        Moat    Chicago,     IL.        B2/1O/2O.        CUWN1NQHAM.  fl    E.        Diviaic 
o.    Fuel    Cycle    t,   Material    Safety.        Hpp,        14101:341. 


'10-H/U    ni'CNCl-H    CHf-MlCAI.    CO.  .     KAIJUAQ   C I  TY,     Hfl 


IIHIOLM     l>,ii'luil     roitpunna     U   R.11A    roquest    for    sii    letter 
nt    doM.moMlu     i-u    !i|,mn.ui-    Clivmlral     Co.  Poruiards    docurnanls 
•laloil    in    Ann    A   liunri.li    fur    /idifl    ducumcntc    continuing 
El. KIN,  J   M          IlLViiimi    of    Hull)*    .tin)    Hecords.         132/10/2 


ate   categories 


Affi  1  Kit  ion    Unknown 


132/10/22,        DrtHNES,  C. 


B2I10S0043   Ack     receipt    of    921012     Itr    ro    hearing    on    Acuflnd     5    to    License 
Fl-231.  Hcarinfl    will    be    informal    I.  uill    commence   w/uritton 
submissions    follouied    by    addl    procedur&B  necessary    to    rosolvo 
natl     factual     disputes. 

I1AUSSHAROT,  D.  A.        Office    of    Nuclear    Material     Safety    * 
Safeguards,  Director.       02/10/22.       GPELMAN-H.  J.       Harold    J      BpelmonSi 
Associates.        2pp.        1S978:  267. 

B211230521    Discusses   City    of   Uett    Chicago  B2101S    Itr    to  NHC    seeklnfl 
clarification    on   whether    Kerr-McGee    prematurely    demoliahed 
Bldg    16   on    site   prior    to    NRC  author  i  la  tion.  Qldg    has    not    dean 
demolished   nor   will    ba    demolished    to    construct    incinerator 
SHELLEY,  U.  J,       Kerr-Mcflee   Chemical    Corp.     (subs,     of  Karr-McOoo    Corp     ) 
08/10/24.       NJXON.H,  A.       Uranium  FUB!    Licensing    Branch        20fl  ' 

16201:278.  rv 


•-laniUOSAi    AUv,,.,     U,«t    I   Ict-n,.    SMU-471     is     nonin.pectabU.Licenseo    U00! 
no  i    piiBlola    AMI;    u   or    t.horlum    pevmillud   by    Liconse    GMD-471 
!    h.i4    mi    (ilano    for    |»>t  item  inn    or    uso    of    source  mat!    in 
inimail  uiu    f  uturo 

c™;'<,!;         ^"-;fiil-'^1^--»-».       64/07/H.  Atomic    Energy 


— B211230524   (lBquB»ts    clarification   re   Herr-McGee    inBtallation    oP 
incinerator    at    site. License    amend    request    allowing 
installation    of    incinerator    pending    before  NHC, 
SPELMAN.H.  J.       Harold    J,     Bpelman  1   Associate*.       B2/10/IS 
Director's    Officu,    Office   of    inspection  and   Enforcement        2no 
16201:200.  r 


DOllKKT    .t(Vl'M7    fin;('AN    CMIIIICAl.   CO    .     MAVUODD,     N.J 


Aff.l.jtn.n    Unl,nou,n 


Bmical    Ca,  Mayuood,  NJ 
Division   of    Hulea 


Oi.'llL-/0')0!>  ItNiipu),,!.    i,,    RIIA    ruqueil    for    document,    rt   t)UMn   Chemical 
Cn.Mayuooil,  NJ    Kormanl  u    iHirumont*     llstDd    in    App   A. 

Fl-l.rflU.  J  M         Divioion    lit    )lulo%    and    [)BC»rd«.       (12/10/29        VAN  DYKEN,  0 
Af  f  i  li.iUii"    Uiikriduii)          L'|ip,         IA13A.:iai), 


0211020560  Order    directing    NfIC  Becretary    to   refer   City    of    West    Chicago 
IL   hearing    request    on   Amend  6    to   NRC    for   consolidation   u/ 
pending    proceeding    on   proposed    Amend    S   fr  di-aposition   ner 
CLI-B2-21    procedures,  H 

CHrLK,  B.  J,        dffico    of    the    0Bcretary    of     the    Commission.        B2/1I/OI. 
Office    of    the    Secretary    of    the    Commlsijnn.       2pp.       13807:167, 

B311I20a-?a  PNO-iri-S2-139:on    031 100,  Reg  ion  3    informed    by    UcBnlet 
that   rally    sponsored    by    Gilkwood    Day    CoalitJon   will    be    held 
on   B21113  at    site    of   Kerr-McOec    Rare   Earths    Foci  1 1 ty.  Ra 1 ly 
In   protest   of    proposed    plan    for    onsite    raduastir    burial 
MIHABITa.  R.  ,     HIND.R.       Regions,     Office    of   Director        B2/11/OD         Ip 


ooim.iHii    ft.lO'/r.'W  >.    -M    l*lcnni  WJ  VI  11  forth    concerning 
(.(immissinn    pvo.:oudingu    ro    iligpnonl    of  (|  (,    thorium   retidues 
In    N,/ 

NUFifillAUML.il,  1)   A         Atornir    F.tiorgv    Commli*  I  nn  .        63/07/36 
Knot-By    Cummmonni         ilpp         lAKId   ^:JO. 


Atomic 


B211170500  Confirms   831117    vialt    lo   Uest    Chicago,  IL   to    examine 
Kerr-HcOoe   nldgs    identified    in    License    Amends    9  (.  6 
MAUBBHrtFlDTi  D.  A.       Office    of   Nuclear  Material    OaPeSy    & 
Safeguards, Director,       BS/11/00.       SPELMAN,  H.  J.       Harold    J      BpolmanS, 
Associates.         Ip.        16146:003. 


onau-r  4o-w)(i,i  HEIIB-HCOIU:  CHI;MK;AL  CORP.  ,  OKLAHOMA  CITV,   OK 


l-i.ryj.rds    "Hoflllh    I'hg.lcs    Mnnu*l    for    D»c  ommlsiionlng    i. 
hlflbi  I  i  tfltuin    of    Heri"-McO«e   Chemical    Corp    Weil   Chicaoo   Rare 
Earth*    f'at  1  It  ly    "  * 

tjCMUMAClO.M.  C        NliC    -   Nr>    neuiled    Affllifltion  Olvsn,       01/08/13, 
(.ROU.IJ   T.       Uraruvm  Fu»l    LlcBUBino    Branch.       3pp,        16040:271. 


"Meflllh    I'hysics   tUmull    '»r    Deeommi  (sioninu   (k  Stab  I  I  i  i«t  ion 
of   Kerr-McO.e   Cli»micjl    Corp    Wttt    Chicago    RarB    Earthi 
facility.  " 

U;viNi;,j  )>.  ,    oiloilllD.M  I.       catalytic.    Inc.     <«ubi.    of  Air  Products   t, 
i-hsmlcals.      Inc.  I,       Ul/OB/sa.       260pp.       16048:274, 


o:)  AJvUei    that    mvieu  of    ildbl  U  utl  on   plan   project    completed. 
No    comments    OP   rerommsni!*  t  lont    at    present    time. 

POHUit,       Missouri,     tilats    of.       DS/06/30.       CRDH.M,  T.       Oivlilon    of   Fuel 
CyclB    &   HflteriAl    Bafotu,        Ip,        ISOV4:1I7, 

0211320373   Order   CLt-Oa»ai.  direct  Ing    NMBB  Director    to   act    at    presiding 
officer   to  adjudicate   City   of  M»*t  Chicago   contention* 
which    may    b«    asserted    in    challinglng    Ktrr-HcOe*    amend 
raqueil;. 

HOVLE,  J.  c.      Office   uf    the   Secretary   of   th«   Cammitiion.      Qa/OB/Qd. 
Nl";I""'  f1*4""'-"   0»f»ty   i.  Safeguard*.  Dirtctor,      3pp. 


S2III70543  Confirms    021117   visit    to  West    Chicano,  !L    to    examine 
Kerr-McOes    bldgs    identified    in   License   Amend*   5  d  6 
MAUSSHARDT.D,  A,       Office    of   Nuclear   Material    Bafatu    t. 

Safeguards, Director,       B2/  1 1  /OB,       CHARNQFF.Q.       Shaw,    Pittman,     Potta    ( 
Troubridge.        Ip.       16141:330. 

0211I9017I    Request*    permission    for    contractor    to   perform    radiological 
»urvey    on   property   along    Kress    Croet.  Survey    n»cn*sary    to 
dattrmlne   eitent   fc  depth    of   contamination    in    stream    bed    d 
adjacent    toils   St   of   necessary    cleanup. 
KEPPLER,J.Q.       Region   3,    Office    of   Director,       B2/11/12 
MATKOVIC.N.  J,  ,     EQELAND.R.  C.  ,    OTAVKA,  J.        Aff  i  lla  tion    Unknown          Son 
16149:349.  r' 


DOCKET   40-2259   PATHFINDER   MINES  CORP.,.  RrVERTQN,    HV 


8311050216  Summary    of   020002   sit*    visit    to  conduct    annual     imp 
FflANClS.E,       Uijomlng.    State   of.       B2/OS/O9.  Wyoming,    State    of 

14015:020.     . 

8211120173  Respond*    to  NRC   B20927  notice    of   violation    from    Insp    on 
B2Q727-29,  Radiation   personnel    adopted    policy    of    briefing 


3pp. 


lach    person  on   radiation   work    permit    to   self-monitor    for 

gros*   alpha  contamination.  New  ehanoe/shoiiier    room   built 
NUOENT.E.L.       Pathfinder   Mines   Corp.       02/10/19.       DROWN,  0.  L 

of   Vendor   &  Technical    Program*.       Spp.        16067:  191. 


Division 


B3I1230341    Application    for    33-yr    licenie   amend    bued    on   performance 
criteria.  Ltng  th    of    llcenst    nectstary    to   aisure    technically 
louiid    deiign.  Hest    Chicago    site    ihould    be   lafely    i 
permanently    dt  commissioned. 

RAINev.J.L.        K«rr~McOee    Chvmlcal    Corp.     <tubi.     of   Kerr-M«0»e   Corp.  I. 
02/10/11,       CUNNINGHAM,  R.  E.       Office    of   HucUar  Material    Safety    I. 
Bafeouordt.  Director.       3pp,       16201:263, 


8211110043  AdvUes    that  U  Recovery    Field    Ofc    aptned    in    Laknuiood,  CO 
821004. Licensing    proceiies   uill    continue    through   Wathinntan. 
DC    ofc    thromh    830431, 

SMITH,  R.  D.       Region   4,    Office  of    Director.       92/11/01        NUOENTt  E  L 
Pathfinder  Mine*   Corp.       2pp.       1605.3:161.  '     ' 


DOCKETED  ITEMS 


021110034?    rtck     receipt    of    (121019    Itr    informing    HHC    of    steps    taken    to 
correct    violations    noted     in    IE    insp    on    820727-2?. 
finoiftl,  0    D.        Division    of    Venilor    t    Technital    Programs.        82/11/13 
NUGENT,  E    I.         Pathf  inder    Mine*    Corp.        Ip.        16137:071. 


--B21  1  [90320  Confirms   State    of  UT    views    on    surety    agreement    betueen   rttlac 
Corp    it    UT   Doapd    of    Oil.  Gas   t    Mi  ning  .  Agreement    valid    (< 
approved    by     state. 

FEICHT,  C.        Utah,     State    of.        6S/10/15.        SHITHifl.n         Uran  iura    Hurovtrij 
Licensing    Branch.        Ip.         16174    3tO 


6311.10041-1    Discusses    Jose    evaluations    !<    complianco    evaluation    for 
second    quarter     1932   Site    cor^piisnt    u/std    10CFI1190    annual 
dose    linit    of    25   mrcn 

SaLLEUDERGEfl,  D.        Lou   Level    Haste    Licensing    Branch.        B2/1I/1B. 
Lsuul    llatte    Licensing    Branch.        3pp.        16263:   IIS. 


B31I120270   Notifies    that    U    Recovery    Field    fife     officially    opened     on 
B2100")     in    Lakeuiood,  CO.  Ofc     c  orro  spondiMic  e    should    hi'    sent     to 
Washing  ton,  DC    until    new    field    ofc    more    fully    eetflhlished 
SMITH,  Ft.  D.        Region    4,     Office    of    Director         (ta/ll/OH.        IILUIIAUOM,  H. 
Atlas    Minerals.        2pp          16QA6:  163. 


DOCKET    40-3392    ALLIED   CHEMICAL   CORP    .     llCinniBT01Jt4.     NJ 


020931)040;!   Forwards    supplemental    application    info    document    for    renohjal 
of    Source   Matl    License   SUO-536.  App I  I c at  ion     includes    environ 
factors    normally    subnittctf    in    environ    infn    n.'pt. 

CIFQLLA.A   J         Alliad    Cnenical    Corp         02/07/07        PAGE,  H    0.       Uranium 
Fuel    Licensing    Branch         Trip.        14153   O13. 

-~(?209300iJ04   Application    far    reneu.il    of    License    SUfl-536    to    perform 
chenical    conversion    of    natural    U   ore    cone  entrains    into    U 
hoiaftuonde    H/10   ovsrsli*   drawings  .  Apart  uro    cards    are 
available    in    PDH. 
CIPOLLA,A.  J.        Allied   Chemit.il    Corp.        03/07/01.        200pp.        16133:014. 


9211330447   rtr.en  d    to   Hat!    License    SUIi-524,  incr  easing    mai    pa 
natural    U   to    73   million    !bs.M/o    encl    SiEFf. 

PACE.  R   G.        Uraniun   Recovery    Licensing    Branch.       H2/11/1B 
CIPOLLA.A.J         Alllcit    Chemical    Corp.        Ip.        Ift257:3t0. 


lion    for 


821 11 301 14  nequcats  neu  location  be  proposed  Pur  II.IL  kgruuncf  << 
particulate  monitoring  site  Him  i  toy  ing  diit.i  fur  l_»t,ition  !i 
eihibited  uide  variations. 

PETTENQILL.H.  J.        Hegion    4,     Office    of    Director          fjy/ll/04 
DLUOAUOH.  R.  E.        Atlas    Minerals.         I  p.         IA06R:  OS7 


B211340400    Trip     rept    of    020914    site    visit    ro     tnur    n F    ml  1 1 ,  tai 1 i ngi 
disposal    area    &    lab     facilities 

GARCIA,  P.  J    .     PErTENGILL.  H    J.        Region    1.     Office 
02/11/15.  Region    4,     Office    of    Director          Ip 


DOCKET    40-4492    FEDERAL-ftHEfl  ICrtN   PARTNERS,     BWERTON,     NY 


B211010315   Forwards    "Environ    TLD    Sumraarij,  Jan-Juno     \<!U2    " 
CO.K.E.J.,     WATTS,  K.  .     LANE,  J   H         Fcder.i  I    Amor  lean    P.irtriBC 
Region    4.    Office    of    Director.       2pp.        1 9Bf;n. OU7. 


— B211300449   Recommond!    approval    of   amend    to    License    SUB-526, Incroas ino 
nai    possession   of   natural   u  to   73  million    IDS 
MIXQN.W.  A.  ,     CRDM.W.  T.        Uranium   Rscovery    Licensing    Branch 
82/11/10.  Uranium   Recovery    Licensing    Branch.        Ip.        16237:361. 


DOCKET   40-3453    ATLAS   MINERAL.     INC.,     DENvEH,     CO 


B10507Q2Q4    Discusses    B1QI03    firs    at   Atlas   U   Mill.  Fire   was    not 
significant    event    in    terms    of   health    k   safe  ty.  Recommends 

of    safety    revisu    portions    dealino    uj/adequacy 


re-evaluation 

of    fire   protection   measuri 
TRACER.  E.  A.        Director's    Office, 
3pp.        16010:331. 


01/04/30 


Director's   Office. 


8211010321     "Environ    TLD    Summary ,  .tan-June    I 
encl.  Aperture    card     is    available    in    PDfl. 
«      Federal     American    Partners.        D2/On/IEl. 


"    line    ovvniiD    figurr 
l|i|i.        ISIJVD.  oat 

/N  Andrun    rp 


S311010520   Forwards    090906    memo    documenting    PHOTOn    telc 
drill    hole    situation    in   mudstono    uniler    proposed    in-jiit 
disposal    of    tailings   *e    fee    application. 

FHANCIS.E.        Hynmlng.     State    of,        82/09/07.        LINEMAN,  J         Uraniu 
Recovery    Licensing    Branch.        Spji,        15890:0fl3. 


821I02O375  Submits  concerns  rr  rec lumat ton  pl< 
at  Oas  Hills  to  be  addressed  in  NKC  final  di 
ACKEHI1AN,  W.  C,  Wyoming,  State  of.  fJ3/O'?/013. 
Recovery  Licenting  Branch.  6pp  [3902:292. 


Fur    rallliign    Pond   'J 
Ft 
UNEIIAN,  J.        lira  ilium 


3211190313    Trip    rept    of   020412-14    site    visits    ft   meetings    u,/FedBral- 
Am«rican   Par  tnsrs.  Rocky  Mountain  Energy  Co,  Rio  Algnm  Corn   & 
Atlas    Mlnsrals. 


«?"'  T'  L'  '    perTEfJO"-L'H-J       Uranium  Recovery   Liiensino   Branch. 
83/09/10.  Uranium  Recovery   Llcanslng   nranch.       3PP.       16136:337. 


S21I010336  Application    for    amend    of  Amend    13,  Cond  i  t  i  on  ,1V    to  l.iron«« 
SUA-667    to   permit   planned    reductions    in   trnplnyHe    «.    environ 
monitoring    programs,  Ona    oversiie    chart    !•  one   ovcrsito 
figuro    one  1.  Aperture    cardt    are    available    in    PDF). 

ANDRUS.N.J.        Foderal    American    Partners.        1.12/09/09.        LINEtlAN.J    .1 
Uranium  Recovery   Licensing    tlranch.       t,pp         lSf)9;|:i9:) 


,r?r'1'   Pb"2l°   ""»'    f"    '°rfac"    *  «"undW.t.r    for    Second 
Quarter    1703   (<  assays    from  continuous    air    samples    fur   June 

EDWARDS,  D   L.        Atlai    Mineral,.        S2/09/B1.       SCARANO.F1.A.        Uranium 
Recovtry    Licensinj    Branch.       2pp.        I5?73;3fl0. 


2aJoB2l3«fumiJ?   "."    inturred    *  "-anhours    .«P»nd.d    in   revising 
010828  appllcAtion   for   Amend  9   to  License   SUA-917 
OARCIA.P.,    PETTEN31LL.H.        Urani  urn   Recovery    Lic.ns'ino    Drench 

'13 


0211190315  Trip    rBpt    of   020113-14    site    visits    fc  MH.  ting*   u,/red«r«  I 
American   Partners,  Roc  hy    Mountain   Energy   Co.  H  in   Algom  Corp    (. 
Atlas   Mineral  s.  K 

'1,PET!ENOiLL'H'  J       Uranium  ««»«rg    Licensing    0»nch. 
Uranium  Recovery    Licenaino   Qrnricli,       5pp.       IMS/,:  307, 


,^mpa:Uon  of    8tatu    of   UV    VB   F-Htr.l    American 
nlliutasti    propoial.FAP    favored.  State   plan 
""«•    conlt    "»*    <<   deerea*e    available    vol 
1   .       L:  No,,0etail1"'  Affllifltion  Oiv.n.       oa/ov/M. 
.J.       NRC  -  Ha   DeUlltd    Affiliation    Oiv.n.       4pp.       lH40.(t7.'l 


*r    Providino    coit    ..timate.    far 
of    B.D.bruBh-Tabl..  take    pit   ft    info    eoncernino 

° 


OILLEN.D.rl.       Uranium  R.cov.ry   Liceniing    Ur.ncn 
Recovery   Lic-nsing    Branch.       2PP.       1597a;131 


Uranium 


DOCKETED  ITEMS 


ri;>lliaOi.'FlE>  Nolifi**    tli.it    I,   lU-tnvorg    Field  Clfc    officlnMg    onenod    on 
(131004     -.,    Lakeuood.CO   Oft     correspond.,,.:,    should    be    .int 
tn    Washing  Ion, DC    mi  I  i  I    noui    field    Ofc    rnnro     fully    e.  Ul,  H  shod 
GMirtf.  R    I).        FlpgiciM    1,     ClffJce    of     Director          33/11/03         rtlMDRUB,  N 
Fi'tlorn  I     A-nqr  i  can    I'ar  inoTU.        3pp  16066:  1 157 


-9211290022   ForuflTit*   Region    I/PA    Dept    of   Public    Health    c  loieout 
radlatipn    survey     performed    on    631  101-02.  flad  1  sti  on     luveli 
meat    D!v   o*    Ma  1 1  »   Licensing    630302    criteria    for    lagoon   sre-a 
on  1  g. 

CLEVELAND,  Fl.  B.        Atomic    Energy     Commission.         6S/13/1S          RDEBEn,  J.  Ft, 
Atomic    Energy    Commission.        26pp.         1  t>34t:  079. 


HA!;!!ACHU!;rns  INSTITUTE  OF  TECKNDLCIOY,    CAMBRIDGE,    MA 


[MlGiiOiVUi    IJi'ii.ininui,     II.    lrii(i     iif    Licenses    SQ--Q  1  !)37-OI),  'M-Ol  B37-1  0, 

i>f    vinl.it  mil 

MAHl'IN.   I     1  Dwiiiiin    of    r-ng  I  no«r  i  >ig    t    Inchmeal    Program 

M,im.ii:huiictlii    In* tl lute   of    Tdchnolnoij,        :lp« 


U.'IIOM)..'..'?   Null.-.,    of    vinUtion     from    imp    on    030727-30,  Ntincomp  t  i  an  co 
iioU'il    mm' kur    eipunvil    In    I  IK)   m.n    purmi  til  |j  ]  u    cnuconlr.i  t  i  (in   of 
I  -K."j    ':    no     <im-vi.>ijn     of     inrl  iviilii.iln    umrUng     In    rostrlcted 
,1  r  D  ;i  ij     p  u  r  f  1 1  r  m  it  il . 
•      Hug  M»I     I,     Off  i  rii    ill'    Directi!.'          H2/IO/B2.        :]pp.         IS933.0H3. 


•!()  "C.:»()<>    CNKIIOV,     IH'.IM.     IF,     CANflNSBUftO,     F'rt 


i'l  U  HH  I'/   Hn'LJHi'iU     "HunoiUnl    Anthill*    at    Former    Vitro   Rflt-B    M»talu    Plant 
!ll  t'u.C.inoiioliiM'ij,  Urt    <;  .....  itu.lMt"     draft    EHi 

Mf'1,1   INOt.H,  M    V         liinj    C      Wu.Kiii,  iric          1)3/10/01         NIXHN.WA         Uranium 
luul    I   K  riitinij    lir.intl)          Ip          IAO30.  ai!l 


-821  ISTOOSi    Fnruardi    Region    1    65111O    kelei    ro    result*    of    radiation 
claiaout    aurvoij    on   6511O1    t  O2.  Survey    forthcoming, 

DUtMNSKI,  L.         Atomic    Enorgg    Commitsion,        6S/  11/12,        NJBSBAUMEHi  D,  A. 
Atomic     Energy    Commi  El  Ion.        3pp.         16349;  105. 

-0aiial?0027   Forward*    Div  at    Hatls    Licensing    651006    memo    requestinfj 
eipsditeif    final    clossout    insp    of   Canoiiiburg  ,  Prt    site    by 
[)lv   of    Compliance. 

,  T.  U,       Atomic    Energy    Commission.        A5/10/O7. 
0.  A.        Atomic     Energy    CommiBilon.        3pp. 


-8211290031     Reiiuoiti    final     cloasout     inap    of    Canonafc  urg-  P  A    site     tig     Lliv 
of    Compliance    to    determine    compliance   ui/epnc  I  Fl  ed    radiation 
level*    Ii    to    determine    if    disposal    of   U-bearlng    reslduBs 
meets    suthorlied     procedures. 

NUSSOAUiMEn.  D,  rt.        Atomic     Enorg  1    Commission.        iS/IO/O6.        CUHI  NB«  1  •  1.  , 
Atomic    Energy   Commission,        Ip.        1&249;  1  1  1. 

-HSU37QQ33    ffe^ueiti    termination    of   License    BUC-3I5.  Hi  te 
decontamina  t  ion,  Including    burial    !<    shielding    of    tailings, 
coriplete.Health    phgslcs    mrveij    anel  . 

nunEff.fl.  T.         Vitro    Engineering     Co.         iS/09/30,        NUSBDAUMER,  D.  A. 
rttonlc    Energy    Co<nmiH«  lor.        4pp.         Iti34f:  1  1  3. 


-li;!l!ll(>i;';>    "Huini>dl.il    Aitlono    ,1 1    Farmer   Vitro    Flnrn  Metals   Plant    Bite. 
i:aniirnhi,i'[ji  UA    iliitmtifi  I'rt,  "    ilrrtft    Kill. 
•      l.nurgy,      Dopl       ,if          OIII./IM  fi--O()VA-t).        IIS/10/31.        Hlffpp 


-B211S90039   For^ardi    650930    health    physics    *urvetf   rcpt    of    wants    pilu, 
Lagnon    (.    plant    aroa. 

MUIlPHYrJ.D.         AnimJ-Crotsroad-s    Nucl  oar    Carp,        c.5/09/30, 
NUBSHAUMER,  D,  A.       Atomic    Enargy    Cotnmlssl  on.       7pp, 


IL'MOVOW/    I  oi'w,n-i)o    i'»pl.i    on    contaminated   proportion    near     for/ncr    Vitro 
fi.irit   MifUilo    I'  liiiit.CdiKinthurg,  f'A     Incliiiinii    of    prupDrtioB     in 
ro,".«dl,il     action    program    reu.ue«  tail    W/o    one  1 

niin.u  (••      rin-Tuij,    [>«>|iL     n f      itu/oh/aa.     CAOI-.B.  o.     UmiMum  tucpwcru 

t  I.  nniil  IKJ    llrrtmfi          1|>  Ui()i!4    041 

ll.!ll,'.!'«)f)i)7    Addl     I-I^IIDIIIID    In    HltA    fvquutt    for     dficum.nli    re     receipt, 
(irnceiintifl.  ut  nr.igo    iir    removal    .1 F    »nurcHmrttl    at    Cannnibuvfl, 
I'A    glU.  Vitru    Hfg    Cu    '.   ViliMi   Hni-fl  Mutnli   Co    Forunrdo 
doc timon t,*    I  in  toil    in   A|ip    A 

H'l.MIN,  J    M          Divinioii    of    Itulv*     nnd    Uncords          Oa/IO/aS.        ni.ACK.A.  E. 
lliii.haiinn.     Inuiiruoll,     llod  ow.i  Id,     Kijlo    r.   lluargtr.       Bpp 


V   riiruiiirdtt    Pll    Nv 

liuiil  til    phg"!  M  i     u 

111)1-  111  H.  J   fl          At  omit     f/nvrgij    Commi  t  «  i  on. 
Atunn     (novgij    'CDinmMniiin         Ip         IfiiMIJ  : 


A40AIV  niomu    t  ronsini  1  1  ing    remit*    of1 

NUfifiDAUHEH  i  D.  rt 


Amends    650304    autlior  I  lation    for    burial    of    U-buaring    rirflld 
to    Include    *t*t«mont    op    Avaraqa   &   mai    allowable    external 
radiation    lavels    at    3,3    ft   abova    reildu*    covnrlngi In 
response    to    &3Q3S3    request. 

NUSSBAUMEH,  D,  A,         Atomic    Enoroy    CnmmlsBlon.        A3/O9/OB.        RUDER,  ft.  T. 
Vitro   Engineering    CD.        Ip. 


IE    ln«p    Finding!    b  Licensee    Ac  k    dtd    t>3QDl9   of    License    OUC 
31S,  Insp    f  i.  nd  inga  :  no    nonc«npl  ianee    no  to  if 

r  J.  F.       Atomic    Energy   Comml  at  1  on,        69/C9Y19         2pp 
:  127, 


-Qai  1290050   Roqutsti    Lhat    f-fTiat    radiation    survB^n    bo    porFormnd    at 
3,5    Ft    or    gonada    hnlg4it    of   0.2   m/h    t>   max    of   0.9   tn/h.QiLger 
counters    them  I  a    ba    *et    at    turn    prior    IP    mrvtg    to    •stabllali 
rtt    point    (<    to    maintain    const*  tnneg    u/i  ns-  trumuntn. 
RUDER.  H,  T,         Vitro    Englnxrlng     Co.        &5/OD/S9,        NLJESGAUMEfl,  D,   A. 
Atonic    Energy    Commi»«  inn.        3pp.         lAH-91?^  1H7. 


•I Wl  UI'MOIO  iMiruardt    I'asiill*    .if    MMl'J   l.anlth    phyiici    *urvoy.  R BB»  1  ts    nf 
t>W.W't    aui-vsij    ijluii    uni:  1 

WI-'l,(i(lNi  f   II       Atomic    Klii'vgij    Cummmlon.       6-1/06/IV.       BOEDEIIj  J,  II. 
Atoi.ilr    l-nergy    flnmmi  ftol  nil        dpp         IdKtd  ;M7, 


-B2112VOOQS    Inform*    that    oniitu    health    phgtict    turveu    uilll    bog  In    an 
&90D02, 

MU5JPJIV,  J.  D.        /Mlisil-Crosiroad!    Nueloar   Carp,       fiD/07/27.       BMUUDA,  v 
Pfiiimjlvani*,     QtatQ    of.        Ip,        16249:  132. 


-liaiia'WOKt  AJvlnmi    Uiat    Vitro   Curp    of   Afnm'lea  mpt    on    eff»cti    of    r»eirnt 
decnnliimuia  U'lii    oPfiii'li    in   rejuclng    railiAtlon    Uvel*    uutstdB 
Dldgg    J4   t<    It,   lui  |  1    (i«    mbmi  ttird.  I  n    i'p»(inntB    to   0  Harmon 
6401  OS    r»i[ue»l    to    nllnui    let-mi  iifltlon    of    licpnie 

lil.l.Iil.  W   f          Atomic     I'nitrgg    ComfnH*  inn,        66/01/11.        PAGE.  R.  0.        Atomic 
Knorgi/    CoinmitBlon          Ip  16949:071. 

-Hill  liiVOOH    Foruaj><li    Hugion    1    clattoill    radiation    turv»V    rept    of    lite 
imp    on   ftnilOl-OB  ll»   conclifslvB    *vlri*nc«    fauna    to    determine 
diigi'Bu    nf    cumpltanKv   w/Div   of    Matli   Llcontlng    630802 
criteria   W/  H    oncl. 

I.  J.  J.       Atomic    f-.nsrov   Cummin  ion.       66/OI/OS.       PAOE.fl,  0.       At  amir 
Comm  i  n  ion         lp.        ibSAV.  0/H 


Confirmi    tliat    rewlti    of   Rtgion    I    d  I"A  D«pt   of  Public    Ho»)  til 
/i  SI  101-Oa   c  IniDOut    radiation    lurvvg    &  63  1  SI  3  memo 
Irannmitted    to    D  Harmon    on   691317, 

FinEUEH,  J  f<        Atomic    Eii«rg((   C'limmltBlon.       65/I2/S1.       NUBBDAUMEF),  D.  A. 
Atnnlc    energy   Commislion.       3pp,        1A217;073, 

-02HS90017    Inform*    that   K»jion    I/PA   Dept  of    Public   Utnlth   clo»flout 
ntlatlan   mrvey   performud   on   631  101~02p  pei«  D  Nutsbaumer 
651006    rei)UBit, 

NE1.60N.  P   II.       Atomic    Enorgu    CommitHon        69/11/10.       BOEDER,  J.  B, 
Atomic    rtn>rgv   Commi  «t  Ion,       2pp,        16249:076, 

-8311390020  Confirm!    63123:1  b  30    teUnnt  u/con»ul  tant   J  Murphy    fc 
Al  1  i  td-Crou  trondo    Nuclear  Corp    r*    Commit  t  ic-n  approval    to 
lr*nif«r    facility    to    indivldufllt   u/o   approprlutt   AEC    source 
natl    lic»nsit» 

HARMON.D.F,       Atomle    En«rg«  Commi»*lon        66/01/03.       RUDEfi.R.T. 
Vitro   Engineering    Co.        Ip,        16247:070, 


SummariiRi    AB0302   telcon   ui/J  Lieben    of    State    of  PA    Health 
Oept    re   Vitro    Corp    of   Am*rlc>    proposal    to    bury   U-lioarinH 
residues    on    former    plant    site     In   Canoruourfl.PA. 

MUSfiDAUMEfl,  D. A,       Atomic    Enargv    Commlsatan.       63/03/03.  Atamic 

Energu    Conm  1  s«  Ion.        Ip.        16S47:13'l. 

-B21 1290059   Dlicussas    Vitro    Corp    of   America    proposed    plan    for    burial 
»pproi    7.OOO    tan*    of   U-bcjirtng    ratldue*    tt    contaminated    dirt 
In    Ugaan    ar**    of    former    Cflnonipurji PA   lite. 

HARMON.  D.  F.        Atomic    Enovgy   Commission.       68/03/03.  Atomic    Enargij 

Comml  tiion.        2pp.        16249:  139. 

-821 1290062  SuirimariiBi   65020S  &  03   telcons   u/Vltro   Corp    of  Anarlca   n 
propojeil    plan    to    burtf    U-btart ng    residues    at    farmer 
Canon*buro.  Prt    »itt.  PA   H**lth    Dept    should    not    be    contacted 
until   650313   to   allou  Dept  revieui  of   Vitro   application. 
HUSBBAUMEBi  D.  A.       Atomic    Energy    Cqmmlmi on.       69/02/O9.  Atomic 

Energy    Commlnlon.        Ip.        1624*7:137. 

-el211290'063    Summarlte*    690116   telcon   ui/J  Llelitn   of    Btati    al  PA   De-pi 
Htslth    r<    pending    VJ  tro    Corp    c-f   America    application    far 
burial    of    U-b»»ring    T»sJ<lu<i«    on    formar   CnroiKburg,  PA    sit*. 
Application   not  yet  r«eeiv»d. 

KUSBBAUMEfli  D- A.       Atomic    Enersv    Cnmml»«lon,       63/01/S1,  Atomic 

Energv    Cofli.nl tslon,       2pp.       16249:  138, 

-621(390064   Buntn*riiat    641 1S9  meeting    uXELltUl    of    Vitro   Corp    of 
America  r*    draft   reply    to  MRC   MOB 1 4  request   for   nddl    Info 
on  Vitro  application    for   burial    of   U-bearlng   r>*ldu*i    in 
lagoon    area*    of    former    Cmionsburg.  PA    sit*. 

HARMONi  D.  F,        Atomic    Enorflu    Comnlision.       &4/12/04.  Atonic    Enal 

Commliilon.       an p.       16249:140, 


DOCKETED  ITEMS 


Busses    prop...-    visit 
640907    for     insp    to    determine    luitab 
burial    of    U-boaring   residues 
.JQHMBDN.U.        Atomic    Energy   Ci-mmnti 
emission.        4pp.        14249:143. 


onsburg,  PA    lit.   on    63100*. 
Atomic    Energy    Commmioi 
.        lp-        16249:146. 


HANDLER,  R, 
Commissio 


64/06/20. 


Atomic    Enorgu 


Atomic    Energy 


fttoraic   Energy 


sand' residues    containing    source  e>i 

^r^o.:  sr'"**™""1"1 


ion         63/08/14.  Atomic    Energy 


submitted    immediately. 

HARMON,  D.  F.        Atomic    Energy    Commission. 

Commission.        lp.        16249:151. 


64/06/02. 


Atomic    Energy 


-«,  1390089    F.r«.rd.    results    of    640,23    health    physics    survey    of     forn 

C«nonibur|,PA  site  *  '""""r  «t  !«!«' 
ROEDEH.J.R.  Atomic  Energy  Commiss.  on. 
Atomic  Efieroy  Commission.  lp.  1624V. 


PAGE.R.G. 


SSoii&I.L.        Atomic    Energy   Commis,  i  o,       64/0, /03.        PR.CE.E.B. 
Atomic    Energy    Commission.        4pp.        16^1Y.  i/*. 


Kirkman   631127   memo    transmitting    results    of 


Atomic   Energy   Commission.       lp. 

-9211290099   Forwards    results    of    environ    samples    collected    on   631009    in 

Idaho    Falls,  ID.  __j,-j,,_         An/11/27         DUBINSKIiL. 

N,R.H.        Atomic    Energy   Commission.        ojnirat 
Energy    Commission,        3pp.        16249:177. 

tUona    u/E  Little   of  Vitro  Corp    of 
Eitension   to    reply    to   notice   of 
jra,  PA    op er at  ion. 


/11/19. 


PAGE.  R.  0.       Atomic   Energy   Commission 
Commission.       lp,       16249:  1BO. 

00,1290107  Trip   rapt   of  631106   visit    to  Harri sburg, PA   to   discuss 
-8211290107   ir.p   rep  Am(lrica    former  Canonsburg. 

decontamination   at   vitru  v     v        „„_>.,„„,    t,   i.,iiii.n*    landon. 
Pft  site   it  disposition   of    stored   residues    n 
NUSSBAUMER,D.A.      Atomic    En.rgy   Commission. 
Energy    Commission.        3pP-        16249:131. 


a^Wl        a™*,..   6311.9  teUon   ««»«!.   of  Vitro  Corp    of   America 
ra  add!    time   needed    to   respond    to   B21101    notice   of 
Dotation  Commonuealth    of  PA  631IO7    1  tr   approving    intarim 


«/M/l». 


Atomic   EnBrgy 


Commission.       3pp.       16249:184. 
-gal  1290114  Summaries   631016  ...tint    -/PA  Stat.  Health    Dept  re    status 

I 


Energy    Commission.       lp.       16249:187. 
-B211290I1B  Forward,   followup  complianca   insp    rapt   of   License    SUC-315 


n S       Atomic   Energy   Commission.       63/IO/2S,       PRICE.E.fi. 

AtofiiTc   Energy   Commission.      3pp.       16249;  IBB.  » 

-B2H2TOU9  Follo^up   compliance    in.j,    rept  of    License   BUC-313  on  631009  b 
16. Noncompliance   noted:  warning    signs   not    po.ted    in   high 
level    radiation    lagoon   area.  tT/in/c"i 

RESfJER.E.P.  ,    CLEVELAND,  R.  S.       Atomic    Energy   Commission.      63/10/25. 
12pp.        16249:  191. 

— B3H290122  Retue.ts   e.pedttious    processing    of   followup    comoU-nct    insp 


0n.      63/10/U.       PUB.NSK1.L. 
Atomic   Energy  Commiiiion.       lp.       16249:203. 

?11290ias  Foru»rd.  631014  memo    sumnariiinj    follouup  compliarc*    In.p    of 

LIc.nsi  BUC-313   an  631009.  Bampl»i    collected   during  insp   uill 
be   «n*lit.«d    bV    ID  Htalth   i  flifity    Biv,  _    „ 

DUBINSK1.L.       Atomic  En.rgy  Comml«*ion.      63/10/1B.  PRICE.E.  R. 
Atomic   Energy   Commiiiion.       lp.       16249:204. 

S11390123  Summari.ef   follouup    tompliance    intp   of   Lie.nie  8UC-313  on 
631Q09.NoTicompJianc«   noted:uarnlng    »igni    not   po«t»d    In   hijh 

KIfiKMAN*R.W.      Atomic  Energy' Commiiiion.      .63/10/14.      DUBIN8KI.L. 
Atomic   Eneroy   Commission,      lp.       16a49;30S. 


BECK°C   K""    Atomic    Energy   Commission.       63/OB/13. 
WILSON',     PALFREY      Atomic    Energy    Commission.        4pp. 

-EJ211390MO   Forward,    trip    r.pt    of    630521    vi.it    to    Canonsburg.  PA    for 
in.™,    tour    to   determine    .it.nt    of    radioactive 
contaminati  on. 

PAOE.R.O.        Atomic    Energy    Co^'". 
Energy    Commission.       2pp.       ifn^tf 


63/07/25.        PRICE.  E.  R-        Atrimu 


rip    rept    of    630531     visit    tn   C.nomburg,  PA    for    onaite    taur 
de    «-niP.«t.nt    of    rad  ,0ac  tiveconta.i  nation  S.t.    «ap. 
industrial     d*t<    sheet,  photographs    fcs    etch 
VILLFORTH.J.C.        Atomic    Ensrgy    Cnmm    ".on. 
Energy   Commission.       15pp.       1624V:  rfl  '. 


confirming    sale   of    proparty    also   end. 
DUBINSKI.L.        Atomic    Energy   Co^U-lnn.        63/06/07 
Atomic    Enargy   Commission.       2pp.       16249.235. 


f>oicE,E   I) 
PRICE.C.H. 


-B211290I49  g.mmari.e,   630604    Interview  w/J   Curran   of   Vitro   Corp 
America    re    621231    Bale    of    Canonsburg,  PA    ""'L 
KIRKHAN,  R.  H.       Atomic   Energy    «"»"   "'S?™*3'  °6/°7 
Atomic    Energy    Commissar..        lp.        16249.234. 


.:  ?:..-». 


6,/o6/03. 


Atomii:    Energy 


-. 
Cammlssion.        2pp.        1624-7:  233. 


-82ltH90166  Forward*   notice    of    violation    from   compliance    .nap    of   LieB,,« 
SUC-315  an    621220,630103  fc  0219.W/0    -nrl.  1)un,NS1U.L 

PAOE.R.O.       Atomic   EnerBy   Commiislon.       63/04/25.       DUHlN^Kl  .  L. 
Atomic    Enargy   Commission.       lp.       16549:241. 

.-B211290169  Clarifies    cont.nt   t,   quantity    of    U    tailing,    at   CMon.bur..  PA 
lite   To  Ul    weight    colculated    at   7,600  tan*    contr.iry    to 


Caramission.       2pp,       16249:242, 

8211270172  SUn,m,ri.Ba   630321    teUon   «/J  Mu;  -phy    of   *> 
recommendations    for    decontamination    of    19    bldga    <• 
of   76,000   tons    of   U   tailings    from  Canonsburg,  PA   sl 
tn  UA   headouarters    planned    for    early    Apr    1963, 
^HNSDN"        Atomic    Energy   Commi.iion.       63/03/29. 
Commission.        3pp,         16249:244. 


Atomic    Energy 


-9211290176  Forward.   H9  Cleveland    63030H   1  tr    b    compliancn    in.p    rept   of 
L  cense   SUC-31S   on   621220,630103  *.   02l8.vitro   Corp    of 
America  may    be   required    to  d*  contaminate    property   fc   uldg. 

^^NSKI.L^'Momic'Energ,,  Con-mi.  .ion.       63/03/1B,       PAOE,  n.  0. 
Atomic    Energy   Commission,       lp.       16249:247. 

9211290102  Forward,    compliance    insp    rept   of    License   SUC-313  on 
621220,630103  «.  03JB.  llfue   re    elt«nt    of   Vitro   Corp    of 
Amerita   r..ponsbi  li  ty    for    cleanup    of    equipment,  bldgst, 
orooertu    .hould    be   addr.ned    prior    to    enforcem.nt    action, 
CLEVELAND^    S        Atomic    Energy    C0mmi..ion.       63/03/OB.       DUBINflKI.L. 
Atomic   Enaroy   Commifl.ion.       4pp.       16249:248. 

Q2118901B6  Compliance   In.p   r.pt   of  License   8UC-31S  on   621820.630103   ., 
OalB.Noneomplianc.   noted:  warn  ino    tign.   not    pn.ted    in    »"^9' 
area    for   pile   of  U  re.ldue..  Indu.  trial    data    sheet,  supporting 
documentation   &   photograph.  i  end.  Ltrnt/ny 

FLEHINO,A,  J.  ,    CLEVELAND,  R.S.       Atomic    EnarjjiJ   Commi».ion.       63/03/07. 
31pp.       16219:  238. 

--0211290197  Ack    receipt   of   630318    Itr    informing   NRC    of    propoied 
.tatement    to   be    filed   w/appllcabln    land    records    of 

nCDRIDE"^^  Atom'ic   En.i-gy    Commi.sion.       63/03/20.       LITTEL.E.O. 
Vitro  Engineering   Co.      6pp,       16249:203. 


I 


DOCKETED  ITEMS 


-0211270203    Approves    640626,0713   *.    12D3   applications    for    burial    of 
anproi    7,000    tons    U-bearlng    residues    at   Canonsburg,  PA    site 
Automation    requires    that    notice    be    Incorporated    In    land 
records.  Na    restrict  ivo    covenant    in    deed    of    transfer   needed. 
MCnniDE.J.  A.        Atomic    Energy    Commission.        65/03/04.       RUDER. R    T 
Vitro    Engineering    Co.        2pp.        16249:309. 

-9211290305    Forwards    Fit   Ruder    650219    1  tr    formally    revesting 
authorisation    far    burial    of    U    tailings    in    lagoon    area    of 
formor    Canonaburg  •  PA    site 

LITTEL.E.  G.        Vitro    Engineering    Co.        63/02/33.        NU5BHAUMER.  D.  A. 
Atomic    Energy    Cammiaaion.        4pp.        16249:291. 

-B21I2902IQ   Bolicita    commBntG   on   Vitro   Corp    of   America   application   for 
burial    of    U--liearing    rasldues    in    lagoon   area    of    former 
CanunBburg i PA    sleo. 

nt'lfrUDE,  J.  A         Atomic    Energy    Commission.        65/01/25.       LIEBEN.  J. 
Pennsylvania,     Stain    of          lp.        16249:295. 


-B2I1290238  Confirms    631202   t,   20    telcons    r*    prapoied    press    release 
tranimitted    by    PA    Dept    of   Health    631126    Itr.Reltait    will    not 
bi   ifaued 

NUSSBAUMEH,  D.  A.       Atomic    Energy    Commlsiion.       64/01/06.        BTINE.fi.  J. 
Pennsylvania,     State    of.        !p.        16219:347. 

-021129023?  Comments   on   proposed   press   releaie   r«   decontamination   of 
bldgi   >f  property   near   Canonsburg,  PA   site    transmitted   bo 
631126   Itr.  per   631202   teleon. 

NUS5BAUMER,  D.  A.       Atomic    Energy    Commission.       63/12/20.        STINE.R.J. 
Pennsylvania,     State    of.        5pp.        16249;  340. 

-8211290242  Ack    receipt    of    631303    Itr    t-    encls    Informing    AEC    of    steps 
taken   to   correct    licensing   program   def ic i enciei   noted    in 
631101    notice    of    violation.  Awaits    receipt    of    survey    rept 
scheduled   for   completion   by   64O13I. 

PHICE.E.R.       Atomic   Energy   Commission.      63/12/17.      LITIEL.E.  8. 
Vitro    Engineering    Co.        lp.        16249:353. 


-O21iaV03i:j   Foruiarda    Itr    addressed    to   RT  Ruder   of   Vitro  Corp   of 
America    inadvertently    transmitted    to   MIC.  H/D   encl. 
NUSSBAUMERi  D.  A.       Atomic    Energy   Commission.       65/01/21.       LYON.  W.  A. 
I'onnsijlwirua,     State    of          lp          16219:  396. 

~t!21  ian>0216    Fr.ruards    I1  A    Dept    of    Health    M123B    Itr    re    proposed    burial    of 
oipproi    7.000    tons    U    ore    residues    in    lagoon    area    of    former 
Canonstujrg,  PA   site 

NU133DAUMER,  D   A.        Atomic    Energy    Commission,        69/01/21,        RUDER,  R.  T, 
Vitro    Erin  ineonng    Co.        3pp.         16247:297, 

-He!  I  1  2702 1 E3    Provide!    addl     info    re    proposed    program    for    ourial     of    U- 
bearing    residues    in    lagoon    area    of    former    Canonsburg.  PA 
sitOiin    response    to    640B14    Itr. Canon    Development    CoP  Inc 
A41119   Itr    confirming    sale   of   Canonsburg,  PA   property   encl. 
RUDER  i  R.  T          Vitro    Engineering    Co.        64/12/03.        rVUBSBAUMER,  D.  A. 
Atomic    Energy    Commission.        6pp.         16249:300. 

-tlL'l  1290219   Forward!   AEC   440Q14    Itr    to   Vitro  Corp    of  America    in   response 
to    641001     talcon    requoat    U/o    encl. 

NUStiDAUMEH.  D.  A,       Atomic    Energy    Commission  64/iO/OS.       VAN 

2AMDT.  J.  E.        Ponnsylvania.     State    of          lp,  16349:306. 

"SailH'Waaa   Forwards    Itr    transmitted    to   HT  Ruder   on  640B14.  U/o    encl. 
NUSQDAUrlER,  D,  A.       Atomic    Energy   Commission.       64/00/24.       LITTEL,  E.  0. 
Vitro   Engineering   Co         lp.       16S19: 307, 

••oail2(?-5aa<l   Requoats   aifdl    info   re   640626  t  0715  applications    for   burial 
of   U-beanng    residues    in    lagoon   area   of   former   Canonaburgi  P  A 
sits. 

NUSBDAUMER.  t),  A.       Atomic    Energy   Commission.       64/08/14,       RUDER,  R.  T. 
Vitro   Engineering   Co.       3pp.       16249:300. 

-t)2l  I39Q229   Forwards    supplemental    results  of   610625  radiation    survey   of 
mud   t   soil     samples    collected    in    lagoon  area   of   former 
Canonsburg<  PA   lite. 

RUDER,  H.  t.       Vitro   Engineering   Co,       64/07/15.      NUS8DAUMER.  0.       Atomic 
Energy   C>ammlailon,       3pp.       16249:310. 

-BS I  1 B90H2B   Forwards   summary   &   condition   sheets   fc   radio   chemical    rept 
to   60   attachod    to   Allied-Crossroad*   NueUar   Corp   geological 
studies    on    feasibility    of   placing   U   taillnos    In   lagoon   a« 
final    repos  1  tory.  Add  1    sample   result!    forthcoming. 

RUDER.R.  T.       Vitro   Engineering    Co.       64/06/26.       NU9SBAUMER-  D.       Atomic 
Elnerijij    Commission.        6pp,        16249:313. 

-G2IIK70231    Ack    receipt   of   640602   application   for   renewal    of   License 
5UC-315.  Llceni»   mill    not    e«pir«   until   Commitsion   revieiu  of 
application    complete.  Overs!  i*    draiulno   of    tailings   pond    encl. 
Aperture    card   available    in  PDB, 

MUSSBAUHER.  D.  A.      Atomic    Energy   Commlsaion-       64/06/10.       LITTEL.fc.O. 
Vitro   Engineering   Co.,       3pp.       16249:319. 

-0211390232   Forwards   draft    results    of   Al lled-Crosiroad»   Nuclear   Corp 
oeological    survey   of    lagoon   area   near  Canonsburg,  PA   lite, 
conslstlna    of   narrative   rept,  tabled    calculations   fc  maps. 

*  AlllBd-Cros»roadfi   Nuclear   Corp.       64/06/OB.       NUS9BAUMER,  D.  A. 
Atomic    Energy   Commission.       20pp,       16249:3Ht. 

-021129083*  Foruiards   640319   health   ph(|»Ic*   survey    result*   of   bld9s   & 
arounifs    n»»r   Canonsburg,  PA   site.  Final   disposition   of   U- 
baarino    waste   pile    in   Section    B   not   y»t   determined. 

•  Alll.d-Croispoad.   Nuclear   Corp.       64/03/19.      NU9SDAUMER,  D. 
Atomic    Energy   Commlstion.      4pp.       16249:340. 

•-021129023-7  Requests   renewal   of   License   SUC-315.  Commonwealth   of   PA 
640484    Itr    notifying   Vitro  Corp   of   America    that   bldas   fc 
ni-nund    releaied    for    occupancy    end. 

LnreU.E  0        Vitro   Enalne.ring   Co.       64/06/02.      NUaBflAUMER,  D.  A. 
Atomic   Energy  Commission.      3pp.      16249:344. 


-831 1290244  Forwards    eitensive   documentation    to  provide   background   for 
insp   of  Licinii   SUC-315   on  631009  &    16  to   determine   adequacy 
of    interim   decontamination  procedures, in   response   to   AEC 
631101    t   29    llri. 

LITTEL.  E.G.        Vitro   Engineering    Co.        63/12/O3.       PRICE,  E.  R.        Atomic 
Energy   Commission.      2Qpp,       16349:354. 

-8211290253  Responds    to   AEC   630302   Itr   re  violations   noted   during 
noncomp  I  iance    insp    of   License   SUC-313.  Corrective   actions: 
U  stockpile   t   associated   arias   posted  in/caution   signs   & 
labels.  Vitro   Corp   of   America   630711    Itr    to  F  Buckley   encl. 
RUDER,  B.  T,        Vitro    Engineering    Co.        63/O5/22.       PRICE,  E.  R.       Atomic 
Energy   Commission.      6pp.       16250:031, 

~8211290260  Proposes    that    U    stockpiles    on   Canonsburg.  PA    lite    be    covered 
w/UMQLITE-230-S   to   prevent   spread   of   radiation, pending 
development    of   permanent   solution   for  cleanup   of   uaste 
metis   tf  surface   contamination, 

LITTEL.E.O.       Vitro   Engineering   Co.       63/07/15.      NUSSBAUMER.  D. 
Atomic   Energy   Commission.      4pp.       16350:027. 

-B21 1290265  Responds    to   AEC   630503  &  063B   ttrs   re   violations   noted 
during   compliance    insp    of  License   8UC-315   on  630604. 
Resolution    of    Item  3  auialts   owner   permission   to   relocate 
contaminated   stockpiles    to  restricted   area. 

RUDER,  R.  T.        Vitro    Engineering    Co.        63/O7/17.       PRICE,  E,  R.       Atomic 
Energy   Commission.      8pp.       16250:031 

-B21129D269   Informs    that    filing    date   for  reply   to  631101   notice   of 
violation   extended    to   631205, per  631121   request. 
PRICE,  E.R.       Atomic   Energy   Commission.      63/11/29.      LITTEL.  E.  6. 
Vitro   Engineering   Co.       lp.       16250:039. 

-8211290270  Requests   comments   on   encl    draft   press   release   re 
decontamination   of  Canonsburg,  PA  site. 

STINE.R.J.        Pennsylvania,    State    of.        63/11/26.       NUSSBAUMEH,  D. 
Atomic   Energy   Commission.      1pp.       16350:040. 

-8211390273  Forwards   Vitro   Corp   of  America   610513,29  fc  630713    Itrs   l> 
AEC  610512,39  k  630014    Itrs.H/o   encls. 

NUSSBAUMER,  D.  A.      Atomic    Energy   Commission.      63/11/01.      DENNIS,  J.  M. 
Affiliation   Unknown.       lp.       16250:044. 

-B211290277  Forwards   Allied-Crossroads   Nuclear  Corp   health   physics 
survey   of   Canonsburg, PA   site.  W/o   enel. 

LITTEL, £.0.       Vitro  Engineering   Co.      63/07/26.      PAGE,  R.  0.      Atonic 
Entrgv   Commission.       lp-       16250:045. 

-FJS112903B1    Informs   that  630502   Itr  re   activities   under   License 
BUC-31S  being    forwarded    to  corporate   ofc    in  Neui  York,  NY. 
LITTEL,E.O,       Vitro  Engineering   Co.      63/05/03.      PRICE.E.R.      Atonic 
Energy  Commission.      8pp.       16350:046. 

•-8311290204  Forwards   Vitro   Corp    of  America   source  mail    license 
application   It  associated   correspondence   in  response   to 
610707   Itr.  M/o   encl. 

NUS8BAUMER,  D.  A.      Atomic    Energy   Commission.      61/08/19.      LIEBEN,  J. 
Pennsylvania,    State   of.       lp.       16230:043. 

—0311290289  Request*    10-day   eitension    to  respond   to  631101   notice   of 
violation   from  compliance   insp   of   License   SUC-315   on 

631009  ti   16. 

LITTEL.E.O.       Vitro   Engineering   Co.      63/11/21.      PRICE.E.R.       Atomic 

Energy   Commission.       lp.       16390:049. 

— B311290292  Submits   notice    of  violation   from   compliance    intp   of  Lic«riH« 
8UC-313  on   631007  ti   16.  NoncompUance   noted:  warning    *lgn«   not 
posted    In  vicinity   of   U   stock-pile   fc   lagoon  art*. 
PRICEjE.R.       Atomic   Energy  Commlislon.      63/11/01.      LITTEL.E.O. 
Vitro   Enoineerlng   Co.       7pp.       16290:050. 
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DOCKETED  ITEMS 


21134O425   Reviews     environ    monitoring     fata    &    daie    assesiment    for 
iscond     quarter     1932i  submitted     on    B2Oa31  .  Oroundua  tir 
monitoring     results    eiceeiled    EPA    drinking    water    i  td  a.  T-nuinB  I  ta 
>j   .TII  ]  I     potable    water     supply    high     in     iron. 

JONES,  S.  Z.  p     PETTENQILL.  H.  J.        Region    4.     Office    of    Director.        B2/10/15. 
Region    4,      Office    of    Director.         9pp. 


211J1OO30   Discusses     B2IO04    opening    of    U    Recovery   Field    Ofc     In 
LaXeiiicod,  CO.  Project    managers    ul  II     be    reassigned    due    to 
reorgsniia  tiori.  Correspondence     should     continue    to    be    a«nt     to 
WasliingtoniDC     address 

SMITH,  ft    0         Region     4,     Office    of    Director.        69/11/01.         PFAFF,  S.  J. 
Getty     Oil     Co.    I  Pe  tr  olomics  )  .        3pp,         16053;  197. 


DOCKET    10-6B37    DEFENSE    ATOMIC    SUPPORT   AOEWCY,     DETHESDA,      KD 

R211110QO7    Responds     to    FO1A    request     for     three     categoric*    Qf    recnrda    ri 
Armed    Forces    Had i ob i o 1 ogy    Research.    Institute    Co-60    storage 
facility    Document*     listed     in    app     available     in    PDR.  Port  i  onu 
withheld     (ref    FOIA    Exemption   A>. 

FELTQN.  J.  M.       Division    of    Rules    and   Records.       33/03/25.       MACKL1JJ.L. 
Citiions    for    Nuclear    Reactor    Safety   Inc.         10pp.        1.6070:344. 

--031 1 1  10064    Advises     thjt    film   hadge   reading     period    attended    due     ta 
unavailability    of     unauthoriied     personnel. 

SLAOACK.L.  rt.         Defense, Dept,  of ,     Defense    Nuclear    Agency.        75/07/00. 
fieoidn    1.     PJuliJdelphia,     Office    oF    the   Director.       3pp.       14071:030. 


DOCKET   40-7Q97    MDLYCDHP,      INC.,     WHITE    PLAINS.     NY 


9211040406.  neo.UBit»    notification    uihsn,   revieui    re   neu    regulatlo-no 
tightening    permliiibla    level    of    thorium    In    rare    earth 
products    will     begin, par    B2Q9091   meeting. 

WILSON,  T.  A,         Molvcorp,      Inc.        e2/Q?/34.        PrtGE,  R.  0.        Office    of    Nucloar 
Material     Safety    i    Saf  aguardt,  Di  rnc  tor.        3pp  ,         159-33:  3»3, 


DOCKET    40-7EW7    PLATEAU    RESOURCES,     LTD.,     GRAND    JUNCTION.     CD 

831I04Q154    Foriuardi    "Efflu-nrit  Monitoring    Rept.  Jan-  June    I  9H3.  " 

QEHDEMAW,  F.  W.       Plateau   f!e»ourceo.    .Ltd.       Bg/OO/30.  Region    4.     Office 

of    Director.         Ip,         13729:009, 

— B2I1040160    "frfluent    Monitoring    fijjp  t,  Jan-June    I«fl2,  " 

i      Plateau    Resources,     Ltd.       02/011/30.       tOpp.        139^9:010. 

6211040191    Forwards    corrected  Pago   3-2    to    effluent   mon i t ar i n g    rept    for 

62/09/01.  ncgion    1,     tlrficc 


OEH^EMflN,  F,  W, 
o*   Director. 


Plateau    Reiourtet,     Ltil. 
Ip.        13729:  06E. 


— 8211040201    Corrected    Pago    3-2    to    effluent    monitoring    rept    fvr 
1^&2. 
*      Plateau    ReiDurcvs,     Ltd.       B2/09/01,        Ip         13937:063, 


-B2M110101     Diatusaos    JE    map    of    t,icen»ea    I1? -08330-0 2,  19-OB330-t>3p 
SNM-7O6   B    SMO-67O    on     770330    &    forwards    notice    of    violation. 
NELSOM.P   li.       Region    I.    Philadelphia-     Fuel    Facility    S,   Materials 
Safety    Branch.         77/O4/12.        STnaMDERO,  L.  Fl.        Be  f  enne,  Dep  t.  of .     Defense 
Nuclear    Agency.         2pp.        16O71:O3O. 


BS11030530   Suhrnlti    »ourcs   mat]    in  ventor  if.  Inventory    unchanged    fc 
coniiita    of    I  30,  6    tg    UP  in    form    of    lodlumdiuranatep  s tor«d 
at    facility. 

OERDErtAN.F.  H.        Pldtaau    Reiourcei,     Ltd.       B3/09/27.  Enerou. 

of.        Ip.        15915:330. 


— B21I1IO11O  Atk    receipt    of   770SO5    1 tr    inforraino    NRC    of    s tens    taken    to 
correct   violations    noted     in    IE    Jnip    Rept    78-01.  Be  I ateri    info 
enc  1 . 

NELSONpP.R.        Region     1.     Pli  i  la<i  elpti  ia.     Fuel     FaciKtij    tMatariala 
Sa-fety    Branch.        77/O5/1EJ.       STflOMnERO,  L.  H.        Defenae-Dept    of.     Do  frer 
Nuclear    Agency.         llpp.         16071:083. 


0211010936    Inuei    Amend    I     to    License    BIM-1013    ir    reiponae    to   030907 
reo.ueit,  Amend    reviles    Licente   Condition  4    b  (j    changino 
llcensi;    eipiration    rfiite    to    B30930, 

SMITH,  B.  t).       Uranium    Racaveru    Licencing    Dranch.       82/0^/30  PLnteni 

fletourceB.     Ltd.        Ip.        13393:399. 


-8211110303   Forwards    resumes    for    new   chairman   of   Radiation    Bafetij    Reviaui 
Committee    L    head    of    Radiological    b    InrJuitrlal    Safety    Dtp-t   t, 
reviied    instruction    gnvernlng    operation    of   committee    & 
pane  1  a. 

HfTCHELLp  H.  8.        De  f  ens  e.  Dep  t.  o  f  >     Dafenae   Nuclear   Agency.       71/OA/OB, 
Atomic    Energy    Commisaion.        9pp.        I6O72:  O03. 

-8211110306  Advises    of    author   appointment    to    director    posi  tiori  ifue    to 
Teas s ignmen t    of     current    director, HQ    Mitchell. 

VARONp  M.  f.        Def  en-so,  Dep  t,  of.     Defense   Nuclear   Agency.       71/11/01, 
Atomic    Energy    Cammiss  ion,         |p.         16072: Ol 2. 


0211010931    But  sty    evaluation    lupportlng   Am«niJ    1    to   Llcen*e    BUA-IOKI. 
revising    Llc«nle    Condition   4    fiy    chflnolng    llcenio    eiplrfltlnn 
date    to 


JOHNSON.  T.  L,  ,     PETTENOILL.H.  J.        Uran  i  urn  tie  cover  ij    Licencing    UrnncJ, 
O.J/O9/30.  Wronlum  llocoveri;    Llcen*iriB    Orancli,       Bpp,        13093:360. 

8211120092    Informs    that    U   Recovery   Field    Ofc    opunud    an    B2IC04    In 
LaUuJODd,  CD.  llequects    corr eipondence    be    »tnt    tn  Hach  <ng  ton, 
DC    due    to    limited    »taPf    at   nim    afc.  Project    manigvri   mill    t,a 


reattigned. 

SMITHpR.D,       Region   fli    Office   of   Director. 
Plateau    Reiourcei,     Ltd,        2pp.        16067:  177. 


n-a/ii/01,      OUPTA,U.  v.. 


-8,211110330  Atlvisea    that   LR    Btromnerg    has   rejilacfld    RE    Oeorge   ai 
chairman    of    Radiation    Revieu    Safctij    Cc-mmi  t  tee.  Outl  I  ne    of 
eiper  i  cnc  e    enc 1 . 

VAflON.  11.  I,        Defense,  Dept.  of,     Dnfente   Nuclear   rtsencq,        72/03/OH. 
Atomic    Energy    Commission.        2pp.         16072:041. 

-BS1I1IQ44B  Notifies    of    changes    to   flarf ionuc 1 i de  Eafeouards    Panel 
meinb  e  rshi  p.  Resumes    one  I . 

STIJDMBEROp  L.  H.        Def  e-nse,  Dep  t,  op.     De-fens*    Nuclear    Agency,       73/05/01, 
Li  cent  inj    Management    Branch.       Spp,        I&O72:  09?. 

-S2lltlO407   Foruarda    revised    personnel    monltorina    procedure    for 
faci  1  i  tij.  RelaCed    documentation    end. 

STROKBERO,  L.  R.        Defense, Dept,  of .     Defenie    Nuclear    Agency         7A/1O/04 
Dlvl.ion    oF   Fuel    Cycle   t   Material    Bafatg,       2ji  p .        1607?:  tBA, 

-B21I11O494   Armed   Forces    Bad  lob  i  o  I  ogg    Research    In.it    Initructlon    300O.  11, 
"Peraonnel    Radiation    Eiposure    Monitoring    Proijram.  " 
MOORE. P. H.        Defense, Dept.  of,     Defense  Nuclear   Agency.       7A/09/34 
4pp.         16072:339. 

-6211I1O322  Requests    clarification    of    1  icenn*    requiring    ref    in    770331 
amend    re   -health    phgsics    p  rogram.  Am«  ltd    only    refs   Liceni* 
19-OB330-O2. 

MCINOOE.D.  W,       Defense,  Dept.  op.     Defense   Nuclear  As«-ncij.       73/04/14. 
RadJolsotDfic&   Licenitnj    Branch    fPrn    790501).       ijj.        I  d,073;  OSO. 


DOCKET  40-HOB7    KERR-MCGEE    MUCLE/lU    CORP.,    OHLAHIJMA  C  TTY.    OK 

B211040409  Foruords    "Release    of    Huclldes    In  Effluent!    to    Unro-atr t c tod 
Areai,  Jan-June    1983.  " 

SHELLEY.M,  J.       K.rr-HcOee    Corp.        Ba/OD/30.       MOWN,  O,  D,        Rtgion    4, 
Office    of   Director,        Ip,        I39B9:3B4. 

—3211040417    "Rel.a.i    of    Nuclldvi     in  Effluent*    to    Unrevtr  Ictfif    Arsan, 
Jjm-June    I9Q.3,  » 
»      Kerr-McO«e    Corn.       82  /OH/30.        Ip.        1 9925;  325. 

-9211030485  Advil.,    that    treated   RaPJinate  Ponds    3A  ft    3D    currently    cloie 
to    capacity..  VentfoT    aipicti    to   pump    3   million   flulloni    into 
deep    uill    thlt    u,Inte,r.  Entva.  capacity    uilll    be   avallabli    in 
event   of    leak, 

SHEC-LEV,  H.  J.        K-»rr-dcOte    Corp.        H2/07/SO.       NIXOH.H.A.       Ur-niuw   Fuol 
Lictnstno    Branch.       2pp,        13943:260.  •  •  itwm      um 

S21115010S   Diicunti    evaluation   of    Amend    17, Part    3   h    to   Lloni* 
aUfl-1010,  ..tabll.hing    L-f,p.r    Hoilti    far    trace   metal    addition. 
,    I?,  Limit*    toe-   restrictive    t,    Inconiiitsnt    n/EPA   b   8tat* 

of    OK    proflrami.  HRC    ihould    reconilcfer    llmiti. 

SHELLGVpU   J.        K«rr-MCQ«e    Corp.       BS/IO/01.       PACE,  R.  O,       Urnnium 
Recovery   Llcenilno    Branch.       16pp.        1AO?3;001, 


-82111tOS3i   Ruponds     to    760411    1  fcr    t.   confirms    7BJJ4S5    telion   ra 
previously     istued    amend!    to    Licemei    I9-QB330-Q3,  SMfl-o7O  & 
SNM-706.  Amend    issued    770324    ameivdi    ail    liceniei. 
HRIQHTiE.O.        Radioitotopei   Licencing    Bran-ch    (Pr<    790SOI } 
76/04/25.       MCINDOE.O.  W.       Def*n<  e,  Dtp  t.  o  f ,     D.f.ni.    Nuclear   Agencu 
la.         16073;  021,  »          * 


"BoHd   (Vatte    Mpt   Rglet   8,  ftHBuJ.tion.    Ircludlno   giudp*    Hot 
Hul*;,*ft'B« '•**"»*'"    DK   St.t<    Dept    of  rfn-lth    Dul  let  in   032*. 
«      Oklahoma,     atmtt    of.       B2/Q3/Z7.        43pp.        Hb093;OI7, 

—0.311180113    "fluid-ance    ManuiJ    for    Mgt    oP   Kunicipil    Stunge    Sludge    " 
*     OHihome,    3b*t.   of.       fla/OB/Ol.       6Opp,       16  olu<1»"- 
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^-u^;nMi:^c7-^---7^ni%^tin 


8311230468 


WOMB   FOTM.K,    DH    St.. 


S211170507   Ail 


l3  AJvu._   _,    , 
«  emu  ting    ti-».*.d    *    i?fuilnc 

"" 


CROW(H.r. 


8=11(70572   Submit,    CVQ2    thl 
Proar^per    Condition    16 


„, 


-    W    *.    LI 


HROHN^O.  0        Olvl     I 

BHANNON.J.S        E*«a      H      iV"l"fop   fc   T( 
16038:318,  NuclMp   Co.  ,     l, 


«  .leuu 

"""pondence    ihoul*    h  " 

r--^ 


of"nei( 


UT 

6211010299  Submit!    tr i 

s^ilii¥:z;r"' 

8211060631    "Quarterll,   P      . 

rterl,,  Environ  Monjtnrinn   O..t      ... 

gom,     Ltd. 


,  ........  . 


82H0303IO   D(icu« 


021(030303 


• 

ia94[;oig. 


:  «—  «  .. 

*"  Li""" 


'  ...... 


9211110044  Advl*,, 


IJSraiM.      B8/Q1/3Q.  Saill20287   Ittttti 

D.         Ur«n 
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--821  M203QO    Safety     evaluation    supporting    Amend    16    to    License    SUA-llI?. 
GARCIA.  P.  J.        Uranium   Recovery     Licensing    Branch          H2/1]/ 


3pp. 


B211I20S'lfi    Recommends     that    License    Condition     26   to    License    SUA-  1  1  1  9    be 
delated,  as    requested     in    Ftio    Algon   Corp    020604    ltr.60     that 
louer    tailings    pond    may    be    used    for    discharge  of    total 
ta  i  I  ings 

UODLSEYi  R.  T.         Uranium    Recovery    .Liceniing    Branch.        PETTENfllLL.,  H    J 
Region    4,     Office     of    Director.         B2/II/O3.  Uranium   Rtcoverg 

Licensing    Branch  lp. 


Rio    A ! gam, 


B211I20S55   Advises     of     issuance     of    Amend     17    to    License    BUA-1  U  9,  del  •  t  infl 
License    Condition    Sf,    f,    permitting    discharge     of    total    mil] 
tailings     to     lower     tailings,    pond. 

SMITH.  R.D         Renioj]    4,     Office    of     Director         B2/11/O3 
Ltd          Ip.         16O64-O47. 


DOCKET    40-8102    EXXON    CO.     USA,     HOUSTON.      TX 

6211030154    Ac  k     receipt    of    020620     ]  tr.  Further     investigation    needed    r* 
proposed     location,  drainage    sus    &    3H:   IV    slnpe    on    south    tide 
nt    tailings    basin. 

ACKEftMftfJ,  W.  C.   ,     SMJTH.M.A.         Wyoming.     State    of.        02/00/36 
SHANJJO.'J.  J   fl.         Enron    Corp.         lp_         13.902:340. 

62ll0105i6    Advisos     that    meeting     re    tailings     i  mp^ndmertt    reclamation 
plans     can    he     held     last    2    nits    of    Sept     or    after    83101? 
SHANNON,  J.D.         En  on    Corp.         Ba/O9/O9         PETTENOILL,  H    J.        Uranium 
Recovery    Li  cans  ing    Ilranch  In.         ISB9B'  346. 

6211190152    Trip     rept    of    020503    site    visit    tn     E.*an    Minerals   Corp     to 
discuss    FPO     I9B2    "Highland    U    Tailings    Scepjjgg    Studu"    & 
820506    site    visit     to    Union    Carbide    Corp    to    male    Final    visual 
insp     of    flfrovo  -ground     i flip o ujid/nen  t 

PETTENOILL,  H.   J.        Uranium    Recovery   L( censing     Branch.        B2/Q9/13 
Uranium   Recovery    Licensing    Branch          lp.        16196; 159. 

B2,UOIO~3S    Bubmit>    c°3t*    incurred    S-manftours     c.pended     in    reviewing 
82O513   application    for    ft^icnd    3    bo   License    SUrt-1139 
JOH£B,3.l    ,    PETTENGILL.H.        Uran  ium  Rec  over.,    Licensing    nrani:l, 
Q2/0-7/22.        MILLER,  W   Q         LiLense    Fee    Manage*,™*    Branch          Ip 
19902:003  '  K' 


DOCKET  40-saoo  CLEVELAND-CLIFFS  IRON  co. ,  CASPEK,   wv 


B2J1O4O451     Rnqutit*    that    Eourct    Ma  1  1    Llcinie    BUA-1199    OB    t  arm  in  "tad 
due    to    completion    of    aurface    rot  I  amat  io-n  Ji    reiteration 
program. 

LOUDERBECK,  7.  E.        CI  evoland-CI  i  ft  »     Iron    Co.         02/10/03.        POHLE,  J.  A. 
Urjntum    Rscoverv    Li-censing    Drancti.        20  p.        19955:344. 

B2J'liaO2B3    Wotifiei    that    U    H«C<JVOI-«J    Field    Ofc     officiallij    npnned     On 
B21004    in   Lai  euood,  CO.  Of  c     corrosp  onde  ntn    should    be    i*nt     to 
Uaihington.DC    until    nou    Field    o-Cc    more    fullv    eitablitlttd. 
SHITHiR.D.       Region    4,     Office    of    Dlroctor.       82/11/03.       LOUDERB  ACK,  T.  E 
Clevelanif-Cl  if  fs    Iran  Co.       2pp.        Ifi0i6;17i. 

92111703B5    I-asuo*    AmeniJ   3    to   Llconje   SUA-1199.  Amenit    ter-minatos    BQUTCB 
mat!    llcenig    for    North   tolling    Pin  Site   bated    on    luccesiful 
completion    of     final     siti    restoration    h   M?C     fln»l 
cotif  irmatorij    survnj    t.    cloieout    insp, 

BMITHiR.D,        Rofllan    4,     Dfflc*    gf     Oirtc  tor.         03/ll/OB 
CleveUnd-CIl  fit    Iran   Co.        lp.        lAlflO:  004, 


—  0211170398  S*Fetij    evaluation    lupporting    i»»uancB    of   Amond    3    tu   Llcinsv 
BUA-1  199i  tarmlnat  Ing    »ouree    matl    Hctnie    far   North    Rolling 
Pin   81  te 

PQHLE,  J,  A.  ,     LINEHrtM,  J.  J.        R.ffion    4,     Office    o*    Olrettor.        flS/ll/O9 
2pp.         14148:005, 


DOCKET    40-8348    MINERALS  EKPLORrtTION  CO.  .    L09   AHOELE8, 


Forward*    revisBd    Tab  1  1    4    for    B2OBI7    "R«pt;   on    Qtatui    of 
Restoration   fc    Stdb  i  1  1  lati  on   fur    A-3   Pilot   Plant.  "    Original 
table    calculated    *d  ju»tetf    Jul    tamp  li    Incorret  tly. 
VOLH.H.O.       Union    Oil    Co,     of   California.       02/10/19.       SCARAND.H. 
Uranium  Recovery    Lieotning    Dra-nch.       Bpp.       i40-67rl46. 

8311110591    l>iicir»in    0310D1    opening    of    U  Baroverij   Field    OPc    In 
LakeuoodiCO.  Projst  t    maniagers   will    be    realigned    iflie    to 
rtorgjnijjtion.  Correspondence    9  haul  d    ttjll    be    iant    to 
Uaihlngton,DC    nddrtau. 

SHTTH-ff.  D.  Region  4,  Office  of  Director.  U3/11/QI.  DVKERB,  0. 
Mlnnrali  Eiploration  Co.  (<ut«.  af  Union  Oil  Co-,  of  California) 
2pp.  160-18:  SSS. 


8211010517   Oncusies     safety     insp     of   License    BUA-1139    on    9206213-0702   No 
noncampl iance     noted. Areas     inspected:U   mill     operatlona    & 
radiation    lafttg    programs  ,  inter  nal    audi  t,  training,  *ac  II  i  ties 
t    equ  i  pment ,  ma  Int    &   u.tste    mgt. 

PETTEMOILL.il.  J         Uranium    Recovery    Licentina     Branch. 
Uranium    Recovery     Licensing    Branch.        2pp.        igB9B:Qe6. 

Q21101Q527    Informs    of    reclamation    plan    status . Subroi tta 1 »   on   B30709 
brought    unit    coitg    uithln    acceptable    range.  Annual    revl.ioni 
required    to    cover    inflation  J.    add]    changes    to   reclamation 
P  Ian. 

fl^m'JU2 "     Pf(TTeNS"-L'H    J         Uranium    DCCO^TU    Llcenaing    Branch. 
ae/IO/05.  Uranium   Racoveri)    Licensing    Branch,       app,        1SB93:  357. 


DDCKEr   40-8260   ROCKY    MOUNTAIN  OCH&V  CD.,    DnoQMFlELD,    CO 

aai!O40537  Foruard.    Eberline   area    dotimotrij    rapt    uied    to    pr»nnr»   Tjiblo 
8   of   B207E9    quat-tarly    rept. per    B20917    telcon. 


•  H,  fl.       Flocfcy    Mountain  Energy    Co.       Q2/OW21. 
Racoverij    Li  cant  ing     Branch.        3pp.        IS1?  53:  31 2, 


MI-HAN,  H,         Uranium 


B21 11 20033   Bci«oilt*    "Nine   Mile  Luke    Ouartarlu    Rapt,  '•    for    Third    O 

SPIELEB.P.  R,        Rocki;    Mountain   EnoT|jij   Co.       02/10/19. 
Uranium    HaeDveru    Liennalng   Branch,       20[ip.        16067:103, 


8211040079  Submits    tonracnts    k   caniluai.Dns    bas*d    on    rovi  eu   of   Fir-st 
Quarter    19B2    environ   monitoring    data    t,   40CFRI70   done 
assessment    for    Enon   Highland    U    Mill 

peTTCTWJU..H.  J.       Uranium   HecDverg    Li£en9ing    Uran£h. 
Uranium   Recovery    L  i  ceni  i  ng    Branch,        6pp.        |59iO:31A. 


H211230061    TMrd    iiiartnrlij    rapt    Fur    Ji.l-aept     IflBa.flapt    providn* 
ai    uelJ    patterni.air    quality    t,    prapaitd  actlwitUa    for 
neit   quarter, 

SPIELES.J-.R.       Racku    Mountain  Energy    Co,      02/10/t?.       HCAFMHO,  R 
Uranium   ttocavtrtj    Llcsn«ino   Branch.       21pp.        16173:329. 


B21I03026B  Summariies    B203ia    idfetu    imp    to    eiamine    activities 
conducted    re    radiation    safety    fr    compliance    ill/rules    & 
license    conrfi t ions. No    violations    stated. State    of   UV 
allegation*    re    receipt    of    radioactive    matU    uniub star tiat*d 

P"TEN<JILL,H.J.       Uranium    Recover-,    Licen.i^g    Br.nch. 
Uranium  Recovery    Llceniina    Branch.        lp.        1B939:173. 


eat  1 110037    AdvUe»    th-t    corr.iponriunc*    ihimld    continue    tn    be    sent    to 
Washington,  DC    «Jnc»    llcantlng    proce«»    ulil    tit   handled    bu 
H«ihlng*on,DC    ofc    until    Apr    1933. even    though    U  Recovery 
Fl.ld    0*c    openail    on   B2100*.  * 

8MITH.R.0.       Raglan   -1,     QfMc*   of    Director.       B2/11/01.       NEUMANN,  M, 
Rockg    Mountain   Eneroy    Co.       Hpp.        l/>03a:10B, 


N,Qt"*"    th"    U  Recover,,   FUid  OFc    ofFUiallu    opened    an 
In   Lakeuiood,  CO.  Ofc    correspondence   should    be    lent    to 
Ha»hington,DC    until    neu   field    «fi    more    folly    *sta&  1 1  sfied, 
SMITH,  H.  D.        Region    4,     Office    of    Director.         B2/11/O3 
Erton    Corp.        2pp.        16066:  IAS. 


. 
dilstino    HPDE3   p.rrait    tubmittal    renuirimint^ uat    »t 

eonv»niene«    of   NRC    &    It    t.»mpt    from   ftti 

'n"     L'NEHAN'J'J-       H'fii""    4,     Offl»    of   Dlr-.ttor.       02/11/13. 
.O.        Ltc«ni>    Fee   rtan.jj.mftnt    Branch.        lp.        1614.3:324, 


8211I205S6  Submiti    contract    coit*    ineurrflrf  fc    manhours    rxptndtd    in 
r.vi.wing    B20326   application    for    Amend    3  to    Hctnii 

JONEB.  B.       Region   4,     Office    of   Director.       B2/H/03,       HILLER.H    O 
LlceniB    Fee    M*n»g»ment   Branch.        lp,        liOA4:  046. 


oru"r('1    "C11"1"11"1    P«r»matdr   Anjly.j,   Feh-S.pt    I9B3,  1J    per 

VARNICK.T.P,        E.xon   Corp.       SS/11/04.       PETTENOILL,  H.  J.       Uranium 
Recoverg   Liceniing    Branch.        lp.        16146:004. 


DDCKET_40-B3B4    J1RCOA,     SOLON,    OH 

BaBi222i!«-llri;*sf"h?!!"M  gr!ph  lrfia  Baoai7  """p1  °n  et-*u*  °* 

Reiteration   &    B6*bi  11  latior-   for    A-3   Pilot  Plant,"    which 

ihould    be    Included    a>    Figure  24    In  Aop   J) 

ABRAMO,  J  .A.       Union   Oil   Cn.    of  C*llfo.rnla,  02/O9/03,       BCARANO-H 

Wraniirm  R.coveru    LUBn»InB    Branch.       2pp.  1973fi7o49l       Ht-n«rtNUjH. 


-02JI17O493    "Cli*nitc*l   Parameter    Analuiei, Fab-Sept    19H2 
*     Exion    Corp.       82/10/26.       4pp. 


12 


DOCKETED  ITEMS 


DCKitET   1Q-H404,   PES3ES   CO   .     SOLON,     OH 


E311120I72   Atl     receipt    erf   820617    Itr    forwarding    anend    tp    Licini* 
STB- 1 254   Jullvnriisnj    puneuion    of   2.000   *g     tfiariua 
T<ioriilid   n»ta)    nou    l»*vet   plant    diluted   to    le&t    than  O.  035K 
thorium  Flo    diipoial    matte    products    jenerated. 

FESEES.M.       Pr*«t»   Co         B3/07/15.       PAQE.  R.  0.        Uranium   Recovery 
Llciniinj    Branch        2(>p-        16067:  l?3 


—3211030004    "Irioai-ay  Mine    Site    Fourth    Annual    Hep  t,  B10BI  9-Eiaon  1  1]    " 

Ni  nf    oven  i  i  e    maps  encl.Aperture    cards   are    available     in 
FOR. 

•      looming    Mineral  Corp.       83/OB/1B.        300pp.         1593B.333 

62110305(3   Submit*    interim    status    rept    on    Ingaray    Site    moriitnr     luoll 
Projrm   made     in    cleaning    up   areas    affected    by    We  11  5    9T-0 
t   9T-32   eiceeniing    actior    levsla. 

CONHOV.D.M         gyomiinn.    Mineral   Corp         03/09/15.         SMITH,  D.        Ur.inn.m 
Recovery    Licensing    Branch.       2pp.        1591  A   053. 


DOCKET   40-B414    M.    INDUSTRIES,     INC.,     ALBANV.    MY 


F01A   request    for    info    re    burial    of    radioactive    matl    b\t    NL 
[nSuitrtei.  Ine    it    or     in    vicinity    of    facility. 

Ga.Ctf«5eR.R.       tliu  Vori,    State   of.      82/CW33.       FELTOH,  J.  t\       Division 
of  KuUi    and    Records,        lp.        16030:359. 


6311110626  Forward  i    State    of   W   830922    stipulation    for-    di  tmiSTin  1     .J  F 
hearing   It    granting    of     temporary    suspension    1.    "Ambient    Hater 
Quality   Criterio-n    for    Protection    of   Human    Heal  th;  Ammoniii,  " 
final    draft.  W/o    rept. 

COHFiOY.D.M.        Wijoming    Minoral   Corp.        B3/QV/29.        LINfTIWN,  J    J          Uuini 
Recnverij    Licensing    Brancfi.       4pp.        IfiOSO:  101 


S2110TOS02   Piipotidi    to   fOIA   requitt    fur    info    re    burial    of    radioactive 
rut!    at   fIL    In  duitnei.  Ire  .  In*j     tilts    re    tie  ( 1  i  frg    Iran's  ferred 
to   Braiflaij    of    NY   Dipt    of    Labor     in    June,  1902.  Bradley    ihould 

FELrOM.J.  M.        Oiuition    of    Sulfi    ^nd   Records         Q2/10/I8.        ODLDUASeft,  R 
Hia  /ort.     State   a*.        lp.        16020.360. 


B21 1170334   Provides    rec  ommBnilatioris    ro    restoration    of    co.il     ii)ni> 
Irigaray    U   Solution    Mining   Project. WF1C    should    wort    w/3tata 
of   HV    to    determine    need    for   restoration   IVV    Minernlo    Corp 
should  measure    water    quality   degradation. 

LCGSDON,M.  J.        Uranium    Hecoverq    Licensing    BrancJi.        LINEHrtN,  J    J. 
No   Detailed    Affiliation   Given.        B2/10/O6.  Ur.ini.im   HocciWDri; 

Liceniing    Branch.        3pp.        16141.359. 


HINEHO   CO    .    L1KEWODD.     CD 


62MI2&234   Hotifit*    thdt   U    Recowerv   FiHd   Ofc    officially    cpinad    on 

in  Lai  twoad,  CO.  Ofc    torreipondince  ihould   be   tent    to 
lnj  tan, DC    until    niu    field    ofc   more-    fully    (Etjbllshed. 

fiejlon   4,    Office   of    Director.        92/11/03.       RANSOrJE.J   W 
Mlninj    Co.       2jp.        16046:147, 


DDCH6T   40-8453    BEAR   CREEK   UflANlUM   CO.  ,     CASPEH.     WV 

Baui903l5  Trip  r.pt  o*  820-112-14  lite  vi.it*  «  ne.tinot  lU/Fed 
ftaitrican  Partners.  Rock^  H^untaln  Energu  Co,  Rio  Maom  Corn  & 
AtUi  Hlnerali.  K 

•JOIUfiON.r.L.        Uranium   R«cov>r-y    Linnsing    fl^anc^        S2/09/10 
Uranium   Recovtrj    Lic«n*inj    Branch.        5pp,        14,156:357. 

6211030401  Faruard.  "Environ  Monitoring  R<|>t  for  Apr-June  I9B 
BLOSSOH.J  N.  Bear  Cr..l  Ur.nlux  Co.  B2/09X19.  ?  fce"."l 
Hanaaiflint  Branch  lp.  I5?t0:352. 


B21 1170565  Advises    that    all     iisues    &   data   presented     in    1  i  c  eiitvir     i a  I 

i   fourth    quarterly    repts    reviewed    or    under     rovit'iu   Nn 

further   action    renuired. 

BOSS,  F.  U.       Uranium   Recovery   Licensing    Drdnch.         LINITMAN,  J    J          HJiC  N, 

Dctai  ltd   Affi  liation    Given.       02/10/0&.  Uranium    Roeuveru    lii>'iiting 

Branch.      3pp.        16141    345 

8211170150   Provides    results    of   review    of    HV    Mineral    Corp    rut  lurnl  tun 
pl»n    For   Mellfield    A   at    Irigaraij    U   Solution    Mining    Project 
Plflfi   should    not    ba   approved   because   mod  needed     In    urdei-    tu 
Vield   aiJenuate    representatiDnj. 

LOOSDDN,H.  J.  ,     LINEMAN.  J   d.       Uranium   Recovery    Licensing    Dram,  h 
B2/IO/06.  UTaniuni   Recovery    Licensing   Branch.         Vpp          I6I5A:   I  !i(J 

9211170331    Summariiea    revieu   of   HV   Mineral    Corp    st'mlaiinual     activUv    »- 
monitoring    rept    for    Jan-June    1VD2.  Current    license 
requirement  s    met   during    reporting   period.  No    further 
invei tlgatton    required. 

ROSS. F. II,       Uranium   Recovery   Licensing    "ranch.        LINflWN,  J   J          NI1C          .M, 
Detail*!!  rtffiliation  Given.      aa/IO/06.  Uranium  flecoveru    I,  i  r  ><n  »  I  HU 

Brinch.       2pp. 


—8311030407    "Environ   Monitorirj    R.pt    for   A^r-Jgn.    ilBS    - 
*     B..r    Cr«*l    Uranium   Co,       B2/09/1B.        lip.        1S?40:S33. 


r.pt    for 


FLQRY.C.ft.      Uranium  Rscoveri,  Lictnilng   Branch 
flicovery  Licen.in,   flinch.       Jp.       15999:352 


Q211I20015  Forwards    *tatui    rept   on    Irlgaray   Bite    monitor    uolU, 
including   chloride    analysis  of   Hells    T-8  !<   T-32    for 
820510-0930  t    list    of    pumped  uelH    for   flaoSia-O'jaO 
CONHGV.fl.M.       hymning   Mineral  Corp.       62/10/Ofl,       BMITH.D        Uran  Hu 
Recovery  Licensing    Qpanch.      3PP.       li067:OS7. 

—8211130023  Statu.    rept    on    Irigaray   Site  monitor    u*l  1  1,  inc  lud  I  nil 
chloride    analysis    of    Hells   T-8   t   T-32   for    a2OS10-0930    !, 
ll*t   of   pujnped   uells    for  820913-0930, 
•      Wyoming     Mineral    Corp.       32/10/09.        3pp.         16067:060. 


ssi'"  paae  from  "lriBaraiJ  Mine  Slt"  f-'01"- 

CONROV.B.H        Hamming   Mineral   Corp.      02/10/23.       CHANCELLOR,  11 
Wyoming.    State   of.        lp.       16030:  OEM, 


^   "lriflaray   Mine   Slte  F»-»-th    A«n««l    It.pt- 
*      Wi|=mino    Mineral    Corp.       B2/IO/22.        lp.        16O20:OB5. 


OH 


,        , 

not*d.  ««*.  Imp   findinacno  nunconpHance 

.W.0.      R,,lotl3,    amc.  o,  Dirictor 


^^ 


witter,  d^um.ntation 
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DUCKET    40-051 1     COTTER    CCHP    ,     GULDEN,     CO. 


(i21t  1H02SB   notifies     I  hat    U    Recovery    Field    Ofc     officially    opened     an 
traiCKH     in   L.ik  cujood.  CO    CJfc    t  or  responds  nee    should    tie    sent    to 
Washington.  DC     until     neui    field    ofc    more    fully     established 
EiMlTM.ft    I>.        Royiun    1.      Office    of    Director         83/11/03.        MCCLUSKGY,  J.  P. 
Cotler    Corp          2pp.         l&QCji     1  tfl . 


40-(!'J!iO    HOLMES    t,    NAIIVER,     INC.,     ANAHEIM,     CA 

Provides    status    of    termination   of    License    5UA-1307,  p or 
OiMOlIi    tclcon    riccontarT.in.Jticn    survey     inadequate    &    should    he 

K  THING,  T   E.I     f'ETTENG  ILL ,  H    -I         Uranium    Recovery    Licensing    Branch. 
Bii/10/aU  Region    A,     Office    of    Director.        2pp          16048:219. 

(l!'l  U20:r/A    Notifies     lh.it    U    Recovery    Field   Ofc     officially     opened    on 
tlSlOU'l     in   t.ak  euooif.  CO    Dfc    t  orre  spondenc  e    should    be    sent    to 
Wiishingloiii  mi    until    nuuj    field    ofc    more    fully    established. 
•SMITH,  [I    I).        fleghin    -\ .     Office    of     Director.        92/11/03.        PALLEV,  J.  N, 
Halms',    tr    Narvcr.      Inc  2p  P          16O66    161. 

OlM  1  U0:)il(,    Discusses    c  onf  irn.atory     survey    measurements    of    process 
BOinpnumt    "inter    License    GUA-1307    performed     Q31O12   Five    areas 
,,ot     included     in    company    survey     e<coeded    fiied    contamination 
Levels    Areas     require    decontamination 

uriliUlliC    !)         Division    of    Vendor    >*    Technical     Programs.        02/11/03. 
IJKfli'i.  K    C         Holmes    ',    Uarver,     Inc         3pp          16O92   Oil. 

ri-u  i  n.ivmi    Knruiarils     survey     results    for    termination    of    LicenBe    SUA-1307, 
'  TIl'fMNiU    It         Holme*    I,   Narver,      Inc          02/09/30.        DROWN,  Q.  D.        D.viG.on 

of    Vendor    t     Technical    Pragr.ims.        3pp.        16092:014 


4(>-fl5fM     MINERAUE    EXPl.DHATIQN   CO         LDB 


MMa?    Ou,lm,t5     inl.nm    r.-l    on    B01033    -ir.    at    .11  1    Mill    has    teo 
.,ulh«rlieil     to     start     operations    Wall     insulation    fc    covering 

l    not,    tif    renlacL'd     until     operations    begin.  „..,,, 

'7:    A          Dlrpcto,-'.    Office         BI/O4/13-  Director',    Office. 


on    U.l.ngC    i  mpounrtment     1  ii>er    failure 


unilllVODOil    K0r-«rrf.     ^g.neering    ev.luat.on    of    operati.o    e.perience    to 
b"    dJrwod    from    Mr.<    at    ttuo  U   mills    No   specific 

HELT^B-C.J.        Director' 


-^01.9051=  ForW.r-.    rept    of    fire   Uhic,    occurred    at   Su^et.ater    U   Prnj«t 
"miER^L*     lH?-»    mn-r-..-        Bl/OB/l?-        TRMER.  0.        Director's 
Office.         Ip.        160in;29i. 

»n:!^:;::;::  ^".^irr::,:::^^  Mil:."  ""'"' 

p.r   C-n-itlon,    34.«.*   «    of  License    ^->^a  ^        Liccn5inu 

.H   U.        Union    Minerals         Hd/un'J' 
Hnp          15000.251. 

^       i    A,  tnn    fnr    Members   of    General    Envi  rnn,  Ap  r-June 
m^ry^'^nlror      Sreteo.ologua,    condition 


,,       «nn,e    Evaluation    for   Members   of   Public    in  General 
£l21l(MOia3   Toward*       ^"e,|o|'Taummary    of    environ  monitoring 
r^^og^^U-    forSrirst\  Second  Quartera 


.L.        Union-   morals 
4,    Offica    of    Director.       3pp. 


ond    Quarter 


on    Co.       »/OB/3,. 


Sec  ond  Quart 


— B2113004S9   Application    for    amend    to    License    SUA-13SO,  consist i ng    of 
four    voli    requesting    channel     in    tailings    disposal    plan    for 
Swtftuuter    U   Project    W/3B   oversiie     figures.  Apertur.    cards 
are   available    in  PDH. 

•      Union    76    Minerals    Eiploration   Co.       B2/09/30.        1.000pp. 
1 6263  L  300. 

B211OI055O   Discusses    review    of   Minerals    Eiploration   Co    annual    revisn 
of    reclamation    performance    bond. Amount    allocated    for 
reclamation    of    tailings    area    &    mill    area   adequate. 

FLDHY.C.A.        Uranium   Recovery    Licensing    Branch.       S2/IO/07  Urann 

Recovery    Licensing   Branch.      2pp.       15898  360. 

S21117034B   Discusses   B20427-2-?   safety     insp    of    Bueetuater    U   Mill     to 
e.amine    activities    conducted    under    Source   hatl    License 
SUA-1350.  Licensee    failed     to    submit    annual    mat!     inventory 
statement    &    calibr    portable    survey    equipment. 

FLORY.C    A         Lnu   Level    Waste   Licensing    Branch.        PETTENGILL,  H.  -I 
Region    4,     Office    of    Director.        B2/10/15.       SMITH.R    D.       Region    4, 
Office    of    Director.        3pp-        16I4B.  072. 

B21I060552   Summary    of    820707    meeting    ui/Hineral*    Eiploration   Co    re 
proposal     to    modify    tailings   mgt    plan. 

JOHNSON,  T.L.  ,     PETTEN01LL.H.  J.        Uranium   Recovery    Licensing    Branch. 
B2/IO/21.        SMITHiR-D.        Uranium    Recovery   Licensing    Branch.       2pp. 
15970:293. 

9211110098   Notifies    of   NRC    U   Recovery    Field    Ofc    S21004    opening     in 

Lakeiuood,  CO.  Licensing    uiork    uill  continue    from   Wash  ington,  DC 

ofc    due    to   understafflng    of  neu  ofc    during    transition. 

Notification    of    project    manager  reass ignmen ts   uill    follow. 

SH   TH   R    D         R.fliOT.   4,     Of  f  ice'of  Direc  tor.        B2/11/01.       AMDMO.  J.  A. 

Minerals    E.pluration    Co       (subs,  of   Un ion   Oi 1    Co.     of    Ca 1 , f orn . a J . 
2pp.        16052:343. 

8211120139    Advises    that    U   Recovery    Field    Ofc     opened    on   931004    in 
Lakeuood,CO   (,    is    in    state    of    transi  t  i  on.  Wash  ing  ton,  DC 


SR    OonffUfrr.        a.m/04         A^O    , 
Mineral,    E.ploration   Co.     <subB.     of  Un  ion  Oi  1    Co.     of   Cal.fornia>. 
2pp.        li04B:092. 

DOCKET   40-B5BS    UVONINQ   MINERAL   CORP.  ,  _LAKEWQOD^CO 

B2H020670   Foruardt    application    for    renewal    of    License   SUA-1315, 
authorl.lng    production    of    63636.4    kg    U-30B    .*u.ou.    solution, 
slur^g    or    powder    a,    raw   matl    for    eventual    fuel    fabrication 

BHITH.O.        U,an,« 


. 
Recovery    Licensino    Branch.       2pp.        15914:173. 

-E.211020696  Application    for    rental    of   License   BUA-1313,  a.thori.ing 
productinn    of   63636.4    kg    U-30B   aqueous    so  lution,  slurry    or 

w.       Doming   Mineral    Corp.       92/OB/3D.       IS<pp        ,591*:  174. 


COWRO^BV?    CRSsSLEV.T.J.,     RUTLEDGE.  C.        Wyoming    Mineral    Corp. 
B3/OB/3I.        2Blpp.        13914:320. 

B211040442   Foru-ard.    "Semiannual    Effluent   Monitoring    Rept    for   License 

SUA-1315.B20101-0701.  "  H3/QR/30  Region    4,     Office     of 

DERO.R.E.        Wyoming    Mineral    Corp.        B2/OB/JO.  neg10r 


Director.        Ip. 
-82U040447   Semiannual    Effluent    Monitorinp    Rept    for  License   SUA-1315. 


, 

Apr    19B3    to   «isure    smooth    tra"  '  tl°"nn    „_.„,..         82/11/04         CONRQV.  B. 
SHITH.R.D.      Uranium  Ro^very   L,c«nsng   Branch.      B2/11/U4 

Uycning    Mineral   Corp.       2pp.       16O67.  i//. 

DOCKET   40-8S86    KERR-MCGEE_NIJCLEAR_CORP.  ,  _^AHOHA__C.TY,  _QK 
KH100IA4  Fc.r.ar.*    lo.er    limit    of    detection    for  Eingha*  Canyon    U 


«  Corp.        «/.0/«         GNU0NOL1.0.N. 

Recovery    Licensing    Branch.      2pp.       16OJO.J3/. 


ation    for    amend    to    License    SUA-I3SO, 


pc 

ii3o!:RB;o;r;Ur  "  »«tin,  chan9Ba  m  fiun.. 

Sl'.p-Ml    51'n;,FlIr;ltSi!"-"»'    California.        83/09/29.        BMITH,R.I>. 
J"  h.        .-        .««:«9. 


„„«» 


on*  inrn.u.         .,p¥.-.. 

K.rT-McOtf  Nucl»ar   Carp.       2pp- 
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3211170410    Issues    Amend    16    to   License    SUA-I35Q.  Amend    revises    License 
Condition   26d     ro    program    of    operational     insp    S.    surveillance 
of     initial    &    second    phases    of    tailings    disposal    sys. 

SMITH,  H.  D.        Region    4,     Office    of    Director.        62/11/05.  Energy    Fuels 

Nuclear.     Inc.         Ip.        16148:  09i. 

— 9211170417   Safety    evaluation    supporting    issuance    of   Amend    16    tn    Liceni 
SUA-135B,  re  vis  ing    License   Condition    26d    re    program    of 
operational     insp    >•    surveillance   of    initial    d   second    phases 
of    tailings     disposal    sys. 

OILLEN.  M.  ,     LINEHAN,J.J         Region    4,     Office    of    Director.        62/11/05. 
3pp.        16113.097. 


DOCKET    40-Q664    WESTERN   NUCLEAR,      INC    -     LAKEWOOD.     CD 


B21 1120294    Notifies    that   U    Recovery    Field    Ofc    offlcialli)    opened    on 
B21004     in   Lakeuiood.CO   Ofc     correspondence    should    be    sent    to 
Hash  ing  torn  DC    until    new   field    qfc    more    fully    established. 
SMITH,  n    D         Region    4,     Office    of    Director.        Q3/11/O3.        DOODEN,  0. 
Western    Nuclear.      Inc       (su&s      of    Phelps    Dodge    Corp.   1.        2pp. 
.  063. 


DOCKET    40-8692    COTTEFI    COJ!P    ,     LAKEWQQD,     CO 


B21I12025B   Notifies    that    U    Recovery    Field    Ofc    officially    opened     on 
H21O04    in   Lakeuiood.CD   Die    correspondence    should    be    lent    to 
Wash  ing  ton- DC    until    neui    field    ofc    more    fully    established. 
SMITH,  R    D.        Region    4:     Office    of    Director.        62/11/03.        MCCLUSKEY,  J.  P. 
Cotter    Corp.        2pp.        16066. 169 


DOCKET    40-0693    OGLE    PETROLEUM,     INC.  ,     SANTA   BARQAFiA.     CA 


8211110395  Notifies    that  MflC   U  Recovery    Field    Ofc    opened   821004    in 
Laltewood,  CO   Licensing    cijorl    will    continue    throun.li    Washington, 
DC    ofc    due    to    under3taffirig.il   Pettengill    It    J    Linehan    uill 
notify    of   project   manager    reass  ignments. 

SMITH,  H    D         Region    4,     Office    of    Director.        02/11/01.        CATCHPOLE,  G.  J. 
Ogle    Petroleum,     Inc         Opp          16045   036. 


DOCKET    10-0697    ROCKY   MOUNTAIN   ENEROV   CO.  ,     DENVER,     CO 


B21103O549   Forwards    list    of     inorganic    grounduiater    constituents     !i 
respective    min    detection     1 Iml ts  .  Lou    plf   readings    for    Mlllsita 
Water  We  1 U    1    t.   S   in    Jan    19BO   probably    result    of    testing 
ac  id  I f 1 od    Sample 

ALLEN,D.J.        Plateau    Resourcei,     Ltd.        B3/07/I3.        FLEMINS,  T.  E.         Uranii 
Recovery    Liceniing    Branch.        2p.p,        15916: 040. 

O21IO30410    "Annual    Land    Use    Survey,  Qi  1001-02092-*,  "    par    License 
Condition  37    at    SUrt-1371 .  U/tuo    oversito    f  i  g  ur  es.  Aperture 
cards    are    available     in    PDR. 
GERDEMAN.F.  H.        P  lateau    Resourc  ea,     Ltd.        32/09/21.         Ip.        15938:230, 

8211120124    Rtsqueits    dddl     exteniion    until     end     of    Oc  t     1902    to    submit 
effluent   monitoring    rept     for   Shfiotari  rvg    Canyon   Processing 
Faci  11  ty    for     Jan- June    1932,  due     to    continued     delays     in 
receiving   analytical     repts    from    Ebcrlinc    Instrument    Corp. 
GERDEMAN.F.  W.       Plateau   Resources,    Ltd.       B2/0973O,  Region    4.     Dffii 

of    Director.        3pp.         16060:  OB3. 

8211330395   AiJviies    that    effluent    monitoring    rept    for    Bhootartng     Canycr 
processing    facility    for    Jan -June    19H2    uill     oe    submitted    by 
6210130,  assumi  ng    Eberline    complies    u/deliverg    dates. 

GERDEMAN, F.  H,        Plateau    Resources,     Ltd.        02/O9/3O.  Region    4.     liffic 

of    Director.        3pp.        lt>C?2- 328. 

8211110047   Revieuis     inorganic    chemical     groundiiia  ter    data    rept,      "Addendun 
to    Interim  Rept    -  Preopera  ti  Dn-a  t    Environ  Monitoring 
Program    -   Apr     1963."    Rept    acceptable    in/minor    eiceptions. 
PETTENGILL,  H.  J.        Reg  ion    4,     Office    of    Director.        Q2/1O/HB. 
GERDEMAN,  F.  U.        P  lateau    Flesourc  es,     Ltd.        2pp  [£053:157 

9211E20092    Informs    that    U   Recovery    Field    Qfc     opened     on    831004    in 
Lafceuiootf,  CD.  Requests    corrospond  a"c  c    be    sent     to  Washington, 
DC    due    to    limited    staff    at    neu    ofc. Project    managers   uill    be 
reaa  signed. 

SMITH,  0.  D.       JJsslori    4-,     Office   of    Dire:tor,        02/11/04.        GUPTA,  U.  K. 
Plateau   Resources,     Ltd.        2pp.         I6O67:  179. 


DOCKET    40-8714    CLEVELAND-CLIFFS    IRON   CO.,     CLEVELAND,     OH 


B2II10O541    Advises    that   no    source    matl    currently    in    inventory    under 
License    SUA-1352, 

LOUDETRBACK,  T.  E.        Cleveland-Cliffs     Iron    Co.        B2/1Q/26.  Energy. 

Dept.     of,        Ip.        161S1   OH2, 


G211030'151    Forwards    final    grounouiatcr   9  tab!  1  i  lotion   data    for   Teat 
Pattern     1    at     f ac 1 1  i ty. Rep t    summarliea    poro    vols    circulated 
during    leaching    &   restoration   activities. 

HEFIBLO.FF,  L   W.        Rocky    Mountain    Enorgij    Co,        B3/OB/27.        SCARANQ,  H. 
Uranium    Recovery    Licensing    Branch.        44pp. 


B211120253  Notifies    that    U  Recovery    Field   Ofc    officially    opened    on 
821 004    in   La  fc  euood.  CO.  Of  c    correspondence    should    be    sent    to 
Wash  ing  ton,  DC    until    neu   field    oFe    mare    Fully    established. 
SMSTH.R.D.       fiesion    4,    Dffics   of    Dlroctor.       02/11/03.       LOUDERD  ACK,  T.  E 
Cleveland-CIif fs    Iron   Co.       2pp.       160*6:171. 


3211120080  Submits    "Reno  Cree«   Quarterly   fiopt,"    for    Third   Quarter    I9B3 
SPIELEB.P.H.        Rocky    Mountain   Energy    Co.        02/10/10,        ECARANO.n. 
Uranium  Recovery    Licensing    Branch.      8pp.       16069:039, 

8211230196   Quarterly    ropt    for   Jul~Sept     1982, 

SPIELEB.P.R.        Rocky    Mountain   Energy    Co.        02/10/28,        SCrtRrtNO.B.A. 
Uranium  Recovery    Licensing    Branch.      'iff.       16193:172 

0211110037   Advises    that   correspondence    should    continue    to   he    sent    to 
Wash  ing  ton, DC    «ince    licensing    process    uill    be   handled    by 
Hash  ing  ton, DC    ofc    until    Apr    19H3,  even    though    URecnvery 
Field    Ofc    opened    on   02 1004, 

9MITH,R.  D.       Region    1,    Office   of    Director,       82/11/01,       NEUMANN.  M. 
Rocky   Mountain   Energy   Co.       2pp.       16053:188. 


0311240047  Forward  i    "Quarterly  Rept    for    Jul-Scpt   19-32,"    per    Lie  en  SB 
Condition  29. 

UQDEH.D.J.       Clevelann-CHf  fa    Iron   Co,       aa/ll/03.       LINEHAM,  J,        Uranii 
Recovery   Licensing    Branch.       Ip,        16230:  131. 

--9311240053   "Quarterly   fiept    for    Jui-3ept    19B2.  "  One    aperture    card 
available    in   PDR. 
*      Cleveland-Cliffa     Iron    Co.        82/11/03.        26pp.         16230:132. 

8211220067  Lists    contract    costs    incurred    !•  man  hours    expended    in 
reviewing   311116  application  resulting    in   Amend    3    to    License 
SUA-1352. 

POHLE.J.,    UI  NEMAN,  d.  J.       ReijlDn    4,    Officaof    DirDctor.       02/-11/IH. 
MILLER.  W.  D.       License   Fee-   Management    Branch          Ip,        16190:396. 


DOCKET   •IO-86'Ja    PLATEAU   RESOURCES,     LTD,,     GRAND    JUNCTION,     CD 


DOCKET    40-8732    BRUSH   UELLHAN,     IMC.  ,     CLEVELAND,     OH 


6211040005  Advises    that    effluent   monitoring    rept    For    Jan-June    1983  mill 
be    late    due    to   problem)   m/con trac t    lab. Rept    eipected    to   be 
completed   (.   submitted   within  neit   49   days, 

OERDEI1AN,  F  H.       Plateau  Resources,    Ltd.       B2/OS/30,  Region    4,    Office 

of    Director.         Ip.        19936:220. 


B211120053   Informs    that  U  Recovery   Field   Ofc    opnnod    In    LakeuoDd.CQ   on 
821004,  Liont  ing    uort   uill    continue    in    Waohinatpn.  DC    through 
Apr    19S3   to   assure    least    disruption    during    transition. 
SMITH,  R,  D.       Uranium   Ro*averu,  Licensing.    Branch.       H2/JI/01. 
OEHpeRLIfJE.H,       Brush    Mellman.     Inc.       2|>p.       1*069:330. 


831IOB0320  Advises    of   delay    in   submitting   effluent  monitoring    rept    For 
Jan-Jun*    1?30    for   Shootarino  Canynri  U  Procosiing   Facility. 
Lab    hai    not   completely   analyied    samples. 

QERDEI1AM.  F.  W.       Plateau  Roourcei,    Ltd        82/OS/30.  Region   4,    Office 

o*    Director.         Ip.        13975:286. 

8211010958    Inform*    that   more    barrelled    yel  laiucake  uill    be    (bored    at 
Shootaring   Canyon  U   project    than    anti c ipated.  No    limitations 
directly    stated    in    license 

QERDEMAN.F  H.       Plateau  Reiources,    Ltd.      B2/09/08.       BCARANO.R.A.       NRG 
-  Nd   Detailed    Affiliation   Oivin.       2pp.       15890:350. 


DOCKET  4O-8724    CHEMETRON  CORP. ,     CHICAGO,     IL 


5211030474  Foruardt    -flou   charts    re   decontamination    of   He  (Jean 
facilities 

WATKINSON.  J.  A.       Alle-gheny    International-      82/09/13. 
No   Detailed    Affiliation   Given.       3pp.       15739:206. 


DOCKETED  ITEMS 
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DOCKETED  ITEMS 


92110405,10   Forwards    ALARA   audit    rept    perfor 
Condition   27    at    Bill    Smith    Mine     site. 
S!M«E:G    J         Kerr-McGee    Corp.        82/10/01 
Branch         6pp.         15945    312 


id     in    compliance   u/License 
Uranium   Recovery    Licensing 


B3I1I60055   Submits    contract    costs     Incurred    i,    /nanhours    expended     ii 
reviewing    801010   application    For     license. 

WQOLSEY,R.,     PETTENGILL.H.        Region    4,     Office     of   Director.        H2/  1 
KILLER.  U.  0.        License    Fee    Management    Branch.         Ip.         16102:091. 


9211110008   Evaluates    semiannual    ALAftA    audit    rept    covering    radiation 
safety    activities    at     in    situ   U    recavoru.    plant    Program 
fulfills    requirements    as    detailed     in    License    Condition    27 
Ha    further    action    necessary. 
Wi)OL»!rV,  B    1     ,     PETTEUGILL,  )l   J         Uran 
ii;.V  10/33  flBijion    4,     Office    of    Di 


:tor. 


very    Licensing    Dr 
4pp.        16053.221 


£1211120390   Notif.es    that    NRC    U   Recavery    Field    Ofc    officially    opened    or 
S3I004     IFI   Lake.uood,CO    Ofc     correspondence    should    be    sent    to 
Washington.  DC     until    n*u    Field    o f c    more    fully    established 
SMITH, R    D         Reulon    4,     Office    of    Director.        82/11/03         SHEt  LEV,  IJ   J 
Herr- McOee   Nuclear    Corp         2pp.         16066. I3B 

6211170391    Responds     to    0208O5    Itr    requesting     clarification    of 
operational    uatsr    survey    requirements     for     last    item   an 
Idble    U    S    1    Ollal    of    EIA.  Samp)  ing    determines     level    of 
radioactivity     con  in  but  ing     to    total    discharge    sys 

LINEHAN,,;   J         RegioR    4,     Office    of    Director.        83/11/03  Kerr-Mc(;ee 

Chemical    Corp        (subs,      of    Kerr-McGee    Corp.).        3pp          16140    090. 


DClCKET    40-B77I     MEL.APA1    RESOURCES    CO    ,     PHOENIX.     AZ 


8211130063    Informs    that    U   Recovery     Field    0-fc     opened     in    Lateuood,( 
831004.  Licens  ing    UJork    ui  I  1     continue    in    Wash  ington,  DC    throunh 
Apr    1983    to    assure    least    disruption    during     transition 
period. 

SMITH.  R.  D.        Uranium   Recovery   Licensing    Branch.       O2/I1/04.        rtPJ*E 
Tetnn   Efflloration    Drilling    Co.,     Inc         2pp.         1606B: 340. 


DOCKET    4Q-87B3    URANER2    USA,      INC.  ,     CASPER,     WV 

8211030602    Forwards    melt    completion    data,  upper    control     limits    t    u 
integrity    test    results. 

SCHMIDT, C.        Uraner.    U9A,  Inc.        82/09/17.        LINEHAN,O.J         Uranium 
Recovery    Licensing    Branch.         12pp.         15943:065. 

3311120021    Informs    that   U  Recovery    Field    QFc    opened    on  82100-1    in 
Lalfluiood,  CO.  Requests    that    correspondence    be     cent    to 
Washing  ton, DC    due    to    limited    staff    at    neiii   oPc.Neuj    project 
managers   will    bo   assigned. 

SMITH.  R.  D.        Region    4,     Office    of    Director.         B3/11/O4         SCHMIDT. C 
Uranon    USA,  Inc.        2pp         16Oi7.O53. 


G21 1090053    Submits    review    of    Halapai    Resources    Co    820535    revisions    to 
WV   permit    application    .'/    permit     issued    B20503.  New    data 
includes    cost    lireafcdoun    for    proposed     surety    covering 
(|r,iun((ualer    res tora I  inn, rec lama t ion    b    decfimmi  ss  loning 
VOUNG,  V    A         Region    4,     Office    of    Director         02/11/01 
Office    nf    Director         ypp          I60ai.3(i>l 


Region    4, 


£-511090071    Reviews    correspondence     From    Malapai    Resources    Co   ti   WV   Dppt 
or'   Environ   Quality    re    Stipulations    3   &    4   o  f    J!(.D   License 
llfiO   Stipulation    3    requiring   Hater    Quality     Div   approval 
before    pond    const    !.    Stipulation    4   met 

VfiUiNO,  V   A         Region    4,     Office    of    Director.        82/11/01.  Region    4, 

Ornce    of    Director         3pp.         16029. 04S 


Informs    that    U   Recovery    Field    OFc     opened    on    821004    in 
Lakewood, CO   Requests    c orr eopond ence    be    sent     to   Wash  ing  ton,  DC 


due    to     limited    staff    at    neiu   oft 

3MITH,  R    D         Region    4,     Office    of    Director 

Malapai    Noeourcea    Co         2pp          16067:124. 


83/11/0-1.        HECK,M. 


C211190357   Subnits    review   of    licensee    revision    to   030335   application 
for    State    of    WY   Oept    of    Environ    Quality    mine    permit   I-    to 
B20503   mine    permit    NRC    mill    review   proposed     surety    t,    coat 
broaidDun    to    determine    compliance    ui/License    Condi  I  ion    SB. 
LINEMAN,  J   J         Region    4,     Office    of    Director.        62/11/13         DECKi  M 
Mslapai    Resources    Co         3pp          16165   3S1?. 


DOCKET   40-8786    UHAN1UM   HESQUflCES,     INC.,     RICHrtRDSDN,     TX 

8311100160   Forward!    semiannual    ALARA    audit    of     radiation    safotu     or 
par    License   Condition   35. 

PELIZZA.H.a.        Uranium   ResouTCBB,      Inr.        03/10/13.        LINEHAN.  J.  J. 
Uranium   Recovery    Licensing    Branch.        5pp.        16030.332. 

621112004-1   Notifies   of    resignation    of   radiation   safety    technician 
Plant    superintendent, SA  Hcrtr  t,  f  i  1 1  i  ng    p-os  i  t  i  on.  Me  Art   does 
not    meet    all     retirements    of    app  1  icat  i  on,  uu  t    qualifies: 
through    eiception   clause, 

PEL1ZZA,  M.  S.        Uranium   Resources,      [nc.        03/IO/23.        LINEHAN,  ,J.  J. 
Uranium   Recovery    Licensing    Branch.        3pp.        [6060:335. 

B21I190331    Application    to    amend    License    BUA-1 400,  re  viiina    LitHnais 
Conditions    IB,  33,  33,  37,  2fi    S.    IO    to    roflett    decommissioned 
status. 

PELIZZA,  M.  8.        Uranium   Resources  ,      Inc.        B2/1  O/32.        LINEMAN,  J.  J. 
Uranium  Recovery   Licensing    Branch.       2pp.        IA163:3O0. 

B211 170371    Review*    U  Rosourcea.  Inc    rosponso    to    NflC  320723    Itr-    re 
Inaccurate    fluid    balance    data    concerning    first   ouarterhu 
rept    for    North    Platte. 

WEBTDROOK,  K.  B.  ,     LINEHAN,  J.  J,        Ragion    4,     Office    of    Director, 
B2/11/03.  Region   4,    Office    of    Director.        1pp.        16(49:079. 


DOCKET    40-0781     TETflN    EXPLORATION    DRILLING   CO    ,     INC..     CASPER,     WV 

5211010319   For.ii.irds    comments    re    Teton    Project    DES.Dept    of    Army     permit 
per    Clean    Hater    Act    should    be    d i scuss ed. Ado quacy    of    cultural 
resource     inventory    should    be    demonstrated     in    environ   rept 
GORTON,  R.D         Army,Dept    of         Ba/00/18.        SCARANO,  R.  A.        Uranium    Recovepu 
Licensing    Branch         3pp          15B95:  O1B 


Advises    that   U  Recovery   Fluid    Off    opened    on  S2IOO4    in 
Lakeuood,CO    Is    in   state    of    tranai  t  i  on,  Wan^ii  ng  ton,  DC  mailing 
address    should    be    used    until    Apr    1983. 

SMITH,  n.D.        Region    4,     Office    of    Director,         Ba/ll/O4.        PEL1ZZA.M 
Uranium  Heiources,     Inc        2pp,        16060:090. 


DOCKET  40-8793  CONOCO,     INC.  ,     DENVER.     CO 


6211010416  Comments    on   DES    re   Teton  Pro  ject,  NUREG-0935,  App    D,8ection 
D  3  Pipe    failure   discussion   should    assess    health    Impact    of 
pregnant    solution   or    I  i  ,  i  viant.  Emergency   plans    covering 
accidental    releases    should    be    required. 

V1LLFORTH,  J.  C.        Food    &    Drug    Administration.        32/OB/2Q.        SCARANO, R.  A 
Uranium   Recovery    Licensing    Uranch.        2pp.        15879:309. 


B311040075  Submit!    contract    coats    incurred    &    manhoura    eip ended     In 
reviewing   Bl  1203  uii  thrfraun    license    application, 
VQUNO,  V.  ,    LINEHAN,  J.       Uranium  Recovery   Licensing    flranth.       03/10, 


B21LOJ0356   Comments    on    Toton    project    DES.  NRC    should    collect    all 
pertinent    info   before    issuing   mining    permits    &   consider 
alternate    energy    sources. 

JDUES.S   G.        Powder    River    Basin    Resource    Council,        02/08/23. 
Uranium   Recovery    Licensing    Branch.        3pp.        15880:148 

0311010117   Forward*    comments    on    DES    for    Teton    Project    (NURE8-Q9a5). 
Review  revealed    discrepancies   t,    omissions   concerning   uater 
balance,  uiel  1    const   >>  monitoring    data    &   plan  s.  Request*    add! 
data   due    to    reservations    about    environ    effects, 
DURHAM, S.  J.        Environmental    Protection    Agency.        82/03/30. 
SCARANO, R. A        Uranium  Fuel    Licensing    Branch,       5pp.       15893:338. 


9211060639  Requests   addl    Info   by    831105    to  address    comments   &  questions 
resulting    from   review   of    DES  by    federal   i   state   agencies 
&    interested    citilens. 

LINEHAN,  J.  J.       Uranium  Recovery    Licensing   Branch,       fl2/10/lS.  Teton 

Eiploratlan   Drilling    Co.,     Inc.       2pp.        15972:362. 


DCKETED  ITEMS 


8211100479    "Hydrageology    of    ANAX    Property    in     Wood    County. 14V    " 
WILLIAMS,  R.E.        H.E.Williams   j,   Aisoc  iatea,  Inc.        BO/08/31         5Bpp. 

8311050095    Revised    draft    version    of    "Wood    County    Project    Near 
Parkersburg,  UV.  " 
*      WooduanJ-Clyde    Consultants,     Inc.        BQ/09/30.        91pp.        15965:126. 


82I02<J010B   Generic    Ltr    83-23    to    all     licensees    t-    applic 
inconsistency    between    requirements    of     10CFR73    40(g) 
for    performing    audits    of    safeguards    contingency    pla 
(security    planl.Svc     list    end 

EISENHUT.D.O.        Division    of    L,censing          B2/1O/30 
Edison    Co.     of    Nem    York,     Inc.        Bpp          15993    319         34* 
Fiche    50-000,  B2/10/30,  B21029010B 


B21109057!     "Radiological    Assessment   &   Stabi  1  i  iation    Scenarios, 
.Parkersburg,  WV.  " 
•      Cheni-Nuclear    Systems,     Inc.        BO/09/30.        -54pp.        I  6030   OB6 

B211010001    Responds    to    B20B23    Itr    re    AMAX, Inc     property    near 
Parkersourg,  WV.  No    contaminated    soil    being    removed    from   AMAX 
ilte. Soil    being    collected    (,   stabiliied    on    site    (,   will    remain 
under   NRC    I  ic  ense.  Approx   20,000   cubic    yards    staoiliied. 
NIXON, W. A         Uranium   Fuel    Licensing    Branch.         B3/Q9/23         DREY,  L 
Affiliation    Unknown.        lp.        15B72:15B 

9211040161    Requests    addl     info    describing    procedures    employed    to    collect 
ft   stabiliie    20.000    cuoic    yards    of    contaminated    soil    at 
AMAX,  Inc    property    near   Parkursb  urg,  WV. 

DREY.K.        Affiliation   Unknown.        Sa/09/29.        NlXOfJ,U.A.        Uranium    Fuel 
Licensing    Branch.        lp.        15960:350. 

8211110117   "Stabiliiation  Plan  for   AMAX. Inc    Property, Wood   County.  W   " 
*      AMAX,     Inc.        B2/09/30.        49pp.        16052: 205. 


8211040379   Generic    Ltr    82-25    to    all    power    reactor     Ucenapea 
integrated    IAEA    e.ercise    for    physical     inventory    at    l.Ufii    AI 
coFiml  tment    to    participate     in    eierciso     is    voluntary    >.    ,lnil 
util     that    participates    will    he    reimbursed    Svc     list    eiirl 
EISENHUT,  D.  Q.        Division    of    Licensing          B2/ I  1 /O3  Curi 

Edison    Co.     of    New   York,     Inc.        llnp          1A019    O01         34* 
Fiche:  SO-000,  82/11/03,8211040379 


8211120496    AcV     receipt    of    SE1020     Hr     informing    NRC    of    stun  a     Lilci 
correct    violations    noted     in    IE    Emergency    Preparedness 
Appraisal    Rep t    50-247/BI-06 

D    Di?Ui°?  .  °f  fE"g'™"in»    ''    T.chn.c.l    Programs         I1 
D         Consolidated    Edison    Co       of    Neiu   York,     Inr         ''en 
16043:103         2JX    Fiche    50-247,  B2/  1  1  /O5,  H31  I  I  20496 


evisc-d 


8211220325   Releases    public    version 
implementing    procedure. 

PEL  TON,  J.  fl.        Division    of    Rules    and    Records 
Management    Branch          lp.        16300    380 
B21I330325. 


nergcncy    p  K 


B3/11/17  Dnci 

2flX   Fi  Lhe    50-003,0^/1  I/I 


B2SJ160379   Foruards    AMAX,  Inc    stab  i  I  i  lat  i  on    plan    per    830929    Itr,  Uhen 
ataoiliiation    activity    comp lote.  matl    uill    remain    under 
NRC    license,  W/o    encl. 

NIXQN.W.  A.        Uranium   Fuel    Licensing    Branch.         B2/I1/OS         DREY.  L    A 
Affiliation   Unknown.        lp.        16128:330. 


-SSI  1330329   Forwards    public    version    of    revised    Emergency    Pt.in 
Implementing    Procedure     IP-1037,     "Silo   Personnel 

nC'Tnn,nFaVn'tVt'    Evacuflt""'"    *    Personnel     telephone    ll.tin, 
O'TaOLE.J.D.        Consolidated   Edison    Co       of    Neuj   Yor*.     Inr 

HAYNeS.H.C.        Region    1,     Office    of    D.rector          lp  Joo   2R •      X 

'^O"^n          .IX 


DOMESTIC  LICENSING  OF  PRODUCTION  AND  UTILIZATION  FACILITIES 

DOCKET   50-2   UHIy.     OF   MICHIGAN  RESEARCH   REACTOR 

P.     Operating    license    stage    documents   4    correspondence 


-0211220333   Public    version    of    revised    Emergency    Plan     Impl 
Procedure    IP-1027,     "Site    Personnel    Accountability    t, 
Evacuation"    t,    emergency    personnel     telephone    listing 
»      Consolidated    Edison    Co.     of    Neiu    York,     Inc         89/10/01 
16200:283.        34X    Fiche:  50-003.  B2/ 1 1  /  17,  B21  I23033S 


8210070015   Generic    Ltr    B2-19    to    research    t,    test    reactor     licensees    re 
submittal    of    copies    of    documents    to    NRC. Cla  r  i f ies    number    of 
copies    of    certain    documents    to    be    submitted     to   NRC    Svc     list 
encl. 

EISENHUr.D.O.        Division    of    Licensing.        82/IO/03.  Michigan,     Univ 

of.        10pp.        15960:140.        24X   Fi  c  he:  50-000,  B2/IQ/05,  8210070015. 


B21I340433   Requests     info    needed    for    determining    uh.thnr    •nrofc.n^t 
action    warranted    re    emergency    preparedness    Deficiencies     to 
be    corrected    by    HS1313    per    B20BO3    Itr 
DIHCKS,W,J.        Office    of    the   E<ecutive    Director    for    Oneratuma 

^U'A™      ™OMAS'[-H         ^""l     Emergency    ManagemenrAgon"  :„,. 

16230:078         24X   Fi  che:  SO-003,  B2/1 1/17,  821 1240133. 


DOCKET   50-3    INDIAN   POINT   STATION,     UNIT    1 

F.     Security,    medical,     emergency   t-.    fire    protection    plans 

B2KW0069   Generic    Ltr    82-17    to    all    pouer   reactor    licensees   6 
applicants   &   holders    of  CPs  re    inconi i itenc y    between 
requirement*    of    IOCFR50.  54<  tl    (,    STS    for   performing    audits    of 
emeroency   preparedness   programs. Bvc    list    encl 

li^r '  "' °;    uDIVi";n    ?P  U"nlin"'       02/10/01,  Consolidated 

EXison    Co,     of    Mem   York.     Inc.        llpn,        16003-238         24X 
Fiche:  SO-000.  82/10/01,  B31004006B. 


nH    ™S^\e*nfl"       °    "curit«     forco     t«»ning    t,    qu.]  i  P  (r*  L 
plan    dtd    820920.  Changes    do    not    decrease    safeguards 
af  f  ec  ti  veness  , 

nCO"9;!'daned    Ed'SO"    C°       "'   •"•«•    York,     Inc         (ram/Ill 
Operating    Ileactorg    Branch     I.        In          16216   31'rt         iH  K 
Fiche:  50-003.  B2/1  1  /IB.  S31  1290173. 


?rUlar,S    r"Vised   PdSes    »    *    «    to     security    force     trni 
quaHPicati  on   plan. 

SKOTZKOiH.        Consolidated    Edison    Co,     of   New    York,     Inc         (r>/ni;/ 
Office    of   Nuclear    Reactor   Regulation,     Director  p          I  A3  1  2    ' 

24X    Fiche'  50-003,  82/1  1/1B.B3U2-JOI73.  P' 


if   320614    Hr    informing    NRC    of    steps    taken    to 


itlonal     Support. 
Jeui  Vork,     Int. 


-B21007Q343  Respond,    to  NRC  020310  meeting    rs    IE  Emergency  Preparedness 
Anorai-sal    flont    Fin-sdT/oa^n^i   /• u.._    __«..,__        .     "I    .*   r"  BH">  "iness 


aotai.     ,  -  ;pp          . 

3,  10.  13  ti  31    resolved.  Item   12   not    fully    1  mp  lemented,  but 
emergency   response   capaoilitlei   not   affec  ted 
O'TOOLE.J.D.       Consolidated  Editon  Co.    of    NBU  York,     Inc 
HAYNES.R.C.        Region    I,     Office    of    Director          3pp         MK 
Flehe:  50-247,  82/10/01,  B210070335. 


8310070019  O.n.ric    Ltr   B2-31    to  all    llcen.ee*    «,  applicants    of  nuclear 
poyer   reactor,   re    Tech   SpBCS   for   fire   prote  ctlon   audit" 
Forwards    guidance   discuiting   general    scopB    (,    d»Bcpibino 
elements    to   be    included    in  audit.  Svc    lUt    encl 

fi?lT?«Dl0i    v^T   °,(  Li""15in9-      W/I<>™.  Con.oHd.ted 

Etflson  Co.    of   New  York,     Inc.         9pp.       15993:  33B       24X 
FI  che:  SO-000,  82/10/06,8210070019 


lae'    "t*   eircile   at   end    of   '20-d-ll    clock    to   evaluate 
rgencu   plans   S<  preparerfnes,   not    feasible.  Annual 

11^:""1?'    better   Pr8Pfl"<''"'«    ev-lu-tion. 

nlir*1    1mr*tn">   M.n«B.«,nt    Agency.       82/10/18. 

fl2!'^\°'^h!L,E"cu*lvt    D"1"*"    '«r   Operations.       4pp. 
S4X  Fiche:  50-003,62/10/16,  B2UQIQ573.  FP 


-B2112901B1    Revised    Paees    2  «,  40    to    security    force    training   * 
qual  if  ication  plan. 

»      Consolidated    Edison    Co.     of    Neu    Yori,      Inc.        B2/09/20         2i]U 
16216:322.        24X   Fiche:  30-003,  B2/1 1  /  10.  821  1290173.  ' 

P^dperating    license    stage    documents   &    correa pondence 

B209210027  Generic    Ltr   83-1 A    to   alt    PUR    licensees    re  NUREO-0737    lor  I, 
Specs.R«o.ueits    revieu   of    Tech   Specs    to   determine    cons  i  s  Uncy 
u/guld*nce   provided.  Fpr    items   y/devia ti ons,  amend    to    license 
required. H/o    stated    ends. Svc    list   encl 

EISEHHUT,  D.  0.       Division    of  Licensing.       82/09/30.  Conso  I  Ida  tud 

tdison    Co.     of    Ntu   York,     Inc.        15pp.         13930'   140         24X 
Fiche:  30-000,  82/09/20.  S2093I0037. 

821 1030584   Staff   requirements  memo    re    820930   af  f  irmation/d  i  scut  1 1  oil   t, 
vote   on    Indian  Point    hearing   order   &   FD.1A   Appeal    82-A-4   on 
Diablo   Canyon    seismic    decision. 

',     °n!i56    °f    th6   s<cretflr«    of   *h»    Commission.       B2/IO/OI, 
.         ^f.til:'    °f    th*  ElBCutive    Director    for   Operationt. 
.L.       Office    of    the   General    Counsel.        lp.       15943:032.       HIX 
Flche:SO-000,82/10/01,B2110305B4. 

B21026008S  0«neric    Ltr   82-20   to   all    pouer   reactor    ] icensee.,  p»rmi  I 
™i        T   *<  applicant.    t°?   CP  re    guidance   for    implementing 
SRP  rul..Foru.ardl    NUREG-0906.  HUREO    to    be   uted   as    interim 
measure    until    Rtg    Quids    1. 70  rtvited.  Svc    list    encl 
EIBEHHUTi  D.  0.       Diviiion   of   Licensing.       S2/1O/26.  Consolidated 

Edlion   Co.     of    Neu   York,     Inc.      <?pp.       15993-295        34X 
Fiche:  30-000,  82/10/26,  8E102600BB. 


DOCKETED  ITEMS 
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210370030    Generic    Ltr    82-32    ta    all    PUR     lie 


i  lonal 


Foruarils     Coiig  re*  srnan    EJ   Markey    831019    questions 
generator     tube     integrity    Svc     list    encl. 
EISENMUT,  D.  G.         Division    nf    Licensing         92/10/26 
Edison    CQ        of    Neui    Vork.      Inc          lOpp          16099.332. 
finhe     5O--OOO,  02X10/26.  3210370030 


tegri  ty 
Consol ida ted 


82  III  hC  3* ''    Generic    Ltr    82-26    to    pouer    reactor     licensees    le.cept    Fort    St 
Vraml     re    NUHEG-0744, Devi s i on    1.     "Pressure    Vessel    Matl 
Fracture     Tiuglmosa.   "    Forwards    NUREG-O744,  Revi  s  i  an    I.W/o 
orit  I    Svi.     lint    onr  1 

l-rlSENH'Jl1.  t>    O.         Division    of    Licensing         B3/11/I2.  Consolidated 

EitiiOM    Co        of    NEU    Vork.      Inc         53pp          16333:212.        24X 
Fiche     30-000.  82/11/12.821  1160047 

(]       Inspection    rwports.      IE    Bulletins    t,    c  orresp  onrfanc  e 


)     IE    Info    Notice    B2-37,     'Cracking    in    Upper    Shell     to 
inn    Cone    Girth    We  1  d    at    Steam   Generator    at    Operating 

pUrt    ''     Eivc     I  la  V     eric  1 

Jl'rfiUAIJ.  E          Division    of    Engineering    t,    duality    Assurance.        B2/09/16. 

Consolidated     Edinun    Cn       nf    New    York,      Inc.         105pp          15939:264.        24X 

Ficho    SO-000.  82 /O1?/ tii  0200190220 


a     IE    Info    Notice    02-34,  Revision    1.     "Holds     in   Main   Control 
Pane  I  s     "     Gvt     I  i  si     eric  1 

MIWMt.V     L          Division    of    Engineering    1    Quality    Assurance.        82/09/17. 
ConsoUdated     Edison    Co       of    Nem    York.     Inc  107pp.        15895    185.        B4X 

1'iche     3O--OOO.  flL'/O1?/!?,  B208190222. 


OUIWSS'V     IE    Info    Notice    82-37.      "Svc    Degradation    of    Thick    Wall 

Bl,i  in  Us  a     Steel     Rucirculation    Sys    Pip  ing   at    HUH    Plant.  " 

Svc     ]  i  9  t     «nc  1 

JflBI)/.N,  fc    I.          Division    of    Engineering    Si    Quality    Assuranc 

Cnmi.lid.ited     Eii  i  son    Co       of    Neiu    York.     Inc          B6pp 
F  icht     UO-000,  B2/07/21.  020S1<!0229. 


82/09/21. 
16017:098.        24X 


-*    IE    li.Po    Notice    0;;-30,     "Change    in   Format   i-  Distribution 
for     It    Uulletins.  Circular*    I.    Info    Notices.  "     Svc     list    cncl. 
((EV(ll;HO,K    C          Director's    Office.     Office    of     Inspection    and 
f-nforcnmcut          £12/09/23.  Canto  1  idat  cd   Edi  son   CD      of    New   York. 

'  I&OIB    QSl          24*    Fiche.  50-000,82/09/23,3206190223. 


-OHIVOi::^     (t£     I.ifo    Notice    BS-40,      "Deficiencies     in   Primary    Cnntainraent 
t-Iettrital     1'cnetration    Assemblies."    Svc    list    end  ayl^,^ 

JHRIWN.E    L.          O.vi.lpn    of    Eng  Ineer  ir.g    t   Qua  1  ,  ty   A.iur.nc.         "/09/..B 

CDn*Dll<latRil    Edison    Co       of   Neu    York.     Inc  112Pp         15930.019.        -4X 

I-  1  die    50-000.  83/09/23, 


Ack     rOCB.pt    of    020414     UP    informing    NRC    of    Steps    taken    t,, 
correct    violations    "nted    in    IE    Emergency  Preparedness 

(i°,:v^;on7:f  Urgency    Pr.p.r.-B...  *  "P;"*"?:;,,8"" 

O'TOOLE.JD         Consolidated    Edison   Cn.     of    New   York.     In. 
OBB         2«    F,  che.  50-^7,03/10/01,  0^10070^5. 


Preparedness 


..-fl?100703.13  Ht.pondi    to  NHC   020310  mooting    re    IE  E»rg«ncv 
Appr....l    R/pt     50-247/S2-02.  Corrective   actions:  AppD     It 
-1    }Q  ,11    (,   SI    re^solved    Hem    13   not    fully    l  mp  lementetf-  but 
emerucncu    rcapanse    capabilities    not    affected. 
O'TOOLE.J.D          Consolidated   Edison    Co.     of    N.w   Yorl .     1  nc 
rtAVNES,  R    C          Region     1,     Office     of    Director.        3pp.        15634 
Fitho     50-347,32/10/01,8210070325 

0=08190239    IE    Info    Motice   82-41.     "Failure  of    Safety/Relief 


ho.  30-000,  82/10/22,0200190239 


102         2«    Fl.h.:  50-S47, 

,E    info    Not.c.   9W3,     -D.*«l.B«i..    >«  UWR  Mr   Filtration/ 
entilation    Bjri."    3vc    llit    •«*•  &  Qua|  ,  t     Assurflnc  e.       82/11/16. 

6"1"  - 


... 

90-000,  0s/n/i6,eaogi9034a 

IE    info   Notic.   83-43.     "PUR  •--  Temf    Dverpre,SurB 


B211230366   Forward)    revised    pigei     to    iemianr.jal    tffluerit    t    uiiti 
dispoial    rept     lubnitted    S20B30   Hevtttoni    effect    ninor 
editorial    L    typography ca  I    corrections     to   original    pagti 
O'TOOLEiJ.D.        ConsolidatBd    Ednon   Co      of   New   Vork.     Inc         82/11/12 
HAYNES. R    C.        Region    1,     Office    of    Director          Ip         161S5   O52         241 
Fi  che 150-003,  B2/1 I/ 12,021 1230360 

— B21I230372   Revned    pages    to    "Effluent    '.    Ussta   Oisposal    Seniannual 
Jan-June    1982    " 

.      Coniolidatud    Edison    Co.     of    Heu   York.     Inc         B2/11/13         3p  f 
16185   053         24X   Fiche    50-003,  S3/1 I/ 12, 631 !2303£B 


T      Hearing    transcripts    on    non-ant i truit    matters 


6211010580   Unofficial    transcript    of    B31021    public    diicustion    in 
Washing  ton.  DC    re    emergency    planning    at    Indian   Point    Pp     l-t.7 
Support  ing    documentatinn    encl. 

»      Comiisaioners.        83/10/21.       B6pp          15B9Bi  S5S        24 X 
Fiche.  30-003,  S2/ 1 0/21 .  821 1010580. 

8211300141    Unofficial    transcript    of    Connussion   B21119   neeting     in 
Washington. DC    re    briefing    on    emergent^    planning    statut 
Pp     1-37.  Vieugraphs    encl. 

.      Commissioners.        82/11/19.        43pp.        16250.202.        34X 
Fiche: 5O-003,  82/11/19,8211300141 


V      Operator    Eiaminations 


eactor    applicants 
ac  tor    operator 
begin    at    fac  i 1 1 tg 


8210130019  Generic  Ltr  B2-IB  tn  all  pou 
licensees  re  reactor  operator  t,  genio 
requalif ication  eiams  Advises  that  ei 
after  621001.  Svc  list  encl. 

EISENHUT,  D.  0         Division    of    Licensing         B2/10/I2 
Edison   Co.     of    Neui   York.      Inc         15pp.        1 6003 1  234         24X 
Fiche:  50-000,  H2/1O/  13.  8210130019. 


DOCKET   50-5   PENNSYLVANIA   STATE  UN IV.  ^RESEARCH 
^'operating     license    stage    documents   i    eorr** 


Consolidated 


licensees    re 


6210070015   Generic    Ltr    B2-19    to    research    S.   test    r* 

.r.hllttal    of    copies    of    documents    to    NRC.  Clari  f  les    number    of 
C0fiel    of    certaU    documents    to    oe    submitted    to   NRC.  Svc     U,t 

E^SEMHUT.DC         Division    of    Licensing.        B2/10/O5.  Michigan,     Univ. 

of         lOpp         15960:  140.        24X   Fiche:  5O-QDO.  BB/W/09.  a21C070015 

B21I130S91    Application    for    amend    to   License   R-2,  changing    Tech    Spacs    to 
permit   use   of    non-TRIOA    fuel    ,l.«nti.  cpntiining   t9SX 
enriched    U   dio.id.    fuel    pellets     in    subcrit.cal    arrays 


Fiche    50-003,  B2/10/18,  B21  1  15O551. 


- 


ritUa 


-02,1150556   App.ication    for    amend    t.   L.c.n  se 

o-jo.ide    fuel    pellets,  enriched     in   U-233.  in    s 

e.periments    y/Penn   State   Brea.eale    "«*"•,.,.-  uranium 

<±r^t*^^^^ 

6211130531. 


DOCKET 


50-6   BATTELLE   MEHOH1AL    IHBr          SEARCH 


8311110007  Respond,    ID  FOIA   request    for    three    »t*,<iri..   of   r.cord,  T. 

^i^K:.K:b!n;M  ^:;r^:^  "  £"£«... 

Si£jrEi^2H^^^ 

Ficne    50-006,  S2/OB/25.  831  1110007. 
-B2UH0064  Advl...    that    film  b-<.ge  reading    period   ..tended   du.   to 

^KS 

Flch«:  50-006,  32/08/25, 


-B2...104B7  For^rd,   revised   personnel    «nitorln,    procedure   for 
facil  ity.  Related    documentation    .ncl.  76/1 

"Tv^n-2-.F"!"''^""-'-?11^'*"  *»•  I6072:126' 


vn 

FicheT50-OOA,Ba.'Oa/35,B211tl0007. 
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DOCKETED  ITEMS 


— 8211110564   Request!    amend    to   Licenses     19-03330-02,19-03330-03    5   R-B4    to 
reflect   alignment    nf    new   radiation    protection    officer 
effective    810520,  Resume    encl. 

TVLERiR.E.       Defense,  Dept.  of.     Defense   Nuclear  Agency.       81/05/28. 
Radioisotopes    Licensing    Qranch     (Pre    790501).        3pp.        16073   211         24X 
Fiche:  50-006,82/03/35.8211110007. 


ersion    of   Revision     5    tr>    Emergency    Plan    Imp  ! 
0-7.     "Operational    Checks     of    Commun  i.  ca  Horn 


—0211160090   Public    ver 
Procedure    EPIP    500- 

Sys     (Primary    Hespons  ih  i  1  i  ty    -    Generating    Station    Emergency 
Plan    Coordinator)."    Receipt    form    end. 
*      CommoniLtea  1  th    Edison    Co.        B2/1O/1E). 
Fiche:  50-01  0,  B2/I  1/05,  831  II  60091. 


llpp 


IAIOI'271         '"-IX 


— 821111056B   Requests    amend    to   License!     19-08330-02,17-00330-03    &   H-84    to 
reflect    assignment    of    neu   radiation    protection    officer. 
Resume    enc 1 . 

TYLER, P. E.  Defense,  Dep  t.  of,  Defense  Nuclear  Agency  01/07/27. 
Radiuisotopei  Licensing  Branch  IPre  790501).  17pp.  16073  314 
S4X  Fiche:  50-006,62/09/25,8211110007. 

0.      Inspection    reports,     IE   Bulletins    t,    correspondence 

8211120426   Foruards    IE    Insji    Repti    50-006/B2-OI    E,   70-0008/82-03    on 
B21005-OB.  No    noncomp  1  ianc  e    noted. 

MILLER. J.R.        Division    of    Project    (,   Resident    Programs         02/1O/2B 
UNOftR.E.W.        Battelle    Memorial     Institute,     Co lumbus   Lahoratori e s         2pa 
Ii044    374.        24X   Fi  che:  50-004,  82/10/26,  B21 1  13O42A. 

-- 8211120433    IE    Insp    Repts    50-006/02-01    t,   70-OOOB/82-03    on    Bai005-OB. 
No   noncomp 1 iance   noted. Major    areas    inspec ted: operations 
ravieu, radiation    prntec tion. f ac II i ty    changes, safety 
commi  ttees,  QA,  emergency    planning   tt    Tech    Specs. 

PECK.C.C.,     GREGER.L.R.       Reoion   3,    Office    of  Director.       82/10/28. 
7pp.        16044:276.        24X   Fi  che:  50-006,  82/IO/SB.  821 1 120436. 


DOCKET   50-10   DRESDEN   NUCLEAR   PDWEH   STATION,     UNIT    1 

F.     Security,     medical,     emergency    t>    fire    protection    plans 

92-10040060  Generic   Ltr   82-17    to   all    pouer   reactor    licensees   t, 
applicant!  t-    holders   of  CPs  re    inconsistency    between 
requirements    of    10CFR50.  54(  t)   &  STS   for   performing   audits    of 
emergency    preparedness    programs. Svc     list   end. 

EISENHUT,  D.  0.        Division    of   Licensing.        83/10/01.  Consolidated 

Edison   Co.     of    Heu   York.     Inc.        Itpp.        14002'  280         24X 
Fiche:  50-000.  S2/IO/01,  B210040068. 

8210070019   Generic    Ltr    62-21    to   all    licensees    t,   applicants    of    nuclear 
pouer   reactors   re  Tech    Specs   for    fire    protection   audits 
Forwards   guidance   discussing   general    scope   t   describing 
element!    to    be    included    in   audit. Svc     list    encl 

EISEKHUT.D.G.        Division    of    Licensing,        82/10/06,  Consolidated 

Edison   Co.     of    lima   York,     rn(.         igpp         15993:338         24X 
Fithe: 50-000,  02/10/06,0210070019. 

B211060042   Foruards    IE    Insp    Repts    SO-010/B2-1 4,  3O-337/B2-1B   E. 
50-249/B3-17    on   820010-0903  &   notice    of   violation. 
«™S^RD'S'U"       l}lvia'on   of   Project  fc  Resident   Programs.       82/10/22. 
REED.  C.       Commonwealth   Edison  Co.      2pp.       15951    Qli       34X 
Fiche:  3D-010.  82/10/22,8211040042. 


P      Operating    license    stage    documents    4    c orreepnndenci 


8211030163   Forwards    S2Q909     1  tri    re    SEP    Phase     III     for    il  i  ttn-i  but  I  an 
SMITH. H.       Operating    Reactors    Drancli    5         H2/09/29  Oueralmn 

Reactors    Branch     5.        Ip.         15935:101.        24X    Fiche    SO--OIO,  U3/M/L"}. 
B21 1030163. 


-02092SO34  1    Requests    Lomments    on    prnpused    scope    n)'    iitIP    ['hasp     111 
as    reflected    in    encl    topic    definitions 

EISENHUr.D.  G.        Division    of    Licencing         QS/Of/O'l.        EDWAHDii,  I) 
Atomic     Industrial    Forum.        7Bpp.        lSfJ35:  102         24X 
Fiche:  30-O1  0,  H2/09/39.  021  IO3O163. 


IIJ 


-B2092803S3   Requests    cnmments    on    proposed    scope    nf    Phas 
reflected     in    encl     topic    definitions 
EISENHUT,D    G.        Division    of    Licensing         02/09/09 
Ouners    Group          77pp         15?3S:lflO         SIX    ficlie.  SO-010,  OfV(y;/;>V 
8211030163. 


211040480   Forwards    sot    of    evaluations     for    Each    SKI'    Ineit     re 
in    draft    5EP    rept     (NUREC-OQ22) . 

SMfTH.H.        Operating    Reactors    Branch    S.        H3/ 10/12  I'ulili 

Branch.        Ip.        15956   001.        34X    F  i  the    50-OQO,  B2f  10/  1  2, 


--B21IO40494   Forwards    recommended     ground    response    spectra     ( !JK    Unmn 
establishing    ground    motion    acceleration    values     for 
structural    re-evaluation    of    seismic     loads    for    o.islevri    ii|--|» 
sites. 

CRUTCHFIELD,0.        Operating    Reactors    "ranch     S         Dl/O/,/011  .li-r 

Central    Pouer    t    Light    Co.        2pp          I595&   OFJI.        2Ht 
Ficho:  50-000,  83/ 10/ 12,  821 1O4O4BO 

S3102iOOSS   Generic    Ltr    82-20    to    all    pouer    reactor     1  ,  c  „  ,,6  e  „  t .  pur  m,  i 
holders    5.   applicants    for    CP    re     guidance    for     implementing 
SftP    rule.  Forwards    NUREQ-0906.  NUIIEG    to    uc    uqod    ,)a     interim 
measure    until    Reg    Guide     1.70    revised    Svc     list    out  1 

EIBeTNH'JT,  D.  G.        Division    of    Licensing          tia/lQ/st,  Consn]  i  it  4  tin] 

Edison    Co.     of    Neui    York,     Inc.        9pp          15993    L'95         24X 
Fiche:  30-000.  S3/10/36,  B21O36OOBB 

8210270030   Generic    Ltr    82-32    to    al!    PHR     licensees    re    Cong  ,-BBS  i  ».,„  I 
request    for    info    concerning    steam  generator    tube    integrity 
Forwards    Congressman   EJ   Markoy    S21019    questions    re    steam 
generator    tube    i  ntegr  i  ty.  Svc     list    one  1 

EISENHUT,D.G.        Division    of    Licensing.        R2/10/26.  C0n.Dlid*lrd 

tdlion    Co.     of    Ne-u    York,     Inc.         lOpp.         16099.  C13H         94X 
Fiche:  50-000,  82/10/36,  Sel  0370030. 


E    InSp    RBpts    5°-°l°/a3-lt.5n~237/82-lS   !,    50-249/82-19   on 
S20B10-0903.NoncompliancB  not.  t:  fai  lure    to   have   adeouate 
fire   protection   equipment   surveillance 

TONGUE,  T,  M.        Division    of   Project   (,    Resident   Programs,       S2/10/H2 
lapp.        15951:019.       24X    Fiche:  50-010.  82/10/22,  821  1060042. 

8310290108  Generic   Ltr   83-23  to  all    licensees    ft  applicants   re 
inconsistency    between    requirements    of    10CFR73.  40(o  )    (,   STS 
for   performing   audits    of    safeguards   contingency    plans 
(security   plan).8vc    list    encl 

!d^onUr'D-°(    *MSil*   °,e  L1""sin9-       S2/10/30.  Consolidated 

Ednon   Co.     of    He  a   Vork.     Inc.       8pp.        15993'319        24X 
Fiche:  50-000,  02/10/30,8210290108. 


nrr  ««.    re 

intearated    IAEA   e>ercise    for  pdysical    Inventory   at  LWRs  Anu 
commltm.nt    to    participate    in  exercis.    is  voluntary   !<  any 
util    that   participate,   uill    be   reimbursed.  Svc    list   encl 

I  fsT^13-0,   wDIVifir   ?f  L1»«"'»-       W/H/M  C      solidated 

If    I       .S°^f    N'W   Vorl"     Inc'        UPP'        ">0«'J:004.        24X 
Ti  che:  30-000,  02/1  1/03,  821  10*0379. 


. 
FELTDN.J.M.   Division  of  Rule,  and  Records.   02/11/03 


™^^^^^ 

-'11"  -  "-- 


. 

SCQTT.D.J.        CommonWB*lth   Ediion   Co.        B2/10/39 
of   Nuc    ear    Rector  Regulation,    Dir«*«        ip 
F»ch*:  50-01  0,02/1  1/03,821  1160081. 


DENTflM   u   a         neci 


F°TW*rds    revised 


to   CG-l-A.  Revision    22,     "Oft 


SWARTZ.E.D,       Commonwealth    Edisur,   Co.       (52/10/37        llftftSS.  M  P        do  a  1  t  I  u 
nch<      lp       15QBA  149      a"x  ^'"••M-ooo. 


-8211020664   Revised    pages     to   CE-  1  -ft.  Revi  s  i  on    2 
Pages    1-33    to   Revision    H   dtd    800909   encl. 
SWARTZ,E.D.        Commonwealth    Edison   Co.        CE-l-A   H22   EHR 
6pp.        158B6:  146,        24X   Fiche:  50-000,  02/10/H7,  031 1O2065I 


'QA    Topical    floj.[ 
IIS/  I  m>  I 


| 
from   Revision    22    to    OA   program. 

SHAHSKI.W,  J.       Commonwealth    Ediaon  Co. 

'"      1604S:053' 


'"25    lMdv.pt.nll,    offl 
' 


roood        p""«|"«7«"t-tio»    supportina    Commi55ion   approval    C 
Dropos.d    de   fflinimis    release   criteria    for   uncontrolled 
release    of  matls    From  controlled    areas,  contained    in   util 
radiation  protection    stds.per   Reg    Guide    I    86 

n    C°TOI1^BalJh    Edlson    Co-        62/11/10.        DENTON.H.n.        Of 


encl    Sv      list    el' 


ruari's    NUREG-0744,  Revision    I.W/o 


t  v  .  , 

taiion    Co.     of    Neu   York,     Inc.        52pp.        [6233-212         f?4X 

Fiche:  50-000,  SK/1  1/13,  821  1160047 


DOCKETED  ITEMS 
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Inspection    reports,      IE    Bulletins    t,    correspondence 


l350ai<JG220  IE  Info  Notice  82-37,  "Cracking  in  Upper  Shell  bo 
T  r  sns  1 1 1  rin  Cone  Girth  Weld  of  Steam  Generator  at  Operating 
Pi;i!  "  Sve  list  cnt  1 

JfiRDiMJ.  E  Division  of  Engineering  ',  Quality  Assurance.  92/09/16. 
Consul  iddled  Edison  Co  at  New  York.  Inc  105pp.  13929  264.  24X 
FicNc  50-000.  O2/QWli>,820BI9O22O 


i  si  on    1,     "Welds    in    Main    Control 


50Hlf0322    IE     I nfo    Notice 
Panels     "    Svc     1 ist    encl 

JflrtDAN.  E    L         nivision    of    Engineering    &   Quality    Assurance.        B2/09/17. 
Cori9olid,}'.fd    Edison    Co       of    New    VorV,     Inc.         107pp         15695:185.        34X 
firho    SO-IJOO.  EI3/09/17,  0306190222 

:;\rjCJ  L  90ya(7    IE     Infn    Notice    B2-39,     "Svc    Degradation    of    Thick    Wall 
St.aitili'4*    Steel    Flee  ircula  t  lan   Sys    Piping    at    BUR    Plant." 
live     list    encl 

•  JORDAN,  IV .  I..         Division    at"    Engineering    !<   Quality    Assurance,        82/09/21. 
Consolidated    Edisun    Co       of   Mem    York,     Inc.        Btpp         16017:098.        3-1X 
IJ  it  tit'    SO--OOO.  Oa/09/31.  S2QB190B29 


It"    Info    Notice    B2-3Bi      "Change    in   Format    fc    Distribution   Bys 
i1  or    IE    liiillut  ins,  Circulars    '-•    Info   Notices."     Svc     list    encl. 
DEYOUNU,  R    C          Director's    Office,     Office    of     Inspection    and 
ETnforceniBiit          (13/09/22.  Conso  1  i  dated   Edison   Co.     of    Neui   York.     Inc 

HOpp          16010    021         24X    Fiche:  50-000.  82/09/22,8208190223. 


iJ.ll  190233    IE     Info   Noti 


82-40,      "Deficiencies    in   Primary    Containment 
«\d  <;pnih  I  i  e  5     "    Svc    list    encl 
JtWtfiM.  ET    L  Division    of    Engineering    S.   Quality    Assurance.        82/09/23. 

Consolidated    Edison    Co       of    New    York,     Inc          112pp.        15930:019.        24X 
I   irlie    50-000.  02/09/22,9206190232. 

.:i;HI90SalV     IE     Info    Notice    82-41,      "Failure   of    Bafetu/Helief    Valves    fco 
Llficii    at    HUH.   "     5vc     1  1st    encl. 

JIJHIWN:  E    L          Division    of    engineering    fc   Quality   Assurance.        62/10/32, 
Consul  ula tod    Edison    Co       of    New    York,     Inc.         110pp.        15960:  1  S3.        34X 
f  i cho    50-000,  32/10/23. 82O0190239. 

JMlOdOO'ta    Forwards     IE    Insp    flepts     5Q-OIO/B2-1 4, 50-237/63-10   t, 
"  5O-l'49/[i2-lt'     on    B3QOIOQ903   t    notice    of    violation. 

HPEBGABO.  K   L.         Division    of    Project    t.   Resident   Programs.        62/10/22. 

(il-'El),  i:.        Ciimrr.oniJo,iUh    Ellison   Co.        2pp         19951:016.        24X 

I-  ic  he    50-010,  02/10/22,021  1060043 


Nut  ice  of  violation  from  insp  on  B20B10-0903. 
fil'KGiSAHD.  H  L  Division  of  Project  t,  fieaident  Programs 
!p  \'J1'.>1  01S  21 X  Fiche  50-010.  B2/ 1O/22.  B21 1060042. 


es/io/as. 


.-1)211060071     IE     Insp    Flfipta     50-010/82-14,50-237/62-19!-    90-249/62-19    on 
flt'OD10--OvOa    Noncoitipliance    noted:  fai  lure    to    have   adequate 
fire    protection    equipmont    surveillance. 

TOKiTJE.  T   11    .     dOHDAN.M.  J.  ,     WALKEB,  H.  D.        Division    of    Project    it 
lies  i  ilon  t    Programs.        02/10/33.         12pp.        19931:019.        24X 
Fir  ho:  50-010,02/10/22,0211060042. 

(3,>00190;MH    IE     Info   Notice    82-43,      "Def  ic  ioncie  a    in   LWR   Air    Filtration/ 
Ventilation    Eys.  "    Svc     list    end  BO/M/IA 

dDIIDW.E    L.         Div,Si<in    of    Engineering    t   Qual  1  ty   As  •«*«..        62/  1  1/16 

Co.isolidatum    Edisun    Co       of   Neui    York,     Inc.         Illpp,        16171:233.        34X 
TicliO    50-000,  82/11/16.  6206  190248. 

0211240:1.12    Forwards    6ALP    R.pti    50-254/82-11    t.    50-265/82-12   presented 
nn   B,?0602   covering    assessment    period    Jul    1980  -  D«    'lfa' 


-02112403.16  Comments    on   SALP  rep  Is    presented    at  public   meeting    on 
IJ20602   Apnropriata    consideration   of    positive    performance 
trends    prior    (<   subsequent    to    SALP    interval    should    be 


3        fice    oDirector. 
8211240342. 


J.sar,    Co.        6S/06/18.        KEPPLER.  J.  0, 
24PP,       24X   Fi  ch,;  50-000,  62/1  1/16, 


&20B190253    IE    Info  Notice   82-4S.     "PWR  Low  Temp   Overpressure 

SSRDMfB'L:  "    Divilion    ^Engineering    t  Qua  li  t«   A.....JC. 
Consolidated   EdUon   Co.     of  New   York,     Inc.       93pp.       16BG2. 


B2/11/J9. 
.29B.       24X 


on  . 

Fiche:  50-000,  03/11  /I1?,  S2OB190253, 

R.     Periodic    operat  ingrepor  tsrelated_=^e  spond.nc. 


— B211100121    Monthly    operating    repti    For    Mar    19B2. 

SCHROEDER.B.  A.        Commonwealth    Edison    Co.        62/04/02. 
16036:060.        24X   Fiche:  5O-OIO,  B2/04/02.  821  1 1001 14. 


21pp. 


B211150306   Forwards    monthly    operating    repts    for   Oct    1982. 

SCOTT,  D.  J.        Commonwealth    Edison   Co.        82/11/01.  Director's    Office, 

Office    of    Inspection    and    Enforcement.        lp.        16060:192.        24X 
Fiche:  50-010,  82/11/01.8211130206. 

—8211150209  Monthly    operating  repts    for   Qc  t    1982.  Summary    of    operating 
experience    encl. 

SCHHOEDER,  B.  A.       Commonwealth    Edison    Co.        82/1I/O1.        lipp. 
16060    193.        24X   Flche:  5O-Q10,  82/1 1/O1-  BS1 1 150206. 

S.     Reportable    occurrences,     LERs    t    related    correspondence 

8211020101    PNO-I1I-82-120: on   B21037.  f our    security    guards    suspended    nr 
terminated    for    drug    use. Region    plans    to  perform   special 
investigations    at    various    hours    to   monitor    security    guard 
fitness    for    duty- 

MADEDA,  T   ,     MILLER,  J-       Region   3,     Office    of   Director.        B2/1Q/28.        lp. 
15BB2.  307.        24X    Fiche:  5O-O10,  B2/IO/28.  B211020IO1. 

8211160334   Forwards    Deviation   Rept    12-2-82-73: on   021007.  watte    dump 
trench    t   radioactive   contamination    level   ranged    from 
3,000   to    15,000   counts    per    minute,  exc  eerfing    radiation 
protection    control    stils.  Caused    by    scrap    concrete    in    dump. 
SCOTT,  D   J.        Commonuaalth    Edison    Co.        B2/11/D9.       KEPPLER,  J.  O.        Heginn 
3,     Office    of    Director.        3pp.        16081.344.       24X   Fiche:  50-010.  82/1 1  /O9, 
8211160324. 

B211S90646   PNQ- 1 1 1-B2-127: on   B31 1 19, security    guard    arrested    by    Joliet, 
IL   police    on    charges    of    possession    t,    delivery    of    controlled 
substances    following    seijure  of    marijuana  &   PCP.  Guard 
suspended    Electrician    also    suspended    for   suspected    drug    "»••„„ 
CREED.JB.,     MILLER, JR.        Region    3.     Office   of   Director.        B2/11/22. 
lp.        16223:203.        24X    Flche:  5O-010,  62/1 1/22.  821 1390646. 

V.    Operator   Eiaminations 


6310130019  Generic   Ltr   S2-1B   to  all    pouer   reactor   applicants   t 
licensee!   re    reactor    operator  d    senior   reactor   operator 
^qualification   exams.  Advises    that   eiams  begin   at    facility 
aftar   021001,  Svc    list    encl, 

EIBENHUT-D   O.        Division    of    Licensing.        83/10/12.  Consolidated 

Edison   Co.     of    Neu   York,     Inc.        19pp.        16002:234.        24X 
Fiche:  90-000,  B2/10/12,  8210130019. 


DOCKET   50-13   BABCOCK   (-   UILCOX   CD.     CRITICAL  FACILITY 
P,     Operating    license    stage    documents    fc    correspondence 

S21007001S  Generic  Ltr   62-19   to  research   J,  test   reactor    lionstes   re 
submittal    of    copies    uf    document,    to   NRC.Clarifies    number    of 
copies    of    certain    documents    to    6e    submitted    to   NRC.  Svc    list 

EISENHUT.DO         Division    of   Licensing.        B2/10/05.  Michiflan,     Univ. 

of         10pp.'     (5960:110.        Z4X   Fie  he:  50-COQ.  S2/10/05,  82IOO700I5. 

0.     Inspection   r«port»-     IE   Bulletins   !<  correspondence 

63111S0690   Forwards    IE    Insp    Rept    90-013/62-02    on   930923-23.  No 

VERRE^l!""    "Sivtsion    of    Project    *   Re.id.nt   Projr^..        B2/10/OS. 
ENOELDER.T.  C.        D.bcock    t   Wilco,    Co.        lp.        16061:240.        24* 
Fiche:  SO-013,  B2/10/OS,  821  i  19063O. 


—  B2111S0658  IE  In»P  Ropt  50-013/32-02  on  620922-23.  No  no^com 
noted.  Major  ,r.a.  in.p.c  led:  surv.i  1  lance  (,  LER,,  procedure 
compliance-  safety  review  commi  tt.e  audits,  requali  flea  tion 
traininoi  loos  f<  retorils  fc  organiiat  Ion. 

JARDIN/A   K    ,     BURGER,  C.        Division    of    Project   t,   Resident    P' 
BS/?0/05         4pp         16061:341.       24X   Fiche:  50-013,  62/10/03. 


DOCKGT  50-20  MASSACHUSETTS  JNST.    OF 
pr'sicurlty,    medical,    emergency   t.   fi 


RE  ACTOR 


82U300337   Forward.    IE   3.fB9Uards    ln«p    R.pt    50-020/B3-QE    on 
MAKTIN"mfllaD"i"i0ndof   Engineering    *  Technical   To,p«. 

CLARK!  L      K.««hui.bt.  in,mut.  of  T.chnoUny.     2PP. 

24X   Fiche:  30-020.  82/11/08,081  1300337. 


820927-20. 


Office    of    Inspaction   and   Enforcement. 
Fiche:  90-010-  82/04/02-  621  1  1001  14. 
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--6211300343    IE    Safeguards     Intp    Hept    50-020/82-02    on   820927-28.  No 
noncotfpliantt    not»tf   Major    an.j    inspected : imp  lamentation 
.tJtui    of    lic*ntre    physical    stcunty    plan    t    review   of 
giniral    rtquirejunts    for    physical    protection    of    SUM. 
n^^iL   "    '     £MITH-G   c    >    CDDV.A   T         Region    1,     Office    of    Director. 
B2/I1/O3         2pp          1423S    lOf        24X   Fictie.  30-020,  B2/11/OB.  9211300337. 

0      Inspection    r.porti,     IE   Bulletinj    f.   c orresp ondancs 

0211300337   For,arg.    IE   Safeguard.     Insp    Rept    30-020/O2-02    on   920927-20 
no    noncoop I  lance    noted 

"r^Ilu'f    T         Dlvl>1Dn    of    Enjinnnng    &    Technical    Proarams.       62/11/OB 
3jvr      *         "d"-t'11"""t*    Institute    of    Technology.        2pp          16236:107. 
24X   Ficht.  50-020.  92/1  1/03.  S21  130O337. 

—6211300343    IE    Safeguards     Imp    Rept    50-02O/82-02   on    B20927-2B   No 
nonconplianc,    notefl    Major   area,    inspected ;  implementat ion 
stJtui    of    licensee    phyiical    security    plan    t.   revieu    of 

62/11/03         2pp.        14234-  109        24X   Fi  che:  50-02o!  B2/1 1/09°B2I  1300337^ 

Uf'IV.     RESEARCH   REACTOR 
— f!!""^!.™!*'"!'     em>r«""V    I    fire    protection    plans 

I    public    version   nf    emergency    plan. 
Uian    of   Rules    and   Records 

l  On  o  F  £rnBrg  i 
ish i ng ton  St , 
:<nBing.  2p| 

--82HI20543   Public    version    of   ,m.raencu    pldn 

FI.K'So^^JlfJo^.uS^'"-       SOPP'        IMM:Ma        «« 

P.    Operatino    lit»m.    >(j>^a    ^  i      , 

' ilfl"e    flDcufflents    t    correspondence 

B210070015  Generic   Ltr  B2-19   to  research   i,  t.it   reactor    licena 


B210290109   Generic    Ltr    82-23    to    all     licensees     &    appllcanta    ra 
inconsistency    between    requirements    of     lOCFfl  73.  1O(  g  t    t,    ESTfi 
for    performing    audits    of    safeguards    contingency     plans 
(security    planl    Svc     list    entl 

EISENHUT.D.O.        Dwiiion    of   Licensing.        02/1O/30.  C^n.D  1 1  da  ted 

Edison    Co.     of    tleta    Vorl,      Inc.        Bpp          1 3993   3 1 9         'MX 
Fiche:  5O-QOG,  62/10/30,8210290100. 

8211040379  G-neric    Ltr   02-25    to   all    pou^r    rector    Ucet.soo,    re 
integrated    IAEA   e, erc.se    for   physical     inventory    «t    I.IJIi,    Any 
conimitniB-t    to    participate     in    eiertise     is    voluntary    ',    _ni, 
util     that    participates    LI  1 1 1    be    reiraduraeri    Svc     livt     enr.1 

Lr^UC»01^    ND<Vi''rn    e'U"n""B         03/H/03.  Con,0lid*l.J 

Edison    Co.     afN.iuYork,      Inc.        1  Ipp          16O19:  OOfl.        iMX 
Ficfie:  50-000,  02/11/03,0211040379. 


Hal  1090370   Acj     receipt    of    Bi30602     !  tr    m 
correct    violations    noted     in    IE    SaFegua 

' 


Fiche:  50-029,  B2/ 11/03,  021  109037O. 
--3211090379   Forwards    rospansp    i0    w 


F.chc:  50-029, 82/1  1/03,8211090370 


9311160537    Release,    public     version    of    B.vHor, 
App    A    re    emergency    classification    sua    A 
levels.  mori 

FELTOW,  J.  M.        Diviaion    uf    fiulej    ana    Hi.conls 
M.nagement    Branch.        1  p          16124    233         S-JX   Firh 
8211160537.  *"•   '  lcl 


—0211160539   Foriuards    pul)llc    version    of    Re 


--B21116Q542   Public    version    of   Revision    2    Ln 

n::;::  :js;;'i;:.'i:;.'K  -  ~  »~: 

Fiche;  30-029,  82/!  1/03,  B2I1  160337  ^ 


POWER   STATION 


PEL  TON,  J,  M. 
Management 
8211170019. 


f    ,t.pl 
' 


ancu    nl-,,, 
* 


w 


B210010068  C«n»ric    Ltr 


10CFR30.  34(  t| 
dneSS    '»    « 


t      n 


to  CmcrfllintlJ  ,,lan 


s«^ps™s:p^:P^ 

R«vi,ion    17    to    table    of    content!   «T     ""-'n"-    CNBc*." 
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Doctors    Br 


s   B™909    'trs   re    SEP    ™as*    'I'    fot-    distribution. 
ing    Raactors    nranch    S.        B2/C9/29.  Oneralina 

5.        Ip  15933:101.        34X   Fi  che:  50-OIO,  93/09/39, 


-82092B0341    Requests    comments    dn    proposed    scnpe    af   SEP   phasB     [  j[ 
as    reflected     in    encl     topic    doFinitions. 

ElSENHUr,  I)    o         Division    of   Licensing         B2/Q9/Q9.        EDWARDS.  J> 
Atonic     Industrial    Forum.        7Sp  p          15<?35    103         24.X 
Fiche     SO-OIOrBS/O^/S1?,  821  1030163 


-B2092B0353    Requests    conMnents    on    proposed    scope    of    Phase    III    program   as. 
reflected     in    and     topic     definitions 

ElSENHUr,  D    G         Division    of   Licensing.       B2/O9/O-?.        KACICM.fi          SEP 
Omners    Group          77pp          15935    ISO.        24X   F  ic  he:  5O-OI  0.  83/01/29, 
62  1  1  O3Q  163 


621117003-1    Addl     respnrise    to    FD1A    request    for    documents    re 
(•reimplement*  tion    review    of    NUIIEG-0737,  Item    II.  F.  2    on 
detection    of     inadequate    core    coo  1  ing.  Foruar  da    documents 
1  i  stad     ir>   App     Q. 

FELTO.'J,  J.  H          Division    of    Rules    and    Records.        B2/10/O8 
Dnc-Sgarch    Associates          2pp.        lil3Q:O29.       24X   Fich 
aai 1170034 


CONNOR.  L. 
-029.  B2/IO/08, 


--B2HI70045    Comments     on   We*  t  inghouse.  C-£,BS,W    &   QE    ouiners    group     ru.p  onset 
to   NUREO-057R,  Short-Term    Lessons    Learned     Item    3.1. 3lb) 
concerning     unambiguous     ind Scat  ion    of     inadequate    core 
cooling    Recommendations     for    followup    action    provided. 
HOLAMAN.G    M         SaFetu    Program    Evaluation    Branch,        82/IO/OB, 
PHILLIPS, L          Core    Performance    Branch.       7pp.        16130032         34X 
Flcoe    ^0-000,02/10/00,6211170034 

B3 I  I  040480    Forwards    set    of     evaluations     for    uacft    SEP    topic    referenced 
ir,    draft    SEP     vept    (NUHEG-0032). 

SMITH,  H         Operating    Beat  tors    Branch     5         Q2/1O/12.  Public    Document 

Branch          ip  19956    001          3-JX    Fiche:  5Q-OOO,  03/10/12,831  104Q4SO. 


Jersey 


uiards     recommend  ad    ground    rasponso    spectra     (SH    damping), 
eata&lisdino    ground    motion   acceleration    values    for 
structural     re-evaluation    nf    seismic     loads     fop    eastern    SEP 
situs 

CFIUFCHFIEU),  D         Operating    Reactors    Branch    S,        Gl/Oi/OB 
Central    Power    ti   Light    Co         2pp.         15956:001.        24X 
Fiche     50-000,03/10/19.8211040400. 


B21I0305.S3   Adviae-a     that    application    fee    requested     In   NRC    820811     1  tr 
have   not    been    received.  Foes    should    be    submitted   uilthin    13 
days   of    receijit    of    Itv 

DI003.FI    M         License    Fee    Management    Qranch.        92/10/15         KAVi  J    A 
Yankee    Atomic     Eloctric    CD.        Ip.         15915-336.        24X 
Fiche    50-029,  B2/ 1 0/15,  021  103O563. 

8210260039    Generic    Ltr    B2-3Q    to    all    power    reactor     I  iceniees,  f  e-rmi  t 
holders    '»   dp  |>  I  i  c.mts    for    CP   re    guidance   far    Implementing 
SUP   rule    Foruards    NUREO-O90A.  NUHEO    to    ae   used    as     interim 
measure     until     Reg    (iuiile     1 .  7O   revised.  Svc    list    en-c  I 

EISENH'JT,  D   O          Dl  vl  s  i  an    o  f    L.lcen-a  ing.        (32/10/34.  ConsoliJatod 

EiJison    Co.     of    Neuj    Vort,      Inc         ?pp.        1 5993-  295         24X 
Fiche    50-000.  03/10/26,0910260060. 


Forwards    addl     payment     for    B2O727    proposed    Change     177,  in 
rciponfe     to    NRC    B20B1  1     fe     1-013     I  tra    rtdvi-s-ca    af    a-d  dress 
ch-ange. 

KAY,  J.  A.        Vantee    Atomic    Electric    Co.         B2/11/O3.        DIOOS.fi.  M.         License 
Fee    riarrjgarriBn  t    Dranch.         Ip.         16143:195.        34K    Fi  ch«  :  3O-OS1,  OS/  1  1  /O3, 
521  11B03OS. 


Foriuard*     raviiad    ^agas     65-7O    to.     "Vankao    Nuclear-    Powsr 
Station    Core    KVI   Performance   Analysis,"    correcting    values 
for    boron    con  c  entrationa     in    Modes    1-4.  Values     corrected     to. 
account    for    fuel    temp    reactivity    effect. 

KAY,  J.  rt.        Vanlee    Atomic     Electric     Co.         02/11/10.        CHUTCHFIEUO.  D. 
Operating    Reactors    Branch     5.        Zpp-.         1  620A    2S4         24X 
Ficho:  50-03-?.  32/11/10.021  I24OO31 


-B211240041    Correct&d    Pages    65-7O    to,      "Vatifcoe    Hue 
XVI    Performance    Analysis.   " 

*       Yankee    Atomic     Electric    Co.         YAEC-1323.        82/1I/1O 
16306:336.         SIX    Flch  e  :  30-O29.  B2/1 1  /  1  O.  B21  13-40O31. 


ar    Pouer    Station   Cort 
6pp, 


B311140047    Generic    Ltr    S2-2i     to    poiuer    reactor     licensee*     (eicspt     Fopt    at 
Vt-ain)     re    NUREG-O744,  Revision    1,      "Pressure    Ve-sael    Ilatl 
Fracture    Toughness."    Forward's    NUREQ~074fl,  He-vis  i  an     1 .  M/o 
enc  1 . Svc    list    enc 1 . 

EISENHUT,  D.  0.       Division    of    Licensing.        R2/II/13,  Consolidated 

Edlion    Co.      of    New    York,      Inc.        S2pp.         16232:313.        24X 
Flche:  30-000.  82/11/12,821  UAOCW7, 

B211S901O5    Adv»»e3    that    r  oq.ul  rementa    of    WUREC-O737,  Itemi    II.E.4.2.ii 
"Operable    Valves, or    if    Glased    Must   be    Sealed    Closed"    I. 
II,  E   •),  S.  7,      "Primary    Containmont    High     Radiation    to    Close 
Vent   d  Purge    Valve*,"    fiave    bean    met.  Safety    evaluation    encl. 
CRUTCHFIELD,  D.        Operating    Reactors    Qranch     5.        B2/11/I2.        KAV,   J.  A, 
Vankee    Atomic    Electric    Co.         12flp.         16151:003,        24-X 
Flche:  50-0-29,  82/11/12,  B2  I  !1<7O!BS. 

B311300338  Advlies    of    plans    to    delay    installation    c-F    control    room 
emergency    filter    ays,     d<ja    to    turfcine    overfiaul    &    oquipmont 
delivery     delays.   Installation    erjicctacj     b(j    B3D501. 

iKAY.J.rt.        Vanlee-    Atomtc    Etoctric     Co.         B2/11/16.        CKUTCHFIELD,  D. 

Operating    Reactc-ra    Branch     3.         Ip.         1&E3H;  O26         24X 

Fiche:  50-029,  BS/ll/li,  £321  13CX)a3a, 

02I129COOI    Foruardi   Amend    7fa    to    License    BPH-3, safutu    evaluation    «. 
notice    af     issuance    ft    ava  I  I  ab  i  1  i  ty.  Amend    revlsea    min 
p«-rmia»iblie    flow  rates    in    shtitdouin    coolina    BU.S    during    Mode    t> 
oparatl  on. 

CRUrCHFIELD,  P.         Dperatfng    Reactors    Branch    3.        82/1 1/23         MY,  J,  A. 
Yanlee   Atomic    Electric    Co.       Epp.        16217:001.       24X 
Fiche: 50-029,  D2/ 11/23,32! 1290001. 

— B211290QOS  Amend    76    to   Licence    DPfi-3, re vlai ng   min    permiisiblo    flow 

rate*     In    shutdown    cooling    «g»    during    Hado     h   aperatton 
,       CRUrCHFIELD,D.        Qparatinj    Ruactors    Drancti     3.        Oa/11/23          7pp 
[6217:003.        EflX   Fi che:  50-02?, QS/ I  1/33, BSl 1290001 . 

— 0211290003   Safety    evaluation    supporting    Amend   7A    to   License    DPH-3. 

*      OPrlce    of    Nueloar   Reactor    neoula ti on,     Director,       BS/ll/23         Una 
16217: 010.        24X   Fiche:  30-029, 82/1 1 /H3,  HS 1 1290001. 


33102700^0  Generic    Ltr   02-23    ID   aU    PWR    liceniBei    re   Congrts-s  i  ona  1 
requEst    for     info    concerning    steam   generator    tube    integritu. 
Foruinril-s    Cong  rsssmari  EJ  Markeij    S31019   question*    re    steam 
generator    tube    intogr  i  ty.   Bvc    list    encl. 

E3EEIJIIUT,  D.  G.         Division    of    Licensing.        92/10/26.  Cnniol  1  dated 

Edison  Co,     of    New  York,     Inc.       10pp.        16097:333        34X 
Fichfl:  50-000,  02/  [0/2c,,  Q2  10370030. 

B2L10004II    Provide!   addl    info    for    Proposed  Chang*    17fc  which   nvlses 
Tech    Specs    b<j     changing    min    flniu    required    for    RHR    during 
Mode  6   opera  t  ion,  fiflcant    plant   mod   on    flow   control    valvo 
decreaied   actual    available    flow   rate. 

KAY.J.A.        Yankee    Atomic    Electric    Co.        BS/IO/21?.        CnUTCHFIELD,  D, 
Operating    Reactors   Dranch    S,       3pp.        15955:334.       24X 
Flche:  5O-039,  B2/10/29,  B31  IO4O41I, 


B211CH0199   Notifie*     that    SEP    Topic    V1II-1.A,      "Potential    FjilKre 
ABSoriatod   W/Degradad   Grid   Voltaoe,  "    complete    For   purpo«s   of 
eonductinB    in  teorated   assessment    of    fac  ill  ty.  Design   details 
for  diesel    generator    load    shedding    requested, 
CARUSO,R.       Operating    lleac  tors   Branch    5.       Q2/11/OB.       KAY,  J  A. 


Atomic    Electric    Co, 
92)1040199. 


Yankee 


3pp         15929:173.       24X    Flche:  50-029,  98/1  1  /OB, 


821 1090331    Responds    to   NRC    B209B3   r>eq.ue.t   for    addl    info  re   TMI    Action 
Plan    It»m    II.  Q. 4.1,     "Training    to    Mi  ti  gat»  Core  Damngi.  " 
Oeneral    plant    training    program   uifll    be    rtviitd    to    include 
initial    training    fcrefrnher    training. 

KAV.J.A.       Yankee    Atomic   Electric    Co.       B2/11/OB.       CRUTCHFIELD,  D. 
Operating   Reactors   Branch    S.       Ip.        16004:094.       24X 
Fjch»:  50-029,  03/11/02,9211090231. 
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"12*;*...-    ^tjorti'     IE    Bulletin!    ti    correspondence 

is:..;/    IS     l-io    Matit*    D2-37.     "Cracking    in    Upper   Shell     to 
i^nit;-!   f.3r.,    Cirth    Udd    of    StejJi   Qenirator    at    Operating 

"'""'i   t-         Civitson    of   Engineering    t   tlualitij    Assurance.        82/09/16. 
•1:113.1.3    ejisan    Ca      of    fitu    Yorl.     Inc.        105pp.        15930:001.        24X 

'•  *.:-•:•:•:).  GS/OI"!*.  Eaoeiwsao 

.•;.:».-;     TF     ;^f0    r^nc*    0^-34, Revision    I,     "Helds     In    Main    Control 
'*'*     "     S-:      ll»t      »ncl 

':•'..''   P    L          Bunion    at    Enjineering    &   Quality   Assurance.        B2/09/I7 
c--i  =  l  ia*l.i    eajion    Co      of   Ntu    York,     Inc          107pp.        15095:105.        24X 


'JCilf    If:    ir.fa,    N3tic»    B2-M.     "Svc    Degradation    of    Thick    Us]  1 
inlKj    at,,  l     Biecirtulaticn   Sy«   Piping   at    DWR    Plant.  •• 

I  i  »  I    *  •:  :  1 

.»,'-   f    i.         Dl.-ision    of    Enjineenng    S,   Quality    Asiurance         63/09/31 
^"ii'I  iiji.j    £j,,on    Co      of   tltu   Vorfc,     Inc.        B6pp         IfiOlT'O'JQ         24X 

*    -. 


r'"1^"    !f    ln'°    "*tiE8    BB-3B'     ""-"9*    i"   Fornwt    1,   01  itr  i  but  i  nn    Sy, 
fcr    ;£•   u^U.  Mns.C.rculan    t,   Info   Notices.  "    Svc     list    encl 
^.LA-.-.f;   ..         Dirtctor'i    Office.     Office    of    Inipection   and 
(.f-i-ar^.r.rt         e;/O9/25  Consol  idat.d   Edi  ,on   Co.     of   New    York.     Inc 

JU-j?          IsOla    On          24«   Fich..  50-000.  82/07/32,  B30H190333. 


S30B190253    IE    Info   Notice    32-45,      "PUR   Lou   Temp    Over  |>r<es  tar  e 
Protection."    Svc     list    encl 

JORDAN.E.L.        Division    of    Engineering    i,   Quality    rt-5  stirjric.         J32/1I/I 
Consolidated    Edison   Co.     of   Neui    York,      Inc.         V3ff.          lli'JTJ    2TO         ')n 
Flcher  SO-000,  03/11/19,0206190353. 

R.     Periodic    opffrflting    reports    t,    relatod    c  nrre  inonilone  0 

B211100I07   Forwards    monthlij    operating    rept    For    rtii  r  l'lt\l> 

MDODV.D.E.       Yankee    Atomic    Electric    Co.        n2/Orj/]L'.  tlffn-i-    (if 

Hanaoement    and   Program   Analysis           Ip          1602 JJ     17O  iijy 
Fiche:  50-029.  B2/O5/12,  Q21  110(1107. 


Ban  1001 10  Monthly    oporatino    rept    fgr   Apr 

DOVLE,A.E.        Yankee    Atomic    Electric    Cn 

24X    Fiche.  50-021?,  H2/03/12,  Q2  1 1 100107 


, 

L   H         Yankeq    Atomic    Electric    CQ.        fiafOt/in. 
Han-oement  and  Program  Analysis.        Ip.        ISW.H'  I/,/, 
Fiche:  50-029,  a2/07/  13,  021  10201  7fl 


Vankoo    Atomic    Electric 
3.X    Ficne    SO-027,  03/09/ 


Aug 


'in  p. 


i.'-JiMt.*1^1*0"   r'    En!i""r"1"    l   ft'-lit/A.iuMne..        02/09/32, 

,"'"'**   ttf'SOI>   Co      of   New   VoM.     Inc.        l|2pp         I593Q-OI9         -"H 

'    5--.-.J..O.  e^/ 09/22,0203190232  PP         '"JO-O^         24X 


,821  1090173 


0"   820923-27.  Mo 


1™- 


Atomic    Electric    Co.        HI' 


»P  crating 


N,  e  e 

fipp 
PP 


8200170339. 


rlg    ^   Technl  cal 
:  SO-Oa9,  03/10/21, 


0211010135   Forwards    LEfi    O2-030/03L-0 

,f  •ojr?:-:,^^^*^- 

:  30-029,  B2/10/23,  021  1010133 


charger    for    battery    2 
CoMalon    Sya    e,U  i  p  In 

"* 


5211010133, 


,  ua/  10/Hi) 


At.    ,.,„.!     gf   gg 

iel.t.on,    not**    in    tc  looming    NRC    of    [teos    tai.n     .- 

.;;  s:--  ;-«'"  »K."B«I,I?SE?J-"-'K'" 


;';,;-;;.;;-.  .....  ,.  « 


-  ....... 


_,„     ,         -     --"^».*cu    mi    me 

3/B-inch    inditation    in 
S2110I0163,      r'";t0r         3P 


.  036,       34X    Pi 
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2! 


62111B03IS    Foruarda     carructod   LEU    O2-035/OIT-1 

AUTIO,  H  A.       Vantoo   Atomic    Electr.c   Co.      03/11/03        HAVMCB   a  /• 
nflg,  on     I,     Off.e.    of    Director.         lp.         16H1    252         24X  C' 

Fiche.SO-02'?,  03/11/03.  02  1  1  10031  S.  ' 


°F_    NEW   VORK-  RESEARCH   REACTOR 
Hcenie    stage    dotumenti    &    e  orrospondeni  a 


—  B31HB033A   Correct*!) 


OS-03S/01T-1  •  on 


.»rt-  i.       i, 

=  Protection 


-  . 

p.rflls.i-vP    c.rciMt    bl.tabl..    «0  4    «  ni      u  Proe 

taliranco.  Caused    bi|    ml,  interpri  l*t  ion  of    T0ch   Spet*  Circuit 
.nodtfiL-d    IU.rsor.nol     reminded     of     Tnqh    Spue     compliance 


ST   UUHENT.  N    H. 


kee    Atom  I  c    El  oc  Ir  le    C  o. 
' 


1TriC1Ltr    f'19   *°    '••««•>    *    *••*    r«ctor    licence,    rH 

lubmifct.l    of    eopiB,    Of   riocumtnts    to   NRC.  Clar  i  f  iei    nurabflr    of 
cop    ei    of   certain    documents    to    be    submitted    to   NfiC.  Svc     li>t 

EISEHHUT.D.  0.         0£vi  a  i  or.    o  f   Li  c.ns  i  ng.        83/10/05,  Michioar.,     Univ 

«'.        10pp.        15960:  NO,        24X    Fi  che  :  SO-OOO,  02/  10/O3.  0210070013. 


2i  i  .. 

AUTIO.  H   A.        YanUo    Atomic     Electric    Co         Ha/  11/00 
Negiori    1-     Offit,    uf    Dime  Cor          lp          16S29   Q70 

Fichu  so-oav,  iia/i  1/011,  imi 


HAVNEB    n   r 


-B81IB90-M7  UER    oa-03:)/»™.-.0  on    D=IO(W,r.,u.linfl    .uclc-ar    eA.nn 
di-energlnd    far    10  niiniiiii.  c«u«*d    by   ace  IdBnta  I    breaker 
Dperallun    due    to    bump    b4    wogifoii    handle   of    Jolinsnn  bar 
Breaker    irloaoif   '-    il<mr    necurtd. 
HAV.U-.  I..        Vankop    At  limit     C-Icc  t  r-ir    Co.       H3/11/OB  Jteaicn    I 

™ 


.  r"orimirii»    I.KH   f 
AUTia.H  A.       Vantaa   Alumir    FUctric    (; 
ll,yio«    I,     OfficB    it  f    Dirwctni-         lp 
Ficbo    30-OJ'il,  ua/l  1/10.  Uk'l  |I?70;HU 


(13/1|/IO 
2I    171      ",,fl 


( 

grnnrAtur    1     tu6ot    J  rid  i  c  Ji  tail   wall    degradntion    of    greater    than 

•10V.  C*u»«nf    In,    t.iiTiininii    frum    oiit*l<f*    dlnmBt.r-   of    tube,    rubes 

mechoni  Ld  1  I  ij    pluggud    !M(    Wc«  1  1  nglinui  o 

MAY,  1C   I.          Ynntou    At.nn.ic     Electric    Co         HZ/lt/lQ. 

GnijineHr  Ing    tt    r»cliinciil    I'rngramtt         ;ipp 


Diviilon    of 


of   OL 


tif^"tl0n    ^    aa]J3"-lS03   ...ting.    u./WSL    in    Buffalo. 
flluflt«    "actor    facility    in    connection   u/ren.wal 

Stand.rdization  t,    Special    Ppoj.ets    Branch,        BH/ll/IS. 
StandaT"""t*''n   *   Sp.cial    Prnjetts    Branch,       2PP. 
31X    Ficho  :  SO-O97,  B2/1J/18,  B2U240167 


DOCKET   50-39    TEXAS    AS,M    UNIV.     RESEARCH    REACTOR 
^—f!™1*"1     ^'*'«^1'_'emerS"nc;u    A    flro     prntBction    plans 


""!    fubllS    v.r.i0n   or    ravi,,d    ™»r-BenItf    plan, 
J,  M.         Division    of    Rules    and    netords.        fla/ll/05,  Document 

°Tanch-      lp'      1AOi3:3°2-      a«x  rich.:  30-059, 


rUTdS    p!!Sile    tfersior'   of    "wli»d    •m.rg.ncv    plan, 
..         Te  la.    A6M    Uni  v.  ,     Col  leg  B   Sta  tion,     TX.        B2/1O/2H 
NRC    -   Mo    Detailed   Affiliation    ftivan.       lp         JiO^S'  203        24X 
Fich,;  50-OST,  93/1  1/05.  B21  1130492. 


—0211120493  Public    version    of    raviiad    emergBncu    plan 

WILLITB.D.L,  ,     EWBrwon.C.rt.        T«.*»    A*MUniv.,     CDlleg.    Station,     TX 

24pp.       It0fi5:204.       24X   F i che; 50-059,  82/1 1 /OS.  831 i 12O492. 


B3/I  1/30. 


.  . 

A        V.inlco    At»mii:    l-ilettrie    Co.      112/ll/H        llrtVNES  IJ  C 
Hegion    I.    Office    of    Djrurlor         lp.        IfclttTBHO        Srtx  '     ' 

rich*.  SO--OB?,  (itf/ji/ii.uai  ia:«)aoa 


iiaii;.™.-;ov  i.nt  (ia-o:»./o:ti  -o  nn  daioia,  v»iv.«  BW-IQI  t,  ov-ioa  iift 

S9AW   piig  (.    ;J3V/i    pa  ig  ,  rotpsc  t  I  vn  lij,  oiceod  ing    f»ch   flpict 

Cao»oil    by  tetiiomt    dr  i  ct.  livipintiU    r»adju«t«d. 
MICE.  0  A         YnnUu   Alini.it    One  trie    Co,      03/11/H.  Beginn    I, 

Off.  co    llf  Dtriutnr         in         l6lM:a«H         84  X    Flche:  30-QB9.  B2/1  1  /Jl, 


P.     Operabing    license    stage    documents    t   correspondence 

Q210070015   Q.neric    Ltr    B2- 1 9    to   r^.ar^    t,   b«  ,t   rector    licen.frOB    ro 

subralttal    of    cop  let    »F    document*    tn    NRC. Clar i f f si    numbor    of 

copies    of    certain    documents    to    be    submitted    to  Hnc    Svc     list 

one  1. 

SI6ENHUT,  D.  0,        Dl  vis  i  on   o  f   L  I  c  e-ni  ing.       82/10/03.  Michiaan,     Univ 

of,        tOpp,         15960:140.        24X   Fi c ho: 30-OOO,  B2/1O/03,  B21O07O013. 


a. 


Inipectlon   reports,     IE  Bulletin*   &   correspondence 


Forunrtfi   l  ill   !)B-().T//o:il,"(). 

,  H   A         Ynnk«»    Alumu     EUeti-H:    Co.        Da/11/13. 
Heginn    1,    Offit*    of    Directur         lp         lASlV-.QOt 
f=lcho:  80-oyy,  ua/ll/l!).  IIMl  IKTO46B 


HAVNE6,  H   C 


.,M  LK"   Bs"0:';'/«'«»"0'0n    IWIOlft.uMU    performing    Tup.  C    te«ti 

TV-J04    di>t*rmln*d    U    Le     l.flHnu    past    ieat.  Cau.e   not 
V*lv«    duaiiembled    for    imp  d    clvaning 

Atomic   Klettrlc    Co.       02/11/13.  Rtoion    1. 


FfiENCH.L.  0 


Operator   Einralruit time 


Forwards.    IE    Insp    Rcpt    50-059/B2-01    on  820A23  No 
none  onpl  lane  t    no  ted. 

MAOSEH.O.  L,         Division    of    Resident.     Reactor-    Project    &   Engineertno 
Prour^s.       G2/IO/06.       EflDw.N.C.A.       joxa,   A&M  Univ.,    College   Station, 
TX.       2pp.        15aQ2:H74.       34X    Fi  c  h  .:  SO-O59,  92/  lO/Oi,  B21  102OOB8. 


B*I  1080094    IE    [nap    RBpt   SO-059/B2-01    on   B30423.  No   rc-ncompl  t«n  CO    nobirf 
Major    areai     inspec  tsd  ;  orjan  i  i  ation,  operat  iona   li  fnalnt    logs> 
rfactor    iaF«tg    board    ac  tiviti  *B.  operator    renualj  f  icat  ion 
program,  viperinents    J.   ratfiatlon   pratectlor, 

CONSTABLE,  0.  U.  ,     CUHHrNS,  J.  E.  ,    CROB3MAN,  M.  A,       Division    of   Resident, 
Reactor   Project    t  Engineering    ProDrann.       BS/1O/01.       Bno 
15832:276.       24X    Fichff:  80-039,  B3/10/OA,  B21  10200BB. 


831013001-?  Oanerlc    Ltr   US-IEI    to    all    powar  reactor    «pplic.r.ts    I, 
licensees    r-e    re«dor    operator    ).    senior    ronctor   operator 
renualtf  lea  tlon    eiami    Advises    that    tiatnt   begin   at    faeilltu 
utttr  BSIQOI.  8vc    lilt    end 

EISENHt>T,  D,  0        Dlvldion    of    I.icenslno.       02/10/13,  Coniol  Ida  t  nd 

Edison  Co      of    Htm   fan,     Inc.       Iflpp.        16003:  S34.       24X 
Fie  he    30-000,  HK/ 10/1 3,  OS  I  01 300 1*? 


-  E   BEBSARCH  HEACTOR 

™?™*""*    "eflllt    »t*0"    dotum»nt»    *    corrtspcndtnce 

0210070013  Otnoric    Ltr    B2-19    to   r*«tarch    (.  t.st   i<«*ctor    liciniees    re 

lubmlltal  of  coplei  of  Jocum.nH  to  NRC,  Clari/ln  nutnbtr  of 
cop  »i  of  certain  doeument*  to  &e  lubmltttd  to  NflC.  Bvc  litt 
enc  1. 

E1BENHUT.  D,  0.       Division    of    Llctnilng.        BS/10/03.  Michinan, 

of.       10pp.        13960:140.       24.X   FI  ehe;  30-000,  BS/10/03,  6210070013. 


Univ. 


0211190093  Forward!    r*queit    for   addl     into  r»    linnie   rtneual 
?EKi.*tlotl  "•»P"n««   requested   bv  831122. 

M?nnn2»   -Ol        Bta  ndar  d  i  i  a  1  1  o  n  I,    Special    Projtet«    Branch.       B2/I  1/OB. 
"COOVEflN.J.       union  Carbid*   Corp.       3pp.       I615(,   i63.       24X 
FI  Chu;  30-054,  BS/  1  1/OB,  Bail  19009*. 


DOCKET  50-i2  UNIV.     OF  VlflOINIA  RESEARCH   REACTOR 

P.     Operatinj    lionse    stage    documents   &    iorr.»spanifenc« 

8210070015    O.neric    Ltr    B2-19    to    research    b  t.st  r.acfcor    Uc»nsees    r= 
submlttal    of    copies    of    docum.nti    to   NRC. C 1  a rif i t >    number    of 
copies    of    certain    documents    to    be    tutmittud     to  NBC   Svc     list 
end. 

EISENHUT,  D.  0,        Divi  .ion    of   Li  c.rs  ii.9-        B2/IO/05.  Kichig«nr     Univ 

of.       10pp.       1S960:  140.       24X   FUhe.'  30-OOO,  82/10/09,  B21O07OO15. 


DQCHET   SO-7O  OEWERAL    ELECTRIC   TEST  REACTOR 

F.     Seeur  (ty,    me  i)  leal,     emergeneg    &    f  IPB    protit  tion    plans 

B2H040331    Responds    to   B2072O    1  tr    re    emergency    planning    Usuet 
Proposal!    for    upgrading    plan   at ctf ted. Eiemp t  Ion    In 
accordance  u/lOCFRSO.  IS    frnm  820?07    date. 

EIBENHUT,  D.  0.        Division    of   Uciniing.        DCNTON,  H,  R.       Office    of    NucUar 
fleaetor  Rejulatlonr    Director,       82/10/13.      CUNNINOHAH.  0        Gen«r«l 
Electric    Co.       4pp.        19933:316.        24X    Fiche:  30-07O,  B2/10/ 13,  BH1 1040331 
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8211220434   Releases    public    version   of   revised    radiological    emergency 
p  lain. 

FELTDH.J.H,       Division   of   Rules    and   Recordi.       B2/II/I7.  Document 

Management    Branch.       Ip.        1620O:  001.       24X  Ft  che:  50-070,  83/11/17. 
B2U22O434. 


--B21122O43?    Forward!    public    ver»i 

plan. 

CUNNINGHAM.  O.E.  Oanera 1  Electric  Co 
Office  op  Nuclear  Reactor  Regulation 
31X  Fiche:  50-070, 02/11/17,021 132O434 


(   revised   radiological    emergency 


82/10/29. 
Director. 


DENTQN.  H.  R. 
Ip,        16200:004, 


-   6211320443  Public    version    of   revlse-d   radiological    emergency,    plan. 
*      General    Electric   Co.       32X11/30.      37pp.       16200:003.      a4X 
Fiche:  50-070,62/1  1/17,  B21122O434. 


B21I21Q316   Forwards    response    to    ASLB    B2IOI2   memorandum  &    order.  OL~   fe 
served    u/peti  tl  oner    addresses    it    efforts    to    obtain    ad  dress  «i 
fruitless. 

EDGAR, O.L.       Morgan,     Leuis    &   Bockius.        EDQAR.Q.L.        General    Elaclr'' 
Co.       82/11/23.       FRVE.J.H,     LINENQERGER,  G.  ,     FOREMAN,  H,        Atomic    !Ia'* 
and    Licensing    Board    Panel.        tp.         16202;  DOB.        24X 
Fiche:  30-070,  63/11/23,0211240316. 

—8311240321   Response    to  ASLB  851021   memorandum  !v   order.  1'rocoiil  ling    f 
OETR    should    be    deferred,  doc  ie  ts    should    not    lie    consol  idaleil    b 
petition    re    License    BNM-960    should    be    referred    to    NMS8    for 
diipoii tlon. Cert  if icate    of    Svc    enc I . 

EDGAR, O.L.        General    Electric    Co.       EnOAfi,  0.  L.       Morgan,     LcuU    h 
BocHus.       82/11/05.       29pp.        1  iSO2   OO1?.        24X    Fiche  :  5O--070,  01} /  1 1  /-1 
8211240316. 


B31 1300035  Forwards    Amend    1O    to   License   TR-1    Si  notice   of   inuance. 


Amend    revi»e»    approved    physical    security  plan  t,  addi 
condition!    ta    plan. 

THOMAS,  C.O.  Standardl latfon  &  Special  Project.  Branch. 
CUNNlWOHrtK,  0,  E.  General  Electric  Co.  5pp.  16243:191. 
Ficne:  50-070.  B2/11/I7,.  B2I  1300025. 


82/11/17. 
24X 


—  B2113DQ02?  Amend    10  to   Licenio    TH-I,  reviling   approved   physical    security 
plan    &   adding    conditions    to   plan. 

THCMAS.C.  0.       Standardiiation    t.  Special   Projects    Branch.      B2/1I/I7. 
2pp,         16263:  19*.        24  X    Fi  ehe:  50-070,  82/1  1/  17,  821  1300025. 

—6211300032  Notice    of    issuance   of   Amends  9  &    10   to   License   TR-1. 

THOMAS.C.O.        Standardisation   &   Special  Projects   Branch.      82/11/17. 
2pp.         16263:  190.        24X    Fiche:  3Q-07O,  B2/1  1/17,  821  1300035. 

821130O399   Application   for   amend    to  License   TR-1   reflectino   changes   to 
pl>u»lcal    security    requirements   ii   safety   ana  lysis.  Minor  amend 
ft*    end. 

CVNNINOHAH.  0.  6.       General    Electric   Co.      B2/11/32.       THDMAB.C.O. 
Standardliatlon   &   Special    Projects   Branch.       2pp.       16340:076.       24  X 
Fichei  so-070,  BB/ti/22. 


—0211300399   Proposed    Tech    Bpecu    reflecting   changes    in   physical    security 
requirement*   d   ufetij   an  fly  tit, 

»      Oener-al    Electric   Co.       B2/11/22.       Ip.       16240:078.      24X 
Fiche:  50-070,  QH/1  1/32,  S21  13003?5, 


0,     Aifjuificatorg    correspondence 


82110901^1   Rasponia    to   AELB   B21021    mamnrandum   d   order.  OETR   proceeding 
fhould    be    def  erred,  OETR   d   SMI-^c-O  dockets   should    not   be 
coniol  idato'd    &   ABLE)   should    refer    petition  re  License   SNM-960 
to   NUBS.  M/not  ice    of   appearance   J<  Certificate   of  Svc. 
EDOARrO.  L.       General    Electric   Co.       82/11/05.  Atomic   Safety   and 

Meaning   Doard   Panel.       2Bpp,        I97B1:049.       SIX  Fiche:  80-070,  B2/11/05, 
82110B011?!. 


P,    Operating    license   stage   documents   >i   correspondence 


B2110604S5  Forwards   Amend   9   to   License   TR-1    t,    safety    evaluation 
Amend    revises    Tech    Sped    by    deleting    requirement    to    perform 
certain    tests   b   callbr  uhlle    In    cold    shutdown   condition. 
THOMAS,  C.  0.        Standardliation   i.    Special    Projects    Branch, 
DARMlTZEl-,n.  IJ.        General    Electric    Co.        2pp          15970:109. 
Fiche:  50-070,  82/10/15.821  1060453. 


—8211060457  Amend    9    to    License    TR-1 ,  revi  sing    Tech    Spocs    by    dolBlH'O 
requirement    to   perform  certain   tests   i   calibr   ujh  i  1  e    in   culif 
shutdown   condition. 

THQMASiC.O.        Standflrdl  lation    5i    Special    Projects    Branch.       lia/L(J/l 
6pp.        15970:  191.        24X   Ficho:  50-07O,  H2/10/  15,  B21 1060455 

— S211060460  Safety   evaluation   supporting   Amend   9   to   Licunne   TH-  t. 

*      Office    of    Nuclear    Reactor    Regulation,     Director.        03/10/1!)         L 
1 5970;  197.        24X    Fiche:  50-070,  82/  10/  If),  82  1 1O60455. 

8211010344   Faruards    "Technical   Evaluation  Rept,  Safely   Analysis   (if    01' 
Fuel   Stored    in   Canal    in   Air."   Evaluation   should   have 
appeared   as   attachment    to   SEP   but   uas    omitted   from  Amend   9 
package    sent   821015. 

THOMAS,  C,0,        Standardiiation   &    Special    Projects    Branch. 
DARMlTZEL,n.  IJ.        General    Electric    Co.        &pp.         15880:236. 
Fiche:  50-070,  82/10/25,  821 1010344. 


8211300025  Faruards   Amend    10   to   License    TR-1    &   notice   of    Uiuant*, 
Amend    revises    approved   physical    security   plan   &  adds 
conditions   to   plan. 

THOMAS, C. 0.       Standardization   &   Special    Projects   Branch.      IKf/LI/lV. 
CUNNINGHAM,  0.  E.       General   Electric   Co.       5pp,        16263:191,      1MX 
Fiche:  50-070,  82/11/17,8211300025. 


-B211300029  Amend    10   tn  License    TR-1 ,  revia in}   approved   physic*) 
plan   &   adding   conditions    to   plan. 

THOMASiC.O.        Standard!  (ation    &    Special    Projects    Brand* 
2pp.        16263;  196,        24X    Fiilie:  50-070,  33/11/17,0311300023. 


821tl£Q311   flenuettl    lauyer    furnivh    farmer  clients   iu/A8LD  621021    t,   1112 
memoranda   &  orders    t  OE  32J1O5   response   to   ASLQ   921021 
m»moT*nda, 

FRVE.J.H.       Atomic    Safety    and   Llceniing   Board   Panel.      82/11/12. 
SOrllT.J.        Somlt.     J,        Ip.         16091:235.       B4X   Fiche:  50-070,  82/11/12, 
BE  I  1160311. 


M«mor«n<lw(n  fe   orritr   directtng   petit  ioner»/int«rvenor»    to 
re*pond    to   OE    rstuas:  ti,  In   S21109   r*spons*   to  ASLB   821021 
ord*r.bij   BBtHlO.  NRG   ruponiei    to   OE   requests   due   by   831220, 
FHVEi  J.  H.       Atomic    Safety    And  Licensing   Board   Panel.      82/11/12. 
Office   of   the    Executive   L»f|Al   Director,      3pp.       1&0°1:20?.      24X 
Fieri  «:SO-070j  82/11/12.8211160409. 

8211230410  Hemorandum  ti   order   diractlng   Ofc   of   Secretary   to  update 
tvc    H»t    to    Include   petit  ianers/lntervanors   t   diraetino 
Becntarij   V  OE  to    serve   certain   documents   on   petitioner)/ 
IntervBtior*. 

fflVE.J.  H.       Atomic    Safety   and  Licencing   Board  Panel.      82/11/19. 
Of  tit.*   of   the    Bvcrfttary    of    the   Commission.       2pp.       16194:269.       24  X 
Flcr«:BO-0>70,  BS/  It  /If  i  831  1230410. 

—0211230421   Forward*  010622   Itr   to  0-fc  of  Socretary,  Docketing   d  Bvc» 
Sect  ton.  It*  ting    names   &   atfdrostei,   of   Intervenors    to  be  added 
to   ivc    liit, 

BOMIT-J.       Somi*.    J.       02/11/15.      FRVE,  J.  H,       Atomic   8«fety   and 
Licen«lnB   Hoard    Panel.        Ip.       16184:271.       24X  Fiche:  SO-070,  82/11/19, 
3211830410. 


Submit*    subitttutlon    of    intervenor   in   pro   per   for   atty   of 
pBCord    for    lilted    intervenori.     Bvc    list   ehauld    be  amende! 
accordingly. 

BOMITrJ.       Ibenhof   I  Somlt.       S1/O&/32,  Dockitlng   t  Services 

Bran-ch.       3pp.       16184:272.      24X  Fiche:  5Q-O7Q,  82/11/19,8211230410. 


— B211300032  Motice   of    issuance   of   Amends   9  *    10   to  License   "<••  I 

THOMAS, C.O.       Standardliation    fr   Special   Projects   Branch.      DU/ll/l 
2pp.       16263;  I  TO.       24X   Fiche:  50-070,  82/11/17.0311300023. 

8211300395  Application    For   amend    to   License   TR-1    reflecting   ch<t4iyti 
physical    security   requirements   &   safety   ana  lysis.  Minor   amend 
fee   end, 

CUNNINGHAM. 0-  E.       Oaneral   Electric   Co.       B2/11/22,      THQMAS.C.n. 
Standardiiat ion  &  Special   Projects   Branch.       2pp.       16240:076.       U4X 
Fiche:  50-070,  82/11/23,021  1300393. 

—8211300399  Proposed    Tech   Speci    reflecting    changes    In   physical    "»(i 
requirements   fc   safity   analysis. 

o      Oenerel    EUctric   CD.      82/11/32,       Ip.        16240:078.       SIX 
Fi ehe:  30-070,  83/1 1/23,621 1300395. 

Q,     Inipictlon   reports.    IE  Bulletins   &  correspondence 

B21102006S  Foruardt    IE   Insp   Rept    30-070/B2-OB   on  B20729   b  0907.  Nn 
noncompliance   noted. 

BQOK.H.E.  Division  of  Radiological  Safety  t  Saftguardi  Program. 
B2/10/20,  DABMITZEL.  R.  M.  Oeneral  Electric  Co.  2pp.  13Q03:  110 
Z4X  Fiche:  50-070,  B2/10/20,  B21 1020065. 

— B211020071    IE    Imp   fiept   50-070/82-02   on  030789  (.  0907.  No   none  SMp  | 
noted. Major   areas    Inspected;  spint   fuel    shipping   progran. 
compliance,   u/condltlons   of  Certificate   of   Compliance    9743  I 
10CFH71.  fiadiatlon   fc  contamination   turveys    performed. 
OARCIA.E.H.  ,    YLJHAB,  Q.  P.  ,    ICNSLAWSKI,  F.  A.       Divl  slon   of   RaifiO  1«|  l, 
Safety   &  Safeguards   Program.       82/10/20.       3pp.       13882;  I  IS        84  J( 
Fichi:  90-070,  83/10/20,  B21 1020069. 
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DOCKET   50-72   UNW.     DF    UTAH 
~~CurHy.     medical,     oroorgency    !.    f 


(lolcasoa    public  version    of    emergency    plan. 

J   H         0*vi»ion    of  Hulos    and    Record,.        03/11/17,             Docum 

«t'ar-n«h.         ip.  lt.m.077.        24X   Fi  ch,;  30-072,  82/1  1  /I  7, 
B2I  1340036. 


Public    version    nf    emergency    plan, 

OM         Utah-     Unlv'     °f-        UTGC   ME    02-100.        B2/11/01,        23pp. 
:.        24X    Fichu:  30-073,02/11/17,8211240036. 


ling     liconiB    atoge     documents    &    correspondence 


fi      opera 


0-,nn70Q13   Honor U    Ltr    03-19    to    rosearch   fc   test    reactor    licensees    re 

h    it    al    o      tuples    of    documents    to    NHC, Clari f 1«*   number    of 
lofialof    CBrUin    documents    to    be    submitted    to   NRC.  8vc    li.t 

°nCl«ii.UT    I)  (!         IMvisiun    of    Licensing.       82/10/05.  Michigan.     Univ. 

13760:140.        24X    Fi  c  ho  :  30-000.  82  /  10/O9,  8210070013, 


DOCKET   90-711   GENERAL   GLECTHK   «^LEAR__TEBT_REACTDR 


^11830434    K.l.^ti    Public    vor.10n    of    rivl.-d    radiological 

"- 


-.021,2^0439  For^rd.    public    ver.io"    of    r.vi.ed    radloloflical    emergency 

ss?r.ri,:i!..r8::::;i/i:;:iis,s: 

HX   Flcht:  80-070,  02/11/17.  Oaiia30434. 


P.    Operating    license    stase    document*   !•    correspondence 

B210070013  Centric    Ltr  82-19    to   research    !,   test   reactor    1 icense es   re 
submibtal    of    copies    of   documents    to  NRC.  C  larl  f  IBS    numt.«r   of 
copies    of   certain   documents    to    be    submitted    to   NRC.  Svc    list 

EISENHUT.DO         Division    of    Licensing.        82/10/03.  Michigan,     Univ. 

of         lOpP         159601  140.        24X   Fie  h.:  30-000,  82/10/05,  B210070O15. 

82U060057   Foru.rd*    proposed    change!    to    14    pages    of    Tech    Spocs 
transmitted    bg   B20B30   Itr    granting    20-«r    license   rencu.l 
Chanoes   correct    tgpograph  ic«l    (.   nomenclature   errors   t.   will 
have   no   significant   negative   effect    on    safe    "P "•*'«"•     THQMAS,C   Q 
DIAZ.N.J.       Florid.,     Univ.     of,     OainesvilU.        5^/10/27         THOMfl.  C.U 
Standardi.ation   t  So.cial    Project,   Branch.       40pp.       13950.  32Q.       24X 
Fiche:  30-083,  B2/10/27.  B21 1060037. 


DOCKET  30-87  WEST1NOHOUSE 

F."6icuritg,    medical,    emergencg   (.    *^'_P|;^*l*i°"_^f" 

BB11090583  Forward.    Amend   7    to  License    R-119.  Amend    revises    nuclear 
training    reactor    security    plan.  ..      -        ,1.        =3/11/02 

THDMAS.C.D.        Standardisation   I,    Special    Project,    Br.neh         «/ll/02. 
NARDI.A.J.       W.stlnghous*    Electric    Corp.        3pp.        16O19.  341.        24K 
Fiche:  30-OB7,  BS/1 1/02,  821  10TO5S3. 

-B211090393  Amend    7   to  License   R-l  19,  revi.ing    nuclear    training    reactor 

THOMAS*"   ^"standardisation   fc   Special   Projects   Br.nch.       B2/11/O2. 
ZpJ        16019:344        24X  Fiche:  30-OB7,  B2/11/02.  021 109O583. 

B311240279  R.I P"blic    version    of   revised    ••"p.nc 


-- 


8211340299. 


Fichi:  30-087,02/11/17,  9211240299. 


.«  «« 

Fiche:  30-087,  82/11/17,  8211340299. 
P.    Operating    Uc.n.e    .t.g^docum.nts 


[M1CKET   30-77   CATHCILK 
P.  "tlperat  ing"  I  u'»h»" 


DOCHE1    SO-03  UNIV.     OF 


82111=0499   R.l.»..    public    v.r.lon 
FELTgN,J.M        Divl.Un    of    R«U.    - 

Management    Hranch,        Ip,        16063.  i 
B2U1B0499. 


BB/11/OB, 


^      .    .^H    7    tn  License    R-119.  Amend    revise*   nuclear 
8211090383  Forward!   Amend    7    to  uicen.* 

traininj    reactor    "c^it''  .j'*?1  »..,,,  i    Project*   Branch.       B2/I1/O2. 

" 


A  .cr 

;  Sb-b87"B2/l  1/02,  821  10TOB33. 


.B3I,090393  A«.nd    7   to   License    R-lW.r.v...«,   -C,..r   training    r..cto 
ecurity    plan.  ,,,.,.,„.,    ,,  soec  ial   Projects    Branch-      B2/U/OH. 

' 


DOCKET  50-S9  OENERAL  ATOMIC  CO. 

"" 


F.r^r- 


"0211120303  Public    v.r.ior,    of    propO«* 
•     Florid..    Univ.     of.    9«i"«v      "!™ 
24X   FUh.iSO-OB3,  03/1  1/08,0811120499, 


OA  Co  in 
HOOAN.J.P. 


... 

censes   R-3B  fc  S   &/,  P  j    Atonllc    Co.       82/10 

OA  T.cHno   09    ..^   Inc.  •«*«ppr        etl   Branch.       Ip 
* 
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-     BICUrltw.    medU.  1    "I  --------------------- 

---------------  "!iLJ«^M««j;_«M    protection  pUn. 

~~™ 


LTON.j.M         „.„.      . 

"•naB<Jm,nt   Bf..-,..     lo?    of   ""I"    and  Rttords. 

BrarJC'1-         '"         I  AIM:  MS.       24*  F,  chi 


f''         "'=• 


8210070015   O.n.rlc    Ltr 


i5;idr:^ 

"«-"-  ...... 


^^^ 

ZrDUl.SK;rH       SSSj"   T     'SHiJ"?1    ln«»t«?«. 


*  WILC°>t    TEST  REACTOR 

-?!^^<^Z^ 

10070013    O.ntrlc   i.tr    BS-19    to   rtiurrh   L  4.      . 


RESEARCH  BEACTOfl 


007001B  O.n.ric  Ltr   B2-19   to  rtftarch  L  t..k 
Ub«iU«l    of    <»pl.,    0,    docum.ntt   to  NfiC  CuJl* 

.PI«  of  «.rta£n  dacuffl.nt.  1.  1.  .rtSiSrjj 


I3£NHl/r.  D,  O.        Divliior    oC    LJ  etniing 


REflCTQfl 


plan. 


"8211120324  Public    var.ion 


34X 


S310070015  Otn.rie   Ltr    92-  I 


^ 


HBWTDH 


B31007001S  O. 


-a^a^ 


-...:NiV.    Or  M,SSOUfiI   fiE8EARCH  FACTOR 


8211120036. 


•i»«PB»ncg  plin. 
33pp.       1*068:344. 


o 
!  30-123,  fl2/U/10(MlnM207 


140W;  '*»•      =« 
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-6311160211    Notice    of    violation     from    insp    on    031020-22. 

MILLER,  J.  R.        Division    of    Engineering    !t   Technical    Program* 
02/11/10.         Spy          16093.  167         24X   Ft  che'  30-123,  B2/1 1  /10.  BSl  1  160207. 

-B311140219    IE    Safeguards     Insp    Repts    50-123/92-01    S.    70-027O/H3-OI     on 
821020-.23    Noncomp 1 iance    noted . fai lure    to    review    SNM 
procedure    6     to    appoint,  in   writing,  SNM   custodian.  Detail! 
kiitJiheld     (ref    IOCFR2    79O). 

HflOEDA.  T.  J.  ,    CREED,  J.  R.       Division   of   Engineering    Si   Technical 
Programs.         82/11/OB          Ip.        16093.  I6<7        24  X    Fich  e:  50-123,  93/  1 1/1O, 
S21 t 16Q2O7 


P      Operating     license     stage    documents    t,    correspondence 


8211140540  Release*    public  version    of    emergency   preparedness    plan. 

FELTOH.  J.  K,        Division    of  Hulei    and    Records.        82/11/08.  Document 

•Management    Branch.        Ip.  16121:282.       H4X  Fi  c  he:  30-128,  B2/  1 1  /OB, 
&H1I16.034S. 

— 0211160551   Foruard*    public    version    of    emerflancy    preparedness    jilan, 
FELTZ.D.E.        TKBJ    A6M  Univ.,     College    Station.    TX.       82/1O/2B. 
Office    of   Nuclear    Reactor  Regulation,     Director         Ip         1612I-3H3, 
S4X    Fie  ho:  30- i 23,  Ha/1 1/03. 821 114O34B. 

— 6211160353   Publ  ic    version     of    emergency     preparedness    plan, 

»      Texa*  AliM  1/niv,  .     College    Station,     TX,       03/11/30.       39pp 
16121:284.         S4X   Ffcfie:  50-128,  B2/I I  /OB,  021  1 160343. 


6310070O15   Generic    Ltr    82- 11?    to    research   t,    test    reactor    li.cen.sees   re 
submittal    of    copies    of    documents    to  NRC  Clarifies    number    of 
copies     of    certain    documents    to    be    submitted     to    NRC.  Svc    list 
encl. 

EISENHUT.  D  G.       Division    of   Licensing.       32/10/O5.  Michigan.     Univ. 

of.        lOpp  15960:   HO         24X   Fie  he:  30-000.  B2/1O/05,  B21007OO13. 


B211240042   Release*    public     version    of    corrected    page*    to    emergency 
p  1  an. 

FELTOH.J.M.        Division    of    Rules    and    Record*.        83/11/17,  Document 

ffan»]ement    Dranch.        Ip.        16209:196,       24X  Fi  cne:  HO-12B,  B2/  1 1  /I  7, 
8311840062. 


0      Impection    reports,     IE   Bulletins    4   c  orresp  ondence 

Q211160207    Forwards     IE    Safeguards     Insp    Repts     30-123/02-01    It    70-Q27O/B2- 
01    on    B21O2O-22   J<    notice    of    violation. 
MILLER:  J.  K         Division    of    Engineering    (-Technical    Programs.       62/11/10, 

WflRIJEK,  D.        Missouri,     Univ.     of.     Rnlla.       2pp.         16092:163.         24X 
Flcha     50-133,  B2/11/IO,  B21 1160207 

—6211160311     NottCB    of    violation     from    Insp    on    B21O2O-22. 

MILLCH.J.R.       Division   of   Engineering   t  Technical    Programs. 
62/11/10          2PP.         16093:  167         34  X   Flche:  30-123,02/11/10.  B211  160207. 


— 621 134006B  Foriuarils    pub]  ic    veri  Ion    of    correc  tad   Page    13  &    App    B,  Item 
l,to    recently    submltteS    em«rgericij    plan. 

FGLTI,  D.  E,        T«ias    AS.H  Univ.  ,     College    Station,    TX,       ea/U/01. 
Office    of    Nuclear    Reactor   Regulation.    Director.        Ip         16200:197, 
S4X    Fiche;  30-128.83/11/17,8211210062. 

— 8211210074  Public    version    of    correited    Page     IGftApp    D,  Item    I, to 
recently    ID  omit  ted    emergenci;    plan. 

•     Teias  Ak»  Untv. ,     College    Station.     TX.       83/11/01,       2pp. 
16200:  19B,        B4X   Fie  he;  30-128,  82/1  1/17,821  1240062. 

P.     Optratinn    licante    itage    document*    ti   c orre« pondenc e 


-8311I6O319     IE    Safeguards     Insp    Repts    50-123/B2-OI    t    70-OB7O/B2-01    on 
B2102O-22.  Noncompl  ianco    noted :  fal  lure    to    review  SUM 
procedure    !H    to   appoint,  in  uniting,  SNM  custodian.  DC  tails 
withheld    (reF    lOCFRS.  790) 

HADEDft.  T    J.  ,    CREED,  J  fl.       Diviaign    of   Eneineering   !<   Toclinical 
Programs.       S2/ 1 1 /OH.        Ip.       16093:169.      24  K  Fich  e:  50-1E3.  S2/  1 1  /10, 


B210070015  Generic    Ltr    B2-19    to    i-esuareh    fc   test  reactor    Ucensana    i-e 
ii/bffllttal    of    copi«i    of    documents    to    NRC.  Cla  r  if  lev    number    of 
copiti    of   certain   docjmenti    to    bo    tuomitted    to  NRC. Svc    list 
enc  1, 

EIBENHUT,  D.O,        Division    of    Licencing,        B2/1O/O5,  Michigan,     »/niv. 

of.       li>pp.        15960:  140,       24  X  Fi  c  be:  SO-000,  02/10/05,  B2H007O01  9. 


DOCKET   50-E24    VIRGINIA   POLVTECH    I NST.     TflAlWINO   REACTOR 
F      Security,     medical,     emergency    &    firu    protection    plan 

S211220377    Releaies    public  version   of    revised    emergency    reaponae  ylan. 

FELTON.  J.  M.        Division    of  Rules    and   Records.       H2/1  5/17.  Document 

Management    Branch,       !p.  16301:  05O        24X  Fi  cfie:  50-124,  Q2/  1  l/17i 
B31122O377. 

--82112203B1    Forujards    public    version   oF    revised    emergency    response    plan. 
HDL  I  AM,  P.  D        Virginia   Polytechnic    Institute,       82/11/02.        PflOANQ,  F. 
EP  Liceniing    Branch.        Ip.       16301:051.       24  X  Fiche:  30-124,  82/ 1 1 /17i 
021 1220377. 


93 II 03006 1    Forward t    for    review,  draft    safety    evaluation    r»   renewal    of   DL 
for   TX    fit-M  Univ    r-eiearch    reactor,  H/o    encl. 

THOMA6,  C.  D.       Standard  1  lat  i  on   t.    Special    Projects   Branch.       B2/10/IS. 
EI5ENHI/T,  D.  0.        Division    of    Licensing.        vQLUMER,  R.  H,       Division    of 
Engineiring.       HATTBtlM,  R.  J,       Division    of    Syt  t«m«    Integration    (po»t 
811003),         Ip.         15936:  16H.        24 X    FUhe:  50-128,33/10/12,62110300(1,1. 

Q      Inip*ciion    reports.     IE  Bulletins  *«    co-rreapondence 

92111505I9'  Forwards    IE    Imp    Fiept    50-136/62-02    on  630621-23,  No 
nc-nconp  1  lane  e    nut  ad. 

MADQEN.O.  L.       Division    of    Reaident<    Reactor    Project    !<  Engineer  Ina 
Progrimi.       82/10/22.       PORTEfl-M,  A.       Te»a»   AfcM  Untv.  i     ColUgt    Station, 
TK.      2pp.        1606-3:017.       B4K   Fi  ch  e:  SO-I2B,  B3/  10/32,  93  U  I  S0519. 


— B2 11 320 301    Public    versinn    of   revised    emergency    response    plan. 

*     Virginia    Polytechnic     Institute,       02/10/27,       35pp,       14301:053, 
34*    Fiche:  50-124,82/11/17,6211320377. 


P     Operating    license    stage    document J   b    correspondence 


— 6211190530    IE    Imp   Rfrpt   50-12B/B2-O3   on  B206SI-23.  No    nuncnfflp I  ianco 
no  ted. Ma  jar    *reai    inspected rfaci I Itu    oper*tlon, organ fiflti on, 
rxctor    ofety    botrt   audits,  loos,  eiperlraenti.nuint    calitr   of 
tttt    equipmentremtrgencv    planning    {•    site    tour. 

CONBTADLE,  O.L,  i     CUMMINS,  J.  E.  ,     CflOSBrfAN.  M.  A.       Division    of    Resident, 
Reactor  Project   Ic   Engineering    Program*.        H3/10/1B.        lOpp. 
16063:  OJ9.        24X   Fi  che:  5O-I2a.  02/10/22,  BE  1  11  SOS  19, 


B210070015   Generic   Ltr   93-19    to    research   fc   te  »t    reactor    Uonives   re 
submlttal     op    copies    of    documents    to  NRC.  Clarifies    number    of 
copies    of    certain    documents    to    be    submitted    to  NRC.  Svc    Hit 
encl 

Eisemui",  D,Q.       Division   of  Licensing.       62/IO/05.  Michigan,     Univ. 

of.       10pp.        13760;  140.       2«X  Fiche:  30-000,82/10/05.  6210070019. 


DUCKET   50-123    TEXAS  AW  UNIV.    RESEARCH   REACTOR 

F.    Security,     medical.,    emergency   &    fire    protection   plans 

8211150519    Foruaroi    IE    Insp    Bept    50-126/93-02    on    BS06H1-2S.  No 
nonconpl  lanci    noted. 

MADBEMiO.L,        Division    of    Reild>nt,     Reactor    Project   (.  Eng  Ineer  Ing 
Program*.       32/10/25,       PORTER, M.  A.       Tetai   AfcM  Univ.  ,    College    Station, 
TX.      2pp.        16063:017.       24X   Fich  e:  50-1  S3.  62/10/22,  621 1 15O319, 


8,     Rtportubli    occurrences.     LERi    &    related    correspondence 

S2110SOIVO  T«lecopv   RO; on   6207BB,  erratic    reading*    noted    on    fuel    tamp 
Indicator. R«»e tor    (hut    rfoun    immed late ly.  Qn    320929,  different 
IF  connectid     to    fu*l    temp    channel    b   thermocouplf    reeding* 
r*cnrif»d   at    300   uatti   l>    1    MM. 

KDOEHS,  D.       !•>*!    A&H  Univ.  ,    College   Station,     TX.       93/07/3?. 
CFtQBSMAN, H.       Region    4,    Offlc*    of    Director.        Ip.       15949:  34*.      ''24X 
Fiche: 50-129,  82/09/29,8211050190. 

B2I106012E  nO:  or    030923,  during    apcnbfom  tutl     temp    thermocouple    Palled. 
Weu  Instrumented    fuel    el4ment    Ini tailed1,  Th* rmocoirpl* 
reading*    normal. 

ROGERS,  D.       Teiai    AI>H  Univ.  i    Callege   Station,     TX.       82/10/09, 
MADSEN.O.L.       Region    4.     Offit*    of   Director-       2pp.       13951:123,       24K 
Ficht;90-lSS,  82/10/05.  B21106O122. 


—8211150530    IE    Insp    Rept    50-128/82-03    on  B20621-35.  No  noncomB Uanco 
no  ted.  Major    area*    inspect  ed;facility   operatlaniorginiiatloni 
rtactor    safety    board    audit*,  1  ogs,  eiperimenti,  mint  cal  Ibr    of 
ttit    equipment,  emergency    planning    ti    lite    tour. 

CONSTABLE,  O.L.  ,    CUMMINS,  J.  E.  .     GROSSMAN,  H.  A.       Division    at   Resident, 
fiaaefcor    Project   ti  Eng  ineering    Programi.       82/1O/18.       10pp. 
lo063;OI9.       24X  Fiche:  50-12S.  B2/  10/22,  B2£  1 190S19. 


DOCKET  so-iai  OMAHA  VET.   ADMIN.   HOSP.   RESEARCH  REACTOR 

F.     Securttur    medlcali     emergency,    h    fire    protection    plan* 

— — ..—.--— >  ^^_  _  _  ^ »_«_  _^.. — _  _...._ . — .__«.M____  ____  M_ — *  „., — ........._—_ 

3211090422  Forufard*    IE    Imp    Rept    90-131/62-01    an  S2O930.  No 
noncomp 1  lane*    noted. 

BtTlDLE.H.  C,  Division  of  Reiirftnt.  Reactor  Project  &  Englniarlng 
Programs.  B2/1O/23.  TURCOTTE,  H.  L.  Vet.  Admin,  Hasp.  Omaha.-  NE, 
Sff.  16009:063.  Z4X  Ftch*: SO-131,  BS/10/22, 831 10904E2, 
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;'Jl  i>,'.;  1,34    IE    Ir.it    »,;;    J0- 131 /fi^-Ol    an   S20930.  No    none  omp]  uncff    noted. 
fjjcr    1-1*1     inijtcif-    jrjim  i4ticn,  reactor    logi    i   record!, 
'«•!!.   (,    «.jit    praji-n.  procedure!,  lurvej  1  lance    teiti, 
tiSt-ifitiM,  tflfrjtrn'v    pl«n  b    radiation    control 

-«.,.-•,.,!.    A    .     JONMOT.W  D        Divinon    DF    R.sid.nt.    Reactor   Project    (, 
fc^jl^.fri^g    Pruirjii         D2/IO/19        4pp         16009  Oi3        24X 

f  n nt  :;;-iJi.e2/io/s3,  5211090422 


=  n    if    HU|»,    Jnif   Record,         B2/H/03 
IP         1AO&7    071         24*   Fith».50-l3I, 


II   plan. 


iozmoe  D.nirlc   Ltr   83-23    to    .11    llc*n.*..    J,   ^plUanl.   r 
tnconslsteneij    bttiueen    requiremnnta    of     10CFH73.  4O(  g  J    t,    I5TK 
for    ptrforming   audits   of    safeguards    c  tmt  I  ngcncg    pl.mi, 
(security   planl.Svc    n  ,  t    enel. 

EISENHUr.D.O.        Diviiion    of    Lic^sing.         tH/  1  0/30  C^,. 

L""' 


,  S2/10/3t), 


•  o  ' 

Fiihf,.  30-000, 


S21I29040I 


B21  1O1O379 


8211290401. 


"l!J-        »P 


.  09-?.         21  X    flrho    itO    I  TJ,  IW/  [  1 


to   NHC.  Svc    Hit 


8211160281  F 

LINENDEROE 
1S092;  062. 


BWIOHT.C. 


82110(049i  H.,  ponds    to 
r.qUired    for    stal-tup 
investigations   (,   std 
protected   at    .hotdou 
"" 


,      -, 
« 

0 


lniP»-"«'«' 


"«»•' 


4g  Oinlric    L*r    82-17 
ic*nt,  (,   r,0i-r  *  iJerr"cto 


821007001?  0,nfrit   Ltr 


8211100083  For-nrdi    ip    , 

-       «         p 


9211140064   Responds 


rc 

»ince   7i0702,  hoover,  std 

an«    problams, 

D1RCKE.W.  j.       Office    af    th 


"   bu<" 


revealud 


'  .......  "  ....... 


to 
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BcTioric    l.tr    02-SO    tn    all    power   roattni-    1  icensess,  perroi  t 
holders    b    applicant*     far    CP    re    guidance    for     implementing 
SRF    rule    rorujirii*    NUHEO-090fc    NUHUC!    In    lie   used    as     interim 
measure    until     Reg    Guide     1     70    rev  L  sed    <ivc    list    one  I 
EISIiNHUT,  D   0         Rjviaion    of    l.iconsing.        83/10/26.  Consolidated 

Editon    Co      of     Nvui    York.      Inc          7)i  p          tWi3'  219.       24X 

Ficii*.  so-ooo,  OB/  1  <>/.?;>.  Fir.M02Aoofifl 

0210270030    Oi'NOi'ii     l.tr    (It1  -ES    to    .ill    F'LJII     licunseos    re   Cong  rest  ional 
rnniiefl  t    for     L  "Hi    t  oni:  urn  ing    o  lu.im   ueiicr.itiir     tube     integr  1  tg. 
Fiiruiai'di    Cong  i-i'innidii    I.'J   MnrVmj    02101?    questions    ro    itiiam 
gonuralnr    lube    i  n  lug  r  I  li|.  live     lint    put  1. 

EIBEHM'jr.  I)   0         Dwi'inin    uf    t.|  cent  inn         02/10/36  ConsD  I  Ida  tod 

Edison    Cti       uf    UBUI    VnrV.      lr>r          lOpp          lftlW'7    'MS.        2-lx 

Fichu  so-ooo,  (ia/io/:tt,i!2io;!7oono 

G2111A0047    (Jotiei'ir    1111    \t',',-St<    In    power    rcnelur    licensees    (accept    Fort    St 
Vramt    re    MUIirO-U/1'J.  llou  i  a  1  1111     I,      "I'l  msurff    Vosmil    Hall 


rAt    NUIICO-07'14,  Itevi  sion    1    U/o 


«f    lici'iiBins 
Im          5.'!  (i(i 


(KYIl/ML1 
ftKIL'    21L>. 


Consal  ida  tell 


8208190253    IE     Info    Notice     32-15,      "PWR    Lou    Temp    Overpressure 

JORDAN, E   L          Division    of     Engineering     t    Qualitif    Assurance.        B2/11/I7. 
Consolidated    Edison    Co.     of   Netu   York,     Inc.       93pp.        lA23a:29B.        24X 
Ficfn:  50-000,  82/11/19,  B2OaiS>O333. 

R.     Periodic    Dperattng    reports   &    related    .correspondence 

S211020337    ForiiiardB    monthlq     operating     re«t    for    Aug     19B2. 

HEEKE.E    D         Paclfit    Oaa     &    Electric    Co.        S2/09/0!.  Office    of 

Resource    Management,     Director.        2pp.         15BS2:2!i.         24X 
Fich«    50-133,  aa/09/01.S2l  1050337. 


—  93110202-15    Monthly     operating    rept     for     Aug     1992, 

DERHS,  P   S.        Pacific    Oat,    t.    Electric    Co.       B2/09/01. 
241C    Fithe:   50-133-92/0^/01,8211020237. 


4pp.         13BEJ2: 


6211110213  Foruiards   monthly    operatins    rept    for    Bep t    1902. 

WEEKS, E    D         Pacific    Ga«     fc    Electric    Co.        H2/IO/O1.  QfflCB     of 

Resource    Hanagement ,     Director.         lp.         16036:383.         24X 
Ficfie;  30-133,  B3/10/O1.  B2  1 1 1  10343. 


0       biiportion    ruiiurtu,      II'    Dul  Ic  1 1  n  5    ',    c  in-vuip  onddhto 


fKl\i"IM'.W    Heupnndt     ti>     If    lliillrl.ui    III   -Oil    rt     flaul   blockage    of    coolinn 
uidler     to     iaf«tij     lift    i:  iirnfl  otionl  o    b  ij    Curbiciil.i    spccioi    4 
Mvlllin    spociHB    Tun   1-lijtiliiG    siiecioo    fiiiind    at    plant.  Flr» 
pi-olBttion    aija    rvivivut   unilof    from    fi-nnh  lu.ilirr   wells 
EiltlFI-'tn,  J    II         f'flclfu.     Odo    (,   l-.luctvic    Co         111/06/09         EWGELKEN,  R,  H, 
fisginn    !'•     finn    Fi'.irn  i  •!  i  u,     Clffire     (if     ttio    Director     (E1I/03/O1)         3pp. 

K,ai(i  '.mil      t'tx  (  utiu  fjo   1:1:1, 


[lOHIVOaao  II-:  Info  Nntim  ll.'f  •;!/,  "Cracking  in  Upper  Shell  to 
Iranoiluin  Cniiv  (Jlrtli  We.lt!  ill"  iili'jm  Qmiorotor  ,it  Oprratino 
I'M!  '  live  1  in  I  "IK-  I 

Division  nf  ('rig  iiiimt  ing  '•  (hinlltij  Assurance  03/09/li. 
,llinl  Kiliinn  Ci>  t>l  Neu,  Vock,  lilt  !0!)(lp  15930^001.  21X 
000,  (IIVI9/1/,,  ili!«UI'hl;!:!(> 


SOOlflui'SiJ    II     Info   Not.  ice    I1,"'-!M,  llu  vi  1  1  nn  1r     "Wolds    in  Hain   Control 
f'jnnl  5    "    livr     lint    oni  1 

JilllDAN,  1'.  I  Divittiim    ill'    t:ngl  ncpring    *  Ounlitg    Aslurance.       03/OV/I7 

Coniol  Idnlnil    Cilitini    Co       of    tit  a,    Vut'k,  Inr.  lO^pp         IOB'?5:10D,        m*. 

i-'iche  r.o-  ooo,  n;'/ov/i/,(i;.'oiiivo;!L';! 


1C    Infu    Niit.ii.u    tli'-lt'J,     "livt    OoorJulnlton    nf   Thick    Hall 
!iU  ml  «i  a    lilue!     ll»i  u-t  n  I  n  U  i  nti    !ii|«    I1  1  p  I  n)    at    IlUn    Plant." 
(ivi     lilt     U'K  I 

JIIMDAN:  !•'    I          Diviaiii"   01"    dig  i  nil  or  mo    I    duality  Anuranen.       B2/OV/21, 
Coniol  iddliril    f-'illmnt    f'a       uf    Now    York,      I  in:          fl(i|ip.        16017.093.        SIX 
F-irliD    SO-OOO,  im/OV/.M.HliOlllVOlKM 

lii'OO  I  ';oaa:i    IK    lnf»   Nntico    mi-rilt,     "ChJingB    m    I'nrmnt   t.   fin  tribgtion    Sya 
for    I!-!    riulliilin».(!irni)(i1'i    '-     Info    Notice*     "    live     lut    oncl. 
DfcYOIJNO,  II   C.       ()i  mrtcir  '«    llffii.0.    Office  of    In»pectlon   and 
rnfoiroHBiit         (liJ'OV/i1;.1  CnrnoliUiitBit  Kdl«fln  Co      of   NOUJ  Varh,     Inc. 

HOpp         IftOlfl    Oi'l         £!4X    Ficli*    90-000.  Ha/0')/3a.  0300190333, 

U,"!OII  1  90i'.')a    IK    Info   MoUtd    U.'.'-'IO,     "Be*  1  1  «  sin  t  e  »    in   PrlmJiru    Containmont 
ElecLricrtl    Ponstr«tlnn  flttemtiliwt    "   live    llit    »nc  1 

JUHDANrK   I.        Dlvuion   uf   lino  i  nuer  1119    6  Quality  Attorane*.      OB/09/Q.2. 
Contol  idnleil   Kill  ion   Co      of   New   Ynrk,     Ine         IIUpp.       I  9930:  01  9,       31X 

rich*  so-ooo.  (iivov/a:M)t'Otii'rt)i':ia 


— aSllI102SO    Monthii)     nperatin.g    rept     for     Sept     1932. 

[JERKS,  P    S          Pacific    Gas    ft    Electric    Co.        02/10/01.         4pp. 
34X    Fiche:  5O-133,  B2/ I O/01 , B21 1  I 1O243. 


V.     Operator 


S21013GQ1(9   Oenoric    Ltr    Ba-lB    to    all     power    reactor    applicants    S< 
licensees    re    reactor    operator   S    senior    reactor    operator 
roquaHf  ication    «  .ama.  Ad  vi  s  e»    that    e  i  3ms    .bejin    at    facility 
after    B2100I.   Svc     list    oncl. 

EISEHH'JT.D   0.        Division    of    Licensing.        B2/10/12.  -Conoo  1  ido  tod 

Ediiem    Co.      of     Men.    rorl.      Inc.        15pp.         lf,QOS:33A.        SIX 
Fiche:  SO-OOO.  92/10/12.  B21013001"? 


DOCKET    30-134    WORCESTER    POLYTECH     1N3T.      HESEANCH   REACTOfi 

E      NRC   Safety    Evaluation    Report     (SER1.      Biipp  1  5     It    eorrespondenCD 

Bail3QQ43'1    Foruiard*.  f  or    reviBuit   dp-proval,  SEH    re    renewal    of    facility 
OL.  Publ  ication    dat*    act     for    B3  I  1  26   U/o    end, 

THDMAB.  C,  0.        Standard  1  1  at  i  on  6    3[>BCtal    Prajects    liranch.       S3/ll/aa. 
EISEIJHUT.  D    0-        Ai»i3tant    Blractor    for     Licenainj.         lp,         Id2£3:  002. 
2.IX    Fiche:  50-131,83/11/22,  BS1  1  300434, 

F.     Bffcuritij,    medical,     emergency    t    fire    protection    plans 

92111t055ii  Release)    public    version    of    rBvi»ed    em.erQen.cy    plan.  Encl    plan 
auppla    t>   confirm!    emergency    plan    submitted    for    inclusion    in 
B1011"?    SAR. 

PEL  TON  i  J,  H-        Division    of    Rulua    and    HecorJa.       H2/11/05.  Doctlniffnt 

Manaafl^an*    Branch.        lp.         16121:349.        24X  Ti  (he:  50-134,  H3/J  I  /05. 


—  9atllAOS57   Foruards    public    verilun    of    revived    emargsncij    plan.  Encl 
njppls    tt    confirms    omergencij    plan    Gubmitteil    for    Inclusion    In 


WILJlt1 
Nuc" 


111    Jnfo   Nolif-f    Hi.!-1l.     "F*ilur»  of    SaFetu/Helisf  Ualvss    to 
(]p«n   al    IIUH    "    iivc    litt    uric  I 
JORDAN,  t;.  1.         Uivltiaii    ot    Fug  i  imtrinj    1  Oualltu  Aiiurance. 

Coiiiollufllud    lidlimi  Co      of    Ncu   Vork,     Inc.        110pp.       19960:193. 

(;ich»:  so-ono. 


a  Forunrdi    It    Inap    Nipt    SO-IIP/BH-OI    on  DHIOO-l-OB.  No 
noncomp  liaricn    not*d, 

BGCM.H  E.       Division    of   Hfldlologlc*]    S*f*t«    (•   Bafaauflfdi    PrdBram. 
133/10/26        CftrtNE.f.A        I'acific    Oa«    b   Eltctrlt   Co.       4pp.        I60SS;3B1. 
S4K  fich»:  SO-  133.  OS/  10/26.081  1  1  OOOEIS 


0211IOOOB3    IE    In«p    Rupt    SO-133/02-04    on  021004-00.  No   nancompl  lanca 
not**    Major    ar««t    inipsctnd:  environ   mom  torlnjji  emcriipntg 
plantiinj.  1  lc»nj«»    attion   on   pr»vlou»    Imp     flndinji   tr    conit 
of    iou    l»v»l    r*dua»t«    nandlinfl    bldfl  „     ,,    .       ,       . 

VUHAS.OP..     HEN3I.AWGK  I,  (--,«.  .     HOOK,  H-  E.       Dlvliion    of   HadioloQi"! 
9a?tty    d  Baftguardi   Prooram.       BS/10/2S         ISpp.       16022:383.       44X 
Fieh»    90-133.  B3/10/26.  0211  IOOOH3 


B20BI90348    IE    Info   Motic*    BB-43,     "Dtf  iei»nc  i(t    in   LHH  Air    Filtration/ 

Vtntilation  Syi.  "  Owe    I  lit  «ncl .  aa/ll/16 

JORDAN.e.L.       Divltinn   of   enj  inttrinj    S.  OualitiJ  A«iurance.      u  • 

Coniol  ldat«d   Eiftion   Co.     ofUewYorl.    Inc.        "  ">"         lil71,^JJ,       -S--A 

Fl  chn:  SO-OOO.  92/1  I/I  A.  030017024B 


lllpp.       16171, 
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—8211240081    Forwardt    public    venion    of    emergency    rtsyonit    olan 

CHALK.U.S.       Waihington,    Univ,     of.        92/11/04.  Office    of   Nuclear 

Reactor  Regulation.    Director.        lp.        1623S;OI|.        gav 
Fiche:  50-139,  B2/1 1/17,  BS\  1240O78. 

— 8211240097   Public    var*lon    of   emergency    response,    plan,  Aperture    card 
available    in  PBJi, 

*     Haiti  inj ton,,    Univ.     of,       E)S/  1O/31.        IBpp,        li232-OI3        24K 
Flche:  50-139.  B2./U/  17.  0311240070, 

8211240390  RffUami    public    version    of    Eeattlc.Wrt    fire    dept   B21103   Itr 
rt   re*poni»»    to    flro   alarm*   &    facility    emergencies 

FELTOH.O.H.       Dlvlilan   of   ffules    and    Records.        B3/U/I7.  Document 

rtanagewent   Branch,       lp.       16330:  lafl.       24X    Fi  c  he:  50-  139,  B2Y1 1  /I  7, 

3211240359, 

— 92H240370  Forward*   public    vertlan    af    Settle,  HA    fir*    dept   B21103   Itr 
re  respon*Bi    to    fire   alarm*   A    facility    tmergenc  ie  t 

CHALK. M.S.       Wellington,    Univ.     of,        B2-/11/05.  Office   of    Nuclear 

Reactor  Regulation,    Diractor.       ?pp.        1.6 23 Or  129.        24X 
F  Is**:  50-139,  92/11/17,  0211240360. 


Bail  1 50645  Forudrd-t    citations   for    statements    of    mat  I    fact    averred  rot 
in  tfiiputi   an    Contention;    XIII    re   SNM    license    t<    XVII    re 
IB  i  *mlcity.  Related     cor  re  ipondence. 

JHRSCH.D.        Coramitte-B    to    Bridge    the    Gap         B2/11/OB         FHVE,  J.  H.  , 
PARTB.O.H..     LUEDUE,  E   A         Atomic    Safety    and    Licensing    Hoard    Panel 
7pp.        16061:080-        34X    F  i  che:  50- 143,  S2/1  I/OB,  B21 11  50645. 

8511170512   FQruard-s    ASLD    021 101     order    directing    M   Flobkin    to    respond    la 
•CoiMiittae    to    Bridge    the    Cap   Q-uestions    C-l ,  C-l  7,  C-1B,  C-19, 
(-&2&C-S4.H    D«Tnard    should    be     informed    re    approi     time    oF 
reiponie. 

THOHAS,  C.  0         Standard!  ution   t<    Special    Projects    Dranth  B3/I  1/fli;. 

JlftULEVrS.C.        Batt«lle    Mpmorial     Institute,     Pacific    Northuest 
Laboratory.        2pp.        16145:347.        24X    Fi  the:  50-143,  B3/  1 1  /09,  Ban  I  V^Sli 

B211ISOOOS  M*moranilum  fc    order  nemor  ial  i  i  ing    rulings   made    during    UiltOB 
teleon  u/UCLA  Cummlttee    bo  Bridge    the   Gap. City    of   Santa 
HonlcarCAA    NRC.  D 1 f urc ated    procedure    &    sue     of    documents 
clarified 

FflVE.J.H.       Atomic    Safsty    and    Licensing    Board    Panel.        B2/11/H).        Ipt 
3         B4X   Fi  che  .  30-143,  B3/1 1 /10,  S21 1 1  SOOOO. 


f.     Qpiretinj    lionte   itagt    dg-cumenti    ti    comrt pondenc-e 

B31QQ70015  Oennric  Hr    82-19    to    reiearch    k   t*it    reactor    lic*niee»   re 
•ubmlttal   af    copltt   of    document*    to   HDC.  Clarif ie>    number    of 
cop i*i    of  certain   documents    to    be    tu.bnltt*d    to  WRC.Svc    Hit 
ancl. 

E18ENHVT,  D,  0.       Dtviiinn    of  LUaniing,        Oa/10/OS,  Michigan.    Unfv, 

of        10pp.       15?60:  HO,       24X  Flche:  SD-OOO.  02/10/05,0310070013. 


DOCKET  SO-HH  UCLA  TfiAININO  REACTOR 

£,     NRC  8-ifafcg   Evaluation   Riport    fSERJr     lupp  1 «    Si   tors-* apondence 

B21I190072  Forward*    tupp Umenta ]    BER    *upportjnig    920623   application  for 

THDHA&'C.O.       Bt*nd»rJU*tion  1    Dpecidl    Pr-ojecti    Bran<A.       B2/I1/15. 
WEOST.H.F.       California,    Univ.     of,     Lot    Angeles,        51pp.        16IB6;  512. 
34X  FUhe;  90-  143,  £12/11/13,0211190072. 

F,    Bsctir i tu.,    medtcalF    -inir-genc^   t>    fir*   protection   plan.* 

9211190072  Forward*   tupp  IfmenU  I    GER    tupporting    920  6  23   application   far 
OL  r«neu»l   t    imergvnc^    reipcnia    plan. 

THOMAS,  C.O.       BUndarJli4tlen  <-    Special    Projtcts    Branch.       62/11/13, 
WEOSI-U.  F,       CftlifomUi    Univ.     afi     Lai    Ang^lB!         91pp.        16154:212. 
24X  FI  the:  50-  US,  02/11/13. 1*211190073. 


B31I1B02BO   Rgq,uest    For    production    of    CET 
KXI.  Daclard  t  ion    of   Svc    encl. 
HIRHCH.  D,       Committee    to    Bridge    the  Gap 
Univ.     of,    La*   Angeles.       &pp 
6211160280. 


tain    documents    re     Contentini 


02/11/12. 
24X    Fiche. 


Cul  Lfornia. 
-142,  02/ll/lB. 


B211IB03B7  Provide*    Pallauup    to   021108   conference    c.ill    discuaii 
riqurit    st-atj*    &    document    production    requests    re    emergency 
f  lam. 

HIR3CH,  D.  Committee  toOndg-e  the  Gap.  82/11/12  FHVE,  J.  H. 
PARIS,  O.H.,  LUEDKE.  E.  A  Atomic  Safetg  and  Licensing  Board  r. 
2pp.  16141;  2^6.  HflX  Fi  choi  50-142,  B3/  1  1/12,  821  1  1B03Q7 


6211330273   Notice    of    appearance    in   proc  ceding  .  Dec  larati  on    of    live 
HAL1GOFF.  L.  0.        Santa    llonita.CA.        52/11/16.        4pp.         It>l13    354, 
Flcher  50-  143.62/11/16.9211330273 


gnc  1 

!!1K 


B2 [123051 9   Foruardi    SER    suppl    re    recontlij    issued    amends 
•Copies    provided     ta    parties.  M/o    encl. 

WMDHEAD.C.  P.        Hearing    Branch     1.       82/11/22.        FRYE.  J   II. 
LUEBKE,  E.  A        Atomic    Safety   and   Licensing  Board   Panel. 
14184:308,        24 X    FUha:  50-142.  02/11/23,6211230519, 


to    opp 1  leal i  on 


I'rtfilO,  1),  II. 


B21130035S  4H»pon»e    to    B21 1  12  request    for   production    oF    documiniti    ui. 
Contention   KXJ,  Cert  if  icate   of    Bvc    encl. 

CORMIER. W.  H,       CaliFarnla.    Untv.     of,    Los  Angeles.       B3/H/S1- 
Coimnittt*    to    Bridge     the    Oap.        7pp.        Ib242;201.        24X 
Fieha:  30-142,  B3/U/24,  821  130033B. 


0,     Ail  jud  IcBtory    corTt*pand«n{( 


P.    Operating    license    stage    documents  It   CDrrespondenc  e 


B2110I0200  Foruardi    ttattmnt    of   matt    fa«tt    to   HRC    &2O901    motiorx   far 
lummuru,  dl ipc-iitiflfl-  wi'eltatlon*   nquiitfiT   by   ASLB. 
WODDHEAD.C.P       HtJrlnfl  Branch   I,      03/10/29.       FFtVE.  J.  H.  ,    PARIS,  n.H.. 
LiJEBKE,  E.A        Atdmit    8«f»tv    *(ld    Lir*n*lho    Doard   Parnl.        17pp. 
19873:310.       24X  Flch»:  SO-14S,  B3SlO/31,Bai  1OI020O. 


8210070015   Oeneric.   Ltr    H2-19   to   research   t<  test    reactor    liceniae*    rf 
ubirittal    of    cop  lei    af   documents    to   NRC.  C  lar  i  f  tea    number    of 
cap  ill    of   certain   documents   to    be   submitted    to   MF1C.  Svc     I  I « t 
tncl. 

EIBENHUTrD.  0.       Dlvition    of  Licensing        G2/10/OS  Michigan,     Untw. 

ol.       10pp.       15960:  140.       &4X  Fiche:  SO-000,  SB/  10/05,  H2IOO7O01  9. 


5.    Reportabli    occurr«ncasj    LERs   t  related  tor  respondenc  e 


821  1290243  PN8-V~aa-003:  on    621123.  received   call    warning    that    bomli    would 
tiplode    at   plant   at    10:  -45  am.  Bldg    evacuated    &   searched.  No 
bomb   found.  FBI    &  eme^rgency  Svc*.  State   of  CA    notified. 
MCQUEEN,  A.  D.  ,     SCHUSTER.  M,  D.      Region   5,    Office    of   Director, 
lp.       1*220:30?.       SIX  Ff  che:  30-142,  B2/1  1/22,  B21  1290243. 


DOCKET   50-UB  UNIV.     OF  KANSAS  RESEARCH  REACTOR 

F.    Security,    medical.,     emergency    &    fire    protection    plan* 

8211240100  Rile**ei    public    version   of   reviiaq    Bmergencij    prepare  dn 
plan*. 

FELTON-O.M.       Blvltlon   of    Rulei    and  Record*.       Ba/ll/17.  Docu 

r1an*geni*nt  Branch.        lp         16201:311.       24X  Fiche:  50-14S,  BBS  I  1  X17, 
3211240100. 


-9211240104  Fcruardi    public  version  of   revised    imergencu    pr»p« 
plan*. 

MESL£R,R.D.,       Kan»as,    Univ.     of.      B3/II/03.  Office    of   JJuc 

Reactor  RB^ulationr    Director,      lp.      16301:312       24X 
Fleht:  80-149,82/11/17,9811840100, 


Public    veriion   of    reviieil    (mergence    preparednai*    plan* 
»     Kan-ia*.     Univ.     of-       Sa/lO/31.      41  pp.       16201 '314     .    24x 
FIthi:  30-143,02/11/17.98112-40100. 
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er-al    correspondence 

xx  "- 

»,,27-      " 

he:  50-148.  B2/09/27.  8308390123. 

11090080 

p.r.ting    Hcpn^^^^^nt^corr..^^.^ 

lW00150.,..rU    Ltr   ^"^^"r.^Sc'-cr.^^'/.'^!!"!  ...... 

:;?:r:i  ct^^^n^^r.-,,  *.  NRC.SV<  m. 

ir  i  m/in/n^  Michigan'    Univ. 

" 

KET    50-150   OHIO   STATE   IWIV.     "EaEARCH_REACTM 

o;;-;rnrn"-«^HrLEE-*i---"":!^~!"" 

.  t      (19-19    to   reSB"ch   *.   te.t    r.actor    lictn.e"   " 
007001S   Generic    Ltr    32    IV    to    "»  Clflrifie*    number    of 

•:;:ir:i  ::^:^^n-i.*...ffi«...  ..  «».-«  u.t 

82/10/05,  Michigan,     Univ. 

00.  82/10/05.  ^2,0070015. 

50-151    UNW.    OF    1LLIW1S  fiESEARCH_REACTOR 


; 

FELTON.J   M.        Oiviai^n    of    Rul« 
Management    Branch.         ip 
93]  1220463. 


t  ,„„.  50_15i, 


«. 

^^50-151.02/11/17,8211250463. 
Public    «r.t-n    .f   »-» 


O.n.ri« 


UOCKET    50-195    010   ROCK   POINT   NUCLEAR   PLANT 

r^^T}^^ 

B2HXH00.8   ..«rie    Ltr    B?-»*.    .»,;;-»    "^^KtiU;  ..... 
.ppllc.nt.   S,    holder,    of   CP  •   »    'g^   for   p.r^or.Ug    .««»• 


50-000,  B2/IO/Ol, 


e     of  nuel"r 


H«n»ntm»nt   Brinc 
B21  1010048. 


u.»  »- 

drill*.  Bie.ipt    *»rn    tnc1 
.      CBn.twtr.   POMP   Co. 
Regulation.     Dirtctor.         I 
B21  1010048, 


re  trdtnil" 


office  of  Nuclear  "• 
3  24X  Fic^:  SO-155, 
J 


Of    .ff.ctiv.    pig*.     *"cl- 


02Il,,0304  For. 


18pp.        13B92:OSfl. 


notid. 


noncofflpli-nc.    noti. 
PAPERIELLO.C.  J.       °lvi»' 


™ 

"r»dnB«    t   Operational 
PO«T    Co.       2pp. 


9211160099  Ack 


0 

ulthh*!-    from    public    JJ"1"";" 
CRUTCHFIELD,  D.       Op.r-ting    ""' 
uA-jnEUALLE.D.  J.      Con»iJm«rs    POUIB 
FUh.:90-159,  B2/10/29, 


8207Z9    Itv   re.poniing    to    HRC   B20b07    1  tr.  Ufcll 
B  i  1  1    b.    inforn.J    -t   «rll 


ranch   9.       O2X1O/29. 

1^    ,          16101:243.      34X 
> 


^;;::dt    .       Tiln      i:r^8ir^ 

utll    th.t   P"*l«    "f*"    "liV^-nSlng.       83/11/03. 

ffiKf?;"-  ?>  N  ivK"  °-  $>•  '«»=««• 

FUh.?SO-000,B2/l  1/03,  821  104O379. 


id  t  d 

C0n<nlid-tBd 


= 


6 


(ref    10CFR73.  211. 


. 


ic.   30-000,  BB/  1  1  /0», 


CRUTCHFrELD,  D. 


^^ 


FUh.:50-000,  82/11/09,  BBU150362. 
0,    Adjudleitory   eorrBiponiUne* 


tu»l    BooLuIthin   40    d«yt.  «..,.. 

S*LLO  0..         ORNTOK.P,       C.n««r«    P  -.  r 


,J         lihnm.     Lincoln 
J  p-n>J> 
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•  .    •  ^    •tt'i!>i'""*i:.>"'~'l   ~"":t'"3  *'•'   "=   SP  Cotlrr   ri   poinbli 
*•'  '    'j    »•  !-  Mi..ij(   i-.js-j   *n    ti-ti,,   nr"°j*iV|joc'«!nti 


«M(H04WnrMrrit   set   of    evaluations    Ft,r    M 
in   drift    SEP    r»pt    (  NUREQ-OH23  )  . 
SHITH.H.      Operating   Rojitor)   Branch     3.       iryy 
Brinch,        Ip.        15956:001.        2flX   F|che:  50-OOO, 


ground    motion 
.-.v.luati,,,    „, 


. 
Fich.:50-000,e2/IO/12,D31lo!)0400. 


:  50-1 55,83/1 1,/29) 


Honof.,    c 
erim  O« 


A..  l.U 


» 
"Mto|1« 


eValt""'""     •'-     — 
'"nt.  Ci,n,p  1  ,|  .    .„., 

"""nu.,,.,,      »_-• 


1=-;;;i^;  ?=-';- ;„„„„„,„,. 

l^^^sSH-'S.-irF--- 

«*«n   Co.     of   Netu   Vorf"    Inr         2         "Ol         ^'l '"i.'/.  .„.,,.  i  ,, 


!"r:-!'—-"^:^.l.»-» £. 
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-aailOB321B    "Bndge    Sei5mc    Rept    -    75/5T   Single   i-eg    Gantry    Reactor    Bldg 
Crane    (H0577)."    Amend     1     to    util,"Big    "°ck    Point   Plant    Spent 
Fuel    Rack    Addition    -   Consolidated    Environ     Impact    Evaluation 


15980.210. 


Hh.tn'  Cnrp         76413         82/09/28. 
24X   Fi  che.  50-155,  B2/  IO/39,  021  1080212. 


5PP. 


n=miAOOB9   Acfc 


ipt 


of    32072?    Hr    responding    to   NRC    830607    Itr.VJtii 

by    NRC.  Ut  1  1    -ill    "*    .nform.d    at    ..rl<| 
date    re    HRC    vt«ui    or,    i«"«    Involved.  Safcouards    info   uill    be 
withheld    from    public     disclosure  oaym/oe 

CHUTCKFIELD.D  Operating  Reactors  Branch  3,  ®f''°'S9'  „ 
V.VJDEUHLLE,  D  J.  Consumer  s  Power  Co  lp.  16IOI243.  24* 
Fi  che:  50-155.  B3/  10/29.  021  1  UOOB9. 

H-MlO-OHl    Forwards    draft    evaluation    of    SEP    Topic     III-3.A.     "Effects    of 
High   Water   Levels    on   Structures    "   Revieu  of    evaluation    for 
,-a-tual    correctness    &    differences    in    as-built    design    prior 
to'cornencen-Bnt    of     integrated    assessment    re  quested 
CRUTCHFIELD.D         Op-ratlin    Reactors    Dranch    5.        82/11/03. 
VAIJDEWALLE.  D    J         Consumers    Power    Co         6pp.         15935.  017.        ,MX 
Fiche.  50-155,  B2/  1  I  /03,  821  104033  ! 

S-1  1090230   Forwards    Revision    3   to    "Dig    Rock    Point   Physics    Methodology 
B.pt,-    cons.sting    of    Pages     1.6    (,    46-54    to    incorporate 
corrected     local    peaking    uncertainty    factor     in   Section    5.0 

»E,T   C,        Consul    Power    Co         M"""-        CRUTCHFIELD.D. 
Operating    Fieattors    Drar-ch    5         2pp.        16004:009.       24* 
Fiche    50-155:02/11/04,8211090230 

-  -821109023?   Revision    3    lo    "819    Rock    Point   Physics    Methodology    Kopt," 
consisting    of    Pages    l.Q   fr  48-54. 

.      Consumers    Pouer    Co         03/10/11          lOpp          16004    Oil.        24X 
Fiche    50-155.  B2/  1  1  /04,  B21  1090230. 

S-M115030'*   Foruiards    safety    i     technical     evaluations    resolving 
NUHEO-0737.  Items     II    D.  4,     "Training    for    Mitigating    Core 
Dan-aae"   t    I    A   2    I.     "Immediate    Upgrading   of    Reactor   Operator 
>,  Senior   Reactor   Operator    Trainine   &   dual  .  f  >«*>«••  . 
CROTCHFIEUD.D.        Opcrat.ng    Reactors    Branch    5         ^a/  11/08. 
VANDEWALLE,0    J         Consumer*    Power    Co.        -1pp.         16093   278.        24X 
FUho:50-153.  B2/  I  I  /OB.  621  1  150303 

—  BP09030339    "Improvements     In   Training    1,   Requa  1  if  ication    Prooramn    As 
Retired    By    TMI    Action    Items     I.  A.  3.   1    t,    1  1  .  D.  4    for    Big    Rock 
Pm.it    Nuclear    Plant,"    technical    evaluation    rept. 
""'sconce    Applications,     I.e.        NRC-O3-B3-096.        8*1-166-039-3*. 
82/03/31  HRC    -    No    Detailed    Affiliation    Given.        ISpo. 

76092.261          24X    Fiche.  50-155,  62/  II  /OS,  031  1  1  50303. 

Q211100307   Forwards    EflfcC    final     safety    evaluation,     "SEP    Topic    Vl-lO.A, 
Testing    of   Reactor    Trip   Syo  1   EflF.  Rig    Rock    Point   P   ant. 
reflecting    util    aiQWI   comment!.  NHC    safety    evaluation 
proposing   .nod  s    to    Tech   Specs   b    equipment    en  c  1 
CRUTCHFIELD.D         Operating    Reactors    Branch    5.        B2/    1/09. 
VANOEWALLE,  0.  J.        Consumers    Power    Co.        33pp          16141,152.        «.4X 
Fiche.  50-155,  H2/  11/0-?.  5311180307. 

B311Ii0047  Genenc    Utr    B2-26   to    power   reactor    1  lessees    (  o.cept   Fort   Bt 
Vrain)    re   NUREG-0744,  Revi  5  ion    1.     "Pros  sure    Vessel    Mat  I 
Fracture    Toughness    "   Forwards    HUREG-OV44,  Revision    1    W/o 

EISENHUT.  D'^    "uivis.on   of   Llcer-s.ng.       82/11/12.  Con.olidated 

Editon   Co.     of    Nsu   York.     Inc          52pp          1623^:212.        &lt 
Fiche    50-000,82/11/13.8311160047. 

5211170336  Forwards    evaluation   of    SEP   Topic    III-3.A  re    effects    of    pipe 
break    on    structures,  sy*  *   components    inside    etmtainment 
Methodology   t,   acceptance    criteria   cond  ,  ti  onal  Ig    acceptable. 
Add!    info   re    effects   of    h.gh    """--gyl  inel.reais   requested. 
CRUTCHFIELD.D.        Qperalino    Reactors    Branch    3         B8/1  1/13. 
VANDEUALLE.  D   J.       Consumers   Powor   Co         12pp.        16105'  147,       34X 
Fiche:  50-195.  82/11/13.  B21  II  70336. 

9211180232  Foruiards    application    to   amend    Licen.es   DPR-6  t.   DPR-20, 
changing    Tech    Spec,    re   adminl  .  tratlv*    contro    .. 
VANDEUALLE.  D.  J.       Conaumers   PoLier   Co        BS/ll/lB.       CRUTCHFIELD.D. 
Operating   Reactors    Hrancft    5.       3pp.       16139:001.      24X 
Fiche:  50-000,  B2/1  1/13,  B21  1  160233. 

-8311100234    Application    to    amend    Licen.ea    DPR-6   i,  DPR-EO,  Chang  ing    Tech 

Bpscs    re   admini  strfltivs    controls.          „„,,....  ,  iA.-lR.OD4 

REYNOLDS,  J    H         Consumers    Pouor    Co.        89/11/12.  4pp.        16130.004. 
24X   Fiche;  90-000,  83/1  1/13.  0211190332. 

-831I18023B  Propo»d    Tech    Spec    changes    to  Licenses   DPR-6  t  OPR-SO  i-e 
floninlstrative   controls,  provi  d  ing    coord  inat.d,  eompany-ujld, 
safstg    mst    program.  Proposed    Tecfi   Speci   »uper»«de   820720 


0211170107  Foruards    listing    6  summary,    of   SEP    topics    for    which    currvut 
licensing    acceptance   crlterU  not   met. Written   response 
requested    by    B30228.  „.,,,,, ,t 

CRltTCHFlELD.  D.       Operating    Reactors    Branch    5.        B2Y11/1&. 
VANDEIJALLE.  D.  J,       Consumers   Power   Co.         3"?pp,         16130.215.        24X 
Fiche:  50-155.  62/11/16.8211190107. 

B211230019  Provides    status    of    installation    nf    addl    accident   mnn  i  tor  inp 
equipment    per    KUHEO-0737.  !  tern   II. F.I. Nods    to    stack   gas 
monitoring    sys    currently     in    progress.    Installation    will    be 
iccnmollshed    orlor    to    end    of   Dec     1932. 

DDRDINE.T.C.        Consumers    Pouer   Co.        B3/II/H.       CHUTCKFIELD.D. 
Operating    Reactors    Branch    5.        I  p.         16195:348.        24X 
Fiche:  30-155,  93/11/19,9311230019 

6211230063  Responds    to  82O914  request    for   addl    info   re   SEK    tar 
"Containment    Purging   k  Ventinj    During    Normal    Operation 
Debris    screens  will    be    Installed    tn    c onfcflinment   ventilation 
sunplu    tt   exhaust    lines   within    1    Yr    of    mod    concurrence. 
BDHulNE.T   C         Consumers    Poiuer    Co.        B2/M/19.        CFIUTCHFIELD.  0, 
Operating    Reacton    Branch    3.       3pp.         16193:360.        24X 
Fiche:  30-153.  62/1 1/19,  B31 1230063. 

8211300339   Foruiards    exemption    from    1OCFR50,  54  ( o)    t,    App    J,  safety 
evaluation  6    technical    evaluation    rep  t.  Revt  sed   Tech  Specs 
requested   ulthin  60  daus    of   receipt    t.    info    re   differences 

EISENHir"DSGn9  Division  of  Licensing  S2/1  1/23.  VANDEWALLE.  D.  J. 
Consumers  pier  Co.  3pp,  16242:134.  24X  Fiche:  50-1  55.  62/1 1  fB'J, 
B2 1 1 300339. 

— B211300347   Eiemptlon    from    lOCFRSO.App    J.Type    II    frosting    of    oUctrlcnl 
oenetratlons.  penetrations  u/eipal>sl  on   tml  louti    S.  conta  i  nmont 
pressure    instrument    seal    lines    !.    Tgp«   C    pneumatic    testing    at 
check    valves    in   control    rod    drive    pump    supply    lines. 

EtSENHUI.D    0         Division    of   Licensing.        82/11/23.  Consignors    |>nwt»r 

Co         5pp.        16242:137.        24X   FI  ch  e  :  50-  I  59,  63/1 1  /23.  821 1  300339. 

--82113003S3  Safety    evaluation   supporting    llcensoo    requeit    for     exnraplkn 
from    IOCFR50.  34(0)    i    App    J.  oa/,i/Ti          A,,,, 

*     Office   of  Nuclaar  Reactor    Regulation,     Dire-dor.       02/II/2-).        1|ip 
16342:  14S,        24X   Flche:  30-155,  B2/1 1 /33.  02  1 1300339. 

— BS03040623  "Containment   Leakage    Rate    Testing,"    technical    evaluation 

DELOAIZO.T.  J       Fr4nklln    Inst  i  tu  tc/Franl  1 1  n  Res  earch   Center. 
NRC-03-79-UB         TER-CS257-04.        02/04/30.        HIWNO,  V,  S.        NRC    -     N., 
Detailed   Affiliation  Given,       27pp.        14343:  146.       SIX 
Fiche,  90-135,82/11/33.8311300339. 

0.     Inspection   reports.     :E  Bulletins    &  ^correspondence 

0208190222    IE    Info   Notice    62-34.  Revi  s  1  or.    1.     "Weld,    in    Hair.    Con.tr  if  1 
Panel*.  "8vc    Hstencl.  m,jv./i/ 

JORDAN.E.L.       Division   of   Engineering    k  Qual  i  *«    5**1"-*""-       9n.i-.iv 
Consolidated   Edison  Co,     of  Neu   York,     Inc.       lO7pp.       1S395;  intt.       .r*X 
Fiche:  50-000.  62/09/17,8200190322. 

8208190229    IE   Info  Notice  62-39,     "Bvc    Degredatic-n    of    Thick   Wall 
Btainle»«  8t*el    Rsc irculati on   By s    Piping   at    BHR   Plant. 

JORDAN.IE.Lnllb1vi.ion    of   Engineerin,,    !.  tH.,1  H«    A«ur*n«.       OS  /tlV/lJI 
Consolidated   Edison   Co.     ofNeuYork,     Inc.       Hfipp.        l6DI7rOTH.        rf« 
Fiche;  30-000,  02/09/21.  0206190229. 

6208190323    IE    Info  Notice  82-33.     "Change    In    Format  &   DU trlbut i  p»    U«» 
for    IE   BulUtins.Clrculars  1.   Info   Notices^'    five    1    st    end 
DEYQUNO.R.C.       Director's   Office-     Office    of    Inspection   and 
Enforcement        02/09/32.  Conso  I idatcd    Ed  1  son   Co.     ofNeuiYorlu     tnr 

Enforc.ment.       0|/uv/  go_O00,  02/09/82,0308190323, 


:°Conuer.    Po^r    Co.        92/11/03. 
Fichu:  SO-000.  83/11/12,821  1160232. 


43pp.        1.138:011.       24* 


0208190232   IE   Info  Notice  80-10,     "Def  i  c  iencl  e  »    in   Pri-nary    Con  t.  liMiiil 
Electrical    Penetration  As. tmbll  eg.  "    Bvc    »ltt   encl. 
JORDAN.E.L.       Division   of   Enaineering    &   Qual  Itu    *"<"•»«"-. 

Consnlidattd   Edison  Co.     ofNewYorl,     Inc.        113pp.       15930.  OJ 
Fiche:  50-000,  62/09/22.5208190232. 

6211060003  Forward*    IE    Insp    Hept    5G-155/B2-14    on   830731-091 0.  No 
noncomp  I  lance   noted. 

BTREETER.J.F.       Division   of   Project   &    Re.ident    ProflrBm* 
DEWITT.R  B.      Contumsn  Power  Co.      Spp.       15930:074.      24X 
Fiche:  30-155.  63/10/19.9211060003. 

-0211060004    IE    Insp   Rapt   30-133/62-14    on   BW73I-WH),  Ho    in>M«ipH«fWi 
noted.  Major    area,    inspected:  *ol  lowjp    on   outjt-ntf   nj    in*p 
Itemi.  op.  rational    safety    v«ri  flcation.  monthly   malnt   & 
lurveillanie   observation   t<   IE    cireuUr   follouup. 
WRIOHT.O.C.  ,    PARKER.  M.  E.  ,    WALKER.  R.  D.       Division    of   Prc-jBct    * 
RMldent  Proorami'.       82/10/18.        4pp.        13930:076.       24X 
Fiche:  30-153.  B2/10/19,  B21 10600O3. 
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R°pt 


r 
«n.  .B.       Consumers    Power  Co        20  D 

071.        24*   Fithe.  SO-1SS,  B3/10/37,  021  1  1  IOS04. 


r.»p0n*e    to   ai,aH    confirmation    of  actUn   Jtr 
eparuJnei)    appraisal 


B23U600BD  Su«in..r«    of    H21103   retina   w/ubils    r,    IE   nu)i.l-i.   on    H, 

u«   -f    «En.r,»    a.l»e.   Techni  que"    fc   «„  «!„,   «t  Ian  "in  i  "" 

masonry    yfllJ    qualification.  arcn.nj   aition      for 

C.  H.       Operating   Reactor*    Brtntb   a 


™=S?!Jr  ^'<'°-<~-'''DBfiti"cie'  in  LHfi  Air  FIII""«" 

irnolJtfafcBd^diion   Co    ^/ul^l""^   9ual ' fc¥   Aisurance.        82/11/1A. 
.-.cn-nyin.    — — ^_"r«*u    voT  t ,     Ins          Hipp.        16171:233.        34y 


!!™l™^:'"n»   TBporti   fc  «]*t.d    "rr^ponri.nce 


.  82/09/07, 


, 

ConsumeTi    PQUIBT    Co         B2/09/OI 

FichB:SO-lS5jB2/09/07.  821  1020213. 


Consumers    Poiuer    C 


176.       24X 


1r|    °P8rfllnS    '•'P6    'or    Sept     1952. 
Consumars  Payer  Co.       B3/10/H        o. 

FUfc.jBo-iSB.aa/io/iB.flaiHio365.11'     2p 


t    TlUfred   Et 


16037:184. 


>11     Ual    i,, 


•D- J,       Conii, 
of    &ir«ctur. 


)u«r  Co, 

19949:317, 


.rtonn.l    alerted 


6211190113    F&ruiards    LEfi    82-029/01T-0 

WlHOBHLLt.D.  J.        Consumars    PaUBr    Co         82/11/09.        KEPPLER    J   0 
3.     OfFice    of    Director          In          i/.i'in   aB«i         -jn  ¥    ,7      ,        „      "'  J   U 
16150.55         24  X    Ficlie    50-1  55,  Q3/ 


„ 

50-1  55,  Q3/  LU 


8211190117    LEB   B2-029/OC  T-0.  on    931027.  minor     I 
h-lf-lnch    instruct    v.l.e    .„    pr,"a    ?  "° 

"n  in  seai  ueid  °-r  ^•• 


9211190243   Fort/ards    LER   e2-027/O3L-0 

VAWDEIWLLE.D.  J.        Conauneri    poue  r    Co         B 


—a2UI9024S   LER    B2-O27/03L-0-  on 


„.  , 

T    c     ^ 


V     Operator  Eiaminations 

9210,30019  G.n.ric    Ltr   8S-1B   to   all    foueT    reai 

""    " 


OFISCONSIN   RESEARCH   REACTOR 


.™,,    p|an 


SS11I20S07. 


MX  Fiehe;  SO-ISd.HH/ll/Off, 


c, 
scanun,     Univ.      pf,     Kadi  ton 

:  50-156,32/1  I/OB-  821  U30507. 


.nc«    plan. 


16063.  I IV.      a 


RESEARCH  REACTOR 


R.I  .....  publil  v,riion 


Ver*lon   of 


B2t  1140493 
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3211300223   Forwards     1C    Safeguards     Inso    ftcpts    5C— 097/82-01    k 
5O-I57/B2-01     on    t)3lOu5~Oa    No   none omp 1  lance    noted. 
MARTIN, T    T.        Division    of    Engineering    *.    Technical    Programs.        82/11/15. 

Kt!5SAC,P         Cornell    Univ         2pp          16239   2BQ         2AX 
Fiche    SO- 097,  82/11/15,0211300223. 


— 8211120535   Public    version    of    revised  emergency    preparedness    p  1; 

»      Maryland,     Univ.     of         S2/1O/31.  70pp.         16063:315         24* 
Fiche    50-14.4,,  02/11/05,0211120529. 

P.     Operating    license    stage    documents    !.  correspondent  e 


- --OB1  130022*.    IE    Safeguards     Insp    Repts    50-G97/H2-01    t,    SO-157/B2-01     on 
021005-08   No    noncimp I  lane e    nn'.ed    Major   areas     inspected 
organiiation    1,    oper.it  i  on,  measuremen  t    &   contra  1  s.  sh  ipo  ing    't 
receiving,  storage    '-    internal     control    J.    physical     inventory. 
DEI  LA   HAI'TA.fl         DivMion    of    engineering    ft    Technical    Progr 

5pp       it-'J.:i'f  zas      :MX  FICH*  so-o1??.  aa/n/is, 


B21007Q01S   Ganeric    Ltr    83-19    to    research    t.    test    reactor     licensees    re 
subfntttal    of     copies    of    documents    to    NRC,  Ctar  i  f  ies    number    nf 
copies    of    certain    documents    to    be    juhmilted     to    NfiC.  Svc     Eist 

EISENHUT,  D.  G.        Divisi  oo    of   Licensing.        82/10/05.  Michigan.     Unis 

of.        !0pp.        15960:140         34X   Ficho  :  50-000,  B2/  1  O/05,  821007O015 


its    £-    correspondence 


u?lf)0700i;i   Ganeric    l.tr    SH  - 1 9    IQ    research    (-    test    reactor    licensees    TT 
=  -ubfliilUI    of     copies    of    documents     to    IJRC.  C  I  a  r  i  f  ies    number    of 
topics    of    rorl.nn    documents    tn    UP    submitted     to    NRC.  Svc     list 

E]«it;HmJl' l>   <i         liivition    (it1    Licensing.        G2/IQ/OS.  Michigan,     Univ. 

of~    '     10p|,          ] -jf/M)    I'll).        iMK    Fiche    50-000.02/10/05,  £1310070015. 

Or'l  li'aOJSb    Forwards    reijuust     for    .iilill     info    to    be    answered    during    NHt 
"ll^'ia)7    visit    [•(irmnl     iiuesliiins    re    relicensing    flction   will 

1  nch.        03/11/1V. 


i)        Inspection    T'opcirts.      It'    Uullelins    i     c  nrreap  midern:  e 

••1M  t"lOOk!J-|   horuiirda     H-    i-.drp.ju.irds     Insp    Repls     50-097/02-01    « 
*  'iO-15//lli'"i>l     on    CH2I005-00    No    noiu'omp  I  i.ince     noted. 

MrtfUllJ.  I     '          Division    »f    f.nginenring    (.     Technical    Programs.        EJ2/11/15 
M.JllifiAC.t'          Cornoll    Univ          .-?|i|i .        I6231?   2UO.        3flX 

-tV-'l  KiOO.'Hd    IH     -MfngiMnJ-j     Insp    Repts    50--IW7/H2-O1    *,    SO-157/83-Ol    on 
""Ei^'lOoV-Ofl   Nil "  untie  iimtil  i.irui'   noteil    Major    avoas     inspected: 
ovoani  1,1' ion    t    »p  !"•,!  t  i  nn,  ^e^s.ir  umon  t    f-    c  nutro  1  s.  sh  I  pp  ing    8, 
rnroivitin.  3  Uriine    "'     mtorn.il     .•.introl    i   physical     inventory. 
ntl.l-A   IIATTA.A    ,     Zini/l&KV.H   -     |50DV,  A    T         Division    of    Engineering)    t. 

Fir  ha    !)0-097,  [H'/l  I /IS-  Ci;MKK)Oa23 


t),''-lV    Id    i  i^u^i-th    '-    tott    niaclor    licensees    n- 
of'  rlucuflivnit     to    "HC   Clnrifit-a    number    of 


if    I  ii.onii'io.         P^/IO/05.  Michigan,     Univ. 

!Ht    f-'icliu    IiO-000,  Or.'/10/05-B2l00700t3. 


DOCKET    50-170   HftTlCNAL   NAVAL   MEDICAL   CENTER 

F.     Security,     medical,     emergency    &    fire  -protec  t  ion    plans 

0211090355   Forwards    annual     operating    rept    for    Armed    Forces    Radiobiology 
Research    Inst     for    DC  t    1991    -   Sept    1992.  Emerg  =ncy    evacuation 
4    fire    plan    procedures    forwarded.  -.._  ....... 

ADCOCK.D.R.        Armed    Forces    Had  iobi  olog  ical    Research     [nstitut. 
82/11/05  Director's    Office,     Office    of    Inspection    and    Enforcement. 

Ip.        16013:  113.        24X   Fiche:  50-170,  S2/1  1/05,  B2L  1090-335. 

--8211090373   Armed    Forces    Rad  iob  i  ol  ogy    Research     Inst     Instruction 


52pp.        16012:119. 


oogUaRercInitute         93/09/30. 
Fiche:  50-1  70.  02/1  1  XO5.  B2i  1O903S5. 


B211240274   Releases    public    version    of    emergency    pi"-  nnr,JmBnt 

FFITQM,  J   M         Division    of    Rules    and    Records.         B2/11X17.  DocumenE 
Manlge^nt    Gr^ch.        ip          16231001.        24X   Fi  ch  .-.  50-170,  S2/U/1  7, 
821124027-1 

—8311240279   Forwards    public    version    of    ercergep.cu    plan.  „..,,„,, 

ADCOCK.fl.R.        Defense,  Dept.  of,     Oc-f  ense   N.c  1  ear    Agencu.  92/1/O2. 

Office    of    Nuclear   fleactor    Regulation,     Doctor.         Ip.  16331.002. 
24X    Fl  Che:  30-1  70,  83/11/17,8211240374. 


16231:004.        24X   Fiche    50-170,52/1  1/17,8311240374 
G.     Adjudicatorij     correspondence 


-*      .»««r-  ^e,. 

15912    102.        24X   Fi  che.  50-  170,  B3/1  1/03,  B21  1O30330. 
8211300241    Forwardi    licensee    emergency    p  Ian.  C  erli  f  ic.tt    of  Svc    encl. 


Nuc.ear    Age.cy.        B3/11/24. 

^^ 


«1M7001'»  Oon.nc    Ltr    U.!  -  1 1    to    r»**rcn    ('    b  e  s  I    reac  tor    1  .cense  es    rP 
Z.U    1    o      uiplB*    of    dotu«nti    to   NRC   Clarifies   number    of 
U  "    ru  o"»«nts    U,    b«    .uniH.lt.d    to   NRC. Svc    list 


EtSEt«t'JT,D  Q.       Div 
of        lOpp         l'J9iiO 


Michigan,    Univ, 
,0310070015. 


Advises    of    acq 


uisltltm    of   all    intercsta    previously    held    by 


Ofi  Co    in 
HUG  AN.  J. 


.i       on   i    8p.c,.l    PrOJect=    Brand, 


I  IOA0116 


MC/ET   50-166    UNIV      OF    MARYLAND 


B2I  1  1209^   R.l...«    P«blic    ver.ion    of    revised    emergency    prBParednes* 


llanagament   Dranch         Ip 
9211130537 


532  Forward,    public    version   of    reviSEd 


plan. 


Em.r   enc     W.MpSi"!'.-^'^"     D'--2-2/37' 
62/11/05,0211120529 


ision    of 


Fiche: 


P.     Operating    license    stage 


R.    Periodic    operating    report.^rel^afce^corre 


jsaiss: 


-8311090364  Annua.    operating   rept    for    Armed    Forces    R.<  i  obiolog  y    R.».;< 


B.«  Research    Institute.       93/09/30. 

4.       24?   Fiche50-170,  82/11/05,821  1090355. 

Force.   Rarfioiiology    Research    In.t    Instruction 

rs:^svorBsi»i*R«««i'?-:t.t-t..  33/09,30. 

a«    ?!!'!:  =0-170,  63/11/05.8=1.090355. 
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L^IV    HEEEARCH 


EJ£F.NHyr,p.  5         Olvinon       e. 

"     » 


/I 


- 


--B2IJIW2IO    IE    SAf0jru4r.lt 
mmcomp  Mane*    no  lad.  Ma 


.  „ 

mmcomp  Mane*    no  lad.  Ma  j,,r    «r,^    i,,,|,«,  (,,,    (.*,,»,,  .i 
protection    of    ONtt    in    ronlrii  I  t  inj    ,,  .-  ,•„,,„    ar,»,    ,J 
measures   minlmlting    removal     ,,f    !|W1    ,     „,,„,,     '      ,,      |'« 
flAILEV.R    J.   ,      OOOV.A     I  rt,u,,,,,     ,.     fl^|     »nf     n       .?'' 

2PP.         IAM9-1G9.         ««f|«ft;     !,„     tlH.H^M^VM'n!^, 


MU.I  Alien    ri|A,    in'. 


210070013  flMfrir    l.fer    IIIJ  •  I  V    i,,    r  «  ,  «  M  I,    •     L..I 
.ub*(tt.l    of    cnpio»    of    doM.i.nl.    "     /,.    r     I,/"""  '» 

«P|«  of  CBru,n  11(,™,u  lfl  bB  .J,,,'^:1;^;;/^';1' 

' 


EISEWWT.D.O. 


1,9*0: 


<>l'l  »B|MIII(Jfl 


93'i™tVCf    relPt    "f    lii!l"1-1     '"•     "" Wi«     ,1 

MILLER,  J.  ft"       olv™!,',',"'^?    i',"     t":     l"'1'1    "e"1     ''"     H'V.^.J   Oj'"""" 

'      °^^  J  OVOZJS''?    Rotniimfm      «jk     f.j.j<'     a*. , 

n         .       _  "  UT'y  ™       t  II      NPN.      f  _'i>V  t  'k       la.. 

"^ntfrin6/fra"OJ     (:'"'r<"  "«"    «•  li«.'.    *,>M',',        ""fl    """'"^ 

:------- "~-""^::'.'!-:!:'.. '.';«» *...,t,(,B1,  T.urf^rtlllitntf 

MJ»MO«6   RDidorln,    UU I OU I     ,(,,,1(,,I(IJ1,    l(k    ,, 


—  0211090628  Pu 


s;-  """•'•••  .....  •  .........  - 


....... 


f,;';«;«ui:,::ir:r;s(,i1.  ;••«/•«'.  .......  ..... 

n.].  ""«ln  <«««,.„„    t.".    ,   ™f.fl;'"l.I   nu.i,,  „ 

IBENHUr.B  0         ..„,    ,  •««Hli(    ID   We    ,„    „;, 

•  "-  '"--n^"":'- 
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. 
Fiche    50-180,  62/10/23,  821  109Q1S4. 

OpevsUrig     Ucenss    stage    documents   I:    correspondenc 


copies    of    ce 
EISENHJT.DO 


in    doc 


[>i 


of    Uc 


to    HF1C   Clarifies    number    of 
submitted     to   NRC.  Svc     iist 

B3/10/O3. 


c  ens  mo  .  1/O3.  Mithisan,     Unlv 

10j,p          I  9960'  140         Z4X   FJeht:  SO-000.  flS/lO/OS,  BaiOOTOOlS. 

0       Inspection    reports,      IE    Bulletins    t    tor  rasp  ondence 

321109018.)    Forwards    IE     Intp    Hep*;    50-168/63-01     on    B209I6-17.  No 
none  Qnp  I  iiince    noted 

HADSeiJ-e   L         Division    of    Resident,     Reactor    Project    t,   Engineering 
Programs         B2/IO/B3.        FAM,  R   E.        Kansas    State   Unlv         2pp  tiOOsVa 

2.1*    Fiche    50-lBa,  02/10/23,  B2U010184.  P  lauuj.uu. 

--BJ  11070]  03    IE     Insp    Rept     So-lBS/fla-Ol     on   B2O916-17   No    noncompl  ianca 
rioted    Major    areas    i  na  pec  ted  .  org  am  i  at  ion,  aud  i  t   4   review, 
operator    r«  qual  i  f  i  cat  ion     trai  ni  no,  procedures,  survei  1  lanes, 
eiperiment*,  emergency    planning    5    radiation    control 

REDAUO.R  T  .  MURPHY,  M  E..  SCHUM,  IJ  E  Division  of  Resident,  React 
Project  '_,  Enolnoflnng  Prnoram!  02/10/01  Spp  I6QO3'  015  sax 
Fichu:  50-  IBS,  82/10/33,  S3]  10901B4 


DDCkET    50-199    MANHATTAN   CCLUECE   RESEARCH   REACTOR 

F. ^Security,     medical,     amersencij    (.    fir*    protection    flans 

S211O30IOt   ForuaTda    amended     pnyiicaJ     sscuritu    nlan    Plan    uithhsld 
(rof    10CFR2-.  79O  ) . 

KANE.R.S.        Manhattan    College.         83/10/29.        E ISENHUT,  B.  O.        Division 
Licensing.         [p.         15711:  360.        24X   Fiche:  50-199, 02/ 1O/29.  B31 10301OA. 

S211I70001    R.ltam*.    public  version    of    6-n.ergencij    plan 

FELTDN,  J.  M.         Division    of  fiulrs     and   Records.         Ba/H/OB.  DotumEnt 

rlanagansnt    Dranch.         Ip.  14144.357         2<1X   ri  cfie    50-  1  99,  82/  1 1/09, 
821  I  I7OOO1. 

6211170002   Foruiards    public    version    of     emergency    plan 

KAWE,  R. S          Manhattan   College.        BS/ 1 0/29.        EISENHUT.DG         Divisio 
of    Licensing.         Ip.         1AJ.4*:  358.        3-1X    Fief,  e  :  50-1  99.  92/1 1  /OB, 
B211I70001. 

—8211170003  Public    version    of   energenci,    plan. 

*       Manhattan    Col  lea e.        82/1  OX  29.         Ip.         1 A 144    359         2flX 
Fiche     5O-199, 03/1 1/oa. 821 1170001. 


P      Operating    lii 


:  orrea  pondfinca 


8210070015    Generic    Ltr    62-19    to    research    t.    test    reactor     Ucensees    re 
submittal    of     copies    of    ifDc.ument-s     to    NRC.  Clarifies    number    of 
copies    of    certain    documents     to    be    submitted     to    NRC    Svc     iist 
eric  1. 

EISEMHUT.  D.  O.         Division    o*    Licensing.        03/10/05.  Michigan.     Ur.iv 

of          lOpp.         i  5960    140.        24*    Fiche    50-OQO,  B2/LO/05,  B21O07OD15. 


DOCKET    •iO-192   UHIW      OF    TEXAS   RESEARCH   REACTOR 

F.     Security,     medical,     emergency    S    fire    protection    plans 

52111301133   Releases    puBlic    version    of    emergency    plan 

FELTON,  J.  IJ         Dwiaion    of    Flules    and   Records.        S2X 1 1 /OS  Document 

Management    ITranch.        ]p          lt>Qt>3:22B.        S4X  F(  che:  50-192,  B2/1 1/05, 
3311120482 


••-021 1  LSOfl-BS   Poruiards    public     version    of    emergency     plan. 

BAUER,  T.  U.         Tcias,     Univ.     of         82/10/28.  Office    of    Nuclear 

Reactor    Reai,lalion.     Director.        !p.         16065:229         24X 
Ficho    5D-I12,  B2/11/OS,  B31 


*3aill204BE)   Public    vtfrstor.    of   emergency    p.lan. 

«       To.as,     Univ.     of         B?/OB/3I.        2?pp.        14065:230,        24X 
Fiche.  50-193,82/1  1/O3,  S31  11204B2 


P      Opet-ating    IICBMSO    atage    docunient-s  !,    corres jondEnie 

B2l00700lb   Generic    Llr    82-19    to    research    k   test   reactor    licensees    re 
submittal    of     copies    pf    documents    to    NRC.  Clar  i  f  ies    number    of 
copies    of    certain    document!    to    He    submitted     to    NBC.  Svc     list 

EISEtjH'JT.D   0         Division    of    Licensing         93/10/03  Mlchioan,     -Univ. 

of          !0[i|j          1  3960.   [1O         SIX   Fi  c  he:  50-000,  92/IO/O5,  BS1007Ot)15. 


DOCKET    50-201    UEST    VALLEV    SEPROCEES1NQ    PLANT 
0.     Ad  jud  icatortj     correspondence 


S21I0303B6   FomaTos    original     of    NV    State    E«DA/NFS, Inc    B2O91t,    Itr    r* 
settlement    date    of    settlement    agreernen  t. 

EDOAR.  0.  L.  Morgan,  Levitt  tBocfcius.  B2/Q9/23.  CUNrJINflHAM,  R  E 
Division  of  Fuel  Cycle  S>  Material  Safety.  Ij,.  15940-270  24X 
Fiche: 50-201.  B2/09/23.  621 1030336. 

— 8211030396   Notifies    Commission     that    B209li     is    s.ett  1  ement    date     of 
settlement    agreement    re    Civil     Actions    B1-1BE   t   Bl-fiB3E 
JACK.  H.  A.        Neu    Vork.     State    of.        DEUSTER,  R.  W         Nuclear    Fuel 
Services.     Ins.      (suos.     of   Gettu   Oil    Co.  ).       B2/09/16 
CUIJN1MQHAM,  R.E.        Division    of    Fuel    Cycle    i.    Material    Safoty  ID 

1  59-10:  371.        24  X    Fiche:  5O-2O1,  62/09/23,  B31 1030396. 

P.     Operating    license    stage    documents    t   corre s pond anc e 

B3tlOi004S   Ack     receipt    of    B2O916    notice    of    settlement    date    of 
settlement   agreement,  stip  ulat  i  on  Si    order    in    Civil    Actions. 
ei-lBE    It  ai-iBSE    in    US  Oistrict    Court    for    Western    District 
of    NV.  Provisional     License    CBF-1     condition*    met 
CUMNINGHAH.R.  E,         Division    o*    Fuel    Cycle   t,    Hater-ial     S*fftu          B2/10/07 

LAROCCA,  J.        Neu    York,     State    of.     Energy    Research    C.    Deve  I  aftmen  fc 
Administration.         Ip.         13892:047.        34X.    Fiche:  3-D-201,  93/10/07. 
BBI  1O10049. 


DOChET    SO- 193   RHODE    ISUANO    t    PROVIDENCE   PLANTATIONS   AEC 
f      Operating     license    stage    documents    &    correspondence 

8ilQ07Q015    Generic    Ltr    05-19    to    research   J.    test   reactor    licensees    re 
submittal    of     copies    af    document!    to   MRC.  Clarifies    number-    of 
copies    of    certain    documents     to    be    submitted     to   NRC.  Svc     list 
tncl 

eiSENN'JT,  D   G.         D-WiSion    of    Licensing.        B3/10/05.  Michigan.     Univ. 

of          lOpp          1  3960:  140.        24X   Fichu:  50-000,82/10/05,8310070013. 

S211050223   Foruards    Amend     U     to   License    R-95   t,   safety    evaluation. 
Amind    permlta     uge    of    graphite    reflectors    slightly    different 
from    reflectors    currently     m   use. 

THOMAS. C.Q.       Standardnat  ion  t    Special   Projects    Branch.       BH/1D/1E. 
OIHEOLIO.  A.  F.        Rhode     Island,    Btata    of.       Spp,        15963:023.        SflX 
Fichu:  50-193.  B2/ 10/1  S,  651 1030323. 

—6311050226  Amend    II    to  License    H-95,  p  erml  ttlng    use  of   jrapnito 
reflectors    slightly    different    from    reflectorl    currently 
in    use. 

THDHAS.C.O.       Standard!  lation   &  Special   Projects   Branch.       BZ/10/1S. 
5pp.       15963:025.      24X  Fl  che:  S0-193i  63/10/19.8311030223. 


9311010243    Acfc     ree«lpt    of    BBC>91i    notice    of    settlement    date    of 
settlement   aoreemsntj stipulation  &   order    in    ClvlE    Actions 
Bl-IBE   «.    S1-4Q3E    in    US   District    Court     for    Western    DUErJct 
at   NV.  Provisional    Licar.se    CSF-1    canditiona    mat 
CUKMrWQHAM,  R,  E.         Divitlan    of   Fuel    Ci^tle   «   Material    Safety. 

DEUSTER, R.  W.        Nuclear    Fuel    Services,      £nc.      Csubs.     of   Oettu    Oil    Co    ) 
Ip.        E5H?4:  132.        24X    Fiche:  5O-2O1 ,  B2/  10/O7.  B3 11 010243.  '     ' 


DOCKET   50-206    SAK   OHOFRE   HUCLEAR    STATION.     UNIT    i 

D.    HflC    Draft/Final    Envi ronmBn tal    Statements,     suppls    t    c orr* tpon dent B 

6311150*05    Ftaquestl    review    of    e.Httng    FES   for    stBnifitan*    chanaaa    to 
Facilitu/envlr-ons    that    mouU   affect  FE9  cone  lus  i  ons,  For 
conversion   of    provisional    OL   to    full-terra  OL. Response 
requested    within    t>Q  day*    of    Itr    receipt. 

CRUTCHFIELD,D.       Oparatins    Reactors   Draneh    5.       33/11/05        DIETCH.ft 
Southern    California    Edison    Co.        3pp.        t&OBt'OOa        B4X 
Ficft»:  5O-206,  82/11 /OS,  BSH  150403. 


Safety    evaluation  supporting  Amend    11     to   License  R-95. 
Office    of  Nuclear   Reactor    Regulation,    Director.       B2/1Q/1B.       Bpp. 
15963:030.        24X   Fiche:  50-193,  H2/ 10/16.  821 10SOS23. 


40 


DOCKETED  ITEMS 


-— ?""I!^l_*!dliall_emel'!'en*'<   *    *ire    Prot"tion   plans 

6310040048  Generic   Ltr   82-17    to   all    pouler  reactor    licensee,   L 
appl     cant,    t,    holders    of   CPi   re    incon.  i  .tenc«    between 
requirement,    of    10CFR50.  54<U   J,   STS   for  performing    audit,    of 
™™'.V.^.,p"P""''"Mi    "^ams    Svc    list   encl. 


EISENHUT.D.O.  Divisinn  of  Licensing.  62/10/01 
Edi.nn  Co.  of  New  York,  Inc.  Upp.  16002' 2B3  ' 
Ficne:  30-000.  B3/IO/O1,  B31004006B 


B2/1O/OA 
339 


Consolidated 


0.  Division  of  Liceniino 
Edi,on  Co.  a,  NeuYor*.  Inc.  vp'' 
Fiche:  50-000,02/10/06,6210070019 


620901-30  &   notice   of 


. 
MILLER,  L,     HIRSCH.D.F.        Division    of    Resident,     Reactor 

tr 


--8211160073  Forwards  public  version  of  Revision  2  to  EmD 
Implementing  Procedure  SD123-V1 1 1-1 6,  "Hatifir*n  .,  . 
Revision^  to  SOI23-VI, ,-,,.,,  "CUssifica  Dn  ^  "  ' 
Emergencies.  "  r 

DAEH1N,K.P.  Southern  California  Edison  Co  no/m™ 
ElSENHUr,D.  0.  Division  of  Licensing.  i,  i!?o°'"- 
Ficher  30-206,82/1 1/03,6211160066.  »*«O1-31S. 

-82IM6007B   Public    version    of   Revision    2    to    Emernpn         r, 
Procedure    SD123-VM 1-16,     "Notification"    J,    »=„?„?         ^   f 
S0123-VIII-H     1,     "Classification    of    Em.rfl.n'T«    » 
HAV.H.  Q.       Southern    California    Edison    Co.        Qi'/iO/OI.        (, 


^    on   ecl001-2B   t,   notice 
BISHOP. T.N.        Division    of    Resident,     Reactor    Proiect    (,   F,, 
Projrams.        82/11/O9         PAPAY,  L    T         Southern    Calif  Engineer inS 

2pp.        16184:379.        24X   Fiche:  SO-306,  B2/  !  1/O9,  gal  iaSQWO  °"   €" 


Kiw  - 

K1RSCH.D.F.        Division    of    Resident,     Reactor    Prn  ,ef  t-    f. 
Programs.        B2/11/O9.        3pp          I61S4-?ni          lay    c    J!         & 
PP          "-'at'  -01          ..4XFlcfte    30- 


c 

E"s  lneer  'nH 
30-206.  Q2/  1  I  /OV, 


--S2112304?!     IE     (n,p    Rffi    50-206/02-33    on 
nDted:fflilurB    to   provide    firo    u-atch    t 
open    flame    procasses. 
MILLER,  L.,     CHAFFEE,A.,     KIRSCH,  D   F.        Bivis  ,on    nf    p 
Project    t   Engineering    Programs         0 
Fleht:  BO-BOA,  BB/I  I/O?.  U 


8o"*h"-"   C-'"wni.   Edison   Co.       82/10/32. 


2:      0   reCBIl      ltr    re  an"ual    •«"«•«  =  « 
»n»lu    .eh.dul.d    far    030323.  Util    am.nabl,    to    anv 

'    "r    rfldUC,H°n    in   '»P«   •PP'-'v.d    i«    FCTA 
correspondence. 

A80Ufiher?1  Cflllfornia  Ed'"n  Ca. 
.  A.       6an    Clemente.CA.       2pp,        (5909 
FIche:  50-206,  8S/1O/32,  631  1030329. 


8211230312   Releases    public    version    of    rDv,«nri 

implementing    procedure         Uerslon    qf    f-vntd     emergency    p]an 

FELTON,  J.  H.       Division   of   Rules    and   Records         E 


—  8SI1220316  Foruards    public    version    of    Revision    1    tn   pm.n 
Implanting   Pr.cedure    BOI-VlM-n     ,,     »c    assi    ic"^^ 
Emerosncies.  "  r  lcat  '""   of 


Bou*h-"  c->'fomi.  Edison  Co. 

nranch  5 


"emPtio"   from   10CFR50.S4(t) 


lch«i  50-206, 


B2110400B4   E.emptiqn    from    IOCFR50.  541  1) 
p  reparedne.s    prooram  On.-ur 


B21I0400B1. 


„!.,        0 
view   of 

» 

,  B3/10/2Q, 


BENNErTE. 


H2i029010B 


Edison  Co. 

ri  Bp-neh  B 


ea/ii/aa 


0,    Adjudicator^    correspondenc 


iche:  30-000, 


FUh.:SO-206,  82/10/23,8211030329. 


FELT6N-  J.  H. 
B2 111600A4. 


. 
Uh«;go-206,ea/ll/oa, 


DOCKETED  ITEMS 


i  c  ense 
Consolidate 


SaOTClOOS?   Generic    Ltr    62-lf,    to    all    PUR     licensees    re    MJREG-Q737    Tech 
Specs    Requests    revieu.    of    Tc-ch    Specs     to    determine    consistency 
Hi/guidance    provided    For     items    uj/dev  i  a  t  ions,  amend     to     I: 
required.  IJ/o     stated     encls    Svc     list    entl 
EISF.fJHUT,  D.  0         Division    of    Licensing          BJ3/09/20. 
Edison    Co       of    Neu    /ark,      Inc          1  Sp-p  15TOO.    I  HO.        24X 

Fiche    SO-000,  62/OW2Q,  B2Q92IOO27. 

S21112017<J   Responds     to    FOIA    request     for    all     insp.    rep  t  s,  c  o  rrospond  Pnc  e, 
mpiioraiidii   ?-    other    documents    re    packaging    !,     transport    Df 
spont    nuclear     fuel     hy    Southern    C/i    Efl  i  son   Cu    Fanuards 
documents    listed     in    Apn    A 

FELTOH.  J  M  Division  of  Ftules  and  Records  82/09/23.  RAPK1  N,  A. 
Illinois:  State  of.  "lop  16O7-1  002  34X  F  i  che.  50-OOO,  03/09/20, 
321112017? 

--8211120185   Fot-uard*     survey    record     For     smearaJilB.    contamination    on.    thr 
irradiated     fuel     shipping    casts    Survey    record    obtained    during 
ins|i     of    radiation     safety    program   w/o    end     Eicerpts     from    ins.p 
repts    enc  1 

FISH,  H    F         Region     3,     Chicago,     Office    of    the    Director 
iTOnvELL.O    P         Region    3,     Chicago,     Office    af     the    niroctor 
16074-006.        24X    Fiche.  50-000,  02/09/38.  931  1130179 


9pp 


—8211130414    Approves    removal    af    Shipping    Caslc    NF9-4    Serial    NAC-1E    c 
G10423   A    0352    d  i  i  c  us*  i  on*. 


EWCELKEH,  R.  H.        Hegion     5,     San    Francisco.     Office     of     the    Diractnr 
B1/Q4/34.        FAPAY.L.T.       Southern    California   Ellison    Ct 
16074:  195.         24X    Fiche     5O-QOO,  Q2/O9/2S, B2I I £2O1 79 


IP. 


B2110301S3    Forwards    B209O9    Urs    re    SEP    Phase     III    For     distribution 
SMITH,  H.       Operating    Fleactort   Oranch    5        B2/0[?/2'9.  Operating 

Reactors    Branch     5.         Ip.         1SW5:101.         ?4X   Fi  c  fie:  5O-0  1 1>,  SS/09/29. 
B2I  103O163. 


-B2092B034I     Requests    comment*    on    propofed    scape 
as   reflected    in    one  1    topic    definitions. 
EISENHUT,  D.  G.       Division    of   Licensing.       B2/O9/09. 
Atonic     Industrial     Forum.        7Bpp.         19933:  103         34X 
Fiche 30-010, 32/09/2?. B211O30163 


f    BEF    Pfiasn    1  II 
EDWARDS,  D. 


scope    of    Phase    III    progra 


-B2092B0353   Requests     comments    on    prc-poi 
reflected    in    enc]     topic    definitions. 
EIGENHLJT,  0.   O.        Division    of   Li  cens  i  ng .        H2/09/O9.        KAClCHrH          SEF> 
Ouiners    Croup.        77pp.         13933:  1  BO.        24X    FicJi  B:  30-O10,  B2/09/29. 
921 1030163 


-82111M190   3mnmafiift?    ?5051b    teltan    b  etueen    UJ   Cooleij    t    RH   Odeij 
re    uae    of    GE   Model     IF-IOO   cask     to    ship    sp ent    fuel. 
FISH,  H    F         Region     5,     San    Francisco,     Office    or"    Ihe    [Jirectnr 
75/05/20  Region    5,     San    Francisco,     Office    of     the    Director 

16074.015.        24X    Fiche    50-QOO,  B2/O9/2a.B21  1  120179 


H2I1160010   Partial     response     to   FOIA    raqaeat    for    documents    re    IfHH    I)OB 
dei'iciitncies     i,    major     i  nte  rim   ac  tl  ons.  Forward  9    dacuments 
ll*t»d    in   App    A.  rtap    D    documents    available    from  PDfi. 

FELTOWi J.  M.         Division    oF    Wules    and    Records.        83/1O/O4         HAFNER. tf 
Affiliation    Unlnoun.        Bpp.        14122:096.        24X    Fiche :  50-000,  B2/1 0/O4, 
92  J 1 1600 1  Or 


-S31I120SQO   Noi,rles     that    mods     to    spent    fuel     shipping     cask    handling    ^ 
ujill     bo    delated    until    nid    CJc  t     1973    due    to     i  n  t  erf  eront  os 
betuen    const    activities     tn   complete    casli     mods 
BASKtH.M.  P         Southern    California    Edison   Co.        73/O6/17.        GOLLEH.K.R. 

Asaistaril    Director    for    Operating"    Reactor     Projects     IPre    791030). 
2pp          16071    017          2rtX    Fiche    SO-000.  B2/09/S3,  0311120179 


--BD0709Q030   Forwards     Itr     sent    to     licenooe    re     Info    requestnd     in    13OOO. 

D£NTDN,H,K.        Office    o-f    Nuclear    Reactor   Regulation,     Director, 
80/03/29.         MrCMELSON.C.         Direc  tor  's    Of  f  i  c  e.         Ip  I  hi  S3'  10 1  241 

Fl  the;  50-000,  B3/10/0-t,BEl  11  600-10 


-8i'lll2J210  SuOmi  Is     info  re    Spent   Fi/el    Sniup  ing  Casl    MFS-4/NAC-1 

SErtr-tAN,  W   H         Southern  California    Edison    Co.  76/OI/3O  Division 

of   Operating    Reactor*          !p          >i,C7'l    O2O.        SIX  Ficfie     50-000,  B2/O9/2Q, 
8211  120179 


16   Notifies     thl    Spent    Fuel    Cask    NrtC-lD    contained    smsarablu 
unation    reailings    greater     ttitin    22,000    dfm    per     100 


contd 
squar 


tirne 

«      Southorn    CaliForriid    Edison    CQ 
Franc  i  sec.     Clffico    •a^    the    Director 
Ficha.  50-0^0,32/1)9 /£B,  Bl'i  I12O179 


76/05/  17.  Rogion    5,     Son 

2p.p          1&07')    022         24X 


B2lliaOS22   Notifies     that    Spent    Fuel     Cast   NAC-JD    received    from    QE     on 
7605?6    contained     smearable    contamination    readings    greater 
than    ?2,000    <fpm   per    100    squara    tent  imetcr  5. 

SULLIVAN,  M         Southern    California    Edison   Co.         76/0&/27.  Heqion    b, 

San  Francisco.    Office    of    the    Director.       3pp.        1 6O74  •  024        2-1X 
Fiche    50-000.  B2/O9/28,  621 


239   Notifies     that    Spent    Fuel     Casl    MAC-ID    received    from    QF    pn 
760S26   contained     gmeardble    contom I n3t i on    readings    greater 
than   22,000    dpm  per    103    square   centimeters. 

i      Southern    California    Edison    Co          76/05/SS.  Region    &,     San 

Francisco,     Office-    of    the    Director          3pp  16074   O34          24X 

Fitha     50~OQO,82/O9/2EI, SSI  1120179 

-3311120257  Notifies    that    on   760704    leak    found    on    spent    fuel    dipping 
cas!i    containing    spent    fuel    element     left    on    760702   Also    on 
76070A    fire    reported    in    room    used    for   counting    equipment, 
ofc   I/    storage    space. 

NORTH,  H.S.       Region    5,    San   Francisco,    OFfice    of    the   Director. 
74/07/13.  Region   5,     Ban  Franci-Bco,    Office   of    the    Director         EDO 

14074    0'14.        24 X    Fichc'  SO-000,  02/07/28,  B2  1 1  120179. 

-831H2Q38B  Notifies    that    on    three    separate    oceas  I  ons,  verit  val  ve    on 
Spent   Fuel    Shipping    Caslt    IJAC-IH.  NAC-1C  6    NrtC-m   Found   open 
on   arrival    at   GE   spent    fuel    storage    f  at  i  1  1  ty.  Pr-oc  edur  as 
revised    to    checfc    condition   of    va-lvei    prior    to    snipping. 
H£AD,  J.  T         Southern    California    Edison   Co,         77/07/13.  Office     of 

Nuclear  Material    Safety    4  Saf  egu-ara1  s,  Dire  ctor.       Ap-p         I4O74-O&! 
34X   Fiche.  SO-000,  82/07/28,  B21  1120179. 

••9211120359  notifies    that    spent    fuel    shipping    taats    have    been 
reclassified    as    safety-related    equipment    to    facilitate 
implementation    of    anend    tn    1OCFR7I.  Si.flpp    E,     "QA  Criteria 
for   Shipping   Packages    r'or   Radioactive  Matl.  "    H/reUted    info. 
DRAKE,  J.  H.       Southern  California    Edison  Co.        7B/07/OS.       SMITH>C    V 
Office   of  Nuclear    Material    Safety    ft    Safeguards,  D jr *ctor        Sap 
16074;  067.       24  X   Fiche:  50-OOO,  B2/09/EB-  S21 1 120179. 

-eait  120392  Summariiea    intended    action    discussed    during    B01209    telcon 
re  Shippina    Cask   NFS-4   Serial    NAC-IE.  Ac  ti  on  approved. 
ENQELKEN.R.  H.        Region    S,     San    Francisco.     Office    o*     the    Oirec  tpr 
flO/ia/O"!.       PAPAV.L.T.       Southern  California   Edison   Co         2pp 
14074:095.       24X  Fi  che:  5O-OOO,  B2/09/EB.B21  (1BO179 


--B009070033  Bequests    add  1     info    re    H003  1  0   failure    of    salt    water    cooli 
BIJI    for    NRC    evaluation    of    ligniFicanee    of    uv«nt.  Henpor,BH 
requBttfld    uiithin    30   daij  s.  Meet  i  tig    wilt    be    scheduled    following 
final    eva  t  oatton. 

LrtlMAS.G.C.        Assistant    Director    for    Gaf*tu   Assessment. 
DIErCHfH.         Southern    California    Edison   Co.        3pp,         Iil22    10& 
Fich»;  SO-OOO-  HSXIO/OI*  821  116Q01O. 


—830-1190039    Dlicussei    (.roponeJ    i-ee  ommonifationi    for    improving    rollabl 
o*    opo-n   cycle    tvc    uat«r    ay*.  Assistance   roq.uested    to 


safnty    concorn    nP    s 


•  stac-lish    lignlflcance    of    potemtlal 

L-atDT    iys    foullno. 

E1SEWHUT.D.  0.        Division     o*LiCBn»ing,        B2/03/I9         HA  NADER,  B    H 

Divliton    of    Systems    Integration    (post   HI  10031.        4pp         161S3   34O 

2-1X   Fiche;  90-000,  03/10/01.  B21  1  1AOOI  0.  -  ^  •»• 


— 630iJll)004l     "Studij    on    Svt    Wai.r     By  s    Faullng.   " 

*      Dpe-i-ating    Rsactors    Atsciimefi t    Oraiicti.       02/OH/2Q 
16122:3.13.         24X    F  i  Che:  30-DOO,  B2/ 10/C1,  B21  1 16001O, 


33pp. 


B211170034   Aditl     runonse    to    FOIA   reijuoit    for    docurtiBnts    m 
prelmplementatlon    review    of   NUREC-0737,  Item    1 1.  F,  3   on 
detection   of     Inadequate;    cor*   eo-o]  Ina.  Foriuar  dt   documents 
1 1  s-tad     in    App     a, 

PEL  TON.  J.  M.        "(vision    of    Holes    and   Records.       B2/10/OB        CDMNORj  L,      ' 
B211?70034  **'oc'**"*1       Bf!>-       1*130:039,       24X   Fie  har  30-039.  (J2/IO/OH 

—8211170045  Comment*    on    We  s  tlnoJi  ouse,  C-E,  BW    t,   QE   owners    group    roinb 
to  NUReo-037a, Bhort-Term  Lesions    Learn»d     Item  2.  1.3(b> 
conceTtiing    unamft  iouous    Indication    of    inadtqi/ate    core 

coollno.  Recommendations    Par    fotjouup    action    provided  ' 

HQLWAH.  Q.  M.       HaFstv    Program    Evaluation    Branch.        DH/lO/Ofl.  : 
PHILLIPS,  L.        Core   P»r  formanc*    Drimch.       7op.       16130-O32        34X  ! 

Fieh. :  50-000,  S2/ 10/OB,  B2H170034.  ! 

B2I01S0287   Foru.rds    draft    radiological    ETB,H»viilon    0    to    offtite    dam 
caUulation  manual    t,  Rtvi,iDn  0    to  Chamicat    Procndure 
SOl-IfI-S.2.  1,     "Liquid    fladuast*    3aiKp\tny    t.   Antla*i,    c  '• 

BABKlMiK.P.       eouthnrn   California    Edi»un  Co,       32/1O/I3 
CRUrCHPJELD,  »,       Qperablng    Keactors   Branch    5.       2pp.        18703-02?         S4i( 
Flchi: 50-306,  83/10/13,8210150287.  f«a.«-f.       «if 


-B210130a-?4    Revision   0    to   Chemical    Procedure    B01-I1I-3  &    i, 
Raduaitt    eamp-llng    &  Anal^iU.  " 

KATZi  D.       aDutnerrt   California   EJlson    Co-       B8./O7/01,        13on 
13703:031.        24X  Fieh«  :  SO-ZO6,  B2/IO/ 13i 0310130297. 


"Liquid 


-B210ISOB97    Draft    rarf lolay lea  1    ETS. 

»      Southern    California    Edlion    Co.        BH/D8/1B. 
34X   Fiche;  30-H06,  82/10/13, 821 01 3Q3B7. 


96pp.        1S705:  O43. 


42 


DOCKETED  ITEMS 


"^"^^'rSo-SM.^JS/n.Kjo^Siaflf'0''01-     ?Bpf-     's*»:'« 


PAUL50M.H.A          op.r.  tm.   Reactor,    Branch 
Division    of    Licensing         1D 
331 106059-1. 


B3/10/I9.        EJSENHUT.  D.  C 
Fiche:  50-206,83/10/19, 


^iHHSF--- 


ri^i^^F3-1"-^--- 


921I1002A5   Advise,     that     evaluation   n*    In,-, 

ttructur..    *     exponents    a    posertaa^^K9    "pabllity    »'    "Ttain 

£S!i^5.E^^ 

SliSS^  '  -  -"    --ie  -(0,, 


Ceneric    Ltr    B3-Pn   »n       n 

holder*    s,  applican        for   CP  r/   iiS;^  I'"*",  J  ^-"  —  i.  P-rait 
BSP    rUle.ForWarda    NunEG-0906  HUHEO    to    h.    "  J""1  Hme"E'"9 
measure    until    Rflg    0uirfB    (    70  ™v7«  J  %        ,      1    "    ""terim 
EISENHUT.DO          flivisin™   n/i   •  *         Svc    llst    enrl- 

E-i-n    C0.     Of     Nf:VYnS;     »   ?B'eUe;nl"'>'M-  C.n.olid.ted 


S210H70030 


.ric    Ltr   83-23   to   a 
info    concBTntng    °t 
an   EJ         " 


generator    tube    lntBgr(ty   Svc    list  . 
EISEMHUT.D.  0.        Division   n(j, 
V 


™ 

°ns    rB   ateam 


Fiche:  SO-000, 


':;s;%^rsi:i^ 
" 


83/10/20,9211290^76 


001.       34  j 


Qffics    Df    the   Ejiecutiv* 


-B21Q190053 

™^ 

PUNCHES. 


,tension    „,    deadlinfl    un 


r  comj>11" 


S211030066   Notification    of    H;»Min 

di.cuss    NHC    portions    r.    ^fno? .  ""*'"»    «'« * "     in    netheSdfl,HD    t, 
Piping    su,    6    need    to    deraons    ra  ei     m?c    "rf^    l°adS    fnr 

range    of    ..pected    earthquate"  Se'5mlc    3de,u3cy    Dver 


'02        CHUT«HFfll.D, 


for    SEP   Topic    i 


CHEOK,  M   C.  , 
15926:033 


•j    i-uciear    uenerating    Station    Unit    |.  -• 

F'che    50-206,  BWn/fXlSswiQfy,*3'09'30-       °*rf' 


F>che:  50-206,  B2/1     , 
6211030091  AH^,.,  tha 


toe:  50-206,  02/11/O2.  021  IflaOOSI 


Fnksct^h  opic  ix-5  »  - 
^-eilc-5s^:^:r  t  T  "•  »i'-is  l:r  -< 
sa^/c.^  Ji-  l  :  :»'--  a  »™ 


-JChn*Ml    ""-iMtlon    rept 
~ 


an    af    Ventilation    Sijo    fc 


:  50-306,  aS82no80,fi3 


B21  1080189 


mment*  nn  noinnc  i  L 

nnrroi^ii^^ 

to   a.supe    solfHit       5       9Vf^    5(lDul((    b«    developed   (, 

rui    ,!tl    in   «        1    ?,"""   Mlltl    "«"«- 
n        n  ?   atc«ptable    form, 


8211160047  Q«n*ric 
Vrain)  re 


ElSENHUTiO  (f 
Edi.on  Co.  of 


DOCKETED  ITEMS 


8211170321    Rmuest*   verification    of    f  at  tual    correctnui    of    draft    *af*tij 
evaluations    of    SEP     topic,     lifted     In    Table     1     t,    safety 
asieisment   r«pts    for    Table   2  SEP    feop i cs, Respon»e   ne-otiaru, 
to  meet    integrated    assessment    schedule. 

CflUTCHFlEt-D.  D.       Operating    Reactors    Branch    9.       82/11/12.       D1ETCH.  R 
Southern    California    Edison   Co.         4pp.         lil05:3SB         24X 
Fiche:3Q-20i,  B2/  1  1/12,8311170331, 


8211390103   Foruards    response    to    concerns    re   masonry    wall     test    prriar.irr) 
pet-    Q30929    Itr    !,    BEP    Topic     ll!-i   Schedule    of    activities 
associated    u/test    program    end.  Panel     Type    1    ualls 
con  strut  ted.  Actual    testing    of  wall*    on    hold. 
DASK.ru,  K.  P.         Southern    California    Edison    Co         32/11/33 

CRUrCHPTeLD.  D.        Operating    Reactora    Eranch     3.        CJ3p  p  16217    237          L'lX 

Fich»:  50-306,  83/11/32,  921  1290  10 S. 


B211160211    Foruards    revised    final     evaluation    re    SEP   Topics    V-IO   B, 
"RHH   fleliabil  ttu.  "    V-ll.B,     "RHR     Interior*     H»<tiMrBmentB  "    4, 
VII-3,     "Sui   Required    for    Safe    Shutdown,"    in    response    to 
620426  comments. 

PAULSON,  W.       Operating    Reactors    BrancJi    5.       83/11/12.       DJETCH,  R. 
Southern    California    Edison   Co,         B5pp,         16138:191          24x 
Flche:  50-306,   B2/ I  1/12,921  1 1G021  1. 


";*"'«*">"    of    021201-03   stings    u/uti  I     t,    Bechtel     Corp     in 
tles CA    6     at     a  1 te     to    audit     piping     stresi    analys-os 
performed    under    SEP    Topic     I II-A,  ual  Uoun    piping    |«     supports    i, 
diicuss   results    of    consultant    reviBua 
PAULSDM,  W.  A.         Operating    Reactors    Uranch    5.        B3fll/S3.         CHUTCHFIELD, B 

Operating    Re ac  tors    Branch     5.        3pp.         1 62-03:  353         24  x 
Fiehe: 50-206.  33/1 1/33, 


93111B0331    Forwards    evaluation    of    SEP   Topic    I  !-4.  D,     "Stability    of 
Slope*.'1    Evaluation   uill    be    basic    input    tn    integrated    aafetu, 
a«iei*ment    for    facility    unless    change*    reflecting    eilstino 
ilt«   condition    identified. 

PAULSON,  W,        Operating    Reactors    Branch     5.        H2/I1/O.        DIETCH.fi 
Southern   California   Edison   Co.        14pp.        I6I41-234        34* 
Fi che;  50-206,  82/11/12,021  1IBO331. 


8211300351    Forwards   NRC    Final    safety    evaluation    oF    SLP    Topic    VI  -V    II    r 
EBF    luitcJiover     From    injection    to    roc  i  rcul  a  t  Ion.  Ut  i  1     to^mentis 
considered    by    NRC    cannot    conclude    present    ifasign    provides 
adequate    assurance    PE    manual    switchover. 
PAULSON,  W.        Operating    Reactors    Uranih     ^. 
Southern    California    Edison    Co.         !9|)p.         I 
Flche:  50-206,  S2/11/2H,  921  13DO35J. 


DJETCM.fl 


6211190207   Fqruard«    addl    info   re    charging   t,   prettvrlitr    Bpray   S«B    lino 
for   ni  ifnic   deiign    consideration.  Info   dlloui    for    review   of 
BEP  Topic    I1I-6. 

DASKIN,K.P.       Southern    California    Edison   Co.        32/11/15, 

CRUTCHF1ELD, D,        Operating    Reactors    Branch     5.        Sinn,         16151    202         31V 
Flche:  50-206,  62/11/15,  Sail  190307. 

S2lfl804?2    Forwards    evaluation    of    SEP    Topic    I  I r-4.  D  re    site    proiimitu 
fflluilis    (including    aircraft).  Fac 11 i fry    adequatelg    protectefl" 

From  site    prnnlmlty    ml  SB i  I  ea.  Enc 1    evaluation    uill    be    basic 

input    to    Integrated    safety   assessment. 

PAULSON. H,      Operating    Reactors    Branch    5,       S2/11/16.       DIETCH.R. 

Southern    Call  f  ornia    Edison    Co.        23pp.         16137'  O30         3<4J( 

Flcne;  30-206,  B2/I  1/16,  0211100472. 

B21123033B  Provides    results    of   analijiis    performed    to   ver i Py    (k(    values 
•for   neu  4   spent    fuel    storage,  in    response   to    request    COT    addl 
InFo   re   draft    tafitcj    assessment    of   SEP    Topic    IK-1, 
"Fuel   Storage,  " 

KRIEOER.R.H.       Southern   California    EdJtonCn.       33/11/16 
CRUTCHFIELO,  D.       Operabinj    Reactors    Grancl>    9.        Ip. 
Ficha:  50-206.  B2/1 1/IA,  831  1230339. 


Inspection    reports,     IE    Bulletins    (•   c  orrecp  ondejiq  o 


203190222    IE     Info    Notice    83-3-1,  Rev  i  s  ion     1, 
Panels.  "    Svc     list    end. 

JORDAN.,  £,  L.         Division    of    Engineorinfl    H 
Consolidated    Edison    Co.     of  Weu  Vort, 
Fie  he:  5O-000,  H3/O9/17,  02OaS-?O333 


in   Main    Cnntrnl 


Qua  1  i  tw   rts  s  uronc  e 
Inc.        K)7pn 


02/OV/17 

IO5        ->Ay 

X 


920fl|-7Q329     IE     Info    Motice    aa-39,     "Svc     Degradation    of     Thick    U,i  1  1 
Stainless    Stsel    R&r  ire  ula  t  i  an   SUB   Pining    at    BHH   Plant    " 
Svc    lt»t    enc.l  . 
JOnOV.N,E.L          Biviiion    OF    EnDin«»rit^     ft   flualitu    rtasura 

ConsoJ  idated    Ednon   Co      of  Neu  Vurd.     Inc.       B6nn 
Fit  be:  50-000,  02/07/21.0200170237.  " 


3208190223    IE    ln-o   Ncttce    D2-3CI,     "Change    ,„    Fnrmat    I,    Distribution    0«n 
for    IE  Dullot  Ins.  Circulars    (,    Info  No  t  i  ce*.  "    Bvc    Llil    our  I 
DEVm^.R.C.        Birector'a    dff.co,    QFfice   of    In,  p«Uon    ^i' 
Enforcement,        O2/09/2a.  Conao  1  1  da  t  t.J  Ed  i  ion    Co.     „  F   N.n,  Vor  fc  ,      h,r 

ai.     24X  Fiej,e  ;  oo-ooo. 


0211190230   rtdvUes    that    SEP    Top  i  r  i    II-4,     "Onolo^y    fc  Seisfflologu"    B, 
II-4.B,     "ProHmitg    af    Capable    Tectonic    Structures    to   Plant 
Vicinity,  "   complete.  Evaluation    based    on   review   of   Units    S  & 
3  per  MUREG-0712.Ho    capable    faults    at    plant    sita, 
PAULSON.W.      Operating    Reactors    Branch    3.       HH/11/1B,       DIETCH,f] 
Southern   California    Edison   Co.        2pp.        16151  :OB&        S4K 
Flche;  50-20S,  B2/1  I/IB,  821  1  19O23O, 

8211230356  Forward*    svaluation   of    uti  1    response    to   TMI    Action    1  torn 
II.  E.I.  3,     'Auxiliary    Feedmater    Bya  Automat  i  c    Initiation    S. 
Flou   Indication."    Tacft    Specs    require    mod    to     Include    periodic 
teftlng   of  automatic    actuation    logic    &    logic    relays 
CfiUTCHFIELD,  D.       Operating    Reactors   Branch    S.       B2/11/1B         DIETCH.lt 
Southern   California    Edison  Co.        6pp.        lil7'?'34A        24X 
Fiche;  50-204,  02/1  1/10,0211830256. 


JORDAN,  EL 

Consolidflt« 
Fichej  30-000, 


t  rt,i 

trat  inn   Assemblies,"    Svc    Hot    une  1 

''iDn    "'    Enoineerina    t,    Qunlity   Assurance. 
Edison    Co.      ofHewYor*.      Mr.         HSpp  1  5'HO   01  •) 


™™  r.0 

memoranda   t,    other   document*   re    packaging   6    transport    of 
ipent   nuclear     fu«l    oy    Southorn    CA  Edison  Cn.Forujird. 
documenU    li.torf    In   rtpp    rt. 
FELTON.J.M.        Division    of    Hule,    and    Rocor-dB, 

"•        1A074;00a'        M* 


8211240252    Informs    that    peak    temp    *   pressure     far   main    it«»m   lln.    break 
inside   containment    rcealc  u  leted    -at  371.9  F    &    53   3  oil  a    n«r 
App  D  of   NUREO-OS8B,  Poah    conditions    mill    nevor    be    let, 
severe    than  LdCA   post-accident    temp    t>    press  UPS 
BASKIN.K.  P.       Southern   -California    Edi*onCo.        B3/1I/18 


"Deliorv 


6211240174   Provide*    addl    info  re    NUREQ-0737,  I  ten    II    B  S, 
Review  of    Plant  Bhlslding,  '-   k    Item   II.  D.I,      "PerforfflBnc 
T.ttlng    of  PHR  Relief   *  Safety    Valve.,-    for    con.pl.  tlan 
schedule    update. 
BrtSKtN.K.P.       Southern   California    EdlionCo.        B2/11/I9 

' 


B211840324  Foru.rds    ,afetu    evaluation    of   BEP    Topic    ni-4   A   r*    tornado 
mliiiUi,  based    on   B2O9O4   SAR.  Several     saf.tu  -r.  Uted    «u,  tDTln«OI] 

inadequatelg    protectorf    from   tornado   miteU.s 

PAULBQN.H.       Op»ratlnfl    Reactors    Branch    S,       BS/11/19        DIETCH   B 
Southern  California   Edison    Co.        21pp.        K3O8-10B        MX 
Fichs:SO-a06,0a/ll/19,B21la403afl.  "•*"»•  IBB.       21X 


.VBiu«Uon    of    anchor.g.    of    ,af.tu-r 
diBCU,«ed    at    820788-30  maetln  r 


e2Iia401S6Cl.rifie. 
"/NfiC  •1«IP«i* 

BrtSKlN-K.P.       Southarn    California    Edlion   Co         B2/li/3B 

D-       °?<ratln9    "-"tor.    Branch   i.        7pJ 
e:  50-206,  B2/1I/22,  821  1S4015A. 


HJMIMHm«M.L.       Office    of    Infection    t,  Er,For.CBmBht.     Office    of    th. 

Fatll    tu't,   H  °C10([t-     nD^'"-e        "•»*'ln    3>    S-nFP.wi.",  ",«[ 
Facility    S.   tlaturlal?    Safsby    Branch.       Sap,        16074-OEi'J        M» 

S    X 


F  U  li«  :  50-00  0,Ba/09/aa,  SHU  120  17-?. 


nr^T:     ?'tfrptlt.    "'0'11    'E     Inif    F1"lt    »-a 
;M=     .  Of    violatl1""-  M/ci    notice    of    violation 

CdEUS.J.L.        Region    5.     Son   Francisco,     Reactor 

KlliSSnr"1^' 
B2IIIMW. 


34X    Fich.  :  SO-000.  02/09/20. 


Bn»  P        I    fc/"*i"0  °f    vlol*tlon.ll/o   notlc.    QP   violation 
BODH.H.E,       Rejion    S,     fian   Franci%co.     Fuel    Fac 

BUS  S"'!ip. 


760il!i-: 


on   77041K-. 


i 

lOif.  No    noncompl  iante    noted 

BOOK,  HE.       R.jion    3,    San   Franc  i  .co. 


90-206/77-10   on 


.Ni}   nancompllance   notvd 
BOOK.H.E.       Region    S.     San   Francis 


IE    ""P 


SO-206/7B-OQ   on 
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--B2111203A9   Di,cu.».s    circumstances    .urround  Ing   manipulation   of   CaB» 
KAC-1E    uhich    raiultad    in    ti  fcrami  tij    dose    to    individual    of 
13.2    rtm.per     IE     Ins*    ReBt    30-204/80-26. 

,PP       Region    S.     San   Fr,nciscoL   Off , ce_of _the _Dir.ctor. 


i  Forunrdi    response    to    310123    notice    of    violation   I.    notice    of 

Jrop«,d    imp0,ition    of    civil    penalties    "su    ting    fro*    IE 

fnsp    Rept    50-206/80-26    ,„    BO0922-26    &    IO14-I  7 

PAPAV.L    T.         Southern    California    Edison    Co         Bl/02/17.        STELLO.V. 

Director's    Qfftc..     Office   of    Infection    and    Enforcement.      38pp. 

16074.129.         24X    Fi  che  .  5Q-OQO,  92/09/36,  921  1  12O179. 

-BaillM41fl   Keq^st.    •  *•.*«••    rept    of    investigation   of   prab  1  ,m  u/Bh  ipping 
Calk    NFS-4    &    estimated    completion   date. 

THORMDURO.H    D.        Director',    Office.    Office    of    In.p.c  trion   and 
Enfc.rc«m.nt.        31/06/1*.        OR  IBS.  II  .  H  .        HjB     °n    1,     Ph  (  larf.  1  phia  ,     Office 
of     the    Director     (BI/03/01).         lp.        16074:196.        24X 
Fi  c  he  :SQ-OQO,  52/09/28.021!  120179. 

211020327    Forward,    IE    Insp    Rrpt    30-306/B2-24   on    8209GI-3Q   t.  notUe    of 

r'  Division    of   Retid.nt,    Reactor    Project    (,  Engineering 

B2/10/21.        PAPAY.L.  T.        Southern    California    Ediion    CD. 
ei         MX    Flch.:M-a06.B2/IO/Sl.BM  1080337. 


-H311O3O331    Notice    of    violation    from   i"«P    on   820901-30. 

KinBCH,D  F  Division  of  Resident,  R.^.tor  Project  ft  Englni-rlng 
Pr"sra^  '  B2flOM.  ^  ISBO^Wl.  24X  Fich.  :  50-206,  92/  10/21. 
B21  102O327. 

-9211030335    IE     la.p    Rept     50-E04/a2-26    on    ^090l-30^compl  lance    noted: 
failure    of    nuclear    audit    &   revieu  committee    tn   revieu.   *afet^ 
evdluatic-na    For   ")3   design   thangei    implftirentefl   during 


•      KTRSCK,  D.F.        Division   of    Resident,     Reactor    Project 
Ergineing    Pr«or«..       W/1O/I9.       I0pp. 

Fie  he.  50-206,  88/  10/21,  B21  1-020327. 


!2031<?oa39    IE    Info   Notice    88-41.     "Failure   of 
Qotn    at    BUR."    9v(    list    encl. 
JORDAN,E.  L.        Bivi.ion    c-f    En9ineerin9    i    Duil1 
Conaolirfated    Edison    Co.     of  Weu   Yor^,     Inc. 
Fiche:  5O-000.  B2/  10/22.  330819023-?. 


f  •Hr/H.l  I  ef   V-lv.B    to 


110pp. 


. 

:  153. 


3211230431    Fcr^ard*    IE    In.p    ftept*    50-206/B2-27   *,   30-3i2/9B-a3  on 
B20927-IQQ*    No    noncompl  iance   n<o  tad. 

DiaiHOP.r  H  Division  of  ffHldtnl.  Rector  Project  t-  Engineering 
ProorLs  B2/T/OB.  PAPAY-L.T.  Bp^thern  California  EdUon  Co. 
2pp  11^2:  lat>.  24X  F  i  c  h^:  30-206,  32/1  1  /OB,  821  133O43I 


EE 


Rept^     SO-20^82-27    *    50-3^/02-33   on    920927-100!.  No 
nonconpanc*         ted.  Major   *r.«*    in.p  ,c  tetf  :  c  on.t    acUvltUi 
involving    licensee    action    on    10CFR50.  &3(e  )    Item*,  IE 
bulletin*.  Untt    I    seismic    modi    fc  folloujp    on   preview.    In.p. 
HEnNANCEZ.O     .     UAQNER.W.  J.  ,     KIRSCH.D.F.        Division    of   H«ldent. 
Riactor    Project    la    Enjlneerlng     Programs.        32/11/03.       9pp. 
16193    133.        34X    Fiche-  50-a06rBa/ll/Oa-Q21l230431. 


R.    periodic   operating    reports  d   r  e  late'd^corre  spondence 

B3U100163  Forwards  monthly  operating  rept  for  Jan  1900. 
CUKRAN.J  H  Southern  California  Edi.on  Co.  BO/02/OS. 
Management  and  Program  Analysli.  lp.  16022:145.  24X 
Fiche:  50-206,  90/02/08,8211100163. 

-•- B211100I67  Monthly    operating   rept    for    Jan    1990, 

WATTSON.P         Southern    California   Edison   Co.        00/02/08, 
16022:146.        24X    Ficha  :  50-206.  80/02/00,  BB1  1 100163. 


5PP- 


0311020240  Forward*  monthly    operating    mpt    for   Aug    1902. 

RAY7H   D         Southern   Califovnia    Edison    Co.        92/09/14.  Qffkc.    of 

Re.ource  Management,     Director.        lp.       15B02:210.       24X 
Fiche:  50-206,  62/09/14,9211020240. 


—3211020293  Monthly    operating   vept   for    Aug    1 9BH, 

SPEERiM       Southern   California    Edison    Co.       93/09/14. 
13682:211.        24X    Fiche:  30-206,  B2/09/ 14- 821 102024O. 


Spp, 


B211110163  Forwards   monthly    operating    rept    far   8npt    1952, 

fjAv.H  Q        Southern   California   Edison   Co.       02/10/15.  Manafleoent 

information   Branch.       lp.       16037:017.       24X    Flche:  30-206,  B3/IO/1B. 
6211110169. 


— B2HI10I70  Monthly    operating    rept    for    Sept    l^a. 

VITTUM.S        Southern  California   Edison  Co.       02/10/13. 
16037  018.       24X  Fiche:  50-206,  02/10/  i  5,  021  1 1 10165. 


3pp. 


9211230219  Verifies    contact    stress    for    MOV-B50A,  D   &  C   valvei    p*r  BSi 
Itr.  Actual    measurements   enc  1.  MOV-BSO   valvos    meeet    functionJll 
integrity    requirements    for    safety    injoction    aua, 
BASKlNiK  P        Southern  California   Edison   Co.       92/11/17. 
CRUTCHF1ELD,  D        Operating    Reactors   Branch    5.       Spp.       16193:209.       S' 
Fiche:  30-206,82/11/17,9211230219. 

B,    Raportable   occurrences,    LERs    fr    related    corroippndBnco 

8211120179  Responds    to  FDIA   request   Cor    all    in«p   repts,  corr««pandtn' 
memorsmlfl   t  other    documonfcs   re    packaging    &    transprot   of 
spent   nuclear    fuel    by    Southern    Cf.  Edison  Co.  Forwards 

FELTON^J'M  'oiviBion  of  Rule*  and  Records.  B2/09/29.  RAPKIN.A. 
Illinois,  State  of.  4pp.  16074:002.  34X  Fiche:  30-000,  D2/OV/KB. 
9211120179. 

--9211120226  PNOion   760329.  fac  1 1  i  ty   received    Spent   Fuel    C»»k   MAC-ID 
OE  u/contaminatton    in   HHCB«B    of   22,000   dp<n   pel-    100   square) 
ctntimeteri.Eircerpts    Prom   IE    Insp   Rept   50-206/73-04   »nel. 
NDRTH.H  ,    F1SH.R,       flegion   3,     Ban  Francisco-    Office   of    Uie    DlrftC 
76/06/03,        4pp.        16074:027.        24X    Fi  cha:  BO-000,  02/09/28,  021  HOC 

--6211120333  PNO- on   760527,  fac i  1  i  ty   received    Spent   Fuel   Cail    HAC-U 
QE  u/contamlnation   greater    than  22,000  dpm  per    100  n|uar« 
centimeters.  .    ., 

NORTH, H       Realon   5,    San   Francisco,     Office    of    the   Director, 
76/06/03,       lp.       16074:033.       B4X  Fi  che:  50-000,  P2/09/aB.  &HI  1 1  3CT 


—8211120851   PNO:on   770412,  Spent   Fuel    Cask   MAC-ID   received    u/ 
contamination    in   eice«>    of  23.  000   dpm  per    100   square 
centimeters.  Contamination    local.  Inc  Ident    reviewed    during 

HORTHiH8.  .     BOOK.  H.  E,       /legion    S,    8an   Francisco,    Office    of    the 
Director.       77/03/04.      2pp.       16074:042.       24X  Fiche:  30-000,  93/0? 
6211120179. 


-B21I1HQ267  PNO'  on   770502,  Spent   Fuel    Can*   MAC-ID  raceived    u/l 
contamination   of  83.320    100   dpm  per    100    square    centintten, 
Leakage    found    on   head    of    cask    at    joint.  Incldant   mill    !>• 
reviewed   during    subsequent    iiisp. 

NORTH.  H  8..     BOOK.H.E.       Region    5,    Ban    Frantlsco,    Offic*    or    th« 
Director.       77/05/04.       Bpp,       16074:046.       34X  Flchi:  30-000. 
8211120179, 


-82U  120274  PNO:  on  770511.  empty    Shipping    Cask   MAC-  IB   ree»iv»d    w/l 
contamination   of    144.290  &  24,990   dpm  per    100   square 
centimeters.  „,„,  .    ., 

NORTH-H.S.,  BQOK.H.E.  Region  B'  B"n  Franciico,  Offlca  of  tht 
Dlrtetor.  77/08/17.  Spp.  16074:040.  24X  Fichu:  3O-QOO.  B3/W 
8211120179.  ., 


-H21112QS79  PNQ; 770613,  vent   valve*   on    thrdo    fuel    tranifar    c»tk  I   » 
fuel    shipped    dr«   arrived    open,  Incident    to    be  reviewed    durlnj 

NORTH.H.a!       Region   3,    8an  Francisco,    Office    of    thd   Director, 
77/OB/04,      lp.      16074:050.      24X  Flc  he:  00-000,  B2/09/2B-  SHI  1  ISO: 
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Sail  190173  Forwards   LER   82-024/99X-0.  DB  tail  ed    event   analysis    suBmitted. 
HAV.H.  B.        Southern    California    Edison    Co,       H2/10/26.       ENOELKEN,  R.  H. 
Region   5,    Office   of    Director.       Spf        16149:346.       34X 
Fiche:  30-206.  82/10/26,8211190173. 

--0211190175  LEH    B2-021/99X-0: on    82QB13, south    salt   water   cooling    pump 
discharge    valve   POV-d    opened    uneipectantl y    when  air   was 
supplied    to    solenoid    control    valve.  Caused    by   misaligned 
manual    operator   POV  valve    Immediately   shut.  Damage  repaired. 
HlW.H.n.       Southern   California    Edison  Co.       82/10/36.  Region    S, 

Office    of    Director.         Ip.        16149:348.       24  X    Fiche:  30-206,  93/10/H6, 
B2I  1190173. 

0311190118  Forwards    LED   82-025/01 T-0.  Detailed    event   analysis   submitted. 
HAY.H.B.        Southern    California    Edison    Co.       B2/11/01.       ENOELKEN,  R.  H. 
Region    Si     Office    of    Director.        2pp.         16130:289.        S4X 
Fiche: 30-206,  02/11/01,8211190118. 

— 0211170153   LEU   Ba-02S/01T-0:on    821013, three    lapses   occurred    in   fir* 
watch    coverage. Cause   &    corrective    action   will    be   dticribtd 
in   revised    LER    to    be    submitted. 

RAV.H.D.       Southern    California    Edison  Co.       92/11/01.  Region   5. 

Office    of    Director.         Ip.        16150:291.       24  X    Fiche: 50-206, BH/1 1/01, 
3211190118 

0311190111    ForuariU    revised    LER   82-025/01T-0.  Detii  lid    event  analysis 
9  if b mi  ttecf . 

JiAY.H.B.        Southern   California    Edison    Cn.       02/11/10.       EHOELKENr  R.  H. 
Region    5,     Office    of    Director.        3pp.         16150:206.        34X 
Fiche:  50-2O6,  83/11/10,0311170111. 

-•-0311190116   Reviled   LEfl    B2-02S/0 1T-0:  on  B21012.  13  t  2O,  lapses    in   firs 

uatcli    occurred.  Caused    by    inadequate    fire    watch    supervision. 

Tun   supervisory    positions   added    to    fire   watch    program. 

RAY, H.  11.        Southern    California    Edison   Co.        BE/ll/IO.  Region    S, 

Office    of    Director.        Ip.       16ISO:2O<f.      24X    Ficha:  50-206,  82/1 1/10, 

B21119Q111. 

V.     Operator    Examinations 

DaiO13001<?  Oenerii    Ltr    B2-1B    to   all    power   reactor   applicants  fc 
licensees    re    reactor    operator   &    senior   reactor   operator 
[•qqualificalinn   eiams.  Ailvi  ses    that    exams   begin  at   facility 
aPt*r   021001.  Bvc     list    encl. 

EIBENUUT.  D.  0,       Division    of   Licensing.       92/1O/12.  Consolidated 

Edison   Co.     of    New  York.     Inc.       15pp.        16002:234.       24X 
FiKhe:  SO-000,  02/10/12,  S21O130Q19. 

QSllSWlbl    Responds    to    recoramenda tions    resulting    from  audit   cDne>rninB 
adeqoacy    of    operator    training    &    emergency   procedures   ra 
pveisurliecl    thermal    shoe  k  .  Operator   requal  if  ic»tion   prngram 
revised    to    include   more    emphasis    on    past  •*•"*»-,_        ,,D,,Tf.uBIp|  n  n 
DASKIN.K.  P      Southern    California    Edison   Co.        8S/11/19.       CRUTCHFIELD,  D. 

Opuratirig    fioactors    Drarich    5.        4pp.        16206:346.        S4X 
Fiche:  90-206,82/11  /(•?,  8211240161. 

-»flailS40lA-1    Revision    1    to    operator    requal  if  i  cation  re   pr»isuri>«<! 

thermal    shock.  .  .          nr-innA  BOI 

KIHBY.O.  .     KUHNER.P.R.       Southern  Ca  1  if  ami  a  Edison  Co-       OT   1006  HOI. 

02/10/15.       33pp.       16206:350.       24X   Fiche:  50-206,93/11/19, 
B211240161. 


8211060493  Advises    of    full    mitigation   of   civil    penalties    In   amount    of 
f 97, 000   re    failure    to    install    &    test    prompt    notification    sys 
by    deadline. 

DEYOUNe.H.C.       Director's   Office,    Office  of    Inspection  and 
Enforcement.       82/10/09.       COUTVSIL,  U.  0.       Cnnnictlcut   Yankee   Atonic 
Power   Co.       3pp.        15969:360.       24X    Fich  e:  50-313.  B2/10/03,  B31 1040493. 

8210070019  Qeneric  Ltr  62-21    to  all    liceniees   t  applicant)    of   nuclear 
pouer  reactors   re  Tech    Specs   for    fire   protiction   audits. 
Forwards   guidance   discussing   general    scope   It  describing 
elements    to   be    Included    In   audit,  Bvc    list   encl. 

EISeNHUT.D.O.       Division   of   Licensing.       82/10/06.  Consolidated 

Edison  Co.    of    New  York,     Inc.       Ilpp.       15993:339.       24X 
Fiche:  SO-000,  92/10/06,8210070019. 

B2 10290103   Generic    Ltr    92-23    to    all    licensees    b   applicants    re 
Inconsistency    between  requirements    of    10CFR73.  40(g )    b  STS 
for  performing   audits    of    safeguards    contingency    plans 
(security   planl.Svc    list    encl. 

EIBENHUT,  D.  0.       Division   of  Licensing.       B2/10/30.  Consolidated 

Edison  Co.    of    New  York,     Inc.      Bpp.       13993:319.      24X 
Fiche:  90-000,  82/10/30,  B21O29O10B. 

9211040379   Generic   Ltr    B2-29    to    all    power   reactor    licensees    re 
integrated    IAEA  eiercisa    for   physical    inventory   at  LHRi.  Any 
commitment    to    participate    In   eiercise    is   voluntary    !.    any 
util    that   participates   will   be    reimbursed. Svc    list   encl. 
EISENHUT.  D.  0.       Division   of  Licensing.       82/11/03.  Consolidated 

Edison   Co.     of    New   York,     Inc.        llpp.        16019:004.        24X 
Flch»;  50-000,  fl2/ 11/03,  B21 1040379. 

921117003B   Releases    public    version    of    revised    emergency    plan 
implementing    procedures,  including   Procedures  EPP    1.  5-32-C  re 
PINO    iodine    channel    &   EPP    1.3-39   re    past-accident    sampling 
of   containment  atmosphere. 

FELTCN,J.H.        Division    of    Rules    and   Records.        82/11/OB.  Document 

Management  Branch.       Ip.       16139:321.       24X  Fi  che:  50-213.  92/11 /OB, 
9311170038. 

—9311170041   Forwards    public   version  of   revised   emergency   plan 
implementing    procedures,  including   Poreedurei   EPP    1, 3-32-C   re 
PINO   iodine    channel    tc  EPP   1.5-39  re    post-accident   sampling 
of  containment   atmosphere. 

COUNSIL.M.O.  Connecticut  Yankee  Atomic  Power  Co.  82/10/22. 
E1SENKUT,  D.  0.  Division  of  Li  censing.  Ip.  16129:324.  24X 
Fiche:  50-21 3,  82/11/09,  8211170038. 

— B2I1170047  Public    version    of  revised    emergency   plan    implementing 
procedures,  including   Procedures   EPP    1. 5-32-C  re   PINO    iodine 
channel   fr  EPP    1.5-39  re    post-accident   sampling    of 
containment    atmosphere. 

»     Connecticut  Yankee   Atomic    Power   Co.      B2/10/08.      37pp. 
16129:335.       24X   Fiche:  50-813,  82/1 1/09,  8B1 1 170039. 

P.    Operating    license   stage    documents   &    correipondence 

8211030003  Forwards   response   to  5EP  Topic    11I-S.A,     "High   Energy    Pipe 
Breat    Inside    Containment. "    Info    pertaining    to 
Instrumentation  required    for   «afe   shutdown   will    be 
addressed   during    integrated   assessment. 

COUN9IL,H.O.       Connecticut   Yankee   Atomic  Power  Co.       B2/^l?- 
CRUTCHFIELD,  D.      Operating    Reactors   Brandt    9.      273pp.       15904.001.      24X 
Fiche;  50-213,  92/09/17,8211030003. 


--0311340169  Hovision   0    to    operator    requallf ication  program  re 

general    (.    specific    operating     charac  te  rist  ic  s.  r,T-l 

KIRDY.M.J.  ,  KUHNER.P.R.  Southern  Ca  ifornia  Edison  Co. ^  DT  I 
FIOO.  82/07/01.  9pp.  16207:010.  24X  Fi  che:  30-206, 92/1 1/19, 
£1211240161. 


920 
F 


DOCKET    50-2QS   COLUMBIA    UNIV.     RESEARCH  ^REACTOR 
P~~0peratlng    license    '^9e_documents_8._corre«pond.nce 

Oeneric    Ltr   92-19    to    research    h  test   reactor    1  icense es   re 

'- 


DOCKET  50-213  HADDAM  NECK  PLANT 


Edison   Co.     of    New  York,     Inc.       llpp. 
Fiche:  SO-000,  82/10/01,9210040068. 
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6311020010   "SEP,  Topic    VIl-1.  A.  Isolation    of  Rtactor  Protection  S(i  From 
Non-Safety    8u  i,  Haddam  Nee  k    Plant,"   pre  1  iminaru    rapt, 
MGRMEN.D.J,.     UDY.A.C.        E«M>.     inc.        F1NA-6425.        6211020010 
82/09/30.       SCHDLL.R.F.       Division   of   Llceniing.       22pp.        15904:037. 
24K   Fiche:  50-213,82/09/30,821)020010. 

S2110i06ia  Forwards    requsst    for    atldl    info  re    TMF    Item    II.K.  3.35r 
"PDUier    to  PuJiin    Sials,  "    Draft    transmlttal    Itr   encl. 
HEGNER.J  D.       Division    gf   LUinsing.       B3/09/30.  Division    of 

Licenslno.        5pp.        13971:334.        24X   Fie  he:  30-OQQ.  92/O9/3O.  SSI  1040613, 

B2110404BO  Foruardi    set    of    evaluations    Por  nrh  SEP    topic    referenced 
in    draft    SEP    r«p  t     IHUREG-OB33)  . 

BMITK.H.      Eperating    Reactori   Branch    5.      Ba/IO/12.  Public    Document 

Branch.        Ifl.         15736:001.        24X    Fie  fie:  SO-OQO,  B2/10/  13,  BB1  1040480. 

—  BS1104Q494    Forwards    recommended    ground    reiponse    spectra     (  5K   damping), 
establishing    gi-ound    motion   acceleration  values    for 
structural    re-evaluation    of   teiimic    loads    for   eastern    SEP 

CRUTCHFIELD,  D        Operating    Reactors   Branch    5.       fll/Ofe/OB.  Jersey 

Central    Power    t.  Light   Co,       2pp.       15756:091.       24X 
Ftche:  SO-QOO,  32/10/12,  021  10404BO. 

8211020369   Advises    of    intent    to   ravlsn   Paragraph*    18.  E.  1  .  a,  IB.  2,  1  .  d, 
16.  Z.  1.  f'  19.  2.  1.  e   *    IB.  2.  1  ,  o   re   OA  program,  pir  S21004 
celcon.  Changes    proposed    to    Improve  overall    GA  program 
effec  tlv*nB»s    it  will    he    1  ncopporated    In   neit   r«pt    revision. 
CQUN3IL.M.  O.        Northeast   Utilities    Service   Co,        CHUNSIL,  H.  0. 
Northeast    Utilities.       B2/IO/22.       HAASS.  W.  P.       Quality   Assurance 
Branch.        3pp.         I3BB9:O2I.        24X    Fl  che:  50-OOO,  82/10/22.  B21  lO2D3iS. 

a2102oOOB8   (Jenaric   Ltr   B2-20   to   all    power   reactor    1  icemen,  perroi  t 
holders   &   applicants    for    CP  re    guidance    for    imp  lementlnj 
SfiP  rule.  Forwards   NUKEO-0906.  NUflEO  to   be  usoil  ai    interim 
measure  unttl    Rig   Guide    1,70  revised,  9vc    list   encl. 
EISEHHUT,  D.  S.        Division   of  Llceming.       6S/10/2A.  Coniolldated 

Ediion  Co,     o»    Niu  York,     Inc.       9pp.       !59-?3:295.       24X 
Fi  the:  50-000,  B2/lO/?6.  B2I  02600BS. 


8210270030   Generic   Ltr   S2-22   to  all   PUR    licen»e»i   re  CongratiioTH  I 
r«tu«t    for    info   concerning    its  am  generator    tubi    Integrity. 
Forward*    Congreisman  EJ  Harkiy   B2I019  qi/sstiani    re    »t»4n 
genirator    tube    inttgritij.  Svc    lilt   encl. 

EI6ENHLJT.  D.  Q.       Division    of  Licensing.       82/10/3&.  Consolidated 

Edlion  Cn.     of    Neu   York,     Inc.       10pp.       16099:332.       24X 
Fiche:  50-000.  82/10/26,  B2  10270030. 

BHI1020602  Forwards    requeit    for   arfdl    info  Ft   PWR   main    steam   lln*  break 
u/continued    feeduatar  arid  Ition.  tnfo  nft-dfd    to   tump  1st* 
nviiu.  Info    should    be   -urbmltt-gil    uiithln.  30  dags. 
CHUTCHFIELD,  D.        Dperafcln}    Reactors    Drinch    5.        93/10/37. 

Connecticut    Yankee   Atomic   POLKP  Co.       6pp.       15868:039-.       24X 
Fiih«;  30-213,  B2/lO/a7,eai  1080402. 


6211040272  Forward!    EOSiO    Final    technitfll    »valuablori  rfrpt   t-  NRC    saFetll 
evaluation    *or   SEP    Topic    VI-7.  A.  3i     "ECCS  Ac  Cuatlon    8gi,  " 
Rnjuirementt    satiiFied. 
CRUTCKFIELDi  D.       Operating    Reactors    Branch  3.      B2/1O/27. 

Connecticut    Vankee   Atomic    Pouer  Co.       2pp.       1S92B;  133.       24X 
Fiche:  50-313,  BB/10/27,  SSI  JO4G272. 


8211160373  Forward!    suppl    to    lafety    evaluation    for   NUREO-OJIH,  ( tr* 
II,  E. 1.1,     "Auiiliary    Feeduater    Sys.  V    Submittal    dtd    HIOC'JI 
resolves    concerns    re    power    source   d  i  v«rs  i  tu  ,  I  tern   conttrfer*! 

CRuTCHFrELDi  D.        Operating    Reactors    Branch    3.       'B2/11/OV         Ctf.^lll '*' 

Connecticut    Yankee   Atomic   Pouer   Co.       3pp.        16091:3*9        ^41 
Fiche:  30-213.  82/1 1/O9,  831 1 160373. 

B211 170432  Agrees   u/conc lut ions    in  NRC    820910    draft    iv«lu*Ucrl    (' 
SEP   Topics    1 1 -3.  A,  1 1-3,  B,  11-3.  D.  1,  1 1-3.  C   *.    1 1 1-3  0    r* 
open    Issues    to   6e    addressed    during    integrated    asiritmeM 
Coaimtnts   will    be    included    in   response    to  NRC   020730    llr 
COUNBIL,  W.  0.  ,     CAG-NETTA.  J.  P.       Connecticut    Yankee    rttnmlc    Pun*    tx 
82/11/09.       CRUTCHFIELD,  0.       Operating    Reactors    Drantfc    S        ifn 
16106;  187.       20X    Fich  e:  30-213,  B2/1 1/09,  821 1 1  70432, 

8211160047  Generic    Ltr    B2-26    to    p  ouier    reactor    licensed1)    lmtl<    *  »'* 
Urain)    re  NUHEO-Q744,  Hevls  ion    1,     "Pressure    Vessel    Hall 
Fracture    Toughness.   "    Foruards    NUREO-0744.  Re  vi  slim    I    H/n 
encl.  Svc    list    encl. 

E1BENHUT,  D   0.         Division    of    Licensing.        B2/11/12.  C-oniol!  ItT  •' 

Edison   Co.     O-f    N»y    York,     Inc.        52pp.         16232:212.        it4X 
Fiche:  50-000,  83/11/12,8311160047 

82  J 1220278   Forwards   results    ft  comments,  per   821006   conf  «-r  n'C  «   t  »  I  I  •  " ' 
B20B03    "Control    of    Heavy    Loads,"    technical    evaluation    -t|.l 
DDCurriBnta  t  Ion    of    resolution   of    open    i  terns    will    he    cum^liMt 
bv    930429. 

COUUSIL.W.  0.  ,     CAONETTA,  J.  P.       Northeast    Nuclear   Eneruy   (  (!      n.|* 
North-east    Utilities).       COUNSIL,  W,  O.        Connecticut    YniiLel    Att.nt<     " 
Co.       82/11/12.       CfiUTCHFIELD,  D.       Operating    Reactun    rii'*n(i«9 
CtAR«,n.A.       Operating   Reactors    Branch    3.       8pp.       Iftl/.n    Hi        J«l 
Fiche:  50-000,  82/1 1/ 12,  821 1S2027B. 

0.     Inspection   reports,     IE  Bulletins   t   c  orreap  ondenc* 

8211170250    "Phase    I    Insp  Rept.Natl    Dam    Insp    Program    " 

TIEH8CH,C,  0.  .     RAV£H5,F.  J,  ,    COOPER, 8.       Army,  Dup  t.  of  ,     t;u*n    a* 
Engineers.        7B/09/30.        192pp.        16104:313.        24X    FlcJi*    flit    Jl  I    'W'^' 
021 1170250, 

B2I11B0179   Hesponds    to  FOIA  request    for    all    Insp    rep  U,  i  >n  •  in  «»•»*•' 
mimoranda  &   other    documents   re    packaging   (•    traniprol    a  I 
spent   nuclear    Fuel    bu  Southern   CA  Edison  Co. Forward  I 
documents    lilted    In   App   A. 

FELTON,  J  M.  Division  of  Rules  and  Records.  U3/07/»'ll  hWr|">J  * 
ItllnoUt  State  of.  4pp.  16074:002.  24X  Fiche  !)(l  (H'ii  W-'  d  '  -  '* 
321192-0179. 

B209190220  IE  Info  Notice  B2-37,  "Cracking  in  Upper  lihell  I" 
Transition  Cone  Oirth  Weld  of  Steam  Generator  al  ()|)«r»ni| 
PWR.  "  Svc  list  encl. 

JORDAN, E.  Division  of  Enjineering  (.  Quality  niiuratu*  6-  :  ~  tf  ''  [ 
Consolidated  Edison  Co.  of  Neu  YorK,  Inc.  10»pp  iHftp^U  ^ 
Fiche:  30-000,  82/09/  16,  8208190220. 

8208190222    IE    Info   Notice   BB-34,  Revisi  on    lj     "Welds    I"   Htn>*.ii-»l 
Panels.  "    Svc    1 1st    encl. 
JDRDAN.E.L.       Division  of   Engineering    t   Quality  A«»tii*i"i        &f  :"--: 

Consolidated    Edison  Co.     of  Neu  York,     Inc.        107|i|i         *Mh*    'ft* 
Fiche:  30-000.  flB/Of/  17,  B20B1 90222. 


--8211040277    "SEP    Topic    VI-7.  A,  3,  EMS   Actuation  Sys,  Haddam  Mecth" 
technical    evaluation  rapt, 

VP.NDEBBECK,  n.     EO&O,   inc.     FIN  A-A-ias.    EOQ-EA-OOIH.     62/09^30. 

NRC  -  No    Detailed.    Affiliation   Given.       15p-p.       15928:135.      24X 
Fi  c  he:SO-21 3,  92/10/27.  3S 1 1O40272. 

9211080161    Forwards    documentation    on  hoy  criterion    of  NUREO-0737.  Item 
II. D. 3,     "Post-Accident  Sampling   SDS"    satisfied. 
COUWBIL«H.  0.       Connecticut    Vankee   Atomic  Pouer  Co.       B2/11/OE. 
CRUTCHFIELD.  D.       Dparating    Reactors  Branch    3.      33pp.        15993:144.       24 X 
Flthe:  50-213,  B2/1  l/OI,  821  10B01&1 . 

8311 140422   Comments    on   NRC    920732    draft    safety    evaluation   of  SEP  Topic 
VI-10.A.     "Teitlng    of   Reactor   Trip    Bys    fc  EBFin  Including 
Response    Time    Testing. "    Tables    ihoulng    reactor  *   ESF    trip 
parameters    encl. 

COUNSIL,  M.  0.  -     CAQNETTA,  J.  P.       Connecticut  Yankee    Atomic   Pouir   Cp. 
B2/11/OB.       CRUTCHFIELD.  ».       Operating   Reactor*   Branch    9,       Spp. 
16091:236.       24X  Fiche:  50*213,  B2/1  l/OB.  8211 160432. 

u2U150164   Forwards   NRC   final   evaluation    of  SEP  Topic    XV -2.    "Bpictrum 
of  Stiam   Byi    Piping    Failures    Insidi  1.  Outside  Containment,  " 
sus  It  radiological    consequence,    aspects,  Current   criteria  mit. 
CfiUTCHFIELD,  D.       Operating    Rear  tor*  Branch   5.       82/11/09.       COUNSIL,  H.  0. 

Connecticut    Yantie    Atomic   Powir  Co.       IBpp.       140iO:O?B.       04X 
Fiche:  90-213.  82/  1 1  /09,  321 1 1301 4  4. 


S30B190229    IE   Info   Notice  02-39,     "8vc    Degradation   of    IM-t   »ist 
St*inl*n    Steet    Rec  irculatlon  5<js   Piping    at    Hurt  PUrtl    - 
Svc    list    incl . 

OORDANiE.L.        Division  of   Engineering    i   Quality   Aitufd'H  t        «W 
Consolidated    Edison  Co.     of  Neu  Vork,     Inc.       H6pp          IMII  f  6<*« 
FIche:SO-000.  82/09/21,6208190229. 

8308190223   tE    Info   Wotice   B2-3B,     "Change    in   Format    t    Ul  fl*  t»«1 
for    IE  8ulletln*<Circulart   *   Info  Notices."    Svc    Ilil    fll 
DEYOUNO,  R.C.        Director's   Office,    Office    of    Inspection    4*f 
Enforcement.        82/09/22.  Consolidated   Edison   Co      u*   »-'f«   'i 

110(«p.        160lfl:021.       24X  Fiche:  30-000,  S2/Q9/22,  CISOH  W!/J-* 

820B-190232   IE    Info    Motice   B2-40,     "Deficiencies    In  fri*»'t  <  t*  » 
Electrical    Penetration  Assembl  ies.  "   Svc    list    encl 
JORDAN,  E,  L.        Division  of   Engineering    V   Quality.    Atiurj"'! 

Con«fllldated    Edison  Co.     of  New  York.     Inc. 
Fiche: 30-000- 32/09/22.6208190238. 


Bill  120434  Foruards    IE   Investigation  Riptt   30-Sl9/nO 
on  80IOO6-B1OU4.  No   noneomp  1  lanci   noted,  M/o    enc  1  1 
CABL80M,B.  T.       Enforcement    t    Investigation   Staff, 
CLARK,  f.  H,       Jersey   Central   Pouer  it  Light  Co.       3pp 
Fiche:  90-000,  B2/O9/BB,  S21  1  120179. 


U-S'l 


6211060493  Advises    of   full    mitigation    of    civil    p*n*Uin    I*  «« 
»97,OOO  re    failure    to    Install    &    test    prompt    notl'l«*ln*   l|* 
by   deadline. 
DEYOUNv.R.  C.       Director's   Offlcei    Office   of    Inipictlfl"    1«« 

Enforcement.       B2/10/09.       COUNSIL.M.O.       Connecticut    V*«1  ft  *» 
Power   Co.       Spp.       13963:360.      24X  Fiche;  30-213,  62/1O/&S    ..... 
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Q2ilOnO27L    Null  flcat  ion    of    B21I03    meeting   u/utils   &  Franklin  Research 
Ctr    In    Bethesda,  I1I>    to    discus*    design    (IE  Bulletin   80-11)    t 
u»e    of     "onBrgij    balance    technique"     &  '"arching    theory". 

IHAMKeLL,  C.  M.       NflC    -    No   Detailed     Affiliation   Qiven.       B2/10/07.  NRC 

-    Ho    Detailed    Affiliation    Given.         -4pp.       15975:310.       24X 
richtJ  50--DOO,  E)2/1Q/Q7,  B21IOSO271. 

—  EW1OI9O15I    "Applicability    of    Energy    Qalance    Technique    to   Reinforced 
Masanrij    Dalle,"    technical    rept. 

HAHIR.^YA          Dreiol     Univ          B2/QQ/31.        7pp.         15973:332.        24X 
FUh»:  50-313.,  32/10/07,921  1000371  . 

--P31GL7Olt&   "Applicability    uf    Arching    Theory    to  Unrsinf  oread    Block 
htnaonrij    Hal  Is    Undor    Ear  thquak  e     Load  ing.  " 

IHAKtltB*  H.  Q          Dmial    Univ.         B2  /OB/31.        10pp.  15973:329.        24X 
Fichc:  SO-213,  03/10/07,8211030371  . 

D20Ol'K}2:i9    IE    1  nf  u    Notice    02—  11<      "Failure    of    Baf  oty/Re  1  i  ef   Valvea    to 
ripen    at    UIJR.  "    £3vc     list   end. 

jnHDAH.  E    L.        Division   nf    Engineering    &  Quality    Assurance.       82/10/32. 
Consolidated    F.dison   Co.     of   New    York,     Inc.        110pp.        13960:153.       24X 
Fiche:  50-000-  (J2/  10/22,  G20H  1  70239. 

0^110^0342   Notification   of    031103     eignificant    licensee    meeting    u/utiU 
in    flBTlin.CT    to    discuss    SAUF'. 

imlQQ?1,t     E         flflffion    I,    Office    of     Director.       82/10/25.  Region    I. 

(If  ft  c»    of    Director.       2pp.        1597QrQ48.       24X    Fiche:  50-000,  BB/10/2S, 
fiai  IQ&O31K. 

(321  I  1OCOHO    Ack     receipt    of    021O06     1  tr    informing   NRC    of    steps    taken    to 
correct    violation*    noted     in    IE     Insp    Rept   30-213/02-16. 
MftflrlN.  T.  T         Division    of    Engineering    k   Technical    Programs.       82/11/04. 

COUNfllt...!!.  Q.         Connecticut    Yankee     Atomic    Power    Co.         lp.        16029:304. 
3>IX    Klcti*:  30-213,  O2/  1  1/01,  BSlll  OO3BO. 


l003flS  H«4Port^9    to  NftC    B2Q"?oa    I  tr    re   violations    noted    in    It'   Insp 
Rop  t    30-2  1  3  /BE-  16.  Corrcctiva     actions:  computer    programs 
which     list    plant    procedures    revisei)    Ei   controlled    routing 
program  null    be    utiliiod.  „„,,„,„, 

CC]U!J=iH.H    0         Connocticut    Vai.kee   Atomic    Pouer   Co.       82/JO/Oi. 
MrtllTtM,  T,  T.        .Division   of    Eng  i  n-eering    fr  Technical    Programs.       2pp. 

nos.      21  x  Ft«h«:so-ai3.  02/11/04,8211100330. 


O  Hwrninarij    of    0^1103    meeting   u/  lit  Us    ra    IE   Bulletin   BO-  11    on 

of    "Energij    Dalancii   Technique"    t-    "arching    action      for 


32PP- 


ct,or,    Br.«h   3. 
16103:328.       21X    F,  che:  50-000, 


iic-oono 


Fi.riJ.rili     IE    Insp     Hept     SO-ai3/B2-20    on    B2101B-22.ND 

lr'D™!K-.n   of    Eniin..rln,    *  Technical    Prog^n,,  - 

.U.U         C«nn«tU«t    VankeE   Atomic    Pouer   Co,       Bpp.       16236,078. 


IE  in.P  it-pi  so-aio/sa-w  on  021018-22.  No  f|»n«i»P»  la"CB 

d    M<ijor    »r»0s    Inspected:  environ    monitoring    program, 
cDntrol-progran   For    QC    of    analytical    meaSurement.   I, 


.. 
l«3b7i         MX    Fich:  30-213,82/11/13-0211300203, 

KKWI9W4D    IE    Info    Notice    82-43.      »D.*  ic  ienc  1..    in   LWR   Air   Filtration/ 


cfc»:  so-ooo.  82/11/16- 020BI9024B, 

IE    InPo    Molice    O2-45,      "PHR   Lou  Temp    Dyei-pressur. 
,S20B170353, 


Fleh«: 30-000, 
D.     ParlodU    op< 


— B2111I0339   Monthly    operating    rept    for    Sept     19B2 

UNIKEHICZ.S.        Connecticut    YankBf   Atomic    Pow*r    Co 
14039;  289.        24K    Fie  he:  30-213,  82/1O/ 13,  B21 1 1 10326 


B211230107  Forward  i    nontMy    operating    rtpt    for   Oc  t  19S2 

GRAVES,  R.  H.        Connecticut    Yankee    Atomic    Fuu«r    Co  D2/1I/13 

Management    Information   Branch.        lp.        16193    15i  24* 
Fiche:  50-213,  B2/1 1  /  13,  B21  ISM  187. 


—8211230169   Monthly    operating    rept    for    Dct    1 9B3 

ELMS,  A.       Connecticut    Vankea    Atomic    Poutr    Co.        B2/M/13 
16193:  157.        24X    Fiche.  30-213,  02/1 1  /  13,  S21 123Q1B7. 


S.     Reportable   occurrencei,    tERj    V   related 


S2110201B7   Forward*    LER   62-OOB/03L-0. 

GRAVES, fi.H.        Connecticut    Yankee    Atomic    Powe 
HAYNES.R.C.       Region    1.    Office    of   Director. 
Fiche:  50-313,  82/10/23.  B21 10201S7. 


62/10/32 
1 5B3 1.147 


--6211020196   LER   B2-OOB/03L-0:  on    B20924. cont* inrntnt    ptr»onn«l    h«tth    tent 
not    performed    at   required    time.Caus»d   hy    pertonn*!    njtirg 
containment    entriei    to    correct    oil    problems   u/reactof 
coolant    pump    2.  Test    completed. 

MURRAY,T.G.        Connecticut    Yankee    Atomic    Power   Co.        B2/1O/22 
Region    1,     Office    of    Director.        lp.        I58BI  :  14B.        24* 
Fiche:  50-21 3,  B2/ 10/22,  S21 1020 1 97. 

8211020533  Forwards    reviird    LER   B2-006/O3L-1. 

CRAVES.R.H.       Connecticut    Yankee   Atomic    Pouir   Co.       B2/10/25 
HAYNES.R.C.       Region    1,    Office   of   Director.       lp.        15807:204        24* 
Fichei  50-213.  82/10/25,0211020333. 

— BSH020S70  Revised   LER  B2-006/03L-1 :  on  B20919  t,   0511.  cell*   42   !.  22    of 
emergency    dc    battery    fount!    leakins    electrolyte    through    ...a 
crack.  Cracks    discovered    in   11    more    batter  iei.  Caused   t»|    cell 

plate    eipansion   i  end-of-Hfe    condition!,  

OU1NN,M.D.        Connecticut    Yankee    Atonic    Power   Co.        62/10/35. 
Region    1,    Office    of   Director.       2pp.       15907:203.       24X 
Fiche;  50-21  3,  82/10/25,  8B11O20533. 


0211290404   R0:during    third    querter    1?B2    inservice    t.*t    of    vilvet 
date    of    one    surveillance    procedure    e.ce.ded    3-month 
surveillance    interval    of   ABrE  Section    XI. Caused    by.    clou*' 
pressure   gauge    line. Line    uncloggei   t.    te»t   c  ompleted^ 
C-RAv-EB.R.H.        Connecticut    Yank..    Atomic    Pou.r   Co.        B2/    1  /« 
HAYNE8.R.C.       Region    1,    Dffice   of   Director.       2pp.       16210,344. 
Fiche:  50-213,  82/11/05,  B31 1290404. 

B211290662   Foru.rd.    LER   B2-Q09/03U-0.  B2/1I/OT 

GRAVEB,R.H.       Connecticut    Yankee   Atomic   Pou.r  Co.  B2/I*'"' 

HAYNE3,fi.C.       Region    1.    Of'ic.    of   Director.       lp.  16223.  IIH. 
Fich9:30-S13,  B2/11/09.  B2112TO662. 

— B21 1290669   LER    B2-009/03L-0:  on    B21015.  p  i<ih0  le    l»t    discovered 
Uint   ne.t    to   B   charging    pump    ^circulation   throttle    «lvi 
CH-V-275  C^use    not   st-ted.Pioe    joint    Uol.t.d    by   valvirj    ou 


B2 11 290662. 
V.    Dpi 
E 


Mjr,a9«"i»nt    rnformstlon    ^anch.         l 
Flc»«:  30-213.  aa/09/13.  821  1020397. 


-821  1020303  Honthlv   «P 


,0pp. 


Office 


af    Resource    M«««BBm«nt'     ?;V?^SSA 
Fich«:  50-213.  82/10/13,0211110326 


16039:289.       S4K 
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F.    Security,    medical,    emergency   t   fire    protection  plant 


82JQ040Qt.B  Cenrric  Ltr  82-17   to  all   power  reactor   licensees  !. 
applicants   t   holdirs   of  CPs   ft    inccni latent v   betutan 
reqii'lrenients    of    10CFR50,  S4(  t)   t  STS   for  performing   audit*  of 
erairgency   preparedness  projrtrat.Svi    llit  end. 

EJSFNHUr.D.  0-.       Division  of   Licensing.      82/10/01.  Coniol  t  dated 

Ediion   Co.     of    Ncu    Vork,     Inc.        llpp.        16002:299,       24X 
Fichu  50-000,  S2/IO/Q1,B2KK>4CK)£,8. 


8210070019  Generic  Ltr  83-3!    to  all    licensees   d  applicants   of   nuclear 
pniuer   reactors   re   Tech  Spett   For   firt    protection  audits. 
Forwards   guidance   dis-cussing   general    icopB    S>   describing 
elements   to   be   included   In   audit.  Svc    list   encl. 

EJSEHHUT.  D.-O.       Divtiion  of   Licensing.      82/10/Oi.  Canto]  idj  ted 

Ed  i< on  CD.    of   Neiu  Vart.    Inc.       19pp.       1  3993:  33B.      84X 
Fte/ie:  50-000,  82/ 10/06.  B31007&019. 

8210290108  Generic   Ltr   93-23   to   aJl   llcinlles   &  applicant*   rt 
inconi  If  ten-cy    hitmen*  requi rtments  of    1QCFR73,  40(g  )   b  STS 
for   parfgrminj   audits   of   saf(o.uards  contingency   plant 
fiecuritij   plant.  Svc    Hit   end. 

EISENHUT,  D.  0.        Division   of   Licensing.       62/IO/30.  Contollrfa tad 

Edison   Co.    of   Htu  York,    Inc.      app,       13993:  319.      24X 
Flcha:  50-000,  82/10/30,9210270108. 

8311040379  Generic   Ltr  92-25   to   all   pnuer   reactor   licensees   re 
inteorafced    IAEA  eiercise   fnr   physical    Inventory   at  LHfii.  Any 
commitment   to    participate    in   eierclse    ii  voluntary  &  any 
ut!9    that  participant   uEll   be   reluoUT jed.  9vc    list   encl, 
EISENHUT,  D.  0.       Division   of   Licensing.       32/11/03.  Coniollda  tstf 

Edison   Co,     of   Meiu  York.    Inc.       llpp,       16017:004.      SIX 
Flehe:  3O-000.  B3fl  1/03,  821 1040379. 

6211230405  Forwards    SEH    for    App   R    to    10CFR30,  Items    III.  0.  3   !t    II 1.  L  re 
lafe   sJiirtdoun    capability   In  event   of   f in,  Concap tual   deiign 
af   tatt    inutdaun   eapaiillty  comptiei   u/App    R  reijulrenienti. 
CRUTCHF1ELD,  D.      Operiatlnj  Reactors  Branch   5.      62/1  I/IB       FIEDLER, P  D 
General   Pjol  ic   Utllitlei   -  OPU  Service  Corp.       Spp,       1619^:060       3AX 
Ft  che:  50-21  9,  BS/ll/lB,&3\  1230^09, 

— B2HS30415  SEfi    for  App  H    to  IQCfKSd,  I  temi    I  II.  0.  3  fc   HJ.L.  Propo.ed 
attlont   re   iaf«   shutdown   capability    in  ,cvent   of   Fire 
acceptab  1  a, 

*     me   -  No   Detailed  Affiliation  Given,       Q2/11/18       9ao 
16194:062,        24X  Flehe:  50-219,  63fl  1  /IB,  B21  1230405. 

0.    Advlsorij   Coniniittee   on  Reactor   9afjauardi   reports   b  correipnndence 

6211230325  Foryarrfi  P  Sheumon  621  10?  Hr   to   Chairman   Palladino   re  ACR3 
rept   on  SEP  rivJeu  at   facllltu. 

CRUTCHFJELD,  D.      Operating   React-on   Qranch   3.      B2/11/18       FlEDLEfiiP   n 
Oeneral   Public   UtilitUs   -  opu  Service  Corp,      Soc        16192-I79       fW 
-  1X 


— B2I1170447  Sutmlt*  ACRS  rept  on  Phase    II   of    SEP  TivUw  NRC   ainsimi 
*  conclusions   *pproprU te.  Intigrated   plant   safety   atseiunint 
proposed   far  rsmalning   38  toplci.Nu   back  fit  required,   for   10 
topics    Included    In  aisgisment. 

SHEWMON.P.       rtCRB  -  AdvfiDnj   Camntttee  on   Reactor   SaFeguard.. 
02/11/0'!.        PALLADINO.N.  J.       Commits! oners.        4pp         Ifiloo-  .si         SAt 
FIche:SO-2l9.B2/n/IB,B211230325.  PP  ** 

P.    Operating    llcenie   itagv.   documents   U  correspondenci 


S211030227   "Rutart   of  Core   Earau   &  Lou  Pressure   Coolant   Innt 
NUHCB-OTa?,!^.   II.  K.  3.  21,  Ch/.ter  Grii-t  HucJ.*r  oSn."t£nS 
Sta  t  (on.  "  " 

E0!ll}'    Inc-      FIM  A-6427.      B311030S27- 
"»'•"•"  "'  ««•*««•   lnti»r««M   fpo. 
a«  Flche:50-EI9,B2/07/31,BSI1030237. 


o^  ou. 


82110301)93   Forward!   draft    integrated    plant   SrtR    (NUBE5-0022I 
documenting    NRC    revleu    completed    under    SEP.  Review    inclujit 
documinted    evaluation   of   plant    safety   W/o    encl. 
•H1RAGLIA,.  F.       Assistant   Director    for   Safety    Asteismirit       Kt&til. 
SHEyilON,  P.  S.        ACRS   -   Advisory    Committee   on    Reactor   8af  rtLjardi 
13943:  2fiB.        24X   Fichu:  30-219,  82/09/30,  B2!  1O3O*B3 

B21IQ50104   Forwards   draft   NUREO-O822,     "  Inteijra  ted  Plant   Safttu 
Ati.iiment"   &   FR  notice   of    issuance   t>   ava  i  1  ab  i  Htij.  ffipl 
docunnnts    NRC    review    completed    under    SEP.  H/o    NultEO. 
CRUFCHFIELD,  D.       Operating    Reactors    Branch    3.        93/09/30        FtC-l't 

Jersey    Central   Pouier   i-  Light   Co.       3pp        199fc4  333       six 
Pi  Che:  SO-E19-  B3/09/30,  821  1050104. 

--&2I1050I11    Notice   of    Issuance   S<   availability    oF  draft   int*gr4tp 
*af*ti|    assesinent   rept    (NUHEO-0022) . 

CRUTCHFieLD,D.  Operating  Reactors  Branch  S-.  [33/09/30  lit 
15964:  326.  24X  Fiche:  5O-219,  82/09/30,0311050104 

B2110404HO   Fflriuardi    set    of    evaluations    for    each    SEP    topic    rt^ttt• 

in   draft   SEP    rept    (NUREG-D822). 

BM1TH.H.       Operating   Reactors   Branch    3.      B2/IO/J3  Put  In   Ci- 

Branch.         Ip.         13956:001.        24X    Fiche-  50-OOO,  S3/ 10/1 3,  HS  110*0183 

—8009170095    "Impure    Hater    in   Steam   Generators    *    Uolalien  Clreri1 

Informal    rept   for    limited   distribution. 

VAN  ROOYEN,  D.      Broolhaven  Nat  I  onal    Laboratorij.      F\H  rt-3106 
HNL-NUREO-2ai47.       80/06/30.        16pp.        1593&:  063.       24( 
Fich«:  SO-000,  82/10/12,  0211040480. 

— B2110a049fl    Faruardi    recommended    ground    respanit    ipectfa    (5-J.   firj 
«itablishing   ground   motion   acceleration    value!    far 
structural    re-evaluation   of    seismic    loads    far   tastn-n   BEP 

lltBS, 

CHUTCKFIELD,  D.       Opera  t  i  ng   Reac  tors    Branch     3.       Hl/Q&fCO  Jt' 

Central    Power  b  Light   Co,      2pp.       15956-oai.       3+* 
Fiche:  5O-OOO,  02/10/13,  B21 10404BO. 

--8J03290046  Foruardi    digiblied   pseudo   spettral   ace  e  I  trail  an  vi], 
pretirainary    site-specific   ground   response    spectra 
tratiifnitted    in  000623   Itr, 

LEVIN.J).  flivliiun  of  Engineering.  80/09/17.  CfltrCIIFICLP.  S 
Bystematic  Evaluation  Program  Branch,  2pp.  13936  090  =41 
FieniT  50-21  9,  B2/10/1S,  821 1040480. 

--80081 10&33   Advises   that   draft    technical   evaluation  of   SEP  I»*  n 
ii    acceptab  le.  RequH<  ts    that   encl    documents    be    taruujtt  IP 
licensee    for   comment.  Any   comments    should    be   suppllld   piler 
to    BI0302    for    consideration    in    final    rept. 

CRUTCHFIELD,  B.  Systematic  Evaluation  Program  Di-tntd  K.'07f\ 
CRUTCHFIELD,D.  Operatlno  Reactors  Branch  5.  I4pp  1S9Jfct& 
24X  Fiche:  50-000.  83/10/12,821  1040480. 

--8211O405Q4    "Bfcstus   of  Evaluations   «.   Mods   of    Diinl   Qintritet   In 
Annunciator    ays   at   Varioui   US   Nuclear  Pouar   Plantl.  " 
SH1NDELL,  B.  (1.      EOS.Q,    Inc.      RUMBLE,  R.  P.      Lauirsncf  Llvjrsai. 
Laboratory.       FIN  A-0231.      UCID-1B14S.      79/10/31,          tfflC  -  If* 
Dvballtil   Affiliation  Given.       60pp.       13936:  117.      3«1C 
Fich»:  50-3 1  9,  B2/ 10/13,  8211040480. 

— 8003230355   Forwards   SEP   safety    topic    assessment    Input  n  elfcKi 
pinetra tions   of   containment. 

CRUrCHFIELD.D.      Systematic   Evaluation  Proaram   Branch       00/01,. 
ZItHANN,D.L,      Operating   Reactors   Branch   2    (Pre   Q<lfH3tt>       Jf 
IS956:  liO.       24K  Fiche:  50-000,  82/10/12,821  10404410. 

— 8007140113   Forwards   draft    technical    evaluation   r»pl»  «n  fiCf  l*n 
III-IO.  A,  v-!I.  A,  VI-7,  C.  I   t,  VI 1 1-3.  B.  Repti    have   b**n 
revieuied   t    should   be    forwarded    to    license*    lor   tc»«»nl 
CRUFCHFIELD,  D,      Systematic   Evaluation  Prnoram  Branth.      K'C*-'i 
CRUTCHFIELD.D.      Systematic  Evaluation  Pi-Qfll-am  Br*n(A        It 
15996:  179.       24X  Fiche:  50-000,  82/10/12,821  1040400. 


*"    •••  EEP   Pb«.    Iir    for 

ratJjij   H.actcr,  Brinth   5.      82/09/29. 


— 8309380341   Requeiti   coimiinti  «n   proposed   »cop<   of  SEP  fhaie   II 
as   TtfUct.tf   in  end    fcopit  definitions. 
^I?!^!:?:.0-.    .WvUJBnBM.ie.rwln.-.      82/09/09.      EDWARDS,  D. 


0«B0353dR,r;.t.    »««t-|;iS;|;:...    scoP,    „,   Ptal.    KI    ,„,„„ 

EISENHUr.  D-  0.      Divlilan.0#  Licrntlrtf.      83/09/09       KAC1CH.R        HFP 

"'1  ""•   IS933;IB(>'  8'  8EP 


3211040965  Notifies  that  Clan  IV  fee  dun  for  820820  i 
requesting  change  in  capacity  of  spent  fuel  storage 
rac  JJi  tu.Rl-vi  eu  ulll  involve  lisuanci  of  EIA. 
DIQOB,H.  M.  License'Fee  Management  Branch.  82/10/14.  FIEDtf".! 
9en«ral  Publit  Utilities  -  OPU  Service  Corp.  Ip.  lB^4-3»  J 
Fiche:  90-219,  SB/1 0/1 4,  B21 1 040563. 

6210340038   Oen*ric   Ltr   82-20   to   all    pouier  reactor   1  UtnilM,  itTil 
holders   &   applicants   for   CP   r«    guidance   for    impleMiMln) 
SUP  rule.Fixruiards   NUREO-0906.  NUREO   to   be   k)*ed   ai    Iniiriai 
invaiure   until    Reg   Ouide    1.  70  revised.  Svc    Hit   *ncl. 
ErsENHUT,  D.  0.      Division  of  Licensing,      B2/10/S6,          Cani#)ll(lti 
Edl«on   Co.     of    Neu  Yort,     Inc.      9pp.       13993:295,       24X 
Fiche:  SO-OOO,  63/10/26,  8210860088. 


DOCKETED  ITEMS 


8310270030   Generic    Ltr    62-22    to    all    PWR     licensees    re    Congressional 
request     for    info    concerning    steam   generator     tube     integrity 
Fc-ruards    Congressman   EJ   darkey    031019    questions    re    steam 
generator    tube    integr  i  ty.  Svc    list    end. 

EISEMHUT.  D.  G.        Division    of    Licensing.        82/10/26.  Consolidated 

Edison    Co.     of    New   York.     Inc.        10pp.         16099:332.        24X 
Fie  he.  50-000.  52/10/26,6210270030 

BailoaO'505  Advises   of    contamination   control    plans    involving    removal    of 
tcp    ioiS    to   depth    of   6-fl    inches    from   areas    to   be    graded    & 
burial     i.n    tranches    u/min    cover    of    6    inches     of    clean    sail. 
Request     tor    license    change    mill    be    submitted. 

FIEDLER, P. B.        General    Public    Utilities    -   GPU   Service   Corp.        82/10/27. 
CKUTCHF1ELD,  0.        Operating    Reactors    Dranch     5.        6pp.        15809:306,        24X 
Ftcfie-  50-319.  02/10/27,0211020505, 

0211O401B2   Forwards    Amend    64    to    License    DPR-1 6. safety    evaluation   & 
notice    of    issuance   *,  aval  1  abi  1  i  ty.  Amend   clarifies    terra 
"operable"    re    support    sys    outages    of    redundant    components. 
CRUK^FJELD,  D.        Operating    Reactors    Dranch    S.        B2/IO/2B.        FIEDLER, P.  B. 
General    Public    Utilities    -   GPU    Service    Corp.        2pp.        15929:  176.        24X 
Flchf:  50-219,  33/10/30,8211010102 

— B211040107   Amend    64    to   License    DPR-16,  c  lor  i  Fy  ing    line    of    term    "operable" 
re    support    sy  s    outages    or   multiple    outages    af    redundant 
components 

CRJJTCHFiELD,  D.        Operating    Reactora    Branch     5.        B2/1Q/2S.        0pp. 
15939    17B         24X   Fiche:  50-219,  02/10/20,021  1O40102. 

— 8211040192   Safety    evaluation    supporting    Amend    64    to   License    DPH-16. 
LtJMQARDO.J.        Office    of    Nuclear    Reactor   Regulation,     Director, 
B2/10/2B.        2pp         15929:  186.        24X    Flche.  50-219,82/10/26,0211010182. 


Notice  of    issuance    [•    ava 
DPR-li. 

CRUTCHFIELD, D.  Operating    Reactors    Branch     5.        02/10/28 

15929:1BB.        24X  Fi  che  .  50-219,  82/10/20,  B21  1O4Q182. 


lity    of    Amend    64    to   License 
3pp. 


32L1Q40326  .Requests  uintten    understanding   of    resolution   of    open    itema 
per  -B2Q70?   telcon   re   NUREG-0612.  Phase    I,     "Control    of   Heavy 
Load!.   "    Firm    schedular    t  omraitmerit    requested    uithin    30   days. 
CfUJKHFIELI),  D.        Operating    Reactors    Dranch    5.        92/10/20.        FIEDLER,  P,  B. 
Genera]     Public    Utilities    -   GPU    Service   Corp.        2pp.        15927:312.        I24X 
Fithe:  30-219.  B2/10/2H,  021  IQ10326. 


02I1B20132  Forwards   safety    evaluation    of    radi o Ing ica 1 /env Iron    impact 
at   util    propnied    con  tarn  ina  ted    jolt    disposal    project. Boll 
relocation   plan  approved. 

CRUTCHFIELD,  D,      Operating    Reactors    Branch    5.       B2/11/16.       FIEDLER,  P.  D. 
General    Public    Utilities    -    GPU    Service    Corp.        3pp.        16163:331.        24X 
Fiche: 50-219,  B2/ 11/16,  B21 13201 32. 


— B211220137   Safety    evaluation,    opp-roving     util     proposed    project     for 
disposal    of    contaminated    soil. 

*     NRC   -   No    Detailed    Affiliation    Given.       B2/11/16:.       3pp. 
16163:354.        24X   Plena:  50-219,  B2/1 1  /  1  6,  B21 1220132. 

021124012B   Forwards    fee     for    review    of    License    Change    Request     111. 
KNUHEL,  J,        General    PuoliC    Utilities    -    OPU   Service    Corp.        82/tl/lt. 
D10GS.  R,  M.        License   Fee    Management    Branch.        2pp.        16306: 333.        34X 
Fiche:  90-219,  32/11/16,821  1240123, 

8211300293  Forwards    schedule    for    hardware   changes   resulting    from  HEP 
integrated    assess  me  nt. -asses  sment    summary    tab  le,  se  i  smic 
review   summary   k  Pickar  d.  LOUJB   t-.    Oarrt*  t.  Inc    "Technical 
Assessments    of   Selected    Oyster    Creek    SEP  Topics. " 

CLARK, P. R.       General    Puilic    Utilities    -    GPU  Sorvice    Corp.       02/11/16, 
CRUTCHFIELD,  D,       Operating    Reactors    Branch    3.       23pp.       16336:115.       24X 
Fiche:  50-219,  52/11/16.6211300293. 

— B21130029B   "Technical    Assessments    of   Selected    Oyster  Cree*    SEP    Topice. 
One   aperture   card   available    In    PDR. 

IDEM,  D.  C.  ,     DUTTEMEFi,D.  R,  ,     BIENIARZ,  P.  P.       Pictard,  Lome    fc  Oar  rick. 
PLO-0247.        B2/09/30.         257pp.         16236:  138.        24X    Fl  che:  SO-219, 
62/11/16,0211300293. 

S21I230325  Foruiapds  P  Shewmon    021109    Itr    to  Chairman    Palladilio    re   ACRB 
rept   on   SEP   revieui  of    facility. 

CRUTCHFIELD,  D.       Operating    Reactor*    Branch    S,        92/11/10.        FIEDLER.  P.  D. 
General    Public   Utilities    -   OPU    Service  Corp.       2pp.       16192:  179.       34X 
Flche:  50-219.  B2/11/10.  9211330323. 

— 0211170447  Submits   rtCRS   ropt    or.    Phase    El   of    BEP   review.  NFIC    asBHanment! 
(.   conclusions   appropriate.  Integrated    plant    safety    asseasment 
proposed    for   remaining    39    topics.ND    bactfit    required    for    10 
topics    Included    in  assessment 

SHEWMON.P.        flCRB   -   rtdvisary    Committre   on    Reactor    Baf B'guarJs. 
82/11/09,        PALLADINO,  N.  J.        Comral  aai  oners.         4pp.        16192:101.        34X 
Fiche:  50-217,  B2/1  I/IB.  021  1230325. 


Foruarda   results    of   evaluation   of    structural    adequacy    of 
lujdriuli-c     control    unit    racks    for    seismic    loads,  per    SEP    Topic 
II  1-6,     "Seismic    Design  Consideration.  "   Control    rod    drive 
hydraulic     control    unit    acceptable    for     design    seismic     loads. 
FIEDLER,  P.O.        General    Public    Utilities    -   GPU   Service    Corp.        B2/10/29. 
CRyTCHFlELD,  D.        Operating    Reactora    Branch     S.         13pp.        16004:324.        24X 
Flche:  SO-219,  02/10/29,0211090303- 


0211300240  Requests, ui  thin    60   days,  lubmlttal    of    info   &  programs 
previously   requested    by    B10236   Generic    Ltr    Bl-04   i-e 
implemontatinn   of   NUREO-0313,  Revis  ion    1,    "Technical    Rept    on 
Hat!    Selection  ti  Processing   Ouidfllines    for    BUR  RCP0   Piping.  " 
MIRAGLIArF.  J.       Assistant    Director    for    Safety    AsBcssraant.       SS/11/23. 
FIEDLER,  P.  B.       Oeneral    Public    Utilities    -GPU   BarvicaCorp.       3pp. 
16233:012,        24X   Flche:  SO-S1"7.  03  /  1  WB3,  821 13OO24B. 


0211150580    Forwards   Amend    63    to   License    DPR-1 6,  safety    evaluation   t< 
notice    of    Issuance   &  ava i  lab  1 1 i ty. Amend   authoriies    changes 
ta    administrative   organi  lat  ion. 

CHUTCHF1ELD,  D.        Operating    Reactors    Branch    5.        32/  1 1  /OS.        FIEDLER, P.O. 
General     Public    Utilities    -   GPU    Service    Corp.        2pp.        16063:053.        24X 
Fiche:  3C--219,  B2/11/05,  B2I  1150S0B. 

--8211150591    Amend   65   to   License    DPR-16, authori i ing    changes    to 
adninlatrat ive   organ i la  I i on   6 y    retitling    position   of 
director    station    operations    to    deputy    director    Oyster    Creek. 
CRUTCHFIELD,  D.        Operating    Reactors    Branch     5.        02/11/05.        17pp. 
16063   OS5.        24X   Flche:  50-219,  02/1 1/05,  031 1 15O3SB, 

— S31I1SOS95  Safety    evaluation   supporting   Amend   6S    to  License   DPH-16. 

*      Office    of    Nuclear    Reactor    Regulation,     Director.        B2/11/05.        3pp. 
16063:  072.        24X    Ficfie:  50-219,82/11/05,0311150500. 

—  D2ll]£D6OJ   Notice  of    Issuance  f,   availability    of   Amend   65    to   License 
DPR- 16. 

CRUTCHFIELD,  D.  Operating   Reac  tors    Branch     5.        02/11/05.        2pp. 

16063:075.        24X  Flche:  30-219,  02/1 1 /OS,  021  1 1505B0. 


Q,     Inspection   reports,     EE    Bulletin*    &    correspondence 

8208190220  IE  Info  Notice  B2-37r  "CradLing  In  Upper  Shell  to 
Transition  Cone  Girth  Uald  of  Steam  Generator  at  Operating 
PiJR,  "  Svc  list  end. 

JORDAN. E.  Division  of  Engiiiaer  i  ng  *<  Ouolitij  Assurance.  02/09/16, 
Consolidated  Edison  Co.  of  Neiu  York,  Inc.  105pp.  15930:001.  34K 
Fiche:  50-000,  02/09/16.  B30019022O. 

B20B190322   IE    Info   Notice    32-34,  R  cvis  i  on    1,    "Welds    in  Ha  I  n  Control 
Panels."  Svc    list   end. 

JORDAN.  E.  L.       Division    of    Engineering    4   Quality   A»suranc»,       02/07/17. 
Consolidated   Edison   Co.     of   Neui    York,     Inc.        107pp,       13099:103.       24K 
Fiche:  30-000,  B2/09/17.  B2001  90222. 

020B190229    IE   Info  Notice    83-37,     "BviC    Degradation   of    Thlct    Hall 
Stainless   Steel    Recirculatlon   Btji    Pip  Ing   at    BUR  Plant.  " 
Svc    list    enc 1 . 

JDRDAN.E.L,       Division    of    Engfuearing    *   Quality   Assurance.       B2/09/S1. 
Consolidated   Edison   Co.     of   Now   York..   Inc.        06pp.       16017:099.       24X 
Fiche:  50-000,  82/09/21,8200190239. 


&2IH60047  Generic   Ltr   82-26    to   pouer    reactor    licensees    (except   Fort   St 
Vcain)    re   NUREG-0744,  Revision    I,     "Pressure    Vessel    Matl 
Fpacture    Toughness."   Foruards   NUREG-074'J,  Revisl  on    1,  W/o 
end.  Svc    list    encl. 

EISEMHUT,  D.G.       Division   of   Licensing.       82/11/12.  Consol  idoted 

Edison    Co.    of    Meu  York,     Inc.       52pp.        16232:212.       24X 
Flthe:  50-000,  02/1 1/12,  S21 1 160047. 

6211100309  Forwards   revised    safety    evaluation    of   SEP  Topic    XV-16, 
"Failure    of  Small    Lines   Carrying    Primary   Coolant   Dutsida 
Containment."    Evaluation    revised    to   resolve    differences 
between   analysis    of    similar   plants. 

CRUTCHFIELD,  D,      Operating    Reactors   Dranch    5.       83/11/13.       FIEDLER, P.  D, 
Ceneral    Puol Ic    Utilities    -  GPU   Service  Corp.       9pp.       16141; 143.      24X 
Fiche:  30-219.  B2/1 1/13- B21 1 1B0309, 


820BI90223    IE    Info  Notice    92-39.     "Chanoe    In  Format  4   DUtributlon   Bye 
for    IE   BulletinsiClrculars    !<    Info    Notices."    Eve    Hat  encl. 
DEYGUNG,R.C.       Director'*    Office,     Office   of    Inspection   and 
Enforcement.       B2/09/22.  Consolidated  Edi  »on  Co.     of   New   York.     Inc. 

110pp.       16010:021.      24  X    Fiche:  9O-000,  92/09/22.  B20B190223. 

8200190232    IE    Info  Notice   BS-40.     "tfffi t  Unciii *    in   Primary    Containment 
Electrical   Penetration    A» temb  1  i e« .  "    8wc    list    encl. 

JORDAN,  E.  L.       Division    of    Engineering    {.Quality   Assurance.       82/O9/22. 

Consolidatiil   Ediion    Co.     at    Meiu    far  k ,     Inc.        112pp.       15930:019.       24IX 

Fich«:  30-000,  83/09/B2. 


DOCKETED  ITEMS 


6311120179  Respondi    to  FQM   request    for   Jill    it.*p   T*p.l»,  eorr.tpond.nc 
mimordnda   t,    &ther   document*   re    packaging  &    transport   of 
spent    nuclear    full    by   Southern  CA  Edison  Co,  Forward* 
document!    lilted    in  ADD   A. 

FELTOM,  J.  M.       Division   of    RuUi   and   Record*.       93/09/2B       RAPKIH.A 
tf   1°'-       ^P        16074:002,       24X   Ficfie:  50-000,83/09/28^ 


"-B211120-4S6  Foruarci    IE   Investigation   Repti    50-219/BO-3B 
on  BQ10Q6-&IQ11.].  No  nciuonipliantf   noted.  W/o  ends. 
CARLSON,  R.T.       Enforcement  Si   Investigation    Staff.       91/12/23 
CLARK,  P.R.       Jersey    Central   Power   it  Liflht    Co.       20o. 
Flene:50-000,82/09/2B,S21||20179. 


50-S13./BO-20 


n  '**"'  «'«"l«  *  F^iiUIn  R.^arch 

In    Da-thBida.MD    to  diicuit   d*iJ«n    CIE  Bulletin  00-11)   & 
use   of    "eiwrsv    balance   technique"  &    "arching    theory" 
TJ1AMHELL.C.H.        NRG   -    No    Detailed   Affiliation   Diver,     '  82/10/07 
-   Mo  Detailed    Affiliation  Given.       4pp.       I5975'3IB        24X 
Fi  Che:  30-000,  82/10/07,  B21IOBOZ71. 


NBC 


flail  HO  169  Forward*    monthly    op 

HEOLCT.P.B.        0,nErfll    Pobllc    Utlliti.i'-   CPU    slr'v 
M.n*SBmint    Information   Branch.       Ip.       16O37- QOI 
Flcht:  50-219,  82/1O/1  5.  B21 1 1 10169. 

--8211110178  Monthly    aperatlno   rept    for    Sept     11B3 
FHICK,R.       Oeneral    Public    Utilities    -  opu    Scrvir 
9PP          1^037:003         24X   Pi  en, :  5O-3I9  ' 


BBlllSOOOi  Respond,    to   FOIA   request    for    document,    re    ba.u 
position    tftat    jpecific    regulation    concerning    fltnen    far 
duty    It    neceisarg    Foruards    documents    listed     In   rtoo    n 
Documents    a  1  so   avai  lab  1  e     in   PDR. 

FELTDN.J.H.         Division    of    Rulos    and    Records.         B2/09/I7 
n.k &    Llberman.        7PP         16094:327        34  X    Firh,    50- 


6S1 1 150004 


B21  1090413  Forwardi    IE    Imp   R«j>t    30-219/02-21    on   B20S34-OPQ3  No 
noncompIUr.ee    noted. 

»    Divl«ion    of  Enjiniering   4   Technical    Prngr.n..      BH/10/19 
'H-       fr"18"1   Publlc   «"HU..   -  QPU  Service   Co'P,       top 
B4X   Ficha:  50-219,  Ba/tO/l^  0211090412. 


.  •"   620524-0903.  No   n0 

o.ajc.r    ar.a.      nip.cted:OA  progrjijn  impLirnntatior, 
Including    audl  Uj  ifeilgn.   changi,  proeLTiment  b  OA/QC 
^SXIll'i"'*  *   fo"DWUP    on  pr»viou«l(;    ld»ntifl*ir   iteitii 
NAPVOA.O.,     EAPEN.P.K.-    8HAUB.  T.      OlvJiUn    of  Cn,  In.er 
Ttcbnlcal    Proorams.       B2/10/06,       I9pp.       16009:08+        2flX 
FicA»:SO~219,BK/10/19,8  ' 


j-ciK'E:  ::  ri:;::-Ks 

urlttup    of    ciUtiona    applicable    to   DMI. 
CAfULBONpH.  T.      Enforcement  fc    Inve*  ti  gati  on 
THOMPSOH.D.       Enforcement   t    Inv..ti.St?.n 
24>T   Fiih»;SO-000,B2/09/l7,B21llS0006. 


9211150263   Notice    of   violation    from    i  nvB«t  i  ga  tl  an 

Nancomplianc,   nnUrf:C«,   NAC-lE.Mod.l   NFB-4    dSllv.ri* 
carrier    for    transport  u/decav    heat    9enBrati&n   |B    "„„'„ 

^ve£?°r"'nent  &    Invest*9ation   Staff.      Bl  /12/07       Set       J4QW( 
24X  Fi  che  :  50-000,  92/09/17,  B21  1  1  50006. 


eaoBi9oa39. 


«eM"ra  ?'  eali03  p"*fcin"  u/utll« 

uie    of    "E-nergy    Balance    TachnUue"  b    "arrhino    action"    for 

ma.so.nru   w«ll    ^utlif  icition. 

TRAMHELLjC.M.        Qptrating   Rxctc-n    Branch   3, 


tin  00-11   or. 


B«  L-0.  Detailed    event  4Ml».l(  *n<l 

?'       ^neral   Public   Utllitl..   -  GPU   Garvlc,  eJri       BI/LJ 
.  C.       Region    1,    Offica    of    Director-        3pi>        lfc|9a'j)»       JK 
Fiche:SO-2l9.  82/11/03,8311230073, 


ornn  ,     «.     of    pfllrtP    ,„    ,,«t, 

protection.    «us  notar   generator    set    1    cauEed    half   ttra* 
64    burned    t,   scarred   relag    contai  cs.  Rslau    r*p|jc«d 
uPB*d    *"   1VC'BP««   >••»««•    o"  order. 

D      flM.r.1    Poblie    Utilities    -    GPU  ff.r.lc.  C.r, 
.  Region    1,     Office    of    Director.         Ip,        14193   3M 

Fiche:SO-21  9,  B2/1  1/03,  B2H33O072, 


9211190192 


u,    Interpretation    of   image  .nh«e.«n*    u,,d    for   caf, 
.p«rger    imp    durir.)    1TOO  refu.l  in.j   out-fl..  Enhanced 
' 


U*»"»»    - 


«-OM/03L-O.D.t.ll.* 


:D11    B2I004,  during    *i.rv»l1  lin».1»p  ar 

?°,°     £'""    '"   ltandt"J    9iB   *'"*Mnlin 

ing     train    1    flotu.  Caused    by    personnel    error,  Covir 

PiiC*d'Neel!    for    fl(ldl    Sui-fance  u.ill    be    ttvi,v,j 

'       °*n?ral   Pu[llic    WHlitie,  -  GPU   Bervl(»  COT» 
p  «   »        «f9l°n    1,    Office    of   Director.        Ip, 

Fieht:  30-319.  83/11/03,8211890671. 


eorr.sponderue 

H»v  19S1. 


"B211p403S»  Monthly   operating  r.pt  for    Nov   19BI. 


u,    19B2. 


ea£ftpB«  . 

H^SHM^^ 


Public 


-0.  Detailed    ev*nt 


*  Cor». 

l*aail" 


—8211290593  LER   B2-043/03L-0:  on   820910,  emerB  .ncy    »vc    ^ttr  |u*F   W 
aeclareif    inoperable    for    malnt.  Caused    by    improptr    |«p»ILrr 
clMrdnc*    t.ttlna.Pump    removed    from    ivc    t-    impeller  elliT«n*i 

a  if  juited.  Pump    returned    to   we, 

Ei/f  ?5?^D*  N>  Jp     0*n'ral  Public  utniti..  -  CPU  atrvici  CHIT^ 

ef,i      ii1,,™  SJB,iDn    ''    °"Ui    of   DirMtor.        Ip.       1«?S4.  13J       ?«l 
FicNe:  SO-219,  82/1  1/1  1  ,  B21  1890375. 

8211290425  Forwards  LER  S2-052/01P. 

Fi!™«'S'S'       ?•""•'!   Puolic  Utilitiei    -  OPU    Servit.  COPJ.     fll/il.', 
BI    r  2;"^?k      R"«ion    '•    Office    of   Director.        Ip.       16BS4:«».      8*1 
FI«Ji»:  80-219,  82/11/13,9211290623. 

--B2H2906E?  LEfi    B2-053/01P:  on  B20B2a,aft.r   r.U«««    t>    invlfin 
u/inop*rablt    r*duaite    discharge   monitor,  second    t«»pbf 
•n«IU«li    itlicovered  mis.ing.  Sample    taken    from  unin|    t*nl. 
Caused   tg    per«onnal    error. 

"      0»n»T»l    Public    UtilltUs   -   OPU  Service    Corp. 
Region   1,    Of  Pie*   of  Director.      2pp.       !622&iOtO       24X 
Fit  he:  30-2(9.  82/1  1  /IS,  B2H290&Z3 
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V.    Qp*rator   Examinations 


B21Q130Q19  Generic   Ltr   02-10   to   all    pouier   reactor   applicants   & 
licinice*    re   reactor   operator   tc   senior   reactor   operator 
i-fq.ua  1 1  f  ita  ti  on   eiams.  Advi  ses   that   eiams   begin   at    facility 
a*t*r   021001.  Svc    list   and. 

EI5EMHUT,  D.  0,        Division    of    Licensing.        03/10/12.  Consolidated 

Ed  1  ton   Co.     of    New  York,      Inc.        15pp.        16002:334,        24X 
Fie  he:  50-OQO,  02/10/12,8210130019. 


DDCKET   50-330  NINE  MILE  POINT  NUCLEAR    STATION,     UNIT    1 
F.     Security,    medicali    emergency   ti   fire    protection   plans 

B310Q40068   Oeneric   Ltr   92-17   to   all    power   reactor    licensees   & 
applicants,   ft   holders   of   CPs   re    inconsistency   between 
requirements    gf   10CFR50.  54{  t)   d   STS   for   performing   audits   of 
emergency    preparedness    programs. Svc    list  encl. 

ElSrNHUT.D.  0.        Division    at    Licensing.        02/10/01.  Consolidated 

Ed  lion    Co.     of    New   York,     Inc.        llpp.        16009:  268,        24X 
FlchB:  50-000.  02/10/01,8210040068. 

821007001^   Qsneric   Ltr   02-31    to   all    licensees    &   applicants   of   nuclear 
pguer    reactors    r«    Tech    Specs    for    fire    protection    audits. 
Fcruardi    guidance   discussing   general    scope    &   describing 
element*    to   be    Included    in   audit, Svc    list   encl. 

EI0ENHUT,  D.  C.        Division    of    Licensing.        03/10/06.  Consolidated 

Ed  I  ion    Co.     of    Netu   York,     Inc.        19pp.        15*793:338.        24X 
Fiche:  30-000.  BS/10/06,  8310Q7001  9. 

B21L230409   Forwards   IE  Safeguards    Insp   Rept   50-220/82-19   on   820BI7-19. 
No   nonconplianca   noted. 
MARTIN.  T.  T.       Division   of   Engineering   t   Technical   Programs.       03/10/03. 

EUNSER.J.  J.      Niauara   Mohawk  Power   Corp.      2pp.       14185:  OB4.       24X 
Fiche:  30-220,  B2/10/OB,  0211230409. 


B210290108   Generic    Ltr    S2-23    to    all     licensees    &    applicants    re 
inconsistency    between    requ  1  rnme  nts    of    10CFR73.  40(g  I    t,   STS 
for    performing    audits    of    safeguards    contingency    plans 
(security    plan). Svc     ti-st    end. 

EISENHUT,  D.G.        Division    of    Licensing.        83/10/3O.  Consul!  rf.- 

Edison    Co,     of    New    Yorl,     Int.        Opp  15953:  31^.        24X 

Ft  che:  3 0-0 DO,  B2/10/3O.  8210290109. 


BE1!  1090414   Release)    public     version    of     licensee    request    for    revisi 
annual    emergency   eiercise    schedule. 

FELTOH.J.H.         Division    of    Rules    and    He-cords.        B2/11/O2  DOCIII 

Management    Branch.         lp.        16020:344.        24X   Fi  che:  50-i.'20,  02/1 1/02. 
8211090414. 


— 031 1090421    Submits    public     version    of    request     for    ro vised    animal 
eierelie    schedule    in    lieu    of     scdedule   proposed    in    330920 
1  tr.  Emerg  entij   plan    eiercise   mill    OE   held    during    12-month 
time    period    prior    to    achieving    5X.    of    rated    pouei'    operation.. 
RHODE,  O.K.        Niagara    tfohaufc    PDWST    Carp.       B3/10/O6.        VrtSEiALLQ,[>    FJ. 
Operating    Reactors    Branch    2.        3pp  16030: 3-15        24X 

Fiche:  30-220,62/1 1/03,  B211O9O4I4. 


B211O40379   Generic    Ltr    B2-2S    to    aU    pouer   reactor    licensees    re 
Integrated     IAEA    eierciie     for    physical     inventory    at    LNRs    Any 
cnmmititient    to    participate     in    eiercisc    is    voluntari)    >r    any 
util    that    partlcipalEB    ui  1  1    be    re  imbursed.  Svc     list    encl 
EISENHUT, DO.        Division    of    Licensing.        B3/11/O.T.  Coniolid; 

Edison    Co.      of    New    Vork,     Inc.         llpp.         16019:004.        H4X 
Fiche:  50-OOO.  B2/ 11/03,  321  1090379. 


8211100463  Forwards    request     For    addl     info    for    lOCFHSO.flpp    R. Section 
III.  0   ti    I1I.L    re    safe    thutifouin    capabilitij    for    f  ires.  Contrary 
to    Q21001    rep  t,  redundant     safe    shutifoujn    BIJS    In    control    room 
not    separated, 

VAESALLO.D.  Q.        Operating    Reactors    Branch   2         B2/11/0:!.       DISE.B.  P. 
Niagara   Mohawk    Power    Corp.        1pp.         16041:239.        24X 
Fie  he:  50-330-  03/1  1/03,  B21  110O463. 


-"0211230420   IE   Safeguard!    Imp   Ropt   50-220/02-15   on   820017-19.  No 
noncomp 1 iance   noted. Major   arena    inspected : phys leal    barriers, 
ncurltu    sus    I  ightingr  assessment   aids, access   controls   & 
detection  aids.  Details   withheld    (ref    10CFR73.  31 ) . 
HABDEN,W.,    DUNLAP.J.,    OODV,  A.  T.       Division   of  Eng  ineer  ing   (. 
TichnUai   Programs.      03/10/06.       lp,       16105:006.       2-1 X 
Fichu:  50-220,  B2/10/OB,  SHI  1230409. 

6211090413   Forwards   IE   Insp   Rept   50-220/02-17   on  830901-1001.  No 
noncompl iance   noted.  Schedule   for   reviewing    sevan    19BO   IE 
circulars    For   applicability    to    facility   requested. 

STAflOBTECKI.n,      Division   of  Project   6   Resident   Programs.       BS/10/19. 
RHODE,  O.K.        Niagara    Kohawk    Power    Corp.       2pp.        16009:06"?         24  X 
FichD:5O-220,  02/10/19.  B31 1090413. 

—  B211090417    IE    Insp   Rept   30-220/03-17   on  630901-1001. No   noncompl  lance 
noted.  Major   areai   Impacted:  1  Icensee   action   on   previous    Insp 
findings. plant   tours. observation   of   physical    securi ty, p lant 
Aulnti  IE   c i rculars,  LERs   &  periodic    repte. 

HUDSON.  8..D,  ,    KISTER.H.D.       Dlvlaion   nf  Project   &   Residont  PrografflB. 
aa/10/LB.       llpp.       14009:071.       24X   Ficha:  SO-220,  02/10/19- B21  1090413. 

321(090174  Forwards   objectives   for   proposed   831037   small    scale 
oxercj  ie<  per   NRC  020723   Itr. Deferral    of   exercise   until 
completion   of    current   reactor   recirculaation   safe-end   & 
piping    rnplaE ement   outage   requested. 

LEMPOES.T.  E.      Niagara   Mohawk  Power  Corp.      B2/10/27.      HAYNE0.R.C. 
Rrgion    1,    Office   of  Director.       7pp.       1S9B1:  OB5.       34X 
FIche:  50-BSO.  S2/10/27i  S21 1000174. 


6211120170   Notification    of    B21115    meeting   ui/util     in    Qetliead J.  MD    tn 
discuss   App    R   re    fire    protection. 

PDLK.F.J.        Operating    Rsattars    Orancn    2.       82/11/09.        VASS/\LLC3,  D.  Q. 
Operating    Raactora    flranch    a.        3pp.         J60i7.  179         2« 
Fiche;  50-22O,  B3/ 11/09,  021  112O17O. 

B2I1190044   Agrees    that    changes    to-   physical   security   plan   are   consistent 
UI/IOCFH50.  54(  p  )    provisions    b    that    plan    ef  f  o  c  t !  venes  E    ic    nut 
decreased.  Ends    to    B2OB23    1  tr    uitnholil    (rof    10CFR73    311. 
VASSALLO,  D.  B.        Operating    Reactors    Branch   2         GS/I1/I5.       DIBE,  D    I3. 
Niagara    Mohawk    Power    Corp.        2pp.         16136:279.        24X 
Ficfie:  50-220,  83/11/13,03111900-11- 

6211300316   Forwards     IE    Insp    Rept    50-230/82-19    on   021012-31    No 
noncomp  1  iance   noted1, 

STARQSTECKli  R,      Division    of   Project   &  Resident   Programs,       H2/I1/1A. 
RHOOE.O.K.,     SEIDERT.C.R.         Niagara    Mohawk   Power    Corp         2pp. 
16342:053.       24X  F  i  c  he  :  50-230,  BS/  1  1/16,  021 1300316. 

— B211300323    IE    Insp    Rapt    DO-22O/02-19    on   B31O13-31    No    noncomp  li  anc  o 
noted.  Major    areas    inspect  ed:  licensee   action    on   previous    inap 
find  ings,  pi  ant    tours,  ob  aervat  ion   of   physical    sccur  ity,  plant 
maint'UAiIE   bulletins   &    review   of    TNI   action   plan    Items. 
HUDSON.E.  D.  ,    DAWIACK..  W.  H.  ,     KIBTEH.H.u.       Division    of    Project    t, 
Resident   Programs,       B2/ 1  1/12,        iOpp.       16242:  055.       24 X 
Fiche:  50-B20,  B3/11/16,  8211300316. 


P.     Operating    license   stage    documents   &    correspondence 


B21110Q427  Releases  public  version  of  revisad  emargencij  plan 
implementing  procedures,  revisions  to  NV  State  radiological 
emergency,  preparedness  plan  (<  revised  QGUHOO  County  plan  & 
procedure*. 

FELTDN,  J.  M.       Division   of   Rules   and   Records.       02/10/30.  Document 

Management   Branch.       lp.       16032:313.       SIX  Fi  che:  90-2SO,  S2/10/2B, 
9211100437. 


82O93t0027   Oeneric    Ltr    32-16    to    all    PUR    licensees    re    NUREG-Q737    Tech 
Sptc*.  Reque  sti   review    of    Teen    Specs    to   determine   consistencu 
ui/guidance   provided.  For    items    ui/d  oviationa,  amend    to    license1 
required.  H/a    stated   encls.Bvc    list   Encl. 

EISENHUT,  D.  O.       Division   of   Licensing.      02/09/20.  Consolidated 

Edison  Co.     of   New   York,     Inc.        13pp.        15930:149.       2rtX 
Fiche:  80-000,  S3/09/2O,  0209210027. 


-9211100433  Forwards   public   voriion   of   revised   «mergency   plan 
implementing   procaduroir revisions    to   NY  State   radiological 
•mergencu,   plan  1  revised   Oiuisgo  County   plan   Ii   procedures. 
Dnlv   "til   Procidure   EPP-I2  *ncl. 

LEnPOES.T.E.  Niagara  Hohauik  Pouer  Corp.  62/10/13.  DENTON.H.  R. 
Office  o-f  Nuclear  Reactor  Regulation,  Director.  lp.  16032:316. 
24X  Fiche;  30-320,  02/10/88,0211100427. 

-3211100441   Public   version   of  revised    emergency   plan   Implementing 
Procedure  EPP-12,    "fit-entry   Procedure.  " 

*  Niagara  Hohauk  Pouter  Corp.  03/00/17.  llpp.  16033:317.  24X 
Fiche:  5O-2BO,  B2/10/20,  8S1 11004S7. 


8311040407  Forwards   Amend    SO   to   License   DPR-63, safety    evaluati on.  El  A 
Si  notice   of    issuance    b  aval  lab  I  1  i  ti(.  Amend   approves   eipanaian 
of   uork    to   replace   all    reclrcula t ion    sga   piping. 

VASSALLO,  D.  0.      Operatinq    Reactors   Branch  2.       82/10/15.       [USE.  D.  P, 
Niagara  Moftawt  Poiuer    Corp,       3pp.       15970:063.       34X 
Fie  he:  50-320.  03/1  O/ IS.  021  1040407, 

— 821lOi0409   Amend    SO   to  Licence    DPR-63, appvov ing    ret Ircu la tion    uga 
piping   repJacement    program. 

VA09ALLO,  D.  D.      Operating   Reactors    Branch   2.       03/1O/15.       3pp. 
13970:063.       24X    Fit  he:  50-2SO,  BB/ 1 0/ 13.331 1  Oc.0407. 

— BSH060417   Safety    evaluation    supporting  Amend    90   to   License    DPR-63, 
*     Office:    of  Nuclear   Reactor    Regulation.    Director.      82/10/15.       3pp. 
13970:  Oi7.       24X   Fi  che  ;  50-320.  92X  10/1  5.  B21 1 0604O7. 
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B31034OOSQ   Ctnirlc    Ltr    B2-SO 

" 


,11    . 

'p  r"£tor 


6310370030   O.n.ric    Ltr    62-33    to   ,1]    PUR     !,„„.„ 

^"^n;:^:^x^s  • 

"      *""" 


:  50-230,  B2/IO/36, 


' 


5311160047    Qvnt 


2pp. 


"RtiUpt 
3pp. 


:orpp»p under 


PIW. 


B20ai?03aO    IE    Info   Nati,-.    ns   «       H* 
n  Co"      oVJ        WBJd"^'R  :< 
lilt    tncj 


:  30-000,  B3/09/1A, BaOeiTO320D 


Op.r 


itll    to 


:  Ml. 


"W.ldi    in   Htin  «ar»t 


Flc>te:SO-OOO, 

8308190229    IE    Info 
•  nc  1. 


IE    l 


"Miaou. 


: 


0-aaO,GB/IO/t%Mll« 


?UBlit  .....  "-»• 

nc'     "Opp' 


Inip 


8200190353    IE   rn 


53    IE   rnPo  NotUi   82-43      "PLHJ   i 

tlon.  "  Sv°   l"t"Bei  nlp  Ov'rl"'"»"r. 


BI1O130019   OvnirlF    Ltr    HS-la    i.         i, 

iis=;:n.:;i™K  :  r  *«'  !"«nr^;^Ki 

-»"  wisSi"^  ••  diM  that  "—  6"in  -?  '« 


83^10^13,8210130019 
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P.I..,,.  ,ttbile  vtriion  0,  prop()  ......  rgtn=(r 
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p  I  a 


1340alJI    Forwards    public    version   nf    proposed    emergency    preparedness 


e,  T    J.        Lowell,     Univ.      of.        82/11/03.  Office    of   Nuclear 

Reactor    f!eoulat  ion,     Director.        Ip.         16331.137.        24X 
Fitfcei  50-223,92/11/17,0211240280 


— 921 1100564  Public    version    of  emergency    plan, 

*      Acrotiit    Operation!.     Inc.       B2/IO/14.       23pp. 
Fiche:  50-228,  93/10/28,  9311100539. 


—  621 1240295   .Public    version    of    proposed     emergency    preparedness     plan. 
*      Louell,     Univ.     of.        82/11/30.        37pp          16231-139         24X 
Fit  he    5Q-2S3,  52/11/17,8211240296 

P       Operating     license    stage    documents   t    correspondence 

GSIQQ7C015   Generic    Ltr    B2-19    to    research    t,    test    reactor    HcenaBBB    re 
subni  >.t,3l    of     copies    of    documents    to    NRC.  Cla  P  i  f  i  es    number    of 
cop  I*  s    Q*    certain    documents    tn    be    submitted     to    NRC.  Svc     list 
aim  1 . 

EtSiENHJT,  D   0.         Division    of   Licensing.        02/10/05.  Michigan,     Univ. 

at          10pp.         15960    140.        24*   Fi  c  he.  3O-OOO,  H3/I  0/05,  B210Q7001  S. 

R.      HeriQrfic    operating    reports   &    related     c nrroip ondenc e 

82LIQ<?0£17    Forwards    "Operating    Rept    for    Univ    of    Lowell    Reactor, Jul     19Q1 
-June    1983.  " 

WALLACE,!.        Lowell,     Univ.      of.        02/10/21.        0 'REILLY,  J.  P.        Region    1, 
Clffltf    nf    Director.        In.         ltiQQ4:022.        SIX    F  i  che-:  50-223,  03/10/31, 
BRH090SI7. 


DOCKET   50-237   DRESDEN   NUCLEAR   POWER   STATION,     UNIT   2 

D.  NRC   Draft/Final    Environmental    Statements,     suppls    ft    correspon  donee 

8211150570  Request!   review    of   eiisting    FES  for   significant    changes    to 
facility   or   environs   affecting    cone  lus  ions.  He-ap  onae 
requested    within    60    days     of   receipt    of    Itr. 
CRUTCHF1ELD,  D,       Operating    Reactors    Branch    5.        92/11/O5,        DELGEQRGE.  L. 

Commonwealth    Edison   Co.        2pp.        16062:211.        24X   Ficfie:  5Q-337, 
B2/11/05,B211  150570. 

E.  NRC   Safety    Evaluation    Report    (SER),     suppls    tc    correspondence 

821117050?   Forwards   SERa    reforencod     in    NUHEQ-0923,  App    A,     "Integrated 
Plant   Safety    Assessment    Rept   for   Dresden  Nuclear   Pou^r 
StationiUnit    2,"    for   revteui.  H/o    end. 
CRUTCHF1ELD,  D.       Operating    Reactor*    Branch    5.        B2/10/S9.        SHEW  MOW,  P.  B. 

ACRS  -  Advisory  Committee   on  Reactor    Safeguards.       Ip,       163HQ;2IQ. 
24X   Fiche:  50-237,82/10/37,9211170509. 

F.  Security,    medical,     emergency    d    fire    protection   plans 


— I1H1  1090221J    "Operating   Rep  I    for    Univ   of    Lowell    Reactor, Jul    19H2-June 

«      Unwell.     Univ.     «f         £32/10/21.        7p  p          1£OO4:O23,        24X 
Fiche:  50-223,82/10/21,0211090217. 

DOCKET    50-224   UNIV.     OF   CALIFCJRNIA    RESEARCH   REACTOR 

F.     Security,    medical,    emergency    !.    fire    protection    plans 


1    Releases    public  version    of    emergency    response    plan. 

PEL  TOM,  J.  It        Division    of  Rules    and    Records.         82/11/05.  Document 

rianaoemont    Branch.        >!>'  16121:107.        24X    Fi  ch  e:  50-224,  82/1 1/05, 
£1211160571. 


B21Q040068  Generic   Ltr   BS-17   to   all    power  reactor    licensees    & 
applicant!    t'    holders    of    CPs   re    incons  i  Btency    batueen 
rBquiraments    of    10CFR50.  54< t)    t   STS   for  performing    audit*    of 
emergency   preparedness    programs. Svc    list  encl, 

E1SENHUT,  D.  0.       Division   of   Licensing.       B2/10/01.  Consolidated 

Edlion    Co.     of    New   Yort,      Int.        llpp.        16003:203.        34X 
Fiche:  SO-000,  83/10/01,8210040069. 

B210070019  Generic   Ltr  B3-21    to  all    licensees    &   applica-nts    of    nuclear 
pouer   reactors    re   Tech    Specs   for    fire    protection   audits. 
Forward*    guidance   discussing   general    scopa   &   describing 
elements    to   be    included    in  audit. Svc    lilt   encl, 

E1SEWHUT,  D.  O.        Division    of   Licensing,        B2/10/D&.  Consolidated 

Ediion    Co.     of    Neu   York.      Inc.        19pp.        15993:  33B,        2flX 
Flche:  50-000,  82/10/06.8210070019, 


hpruards   public    version   of    emergency  response   plan. 

KrtPLAtl,  S.  N.         Callfiirnia,     Univ.     of,     Berkeley.  09/10/29.  Offite 

of    Nuclear    Root  lor   Regulation.     Director.         Ip.  16121:183.        21 X 
Fichu.  50-234,  BS/1 1/05.  B21 1160571. 


8311060042   Forwards    IE    Insp    Repti    50-010/82-14,90-237/92-18   t. 
30-249/62-19    on   830B1O-O9O3   £.   notice    of   violation, 

SPEBSARO.R.L.        Division    Of   Project   !.   Resident    Programs.        82/10/22. 
REED,  C.        Commonwealth    Edison   CD.        2pp.        13951:016.        24  X 
Ficho: 50-010,  82/10/22,  B31 1060042. 


— 1)2)1160375   Public    vorsion    of   emergency    response    plan. 

«       California,     Untv.     »f.     norHHey.        02/10/25.        40pp.        16121:189. 
LMlf   Fiche-  5-0-221,  EI2/ 1 1/05,021  I  160571. 


pcrating    license   stage    documents   !/    correspondence 


Gnncric   Ltr   QS-19    to    research   &   test   reactor    licensees   re 
submittfll    of    copies   of   documents    to   NRC.  Clari  f  i  cs    number    of 
•copies    of    certain    document)    to    bo    submitted     to   NRC.  Svc     Hot 
one  1 

elSENHUT1.  0  U-       Division   of   Liconsing.       B3/10/03.  Michigan,     Univ. 

of          I  Op  p.         1  59iO:  MO.        24X   Fichu    SO-000.  83/10/05,  8210070015. 


DOCKET   50-335   RP1    RRITICrtL    EXPERIHENT 

P.     dparatinp    license    stage    ilocuments   &    torree  pondence 


C'210070015   <Jert«ric    Lti-   B2-19    to    research    fc    test  realtor    licensees   re 
sut>mlttj»t    of    copies   of   ilocumentt    to   NRC.  Clari  f  ies    number    of 
copies    of    certain   documents    to    he    submitted    to  NRC.  Bvc    list 
flic  ] 

EI6ENHUT,  D.  0.       Division    of   Licensing.       82/10/05.  Michigan.    Univ. 

of.        lOjip.         13960;  140.        24X   Fiche:  90-OQO,  H2/10/05,  821 007001 5, 


—  BE  11  060056  Notice   of    violation    from    insp   on   B2OB1  0-0903. 
SPEB9Af!D,fi    L.       Division    of  Project   &  Resident   Programs. 
Ip.        15951:018.       24JC    F  iche:  5O-01O,  82/10/82,  B21  1060043. 


--B211060071    IE    Insp   flepts    50-010/02-14,50-237/02-18  !.   50-a49/BH-19    on 
320910-0903.  Nontompliance   noted;  fai  lure    to    have    adequate 
fire   protection   enuipment  surveillance. 

TONQUE,  T.  H.       Division    of   Project  (.   Resident   Programs.       82/10/22. 
12pp.       15951:019.       H4X    Fiche:  30-010,  B2/10/32.  821  1060042. 

9211090293  Forward*   response*   to   questions  re    fire    protection 
a»iDCiated   circuit!    safe    shutdown   rep  t,  documenting    021021 
telcon  u/NRC. 

RAUSCHi  T.  J.       Cammonuaalth   Edison  Co.       82/10/29.       erSENHUT.  D.  0. 
Division   of  Licensing.        16pp.       16006:  1Q4.       24X   Fiche:  SO-237,  82/10/29. 
821  1090285. 

S21029010B  Generic   Ltr   82-23   to  all    licensees   4   applicants    re 
inconsistency    be  tut  en    requirement*   of    10CFR73.  40(g  >    t  SIS 
for   performing    audits-    of    safeguards    contingency    plans 
(security   plan).  Bvc    list    encl, 

EIBENWT.D.  0.       Division    of  Licensing,       B2/10/30.  Consolidated 

Edison  CD.     of   Niu  York.     Inc.      9pp.       15993:319.       24X 
Fiche:  50-000,  02/10/30,  B21029010B. 


DfKKEf   50-328   rtEIlOTEST   flftDIDORAPHY   t   REBEARCH    REACTOH 
F.     f>ecuritv>    medical,    emergency    t    fire    protection    plans 

02I1I0053B  Itelcases   public    version   of    emerqcncij    plan. 

Ft"LTON,J.  M.        Division   of   Rules    and  Records.       82/10/23.  Document 

Management   Branch.       Ip         I604D;  133.       H4X  Fi  cfie:  50-S2B,  B2/10/2Q, 
OSIHOOS53. 

—  0211100563  Forwards   public    version   of    ernergancu.    plan, per  NRC    B20ili 
Ur>. 

HAB«IHS,J.       Aerotsst  Operations,     Inc.       02/10/14.       E1BENHUT-  D.  0. 
Division   of    LUenBinj.        Ip.        16040:121.       H4X  Fiche:  50-228,  B2/10/28, 
0211IOOS59. 


8211040379  Generic   Ltr    62 -23   to   all    pouer  reactor    licensee!    re 
integrated    IAEA  exercise    for  physical    inventory   at   LHHl.  Ang 
conmltmsnt   to    participate    in  exercise    is  voluntary   &  any 
citil    that   participates   will    be    reimbursed.  0vc    list    encl. 
ElSENHUT,  D- 0,       Division    of  Licensing.       B3/11/O3.  Consolidated 

Edlion   Co.    of    New  York.     Inc.       llpp.       16019:004.       24X 
Fiche:  SO-000,  82/11/03.  B21 1040379- 

B211130371   Advise*    that    ro   action   uill    be  taktn    re  820617    request   Por 
Tech   Spec    change*    to    clarify   r«*pnn»ibillti es    of    license* 
during    emirgencies,  unt i 1    applicable    10CFR50   regulations 
become   tffective. 
CRUTCHFIELD,  D.      Optra  ting    Rticton  Branch   5.       05/11/09.       DELGEORQE,  L, 

Commonuialth    Edison   Co.       2pp.       16035:327,       H4X  Fiche:30-000. 
aZ/ll/09,aS11190371. 


DOCKETED  ITEMS 


8S111AOQ0I    Release!    publi.c    version   of  revised1    emergency   jUn 
ifflplGrnentinj?    procDdure- 

FELTOMiJ.H.        Division    of    Rule*    jnd   Records.        62/11/05  Qocumont 

Management   Branch.       Jp.       [6(01:369.       24X  Fi  ch«:  50-010.  B2/1  1  /Q5. 
6211160081. 


—  B211IAOQ86  Forward*    public    version  of   Revision  5    to  Emergency 
Implementing    Procedurn    EP1P    500-7,     "Cpni-a  tiana  1    Checls    of 
Communications    Sys    (Primary   Reiponsibil  i  ti|   -  Generating 
Station   Emergency    Plan    Coordinator).  " 

SCDTT.D.  J,        Commonweal  tti    Editor    Co.        82/10/3S.        DFfJTaN.HR 
of  Nuclear    Reactor  Regulation.    Director.        IP         (A10127D 
FlCli*:5C"010,02/ll/OS,B2infiOOBl.  ' 


Office 
24* 


—8211140090  Public   version    of  RevliUn   5  to   Emergent.,   Plan   Inp  l»»nt  Ing 
Procedure   EP1P   SGO-7,     "Op.  rational    Chocks    a  1=  Ca™nun  i  catic-n, 
Sga    (Primary   Responsibi  J  i  tv    -  Generating    Station  EmeroBncij 
Plan   CoardJnator).  lh   Receipt    form    end. 

*      Commonwealth   £iii*nn   Co.      32/10/19.       14pp.       16101    271        sax 
FIche:  30-010,  B2/1  1/05,  8211160091.  ic.iu.,^1        dlK 


B210270030   Oetieric    Ltr    B3-22    to    all    PUR    lic.nse.i    re    Gontr-i 

requeit    for    info   concerning    tteam   generator    tube    Jnteorltu 
Formards    Corisreuman    EJ   Markey    921019    question*    re    il... 
Sensrator    tube    integr  i  tu.  Svc    list    enc  I 

erSENHUT,  D.  O.        Division    of    Licensing.        62/10/26.  Contai 

Edison    Co.     of    N.u   York.     Inc.        lOpp.         16O99-  338  """i" 

Firhe:  50-000,  92/10/26,9310270030, 


to 


92111105B3   Forwards    safety    evaluation    of    util    responses 
Ittm   II.  «.  3.  2!,     "Restart    of  Core    Sprau   J.  Lou  Prassun 
Coolant    Injec  tion  Sgs.  "   Conclusions    acceptable. 
*""  """ICE!'  L.       Operating   Reactors    Branch   2.       S2/10/26 

iMltfi     Ed.son   Co.        6pp.         1A04B:227.        24X   FUh,!  30-000, 8?: 


Co,t.m 
6211110593. 


B211020651    Forwards    revised    pages    to   CE-l-A,  Revi.  i  on   as,    *Q*   T«»i 
nept.  ' 

SUARTZ,  E    0          Commonuea  1  th    Ediaon    Co.        83/10/27        MrtAfiS   U  P         *. 


correspondence 


B2I1150HOfi   Advises    that    time    for    Commission   to   act    to  revl  BIU  flLAu-695 
eijiired.Cominiiilon   declined   nvl  ew,  Dec  I  lion    ticame   final 
agencu    action    an    B31  Iflff. 

CHILK.B.  J.       Of/ice   of    the    Secretary   of    the   Commission        33/11/13 
Office    of    the    Encutive   Legal    Director.       lp.       16053-353        SIX 
FUJi*:  50-237,  82/11/13,821(150406. 


°"_R"ctor    Safeguard!    reports    t  correspondence 


aiJ'™s?9/"uard*    SER«   reference!    It.  NUREO-0323.  Apf)   A,     "Integrated 
Plant    Safety    Assessment  Rest   for    Dresden  Nuclear    Power 
Station.  Unit    2,"    for   revi  eu,  IJ/p    end. 


I'        °Peratll19    flfactDT.    BrancA    5.       82/IO/3V. 
,?S  ^  ~    *dvi*or«   Commute*    on  Reactor   Safejuards.       lp 
34X  Fjche:  50-237,  82/10/29,9311  1705O9. 


—  821I02Q£,(,4    Reviied    pages    to   CE-  I-A,  Re  vision    SS.     "Qft    FOPltjl    n*l 
Page*     1-33     to   Revision    14   dtd    BOO909    enc  1  , 

EUARTZ.E.  0.        Commonweal  th  Edison   Co.      CE-l-fl  R33  ERR       OSflti 
6pp.        15B96:  H6.       34X   Fiche:  SO-000,  82/10/37,  B21  t*Oa06SI. 


,  previously    requested    bu    B1O324 


>  Revision 
OenETic  Ltr  Bi-Ot. 
LAINrtS,a.C.  rtuistant  Director  for  Operating  flaacton 
DELGEOHOE.L.  Commoniuea  1  th  Edison  Co.  4pp.  15943'  KM 
Fi  che:  50-000.  82/10/29,8311030335. 


E4K 


621H60529    INTEOn^TED   PLANT   SAFETV   ASSESSrENT.  BVitIM»lU   Eval^l 
Froaram.  Dreiden   Nuclear   Power    Station. Unit    S 
l>octet    No.     50-237,  (Commoniueal th    Edison  Company! 
*      Division    of    Licenaing.        NUREC-OB33    DRFT.        02/10/31         SS]«* 
till  I:  latV        34X    Fichs:  50-237,  83/10/31,0211 160529, 


nB    license    stage    documents  t=  corres  pondeme* 

FK:"1J 
.       Operating 


*"   "  SEP   Ph«E    "I    for   di.tribution. 
r.   Branch    5,      82/07/29.  Operatlnq 


-B20-730034 1    Rnquett!    coramsnti    on   proposed   sc 
Ji    reflected    In   end    topit    definitions 
EISEWHUr,D.  0,       Division   of   Licensing.      62/09/09 
Atomic     Industrial    Forum.        70pp.        19935'  102         34X 
Flcrte:  50-010,  B2/09-/21?,  3211030(63 


f  SEP  Phase    I  11 
EBHAHDS,  D . 


B2092303^neou.,ts   "^t 
EISEWWT.B.  0.        Division    of 


of  Phase    ,„   .„,„„  aa 
E6P 


SMITH,  H, 
Branch. 


Ojuratins   Reactors  Branch    S. 
.,.       ,5986:001.       24X  F  i  cnr:  50-000, 


—  8211040'194  Forwards   reccAiniEnilaif    ground   reinan*e    toectra    (M 
e.tabli.hing    ground   not  ion  acceleration   vaC/for 
structural    rs-evaluatiot.   of   s.ismic    3o4di    for  ea*t.rn  SEP 

CHl/TWIELD.D.       Op.rating   Reactor*   Branth    3.      B1/06/OS 
Central    Power   &   Light   Co.       2pp.        15956'081         24K 
Fiche:  30-000,  B2/  1  0/12,  BS1  1040400. 

6211060599   Advise,    that   continued    plant   operation  until    cau 

"     vH-""w  ''1' 


BZ1DHOOSS  Oen.rle    Ltr  62-20  tc   all 


e.  D.r.lt 


B2J1090492  Submits    info   re    length    of   valve    lever  arm,    t   jiiccut. 

liralting    moment.  per  SEP   Topic    III-6.     "Seismic    Dm  Inn 
Cons  itteratians.  " 

RAUSCH^T,  J.        Commonwealth    Edison   Co.       B2/11/03,       O'-CONNOH.P 
Operating    fJeactors    Branch    5,        2pp.         1600B-279        34X 
Flctie:  30-237.  82/11/03,8211090492. 

B31I1203SO  Foruardi    revised    Pages    1-24   i,    1-25    I  nedverttnt  tr  0*1  Ml 
from   Revision    32  to  Qfl   program. 


SHAHSKI,  14.  J. 


program. 
Commnnuealth    Edison    Co. 


B2/1  1/oa         IIAABS.MP 


. 

37,  Items    It.  F.  1.4,     "Pressure    Monitor,"    U.F    (    3 
•Water   Level    Monitor,  "   ft    11.  F.  1.6    "Hydrogen   Monitor."    Inla 
requested    ufthin  30  days    of    Itr    receipt. 
CRUTCHFIELD,  D.        Operating    Reactors    Branch    5.        B2/11/09        DO,<SIW 

Commonuieal  th    Ed  1  Bon   Co.       lOpp         16091    100        24X 
Fiehe:  50-000,  B2/1  1/09,  021  1  160332. 

021JI50167  Foryarifs   revised    safoty    evaluation    for  BEP   Topic  iV-li,. 

Failure    of    Small   Lines   Carrying   Primary  Coolant    aull.Hl 
Containment.  "    Evaluation    uitll    be    basic    input    to    intiarallf 


safety    assessment, 

D,  Q.       Operating    Reactors    Branch    5. 


8211150203   ForiLrards   documentation    supporting    Commiiiign  *tf  uy.  L   g 
propoiad    da   minim  I  i   relaaie  criteria    for  uncontrol  I  tj 
r*l?*l!    0<!  rajltls    frai"  '"ntrolled    areas,  contained    Jn   utl  I 
radiation   protection   stdi,  per  Reg    Quide    1.  Bfi. 

SHARrz.E.  0,  Coramonuealth  EdUon  Co.  82/1I/IO.  DENTON,H  R  01 
of  WueJ*»r  Heactor  ReBulation,  Director.  Mpp.  U035;W3  S*J 
Ficho:  90-000,  BS/1  1/10,  821  1  1  50203. 

8211160047  Generic   Ltr   B2-26.  to   power    reactor    litenittt    tMd.l  .F* 
Vrain)    re    NUREO-O744,  Revi  si  on    1,     "Prei.ure   Vessel    H*tl 
Fracture    Toughnei*.  "  Foruardi   NUREC-O744,  Revision    I.H/o 
enct.Svc    Hit    ancl. 

EIBEfJHUT.  B.  fl-        Division    of  Licensing.       02/11/12.  Ci>ni«lU»tr4 

fcdlion   Co.     of    Neu  Vort,     Inc.      52pp.        1A232'  212       S4X 
Fich»;  50-000.  BH/11/12,  BS1  1  160047. 

B2UI7050S   Approves  810318  application    for  ui  thhold  Ing    T»»]«    t    t.  i 
entitle*      Turbine  Wheel    (Diic)    Info    for  Mhe*li  H/K*Vw4v 

JmTIcation."    to    util    B10318    Itr.per    10CFHS.  7«. 

,  D.       Operating    Reactors    Branch    5.      83/11/1?.       IJW.IHI 

e          °°'     3pp" 


DOCKETED  ITEMS 


55 


B31123QOT3  Forwards    final    rept,     "Dresden   Unit    S.  SEP    Topic    I1I.9-A. 
Efftcti    of  Plpi   Break    on   But,  Strut ture»  &   Component!    Inside 
Containment.  " 

RAUSCH.T,  J.       Commonwealth    Edison    Co.       82/11/17.       O'CONNOR. P. 
Operating   Reactors   Drench    5.       Ip,        16185:841,       31 X 
Fie  Pi  •-•50-237,  02/11/17-0311230273, 


0211060042   Forwardi    IE    Insp    Repts    SQ-010/S2-H.  50-237/62-10    !. 
50-249/B2-19    on    B30B10-0903   t,   notice    of   violation. 
SPESSARD,  R.  L.        Division   of    Project   t,   Resident    Programs 
REED,  C.       Commonwealth   Edison  Co.       2pp.       15951:016.       24X 
Flche:  90-010.  82/10/22, 821 1060042 


— SHlia3Q59B   "Dresden  Unit    2,  BEP    Topic    1 II .  5-A, Effects    of   Pipe    Bruit    on 
Susjatruetures  &  Component*    Iniide    Cental nmant,  "    final    rept. 
DAINQRA.J.        Target    Tachnologg    Ltd,         1103    CECD-O1.        62/10/30.        1pp. 
lc.106;  053,        24X   Flche:  90-237.  B2/11/17,  B3I  1330293. 

9211230306  Discusses   3£P   Topic    III-IO.  A.     "Thermal    Overload   Protection 
for    Htttop*    of   Motor   Operated   Valves,"    Motor    oporators, 
therm*!    overload    devices    It   circuit    breakers    mod  i  fled.  List    of 
motor    oper-ated   valve    failures    during    1971-82  encl. 
RAUBCH,  T.  J.       CommonuiGalth    Edison    Co.       03/11/17.       D'CONNORiP. 
Operating   Reactors   Branch    9,       Bpp.       16193:023,       34X 
Flih*:30-E37,  83/11/17.0211230306. 

G2IIZ3O36&  Responds    to   NRC   020621    1  tr    re   SEP    Hydrology    Topics    1 1-3.  B, 
1 1-3    B.I    tt    [1-3.C.  U/actual    shutdouin    time    of    6    or    7-h, 
sufficient    time    exists    to    implement   required    measures    to 
maintain    unit    in   safe   condition    in   event    of    PMF. 
RAUSCH.T.J.       Commonwealth    Ediaon   Co.       02X11/17.       O'CONNOR, P. 
Operating    Reactors    Branch    S.       3pp.       16192:194.       24X 
FJch*:  50-237,  B2/t  1/17-  021 1230366. 

6211230119   Forward!   response    to    remaining    Phase    I    concerns    in   Franklin 
Re-search    Ctr    draft    technical    evaluation    rept    re    control    of 
htavti    loads. 

SUAftTZ,  E.  D.       Commonwealth    Ediaon    Co.       62/11/18,       EISENHUT,  D.  Q. 
Division    of  Licensing.       llpp.        1M93.'049.        34X   Fiche:  50-000,  B2/1 1/10. 
32112-30119. 

eail30O4£,l    Notifies    that  Class    II    &   1    fees    submitted    ui/030617  request 
for    Teeh    Spec    chanaes    *<>   clarify    responsibi  11  tins    during 
omBi-gsntiej  will    be   rofundod. 

MILLER, U.  0,  License  Fee  Management  Branch.  BS/11/10.  DELQEOJJOE,  L. 
Ce-mflionuoalth  Edison  Co.  Ip.  16257:349.  34X  Ficha:  30-000-  02/11/10, 
32  it  30046 1, 

ft      Jnspactlc-ti  reports,     IE  DulUtins   ft   correspondence 

9200 i 9 0220  IE  Info  Notice  B2-37,  "Cracking  in  Upper  Shell  to 
Tr»ri*lt i on  Cane  Oirth  Maid  of  Steam  Oeneratov  at  Operating 
PUR  "  0vc  list  end. 

JORDAN.E,  Division  of  EnoineBrlnn  fc  Ouolltij  Assurance.  B2/09/16. 
CanmliJflted  Edison  Co.  oF  Neui  York,  Inc.  109pp.  15930:001.  24X 
Flchjo:  50-000,  82/09/lcii  8300190330. 

8200190222    IE    Info  Notice   02-34,  Revision    li     "Wold's    in  Main  Control 
Patinli.  "    Bvc    list   encl. 

JOBDANi  E.  L.       Divliion   of    Engineering    b  Quality   Assurance.       02/09/17. 
Coniolldated   Edison  Co.     of  Neu   York,     Inc.        lO7pp.       13893:163.      P4X 
Fich«:SO-DOO,  02/09/17.  9200190332. 


-0211060056  Notice  at  violation  from  imp  on  B2QB1O-G9Q3 
SPESSARD.R.  L.  Division  of  Project  fc  Resident  Programs 
Ip.  15951;  QIB.  24X  Fiche:  50-O1O,  B2/10/22, 


0211060071    IE    Insp    Repts    50-010/82-14,50-237/62-10   t,    50-349/02-19 
820010-0903.  Noncompliance   noted  :  fai  lure    to    havt>    adequate 
fire   protection    equipment  surveillance. 

TONQUE.T.M.,     JORDAM,M.J.,    WALKER,  R.  D.       Division    of    Project    t< 
Resident   Programs.        B2/10/23.        12pp.        13751    01?         24X 
Fiche:  50-010,  82/10/22.  021  1060O12. 


02110B0363  Foruards    IE  Enforcement   Meeting  Repts    50-237/B2-31  , 
50-249/83-22,  50-354/B2-17   &   50-265/B2-I9   on    B2O7H    t   0825-37 
Ji  notice   of   violation. 
LITTLE,  H.  8,        Division    of    Engineering    t,    Technical    Prc-grams. 

REED.C.        Commonwealth   Editon   Co.        2pp.        IS99O:264         24X 
Flche:  90-000,  03/10/26,831  1030263. 


— B211000266   Notice    of    violation    from    insp    on    B2O714   fc   0825-27. 
LITTLE. U.S.        Division    of    Engineering    fc   Technical    Programs. 
82/10/22.        Bpp.        15990   266.        SIX   Fi  c  he:  50-000,  B2/1O/26.  021101)02*3. 

--821IOS0372    IE    Enforcement    Meeting    Repts    50-237/83-21.50-249/82-22, 
SO-354/82-17   &   50-365/82-19   on    B20714   I.   0825-27. 
Nonconpl iance   noted: no    OA   audits    conducted    from   CV77-79   & 
deficiencies    found    in  QA  audit    program 

YIN,  I. T.I     DANIELSDN,  D.  H.       Region    3,     Office    of    Director.        B3/10/14. 
1 1pp.        15990:  268.       24X    Fiche:  50-000,  02/10/26,  B21 1030263. 

0211020147   Confirms    021056    telcon    re    revised    plan?    for    631103 
enforcement   conference   w/util    in  Chicago.  1L    to    discuss   OA 
associated   u/procurement.  installation    &  use    of    nonqualified 
valve    guides     in    electromagnetic    relief    valves. 

SPEBSARDiR.  L.        Division    of   Project   !.   Resident    Programs.        B2/10/27. 
HEED.C.       Commonwealth    EdiionCn.       2pp.        158B1     317.        34X 
Flche:  50-000.  82/1O/27.  821 1020147. 

8211090409   Ack     receipt    of    820831     Itr    informing    NRC    of    changei    to 
790427   d   OB03    responses    to    IE   Bulletin    79-08,  Item   b. 

SPE6SARD,  fi.  L.        Division    of   Project   S   Resident    Programs.        62/11/04. 
REED.C.       Commonwealth    Edison   Co.        Ip.        16000:336         24X 
Fiche:  50-000.  82/11/04,8211090409. 

— B21I090420   Updates    790427   &   OB03   responses    to     IE   Bulletin    79-08,  Ittrr 
"Daily   Position  Verification    of  ECCS  Valves,'1   Frequency    of 
position   verification    of   ECCS    valves    reduced    from    once    per 
day    to   once    per   month. 

SUAHTZ.E.D.        Commonwealth    Edison   Co.       92/OB/31.        KEPPLER.J.G 
Region  3.    Office   of   Director.       2pp.       16008   357.       24X 
Flche:  SO-000,  62/11/04.8211090409. 


92001-90929    IE   Info   Notice   82-39,     "Svc    Degradation    of   Thick    Wall 
Eta  in  let*   Bteel    R«c  trculation    ays   Piping   at    BHR    Plant," 
Bvc    lilt    encl, 

JORDAN, E.L.       Division   of    Engineering    i   Quality   Assurance.       82/09/21. 
Cc-nialldatnd   EdUon   Co.     of   Neu  York,     Inc.       B6pp.       li017:09B,      24X 
Flch«:  90-000,  03/09/31 1  B300 190329, 


0211160000  Summary   of   021103  meeting   u/utlls    re    IE   Bulletin    BO- 1 1    on 
use   of    "Energy   Balance  Technique"   t    "arching    action"    for 
masonry   wall    qualification. 


B3OB1903S3    IE   Info  Notica   02-30,    ."Change    In   Format    t,  Distribution  0yi 
for    IE  OulletlnsiCii-cular*  *   Info  Notices.  "   Bvc    list  encl. 
JDeVDOMO,  B.C.       Director's    Office.     Office    of    Inspection  and 
Enforcement.       03/09/22.  Consolldattd    Edi»on   Co.     of  Neui  Vorli.     Int. 

110pp.        1.6010:021,      24X  Flchs-:  SO-000,  82/O9/3S.  820Q190223, 


IE   Info  Notice   B2-40i     "Deflcioncie*    in    Primary    Containment 
El«ctrlcji   Penetration  Attemblles.  "    Svc    lilt    encl. 

•JQRDANrE.L.       Division   of   Engineerlno    ti   Quality   Assurance.       83/09/23. 
Conialldateil   Edison  Co.     of  New  York,     Inc.        USpp.       13930:019.      S4X 
Flch»:  30-000.  02/09/22,0203190232. 


3211060271    Notification   of    621103   meeting-   u/utils    8,  Franklin   Research 
Ctr    in   B*thesdarMD   to   dlteus*    d»slgn    (IE  Bulletin   BO-il)    ft 
use    e-f    "tnergu   Balance    technique"   <•   "arehinfl    thsory". 

TflAMMELL.C,  M,       NRC   -  No   Detailed    Affiliation    Qiven.       03/10/07.  NHC 

-   No   De-tailed    Affiliation   Oiven.       4pp-       IS975:31fl.       S4X 
FiEh*:  30-  000,  H2/10/07,  6211060271. 


"Failure    of    Safety/Relief  Valv«fl    to 


6203190239    IE   Info  Notice   02-41. 

Open   at    BHfl.  "    Bvc    Hit   encl.  „,..,.,- 

JORDAN.E.L.       Division   of   Enflin»«rlng    t,   Quality.   Assurance.       B3/10/JB. 

CDnioliditiil  Edison  Co.     of   Neiu  York,     Int.        ItOpp. 
Flch«:  SO-000,  82/10/22,  0208190239. 
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3JI  13*5310  Cjn'irm   B2I1I5   plini    tc   B21204   entoTtteint   confirmee    to   ftp 
nt-11    n   Gltn    Elltjn<It.   concirnirg    breach   of    primary 
c=.ntJin~tnt    Jncov<nd    on   631003 

=  f'£3!;ARD.H   L         Dwiiion   of   Projtct   1   Reiidint   Prcorann.       03/11/19. 
H  =  eD.C        C3-Tonu»jltn   Ednon   Co         1p         14E06:  123.       24K 
FirM    50-237,  82/11/19.6211340310 


B2I1160324  Foruarif*    Deviation  flep  t    13-2-B2-73:  on    OSlOOTi  wilt*   <-N 
trench    1    radioactive    contamination    level   ranged    from 
3,000  to    15,000  counts   per   mlnu te,  exceeding    radial  I  en 
protection   control    stds.  Caused    by    scrap   co-ntratr    Jit    aitff 
SCOTT,  D.  J.      Commonwealth    Edlaon    Co.       B2/I1/Q<J.       KCPPl  KH  ,  J   0      Ji 
3,    Office   of    Director.       3pp.       l<bQBl:344,       H1X    r-'lchi*    90-Qlff-W'i: 
B21 11 60324. 


£211100114   FnrjariJi   (ninthly    optrating    repts    for   Kar    1?B2. 

ECOIT,  D    J        Ccit'iijnat.Uth   Ednan    Co.       B2/Q4/02  Director's   Office, 

Dt-tict    st    Inip.ction   *M   Enforcement         lp         14026.059.       24X 
Fjcfif    SO-OIO.  03/04/03,  621110011* 


B211E90i46  PNO-UI-Ba-127:  on  SSI  1  1 9,  security    guard    4rrtltt«    M 
IL  police   on    charges    of   fiosscBsion   &   delivery    of    runlrollll 
substances   following    seiiure    of    marijuana    d    F'CI1,  Guard 
suspended.  Elec  trie  ian   also    suspended    For   auiportld    JruJ    u»l 
CREED, J. (I.,    M[LLEH,J,  R        Region    3,    Office    of    Director         BJ'l 
I  p.        16323:202.       34X    FUhe    5O-OIO,  03/11/22,  (Mil 


211100121  Monthly  0 
SCKHDEOES.B  ft  Cc 
ItdZt,  OiO  34*  Fi 


iting   repti   for   Mar    19H2. 
iwMltn   Edison   CD        B3/04/02        21pp. 
50-010.  S2/Q4/OZ.B2I  1 1001 14. 


236   fCfjjrdi   ocnthl^    opsratinj   repti    for   Oct    I9B2 
.D   J        CoTinnnusal  th    Ednan    Co        62/11/01  Direttor's   Office, 

t    of    Inipction   ans   Enforcentnt         lp         14040.172.       24* 
10-010,  62/11/01.9311150206 


SCHHCEDEH.B   A        Cc 
ISOiD    193        241   Fi 


optrating   rsots    for   Oct    1"JS2,  Summary   of   operating 

16pp. 


nuealtfi   EJiion   Co.        B2/11/OI 
50-010,63/11/01,8211150306. 


Repartahle    o  ccurrerim,     LER>   (.    related   correspondence 


=211010153   LER    B3-023/&3U-0   ha»   been   canctltd 

SCOTT,  0   -J        Con™3nu«a[th   Edison    Co        B2/OB/24        KEPfLEfi.J  0        Region 
3.     attitt    if    Dirtctnr         lp        1596B079        24X  Fiche   50-237, 82/03/34, 
02 11010153 


ruarifj    updated    LER  B2-027/01X-1 

CD'rr-Druea11''   E<»«n    Co        63/10/07.       KEPPLER,  J.  0        Region 
' 


tiDns 


, 
5211020531 


--aail«054t   Utd.t.d   LER   62-087/011-1    on   e3070S.dur.ng   normal    0p 
»-PCI   .nosor    gear   unit    observed   no^in,   between   high   t   lou 
»p««tf    steps    u/o   operator   action   Caused   bu    intproper   around 
in    pouer   supply   Neu   ground   uir«    initallsJ 

MWdQAPPA.A        Cor«pnUl.lth   Edtion   Co        92/10/07  Re9iDn   3, 

B2l!o20531  :)[>0         15BS9294       241!   F^he   50-237.  B2/10/&7. 


S2110&01B1    For,uard>    upflated   LER   B2-019/03X-I 

'e~:^ 


V.    Operator  Eiami  nation  a 


6210530019  Generic    Lbr    92-IB   to    all    pouvr   rc-actor    *ppi|li*n1t    i 
licensees    re    reactor    operator   &    senior    ran c  tur    uj>»r-4lar 
rcqual  1  f  icatl  on   eiamo,  Advl  >ei    that    en  ami   boj£n    ji  (     f4il\t\t 
after  821001.  Svc    lilt   encl. 

EISEHH'JT.D.  6.       DiviBion   of   LIcHtiaing.       B3/IO/IS.  Con  I  at  I  ri 

Edison  Co.     of    Neu  Vork,     Inc.       13pp.        16002:231,        iM « 
Filhe:  30-000,  82/1O/  1 3,  B31013OO!  f. 


DQCKGI  50-23B  NUCLEflR   SHIP   SAVANNAH 

P.    Operating    license    stage    document*    1.    corro a p-und Plic 

6209210027  Generic   Ltr   82-14    to    all    PWH    lUonaees    r» 

Sptcs. Requests   revieiu    of    Tech    Eipocs    to   fJetermiiie    eoinm^t 

u/gutdance   provided,  Fur    items    ui/devla  tlonv.  am«nd    ID    I  If  inn 

required.  U/o    stated    one  IB.  Svc    llit    end. 

EISENHUT,  D.  0.       Division   of   Llcenolnn.       B2/Q<t/M.  Coni^Hl 

Editon  Co.    of   Meu  York,     Inc.        13pp.        13930:  110        k'1* 

Fiche:  50-000,  Sg/09/20,  B309210027. 


DOCKET  SO-243  OREODN  STATE  UNIV.     RESEftRCH  BEACTOH 

F.    Security,    medical,     emergencij    I.    fjrc    protection    pljMi 

0311220450  Releases    public    version    of   revised     amvrgirni:^    MifS-i* 

FELION.J.rt.        Division    of    RU!BB    anil    Records,         IIH/II/I1/  ?-ef 

Nanajement   Branch.       lp,       16197:001.       24X  Fi  C(IB:  »ft  -tf*;!.  W«V|  I  f  1  1  . 


"83,',!?,i!00al   Forillartt*    public    vorslon    of    rovlned    ttnn-ttntv 
WATO.C.H,       Oregon   State    Univ,       02/11/03.  Ottttt    «F 

Reactor  Regulation,     Director.        I  p.        IA1?7;  O02        iU* 
Fiche:  50-343,  92/1  1/17,  021  1830130. 


15991  ,„ 


coup]e    he^   ^^  * 

•  I"ermoCDUplf    replaced 
2/10/13,  Rfoion   3     (lf*i 

" 


9211020012   Foruardi   LER   B2-04I/03L-0 

5      ne'j  CoBimoniiBallh   Ellison   CD        S2/10/20        KEppi  fa     i  n 

B2,?0200r2°f    Dlr'Ct"        'P        I9BS';138       24X^,^50-237,° 


82J  1020019   LEft   S2-041/03L-0  on 


BailE204SB  Public    v«r«ion    of   r»vt»od    emerflsnco    r»tpon«i    »]•• 
*     Oregon  Stats  Univ.       B2/11/03.       00pp.        1A19/'00;» 
Fiche:  50-343,  82/1  1/  17, 


-l.^!I!tln9    1'c'nlB    Ita38    document*    &    correipond«nc* 


t,, 
lubmittal    of    copies    of    doeumenU    to   NRC.  Clarl  fl  »•   ntiAttr    »r 

encl  £*rta"1   documents    to.    be    *ubmltttd     to   HRC,  five     till 

EISENHUT.D.O        Division    of   Llc.n.ing.       SS/IO/O9.  HUhiM«. 

of.       10pp.       15760:140.       24X  Fi  c  lie:  00-000,08/10/05,  liatOO7*9*S 


r  . 

F i  eft  e;  50-337. 52/10/31, 


"»«•  •- 


.  EMMET   OIfJN*    MUCLEAB   PLANT,     UNIT    J 

L_^_^;*«_f  valuation  Report    (SEflJ,    suppla    ft'eorriiVefi 

"     '™"  froffl  D  8tia 


"ir 
p  • 


-      NJ1C   "  No   ">•*«!  Hi 
24X    Fi  die:  SO-S44,  02/07/1  S. 


82100400fc9   Oen*Mr   Ltr    R3-I7 


....... 

'  .....  "'" 
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821,0070019  Generic   Ltr   93-21    to   all    licensee!    &  applicants    of   nuclear 
pouir    reactors    re   Tech   Specs    for    fire    protection   audlti. 
Forwards    guidance   discussing    general    scope    b   describing 
•lament!    to    be    Included    in    audit.  Svc    list    end. 

ElBEWtUTiD  0.       Division   of    Licensing.       BS/1Q/06.  Consolidated 

E<fiton    Co.     of    New   York,     Inc.        19pp.        19993:333.        24X 
FIchB:  30-000,  82/10/06,  B210O70Q19, 

BS11G9Q314  Forwards    IE    Insp    Hept    50-244/02-17    on  820914-16. No 
noncanpliance    no  tad. 
KAflTIHiT  T.       Division   of    Engineering    (,    Technical    Programs.       82/10/19. 

MAIER.j'E.       Rochester   Gas    b  Electric    Corp.       2pp.       16004:139.       24X 
Fiche:  90-S44,  B2/10/19,  B311090214. 

B211Q7Q222   IE    Insp   Rept    50-244/82-17    on  S20914-16.No   noncomp 1 iance 

n<it»d.  Major    areas    inspec  ted:  f  Ire   protection/prevention 

program,  inc  lud ing    Imp  lumen tat  Ion   of    administrative 

procedures   J.   observation    of    ignition    source, 

FlMKELiA   E    ,     BGTrENKAUSEN,  L,        Division    of    Engineering    &   Technical 

Program).       83/10/14        5pp.       160O4:  131.       24X   Fiche:  50-244,  82/10/19, 

8211090214. 


G      Ad  judicatorij    correspondent! 


s    Decision    DD-G2-11     denying    Sierra    Cljb 
uspend    OL    due    to    02O125    steam 


8211030406  Forwards  Directo 
820311  '-  0610  requests  to 
generator  tube  rupture 

DENTQN.H.R  Office  of  Nuclear  Reactor  Regulation.  Direct 
82/10/09.  CAPLAN.  R  Sierra  Club.  3pp  15940-  156.  24X 
FUhe:  SO-244,  02/10/08,9311030406 


—  S211O30111    Director's   Decision    DD-G2-11    denying    Sierra   Club    B20bi(> 
request    to    review    partial    denial     (DD-82-03)     of    320311 
petition    calling    for    suspension    of    OL   Ma    adequate    fcasis 
ei  I  its    for    suspending     1  i  cense. 

DENTQN.H   R.        Office    of    Nuclear    Reactor   Regulation.     Director 
B2/10/08.        23pp.        15940.159         24X    Fiche    50-244,  Q2/  1  0/OB,  B3  1  lOJOIOi 


Director 


De 


lion    Dn-83-1  1     clenijlnci 


— 921103041-1   Notice    of    isauan 

Sierra    Club    request    to    suspend    OL 

DENTON.H.R.        Office    of    Nuclear    Reactor   Regulation,     Director 

B3/ 10/08         2pp         15940.   IB!         24 X   Fiche    50-244.  B2/1O/03,  G3I  I  OII01O6 


921O2901QB  Q»nerU   ttr  02-23    to   all    licensees    &   applicants   re 
fn.cc-n«iit»ncy    between  requirements    Df    10CFR73.  40(g  )    S.  BT8 
for    performing   audits    of    safeguards    contingency    plans 
(mcurity    plan).  Svc    list    end. 

EIE-ENHUT,  D.  0.       Division   of   Licensing,       B2/1Q/30,  Coniol  Ida  ted 

Edisor,   Co.     of    Neu   York,     Int.        Bpp.        15973:319.        24X 
Fj  Cher  30-000,  82/10/30,  3210390108. 


Releases   public  version    of    revised    emergency    plan 
i  no  lament  Ing    procedures. 

FELTON.J   H         Division    nf  Rules    anrf   Hecorils.        03/11/02.  Document 

ManaflBfnent    Dranch.       lp.  1/.033:074.       24>C   Fi  che:  50-2fl4,  82/1  1/03. 


BEllllO'133  Formards    puolit    version   of    revised    emergency    plan 
implementing    procedures,  inc  i  ud  i  ng    Procedure   SC-200  re 
emergencij   response    qrgani  iflti  onj/respona  ib  i  1  i  ties   &  radiation 
emergency    plan. 

HAIERiJ.E.        Rochestor    Gas    t    Electric    Corp.        83/10/O7. 
CRUTCHFIELD.D        Operating   Reactors    Branch    5,       lp.       16052:073.       <24X 
Fi  =  ne:  50-344,  B2/U/02,flai  11  101  1Q. 


8211040332   Order    eitending    tine    until    321112    for    Commission    to 
ravieu   Director's   Decision   DD-82-11 

CHILK.S   J        Office    of    the    Secretary    of    tne    Cummission         B3/ 1 
Commissioners.        lp.        15927:314.        24X    Fiche:  5Q-244,  83/1 1  'OS. 
3211040332. 


9311160321    Order    eitending     time    until    821117    for    Commissi 
review   Director's    Decision    DD-32-11. 

CH1LK.S.J.        Office    of    the    Secretary    of    the    Commission 
Commissioners.        lp         16091     192.        24XFithe    50-244,32/11/12 
8211160321. 


0.     Advisory    Conmitte 


Reactor    Safeguards 


corresp  ondpnci 


0211040119   Summary    of    263nd    ACRS    meeting    on    B2O204-0&    in 

Washington.  DC    re   Ginna    620125   ace  ident,  quari  t  i  tati  ve    aafetij 

joals,  liquid     instrumental  ion:  sevore    accident     rulemaiiinp    * 

nuclear    regulatory    reform. 

*      ACRS    -   Advisory    Committee   on    Reactor   SaFtguarifs         B2/O2/O6 

ftCRS   _   Advisory    Committee    on   Reactor    Safeguards.        3B7pf)          15961.  DO! 

24X    Fiche. 50-244,82/02/06, 881 10401 19 


— Q2HI10I36   Pudlii    version    of    revised     emcrgHnc(|    plan    imp  lenient  ing 
procBC?UTes,  including   Procedures   GC-2OO  re    omeroency   response 
organiiation/rBsponsibilitles    &  BC-303   re    manning 
technical    s  up  port   ctr, 

D001NE.JC,        Rochester    Qaa   a,    Electric    Corp.        82/09/23,        90pp. 
K.052-077.        34X    Fiche:  30-244,  Q2/11/02.  S2M  1 101 18. 

aailllOiaQ  Public   version    of   Radiation   Emergency    P  Ian. BC-1-01 . Revision 

I9"  Rochester    Gas    6  Electric    Corp.        02/07/28.        ilGpp.        16002:167. 
H4X   Fiche;  50-344,  92/1 1/02, 821 11 101  IB. 

82110^0379  Generic    Ltr  82-23    to    all    power    roactor    licensees   re 
intagrafied    IAEA   e«ercise    For    physical    invontory    at   LWRs.  Any 
corvnitpnpnt    to    participate    in    eierclse    is  voluntary    &  any 
utfl    that    participatsi   will    be    reimbursed.  Svc    liat    encl. 
EIEEMHUT,  D.  0,       Division    of   Licensing.       B2/11/03.  Consolidated 

Ediion   Co.    of    Neb,  York,     Inc.       llpp.        16019:004.       24X 
Ficne:  50-000,  82/11/03,8211040379. 

6311140470  HeUasus    public    version,   of   Revision   4   to   Emergency   Plan 
Imp lemant ing    Procedure   SC-410,     "Insp    of   Emergency 

FELTOlif^rl.        Division   of    Rules    and    Records.        B2/I1/OB.  Document 

mn-g.ment  Branch.       lp.        16188:  260.       24X  Fiche:  50-344,  82/11/08, 
6211160470, 

—  B2I1I6Q-J74  Forwards    public    version   of    Revision   4    to  Emergency    Plan 

Implementing   Procedure    SC-410,     "Insp    of   Emergency 

Equipment.  " 

MAIER.O.E.       Rochester   Oa»  t<  Electric    Corp.       BH/10/2B 

CHUTCWFIELD.D.      Operating   Reactors    Branch    5.       lp.       16123.  «rai.       -is 

Fiche:  30-244,82/11/08,8211160470, 

—  8211160480  Public   varsion    of   Revision    4    to    Emergency  Plan    Implementing 

Procedure  SC-410,    "Insp    of   Emergency    Equipment.  " 

BODIWE.J.  C.       nocheatar   Oas   (,  Electric   Corp.      82/10/09.       13pp- 

16138:362.       24X  Fiche:  30-244,  BH/1 1  /OS,  821  1 160470. 

BaiES30483  Re*pond«    to    10CFR50.  4B   fc  App    «    to    10CFRSO  re   potential    mods 
reiultino   from  fire   protection    safe    shutdown    study.  Mods    to 
ra»olv«    411    outstanding   SEP    issues,  inc  1  uding    fire 

ppot«ction,ulll    be   proposed   dur  ing   Apr    t9B3-  rmiTCHFIELD,  D 

rlAIER.J.E,       RochMter   Gas    (,   Electric    Corp         B2/11/17,        CBUTCHFIELU,  D. 

Oparatlne  R. actors   Branch    5.       2pp-        16.192:099.       H4X 
Flch*:  30-244,  82/11/17,  821 1230483. 


Wash  inqtnn,  1IC 

ater 


B2110604(.l  Summary  of  264th  ACRS  meeting  on  Q2O401-0 
re  long-term  research  program,  reac  tor  pressure  ves 
level  indication,  Ginna  820123  accident  I  fire  prot 
program  for  nuclear  power  plants. 

»      ACRS  -  Advisory   Committee   on   Reactor  Safeguards 
ACRS   -   Advisory    Committee    on   Reactor    Safeguards.        B6(,pp 
24  X   Fiche    50-2-14,  B2/04/02,  B2i  lQiC-161 


0211050196   Sun-nary    of   ACRS    Subcommittee    on   Reactor    Operations    Q2031B-11? 
meeting     in    Rochester.  NY   re    steam    generator    tube    failure. 
site   emergency    incidant   t,.  SEP  0~,,n-,,m 

*      ACRS   -   Advisory    Cammittee    on    Reactor   Safeguards^      82/CI7/O7_ 
ACRS   -   Advisory   Committee    on   Reactor    Safeguards         34pp.         15964   ..(M. 
24X   Fiche:  50-244,82/07/07.8211050196 

8211040486   Responds    to   ACRS    comments    t    recommenoat  I  on,5   re    Phase     II    of 
SEP   review   for    facility.  Issues    re   grounduiater   &  associated 
hydrostatic    loads    &    containment     isolation   resolved.   Issue    re 
flooding    of    site    6y    Deer    Creek    not    yet    resolved. 
DEHTQN,H.R        Office   of   Nuclear    Reactor  Regulation:     Director. 
83/09/17         SHEWMON.P.  S.        ACRS   -    Advisory   Committee    on   Reactor 
Safeguards.        4pp.        13943:355.        24X   F.  che'  50-244,  BB/09/1  7.  «fl  1  0-KMH6. 


P.     Operating    license    stage    documents    t,    correspondenc  e 

8208290097   F01A    renueat    for    four    categories    of     info    t>    questions    re 
820125   steam    generator    leaV   at    facility. 

DOR  IS,  II   E.       Affiliation   Unknown.        B2/09/O1          CARR.  J.       Office    of 
Ministration         lp.        16136:351.        24X    Fiche    SO-244.  03.09/01  . 
8SOB290087. 

9209210027  Generic   Ltr  82-16   to  all   PWR    licensees   re    NUREG-O737    Tech 

Specs.  Requests    review   of    Tech    Specs    to    determine  coni^tency 

u/guirfance    provided.  For    items   u/deviat  ions,  acnend  to    llcenao 
required.  W/o    stated    ends   Svc    list   encl. 

EISENHUT.D.G.        Division    of    Licensing.        B2/07/20.  Consol  i  da  ted 

Edison    Co.     Of    New   York,     Inc.        15pp.         15930:   1  4O,  24K 
Fiche:  50-000,  B2/O9/30,  8209210027. 

B211030163   Forwards    B20909    Itrs    re    SEP    Phase     III    for    distribution 
SM1TH.H       Operating   Reactors  Branch    5.      B2/O9/29.  Operating 

Realtor,    Branch  V        lp.        13933:101.        24X   fi  che:  30-010.  S2/DW29. 
821  1030163. 
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BOnil   HMUMII    eo*ntntt   on    prgpaird    »tope   of    SEP   Phaii    III 
rdlrcttt    in   fuel    tofie   dtfinitioiu 

yr.D   C        Oivinan    ot   Llt*niinj        B 2/09/09.      EDWARDS,  D. 
!n«uilru]    Forus         7B(.p.       15935'  102        241 

50-010, B2/G9/2?. 8211030163 


-6S09Z30393  HfquMti    cc--*inti   an    propoied    nopi   at   Pfi»i(    III    program 
riMfitiil    in   irtl    topic     definitioni 

El£Ef.'HUT,  D   G        Civilian    of  Licensing.       63/09/09        KACICH.R.       SEP 
O.nirt   Group         77»p         JS935.1BO.       24*   Fich»:  50-010. 03/09/29. 
010163 


eril04<t05}  Aid!    reiponie   to    FOJA   rtqutit    Tor    records   rt   Htitinghoute 

flap    O   Docuaintt   ilio   available    in  POR 

FELTON.J  H        Civilian   of   Hulei    and   RnordV       B2/09/30.      LQNO.  D,  J, 
HintlSrop,    Sttnton.    Pulnaoi   t   Rotirti.       4pp.        1594i:013.      BIX 
Ftcht    50-244,32/09/30,6211340055 


--S2Q22t014a  Rrquttti    iptcifit    llitid    in/o    r<   630135   ittan   oinicator 
tub!    rupturi 

tyDALL.M  K        HOJK   of   Rep.  .     Interior   !,    Iniular   Affairi.       &3/03/05. 
PALL*DITO,H.J        Conniff  ionin.       3pp         15946:110.       B4X 
Fich*   50-000.82/09/30,  6211040033. 

£209150369  FOIA    rtfutit    for    rtft,     "Stta*  etnjrator   Evaluation,  Oinna 
sUji   Cintrjlcr    TutK   Failure    Incident,  820125,  "   NUHEO-0909  & 
WfiEC-0914 

i"JflKCHEe,  JK        Affiliation   Unknown        62/10/10.  Oiviijon   of   Rulei 

W    Hecor.ii         3PP         13963.OE9.       341   Fiche  :  30-244,  S3/10/10,  B209I50069. 

B2I10-404BO  ForuanJi   s(t   of    evaluationi    for   each  SEP    topic  referenced 
in   dT4't   SEP    rtpt    (WREG-Oa22). 

EMITH.H        D5*ratiro   Heac«ori   Branch   5        B2/10/12.  Pull  ie    Dotumertt 

Branch         ip         15956   001         W  Fie**:  SO-000.  02/10/12.  821  10404BO. 

-E21I04G494   Foruards   racosmtnded   around    r.*pant»   spectra    (5X   danplngl, 
e»tdtliihing   jround   notion   acctlgration   viluti    far 
itructura!    rt-*v4)u4tion    of    lennic    loads    for   eastern   SEP 


50-000, 


Opcnttng   fiMctor*   Branch    5.       BU06/OQ 
ant   Co.       2pp.       15996:091.       34K 
.  B2H0404BO. 


Jerteu 


* 

M-,.'™   9'ntr*tor   tl""   "il« 
PER   WSE5-0909   V  NUHEO-09S&  ™aa   be 

Rilatetf    docujntnti    listti    in   App   A 
FELTOH.J  M        Civiiion   of    fJulo,    and   R.cordj 

Unlnoyn   3"    15963:017 


thr"    "Pt«.R»Pt   re  Oinna 
incident  availabl.  In 


Fuse    50-000,  B3/IO/26,  8210260098 
&210370030  C«n«rit  Ltr  83-32    ta  all 

"5^>:iS 

C        Diviiion   of   Liteniin 
Ed,,DT,C0.     of   H«r«-t.     In,  S 

Fiche-  30-000.  62/10/26,0210370030 


8211040213. 


.......... 


8311040170   Advises    of   approval    of    770731    roquoit    that    FiOur*    J,     't  - 
Line  Diagram   Train  A   for   Eii*tino    Undorvolt«g«    Bus"    L    E*iel  " 

A,     "Dngoinj  Evaluation   of    Battitij    Sijs    Integrity"    re 
undirvoltage    protection    be   withhold    (per   lOCFRa,  7VOt 
CRUrCHFIELDiD.      Operating    Reactors    Branch    S.       OSflO/SO         M*[[*,IE 
Rochester  Oas    d  Electric    Corp.       3pp.       I39a9'001         24* 
Flche:  30-244,  82/10/23,  831 1040170. 


9211170525  Responds    to   FOIA   request    for    four    cntBgoi-lq*    of    inft  I 

queitions   i-e    fac  i  1  1  ti/.  Forward*    responses    listed    In   (lea     D 
U/o   end. 

D2/II/03 

n      nknown.       3pp,       1613A.'34Q.      3.4X 
831  1  1  70525. 


FELTON.J.M.       Division    of    Rules    and   Records 

Affiliation  Unknown.       3pp,       1613A.'34Q.      3.4X    Flcji*  ;  50~a<M.  M/l  Iffl 


B311150193   Infarmi    that    revision!    to    Tech  Ejpoct    p«r    PI1IO3    f  *iu»M  i 
bi  propoterf    follouinfl    naui    *pent    fuel    pool    cooling    iui 

initallation.  Proposed    changes    decrease    tlma    a^niliblt  b«r»r« 
backup    cooling    i<;s    required, 

KAIER.J.E.      Rochester   Oas    deioctrte    Corp.       0?/1  1/01  C  «H/  f  C«F!fJ  ! 
Operating   Reactors   Branch    3.        Ip.        16061  •  OO7        U4X 
Fiche:  80-244,  BB/1  1/04,  H31  1  1  301  73. 

B211140047  Oeneric   Ltr   82-26    to    power    reactor     Uttnitt*     C*it**l   Fru  I 
Vralr.)    re  NUREO-0744,  Revision    I,     "Pro.  sure    VB.iIlH.Ii 
Fracture   Tpughnes>,  "   Forwards    NUREO-074-),  Re  vl»  lot.    I    M/o> 
encl.Svc    list    end. 

EI8ENHUT.D.O        Oivision   of  Licensing,       02/ll/IB.  CBhialini^ 

Edison    Co.     of    Now    Vort.     Inc.        52pp.         Ifi232'  aia          a4< 
Fiche;50-OOD,  B2/1  1/12,  82-1  1  160D47. 

B311IB031Q   Heque,tl    lubnltt*!    of    ECCa   model.    Hhlch     «M<lMc«IIf    <r*ii 

upper  plenum    injec  t  ion.  Each  model    should    (inlud*    tit    «I 

,!n^'i,<:tl£UJfltlons    """'"Pa  "»ng    spectrum  of    lni-g>   brm 
LOCAi.  Info    ihould   be   provided    bg    831215, 
CRUTCHFIELD,  D,      Operating    Reactors    Branch    S.       03/31/19 
Rochester  Oas    t,  Electric    Corp.       Epp.       16141  :  1  t!fi        iJi 
Fiche:  50-244,  Ba/(  I/I  3,  031  1100310. 


I  !«•>   II 

Bnd    of 


6311100283  Revises  eommi  tment  datoi  for  SEP  To 
°'''',''«  "<"""ng  analysis  w,  U  bo  .^nFtJcJ 
17B2.  Liner  analysis  uill  be  completed  by  Apr 
MAIErWe.  Rochester  Oaa  t-EUctrlc  Corp,  Ba/J|/|£ 

Op.rating   R>acton    Branch    5.        ip. 
Ff  che'  30-W4,H/1I/14,  021  11002133 


~'-™!-!!*™_I*("lrt*'    IE  ^"""t*"1   <•   correspond.no 
B30BI902SO    IE    Info  Notice    Q2-37,     "Cracking    i,,    Up,,,,.   «„».,     .fl 

p^-'sir,^^;'"  wold  °f  suafli  oon'rat°r  «*  "!"ii<«; 


Ill-It 
' 


r 


Flche:  80-000,  02/07/lfi,  020B1TO2HO. 

"sisssSc1?::*^!!1  aa-*-"^«'«n  •-  •«•"•  i.«... 


*  * 

Hit   (^1 

»"  *«* 


""  s:  Baiio:i 

""    * 


n.rou   ha..  , 

.c  M    *  S!i   ncf,    *•<""'  !«">"   <•    "arching    th«or«", 

i"d  AmHau^0^""  """•"•"  •"««      wno/o 

4pp-  I3973:3ia'  ?4K 


lrl?   *  Technical   Pro,,**,, 
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59 


—  6711090222   IE    Imp   fitpt   50-244/B2-17    on  820914-16. No  noncomp 1 iance 
noted.  Major    areas    inspected:  fire    protection/prevention 
proorjm.  int  luding    implementation   of    administrative 
procedures    t   observation   of    ignition    tource. 

FINKEL.A  E.  ,  BETTENHAUSEN,  L.  Division  of  Engineering  &  Technical 
Programs.  BS/IO/14.  3pp.  16004:131.  24X  Ficha:  50-544,  B2/10/19, 
8211090214. 

320317023?    IE    Info  Notice   B2-41,     "Failure   of    Safety/Relief  Valves    to 
£p.*n   it   BWR.  "    Bvc    ll»t   *ncl. 

JOHDrtN.E   L         Diviiion    of    Engineering    t   Quality.    Assurance.        82/10/*?;", 
Consolidated   Edison   Co.     of  N*u  York,     Inc.        110pp.       15960:  1S3.       24X 
Ficho.  50-000,  82/10/22,  B20SI90S39. 

B2111600&UI  Summary    of   021103  meeting    ui/utils    re    IE   Bulletin   BO-11    on 
u«»   of    "En«rgy   Balance   Technique"   ti    "arching    action"    for 
ma* oriri|    wall    qualification. 

FRAHMELL,  C.  M.       Operating    Reactor*   Branch  3.       B2/II/05.  Operating 

fiBactori    Branch   3.      32pp.       16102:338.       SIX   Fich»:  30-000,  B2/1 1 /OS. 
0211160090- 

8208190248    IE    Info  Notica   B2-43,     "Deficiencies    In    LHR  Air   Filtration/ 
Ventilation    Syi.  "   Sve    list    encl. 

JQRDAN,E.L.       Diviiion   of    Engineering    1  Quality   Assurance.       82/11/16. 
ContoHdated   Edison  Co.     of  New  York,     Inc.        Hipp.       16171:233.       24X 
Flcfie:  30-OOO,  H2/1 1/16,  B20B190B48. 

0211300399  Foruardl    IE   Insp    R«pt    50-244/B2-22    on   821001-31.  No 
noneompl  lane*   noted. 

ETAROSTECHI.fi.       Division    of  Project    b   Resident  Programs.       82/11/16. 
HAJEP.J.E.       Rochester  Oas   b  Electric    Corp.       2pp.        16240:002.       24X 
FI t he:  SO-244.  82/11/16,3211300370. 

— 8311300403    IE    Insp    Repl    30-244/B2-22    on   021001-31.  No    noneompl lance 
notrJ.  Major    areas    Inspected:  p  lant    oparati  ons,  survei  1  lance 
tilting,  mmint,  LERi.  secondary    chemistry   monitoring    program  t 
fallouiup    of    licensee   actions    on   previous    inap    findings. 
ZIMMERMAM,  R.P.  ,    KISTER.H.H.       Division  of    Project   fc  Resident 
Programs.       82/11/12.       9pp.       16240:004.       24X  Fi  che;  50-244.  82/1 1 /I6, 
82113Q039B. 

B2OG19D253    IE    Info  Notice   SB-43,     "PWfi   Lou  Temp   Overpressure 
Protection.  "    Bvc    list    encl. 

•JORDAN,  E.  L.       Division   of    Engineering    6  Quality   Assurance.       82/11/19, 
Consolidated   Edl»on   Co,     ofNeuVor*.     Inc.       93pp.       16232:296,       34X 
Fichi:  50-000,82/11/19,0203190233. 

R.     Period!*    operating   reports  fa  rtlated    correspondBncB 

B2H0204B2  Forward*  monthly    operating  f»pt   for    Aug    WB2. 

SWOH.B.A.       Roehatter   Oas    fc  Electric  Corp,       82/09/O7.  Office   of 

R**aur«»    Man»o*ment,    Director,       Ip.  1SBB9;  S39.       24X 
Flc  Pie:  90-244,  02/09 /07.  BS1 10304B2. 


—  B2110204BS  Monthly    operating   rept    for    Aug    19B2. 

HCMAMARA.  A.  E.      Roehaster   Oas    4  Electric   Corp.       B2/O9/O7. 
1SSB9:  260,       24X  FIche:  30-244,  02/09/07,  B2t  10204B2. 


5pp. 


B2-110S062-4   Foruardi   monthlu    operating  r»pt   for   Sept    19B2. 

SHOW. E.  A.  Rochester  Oas  fc  Electric  Corp.  82/10/06. 
HMCune  MaTiaoement,  Director.  Ip.  13886:076,  24X 
Fichu:  30-244,  BS/10/06,  B21 1020624, 


Office   of 


— aB110aOA32  Monthly    operating   rept    for    Sept    1902, 

HCNrtWARAr  A.  E.      Rochester   0*1   fc  Electric   Corp,       82/10/OA, 
ISSBi:077.       S4X  Fiche:30-244,Ba/IO/06,S2110206B4, 


5pp. 


— 8211040579    "Rochester    Gag     (•   Electric     Corp    RE   Ginna     Incident    of 
S20135.  " 

JJC1HERTB,JO         Neu   VDT  k ,      State     of.        B3/06/3D.        22pp          15944    3.JO 
24X    Fi  che  :50-344,  02/1 0/20, 0211040574. 


HAVNES.fl 


B21t01023B   Foi-uiarda    LER 

MAIER.J.G         RochBitar    Oaa     k   Electric     Corp.        82/EO/22 
Region    1,     Office    of    Director.         Lp.         13068:005         24X 
FIche:  50-244,   B2/1O/22,  B31  1O1O23O. 


— BS1101024I    LER    03-O21  /O3L-O:  an    B2O923,  conta  inment    aprai)    pumps     &    so 
hydroiiijB    additive    ac|s,  check     valve     362   D    failed    to    promptly 
c  lose.  Valve     repairs    consisted    of    machining    seat    &   disc 
aasemb  lij. 

BOniNE,  J.  C.        Rochester    Gas    &    Electric   Corp.        B2/10/23.  Reel"0'1 

Office    of    Director.         Ip.         15060.006         24X    Fi  the'  50-2rt4,  62/  1  O.'L'H, 
0211010238. 


3211290280   Forwards    LER    B2-O27/03L-0. 

HAfER,  J.  E.        Rochester    Gas    I.   Electric     Corp.        82/11/10 
Re-gion    1,     Office    of    Director.         Ip.         16219:002         Z4X 
Fi  che:  30-244.  82/11/10,821  12TO2BG 


IIAYMES.  FI. 


--S2II290E91    LER    03-027/O3L-O:  on    B2101l,!eali     Identified     on    boric    acitl 
transfer    pump     IA    discharge    piping    Caused    bi)     Iritorgranular 
stress    corraaion    cracking.CrdcLing     section    a?    pipe    & 
fitting    rep  laced. 

BOD1NE.JC.         Rochester     Oas    i.    Elifctric    Corp.        02/11/10.  Reiiion 

Office    of    Directnr.         Ip.         16219.003         34X    Fichu    50-244,  B3/1  1 /10, 
B21129028B, 


311290769   Forwards    LEU    B2-023/03L-0. 
HAIER.J.E.        Rochester    Gas     &   Electrii 
Hsgion    1,    Office    D*    Director.        Ip. 
Fiche:  90-244,  32/11/15,  621  129O769. 


Corp         82/11/15. 
16229:001).        24X 


HAVMES,  H    C. 


-0211290771    LER    B2-023/03L-0:  on    B31OJ  6,  nipp  1  e    to    discharge    pipe    of 
component    cooling    uater    pump     broke     off   while     i  nves ti gat i ng 
lea  (cage.  Caused    bij     par-stumel     error.  Fa  i  led    pipe    replaced    iu/ 
steel    schedule    0O    nipple. 

HDDINEiJ   E          Bochoster     Gas    fc    E'lcrtric    Corp.        62/11/15  Hen"" 

Office    of    Director.         IP-         16229:  OB5.        24X    FicJ^e:  50-244,  U2/  1  1  /  1  ft, 
8211290769. 


82U3001B5   Forwards    LEFt    8a-024/03L-0. 

MAIEFl.J   E.        Rochester    Gas    &    Electric     Corp.        02/11/19 
Region    1,     Office    of    Director.         Ip.         16230:306,        24X 
Fiche.  50-244,  B2/1  1/19,021  130Q1B5. 


HAVNES,  11 


--G211300195   LER    02-G24/Q3L-0:  on    Q21O21.RPI    for     control    rod    H-7    derlfln 
inoperafcle.  RPI    repaired     indicator    r  ep  laced,  connect  ion    in 
main    control    board    replaced    &    "PI    returned    tn    avc. 

BODINE.J.C.       Rochester    Oas   Sr    Electric   Corp.       B2/11/19.  [j  pg  >  on    1, 

Office    of    Director.         Ip.         16333:307.        24X    Fi  che:  50-244,  B2f  I  1/1 1, 
B2I13001B9. 


021  1300303  Forwards    LER    oa-O2S/O3L-O. 

HrtlEO.J.E,        Rochester    Gas    &    EUetric     Corp.        B2/11/19 
Region    1,    Office    of    Director.        Ip.        16213.042.       24X 
Fiche:  30-244,  02/11/19.8211300303. 


--B21 1300313   LER   B2-025/03L-O;  on    B21007,  cable    tunnel     spray/5pr  i  nk  1  or    fire 
protection    sys    taken    out    of    svc    to    perform    sijs    mo<l .  On 
B21021,sgs     declared     opffrable    uhen    mods    complete    Personnel 
instructed     to    perform   mod*    tn     less     than    14    daijs 

DDDINE,J.C.        nocnester    Qo-s    «.    Electrit    Corp.        03/11/19.  Rnt|iori    1. 

Office    of    Director,         Ip.         16243:043.       24X    FichB  :  SO-344,  B2/  1  1^  1  V, 
8211300303. 


S.     H«port*ble    occurrences.    LEfis   fc   related   correspondence 

6311010033  Forwards    list   of    oanarle    concerns    b   Implications    associated 
ui /e 201 Z 3   steam  s»nerator    tube   rupture    tventiln   response    to 
S20503  nimo.  Response   oasid    In    laroe    part  upon   NUREG-0909. 
MICHELSQN.C.       Director '»   Off  let.       B2/05/21.       DENTON,H.R,       Office   of 
Nuel*»r   fleattor  ReouUtion,    Director.       Spp,        13B92,'072.       24X 
Flch*:  90-244.  B2/03/21,  B21 1010093. 

8211040574   Forwards   JE  Luont    affidavit    fc    statement    of   prof 
nullifications,  in  response    to  B21004   request    for    info    to 
•  up pert    proceeding    to    investigate    causes   of    B201S3    tubs 
f»[  Jura.  UU1    rept    on    Incident   only    encl. 

DENTONPH,R.       Office   of  Nueliar   Reactor   Regulation,    Director. 
82/10/20.       BREW,J.  H,       NeuiVopIt,    State    of.       2pp.       15944:307.       24X 
Flchc:  50-E44-  B2/10/20,  821 1040974. 


B21  1290410  Foruiarrfs    response    to   NUREO-0916  re    restart    after   820125    tute 
rupture    inc  id  ent.  Da-sed    on    rfl»pons8    to    Item  2C(2) ,  re  vt  sed 
Tech   Specs    re    priffiaru    co-o]ant   activity   uiill    be    requested 
MAIER.J.E.        Rochester    Gas    *   Electric    Carp.        82/11/22.        CRUTCHF IFLI),  II. 

Operating    Reactor!    Branch    5.        11pp.        16217:271.       24X 
Fich«;30-244i  02/1  1/22,821  12904  1  O. 

— B211290419    "Analysis    of   Potential    Environ  Consequences  Following    fclBEi 
Generator    Tube    Failure    dt   RE    Ginna    Nuclear   Pouer   Plant.  " 
RUBIM,H.,     VOLPEMHEIN,  E.        Wes  t  ingh  oose  Electric    Corp.       a2/ll/:30. 
64pp.        16217:272.        24X    F  i  che  :  SO-214,  02/1 1  /SS,  8211SW41O. 

— 3211290429    "Analysis,    of    Plant    Response   Dur  i  no    030125  Steam   Generator 
Tube   Failure  at    RE  Ginna    Nuclear   Poiuor  Plant.  " 
VQLPENHEIN,  E  C.       Westlnghouae    Electric  Corp.       32740:1/111703. 
SB/11/22          82pp          16217:203.         24X    Fiche:  50-244,82/11/25.031  1990410. 


— 8207150014  Forwards   rept    "Rochester   Oa*  fc  Electric   Corp    RE  Glnna 
Incident   of    6S0123.  "   Affidavit*    from  J  Lyons  ».  R    Zimmerman 
attesting    to  accuracy    of   original    conclusions    ri    (team 
generator   tube    failun    requested. 

BREH.-i/.W,    ,  Ntut  Yor«,    State  of.       82/10/04.       DIRCKB,  W.  J.       Office    of 
th«  Extcutlve  Director    for  Operation..       llpp.       (3944:309.       24X 
Fiehej  50-244,  B2/10/20,  B21 1040374. 


-9211290439    ''Evaluation    of    Alternative    Reactor   Coolant  Pump    Trip 
Criteria    for  RE  Oinna   Nuclear    Pouj«r   Plant." 

LEWI8.fi. N.       Hestinflhousa   Electric    Corp.       33030:1/111502.       62/11/^0. 
I3pp.       16217:349.       24X    Ficho  :  50-244,  B2/  1 1  /SS,  821  I  290410. 
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P.    Operating    license    stage    document!   &    correspondence 

8211030163   Foruards   52090"!    ltr>    re   SEP    Phase    III    for    distribution, 
SMITH. H,       Operating   Rsaclors  Branch    5.       82/09/29.  Operating 

fle*rtori    Branch    5.       lp.       15735:101.       24X  Fiihe:  30-010,  92/09/29, 
B211030163. 

— 82092S034S   Requests    comments   on    proposed    scope    of    SEP  Phase    III 
ai   reflected    In   encl    topic    definition* 

EISEIJKUT.  B.  0,       Division    of  Licensing.      82/09/07.       EDWARDS.  D. 
Atomic    Industrial   Forum.       7Bpp.       15935:102.       24X 
Fiche:  50-010,62/09/37,9211030163. 


821 1090391    Inform*    that    900909  loch    Spec    change    request    to    support 
Reload    7/Cycle    9    re    control    rod    accumulator  a    is    withdrawn 
CQUNS1I,.  W,  G.         Northeast    Nuclear    energy    Co.      (sobs,     nf    Northeast 
Utilities)          COUNSIL.W.O          Northeast    Utilities.        92/11/01. 
CRUTCHFIELD,  D.        Operating    Reactors    Branch    5.        lp          liQ07:l34.         24-X 
Fiche:  50-343,  83/1 1/01 ,  821  IO-JO37  1 . 

B2I  11 10479   Forwards    addl     info    to    S21015    Tech    Spec    change    proposals    n 
Reload   a/Cycle  9   amend. 

COUNSIL, U.G.         Northeast    Nuclear    Energy    Co.      (subs,     of    Northeast 
Utilities).        COUNSIL, W-Q         .Northeast    Utilities.        82/11/02. 
CRUTCHFIELD,  D.       Operating    Reactors    Branch    5.        3pp.        Ii037    IBf.          211 
Fi  Che:  50-249, 


— 32C92B&353  Requests   comments   on    proposed   scope    of   Phase    III    program  an 
reflected    in    encl    topic    definitions. 

EIBEMHUT,  0.  0.       Division    of  Licensing.      82/09/07.       KACICH.R.       SEP 
Burners   Croup.       77pp,       13733:180.       SflX  Fie  he: 90-010, 83/09/37, 
9211030163. 

0211040*80  Forwards   set   of    evaluations    for   each   BEP    topic    referenced 
in,   draft   &EP    rept    (NUnEG-0832). 

SMITH,  H.       Operating  Reactorl   Dranch    5.      B3/1O/12.  Public    Document 

Branch.        lp.       15956:001.       24X  Fiche;  9O-OOO,  B3/10/13,  031 10404BO. 

— 831J040494   Forwards    re  commended    ground    response    ipectra    (5X   damping), 
establishing    ground   motion  acceleration    values    for 
structural    re-evaluation   of    seismic     loads    for   eastern  BEP 
sitis. 

CRUTCHFIELD.  D.       Operating   Reactors    Dranch    3.       S1/06/OB.  JarfiBg 

Central    Pouer   b  Light   Co.       2pp.       15736:031.       24X 
Flche:  SO-OOO,  82/10/12.  821 104O4BO. 

— BOOS110633  Advisas    that    draft    technical    evaluation   of   SEP   Topic   V1II-2 
1*    acceptable. Requests    that    encl    documents    be    forwarded    to 
licensee    for    comment. Any    comments    should    Be    supplied    prior 
to   910302   for   consideration    in    final    rept. 

CRUrCHFIELD.D.      Systematic   Evaluati  on  Program   Branch.       BO/07/39. 
CfiuTCHFIELDiD.      Operating  Reactors    Dranch    5.       14pp,       13996:104. 
24*  Fie  he:  90-000,  B3/10/  12,  8211040480. 

621102062?  Application    to   amend   Provisional    OL   DPR-31  for   Reload   B/ 

Cycle  9.  Proposed    Tech   Spec    changes    involve    extended  load 
line    1  Imi  t.  Supporting   documentation    encl. 

CDUMSILi  H.  0.  i     DIBHOP.H.U.       Northeast   Nuclear   Energy  Co.     (subs,     of 
Northaast    Utilltiei).       COUNBIL.H.G.       Northeast   Utilities.       B2/10/15. 

CHUTCHFIELD,  D.       Operating    Reactors   Dranch    5.       4pp.  15865:090.       24X 
Ft  Che;  50-249,  83/10/19,9211020629. 

— B2I1O20641    "Supplemental    Reload    Licensing    Bubmlttal    for  Millstone  Unit 
I, Reload   8.  " 

LEASER,  J.  D.  ,    HILFiC.L.,    ENOEL.  R.  E.       General    Electric    Co. 
VI003J01A*4,        83/06/30.        17pp.        15883:094.        24X 
FUna:  50-243,  82/10/13,  021 1021:639. 

— 8211020642  Errata   fc  addenda    to    "LDCA   Analysis   Rapt." 

»      General    Electric   Co.       NEDD-24QB5-1   ERR.       82/06/30.       6pp. 
13889:111.        24X   Fiche:  30-243.  03/10/13,021 I0206B9. 

—  B2H020446    "EitandiJ  Load    Line   Limit    Analus is. Ml  1 Istone  Paint    Nuclear 
power    StationiUnit    1." 

»     General    Electric   Co.       NEDO-24366.       B2/06/30,       42pp.       1SBB3:  117. 
2«  Fic-he:  50-B45.  83/10/13,  921 10B0629. 

— B21I020650    "Buppl    1    to  Extended    Load    Line   Limit   Analysl s,  Ml  1 1  stone 
Point    Nuclear  Power  Station  Unit    1     (Revnr if ieation    for   Cycle 
9).  " 

«      Gtnaral    Electric   Co.       NEDD-3436A- 1 .       H3/06/30.      9pp.       13BB5:  139. 
34X    Fiche:  50-2*5,92/10/15,8211020629. 

— BS11020657   Proposed    Tech    Spec    changes    involving    e»tend»d    load    line 
Unit,  protective    instrument^  1  on.  In  1  tiating    rod    black 
Instrumentation,  special    repts,  containment    nyi.  ppimar« 
contilnnunt    Isolation   fc   scram   discharge    syf. 

«     Norfiaast  Nuclear  Energy   Co.     (subs,     of   Northeast  Utilities), 
62/10X19.       55pp,       15898:168.       34X   Fiche:  50-343,  82/10/13,  921 10S06E9. 

B2I1Q2036B  Advises   of    Intent    to   revise    Paragraphs    IB.  2.  1,  a,  IB.  2.  1.  d, 
18.  2,  1.  f>  19.  2.  1.  e  t,    19.  3.  1.  p  re    OA  program,  per  921004 
teltan.  Changes    proposed    to    improve   overall    OA  program 
•  ff*ctlvent»>    b  mill    be    incorporated    in  net  t    rept   revision. 
COUNSIL.W.G.       Northeast   Utilities   Service   Co.       COUNSIL.  W,  0. 
Korth«ast    Utilities.      B2/10/B3.       HAASS.W.P,       Ouallty   Assurance 
Branch.       2pp.       13899:021.       24X   Fiche:  50-000, 82/10/22, 8211020349. 

0210270030   Generic   Ltr  92-22   to   all    PUR    lle»n»»es   re  Congressional 
riqunt    for    info   concerning   steam  generator    tube    Integrity. 
Foruardu    Congressman  EJ  Marlrey    821019   question*    r»   steam 
generator    tube    integrity.  Bvc    lift    encl. 

EI6ENHUT.D.O.       Division    of  Licensing.       B2/10/36,  Consolidated 

Etfison  Co.     of    Neu  York-     Inc.       10pp.        16099:333.       24X 
Flcha:  SO-OOO,  92/10/26,9210270030. 


— B2111104B4   Addl    proposeil    Tech    Bpec-a,  supp  I  pment  i  ng    031015    Tech     Spec 
change   request    re    ffeload    a/Cycle    9. Add!    info    encl 

#      Northeast   Nuclear    Energy    Co.      Isubi.     of    Northeast    Uti  I  it  i  n-s  ). 
92/11/30.         9pp.         1&O37:  IBB.        34X    Fi  che:  50-3'15.  83/  1  1  /OS,  B2I  1  1 1  0471?. 

B31  1 190559   Foriuards     combust  ible    gas    control    p  valuation,  address  inn    basis 
For   calculating   numbar    of    fuel    per  f  oration)  ,  conservative 
determination    of    logins    released    to    gap  b  qualitative   t, 
quantitative    assessment     at     cons  ervat  i  sms,  pe  r    B207IS   raeetinij- 
CDUN3IL.H.G.         Northeast    Utilities.         CaUM3IL,WB.        Northeast    Nutleni- 
Energy   Co.     (suds,     at    Northeast    Utilities).       H2/11/05.       DIFICKS.  U   J. 
Office    of    the    EjBiutivB    Director     for    Operations         27pp.        lAQtS:   I7A- 
24X   Fiche:  90-349.63/11/05.  021!  1  9O55? 

S2I1160373   Noti fie*     that    suamittal     of     plant-unique    analysis    res c h edu  lerf 
to   B212IO  due    to    license    requirement    that   plant    mods    inside 
containment    be    completed    prior    to    start   nf   Cycle   9. Analysis 
far    torus   piping    rescheduled    to    B30B01. 

COUNSIL.W.Q.  ,     CAGNETTA,  J.  P.       Northeast   Nuclear    Energy   Co.      (subs      of 
Northeast   Utilities!.        CASNETTA,  J,  P.        Northeast    Utilities.        B2/11/OQ 

CRUTCHFIELD.  D.        Operating     Rcac  tnrs;    Branch    5.         lp.        1A091. 232.        34% 
Fiche:  30-24S,  92/11/09.321  1160393. 

3211160413   Documents    understanding    of    acceptability    of    primary     sy.5 
pressure    testing    ui/inoperabl»    isolation  condHnser  Lirense 
amend    request    ui  1 1     be     submitted     to    clarify    To  c  h    Spec    3.  S    E. 
COUN3IL,  W.  G.  i     CACNETTA,  J.  P.        Northeast   Nuclsar    Energi)    Co.      (subs       of 
Northeast  U6ilitia»).       COUNSIL,  W.  C.       Northeast   Utilities         E52/11/00. 
CRUTCHFIELD.D.        Operating     Reactor*    "ranch    3.        3pp          1609J :  307          24X 
Fiche:  30-345,  83/11/08,3211140413. 

8211150173  Forwards    revised    safety    evaluatipn    for   SEP   Topic    XV-  It,, 
"Failure    of    Small     Linos    Carrying.    Primary   Coolant    Outside 
Containment.  "    Eiclumian   area   boundary    dose    to    thyroid    of 
370  rem   Biceedi    acceptanca    criteria. 

8HEA.J.        Opnratina    Reactors    Branch    5.        B2/11/10.        CCUNSIL.U.C 
Northeast  Nuclear   Ere-rgij    Co.     (subs,     of   Northeast   Utilities).        Vpfi 
16055:209.       H4X   Fiche:  30-245,  02 /  1 1/  10,  B21 1 1  50173. 

8211170414   Discusses    results    -of    analysis   performed    due    tn    r epar tab le 
indications    discovered    near    s.parg«r    junction    ban    uelds   op 
Junction   Doi    D  of    core    spray    sys.Core    spray    parf ormanco    not 
degraded    eve-n    u/pni  tula  ted    worst    case    break. 

CQUNSIL.H.  0.  ,  CAQNETTA- J.  P.  Northoas  t  Nuclear  Energy  Co,  <Bud'o.  of 
Northeast  Utilities).  CQUNSIL.  M.  O.  Northeast  Utilities.  82/11/10. 
CflUTCHFIELD.  D.  Operating  Reactors  Branch  5,  3pp.  16106:174.  SIX 
Fich«:30~243,  B2/J  1 /1O.  821  1 1  7O41  4. 

8211320433  Forwards    safety    evaluations    reforonc-ed    in   App   E    of 
NUfiEO-0924,     "Integrated    Plant   Safety    Assessment  Hept    for 
MilUtone   Nuclear    Pouier   Statlon-Unit    I,"   to    assist    In   review 
of   NUttEO. 
CRUTCHFIELD,  D.       Operating    Reactors    Dranch   5.       02/11/10        SHEWMON.  I1.  8. 

ACR8  -  Advisory    Committee    on   Reactor   Safeguards,       SOOpp,        1631B:()O1, 

24K  Fiche:  50-SflSj  B3/11/1O, B21 1220433. 

B211160047  Generic    Ltr    83-BA    to    pouer   reactor    licensees    leicofit    Fort   at 
Vr«in!    re   NUHEO-0744,  Revi  sion    I,     "Presiure   Vessel   Mat! 
Fr»cture    Tooghness."    Forwards   NUP.OJ-07'H,  Raviaion    1.  W/o 
•net.  Svc   list   encl. 

EISENHUT.D.  0.       Division    of    Licensing.       92/11/13.  Consoltdatod 

Ediion   Co.     of    Neu   VOT».     Inc.       32pp.        16233:212.       2« 
Fl  che;  SO-OOO.  92/11/13,  BS  I  1 16OO47. 

9211170363  Foriuarils    Amend    86    to    Lieenie    DPR-H 1 ,  saf etg    evaluation  & 
notice   of    Issuance   &    aval  lab! 1 i ty. Amend  changes   App    A  Tech 
Spec*    to    incorporate    revi*ed    operating    limits    associated    m/ 
modi    to   scram    discharge    val    for    improved  hydraulic    coupling. 
CRUTCHPIELD,  D.       Operating    Reactor*    Branch    3.       B2/11/12.       CdUNSIU.  W.  O. 
Northeast    Nuclear    Energy    Co.     (tubs,     of  Nor  theast  Ut  1 II  t  i  es  I.       3pp. 
16106:  193.        24X    FEche:  =0-343.  83/11/12.9211170363. 

—  9311170366   Amend    Sfi    to   License,    DPR-21,  chang  ing   App    A  Tech    Spacs    tn 
incorporate    re-vlied    operating    Units   aisoclated   u/modi    t» 
scram  discharge    vol    for    improved    hydraullt    CQUplinj). 
CHOTCHFIELD,  D.       Operating   Reactors    Branch    3.       B3/11/I2.        13pp. 
16106:176.       34X   Fi  ch«  ;  3O-243.  82/1 1  /  12,  931 1 170362. 
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» 
app. 


•* 


- 
325,        S4X   Fi  e  he:  90-248,  fla/l|/0>- 
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e3U3G027B    IE     Insp    Rept    50-245/02-30    on   020927-1001 .  No    noncomp  1  iaiite 

rioted  Major  areas  inspected:  inservice  insp  activities, 
including  program  reviem, nondestruc tive  e  lam  procedure 
rcvieu  &  observation  of  uiork  In  progress. 

MC8R.EARTY.R    A   .     DURR,  J   P.       Region    1.     Office    of    Director.        B2/10/39. 
Spp          16237-327         24X    Fichc:  50-245,  B2/ II  /O3,  0211300274. 

&211190190   Foruards    IE    Insp    flepts    50-215/03-1 9    8.    50-336/92-23    on 
eaOWT-tOOl    No    noncompl  lance    noted. 
(WtTIM.  F   T        Division   of    Engineering    t,   Technical    Programs.       82/11/04. 

CnUMSILpW    G         Northeast    Nuclear    Energy   Co.      lsuc-5,     of    Northeast 
Utilities)          2pp         16151    O33.        24X    Fi  c  he:  50-245,  02/1 1 /04,  021 1 190190. 

--82-MITOI«    IE    Insp    Repts    bO~245/S2-I9    V.   50-336/02-22   an    020937-1001.  No 
jionccnpl  mnce    noted.  Ma jor    areas    inspected :  1  icensee    actions 
an    previous     Inip    f ind ings, mal nt    &    measuring    &    test 
eo.  if  I  pment. 

HEVEH.C    •     BISSETT.P.,     CAPHTON,  D   L.        Division    of    Engineering    b 
Technical    Programs.       BB/ 11/02         9pp.        161 51 '035.        34X 
Fiche.  EO-24S,  52/11/04.  BZ\  1190190. 

621U503I1'  determines    that    continuous    ultrasonic    test    (UT)    moni  tura    In 
scram   discharge    sys    no    longer    necessary    from    safety 
standpoint    per    IE   Bulletin    60-1 7.  Cr i t ical i t g    eipected    on    or 
about   B211IO   u/o    continuoua   UT  monitors, 

CDUMSIL.W.  G.        Northeast    Nuclear    Energy    Co.      (EUOS,      of    Northeast 
Utilities).       COUNSIL.W.  0.       Northeast    Utilities.       02/11/05. 
CfluTCHFIELD, D         Operating    Reactors    Branch    5.        4pp.        16055: 153.        34  X 
Fiche    50-245,  02/11/03,3311150319. 

8211160030    Summary    of    031103   moetinfl    u/utils     re-    IE    Bulletin   BO- 1 1    on 
uie   of    "Energy   Balance   Technique"   &    "arching    action"    for 
m-asomry    wall     o.ual  i  f  icat  i  on. 

TflftMMELL,  C.  M.        Operating    Reactors    Branch    3.        02/11/05.  Operating 

Reactors    Branch    3.        32pp.         16102:320.        21X    Fi  che;  50--000,  62/lt /05. 
021 1 160030. 

Q211S90493  Responds    to    IE   Bulletin  82-03   re    large-diameter    •talnloflfi 
stspl    rec irculation    ays    p ip ing.  Three    of    four    action    items 
addresiea    Corrective    actions    include    adequate    exam    of    uields 
in   ree L rt ulat ion   piping    sys 

COUMSILill   O         Northeast    Nuclear    Energy    Co.      (nubs,     of    Northeast 
Utilities).       COUNSIL.U.  0        Northeast    Utilities.       62/11/03. 
HrtVIJES.ff    C.        Region    I,     Office    of    Director.         Spp.        16336:351.        24X 
Fithe    50-215.  02/11/05,0211290493. 

931 1300153   Foruards    IE   Safeguards     Insp    Rept    50-245/B2-1B    on   B20939-30. 
No   noncompl lance   noted 
MARTIN.  T.  T        Division   of    Engineering    l<   Technical    Programs.       93/11/13. 

COUNSIL.W  0        Northeast    Nuclear   Energy   Co.     (subs,     of   Northeast 
Utilities).        2pp.        16230.   136.        24X    Fl  che:  3O-243,  BS/  1 1  /I  3,  B21 1  300193. 

— Q2II300I62    IE   Safeguards    Insp    Rept    30-345/02-18   on   020929-30.  No 
noncomp I  lance  noted   Major  areas    inspected : 3NM   control    fc 
accounting,  including    facility    organlintion   &  oporation, 
shipping   4    receiving,  s torago   t    internal    control. 
UOLTtlER.E,  .    GODY.A.T        Division   of    Enginoerino    t,   Technical 
Frojrams,        82/10/22.        Spp.        16230    138.        24  X    Fie  he:  50-34S.  83/1  I/IB, 
82 II 3001 53. 

e2CB190208    IE   Info   Notice   82-43,     "Dof  ic  i  enc  Ins    in   LUFI   rtir   Filtration/ 
Ventilation   Hys,  "  Bvr.    list    encl. 

JORJJAN.  E.  L        Division   of    Engineering    t  Quality    Assurance,       02/11/16, 
Consolidated   Edison  Co,     of  Net,   Vork.     Inc.        lllpp,       16171:233.       24X 
FicKe:  50-000.  02/1 1  /16,  9308190210. 

B2LtS3oai3   Summary    of  B21029  meeting   u/util    in   Bethesda-HD  re    Bmtrgcncij 
core   spray   sparger   crack    repair.  If  t  i  1    actions    to   prevent 
degradation   of   sys    «at isfactory . 

5HEA,  J.  J.       Operating   Reactors    Branch    3.       02/11/18.  Operating 

Reactors    Branch    5.        4pp.        16165:304.        24X    F*ch»:  30-243,  02/1 1  /  IB, 
9211320213 


—  8211300080   Responds    to   NBC   B20711    1  tr    re  violations   noted    In     IE 
Emergency    Pr«fiare<lno«=    Appraisal    Repts   30-243/82-01    6 
50-336/02-01,  Corpse  tive    ac  ti  on*  :  emergency    plan    revl»Bd    tt 
position   of    emargency    planning    coordinator   filled. 
COUNSIL.H    0    ,    WERNER. R.  P.       Mortneast   Nuclear   Energy    Co.     (»ubs.     of 
Northeast    Utilities!.       COUNSIL.W.  0.       Northeast    Utilities. 
02/10/12         SMITH,  0.  H.        Diviilon    of    Emergency    Proparedne»s   & 
Operational     Support.         llpp.         1623B:  O63.        24X    Fl  che  :  50-243,  82/i  I /23, 
8211300073. 

— S311300'OB7    Roto-oniis    to    MSC    920711    1  tr    re  violations   noted    in     IE 
Emergency    Preparedness    Appraiial    flepts  50-245/02-01    t, 
50-336/02-0  1.  Correct  iva    actions:  emergency    plan   li 
imp  lamenting    procadurea    revised. 

COUNSIL.W.  0    ,    CAONETTA,  J.  P.        North  east  Nuc  lear    Energy  Co.      (subs,     af 
Northeast    UtUitlas).       COUHSIL.H.O.       Horthsast    Utilities. 
S2/1O/27.        SMITH,  0.  H.       Division    of    Emergency    Preparadnn.**    H 
Operational    Support.       1pp.        16338:074.      34X   Fiche: 90-24B.  82/11/S3, 
0211300073. 

R,     Periodic    operotlnfl    reports   d   related    correspDndBnca 

0H11030239  Forwards    monthly    operating    rept   for  Bept    19BI   li   eorrectnil 
rept    far  Aug     19B1 

HP.OCZKAiE.  J.        Northoast    Nuclear    Energy    Co.     (subs,     of   Northeaat 
Utilities*.         MROCZKft,  E.  J.        Northoast     Utilities,        BIX  10/13.  Off  ico 

of  Management    and   Program   Analijiis.        Ip.       19912;O<?4.       H4X 
fi  che:  90-245.  B1/1O/13,  B2I  1030239. 

— -0311030342   Monthly    operating    rept    for    Sept    1981. 

NEHBURQHjG.        Northnast    Nuclear    Enai-gy  Co.     (sub*,     of   Northoast 
Utilities).        Bl/10/10.       App.        159ia:0-?5.       24X   Fiche:  50-S4S, 
Bl/10/13rBZ 1103023?. 

— 0311030317   Corrected    monthly    operating    rept    for    Aug    1981. 

NEWDUnOHrO,        Morthaast    Nuclear    Energy  Co.     (»ubi.     of   Northoast 
Utilltie.t.        Bl/OT/02-        !p.        1S9I2:  101.       34X    Fiche :  50-S45,  G  1/1O/13, 
021  1030539. 

B211030174  Foriuards   nonthlij    operating    rapt   for   Nov    19H1. 

MROCZKA-E.  J.        Nartheast    Nuclear    Energy   Co.     (subs,     of    Northeast 
Utilities).        MROC2KA,  E.  J,       Worth  ea«t    Uti  1  i  t  ie  a,        01^13/09.  Office 

of  ManagBment    jnd    Program   rtnalysla          Ip.       13909:333.       24X 
Fiche: 30-S45,  B1/12/O9,  031 1O30174. 

— 92I1O3017B  Monthly    oporating    rept    for   Nov   1931. 

HARRrtN.O         Northeast    Mutlear    Enorgij    Co.     (suba.     of    Northeast 
Utll  Ities).        MARRAM.  0.       Northeast    Utilities.        Bl/13/09.       7pp. 
1590^:334.        34X   Flcha:  SO- 243,  31/12/09,621  1030174. 

Q21102002B  Foi-uiardi    monthly    operating    rept  for   Aug    19E32, 

HROCZRA.E.  J.        Northeast   Nuclear    Energy  Co,     (subs,     of   Northefltt 
UtllitieJ).        MROCIHArE.  J.       Wortheas  t    Utll  it  ies.       D2/09/09.  Office 

of   Resource    Manau emont.     Director.        Ip.       19901:071.       34X 
Fich«:  SO-249,  32/09/09,  B2  I  10300H0. 

— 0211030031    Monthly    operating   rapt    for   Aug    1982. 

HrtRRANj  0.        Northsiast   Nuclsar    Energy    Co,     (»ub«.     of   Wor6hca»t      , 
UtllitUi).       62/09/07.        9pp.        t  sea  1: 072,       24X   Flch«:  50-H4.5. 
B2/09/O9,  0211O2002S, 

S21I1IOIB1    Foruards   monthly    oporotlng    rapt   for    Sept    1983. 

MHDCZKA.E.  J.        Northeast    Utilities.        MHOCZKA,  E.  J.       Northeast   Nucl»nr 
Energm   Co.      («ubi.     of    Northeast    ITtilities).       32/10/13,  Office    of 

Resource   Management-     Director.        Ip.        1603i:  237.       24X 
Fiche: BO-S15,  02/10X13,8211110101. 

— 0211110107  Monthly    operating    rept    tflr   Sept    19BH. 

HAHRAN.  0,  Northej»t  Muclear  Energy  Co.  (»UQ».  af  (Jorlhe««t 
Utliitio»).  82/10/13.  4pp.  14036;23B.  21X  Fit  htl  50-245, 
82/10/13.  3311110181. 


3308190253    IE    Info   Notice    B2-43,     "PWR    Loui   Temp    Overpreisur* 
Protection."    Svc    list    encl. 

JDFIDAN,.  E.  U.       Division    of    Engineerlnj    t  Quality   Assurance.       02/11/19. 
Consolidated   Edison  Co.     of  Neu  Vork.     Inc.       93pp.       16232:298.       24X 
Fiche:  50-000,  82/1 1/19.  02001TO253. 

B311300073  AcV    receipt   of  021012   t  29    1 trs    informing    NfiC    of   stsps    takon 
to   correct  violations    noted    in    IE  Emergency    Preparedness 
Appraisal    Repts    50-249/02-01    (.    50-336/82-OI . 
NARHNi  T.  T.       Division   of   Engineering    fc   Technical    Programs.       B2/11/23. 

COUNSIL.W- 0.       Northeast   Nuclear   Energy   Co.     (sub*,     of  Northeast 
Utilities!.       Ip.       16230:062.      24X  Fie  he:  50-245,  B2/H /23,  SBI 1300073, 


S.    Reportahln    occurrences,     LER»    &    related   correspondence 

82110(iQ147  Forwards  LER  e2-022/03L--0- Detailed    event   *nilg«kf   end. 
MROCZKAiE.J.        Northeast    Nuclear    Energy   Co.     t>ubi.     of  NortheJ"* 
UtllitiesJ,        M«DC2HA,E.  J.        NortheJtt   Utilities.       02/10/28. 
HAVNESiR.  C.        Region    1.     Office    of    Director.       2pp.       15991:059.       SI 
Ficha: SO-243.  82/10/20.  B21 1060147. 

— 0BllOfi01S8   LER   B2-O23/O3L-0:  on    02O928.  *taek    9"    recorder    found    s 
Catind    6g    operator    error.  Recorder    turned    or    &    Incident 
reviewed    u/operatlng    *t*ff. 

THOLLrT.S.        Northea»fc    Nifclear    Eneroy   Co.     <sub».     of  Northeast 
Utilities).      62/10/80.  Region   1-    Office    of  Director.       Ip. 

13931:061.        34X   Fiche:  SO-245.  B2/1O/80.  021 1O60147. 
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SJlIUu*iJ   Forvjrdi   LER   ES-023/0-3L-0.  De  tailed    event   analysis    end. 
«Rfii-;^A,E  J       HorftMit  Nudur   Energy    Co      (subs     of  Northeast 
Utilltiti)        KHGCJMA.E.  J        Northeast    Utilities.       92/11/04. 
HAVNES.fi   C.       Region    I.    Office    of    Director        3pp.       16043;  299.        24* 


--eSHI204ift   LEfl   62-023'OjL-O.on    S21005,  sanple    isolation   waives     I  -RR-36 
l-KR-37   fjilrd    to   neet   Jcciptano   criteria   of    19.95   icfh 
fit    Itjkjge   Caused  by   teat  erosion    on  both  valves. Plug 
erosion   found    on    l-HR-37   Suti    ti   plugs   replaced. 
TmJLL.T  S        North  1*1 1   fluclear    Energy    Co      (subs,     of   Northeast 
UtilttiM)         THULL.TS        Northeast   Utilities.       83/11/04  Region 

I,    Office   of   Director        lp.        16043   301        3<SX   Ficfte- 50-245.  62/1 1/04, 
8211120463 


62IU70MA   Forwards   LER   B2-034/03U-0.  Deta  tied    event   analysis    end. 
MffCClWA.E  J.       Northeast   Nuclear    Energy    Cu.     (lubi.     of   Northeast 
(MllitittJ         MROCZKA.E.  J.       Northeast   Utilities.       82/11/19. 
HAVJES.fi.  C        Rtgion    1,    Office   of    Director.       2pp.        14336.  OH         B4X 
Ficfte.  30-245.  02/11/19,6311390616 


Belt  170093   Requests    cfiatige     to    physical     security     pj^ii 
uhcn   vital    neui   areas     identified     in    NflC    020 Sit)     Itr     i. 
protected    per     10CFR73    55 

VARCArS.  A.       Operating    Reactors    Branch     t          OLVll/O'V 
Coniol  idatcd    Edison   Co       of    New    VorV,      Inc  |p  ]  j,  | 

Fie  her  50-247,  B2/ 11/09,021  !  1  7007B 


B21I390443   Forwards    IE   Enr'orc  cmeri  t    Conference     It  o|J  t     !i( 
820702.  No   noncompl iancs    noted 

MARTIN,  T.  T.  Division  of  Engineering  (,  Technical  l'i 
Q'TOnLEiJ.D  Consolidated  Ed  15. on  Cu  of  Noui  Vm-k 
16219:003  24X  Fiche  50-247,  BS/1  I/IO,  021  12TO<MJ> 


— B211290460    IE    Enforcflment    Conference    JU'pl     'jQ    ;?4V/u,'    ^ -,.    ,, 
noncompliance    noted    t1a  jor    area  s    discussed     fipuJi'iyt    ,\r     \t 
Safeguards     Insp    Repts    50-247/02-07    ',    50-L1<17/IS.'''  ]  I     i* 
physical    protection   {<   radiation    protoctinn    (irnij  IM-"  » 
MCDKIDE,  M.  H    ,     OREENMAN,  E.  G         Regiun     1,     Offuo     nr    H|lr1i. 
03/11/03         2np.        16219    005.        24X    F  i  c  he.  :i<)".-,"l  r,  nj  f  I  1  .•  fn    } 


LEB   62-024/031-0:  on    S21019,  prsisur*    suitth   261-30    tripped   at 
95   pud   during   nun   *t«am   line    hijh    -f  lou    functional    cjlibr 
tut   C«uitd    bij    titpoint    drift .  Prtnur*   suitcn    reset. 
ECHKE1KERT-THUL     Northeait  Nuclear   Energy    Co.     (subs,     of   Northeast 
UtilititO.      B2/11/19.          Region   I,    Office  of  Director-       lp. 
16:24:016.       34X   Fichs:  50-249,  B2/1 1/19.  B21 1290616. 


8211220206  Foruards  rcvioui  of  rad  i  1. 1  og  I  ca  1  Dnier  y  p I 
for  fac  i !  1 1  ies,  to  give  Cornmi  39  i  on  flccur.ilu  t,  ilu 
understanding  of  state  of  emergency  p  report1  Jnu  i  ti 
communities  arounif  plant. 

PDSNER.P.,  RODRIGUEZ, P.  ,  FREEHAND,  J.  f'.iruntu  Ci 
Point.  02/11/15.  PrtLLAOINO,  N.  J.  ,  ftHEAHWK.J  .  O 
Com-nis>ioners.  112pp.  16161  144  24X  ('ithu  :i(> 
B21 1220206 


D3CKET   5Q-247   INDIAN  POINT   STATION,     UNIT   2 

F      Stcuritj,    medical,     emerjtncy   6    fire   protection   plans 


521004D06Q   Generic   Ltr   63-17    to   all    poutr    reactor    licensees   t 
applicants  b  holders  of  CPs  re    Inconsistency  betuieen 
r«iuir»i!ienti    of    10CFR30.  S4(  It   f.    ST3   for   performing    audits    of 
eatrgency  preparedness  programs,  Svc    liaE  end. 

EIEENK'JT,  0. 0.       Division   of   Licensing.        63/10/01.  Consolidated 

Edison    Co.     of   tliu   Yord.     Inc.       llpp.        16003: 3BB        24X 
Fiehe:  50-000.  B2/IO/01.  621004006B. 

0210070325  Ad    receipt   of   B30M4    Itr    informing   (JRC    of   steps    taker,    to 
correct    violations   noted    in   IE   Emergency  Preparedness 
Appraisal   Rept   50-347/32-02. 

S?I?V?'H        "'vision   of   Emergency   Preparedness   t   Operational    Stfppnrt 
W/IO/01.      O'TOOLE.J.D.       Con.o  lidated    Edison   Co.     of   Nt»   Vsrl,.     Inc 
lp.       15634:039.       24K  Fiche:  50-247,  B2/IO/OI.  8210Q70335. 

-5210070343  Responds    to  HKC   820310  Mitlnt   rB    IE  Emergencij   Pr*p.r.dn«. 
Appraisal    R.pt    50-247/82-02.  Corrective   actlons'App   B    lJeL"P 
3,10,13121   resolved.  Item  12   not   fully    imp  lemented.  but 
emergency   response   cjpabi  lit)  ts    not   affected. 

HAVNSsfRJCD      RSalon'l^Offici'o^Di0'     DtNEwVnrtj     lnc-       Sa/Oi/14. 
Flche:  50-247,82/10/01,8310070325  l>|1  B''        34X 

8210070019   G.n.ric   Ltr   B3-21    to   all     Licensee,    »   applicant,    Df   nuclear 
Forward "'ui Sin"  ^^  Bl""   '°r    ft"  p"tectl°"  ^"t,  nucl"r 

elclr""1T.D .C.       Division   of   Licensing.       BS/lO/Ot.  Conso  1  idated 


i  r  <j  tt 


, 

Ftc(.t;5C-«10,B2/IO/30,e2l02Mloa 
6211130494    Act    rtctiot 


:  s 


8311220325   Releases    public     version    of    reviintl 
iinplementing     procadure. 
FELTOM.J.M.        Division    of    Rules    and    Re  cords  IIIVtl/l?  f- 

Management    Branch.        lp          16200'  2BO.         L'4X    Pi  r  hit'  ftil    tm  i   iu  •  1 1     ( 
9311220325. 


— S21 1220329  Fornrards  public  vorsion  of  reviauil  t  m* 
Implementing  Procedure  1P-1027,  "S  i  to  Pur  mini  H  1 
Accquntabi  1  i  ty  &  Evacua  t  i  on"  i  perstmnp!  loli'iili 
Q'TDOLE.J  D.  Consolidated  Edison  Co.  of  NIHJ  Vi. 
HAVfJES,R.C.  Region  1,  Office  of  Dirpccur  111 

Fiche:  50-003,32/11/17,  021  1220323. 


I  1*1  f  j 


9311330333   Public    version    of    revised     Emori)  aril  y    I'ldn     IP? 
Procedure    1P-1027.     "Site    Personnel     /iccroini  l.iu  I  I  I  I  <,    fc 
Evacuation"    temergenci;    personnel     tclcnhiinn     ]|9lu<^ 
«      Consolidated    Edison    Co.     nf    New    Vork,      1  ni  *!;,'-' |U,'s 

16200-383.        34X   Fit  he    50-OO3,  03/1 1  /  1  7,  {.IE  1  1  ;.>;'!>:  i.'t 

93113^0433  Requests  info  needEd  for  dot  ermiru  nu  ur.rll.r>  r 
action  warranted  re  emergency  p  re-pare  dnesu  Dcfii  l*m  i.. 
be  corrected  by  821313  per  020H03  Itr 

DIRCK9.W.J.  Office  of  the  Executive  nimi/lur  Cut  iJ,,r-«< 
B3/H/17  THOHAB.L.H.  Federal  Emergency  M.ui,l(iii^im  I  fl,, 
1623-0:078.  24X  Fiche:  50-003,  B2/  1  I  /  1  7.  021]  i^CMIIH 

B2I123028I  Forwards  UJ  Dincks  831117  Hr  In  H:m  i'v^...il.. 
itat*  of  emergency  pruparedneg s . 

HASSELL.DF.  Hearing  Branch  I  B2/II/1B  Ol.CAtJUW.  ,f  >' 
PARIS.O.K.  Atomic  Safety  and  Licensing  Don  rd  I'flncl  J, 
16193:262.  2tX  Ficho:  50-9-17.  S3 /I  1/10,  {(,?]  |;<:j<);.;m 

8311290173  Forwards   changes    to   security     force     Iran, ma    t.    t 
plan  dtd  S20930.  Changes    do    not    detrqasp   s.i  f  D-aujriT* 
effectiveness. 

F.       Consolidated    Edison   Co.     of  Neui    York,      (m 
,    .  *'      °P^ating    Reactors    Branch     1,        lp          Ir.Mlft     *,'-: 

I che:  50-003,  32/11/10,8211290173. 


—8211290177   Forwards    revised    Pages    a    t 
qualification   plan. 
SKOTZKa.M.        Consolidated    Edison    Co 


40   tu    HBriii  I  li,,    «n. 
of   Mew    Y(tr».      Ir.c 


*MJ  I'1!""  CQ'    of  NEU  York'    I 

24X   Fiche:  50-003,  82/  1  1  /  1  B,  BSI 
correspondence 


HASSEL 
PARIS  OH 


!1    ^cf  1015    >*••    " 
*   •1»"i""n*   "•"« 
n*   •mlr«n<«   Panning 

"»    Dr.neh    I.        B2/1O/29. 


FEHA 


AIS  OH        a,  .  . 

15870    136        2«"i;    f*':iV    "nd    L'  =  ""in9    Oo^rrf    P0n»I 
l3a?Q,  136.      24*  FichB:30-a47.e2/IO/2a,  6211010^47 


order  c°^^^  «LD 

r?f:WK'""J    L"=""""fl    " 
Fiche:  50-247,02/10/20. 
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B2I10I0205  Advit*i    that   summary    of   G21013  meeting    u/util    tt   consultants 
re   Sandia    preliminary   draft    1 tr    rept    evaluation   of    plant 
probabilistic    safety    study    conclusion    on   frequency    of 
Accident    sequences    served    on  ASLQ   b   parties    on   B21027, 
MOORE.  J.E,       Hearing    Branch    1.       02/10/39.       OLEASON,  J.  P.  ,    SHON,  F.  J.  . 
PARIS.d.H.       Atomic    Safety    and    Licensing    Board   Panel.       lp.       15067:3^3. 
24X  Fiehe:  50-347,92/10/39,6211010205. 

8211040424    Updates   Dockland    County    Info    re    si  rent,  emergency    equipment, 
population    eitlmates.  finances    &    proc  edures.  Info    should    Nave 
bun    forujrdeif    to   NRG   by    FEMA.  County    Resolution    320    end. 
FLEISHEn.Z   S        Hast   Branch    Conservation  Association.       92/10/29. 
PALLADINO.N   ,     OILIN5Kr",V.  ,     AHEAflNE,  J.  F.        Commissioners.        10pp. 
1392A:  0!  1 .        34X   Fiche:  50-347,  62/10/29.  831 1040424. 

BBllOaOOol    Advises    that  author   unable    to   attend   821103-04    prehearing 
conference. Ltr    should   be    considered    State   of  NY   response    to 
« Ufa  mi) linns    on   scheduling    of    emergency    planning    issues. 
FEINBERQ.  J.  D.       NeuVork,    State    of.       B2/10/39.       GLEASDN.  J.  P.  , 
PARIS.,  0   H.  .     SHON.F.J.      Atomic    Safety    and    Licensing    Board  Panel. 
3pp.        15976:142.        24X   Fiche  :  30-247,  02/10/29.  821 10BOO61. 

S2  111  60320   Response    to  B20526    interrogatories    t>  document    requests   re 
Quntion    &.  Interrogator!"    received    on   H21015. 

CORREN.  O  H        Greater  Neu   Vork   Council    on  Energy,       82/11/03.  Pfficc 

at    the    executive   Legal   Director.       Bpp.       16091:193.       24X 
FicNe:  SO-E47,  B2/1 1/03,  021 1I6O32O, 

SB1I16O317   Notice   of  appearance    in   proc  ceding .  Certi  f  icate    of   Svc    encl. 
COLDBEnO.M.       Public    Interest  Research    Group-    New   Vorfc.       02/11/04. 
Sff          14091:201.        24X   Fiche  :  30-247.  BB/I 1/O4.  821 1 16O317. 

BSL1U032B   Motion   to   amend    svc    I  i  st.  sub  it  itut  ing   H  Goldberg    for 
J  Oilrc-u    ai    counsel    for   PIRO  of   NV  &   correcting 
A  Potterfleld    address.  C«rti  f  Icate   of    Svc   end. 
HOLT,  J.       Public    Interest    Research  Group.    Neui  York.       B2/11/04. 
Atomic    Safety    and   Licensin9   Boartf  Panel.       2pp.       16091:190.       H4X 
Fiche:  50-E47,  83/11/04,831 116033B. 

92L1I0Q02O  Responds    to  FOIA   request    for    five    categories    of    documents. 
Document*    re    Item    I   available    in  PDR.  Forwards    document* 
listed1    in   App    A,  Search    for    documents    re    Itnm   5   continuing. 
FELTOH.  J.«.       Division   of   Rules    and   Retards.       8S/11/04.       HIATT.S. 
Ohio  Citlieni    for   Responsible    Energy.       3pp.        1&155:  173.       24X 
Fiche:  90-247.  S3/11/04,  B21 1 180020. 

—  BaiUBQl-m  Submits   resignation    Itr   due    to    conflict    of    interest    in 
Indian    Point   case.  Certi  f  icate    of   Svc    8,   svc    list    oncl. 
CARTER.  L.  J.        Atomic    Safety    and    Licensing    Board    Panel.        B3/09/01. 
PALLADINO,  H.  ,    ftHEAHHE-J.,    ASBELBTINE,  J,       Commissioners.      App. 
16155:334.       24X  Fiche:  50-547,  03/1 1/04,  B211 1B0020. 

6211080192    Motion    to  amend    svc    list   by    adding    two   FEMA  representatives, 
Certificate    of   Svc   and. 

MOORE,  J  E        Hearing   Branch    1.       83/11/05.  Atomic    Safety   and 

Llesnslr-a    Board   Panel.       4pp.       15993:214.       24X  Fiche;  50-247,  82/11/OJ, 

S2UCB0152. 

S2lll504ifl    Advises    of  misleading    statement  made   during   NRC  821031 
meeting.  RoeHand   County   was   not    participating   u/plant 
energeney    planning    steering    group.  County   officials    were 
seeking    info.  Resolution  320  not    rescinded. 

CRAHr.J.T-       dockland   County,    NY.       BS/ 11 /03.       PALLADINQ,  «.  J. 
CQffl*ts.  (oners.        3pp.        16057:134.        24X    Fiche  :  30-247,  B2/1 1/09. 
921 I15O464. 


8211300082  Hoard    Notification    B2- 1 1 :  if oruards    util    special     investigative 
proceeding    rept.     "CSO   Calculations    of    Hydrogen    Detonations 

in    ZIon    &   Sequoyah    Nuclear    Plants."  

LAIMAS.C.C,        Assistant    Director     For    Operat i ng   Rear  tors.        FIN    A- 1 346. 
82/11/1&.  Atomic    Safety    and     Ltcenslng    Board    Panel.        39pp. 

16263:014.        24X    Fichu: 30-247.92/11/16.6311300083. 


nemorai 


6211190232   Errata     to    ASLB    B2I115 
typographical     errors. 

GLEASGM,  J.  P.        Atomic    Safety   and    Licensing    Board   Panel 
lf.         16131:24*.         34X    Fiche:  5O-247. B2/ 1 1 /17,  8311190232 


order,  correcting 

82/11/17. 


B21122O2QO    States    Rockland     County     intention    re    emergency    planni ny     fnr 
faci  litios.  Rockland    County    radiological     emergency     rtspanso 
plan    developed     ui/a    necessary     input     from    local    officials 
charoed    u/imp 1 ementa 1 1  on     of    plan. 

GRANT.JT.        RoetlanH    County.     NY.        H2/  1  1  /  1  B.        PALLADINO,  N.  J.  , 
AHEARNE.J.  ,     G1LINSKY,  V.         Cofran  i  ss  i  oner  s  .        3pp.        16165   230.       34  X 
Fiche: 30-K47,  83/11/18,  021 I32OZOO. 

B211320349    Advises     that    NY    County     DamocratU     Committpe    passed    encJ 
reiolution   on    821118    favoring    permanent    closing    of    plants. 
FARRELL.H.D-        Affiliation    Unknown.         B2/11/18.       PALLADINO,  N.  J.   , 
AHEARNE,  J    ,     GfLlNSKY.V.         Commi a s i oner s.        3pp.        1A163'344         34  X 
Fiche: 30-247,  B2/ I  I/ 13,  BH 1 1220249. 

B3112302B1     Foruards    UJ   DircliB    321117     Itr    to    FEMA   requesting    info    re 
state    of    emergency    preparedness 

HABEELL,  D.  F-         Hear  i  ng    Br  anc  h     1.         B2/11/I3         GLEA3DN,  J.  P  .  ,     SMDN,  I- .  J    , 
PARISiO.  H.       Atomic    Safety    and1   Licensing    Board   Panel        3pp. 
16173:2*3.        S4X    Fiche:  50-2-17,92/11/10,8211330291. 

3211230429    Response*    to    first    set     of     i  n  terrogfltnrl  es    !.    itocumant 
reooesti    on    ASLB   Queation*    1,2    &    5. Cer t i f Ic ate   of    Svc    encl. 
BRANDENBURG,  B.        Consol  i  datei    Ed  i  aon    Co.     nf    Neui   York,     Inc. 
COLAHULLI.P.  F.       Pouer    Authnrltg    of    the    State   of    New  York 
COLARULLI.P.  F.        Morgan    Associates.        B2/11/19.  Union    of    (.onccrntfl 

Scientists.         135pp.         16190:163.         JMX    F  iche:  50-347.  02/1 1 /19. 
B2H23O429.  * 

8211330454    Answers     to    Q2O711?    fir»t     «eb    of     interrogatories    (.   documont 
requests    on    ASLD    Questions     E,  2    S.    5    t>    motion     for    protective 
order    re    Interrogatory    5.  Affidavits    &   Certificate    of   Svc 

HOaRE.J.E.,     MCGURREN.H.  J.         Hearing     Branch     1.       B2/I1/19.  U"l"?.'it,, 

Concerned    Scientists.        34UPp.         16189:133.         MX   Fi^he:  30-247.  B3/U  /!«?, 
B21  1230454. 

B211H304BS   Responses     to     interrogatories     &•    dDcumunt     requests    on 
Commission   Question   2,  Con  tent i on    2.  2- Cert  if icate    of   Svc 
encl. Related     correspondence. 

BflANDENBURO,  B,  Cons  o  I  I  da  Led  Edison  Co.  of  Neui  York,  Inc. 
CDLARW-LI.P-F.  Pouer  Authority  nf  tho  State  of  Meu  Vorl. 
COLARULLI.P.  F.  Morgan  Associates  02/11/19  West  Dranch 

Conmervatlon    Association.        14pp.        16192104.      34X 
n che: 50-247,  32/11/1^,  B2 1 1230406. 

9211300353    Supplemental    response     to    first    set    of    i  nlprrogator i o s    ro 
Questions    1    «.    2.  Cer  ti  f  i ta t*    of    Svc    unt  I .  „„„„.,,,   r 

MOnoAN.  C        Pouer    Authority    of    the    Etate    of    New  York.       MORGAN,  C., 
Morgan    Associates,        92/11/32  Qfftce    of    the    E.etutive   Lega] 

Director.        7op.         1^342     194.        24X    Fi  c  h  e    5O-247,  B2/1 1/32.  931 1  3003^ 


6211100229   He  mo  rand  urn  &  order   amending    minimal    svc    listrfldding 
SC    Bhollu    of   UCB  b  SH  Perry    of    FEMA, substituting   M  Goldberg    • 
for    J  ftilroy    of  PIHO  of   NV  *<  SL  Baum    for   Tfi    Frey    for  PASNV 
fc    changing    A  Potterfield    address.  „„,,,  ,na 

OLEASOM,  0.  P.       Atomic   Safety   and   Licensing    Board   Panel.       03/11/utJ. 
2pp.       16022:073.       24X  Fiche:  30-247,  83/1  I/OS,  B31 1 10032B, 

8311190376  Response   opposing   UCS   oral    motion    to   amend    contentions. 
fieo.u«sterf   arnendi   untimelu.  Tmo-prong    test  re    contentions   not 
ni«t.  Certificate    of  S^c    end.  HnoDAu 

BElANDEMBUflOi  B.      Consolidated  Edison   Co,    of    Neu  York,     Inc.      MORGAN. 
Pownr   Author!  ti,    of    the   State   of   Neui  Vork.       MORGAN,  C.      Morgan 
Associate*        82/11/0?.  Atomic   Safety   and    Licensing    Board   Panel. 

15pp          14036:330.        24X   Fl  che:  50-347.  82/11/09.  B21 1 150374. 


B211170344   Memorandum  t   order    formulatino    finfll    contention!   !.    setting 
schedule.  Hearing    on  Question*   3  fc  4  will    commence    on  S30103. 
Contention*    to   be    litigated    listed    in    app, 

OLEASON.  J.  P.  ,    PARI8.0.H.,    8HON,  F.  J.       Atomic    Safety    and   Uctnaing 
Baird    Panel.       B2/11/15.       31pp.       16105:145.       24X   Fiehe:  50-247, 
82/11/15,9211170344. 
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H.     Oensral    corr  eiponifence 


r 
for 


"      "•"«l»>    —rB.nr,    ,rep,T.dn«s. 

t*.  t«    jive  Co^inion  «curatB    !,   thorough 
understanding    of   ,t*t»   of    enrrgencu    prepan  dntss    in 
conmuni  t  l>i    around    plant 


T«C    10912   r.    App 
" 


,  SO/Oi/16.  B007O10771 


,3pp. 


s;~ 


B2092I0027  Offnar(c  Ltr 


Forward*    requ^.t    for  4dtfl    info   r,    THI    Ite 

""!;/;*!'-"  Sraft  *"»«'««i  i*r  «n'i 

D.   Division  .of  Lieeniinj 
.   5pp.  ' 


B2110403S7  Foru.rd.  Amend    BO   to 
notlc.    of    l«Mne.  (, 

;«B".:irS4.*°  rim"n  in  hot 

HANNOM.J.N 


R-3fi, 


Operating   Raactori    Branch    1.       BS/iQ/sn       n 
Consolidated    Ediion  Co.     of  Neui    York,     Inc        3na 
Fich»:  50-347,  B2/10/BO,  B21 1060339.  ' 

-62110*0392  Amend   BO   to  License    DPR-26, modify !„ 
plant    to    remain   in   hot    shutdown    for    3  dau»    t 
cooler    24    on  one-time    basis. 
VAROA.S.  A.       Operating    Reactors    Branch    1. 
13970:053,       24X  Fiche:  30-247,  B2/10/20 


-B2110t0396  Saf.tg    .v-luatlon   .upporting  rtmBnd   flO   tr  Ll 
*     Office    of  Noelur   fieactor   negulation,    Blr.ctnr 
S7.       24X  Fiche:  30-247,  92/10/20,  ' 


b*  li 


:060. 


°PBPJItin9    R«cton    Branch    I, 

24X  Flch*:  30-247,  K/IO/BO,  B3H  OA030V 


y,t 


S  A 
.S.  A. 


odlflei    rit 
.n.T.t.T    tS   , 
D2/IO/3I        fl-IOa  r  J 
3pi 


li.uanei   t  avaUablll  ty.  Amend 


psrating  Reactors  Branch  1. 
lidHt^  Edi.or,  Cg.  ofNfuYork,  Inc. 
:  50-347,  ea/10/21,Baill004IB. 


e21HOO«3   Amend  Ql    to  Licen.e    DPR-Bi,  modlf  g  1  ng    T»eh  P».c4   t. 

£n.p    requirement,    for    .team   generator   tube.  "" 

riSXi'  S",1?  '        OP*""^    R«actor«   Branch    1.       OS/10/U\  if,,, 
16032:  B71.         24X   Fiche:  30-347,  B3/1D/B1,  BB1  1  1OO4IO 


B2U100M7  Saf.tg   .valuation   .upportinj  Amend    01    to  l 
.iS^  S      °*  NuclMr   "oictor   Regulation,    Dlr«rmi'f 
Ifi032'307.       24X  Fiche:  50-247,  B2/10/S1, 


(II 


°PsratlllB   Reactor*   Branch    1.       OS/  10/8  1. 
34*   Fieh.:  50-S47,  S2/10/2I,  021  1  1004IO 


=on  ti    for    CP  rs    guidance   for    imnlangntlni 

SRP   ruU.Foriuard.  NUREO-0906.  WUfiEO   to    be  uied    a.    iniiri! 
m»»»ure    until    Reg  Guide    I.  70  revised,  five    lilt    nncl 

Idi^C^-^  K,01^1^  ?'  LlCEnaln9-  «"">'»•  ' 
e!  I  .S  ™S  N»u  Vork,  Inc.  9pp.  15993:299.  H4X 
Flche:  50-000,  Ba/10/26,  BaiOHMOBB, 


*.n*rtc   Ltr  S2-82    to  all   PHR    Hcen....    r,  ConM.it  i.«, 
reqtmt    for    info   concerning   itean  generator    tub*    InKnrlli 
Forward*   Cangrniman  EJ  Markeg   821019   auastliint    r»   HIM 
g-nerator    tube    integrity.  Svc    list    enc  1 

EISENHUI,  D.  O.        Divliion    of  Licensing.       B2/10/SA.  Caimll  t  »  1  1 

tauon    Co.     of    Nty  York.     Inc.       10pp.        16097'  032        24* 
F£che:SO-000,  02/10/26,8210370030. 


B21UOOS19  R.  quest,   comments   by   021113    on  EMI    draft    *n»Um 

,PrABnA^\*<"1S*<ll"rlc's    do°    *"  ba""13*    penetration, 
vftHOfl.s  fl        Operating   Reactors   Branch    1.      8S/10/S7.      O 
conioHrfated    Edi.on  Cd.     of  Neui  Yorl,     Inc.       2pp.        U(HO 
Fi  the:  5Q-Z47.  82/10/37,8211100919. 


»* 


- 


B2111B006a  Forwards   tafetg    evaluation    of    util    rainoni*    to 
Item    I  I.E.  4.  a.  6  (,   I  I.E.  4.2.7  concerning   prlmaru    ( 
v*lv.j.R«9uirem.nts   of   both    Item.  met. 

VAROA.S.A.  Operating  Reactors  Branch  I.  82/11/09  OTOtt.C-p4 
Coniolidated  Edison  Co.  of  Neui  York,  Inc.  Spp,  UIS3  IM  B* 
Flth.:SO-a47,  SB/ll/0?,eaill80062. 


9211160047  0»n«rlc   Ltr  92-S6   to   p  ow   reactor    llctrx 
Vraln)    re   NUREO-0744.  R.vi.Ion    1,     "Pr«»sUrt   Ve..,I    M*tl 
Fratturt    Toughnii*.11   Forwards  NUREO-0744,  RevKlon    J.  tf/« 
•  nil.  Svc    liit    encl. 

EJSENHUr.D.  0        Division  of  Licensing.      82/11/12.          C»r 
Edl«on   Co.     of    N»u>  Vork,     Inc.      52pp.        16MB:  SIS.       B4X 
Fi  che;  30-000-  82/1  I/la,  821  1  160047. 


j  lnlorm'    th«*   *«h*<fuU    for   rtiponse    to   B210I5 

addl    in#o   re    TMI    Him   I1.K.3.2S,     "Power   to   Pump    Bull, 
be   frovidtd    by    021217. 

S«S?L!'  ^  Oi  «    Co""H''«t«iJ   E</Iion  Co.     of  Neu  York,     int 
VAflOA.S.A.       Operating   Reactors    Branch    1.'      In. 
FIchi:  30-847-  82/11/19,8211300301. 
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Q      ]nipertion   reports,     IE  Bulletins   t   correspondence 

E209L9Q32Q  IE  Info  Notice  62-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Girth  Weld  of  Steam  Generator  at  Operating 
PMH.  "  Svc  list  end. 

JOHDAI-'rE  Division  of  Engineering  &  Quality  Assurance,  62/09/16. 
Consol  Hated  Edison  Co.  of  Neu  York,  Inc.  105pp.  15930:001.  24X 
Fiche.  50-OOQ.  O2/O9/li,  S30BI<5O220. 

S2CB1  50222    IE    Info    Notice    B3-34.  Revision  li     "Welds     in    Main    Control 
Pins  1  5         Svc     list    eii^l.  „„  _____  „ 

JOHDflM.E   L.         Division    of    Engineering    4  Quality    Assurance.        62/07/17. 

Consolidated    Edison   Co.      of    New   York,  Inc.         107pp.        15993:103.        24X 
Fiche.  50-CCQ,  B2/  0?/1  7,  020B  190232. 


IE     Info    Notice    B2-39.     "3vc    Degradation    of    Thick    Uall 
Stainless    Steel     Rec  irculat  ion    Bys    Piping    at    BUR   Plant.  " 
Svc    1  ist   enc  I  . 

JORDAN.  E  L         Division  of    Engineering    t  Quality   Assurance.       02/09/21. 
ConsQ]  Idated    Edison   Co.     of   New   York.      Inc.        86pp.         16017:09B.        24X 
Fiche:  50-000,  02/O9/21,  B2OG190229. 


8211I20496;  Ack    receipt    of    821OHO    Itr    informing   NfiC    of    st-eps    taken    to 
correct    violations    noted     in    IE    Emergency  Preparedness 
Appraisal    Rept    50-247/Bl -06.  „„,,,,„„ 

MARTIN,  f  T         Division   of    Engineering    S:    Technical    Programs.       Ba/ll/U3, 
O'TuOLE,  J.D.        Coniolidated    Edison    Co.      of   New  York,     Int.       2pp.  ; 

16043:102.        34X    Flche:  50-247,  S2/1 1/03,  B21 1 120496. 

— B2111205O&  Responds    to    HHC    820B12    Itr    re  violations    nnted    in    IE 
Emargency    Preparedness    Appraisal    Kept    50-247/01-06. 
Corrective    actions:  ba-c  kup    commun  i  ca  t  i  ona    between    counties    & 
state    provided    by    microwave    connection   from  site    to   NY  City. 
O'TGOLE.  J.  D.       Consolidated   Edison   Co.     of    tisia  Vork,     Inc.       B2/1O/2Q. 
HAYNES.fi. C,        R«ginn    I,     Office    of    Director.      2pp.       16013:104.       24X 
Flche:  50-217,02/11/05,  BH1 11EO496. 

02111S0301    Informs    a!    NHC    B211IB-2O    independent  nondestructive    e»aros    of 
steam   generator    upper    shall    to    transition   cone   girth   welds 
per    ASME    Code    requirement  s.  App  ropr  iat  a    scaffolds    &   staging 
should    be    provided    to    facilitate    insp. 
MARTIN, T.T.        Division    of    Engineering    &    Technical    Programs.       BH/ll/O1?, 

O'TOOLE.J    D,         Consolidated    Edison    Co.      of    New   York.     Inc.       3pp. 
16141'  195.        2 IX    Fiche: 50-247, 32/11/09,  831 1 1 B03O1 . 


S2QB190223    [E    Info    Notice    B2-3B,      "Change    in    Format    Si    Distribution    Sys 
for     IE   Gullet  Ins.  Circulars    S>.    Info   Notices.  "    Svc     Hat    end. 
DEVOWSS.R.C.        Director's    Office,    Office  of    Inspection   and 
Enforcement         03/O9/22.  Consolidated   Edison   Co.     of   Neu  York,     Inc. 

110pp.       I60ie:02l.      24X  Fiche:5Q-000.83/09/22,8208190333. 

8300190232    IE    Info    Notice   02-40,     "Deficiencies    in  Primary    Containment 
Electrical    Penetration   Assemblies."    Svc    list    encl. 

JORflAN.e   L.         Division    of    Engineering    &   Quality    Assurance.        02/09/22, 
Consolidated    Edison   Co.      of   New   York,     Inc.         112pp.        13930:019.        24X 
Ft  chc:  50-000.  £12/09/22,0200170232. 


5211390442   Forward*.    IE    Enforcement    Conference   Rep  t    50-247/92-25-    on 
82Q902.ND    nonccmpliance    noted.  „,.,,, 

MARTIN,  T.  T.         Division    of    Engineering     S:    Technical     Programs.        Q2/I1/1O. 
O'TOOLE.J   D.         Consolidated    Ediion    Co.      of    New   York.     Inc,       2pp. 
16219:003.        34X    Fich a: 30-247, 82/  1 1/  I  0,  B21 1290442. 

--B21  12904AO    IE    Enforcement    Conference    Rept   50-347/02-23    on  05C*9O2,  No 
noncompllaitce    noted.  Major    area*    d  i  icussed  :  find  ings   of    IE 
Safeguards     Imp   Repts    50-247/03-07    !.    50-247/02-11    re 
phgaical    .protection   &    radiation    protection   program*. 
MCBRIDE.M.  H,   ,     OREENMAN.  E.  O.        flagion     1,    Office    of    Director. 
B2/11/OB.         2pp.         1621-7:005.         24X    Ft  c  h  e:  5O-247,  03/1 1/10,  821 1  29O442, 


2100703^5   Ack     receipt    of    820614     Itr    informing    NFIC    of    steps    taken    to 
correct   violations   noted    in    IE   Emergency   Preparedness 
Appraisal    Rept    50-247/B2-O2. 

SMIIM.O.H.       Division   of   Emergency   Preparedness   &   Operational    Support. 
E3/10/Q1          d'TOOUE,  J.  D.        Cnnsolidatad    Edison    Co.     of    Neu   York.     Inc. 
Ip  15631-039          24X   Fiche:  50-247,82/10/01.  S21007O325. 


020B19024B    IE    Info    Notice    82-43,      "Dof i c 1 enc ia<    in    LWR  Air    Filtration/ 

Ventilation    Sys. "    Svc    list    encl.  

JORDAN,  E  L.        Division    of    Ena(neerir.g    &    Quality    Assurance.       B3/11/I6. 
ConsoUifatad    E«(i»on   Co.     of   Neu   York.     Inc.       Hipp.       16171:233.       24X 
Fiche:  SO-OOO,  O2/1 1 /14-  B20HI 9O24H. 


— a2]00703J3  Responds    to  NRC   B20310  meeting    re    IE  Emergency   Preparedness 
rtpprilsal    Rept   50-247/02-03.  Corrective  actions:App    B    Items 
3,  1O,  13  &    21    resolved.  Item   12   not    fully    implemented,  but 
emergency    response   capabilities    not    affected, 

D'TOOLE.J  D  Consolidated  Edison  Co.  of  Neui  York,  Inc.  02/06/14. 
HAVHES,  Fl.  C.  Region  1.  Office  of  Director.  3pp.  13634:009.  24X 
Fiche;  50-247,  82/10/01,  8210070325. 

E21 1340450  Requ.Bs.ts    schedule    for    responding    to    encl    request    for    addl 
info    re     IE   Bulletin   BO-Q4.     "PUR    Main    Steam    Line    Break 
H/Continuerf   Feeduater   Addition."   Scnedule    requested   within 
GO    days. 

VARQA.B.A.  Operating  Reactors  Branch  1.  82/10/04.  O'TOOLE.J.D. 
Consolidated  Edison  Co.  of  Neu  York,  Inc.  3pp.  16230:031.  21X 
Fiche;  50-247.  BBS  10/01,  B21  I24O450. 

82UQ10571    Discusses   review   of   proposed    steam   generator    insp    program 
for    present    refueling    outage.  Program   acceptable   as    amended. 
Plugging    criterion   for   plugging    dented    tubes    conditionally 
acceptable    until    expanded    data    base    confirms    tensile    strain. 
WtnGAtS.  A         Operating    Reactors    Branch     1.        82/10/O9.        O'TOOLE.J.D. 
•Consolidated    Edison  Co,     of  Neu   York,     Inc.       2pp.        15090:344.       24X 
Fiche:  50-247.  82/10/00,0311010571. 

9211100416  Forwards  Amend   81    to  License    DPR-26.  safety    evaluation   l< 
notice    of    issuance  &  ava  i  labi  1  i  ty.  Amend  modifies    Tech    Specs 
to   redflfine    imp    requirements    for   steam  generator    tubes. 
VAFtGA.  S   A.       Operating   Reactors    Branch    1.       82/10/21,       O'TOOLE,  J.  D. 
Consolidated    Edison  Co.     of  Neu   Vork,     Inc.       3pp.        16032:  S6fJ.       24X 
Fiche:  50-247.  83/10/21.  B31 1 100418. 

—  H21110-Q432  Amend   81    to  License   DPR-26,  modify  Ing    Tech   Specs    to    redefine 
insp    requirements    for    steam  generator    tubes, 
VAHOA,  B,  A,       Operating   Reactors   Branch    1.       B2/1O/21.       16pp. 
14032;  371.       24X  Fiche:  50-247,82/10/81,831  1 10041  B. 

— S211100447   Safety    evaluation   supporting  Amend    01    to  Lions*    DPR-26. 
«      Office    of    Nuclear   Reactor    Regulation,     Director.       82/10/21,       5pp. 
16032:  2B7.        24X  Fiche:  50-247,  02/10/21,  8211 100410. 

— S21  I  100452   Notice   of    issuance  &   availability    of   Amend   81    to   License 
DPfl-26 

VAUOft-S.A.        Operating    Reactors   Branch    I,       83/10/21.       2pp. 
16032:292.         24X   Fiche:  50-247.  02/10/21,8211100418. 

8203190239    IE    Info  Notice   82-41,     "Failure   of   Safety/Relief   V*lv»s    to 
Dpen  at    DWR.  "    Svc    list   encl. 

JORDAHfE.L.        Division   of    Engineering    (•   Quality   Assurance.       82/10/22. 
Consolidated    Edison  Co.     of  Niu  YorVi     Inc.        110pp.       15960:133.      24X 
Fithe:  50-000.  8S/10/22i  B203190239. 


820S190353    IE    Info   Nofciffe    B2-45,     "PUR   Loin  Tomp   Ovorpresnure 

Protection."    Svc    list    encl.  „„,..,.„ 

JORDAN.  E  L.        Division    of    Engineering    «.    Dual  ity    Assurance,       B2/11/1V. 
Consolidated    Edison    Co.      of    Neu    Yorfc.      Inc.        93pp.        16232:290.        SIX 
Fithe:  SO-OOO,  B2/11/19.  B20B1  TOSS-3. 

R.    Periodic    operating    reports   &    related    correspondence 

8211020356   Forwards    monthly     operating    r  en  t    for   Aug     1932. 

n'TOOLEiE.J.  Conaolidatod  Edison  Co.  of  Noui  Vork,  Inc.  a2/O9/t3. 
MCDONALD.H.  Management  Information  Branch.  Ip.  15683:090.  t!1X 
Fiche:5O-247.  02/09/13,821 102033A. 


-0H11020362   Monthly    operating    rept    for    Aug    1983. 

EICH,  E.       Coniolid-ated    Edison    Co.     of    Neui  YorV,     Inc. 
18982:039.         S4X    Fiche:  50-217.  B2/O9/ 1  S.  B21 102O35&. 


H2/09/07.        1pp. 


B211110233   Forwards    monthly    operating    rept   for  8«pt    19Q2. 

O'TOOLE.J.D.        ConnolidatBd    Edison   Co.      of  Neul  York,     Int,       82/1O/13. 
MCDONALD, W. O.        Office    of    Resource   Management,    Director.       Ip. 
16036:297.         21X    Fl  cha:  5O-247,  BE/1O/  1  S,  031 1 1 10233, 

— 0211110239  Monthly    operating    rept    for    Sspt    1902.  Narrative    summary    encl. 
EICHi  E        Consolidated    Editon    Co.     of    Neui  Y  or*,     Inc.       8H/1O/OA.       4pp. 
16036:290.        24X    Flch  e:  SO-H47.  B2/1O/I3,  821 1 1 10233. 

82I123036B  Forwards    revised    pages    to    somiannu*!    effluent   t  tinate 
disposal    rapt    submitted    82093O.  Revisions   affect   minor 
editorial    It    typographical    corrections    to  original    paoes, 
O'TOOLE,  J.  &.        Consolidated    Edison   Co.     of  Neu  York,     Inc.       82/11/12. 
HAYNEB.R.C.        fiegion    1.     Office    of    Director.       Ip,        16183:052.        24X 
Fiche: 50-003.  US/I  1 /IS,  B2 1 123O3oS. 

— H211230372  Revised    pages    to    "Effluent    fc  Waste   Disposal   Semiannual    Hept< 
Jan-June    1992.  " 

«      Consolidated    Edison    Co.     of   Neu.   York,     Ine.       0S/11/12.       3pp. 
161SS:  OS3.        H4X   Fie  ha:  BO-003,  83/11/12,0311230360. 

9211230339  Forwards    nonthlu    opnrating    rept   for   Oct    19B2  S.  revised 
shutdown   &   pouer    reductions    *heet    for    monthly    operating   rept 
for  Aug    1782. 

O '  TOOLS,  J.  D.        Consolidated    Edison   Co.     of  Nttu  Vork,     Inc.       S2/1  1/19. 
MCDONALD.  H.  8.        Offie*    of    Resource   Management  i    Director,       Ip. 
16190:113.       24X   Ficlm:  30-247.  92/1 1/  I  3.  921 12303B9. 


—8211230393  Monthly    oparating    rept    for    Qct    198K. 

EICHrE.       Coniolid'tied    Edison    Co.     oP    Neui  York.     Inc. 
16190: 114.        24X  FIch«:  30-247,  02/11/15,0211230389. 


82/11/OS.       5pp, 


6B 
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—  9211330379  Revised    .hutdoun   !c  power    reduction   sheet    to   month  lu 
oparating   repE    tar    Aug    I1B2. 

»      Consolidated   Ediion   Co.    of   N»u   York,     Inc.       B3/09/Q7        ID 
161?0:1I9.        24X   Fi  Cfie   50-347,  92/1J  /  15,  821  I2303B9 

S.     Reportable   occurrences.    LERi    !.   related   correspondent* 


Forwards    LER    S2-040/03L-Q. 
OTOOLE.J.B.        Consolidated   Erfison   Co.     of   Hew   Yort,     Inc         32/10/14 
HAYtJES.lt.  C.        Region    1,     Office    of   Direttor.        Ip.        I5B47   319        24X 
Flche:  5Q-Z47,  82/10/1-t,  6^l  [010239. 

--B2110tQ260   LER   83-OW03L-0:  on   92091  5,  reactor   conta  (rvp.nt    fan    cooler 
unit   22  removed    frara   tvc    due    to    increased    1Vc    uater-    JtdUjt 
uuiino    atfdl    burden   on    liquid   laatte   diinoial    iui.  Cauie 
unfcnoun.  Investigation  continuing. 
HIHHICHS,0,       Coniolic-Jted   Edifon  Co.     at  Htm  Vori,     Inc        62/10/14 

Region    1.    Office   of  Director.       Ip.       15567:320        34* 
Plena:  50-247,  B2/  10/14.  B21  I0102S8 


U.     Conoressional/Eiecutive   Correspondence 
BB11170335   Responds    to   B210M    !  tr    re    plant  hearings. 

DIRCKS.W.  J,         Office    of    the    E.ccutive    Director    for 
B3/II/I21.        FENHICK,  M         House    of    Rep         2pp 
Flche:  50-247,  B2/I 1/12,  621  1  170335. 


Operator    Summations 


8210130019  0Cr*rlc  Ltr  B2-1B  to  all  pouer  rector  a, 
ncensees  rB  reactor  nperator  t,  senior  reactor  op. 
re^ualif ication  e.ams.  Advi set  that  eiami  beoin  at 
after  BSIOQl.Svc  list  »ntl. 

EIS£HHUT,  D,  O.        Division    of    Licensing.        02/10/12 
Edi»on   Co.     of    Weu   York,      Inc.        15pp          16003' 331 
FlcJie:  SO-000.  02/10/12,8210130019 


Forwards   LER  B2-0-1 1/03L-0. 
O'TOOLE.J.D.       Coniolidataij   Etfison  Co.     of  Hi, 
HAYNEB.R.C.       Region    I,    Office  of  Director 
fich«:  50-247,  SB/IO/19,  85]  1-010233 


i   fork.    Inc.      02/10/19. 
Ip.       I5B67:3S9.       BIS 


— aailOIM39  LER  S2-04l/03L-0:or,  S209I7,  operator    obierved    e,ces*ivs 

cgnt*inm*nt    weld    channel/pane tratlon  proivurl sation   air 
.      flou.  Valve    aov   1279  found    leaHnj    tc-  jtwospher..  Valve   uill 
be    replaced    djrino    current   pefotling    outage 
HOONCV.JP.       Consolidated  Gdi.on  Co.    of  N.u   Vork,    Int.      B3/JO/19 

Region    1,     Office    of   Director.        Ip.        15367:340         24X 
Ffche;  50-24  7,  B2/1O/ 19,  B21I010S33. 


50-2^9  ^DRESDEN   NUCLErtR   POWER    STATION,     UNIT    3 
™™."!!'"1'    fmor9efle*   fe    fire    Protection    plant 


&21004006B   O.n.ric    Ltr    BB-17    to    all     pouer    reactor 
applicants    (,    holders    of   CPs    re    inconsistency    be 
rt«uiT.a.nt.     of    10CFR5O.  54U)    (,    STB    for   perfor^ 
«mergincu    preparedness    ProgramB    Svc    list   encl 
EISENHUT.D.O^      Division    of    Licens.ng.        B3/10/O1 
Editor    Co.      of    New   Vorl.      Inc         llpp.         1600S2HH 
Flche:30-OOO.  32/10/01.  821  QO4006S. 


S2110602H2   Foruiard*   CER    B2-0^2/03L-0 

11'     c<:o""1''f^ed  EdlionCo.     of  M,M  Vorl,     Inc.      82/10/22. 
«    i      =„;.,   R'9Ion    J'    Office  of  Director.       Ip.       13952-330        21X 
FJth»;  50-247,  B3/10/22,  821  1060263. 


v 
above   ma 


B2/IO/9S 
Ba/lo/a2' 


.    of    t«    level    , 

pep  Tech    Specs.  Caused   bg    level    a 

r^M^n'^1'        't-.S-eppint   r«.i   to    re^i.ed    «! 
Survoil  lance    fyenuanev    increand 

MOONEV,  J.P.       Consolidated  Ediion  Co.    ofK.uYorl,     Inc 
Rafflon    1,     Office   of  Bire-ctor.       IP-       15952-337        24* 
Fi  Che:  50-24,7,  B2/  10/22,  flail0602B2. 


8211230213  Forwards    LER  S2-0  43/03  L-0. 
O'TQOLE,  J.D.        Con*olltfat*if    Ed  I  ion   Co, 


of  Ntu 


S210070019    Oen^ric    Ltr    B2-2  1     to    all     licence,    &    .ppl.c.nt.   of   n,rN 
pouer    r.actors   r»   Tech    Specs    for    fire    nrotec  t  i  an  JB-,  t 
Fory-rris     joidiM.    discussing    general     scope    t,    rfeacr.bir 
•  lintnts    to    be    included    in    audit.  Svc    list    end 
EISENHUT.BG^       Division    of    Licensing.        &9/IO/OA.  Cnni.li'itN 

«';    n.S"™'    NiW   Yorl"      InC'        I9(lp- 
Fiche:  30-000,  ea/10/06,  B3I  OO7001  9. 


0 

Fiche:  30-010.  82/10/22,  S21  1060042 


BB.iicV   violation    "•"<"    in^ 

,  R.  L.       Division    of   Project    t,   Residont       rogr.*, 
Ip.        159S1:  018.       SflX   Ficho:  50-01O,  B2/10/22,  82  I  I  0600*? 


. 

by   valve    lineup    error.  D.format  Ion   r  enovftd    fc«    appoint 
internal    prusure.  Panonnel    rein  tructa*  re   valC.    iin.,._ 
NADIPMAH.0.        CM,BlU.t.f   Edison    c"    "?  «".  ?1".       "   P<  BB/1  I/O- 
Region   1,    Offift    of  Director.      3f?.       16193-  310       nv       BB/1I/<W- 

Flth  1:30-84  7,  88/1  1/04.  sat  1230313. 

B2UB30043  RO:  o  n  B21  10B,  upper   end   plug    from  one    f...i    ,nJ    «        j    ,    j      j 

tw    "«•    s  pl°9%"f  •'"«"*  >->  r    i"ni"d  found  lodfled 


Flche:50-a47.B2/II/0?,B2HS30(H3. 
T.    Hearina    tranitripts    on  non-antitrust  jnatteri 


S20eno  p  -,-- 

820610-0903.  Noncomp  1  iance   noted  :  ffli  1  ure    to    have 

™n»Er?         tlon   •l»lJ'Pm*nt    iurvaillance. 

IUNQUE,  T.M.       Diviitnn    of   Project  *,   Reiident   Pro 

12PP.        1WSI.-019.       24X   Fiche:50-01 


9211090285  Foruards   responses    to    questions   re    fire    protcctlct 
t.lcon   u/NRClrCUlt*   Ba'8    Ihutdolu"   "-ept,  documenting    031021 
RAUSCH.T.J        Commonuealth    Edison   Co.       02/10/29. 

Llc'n>lna'     16 


nOBnBr;c.Ltr  B2"a3  tn  a11    »!»"""   «•   •PP1U«11  r 
inconsistency    betuten   requirements    of    10CFR73.  4Otg  )    £   BTS 
for    perfornina   audits   of    safeguards    conting.ncu    plan! 
ts.curitv    plan).  Svc    list    encl 

!if«nU£,D'°«    u01^1'?"    °f   Li"nsi"B         S2/IO/30,  Caniol 

I!    J      .«°^nSf    N""  York'     In«-      fiPP         15993:319,        H4X 
FlelniSO-OOQ,  BB/IO/30,8210290IOB 


c  P         "  °    "         P011"r    p"q*'"1     Ue.n««   fr 

I  e-ercis.    for   physical     inventory    ab  LUfli  MV 

-*"^"!11"*"   in  •'•«'"    "  v.mnt*p»  fc  an« 

P5rUi  '!*!'   """    ht   "1-burMd.HvB    H.t   .ncl 

d»Cn    '*;    ^'"i1^"    ?'   L1""*'n9-        Q2/1I/03.  C«n»lif4lffl 

Ed  I  eon   Co.     of    N.u  York,     Ini.       llpp.        16019-001         Sis 
Flehe:  90-000,  62/1  1/03,  B21  1040379 


* 


ng,  «   to  clarify   responsibilities    of    Mccn 


M«h    S.       02/11/05. 
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— B21I 16QOB6    Forwards    public     version    of    Revision    5    to    Emergency     Plan 
tmp  1  eir*n  t  i  n  g     Procedure    EP1P    500-7.      "Operational    Checls    of 
Convnuni  c  a  ti  cm    Sys    (Primary    Responsibility    -  Generating 
Station    Emergency   Plan   Coordinator).11 

SCOTT,  OJ.         Commomuealth    Edison    Co.        82/10/2S.        DENTON.H.R.        Office 
af   Wuclnar    Reactor   Regulation,     Director          lp.        16101:270.        BIX 
FUhe:  30-010,  B2/U/05,  B21  lliOOBl. 


83111SQ203  Forwards   documentation    supporting    Commission   approval    of 
proposed    d>   minimts    release    criteria    for   uncontrolled 
release   of  ma  tit    from  controllid   areas. contained     In   uti  1 
radiation  protection   stdi, per   Reg   Guide    1.  B6. 

SWARTZ.E.D.        Commonwealth    Gdlion    Co.        83/II/1O.        DENTON,  H.  S          Office 
of  Nuclear  Reactor  Regulation,    Director.       llpp.        I60S5r335.        24X 
Fiche:  30-000,  63/  1 1/10,  B21 1 150203. 


—  B2HIAOOTO  Public    version    of   Revision    5    to    Emergency   Plan    Implementing 
•Pfc-ce-dure   EPBP    SOO-7,     "Operational    Checks    of   Communicationa 
5ys     (Primary    Responsibility    -   Generating    Station   Emergency 
Plan    Coordinator}."   Roceipt    form    end. 

*       C-nirmionuealtli     Edison    Co.        B2/1O/IB.         14pp.        16101:271.        24X 
Flcne:  90-010-  B2/ 11/05,  821  11A0091. 


G     (\d  jud  itotorif    correspondence 


ct    to    review   ALAB-ii9a 
came    final 


0211150436,   Advise  5     that    time     for    Cnmnil  5  s  ion    to 
e  ip  irtd.  Cpmm  1  SB  i  on    declined    rev  i  eu.  Dec  i  si  on    b 
agency     action     on    031109 
CtllLK.S   J        Office    of    the    Secretary    of    thu    Commission.       82/11/12. 
Office    of    the    Eiecutive   Legal    Director.       lp.       Ii055:  353.       24X 
Fiine:  50-337,  82/1  1/12,921  1150406. 

P.    Operating    license    sta||e    documents    &    correspondence 

021  106O&<J9  AdviBu-o    that    continued    plant    operation   until    completion   of 
uti  I     environ    qualification    program   will    not    present    undue 
rill     to    public    health    !,    safety. 

O'COHJJOR,  P.  W.         Operating    Reactors    Branch    5.        B2/10/19.        EISENKUT,  D,  G. 
Division    of     Licensing.        2pp.         13969:  36.1.        24X   Fiche;  50-237,  82/10/19, 
821  IOc.0599. 


Genoric    Utr   82-2O    to   all    pouer    reactor    1  ic  ensees,  permit 
holder*    J.  applicants    For    CP  re    guidance    for    implementing 
SftP    rule.  Forwards    NUREG-09Q6.  NUREO     to    be    used    as     interim 
fflEa-fure    until    Reg    Guide    I.  70  revised,  Svc    list    encl. 
EJSENHUF.D    O         Division    of    Licensing.        B2/IO/26.  Consolidated 

Edi»on    Co.     of    Neui    York,     Inc.        9pp.         15993:295.        B4X 
Flttie;  50-000,  82/10/36-0210260088. 

031037O030  Generic    Llr   82-32    to    all    PUR    licensees    re   Congressional 
rf^uual     fur     tnfo    conccrniiio    steam    aeiieriitar    tufco     integrity. 
Foriuardi    Congresaman   EJ   Mnrley    Q31Oi9    questions    re    ateam 
generator    tube    integrity.  8  vc    list    encl. 

ELSEiJHUT.  H.  0.        Division   of    Licensing.       S2/1O/26.  Consolidated 

Eil»c-n   Co      af    New   York,     Inc.       10pp.        160<?9:  332.       24X 
Fiche:  50-000,  62/10/26,0310270030. 

621111O3B3   Foruar-ds    safoty    evaluation    of    util    responses    to  NUREO-0737, 
ttera     II.  t^.  3   21.     "Restart    of   Core    Spray    It   Loiu   fpeafiUre 
Coolant    Injection   8ys    "    ConclusionG    acceptable. 

DELOEQRGE.L         Operating    Reactors   Branch    2.       B2/10/H6.       VABBALLOi  D.  D. 
Commoniii*alth    Edison  Co.       6pp.       16O4B.  237,       24X  Fiche  ;  30-000,  B2/10/26i 
G21  11  10533 

B2]  I  O2O*51    Foruards    revised    pages    to    CE-1  -A.  Revision   22.     "GA  Topical 
flppt.  IJ 

&!MRTI,E    D          Commonwealth    Edison   Co.        32/10/27,        HAASS,  W.  P.        Quality 
Asturance   Dranch.        lp.       15686:145.       24X  Fi  c  he:  30-000,  82/10/27. 
O311O206S1 

—D2l|OaO&64  Devised    pages    to  CE-l-A,  Revision    22,     "QA  Topical    Hept." 
Poa*t     1-33     to    Revision     11    dtd    800909    encl. 

SWAHTZ.  E.  D.        CammonuisalHi   Edison   Co.       CE-l-A  R22   ERR.       92/11/01, 
App.       1S6B6:  146.       24X   Fiche:  50-OOQ.  BS/  10/27,  821  1020651. 


8211160047  Oeneric    Ltr  aa-2i  to   pouer    reactor    licensees    <».cept    Fort   Bt 
Vraln)    ra  NUREO-O744,  fltvi  lion    1,     "Pressure   Vessel    Hatl 
Fracture    Toughn«*s."  Forwards   NUHEG-0744.  fie  vision    1.  U/o 
enc  1.  Svc    1  lit    ancl. 

EIEENHUTi  D.  0.        Division   of  Licensing.       62/11 /IS.  Consolidated 

Edison   Co.     of    New   York,     Inc.        S2pp.        16232:212.        34X 
Fiche:  50-000,  62/11/12,6311160047. 

8211230119  Forward's   response   to   remaining   Phaie    I    concern!    in    Fronklin 
Research   Ctr    draft    technical    evaluation  rept  ri    control    of 
heavy    loads, 

SWARTZ.E.D.        Commonuealth    Edlion   Co.        B2/1I/18.        EI9ENKUT,  D.  0 
Division    of   Liceniing.        llpp.        16193:049.        24X   Fiche:  5O-000,  S2/ 1  I/IB. 
8211230119. 

8211300461   Notifies    that  Clasi    II    &    I    fees   submitted    u/820617    mttuest 
for   Tech    Spec     changes    to    clarify   responsibilities    during 
emergencies   uill    be   refunded. 

MILLER,  W.  0,  License  F«e  Hanagement  Branch.  B3/11/IB,  DELGEORSE,  L, 
Commonwealth  Ed  Uon  Co.  lp.  16257:349.  34X  Flche:  50-000,  B3/  1 1/18, 
8211300461. 

0,     Inspection  reports,     IE  Bulletins   fc   corresp  ondence 

8208190230  IE  Info  Notice  B2-37,  "Cracking  In  Upper  Shell  to 
Transition  Cone  Girth  Ueld  of  Steam  Generator  at  Operating 
FUR.  "  Bvc  list  end. 

JORDAN,  E.  Di  viilon  of  Engineering  ti  Quality  Assurance.  B2/O9/16. 
Consolidated  Edison  Co.  of  Neu  Vork,  Inc.  lOSpp.  15730:001.  S4X 
Fiche:  50-000.  B2/09/16,  8208170320. 

82081902E2   IE    Info  Notice   82-34,  Revision    1,     "Helds    in  Main  Control 
Panels."   Svc     lilt    encl. 

JORDAN,  E.  L.         Division    of    Engineering    &   Duality   Assurance.        82/07/17. 
Consolidated    Edison  Co.     of  New  Yor*.     Inc.       107pp,       15895:195.       24X 
Fiche:  50-000,  82/09/17,3200190322. 

B3OB190229    IE    Info   Notice    82-39,     "Svc    Degradation     c-f   Thiclr   Wall 
Stainless  St«el    Reilrculation   By*  Piping  at   BUR    Plant." 
Svc    I  lit   enc 1 . 

JORDAN,  E.  L.        Division  of   Engineering    b  Quality  Assurance.       62/09/21. 
Consolidated    Edison  Co.     of  New  York,     Inc.       8i.pp.       16017:098.       24X 
Fiche;  50-000,  S2/09/31,  B208190229. 

8208190223   IE    Info  Notice  82-38,     "Change    in  Format    d  Distribution   Sys 
for    IE  Bulletins. Circulars  fc   Info  Notices."   Bvc    list   encl. 
DEYOUNQiR.C.        Director's   Office,    Office   of    Inspection    and 
Enforcement.        63/09/32.  Consolidated  Edison   Co.     of   H»ui  York,     Inc. 

110pp.       16018:021.      24X   Flche:  30-000-  82/09/32,  B2O8190223. 

B20S190233   IE    Info  Notice   8S-40,     "Deficiencies    in   Primarij   Containment 
Electrical   Penetration  Assemblies.  "   Bvc    list   encl. 

JORDAN.E.L.        Division   of  Engineering    &  Quality    Assurance.       B3/07/22, 
Consolidated    Ediion  Co.     of  New  York,     Inc.       112pp.       15930:019.       24X 
Fiche;50-0' 


8211030535  Requests   within    60   days,  info   *.  programs    re    implementation   of 
MJflEfl-0313*  Revision    1 ,  previ  ous  1  <l   requested    by   810226 
Generic    Ltr    DI-04. 

LAINAS.O.C.       Assistant   Director    for   Operating   Reactors.       82/10/2B. 
DELOEOROE.  L         Commonueal  th    Edison    Co.       4pp.        15943:104.       34X 
Ftcti*:  50-000,  SE/10/3a,  8211030335. 

B2111B0330  Forwords   revised    Pages    1-24    fc    1-25    inadvertently   omitted 

from    Re-vision    SB    to  OA  program. 

BIWHflKI.W.J.        Cc-mmontuealth    Edison    Co.       83/1  1 /OB.       HAASS,  H.  P.       Oualitll 
.     Anuranee   Dranch.       lp.       1*043:053.       24X  Ficho:  50-000,  B2/1  I/OB. 

6211 120380. 


B311  160332  R«a_uestB   addl    info    to    complete   post-Implementation   review  of 
KUflEO-O737,  Items    II. F.I. 4.     "Pressure    Monitor,"    II. F.I, 5 
"1*1  t«r   L«vel    Monitor,"  &    II. F,  1.6    "Hydrogen   Monitor."    Info 
re<iiie*tBd   ui  thin   30  daga    of    Itr    receipt.  „_„„,,.,  . 

CRUTCHFIELD.  D.       Operating    Reactors    Qranch    5.       02/11/09.       DELflEOROE,  L. 

Ce.irwionui»*lth    Edison  Co.        10pp.        16091:180.       24X 
Flehs:  50-000,  62/11/09,821  1  160332. 
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—9211060071     IE    Imp    Kepti    5O-OIO/BS-K.  5Q-237/B3-18   (,   30-249/62-19 
MOSIO-OTO.MoneoBHI.n*.   noted  :  f  ai  iur.    to  Kvi    .i.?," 
fire    protsctioti    equipment   turveillano 

TONOUE.T.M.,    JORDAN,  M.  J.  .    HALKER,R.D.      Diviiion    Of  Praj.ct    & 
fllildtnt  Program,.       02/10/23.        13pp.      IS95I-019        sax 
Fich  •  :  80-01  0,  82/10/22,  621  lOAQOflB, 


Mnetit  K.flting  RepU   30-237/62-31, 
5Q-263/B3-19   on   820714*0825-3  7 


Forw*r('*    1E  enfor 
M-SW/BM2,  M-KH/B2-I7 

6   rtatic*    af  violation, 


. 
Fiche:aO-000,  B2/  10/26,  931  1OG0263. 


Epp         I599Q   3ia 


82/10/26. 


Operatln9    reports   (,   related    corresponded. 


SCOTT   n     ,For"ard*   mon*h"J    operating    repts    for    Mar    19B! 
SCOTT,  D.  J.        Commonwealth    Edison    Co.        B2/04/Q2 
Oflict    of    Tnipection   and    Enforcement 
Ft clie:  30-010.  83/04/02,921  1100114 


'p. 


Dirtc  tar  "i    C-fJ 


--B21I10O121    Monthly    operating    repts    fop   Mar    1902 

SCHHOEDEH,  B.  A.        Commonwealth    Edison    Co         H2/&4/ns 
Ifi024:0£0.        ?«   Fiche.  50-010,  52/04/02,  831U001  M 


-9211080266  N»tJc»   of  violation    from    imp  on   620714   fc  0935-27 

'       Dlvltion    of   Enslneering    t,  Tech 
.        2pp, 


< 

.'   ,    Cofllra.0nw«aHli    Erfiaon    Co  B2/11/01.  Dir.ttat'*    CM, 

iC%^fnInSpeCti°n    and    Enforcement          Ip.         160*0    192        Sn 
icherSO-010.  02/11/01,0211130206.  wouiw        Jt« 


SSllOa0272    IE  EnforceniBnt   Meetinj  Hspt.  50-237/B2-2I    w- 
30-254/93-17   ft    50-24S/B2-19   on    B207M   t   OB2S-™ 
NDncortioli.ance   noted:  no    QA  audit*   conducted   frdm  CY77-79  (, 
deMcieficis,    f0und    in   dA   audit    program 
VIN.r.T..     IWJIELSON.D.  K.        Region 
llpp.        1S9?0:26&.        MX    Meh.rso- 


,  J).  A.        Commonujealth    Edison    Co.        B2/1J/O1 
14040:193.         a**   FUhe:  50-010,  B2/I  I  /Ol, 


e?I1020147  Confirm    B21026    te(con    r.    revi(eif    plan, 
anforcemenl    conf  .r.nca  u/utlt    in   Chicago,  IL    to  di 
a*«oc(at.d  u/pro««rM,.nt.  installati0n   I,  0!e    of   nd 
valv.   gutdss    in   t  l,c  trom4Snetic    relief  valve. 
SPEBSARD,RL.        OIvj.lMBf    PrDJec  t   fc   fle,ide  nt'  Pro 
fiEED.C.        Commonuiaalth:    Ediion   Co.        3pp. 
Fit  ha:  80-000.  &S/IO/27,  821  10JZOH7. 


Ba,,03 
s,    il 


tr    ""o««"«    «C    of   ch 
?"?"!"    t0.    IE    Bul^"n   79-Oa,ItHra   A. 
^  Jvl.ipj  ol   Pr^j.ct  i   S..id.*t   Proflrams. 

REED,C.        -Cinninonujsalth    Editor,   Co.        Ip.        liOOB'356         24X 
Ficni:  50-000,  B2/l£/04,B2li090409.  ' 


poiitJon   v»rifiISt*on    of  ECCfi    V*lv.> 
day    to   one*    per   month. 
SUARTZ.E.J)^      C.Dfflmonuealth    Ediion   Co. 
Region  3.    Dffit.   Of  DJr.etor.       2pp, 
Fitn,:SO-000,B2/ll/04,  B21KW0409 


63/08/31 

1600S'3S7 
«"»•  J". 


*  cer 
""  per 

KEPPLEB   J    Q 
' 


8211120397  Acl    rec.ipt   of  B209I3    I  tr    Inarming   NBC   of   «t». 
"rr.ct    v.oJatfon*    nat.rf    in    IE    ln*P   RCpt  50-249/Ba-oa 


-  »» 


B211O30O01 


I.ER   B2-03B/O3L-O. 


8211050004    LER    B2-03Q/03L-0:  on    S31O01  .  durinB    „  1  n    ,(„„    ,.„ 
radi^.on    icrani    i.ol.tJon    iurv.1  1  1««,  DIB      70D-"m  J 

r«;^sntii3n'»pM'70!i~M  trippBd  at  i-°°°  «••"••  e-Si™s» 

instrument    dr  .  f  t.  N.u   se  tpoint    adjusted   to    1.4iO«r/h 
HHte.S.        Commonwealth    Editon    Co         62/10/21  fiuolDr. 

Director.         Ip.        ,5950:003.       24X   Fi  che-  50-249.  83/Lo'a. 


9211110139-  Foi-uard*  LER  B3-039/03L-0 
Common^alth    Edi,Dn    Co. 
D"'"t0'-         ' 


82/10/26.        KSPPLER. 
63.       2flX    Fich  ,:  S0-y4 


S2I11IOI47   LEB   S2-039/03L-0:  on    B2101  5,  dur  (ng    DDS     I  500-3, 

.»  «  ir/atr  <ccsw>  pump  '"t-^b.arin,  do^  to 

pump    vault     found    open.  Caused    by    personnel     error    Door 
Personnel    reminded    to    keep   door   closed  Dr-  ""^ 

Ctm-E.L.       Commonwealth    Edison   Co.       83/10/36.  Jtnglo 

Director.         lp.         I6037r  064,        24X    F,  c  hc:  50-24V, 


88  J  1120397 


8211240343  Forward  i   SALP  Rspti    50-254/B2-I 


r±;?^ 
-^ 


.i 

JOBMN.E  ,L        Bivl.iOTi    of   Enjln.erJno    6  QuaHtu  A,lurant* 

«:v"k-  Inc-  ?»-"  Kt7, 


O-2A5/no    . 


"".Region    pUn*     to    perform    .f.Ctl,l 

-  Ui  hour9  tn  monitnr  s"urit  UJ 


'       ""^ion   3'    Office   of    Director. 
ch-:  50-249.B2/10/2S,821I03010I. 


BS/lO/afl 


IMftJ  3c 


T"   made    '°    °'le''ate   w/°"«   r.clrcuUti.n   loop 
for   Nov  maint    oufcaBe 

?™EETER.J.        Reoion   3,     Of  Me.    o*    0,r«t.r 
.146.        2flX    Fiche  ;  50-349,  SS/10/30.  BSI  10S01ES 


B2J  1240300   Forwards   LER  83-040/03L-0 

CS?"*nSMl*h    Et"50T1    C°' 
Dl'Mtor.        Ip.        16306:134.        24X   Fich 


a*-040/e:il--0:'"'    flB1019,up.c.l.    trip    poJM   ol   C  lU^ 
.r«    r.dl.tion   man!  tor,  3-1705-BH,  found    4l    !M 


ESI'!r',      Commonwealth  Edison   Co.       B2/11/CH.  HiglM   3. 

8211240300  "'          P"'        16206'125'       3"^   Fi  ch*;  gO-W*,«/ll 


BEED.C.       Conmonwealth  Crflion  Co. 

Diptttor-   24f"" 


S2I1160423   F 
3      nff^^ 


1M  Hept    !2-S-B2-73:on 
t"«*n.tl0B    level    r,ng*d    frp« 
"-   minute,,  xceeding    radiation 
c"»-    "«    «".p    concrete    in   du^p. 
Edi.on    Co.        B2/11/O9.        KEPPLEH.JO 
44.      34X  Flch. 


rrfi    LER  8S-042/01T-0 

rOI";MUh    EdUon   Cg'       32/11/09.       KEPPLER.J.i).      **|" 
r.ctor.       lp.       16091:242.       24X  Fich  t;  S0-a*9,fia/l  IMt, 


DOCKETED  ITEMS 


71 


— sail  160439   LER  aS-042/OlT-O:  an   S21027, eices i i ve   uater    found    leaking 
from  nc  ire  ulation    pump    seal    3B. Caused    by    rec irculation   pump 
ml    fai  lure.  Unit   manually   brought    down. Seals   replaced. 
Suppl tmentary   LER    to   be    issued    uihen    cause    of    failure    Inoun. 
HOROAN.H.       Commonwealth    Edison  CD.       02/11/09.  Region  3.     Office 

Ot    Director.        3pp.        16091:343.        SIX    Fiche  :  30-249,  82/J I  /Of. 
S21I140423. 


B21116O516   Release*    publli     version    of 
imp  lementing     p  roced  ore*,  1  nc  lud  ing    Pr 
emergency    coordinator    du  t  i  65,  20  I  Q4    r 
2O1  12    re    communications    network 
FELTON.  -J.M.         Division    of     Rules     and    R 
Management    Branch.         lp.         1A126;  O43. 
0211160516. 


emergency    plan 
201OI    re 


cords. 
24X    Fi 


93/11/00.  Documt 

che    50-250,62/11/00. 


B31I2=!04'»O  Forwards  LER  B2-049/O1T-0. 

SCOTT.D.J.       Commonwealth    Edison    Co.       02/11/10.       KEPPLER.J.Q.       Region 
3,    Off-lei   of    Director.       lp,       16219:039.       24X   Fiche:  50-249,  Q2/  1  I/IS, 


—  6211290452  LER  02-045/Q1T-0:  on   021  109,  during    normal    operation*  d  ieael 
generator   D-3   tripped    on    low   cooling    mater    pressure.  Caused 
6y    bad    lou    cooling   uater   pressure    suitch.  Switch    replaced. 
RHEE.8.J.        Commonwealth    Edison  Co.       02/11/10.  R«oion   3.     Office 

D*    Director.       2pp.        16219:040.        24X    Fiche  :  50-249,  02/1  1  /IB' 
8311290440. 

8211E90&46   PND-III-B2-127:on   021  1  19i  sec  ur  i  tg    guard    arrested    by    doliet. 
IL  police    on    charges   of   possession  ti    delivery    of    controlled 
iub»tanci*    following    seiiure   of    marijuana   fc   PCP.  Guard 
iiMprnded  Electrician  also    suspended    for    suspected    drug    use. 
CREED,  J.  R.       Region  3,    Office   of    Director.       02/11/22.       lp.       16223:302. 
8-VX   Fiche:  •50-249,  B2/  11/22,  021  1290646. 


V.     Operator   Eliminations 


—  B2111AG523   Forwards     public     version    of     revised    emergency    plan 
implementing     procnduraa,  i  nc  lud  inq     Procedures    30101    re 
emergency     coordinator     duties,  2Q1O4    re    emergency    roster 
fc  20112  re    c  ammunic«it  ions.   network. 

UHRIO,R   E          Florida    Power    !.    Light    Co,        83/10/15.        0  'RGILLV.  J.  P. 
Region   2,     Office    of    Director  lp  16126014         24X 

Fiche:  50-25O,  02/11  /OB,  8211160516. 


—  82111A0520  Public  version  of  re' 
procedure*!  Including  Procedur 
coordinator  duties.20104  re  e 
coiimunlcati  ons  network. 

HDODY.C.D.         Florida    Power    fc    Light    Co. 
24  K    Fiche:  50-230,02/11/09,8211  16O3I6. 


ised     emergency    plan    impl 
s    2OIDI    re     eroorpcnci) 
ergency    roster    &    2O112    r 


B2/10/G6.        B9pp          16126   <V)i. 


B21lliOl7B   Forwards    "Supp  lemental     Info,   JOCFHSO.App    R.Fire    Haiardi. 
Analysis,"    in     response    to     questions    poBed     b  ij   NRC    at    321027 

UHHIO.R^E.        Florida    Pouier    (.Light    Co          63/11/1O         EHSENHUT,  D.   G 
Division    of    Licensing.         lp.         16037.083.        S4X   Fiche    50-250,82/11/10. 
321  1160178. 


B21013QQ19  Generic    Ltr   B2-1B    to   all    pouer   reactor   applicants   fc 
liitnsees    re    reactor    operator   J<    senior   reactor    operator 
r*f<"L  '  f  (nation    exams.  Atvl  sea    that   eiama    begin  at    facility 
after    BZlOOl.Bvc     list    enc I . 

EISENHUT,  D,  Q.       Diviiion    of   Licensing.       83/10/12.  Consolidated 

Edlion   Co.     of    Meu  Vork,     Inc.       13pp-       16002:234.       24X 
Fiche:  5O-000,  02/10/12,0210130019. 


DOCKET   50-350-   TURKEV   POINT    PLANT,     UNIT    3 

F.    Security-    medical,    emergency    fc    fire    protection   plans 


—  B211I6O1SO    "Supplemental     In  f  o,  1OCFR5O,  App    fl-Fire    Ha  lards   Ana  1  yr.i  s.   " 
»      Erijineer  inj   Planning    &  f-Tanag  enicri  t.     Inc.       B2/10/31.       65pp. 
1AOB7:OB1.         24X    Fi  che  .  5O-25O.  02/1  1  /  1O,  B2I  1 160  1  78. 

B21H6O24A  FoTUarda    end    inadvertently    omitted    from  8211110  reap  onse    rt 
App    R    fire    protection    submlttal 

UHRIO.F1.E.        Florida    Pousr    It    Light    Co.         32/11/12.        EISENJIUT.  D.   (!. 
Divltlon   of    Lieenains.       6pp.        1AO92-  170.       24X  Fiche: 50-250-  BSfl\/l2, 
8211160246- 

P.     Operating    1 i  cense    stage    documents   *.    cDrrespondcnce 


B31004006B  Generic    Ltr   B3-17    to   all    pouer   reactor    licensees    fc 
applicants    b    holders    of  CPs   re    inconsistency    between 
requirements    of    10CFR50.  54< t)    &   ST0    for   perforoiing    audits    of 
«m»rg»ntij    preparedness    program*.  Svc    list   end. 

E1SENHUT.  D.  0,       Division    of   Licensing.       02/10/01,  Consol  Ida  tod 

Edison  Co.     of   Neui  Vort,     Inc.       llpp,        16003;  200.       24X 
Fl  e  he :  5O-OOO,  83/10/01 ,  02 1 0040060, 


6209310037   Generic    Ltr    B2- 1  fc    to    all    PWFI     licensees    re    NJF1EG-O737    Tec 
Spec&.  Request s    review   of    Tech    Spoct    to    determine    consistency 
u/guidance    provided.  For     items    ui/devia  t  ions,  amend     to    I  i  cense 
re<iuir»d.  U/o    stated    encls.Svc     list    encl 

EIBENHUT, D.O.         Diviiion    of    Licensing.         83/09/30  Consol ida tnd 

Edison    Co.      of    Nem    York,      Inc.         15pp.         15930:   HO.        SIX 
Fichu: 50-000,  B2/09/20.  O2O9210O27. 


3210070019   QenerU   Ltv   B2-21    to    all    licenseos    ti  applicants    of   nuclear 
pou*r   reicton   re  Tech   Specs   for    fire    protection    audits. 
Forwards    guidance    discussing    general    scope    &   describing 
elements    to    be    included    in    audit. Svc    list    encl. 

EIBEWHUT,  D,  0.       Division    of   Licensing.       02/10/06,  Consolidated 

Edison   Co.     of   New  York,     Inc.       19pp.        15993:338,       24X 
FIch«:  50-OOO,  8B/10/06iB21 007001  9. 


0211050136   R«q.ucsti    written     info     for    ECCS    single     failure    revie 
Response   due     in  3O   days    to    final  lie    revieu    of    will    7BOS01 
Tech    Spec    change    request    re-    inclusion     of     two   motor    operated 
valve*    to    provide    ma*    Pleiibility    for    maint    !•    s,urveil  lance 
VAHOA^B.A.        Operating    Reactors     Branch     1,        02/10/13.        UHRIO.R 
Florida  Pouer    t  Light    Co         3pp.        15964:331.       2HX 
Fiche:  50-250.   82/1O/13,  BSl IOBO136. 


B2!1O30S71   Act    receipt   of   Revision    5  to    security    plan.dto   0H0723. 
Chens  ii    coniistent   ti/provi  s  ions    of    10CFR50.  54(p). 
VrtROA.S,  A.       Operating   Reactors    Branch    1.       02/10/13.       OHRIO,  R.  E, 
Ftorlda    Pomer    t>  Light  Co,       2pp.       15943:060.       24X 
Ffcne:  SO-HSOj  82/10/13,0211030374. 

B2HOAO3aO  Notification  of    021027   meeting   ui/util   ti   BNL    In   Bethesda.MD 
to    dlicuts   request   for   exemption    From    specific    requirements 
of    10CFR30.  4fl  t,    10CFR30  App  R. 

HCDONALB,  D,  O.       Operatino    Reactor*   Branch    1-       B2/10/14.      VAROAiB.  ft. 
Of*ratlTiB   Reactor.   Branch    1.       3pp.       13968:336.       24X 
FUJii:3-0-2SO.  B2/10/14,  B2IlOfcO3BO. 

821IO!04ai.  AgT-ees    to   changes    in    security    plan    revision   dtd    020725, 
Forurarded   hu,    020730   Itr. 

VAROA,  S,A.       Op»rating   R«aetor*    Branch    1.       02/10/2A.       UHRJO.R.E. 
Florida   Power    &  Lioht  Co,       2pp.       1S902;  OB8.       SIX 
F<cti«;  30-230,  02/10/26,  621 10104Bi. 

8210290103  Generic   Ltr  82-23   to  all    licensees    fc  applicants   re 
Inconsistency    bttuaen  requiremanti    of    10CFR73.  40(g)    fc  9T0 
for   prrformlng   aodits   of    safeguards    contingency    plans 
4-iecurltu,    j>lan).0vc    Hit    encl. 

EIS£(JHUT,  D,  8.       Division   of.  Licencing.       B2/ 10/30.  ConioJida  ted 

Edlian   Co.     of    Niui  York,     Inc.       Bpp.       13993:319,       24X 
Fiche:  30-000,  02/10/30,0210270108. 

B2U040379  fl»neric   Ltr  82-25    to  all    pouer  reactor    licensees   re. 
inttgrated    IACA   exercise,    for  physical    Inventory    at   LUR«.Any 
commitment    to    participate    in   eierctie    is  voluntary   fc  ang 
util    that    participates   will    be    reimbursed.  Svc    Hit   encl. 
EiaEMHUT.D.  0.       Division   of  Licensing.       02/11/03.  Consolidated 

Ediion  Go.    of  Neu  Yarh,    Inc.      llpp.       16019:004.      24X 
FCehe:  50-000,  02/11/03,0211040379. 


fl311030359  Advises    that    application    feus    requested    in  NRC   BE0016    1 tr 
have   not    been    received.  Fees    should    be    submitted    within    15 
days     of    receipt    of    Itr. 

DieOS.H.M.       License    Fee    Management    DrancJi.       02/10/15.       UHRIQ.H.E. 
Florida   Pc-uar     t   Light    Co.         lp.         15915:397.        24X    F(  che  •  30-250, 
Sa/ 10/1 5,  321 1  030559. 

B211OIO280  Submits    verification    that    typographical    errors    in    util 
BO123Q    request    for    Amends     H7   ti    Bl     to    i-fcenaes    DPR-3]     fc 
DPH-fll ,  respec  tive]<j,  I  ssueJ    B2073O.  da    not    affect    amend    i 
safety    evaluation.  Corrected    Table    4.  1-2  &  Pag»   3,  4-2    end 
MCDONALD,  B,        Operating    Reactors    Branch    1.       B3/1O/22 
Florida  Power    t<  Light    Co,        2pp.        I5S8O.323.       34X 
Fiche;  50-250,  B2/1O/2S.  BSl 1Q102BH. 

— 8211010295   Corrected    Table    4.  L-2    S>   Page    3:  4-2   to   Tecli    Specs    for   Amends 
87    fc   01    to    Licenses    DPH-31    k    DPR— 4 1  ,  respec  tivelij.  i  ssuetf 
820730. 

»      Office     af    Nuclear    Reactor    Regulation.     Director.        02/10/22.        3pp. 
13630.325.       24X   Fiche:  SO-2SO,  BH/  i  O/22,  0211010283. 

B2-11100531   ToTLJards    laPotij    Evaluation    t;    technical    evaluation    repts    re 
immediate    upgrading    of    roat tor    operator    &   senior   reactor 
operator    training    &    qualification   A    II.  B. 4    on    training    for 
mitigating    core   damage. 

VARffAiB.A.       Operating    Reactors    Branch    1.       BH/  IQ/29.       UHfllQ-R.E. 
Florida   Powar    fc  Lioht   Co.        3pp.        16O4O: 060        24X 
Fiche: 50-B3O,  02/10/33-  E21 J 1 00334. 

— aaill00543    "  Improvements     in    Training    &   Requal iPication  Programs   as 
Required    bu    TMI    Action    Items     1.  A.  2.   1    fc    II.  B,  4    for    Turkoy 
Point, Units    3d   4,"    technical    evaluation    rept. 
*      Science    Applications,     Inc.       NRC-O3-B2-096.       SA1-1B6-O2<)-Q0. 
B2XOB/31.  NRC    -   Me-    Detailed    Affiliation   Ulvim,        12pp. 

16040:06-3.        24X    Ffche;  SO-S50,  02/10/25,0211100534. 
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B2103iOOBB   Generic    Ltr  83-30  to    HI    pDUBr  reactor    licen pePffli  t 

Holtfers   t,  applicants    for   CP   ri    guidanct  fqr    implementing 

SUP    rule.  For^rdj    NUR£-C-O906.  NUBEO   to    be   ui*d    ai     interim 

measure    until    ficg   Quite-    I.  7O  r« vised.  Svc    list    incl 

EtSEUHUT.D   <3.        Division    of   Licensing.        02/10/34.        '     Consolidated 

Ednon   Co.     of    Una  York,     Ins.       9pp.       I  5?<?3  295        24X 

Fiche    50-000,  63/10/34,  0210260039 


B211I2040H   Application    to   amend   Licenses    DPR-31    4,   nun  . 
corr.ctlg    IdentlfUi    tendon   .urveijBd    during    fir.l    .., 
fifth    &    t.nth-ur    surv.illance.Bafety     evaluation    .nt! 
Florida  Power    i  Light   ci.       63/11/09 

Lte'n'lnB-   '" 


.       j 


6210270030    Generic    Ltr   62-32    to   all    PUR     license    re   Congri.s  tonal 
request    FOP    Info   concerning    steam  jen.rator    tube    integrity 
Forward*   Congretiman  EJ  MarJiei)    ez(01<7    question*    re   ste.an 
generator    tube    integrity   Svc    lut   encl 

ElEEWHUT.D.a.        1H  viiion    of   Licen*in9.        TO/  1  0/84.  Cun.a  Hflaled 

Ed  11  an    Co.     of    N«u   Var«.     Inc.        IQpji.        liOT1?;  332         24X 
Fithe:  50-000.  B2/10V2&.  6210270030. 

6311030449  Forwards    reviled    pump    l   valve    inservlc*    test  prooram   for 
Unit    3,  applicable    for   B2I214    to    -721214.  Revi  .ed    inservlt,, 


. 

test    program    for    Unit    A    uill    be    jut-milted    bu    030307 
UHHIC.R    E.        Florida   Pouer    t   Hjht    Co.        B2/  1  0/27.        WHOA,  S   A 
Operating  Reactor!    Branch    I.       |  p.       1  5BS6  267 
Ficht:  50-2SO. 


SAX 


--92I 10SO45B  R.vii«d  punp  i  valve  Initrvic* 
»  Florida  Power  >,  Light  Co  B2/1QSS7 
Fiche.  30-250,  S2/ 10/27.  e^llO^044'?. 


103pp.        15896:269.        24X 


-8311120410  Proposed    Tech    Spec    change,    to  Uc«r.«.,    (,,,„.-„  t  -tfj) 
torreetl,    i  denti  ft,  inj    tendon    surveyed   during    fir,,    .1  !,T 
fifth   t   t.nth-ur    .urveillance,  '    PlrHMMn. 

«      Florida    Pouer  J,  Light   Co.       82/11/05.       3np,        ,*0,j  Olo       - 
Fiche:SO-250,ea/ll/03,Bani2040S,  I0       * 

82HI40S72   Application    to   amend   Licenie*    DPH-31    t   DPI).  *i    -,,,,    ,. 
Spec.    r«    flowrat*   of  aU,iliarV    feed^ter   ,v.    1fa«  *00   i«     , 
373    gpm    for  Model   44F  iteam  generator-.  "       ' 

UHfilO.R.E        Florida  Pgu.r    t  Light  Co.        82/11/08. 

"'•       2PP        "'OB5:a:i'1       MX  Fleh 


—9311160373   Proposed    Tech    Spec    changes,  modi  f  u|,,fl    ria«f#lr  a)  ,,, 
•••dw«t*r    sys    from  MO   Bpm  to   373    gpm   for    Mod,  I    4-11     "ttui 
generators.  SaFetg    evaluation    enel. 

*      Florida    Power   t.   Light    Co.        B2/II/O5,         linn          lf,MI1   -it. 
Fi£h,:50-250,B2/ll/03,B211!60272.  P  *  * 


r"ard>   *h«;.ln   P-«""*    °f    Propo.,.1    I 
Sus,        repr*ienting    Class    I    ',    Clan     in   a 
.  E.        Florida    Power    t   Light   Co.        B2/  I  0/27. 
Llcens*    Fee    Hanagemint    Branch.        lp.        19906    359 
FicheJSO^SO*  03/10/37,  82J  IO300O3. 


rlJLLEH.HQ 
S4X 


lo    Ttih 


B311190309   Foruard.    BER    supportin9    proposed 
,,?'-ifrt    EoC6   v-lv"-»'vi.W   bas0d    o 
*         T  li-R**ponle    "l0"1"^    within    60    Jay,    B  t       U 

r«   tn      p'          '."TJ1!!!   "eactors    Dranch     1.      BB/ll/09        (tKllB.il 
Florida    Pouer    i,   Light    Co.        5pp.        16172:147          HflX 
Fiche:  SO-3SO.  02/1  1/05.  S21  1  190309. 


«.,»» 

rarflological    effluent    Tech   Sp«cs 

»mO.R    E.       Florida   Pomr  &  Li3ht  Co. 
'  " 


S/IO/77.       DI<10S,R.rl.       License 


'tlnB    Proposed    Tech   flp»c    eh«n(>i    .. 

!rfcR'«t0r   He9lllfltl0"'     »ir.cl<,r        0 
iche:  50-330,  BS/l  I  /OS,  83H  IWXJOV. 


Florida    Pou.r    i,   Light   Co. 
"'        IP 


83/10/37. 


B3I11  10543   Forward,     t,r.t4     Bval^ation   t   LLL    technical    ev 
rs    degraded    jrU    protettton   for    Cla.i    [E  poy.r    i)s 
VARGfl,S.  A.        Operating   fieacbori    Dr-anch     1,       B2/10/2B 
Florida    Pouer    !,    Light   Co.        3pp          U04  1  •  373        34X 
Fiche:  30-350,  03/10/28.62111108*2. 


--B2HMOS1&  Safetij    evaluation    lqentifviti}  open   items   re    degrade 
voltage   pro  tec  t  ton   for    Class    IE  power    iVi.  •rraa. 

«      Operating    Reactors    Branch     I.       33/10/29.        SDD          IfiD*.    atti 
FUfie:50-250.S2/lO/28,B211U0342.  "'        160*1-873. 


grid 
grid 


.«r  - 

n!!T!   n  i    I    IT   ^•l/Btnt   Nuclear   Generating    Plant, 
Unit*    3  &    4,"    technical    evaluation   rtjit, 
SE1.AM,  J.  C.        Laurtnee   Livprmor*    Latoratoru.       F1K   A-OBin 


6.11150134  Hesponds  to  NDC  B210I5  Itr  re,uestlnB  *ddl  |,lf» 
application  to  amend  Tech  Specs  to  add  Valvas  Qd,;M  I,  (Wij 
dfvalv  I*«*-C"«««  «1M  facilitate  survalllante  I., 

UHRIO.R.E.        Florida    Pouer    (.Light    Co.         B3/1I/1O.        VMS*. 
Dperatin.)   Heaetors  Branch    1.       2pp.       1AO36    101         'jav 
Fiche:  30-^30,  82/11/10,0211190131. 

S2H160047  O.neric   Ltr   B2-26   to   poyer    reactor    Uctnigi.    i, 
Vrain)    r,  HUREO-0744,  Revi  ,  i  on    I.     -Pr...u«    V,ll  I"  "\\  | 
Fracture    Toughneta.  "   Forwards    NUREC-07'14,  Ha  vl  »  J  0.1    I    Uta 
encl.  Svc    list    end. 


02/1  I/la. 


EISEWHUT.D.O.       Division   of   Licensing. 

1?';°"=^  of  N'w  Vork<  Inc     S2PP' 

Ficfte:  50-000,  02/11/12,  621  1  160017. 


6211170032  Forward*    saf.tij    evaluation    for  TMI    Action  I>H» 
;[':».         "Op"a!>le   Valvas.Or    tt  Closed   Ha»t   6«    hif«lti 
C   osed      &    I  I.E.  4.  a.  7,    "Primaru   Containment   High   ^.d^U 
rii2n!   n   *  Pur9>   valv"-"  Requirements  met, 

VARCA,3.A.        Operating    Reactors    Branch     1.        BS/11/1U 

^I°r  ;„  ^:r  ft  LiBht  c°'   3pp^ 

Fiche:&0-2BO,  32/11/12,0211170032 


r      UJ"'ate    t0   BtatUS    OP    P«*-«eidMi|     M«Ili'| 
7,  Item   II.  D   3.  H/tno   oversite   drowlno,    fl.'»'l«" 
are  available    in  PDR. 

.B.E.       Florida  Pouer   i,  Light  Co.        02/11/13.       WWUM.H  * 
Ujierating  Rsacton   Branch    j.      23pp.        1610S:BOQ        an 
Fiche:  30-330.02/11/15,8211230027. 


™T0ri"r<'<   '""'  "   a<fe1uac«  «'    station   .Ucn-u   n.i. 
voltag.i.in   responie    to   021022    telcon    requeit.Mo    tin,  I* 
failur.    can   affect   both    circuit*    slmultanoouBlu    or 

|CtS2?Sq2*2"'i1|(    ""*    that    both    "qu^.d    circwlti    loil 

Florida  Pouer    S,  Light  Co.        02/1  1/  It,       VAKft*   B  * 


B211S4044B  Forwards  BER   of    proposed   Tech    Spec    amend!   f*    >MMI» 
orsaniiatlon.  Final    review  &  suppl   ulli     be    liiund 
resolution   of    item  re   r«vi*u  board    qual  if  Uationi- 
r*s"«»t«d   within  45  daiji. 

VAfiO-A,B.A.      Dperatin}  Reactor*    Branch    1.      83/11/16. 
Florid.  Powar    t,  Light  CD,       6PP.       Ii230:  033.       34X 
FitherSO-230,  82/11/16,  B21la40440 


831IE302S3    Inform,    of   Intention   lo    install    selaffllcullv    ft9tf«.|U  *»* 
!.!!       . *o''   containment  purge   tuppiv   fc   «>hauit  v*lv«i   »l 
2!J;*r?          i"'   out*!"   for  Unlt  3  *  nf**  refu.linj    e 

,i£iiS   i  2   it2""  »in*"t()r    repair   outago    for    Unit    4 
<JHHIO,R  E        Florida  Pouer   &  Light  Co.       S2/11/I7. 
operatlnn  Reactort  Br-anch    1,       IP. 
Fiche:  30-830,62/11/17,8211230333: 
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9311300090    RiEpontfs     to    Oeneric    Ltr    02-23    re    C ongress i ona 1    request     for 
info-    canttrning     strain   generator     tube     integr  I  ty.  Ut  i  1    does    not 
plan    On     tubrni  1 1 1  ng     Further     info    or    competing    questionnaire, 
line*     previouily     submitted    repts    conbain    requested     Info. 
UHRIQh  T.  E.        Florida    Power    t   Light    Co.        82/1  1/24.        E1SENHUT,  D.  0, 
Division    of    Licensing.        Ip.         16238:112.        24X    Fichp:  50-000.  B2/  1 1  /24. 
B2I13OOQ90 


6211160080  Summary   of  B31 103  meeting   u/utils    re    IE   Bulletin  80-11    on 
uit   of    "Energy   Balance   Technique"   1   "arching   action"    for 
masonry   wall    qualification. 

TRAMMELL.  C.  H.        Operating    Reactor!    Branch    3.        82/11/05.  Operating 

Reactors    Branth    3.        32pp.        16102:325.        24X    Ficho:  50-000,  BS/l  !  /OS. 
621116OOBO. 


O       Inspection   report).     IE  Bulletins   >i    correspondence 

B£OB19Q22O  IE  Infn  Notice  02-37.  "Cracking  in  Upper  Shell  to 
Tr-ani  i  1  1  on  Cone  Qlrth  Weld  of  Steam  Generator  at  Operating 
PUR  •'  Svc  lis  t  oncl 

JORDAN,  E.  Division  at  Engineering  fc  Quality  Assurance.  82/09/16. 
Conialldated  Edison  Co  of  No-ui  Vorfc,  Inc  105pp.  15930:001.  24X 
fltha:  30-000.  a2/O<7/l(!..020ai9O22O. 

GSOB19Q222    IE    Info    Notice   8H-34,  Hevis  i  on    1,     "Wolds     in    Main   Control 
Panel's     "    Svc     list    encl. 

JORDAN,  E    L.         Division    of    Engineering    (/   Quality    Assurance.        82/09/17. 
Cento)  ldat«d    Edison   Co,     of    New   Vorfc,      Inc.         107pp.         15595:185.        PflX 
Fi  eh*:   50-000,  B2/09/  I  7.  830Q19O222. 


IE    Info    Notice    02-39,      "Svc     Degradation    of    Thick    Mall 
Stainless  Steel    Rec  Ircula  1  1  on    Sya   Piping    at    BWR   Plant.  " 
Svc     list    rnc  1  . 

JORDAN,  E.  L.         Division    nf    Engineering    L   Quality    Assurance.       82/09/21, 
Consolidated    Edison   Co.     of    Nou   Vorl,     Inc.         Bdpp.         16017:098.        SIX 
Flc^e;  5O-000,  B2/  09/21  .  9303170229. 

B3031f0333    IE    Info    Notice    83-30.      "Change     in    Format    *•    Distribution    Sya 
for    IE    &uUet  ins.  Circulars    &    InfoNaticea."    6vc    list    and. 
DITYOUNS.  H  C         Director's   Office,    Office   of    Inspection   and 
En*  orcement.        EJ2/O9/22.  Cdiis  o  1  [dated    Edison    Co.      of    New   York,     Inc. 

16010:031,        24X   Fi  ch  e  :  50-000,  82/07/22,  Q20B  1  "70223. 


02001-90233    ]£    Info    Notice   82--1O,     "Deficiencies    in   Primary    Containment 
Electrical    Penetratian  Assemblies."    Svc    list    cncl. 

JORDAN,  e   L         Division   of    Engineering    t   Quality   Assurance.       82/09/22, 
Conunl  IdJted    Edison  Co      of    New  Yori.     Inc.        112pp.        15930:019.       24X 
Ft  cht-  5O-000.  H2X  09/22,  02001  ?O232. 


8308190248    IE    Info   Notice    B2-43,     "Def  It  ienc  i  e  s    in   LMR    Air    Filtration/ 
Ventilation  Sya.  "    Svc    list    enc 1 . 

JORDAN,  E.  L.        Division    of    Engineering    L   Quality    Atiurance.        82/11/16. 
Coniolidatid    Edison   Co.     of   Neu   Vork,     Inc.        Hipp.        16171:233         21 X 
Flche:  30-000,  82/11 /16,B3091<?0248. 

331 12304 12  Foruardi     iniervice    Insp   relief  Requests    6   b  7. originally 
tranimitted    790913  '-   clarified    u/addi    info,  in  response    to 
NRC    B2O314   &    0614    requesti, 

UHRtO.R.E.       Florida   Pouer    fc   Light    Co.        82/11/18.        EISENHUT,  D    Q. 
Division    of   Licensing.       9pp.        16192-201.       24X   Fiche    50-350,  82/1  1 /IS, 
8211230412. 

820S1902S3    IE    Info    Notice   82-43,     "PUR   Loui   Temp    Overpressure 
Protection."    Bvc    list   encl. 

JORDAN.  E.  L.        Division    of    Engineering    &   Quality    Assurance.        83/11/19 
Consolidated    Edison    Co,     of   Neui   Vork.     Inc.        93pp.         16232:  E9B.        24X 
Fiche:  SO-000,  02/11/19,8308190253. 

R      Periodic    operating    reports  t,  related    corre  spondance 

821102021?  Fnruards    monthly    operating    repts    for  Auo.    1983. 

WILLIAMS,  J.W.        Florida   Pouer   I-   Light    Co.        B2/09/1 9.  Office    of 

Resnurce    Management,     Director.        Ip.        1 5BB2:  176.        24X 
Fie  he:  50-250,  82/09/15,6211020219 


— B211020231   Monthly    operating   rapts    for  Aug    1983. 
PACE, P. L.        Florida   Power    &   Light    Co         83/09/15. 
24X    Fiche;  BO-S5O,  S2/09/ IS.  B21 1030219. 


12pp. 


I50B2:  177. 


8211110191    Forwards    monthly    operating    repts    for  Sept    1982. 

WILLIAMS- J.  H.       Florida  Power  t>   Light   Co.      82/1O/I5.  Management 

Information    Branch.        Ip.        16037:077.        24X   Fi  che:  50-000,  83/1O/  15. 
8211110191. 


B21I03O27I    Notlf]cat]on   of    021103   meeting   WutiU   fc   Franklin  fieseijrih 
Ctr     ir.    BetheidJ-MD    to   diacuas    design    (IE  Bulletin   GO-11)    t 
ui»    of    "onergy    balance    tichnique"   t    "arching    theory". 

TftAMMELL.  C.  M.        MffC    -  Wo   Detailed   Affiliation   Oivno.       B2/10/07.  NRC 

-    lia    Dvtdiled    Affiliation    Owen.       -)pp.       15975:310.       2flX 
Flth«;  5O-000,  B2/1O/07.  021  IOSOS7I. 


—8211110193  Monthly  operating  repts  for  Sept  1982. 
PACE,  P.  L.  Florida  Power  d  Light  Co.  B2/1O/15. 
24X  Fiche;  50-000,  03/10/13,6211110191. 


12pp. 


16037:  078. 


S.    Reportatle   occurrences,    LERs   fc    related   correspondence 


e311O3OSSO   Forward.*    safotij    evaluation    of    uttl    000508.010519  it  82052J 
T-B>pon>Bi    to     IE   Bulletin   00-O1,     "Analysis    of   Main   Steam  Line 
Break    W/Contl  nued    Feciluatcr    Addition.  "   Analysis   acceptable  & 
no    further    action    required 

VrtHGA.S    A         Operating    Reactor-i    Branch     1.        8B/IO/08.        UHRIO.R.  E. 
Florida    Power    &   Light   Co.       9pp.       lS9t3:Q01.        21X 
Flchp:  50-350,  B2/1O/OB,  021  1030950. 

Q21I15O115  Confirms    821013    telcon    re  83102B  ma*   meeting    at  Region   3  oft 
Id    dltcvil    containment   electrical    pe^netrati  on»,  recent    insp 
reiulti    concerning    heat    tracing    sijs    (•    other    operational 
«c  t  Ivl  t  i*-i   at     fac  1  li  ty.  Propoied    meeting   agenda   end, 

O-REILLY,  J,  P.        Region   2,     Office    of    Director.        02/10/21,        UHRIO.R.E. 
Florida    Pouer    k  Light   Co        2pp         16059:332.        34X 
Fitht.  SO-2SO.  S2/IO/S1.8S111SO41S. 

B2O8I9023?    IE    Info   Notice   82-41,     "Failure   of    Safety/Relief   Valves    to 
0  fir  r,    at    BUR-"    Svc     list    end. 

JQRDAN..E.  L.        Division   of   Engineering    fc   OualJtij   Aaaurance.      83/10/23. 
Contol  itattd   Erfison  Co.     of   Neui  York.     Inc.        110pp.       159iO:  153.       24X 
Ft  che:  5O-000.  92/1O/22.  8208190239. 

B21  11  5O2-57   Forwards     IE  Enforc«ment   Conference    Repts    90-250/82-33  b 
5O-S31/02-33    an   321023.  No    nuncomp  1  1  anc  e   notad. 

O'REILLY,  J.P.        Region3,    Office    of    Director.       82/11/05.       UHRIG.R.E. 
Florida    PQUBF    U   l-lght  Co,       ^pp         16055:063.       24X 
F*«h«:  50-250.  32/11/03,9211180297 

--8311150373    IE    Enf  orceFTient    Conference    Repts    50-250/B2-35  b  50-251/82-35 
on    8S1O23.  No    noncomp  1  lane  e    noted.  Hajor   areas   discussed:  insp 
rcsulti    re    recurrent    incident!    of    inoperable    safety-related 
fttat     tracing    &    aisociated    alarms 

LEWIS,  RC         OivUion  of    Project   t    Resident   Programi.       S2/11/O4. 
2pp.         16033:065.       24X  Fii  he:  30-290,  02/1  1/O5.  821  1  1  50257. 

02llt505c»e    Confirm*    821101    telcon    re    B21123  mgt  motting    in  Miamir 
FL    to    review    rnults   of    flrat    pha*e-    annual    appraisal    of 
tB(ulatoru   ptrformanc"    for    May    1990-June    1982.  8ALP    rept   uill 
b*    foTu*rd«if     I    uV    prior    to    meeting, 

LEMIS,  R.  C.       Olvition   of  Project    J<  Re*ident    Programs.       82/11/03. 
UHfUC,  R    E        Florida   Power    b    Light  Co.       3pp.        IAOi2:  173,       24X 
Fith«:  50-000,  82/11/05,8311150561 


8311290697  Forward*    LER  02-014/01T-0. 

WILLIAMS-  J.  H.       Florida  Pouor  b   Light   Co.      82/11/19.       O'REILLY-  J.  P. 
Region    2,     Office    of   Director.        Ip.        16222:077.        24X 
Flche:  50-250,  82/1  1/18,6211290667. 

—  B2H21?0695  LER  82-014/01T-0:  on    621  106,  monitor   tank  overflowed    during 

laundry   water    transfer    to  monitor    tank.  Caused    b  ij  procedural 

violation.  Floor    opening    capped,  procedure    revised  &  peTSonne  1 

reinitructed.  „... 

ARIAS,  J.       Florida   Power    *  Light   Co.        82/11/2O,  Region   S.     Office 
Of    Director.        2pp.        16222:078.       24X    Fiche  :  SO-25O,  82/1  1  /16, 
831  12906S7. 


V.    Operator 


3210130019  Generic    Ltr  82-19    to  all    pouer  reactor    applicants   ti 
licensees   n    reactor   operator   it   senior   reactor   operator 
requaliflcation   exams.  Advi»e»    that    e>ams  begin  at    facility 
after   821001.  Svc     list   end.  „,„„,.„  „  ,  •  ,,    i. 

EIEENHUT.D.O.       Division   of  Licensino.       82/10/12.  Consolidate 

Edison   Co.     of    New  York.    Inc.       ISpp.       16002:234.       24X 
Fiche:  50-000,  83/10/12,9210130019. 


DOCKET   50-351   TURKEY  POINT  PLANT,    UNIT   4 

F.    Security,    medical,    emergency   &    fin    protaction    plans 

S21004006B  Generic    Ltr   82-17   to   all    power   realtor    licensees   fc 
applicants  !<    holders    of   CPs  re    inconsistency    between 
requirements    of    10CFR30.  94( t)    k  8TS   for   performing    audits   o* 
•  mtreency   preparedness  programs. Svc    Hit   encl. 

EIBENHUT,  0.0.       Division   of  Licensing.       Ba/lO/01.  Conmlida ted 

Edi«on   Co.    of    Nrui  York,     Inc.       llpp.       16002:388.       24X 
FIehi:BO-OQQ,  82/10/01,8210040068. 
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DOCKETED  ITEMS 


°   <">•  « 

:  50-000,  82/10/06,  B3I  007001  7. 


92L1030574   Act     r.c.lpt    of    fl^l.ion    3    to    ..cUPlt,    plarudtd    830722 
5«5!*a    """•*•"*    w'PWI.iomi    of    1QCFR50.  B-'pJ 
VARCA,S.A.        Operating    R«ict»ri    JJr^h     I.        03,10/13         UHfllO   H    E 
F   crida    Pouer    &   Liohb   Co.        2pp.         I  SM3:  0»         MX  UHflIO'R-E- 

F.  che:  50-230.  63/10/13,8211030574. 


B211030255    Summary    of    B30231    meeting 


ing    Reactors    Branch    4. 
5pp-         IS1?,)!    26O.        24X 


Reactors   Branch 
B31 1030255. 


B3Jo^tdA^EB207!oc:::s ewi*» pian  r-*^-  «-  «»7». 

WRflA.S.A.        Operating    Realtor,    BrantA     1.        B2/10/3i         UHSin   H    F 
Florida    PoUBr    (,    Light    Co.        2pp,        i5903- 09S         24X  UH"°'RE 

Fjche-:SO-a50,  62/10/2A.  B2H0104B6. 

62102'PQIOB   Generic    Ltr    S3-3T    tn    ,11    i- 

*-      «<.nclAL       l_tl        Dfi-pTJ      Irt      alj       llrpnEUar       t       .. l;_... 


EIBENHUT,D.fl.         Division    of    Licensing 
Ftc;r50%00^OWm^aio037PP-         ' 5™     '  ™"       ""* 

8311030531    Faruard,    audit    conducted    jointly    „  „    NHr    ,,    Uw,      ,. 

L^!inl"S    ,"     P"SSUI-"e"     ".r..!    .hoet.F.nd.nen       ,.         I, 

procedures    i,     training    adequate 

MCDDJ«LD,D.        OpBrating    Reactors    Branch     1  irVK)/lf        . 

ll^tS™^'*.1-^**      SPP      13^53*0.    "!MX 


5311030533   Forward,    COn,plPtPd    audit    Of    pr«c 

thernial  •h""-  " 


FEt.TPM,J.M.       Division    of   RuUj    and  fiecord 


coordinator    „„«„. 
cnmraunicatlana   netuorl 
'        Florija 


*   Light   Co. 


—SSIllAOtaO    "Supplemental     ln*o,  I  OCFRBO, 


*.    i        . 


««HH«T.D.«. 


Operating    He 


1         BSflO/l't 


r«.(por    Hr.  l 

'p         Li"nse    Foe    N*n«B-ni«nt    Branch  IK!/l«/ir.         r, 

otuer    A    Linhl    Co          ID          lS91-i-  Ti7  -jaw    i   .     .        t  . 

P          15^15.357  J4X    Mir,.    -,. 


blllit5     Aerification    that    t,po8rapl,,  «1 

DPR-4       r'J-";    AmBn"S    Q7(-    81     *°    LlLn.,,,    W>H  ,1 
«r.t2'™i  -e*lv»1«'i"««-    S30730.d0    ,,ot    .rf.ct    nn.*,,«    L 
l^nntM,  n   «  Iuj6ion   Corrected   Table   4    l  -a  ft   Po,e    ;)   a    ,-    „„,, 
MCIHIMLD.D.        Operating   Beactors    Branch    ,         oS/IO/y/       4 
Florida    Power    (S,    Lisht    Co         SPO          15BBO-TO1          iiir  l'^ 

^  K 


'    WB-31    «    DPR-41  .  p« 

"1   "•*  =  *•'•    "Bgulation.      DlrDrt,:r 
iche:  50-250,  S3/10/22,  S2  1  lOKJi.'IIH 


r    tSP?    "*    "f    °f 

n       ?          ^    *   1u 

lns   care   damage 


II.  0.4    on 


™  ' 

,  30-350,  63/10/25,8211100534. 


te 


iche:  50-350.  S2/IO/25,  931  I10O3U4. 

'"  "' 


2B0forn;riC    Ltl>  **?*   t0   a11   PWR    "«"••"    T.   C»|r. 

Fo?u!rS.   rL  "nc.rnina   »tBam  generator     tube    Inl  .....  , 

"  - 


ffirr-:-,  ^^r^'iS 

Flcn.:  30-000,82/10/26,  6310870030 
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62  1  1O3QOQ2  Forwards    check    in   payment    nf    proposed    license    amend    "Turbine 
fiunbact    Sy»i"     representing    Class    t    &    Class     III    amend. 
UHHIQpR..E.        Florida    Pouier    S'   Light    Co.        B2/10/27.        MILLEH.M.O. 
•License    Fe«    Management    Branch.         lp.        13906:35?.        24  X 
Fit  tie:  50-250,  B3/  1O/37,  B21  1030002. 


821119030?   Forward*    SER    tuff  or  ting    proposed    changes    to    Toch    Specs   re 
single    failure   ECCS   valve*.  Revi  eu   based    on    700622,0711    & 
0809    t  ubrai  tta  i  i.  Response    reqeiasted    within   6O   days    of    1  tr. 
vAHQA.S.A.       Operating    Reactors    Branch     1.       83/11/03.       UHRIOrfl.  E, 
Florida   Power    &  Ligfit    Co.        Spp,        16172:117.       24X 
Fiche;  50-3SO,  B3/11/03,  621  1190309. 


Forusrdi    Class    I    >,    II!    fees    for   proposed    license   amend    re 
rddioLogl!4l     effluent    Tech    Specs. 

UHSIO,  R   £         Florida    Pouer    4   Light    Co.        S2/1O/27.        DIGeS.fi.M.        Licimae 
Fee    Management    Branch.        lp.        15911:336.        24X    Fiche:  50-230,  B2/  10/27. 

82UQ3C053 


—  331  119031  1    SER  supporting    proposed    Tech   Spec    changes    re    singl  e    Pal  1  urn 
ECC6    valves. 

it      Office    of  Nuclear   Reactor    Regulation,     Director.       S2/10/89.       tip  p. 

16172:  132.  24  X    Fiche:  50-250.83/11/05,3311190309. 


]  1O30099   Foruardi     fee    For    payment    of    proposed    license    amend    re 
degraded    grid    voltage 

UHHIQ.R.  E.        Florida    Pouer    i-   Light    Co.        H2/1O/27.        DISCS.  R   M.        License 
Fee    nanagMimt    Branch-        lp.        15911.347.        24X    Fiche:  30-350,  B2/  1O/27, 


£211110542    Forwards    safety    evaluation   t   LLL    technical    evaluation    rept 
Te    degraded    jrjd    protection   for   Class    IE  power    ays. 
YWfMAi  S.  A.        Operating    Reactors    Branch     1.        B2/1O/2B.        UHRIfl.  R.  E. 
Florida    Fnuur    ft    Lig-ht   Co.        3pp.         16041:273.        24  X 
Fie  he:  50-250,  B2/  1  O/28,  831  1  1  10542, 

—  S2I  11  10546  Safety    evaluation    identifying    open    items    re    degraded    grid 

voltage    protection    for    Class     IE   power    sys, 

*       Operating    Reactors    Branch     1.        82/10/23.        5pp.         16011:275.        3  -IX 

Fiche:  30-350.  82/10/20,8211110542. 

—  B2HIIO54?   "Proposed    Design   Mad    &   Tech    Spec    Changes    Dn    Grid    Voltage 

Degradation    For    Turkey   Point    Nuclear   Generating   Plant, 

Units    3  fc   1,"    technical    evaluation    rept, 

5£LflW,J.C.       Laurence   Livermore   Laboratory.       FIN  A-0330,       62/10/20, 

«RC    -  tic.    Beta  tied   Affiliation   Given.       llpp.       16041:250.       SIX 
Fiche:  50-350,  B2/10/3H,  3311  1  10313. 

621115-OSeS   Submits    Tech   Spec    eiemptions    for    steam   generator   repair 
outage.  Unit    dcifue>led   until    repairs   complete. 

UH9IO.fi.  E.       Florida    Power   &  Light   Co.       89/11/10.       EiaENHUT.  D.  G. 
Division    of    Licensing.       2pp.       16061:030.       H4X  Fi  che  :  50-251,  B2/1  1/00, 
£21  1150192. 


B2111S0134    Reapond-a    to   MRC    B21O15    1  tr    requesting   ad  ill    info    re  7BOBGV 
application    to   amend    Tech    Specs     to    add    Valves  Si3A  &   Bt,30    ta 
ECCS    valve    lilt. Change   ulll    facilitate    surveillance   1   maint 
of    valves. 

UHRIO,R.E.       Florida    Pouier    &  Light    CD.       B2/1  1/10.       vARQft,  3.  A, 
Operating    Reactors    Branch    1.        2pp.        I  603<!>:  1  31.      24X 
Fich*:  50-23O,  02/11/10, B21 1150134. 

B2111iOO47    Oenerie    Ltr   B3-S&    to    power    reactor    licensee*     (crcopt    Fort   St 
Vraln)    re    NUREO-O714. Revi si  on    1.     "Pressure    Vessel    Hatl 
Fracture    Toughnnis.  "   Foruafiis    NUftEO— 0744.  Revision    1.  M/o 
encl.  5vc    list    enc  I. 

EISENHUT,  D.  0.        Divi-sion   of   Licsnalng.       B2/11/12.  Con*ol  Ua  tei 

Edlion    CD.      of    Neu    Yoi-k.      Inc.        52pp,         16233:213.        24X 
Fiche:  50-OOO,  B2/ I IStS.BSlt 160O17. 

821 1170092   Forwards    tafety    evaluation    for   TM1    Action   Plan    I  tarna 
II,  E.  4.  2.  A,     "Operable   Valves.  Or     tf   Closed    Must   be    Sealed 
Closed"   %    II.  E.  4,3.  7.     "Pr  Iraarij    Contal  nment    High  Radiation    to 
Close    Vent    Ei   Purge    Valves.  "  Requirements    met, 

VAROA.S.A.       Opsrating    Reactors    Branch     1.       B2/11/12.       UHRIO.R.  E. 
Florida   Pomer    &   Light   Co.       3jip.        lfi!30rOOS.        24X 
Fie  he: SO-E50,  82/11/12. BS1 117005B. 

B211S30O27   Forward i    update    to    status    of    post- accident    iampllnj    sys, 
per    NUHeO-0737.  Item    II.  II    3.  W/tujo    aver  a  i  i«    d  rsuing<«.  Aperture 
cards    are    available    in   FDR. 

UHRIO.  R.  E.       Florida    Power    &  Light   Co.       B2/1  1/15, 
Operating    Reactors    Dranth    1.       23pp.        te, IBS:  SOB.       21X 
Flcht:  30-2SO.  S2/11/15.  621 1230037. 


Foruards    rtmends    39   t,    B3    to   Licenses    DPR-31    i.    DP11-41, 
Te«pei:  lively,  safety    evaluation    i   notice   of    issuance    & 
dvai  lab  I  1  i  tij.  rtmends    change    Tech    Spec  5     to    conform 
u/Co»m)l!.ion    bulletins    re    auiiliary    feeduiflter    pump. 
HCDOfMLD.DG         Operating   Roactors    Branch    1.       82/11/04.       UHRIO,  ti.E. 
Florida  Paver    t    Light   Co.       3pp.       16)24:200,       34X 
F(  the:  50-250,  83/11/04,0311160142. 


B311220119   Faruard*    info   re    adequacy    of    station   electric    distribution 
voltages,  in    reiponie    to   021033    telcon    request. No    single 
failure    can   affect    notti    circuits    sirau I tanoously    or 
consequentidllij    such    that    both    required    ctr  cults    lost. 
UHRIO.R.E.       Florida    Pauar    S.   Light   Co.        B2/1  1/16,       VAROrt.S.A. 
QperatincH    Reactors    Branch     i.       2?p.        11,0,3:361.      24X 
Fichu:  90-250,  S2/  1 1/  It,.  B21  12SO1  It. 


—  H2U140L47   Amends    B?   &   93    to   Licenses    DPR-31    &   DPR-41  ,  respec  t  i  ve  lu, 
changing    Tech    Specs    to   conform  in/Commission   bul  Ictlns.  Urders 
Fa-si    Force    review    re  auilliarv    fecduator    pump    requirements 
fol  louing-   TH[    accident. 

VARCA.S  A        dperating   Fleactora    Branch    1,       BE/  11/04.       ipp. 
10         24X    Fiche:  30-350,  03/1  1/04,  Q21  1160142. 


0211240443  Forwards    8GR   of    pi-opased    Tech    Spec    amends    re    opfslte    mgt 
organiiation.  Final    revleu   tt    sup  pi    uill    be    issued    follDwing 
rasolutlon    of     item    re    revleu   board    nual  it  ications.  Respo-noe 
rei)u*ated   uithin    431  dayi, 

VAROArB.A.       Operating    Reactors    Brancli    1.       32/11/16.       OHniO.fi.  e. 
Florida    Pauer    t,    Light   Co,        6pp.        16230:025.       E1J! 
FlchB:50-2BO,  BS/1  1  /  16,  B21  124O4-4B, 


--821ll&Q14a  Saft-ty    evaluation    supporting   Amend  5   Bt  >t   B3    to  Llcensua 
DPR-3L    t<  DPB-11,  respectively. 

+       Office    at    Nuclear    Roactor    Regulation,     Director.        82/11/04.        !>pp. 
16  124:  2Ii.         24X    Fiche:  30-290.03/11/04,0211160142. 

--B2I1160153  Notice    of    issuance   4   availability    °f   Amends    07  &  03    to 
Licenses   DPfl-31    h  DPF1-41,  respectively. 

VAHQA,  B  A        Operatins   Reactorl    Branch    1.       B2/H/04.       2pp. 
16124:  221.       24  X    Fiche:  50-230,  Q2/1  1  /04,  S21  1160142, 

S2IH2O4Q0  Apflitation   to  amend    Licenses    DPR-31   &  DPR-41.  Amend 
correctly    Identifies    tendon   surveyed    during    first,  third 
fifth    !t    tenth-yr    survel  1  1  ance.  Safety    evaluation    encJ. 
LfHRIO.R    E.       Florida  Power   %  Light  Co.       62/11/05.       EISENHUTi  D.  0. 
D-lvltton   of  Licensing        lp.       16042:007.       24X   Fich»:  3O-230,  BH/  11/OHi 
0311120403. 

--  B2I  II  KOfllO  Pro  pose  cf   Tech    Spec    changes    toLicenits    DPft-31    fc  DPR-41, 
corractli)    1  dent  i  fy  ing    tendon    surveyed   during    first*  third. 
fifth    tf   tenth-gr    surveillance. 

<•      Florida    Pouier    &  Light   Co.       B2/1I/05.       3pp.       16042:010.       34X 
Fiche:  50-230.  B2/  1  1  /05,  82111  20409, 

&21UAO272  Appl  I  cat  inn   to  amend    Licenses    DPR-31    t.  DPft-41,  modify  infl   Tech 
Spec*    re-    flourats    of  auilliaru    feeduater    sy  *    from  600   gpn  to 
373    gpn    Par   Model    44F  4team  generatori. 

IBISIO,  R.  E,       Florida   Pouier   fr  Light  Co.       Bfl/11/OS.       EISENHUT-  D.  0. 
Division   of  Licensing.       3pp,       16085:334.       24X  Flche:  30-290.  BS/1  1/05. 
82  1  1  1  &0272. 

—  02  1  H  6027  5  Proposed   Tech    Spec    changes*  modifying    flourati   of   au>lliary 
faBtfuater    iijs    from  600   gpm  to    373   g  pm  for    Model    44F   tte«m 
g«ntr*tors.  a»f  »ty    evaluation    end. 
'       -1        ••       -  .....     -  --/It/03.         llpp.        16083:236.        24J1 


B2  11  530233    Informs    of    intention    to    install    eelsmlcally    mounted    debris 
screens    For    containment    purge    supply    &    exhaust  valves    at 
na.it    refueling    outage    for    Unit    3   *    neitr   rePuelinB    outage 
following    i  team   generator    repalf    outage    for    Unit    4, 
UHRtO.R.E.       Florida  Pfluer    *   Hjnt  Ca.        B2/11/17.        VAROA.B.A. 
Operating   Reactors    Branch    1.        lp,        16193:  2S1.      24  X 
FicJie;SO-a50,  B2/I  I/  17,  B31  1230233. 

BSIIOOOOVO   Reipondt    to   Oonarlc    Ltr    B2-22    re    Congress  iona  1    r«o.usst    tor 
Into    concerning    (team    generator     tube    Integrity.Utll    does    not 
plan    on    subnl  tt  ing    further    info    or    camp  let  ing   quei  tionnairf, 
since    previously    submitted    repts    contain   requeited    info. 
UHRIOrT.E.       Florida   Pouer    ft   Light   Co.        82/11/34.       EIB£NHUT,  D.  0. 
Division    a-f    Licensing.        lp.        16238:112.       24X  Flch«:  50-OOO,  B3/  1J/E4. 
8211300090. 

O.     Inspection   repartii     IE   Bulletins    It    correspondent* 

B2Q017022O  IE  Info  Notice  B2-37*  "Crack  ins  in  Upper  Shell  to 
Transition  Cone  Qirth  Maid  of  ateam  Oenerator  at  Operating 
PUR.  "  Svc  list  end. 

JORDAN,  E,       Dlvlslan    of    En-glneirlng    %    Quality   Atauranco.        83/09/16. 
ConinlidAttd   £dt«on  Co.     of   New   Vorfc,     tnc.       109pp.       19930:001.      ?4X 


6208190222    IE    Info    Notice   82-34.  Revision    1.     "Haiti    In   Main   Control 
PanBls.."    8ve     lilt    nncl. 

i  E.  L.  Dlviftion  of  Engine'rlng  b  Quality  Anuranc*,  92/07/17. 
toUdatiil  Edlion  Co.  of  Mauj  Vork,  Inc.  107pp.  1SB?B:  1SS,  24X 
:  90-OOO.  9B/O9/17,  B20B19O2Sa. 
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62031^0339    IE   Info    Notice   92-39,     "Svc    Degradation    op    Th  U  k    Mall 
Stainless   Steel    RetircuU  tton  Sus   Piping   at    BWR   Plant    " 
Svc    lilt    «ne 1 . 

JDRBAfJ,  E.  L.       Division   of    Enoineerins    !.   Quality   Ai«uranci,       B2/09/2i 
Consolidated    Edison   Co.     of   Htu   /ark.     Inc.        S6oo          li017-O9H         24X 
Fie*.:  50-000,  S2/09/31,  0203190229.  «"Ji/,u-wi. 


02-43.      "PWB    Lou   Temp    C1v*rp 
u 


8209190233    IE    Inf0   Notice 
Protection."     Svc    list    e 

JORDAN,  EL          Oivis.on    of    Engineering    *   Quality    Mtur.nr, 
Con5D|,datB<j    Edison   CD.     of  Neu   Vorl,     lr,c         S-j.,,.         ,"'' 
^iche:  50-000,  82/11/19,0208190253  PP          I*"J 


0200190333   JE    fnfc  Matice  SS-38,     "Ch*n,e    in  Fprrcat    (.   Dl  stributl  cn   Sys 
for    IE  Bulletins, Circulars   S,   Info   Notices.  "    Svc    list   .ncl 
DEVCUNO.R.C.       Director's    Office,    Otftet  of    £nipettion  and' 
Enforcement.       S3/07/22.  Consolidated  Ed  i  ton  Co.     of  Neu  -fart,     lr>c 

l£0pp,        £6018:021.        24X   Fie  he:  SO-OOO,  02/09/22,3209190223. 

8309190233    IE    in.j  Notice  BB-40.     "D.f  ictencies    m   Prlury   Containment 
Electrical   Penetratio-n  Assemblies."    Svc    list    encl 
JORDAN.  E.  L.       Division,  of   Engineering    1  Quality   As.urance        32/09/22 

Consolidated    Edijon   Co.     of   Heu   York,     Inc.        112pe,        15930-019         34X 
Fi  che:  SO-OOO,  B2/09/22,  820B 190232.  IJTJU.  ui-r.        ^in 


correspnnd*iiti 


92HQ202I9   Foruavd*   monthly     operating    repts     for    Aim     Kill 3 

MILL.Arl8,J.H.  F]DMd.  Po.er  t  Lignt  Co  B2/O9/  5'^  „,.,„ 
Resource  Management,  Director.  Ip.  138B2-  176  yfl.  L'M" 
Ficho-50-25O,  82/09/15,821  1020219. 

— B211030221   Monthly    operating   repts    for   flug     (fas 

^5SE^'!r         Florida    Power    (.   Light    Co         B3/09/I!)          |;>(.        ,.,; 
24X   Fiche:  50-250,82/09/15.621  1O20219. 


Ctr    in   Bethesda.MD   to    rfiscuis    design    (IE  Bulletin   BO-1 1)    t, 

™f™i,,"e2*r!11'    ba!ance    technique"   t    "arching     theory". 

TBAMHEt-L,  C   H.        NHC   -   tlo    Detailed   Affiliation    ffiven         82/10/07  KHC 

-  No   Detailed    Affiliation   Oiven.       4po.       £5975'31B        3« 

Fl  che:  =0-000,  B2/10/07,  921 10B0371. 

S21I030S50  Forwards    sa-ffltif    evaluation   of    util    B0050B.  B10519  6  630921 

n"!S"!^^^^ 

VAROA,  B.  A.        Dperattns    flaacEor*    Branch     1.       B2/10/OB.        l/HRIC,R    E 
Florida   Pouer    6   Lijlt    Co.        9pp.        £5?43:001          34X  '     ' 

Fiche:  50-23O,  B2/10/Oa.B2l  1030530. 

B311150415   Confirm-.    B2IO13    t.lcon    r*   B31O23   Hgt   «..tlng    at    Region    2   ofc 
to   discus,   containment   electrical    penetrat  i  ons.  recent    Inso 
result*    coniirning    haat    ti-acing    ii,»  6   other   operational 

ac     r^Clllt^.rroposed    ifl0  B  tt  r>g    agenda   one  1 
PI«    ill      nJ'P'     .R,"?i?n  2<    Office    °f   Director.       B2/10/21.       UHRIO.fi    E 

Fi^oSsr^^s-Mia-,,,1"5*318  3"x 
82o^°=r^,^3vcN;!;rB^41'  "F'11-"  "  -^.*-«.*  v^,  t» 


. 

O^  80-350,  62/11/03,821  1  J50257. 


S    Enfar"'»s'>t    Cnnf.r-ence   flEpt«    50-350/82-35   6    50-23I/BJ- 
r.u  N°  )">n"mP11»n"  noted.  Major  arBa,    rfiacuSJe,J    losp 

r.*u(ts   re    recurrent    incident!   of    Inop.rabJ,    »afe  tir-relatBd 
fieat    tracing   J,   asBotiated  alar-fflj  "*etK    related 

?.*lssfF^ 


.o 

:  50-000,  B2/  11/05,  021  1  £50561 

&2111A0030   Su^mari,    of    B21  103   in..  ting    u/util, 
u*B   of    "Enersv   BalJnc,   T.cJ,™£qUe  "   fc   -.rtlli, 
maioory    u*ll    ^ualjf  Uation. 

,  C,  H.       Operating   Beacton   Branch  3 


IE    Bulletin   Hn-  1  I     ,,„ 


9211110191    Forwards    dionthlu 
HILLIAHB.J.H          norld.    Fn 

1          anCh         1P' 


atino    reots     for    'io 
Llgnt    Co 


-    S3I1110I9S   Monthly    operating    repts     For    Sept     19*13 

E5.   ^'L'     ./lQril!fl   P0^61-    «•   Light    Cn         B2/£!)/ia 
34X   Fiche:  So-000,  02/1O/  I  5,  B21 1 1 1O1  91 . 


S211090114   Foriuards    LER    B3-OH/03L-Q. 

WILLIAMS.J.W.         Florida   Pomer   (,    Light    Co         U2/I1/OI 
Rej£on  2,    Of  f  ic  e   of   Direc  tor.       Ip.       16003:330        K/IK 
Fie  he:  50-25 1,  B3f  11/01,  B2I  109O1H. 

--9311090I20   LER    83-OM/03L-0   on    831003,  boron     injcclloi,    I,' 
found    belou    rech    Spec     limit    of     145    F.  Plant     *upei'vnii*> 
nuclear    not     promptlu    noti  fi  ed    Caused    bu     inadequate    l.*i 
>t    info    dissemination    tn    personnel. 
PACE.P.L.        Florida    Power    t   Light    Co         B2/11/OI  fl,1( 


lit  lilt, 


v.     Operator   Eia  mi  nations 


0310130019  Generic    Ltr   B3-1B    to   all    pou/er    react 


Tt"tac*OT 


K    sen.or    rector    Up»ralt>F 

that  eiams  be1"  at  '" 


»an  ^     MDivis*°"    °f    L.censing          92/10/12. 

;      Bn   n.°'    Netu   Yorl"      Inc          13PP          16002:234. 
lch»:SO-000.  33/10/12,6310130019. 


RESEARCH   REACTItfl 
t<    fire    protection    [. 


''    meifa1' 


R'lea"*    Pub"=    version   of    revised    emergent*  cU™ 
NM  •"""gencu     re.ponse    plan   (.  procedures    for    adfl.ii.lun  I.  .f 
FP.T™     .'M          ''*    COIltam'"ated    patients    at    local     hl.^ 
•FELTON.J.M.        Division    of    Rule,    and    Records.         E)2/  1  Utlfl 

DrarCh'        lp          16121:083.        84  X   Ft  ch».  90"UM.«'| 


"B2f"6053i>  Forward  i    public    version    of    rovlssd    •niraffitv   Ml".  *i 
NM   emerg.ncy    response    pian  (,   procedures    for    aifniitiun  i  *,l 
i  ^y        "A!    ivilg    "nominated    patients   at    D*rn«llll<l   t^M, 
ttvdlcal    Ctr    *   univ  cancer   ctr. 


ROflERTSON.C. 


eu  Heiico.    Univ.     of. 


'9ft  •? 


Brnr™,,bU(:    V8rsion    «"  revised    emergency    pl 
ROBERTSON,  J.c.       New  Me,  i  „,    Unl  v.     of  ,       82/1O/3I 
Sit   Fiche:  50-252,B3/ll/OB,a211l6052&. 


9311160541   Public    ver.ion    of   flmergen<:U    responje 

c^h      K2*iiC01    St*E*   Of'       aa/°*''3Q-        16PP.        l 
Fit  he:  50-253,  8B/1  1/OB,  B21  1  160526. 


SJ»,       H 
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BZ111A0546  Public  version  of  procedures  for  adnilMlO^  6  M< 
M!-  ?  it""  I»nta«inated  patients  at  Derntlllto  Ca^nif 
.  w  -  ,  *"  I-n£>1'  >-«>«rch  fc  treatment  ctr. 
»  MtuM.xico,  Univ.  of.  Bl/12/31.  61pp. 
Fie*.;50-252.82/lf/OS.S31116052i. 
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P.    Operating    license    stage    documents   &    corras pondence 

E-310O7O015   Of  tier  ic    Utr  92-19    to   research    8,    test    reactor    licenseae    rp 
lubmittal    of    copies    of    documents    to  NHC,  Clari  f  IBS    number   of 
cap  lei    of    certain   documents    tn    be    submitted    to   NRC. Svc    list 
ere  I. 

EISEMHUTi  D,  0.        Division   of   Licensing,       82/10/05,  Michigan,     Univ 

of.         10pp.        f9?60:  140.        24X    Fiche:  30-OOO,  §2/10/03,  Q21007O01S. 


DOCKET    50-354    QUAD-CITIES   STATION,     UNIT     1 

F.     Security,    medical,     emergency    6    fire    protection    plans 


Generic    Ltr  92-17    to    all    pouor    reactor    licensens  t 
.applicants   t    holders    of  CPE   re    incons  is  tenc  ij    between 
r*q.uii-nn»nts     nP    IQCFflSO.  94(  t  )    J,    STB    for    performing    audits    of 
i^trgencu   preparedness    programs.  Bvc    list    encl. 

£[&£KIIUT,D.  0.        Division    of    Licensing.        B3/IO/O1,  Consolidated 

Edison   Ca.     of    New  York,     Inc.       I  1pp.        16002:288.       34X 
Flcht-  5O-000;  33/10/01,8210040068. 

G210Q7G01-9   Oenoric    Ltr   02-21    to   all    licensees    &   applicants    of   nude 
(•O'je-r    reactors    re   Tech   Spots    for    fire    protection    audits. 
For  Liar  is    guidance    discussing    general     scope    &    describing 
elements    60    be    included    in   audit.  Bvc    list    encl. 

EI5ENHUT,  D,  0.        Division   of   Licensing.       H2/10/O6,  Consolidated 

Ediion    Co.     of    Hew    York,     Inc.        l?pp.        13993;  330,        24X 
Fiche:  5O-000,  B3/  10/06,  B21  00700  1  1. 


6211170063   Releases     public    version    of    revised     emergency    plan 
imp  lemon t  ing     procedures. 

FELTGN,  J.  M.        Division    of    Rules    and    Records         63/11/00  Doc  urn 

Management    Branch        lp.        16147.037         24X   Fi  che    50-254,  BS/  1 1/O9, 
9211170063. 


— 3311170070   Forwards    public    version   of    revised    emergency    plan 
implementing    pT  ncedureii.  me  lud  ing    Procedures   OEP     IBO-O    re 
rad/chem   director, QEP    430-0   re    onsite    technical     support   ctr 
t    OEP    530-0    re     enercli.es    i   drills. 

CERNGR.L.        Commanuealth    Edison    Co.        02/10/14.        DENTGN.WB          NHC 
No    Detailed    Affiliation    Given.        6pp.        16147.04O         24« 
Fiche:  50-254,02/11/08,6211170063. 


— 6211 170080   Publ i c     version    of    revised    emergency    plan    implement 
procedures,  inc I ud ing    Procedures    OEP     160-0    re    rad/cfiem 
director. QEP    430-0   re    onsite    technical    support    ft    QEP    530-0 
re    exercises    &    drills. 

»      Commonwealth    Edison    Co.        B2/10/14         29pp         14J47   046         i 
Fiche    50-254,83/11/08,8311170063. 


P.     Operating    license    stage   documents   &   correspondence 


B2102i00as   Generic     Ltr   82-20    to    all    pouer    reactor     1  icensec 5, permi  t 
holders    i   applicants    for    CP   re    guidance    for     implementing 
SRP    rule.  Forwards    NUHEQ-0906.  UUREG    tn    be    used    as     interim 
measure    until    Re  j    Guide    1.  70   revised    Svc    list    encl 

EISENHUT.D.  G.        Division    of   Licensing.        S2/LO/26  Consol  id.a  led 

Edison    Co.     of    Neiu    Vork.     Inc         9pp         15993.295        SIX 
Fiche:  30-000,  02/10/26,3210260098 


£211040103   Forwards     IE   Safeguards     Imp    Repta    SO-254/B2-2O   (, 
30-265/82-31    on   B20927-1001    fc  notice    of    vio  lation.  Notice   of 
violation  &    rapt    details    withhold    (ret    IOCFR73.  2i>. 
MILLER.  J,  R.        Division   of   Engineering    t<   Tochnical    Programs.       B2/10/29. 

flEED,  C         Commanuoalth    Edison    CD.        2pp.         15936:121.        24X 
Hi  he:  30-25-1,  BS/  1O/21?,  021 1O40102. 

--321 JO-10110   JE    Safeguards    Inap    Rept*    SO-254/62-2O  i,    50-243/02-21    on 
620937-1001 ,  Noncompliances    noted,  fa i 1 ure    to   adequately 
fi-ottct   »HC  uri  ty-ralflted    keys. Portion    of    alarm    sijs    did    not 
function   as    required.  Detai  li    withheld     <rnf    10CFR73.S1). 
MAOEDA,  T.  J.   ,     BTAPLETON,  0.  W.  ,     CIJEED,  J.  R.         Division    of    Engineorinn    8, 
T»c  finical    Programs.        02/10/27.        2pp.         15936:  123.        24X 
Fiche:  50-254.  OS/ 10/29,  021 1040102. 


6210370030   Generic     Ltr    62-23    to    all    PUR    licenseas    re    Congr  essi  on;.  1 
request    for    info    concerning    steam   generator    tube     integrity. 
Forwards    Congressman   EJ   MarVey    B21019    questions    re    steam 
generator    tube     i  ntegr  ily.  Svc     list    encl 

E1SENHUT,  D.  G.        Division    of   Licensing         02/10/36  Cons.ol  id.i  ltd 

Edison    Co.     of    New    York,     Inc.        10pp.        16099.332.        24X 
Fiche:  50-000,  92/1O/26,  8210270030. 

8311110583   Forwards    safety    evaluation    of    util    responses    to   MURES- t)7X/, 
Item    U.K. 3.21,      "Restart    of   Core    Spraij    &   Lou   Pressure 
Coolant    Injection    Sys.  "   Conclusions    acceptable. 

DELGEGRGE.L.        Operating    Reactors    Branch    2.        02/1O/26.        VASSAL Lll.  D.  D. 
Commonuealth    EdiaonCo.        6pp.        1604S.  227.        24X   Fit  he.  5O-000,  H2/  ID/24,, 
0211110503. 


Oeneric    Ltr   35-23    to   all    licDnseas    &   applicants   re 
inc-anf  I  s-tency    betiuoon   reo.uireiHBnts    of    10CFR73.  4O(  g  t    &  8T8 
for    performing    audits    of    safeguards   contingency    plans 
iiecuritv   plan). Bvc    list    encl. 

E[5EUHUT.D.Q.        Division   of   Licensing.       Sa/10/30.  Consolidated 

EdUon   Co.     of    New  York.     Inc,       Bpp.       (59'?3:319.       24X 
Fi^^^B:BO-000,  53/10/30,8310390100. 

aaillOO'177  Releaie*    public    version   of   revised    emergency    plan 
Imp  lament  ing    p  rocoduros. 

FE-LTQN.J.H.       Division   of    Rules    and   Records        02/11/01.  Document 

rtanag-Bment    Branch,       lp.       16041:215.       24X   Fi  che:  50-254,  83/1 1/0  I, 
Bail  100-177. 

— 331 1 100403  Forwards    public    VHriion   of    revised    emergency    plan 
impl*rtiantinB    procedures,  including   OEP    340-6   re    chlorine 
dioiide    *pill.OEP    930-81    re   monthly    NARB    drill    b  QEP    530-0 
re   exercises    &   drills. 

*  Commonwealth    Edison   CD.       82/10/01.       DENTGN,  H.  R,       NRC  -   No 
Detailed    Affiliation  Oiven.       3pp.       16041:214,       24X 

Plena:  50-254,82/11/01.9211100477. 

— 821110049*.  Public    version    of   revised    emergency    plan    imp  lam»nt  ing 
procedural,  including   QEP   340-i  re    chlorine    dioxide    spill, 
QEP    530-81    re   monthly   NflRS  drill    i.   QEP    530-0  re    eiercises   (. 
drill*, 

*  CamnoniJealU   Edison   Co.       82/10/01.        4pp.       1604);2IB.      24X 
Fichs:  50-384,  B2/1 1/01.  021 1100477. 

eailO-)0379  OaniPic    Ltr   B3-25    to   all    poueT-    reactor    Hceniees   ro 
integrated    IAEA   exercise    for   physical     Inventory    at   LWRs.  Any 
cOTmitmmt    to    participate    in   exercise    IB    voluntary    &  any 
util    that  participates   will    ba    re  imiiursed.  Bvc    lint    encl. 
EIBENIIUT.  D.  0.       Division   of   Licensing.       B2/11/03.  Consolidated 

Ed  I  ion   Co.     of    N«iii  York,     Inc.       1  ipp.       I6-O19.-OQ4.     .  24X 
Fiehe;SO»QOO,  S2/1 1/03,  8S1 1040379. 

8211180371    Adviiea    that   no    action   util    be    taken   re    B20617  request    for 
T«eh    8j>fC   changt«    to   clarify   respdn*lbi  1  i  ti  •«    of    licensee 
during    etnergrne  lei>  until    applicable    10CFR50    regulations 
bttemt    effectiv*.  ..,,„«»  , 

CRUTCHFIELD,  0.       Operating    Raactori  Branch    5.       Ba/11/05.       DELOEPRUb.L. 

Commonyealth    Edison  Co.       3pp.       16055:327.       34X    Flch»:  90-000, 
3Z/l(/09.flSlllS037I. 


/ised    pages    to    CE-I-A,  Revis  ion 


1JOrt   Topical 


0211030651    Foi-uart 

BHARTZ.E    D         Commonuiea  1th    Etfison    Co.        03/10/27.        HAASS,  W   P.        •Quality 
Assurance   Branch.       lp.       15686:145.       SIX  Fi  c  he:  50-000,  B2/10/27, 
82U030&S1. 

--0211020664   Revi»*iJ    pages    to   CE- I-A.  Revision    22.     "OA    Topical    Rept." 
Pages     1-33    to    Revision    14   dtd    900909   encl 

SUARTZ.E.D.        Co-ramonuealth   Edison   Co.       CE-l-A   R33   ERR.        B2/11/O1 
6pp.        15866:146.        24X   Fiche:  50-000,  02/10/27,  031  1020651 . 

6211030535   Requests    uiithin    60   days,  info    i,   programs    re    implementation   o  (= 
NUREO-0313,  Revision    1,  previously    requested    by   01O336 
Generic   Ltr   01-04. 

LAINA6.G.C.        Assistant    Director     for    Operating    Reactor?.        83/10/^8. 
DELQEORCE,L,        Codimoniuealth   Edison   Co         4pp.        15943:104.        24X 
Fiche:  30-000,  82/10/23,8211030335 

82110'!0240   Application    for    amend     to   Licenses    DPR-29    !.   DPR-30 
requiring   dryuell    oiygen   concentrations   to    SB  maintained 

RAUSCH,  T.  J°    '  Comraonuealth    Edison    Co.        82/11/01.        DENTD.N,  H   R.        OFfite 
of    Nuclear   Reactor   Regulation-     Director,        2pp.        16006:039.        24X 
Fich":  50-254-  BS/1 1/01.821 1070340. 

— 9211090244   Proposed    Tech    Spec    changes    requiring    dryuiell    oiygsn 
concentrations    to   be  maintained    below  4'/,   vol. 
»      Commonwealth   Edison  Co.      02/11/01.      0pp. 
Fiche:  50-254,  32/11/01,8211090240. 


14006:041,        34X 


0211100430   Forwards    Amends    82   t-   76    to   Licenses    DPR-39   fc    DPR-30, 
respectively,  safety   evaluation   t  notice   of    issuance  & 
availability.  Amend    changes    primary    containment    integrated 
leak    rate    test    requirements   (,    provides    direct   ref     to   App    J. 

QEVAN.R,      Operating   Reactors  Branch    2.      62/11/02.       DELGEORQE,  L. 

Commonuealth    Edison   Co.        2pp.        16041:249.        24X   Fi  che:  5O-294,  82/  1 1/M, 
8211100430. 

—8211100445  Amends   82  *  76    to  Licenses   DPR-29  t,   DPR-30,  respoc  t  ively. 
providing    for    primary    containment    integrated    leak   rate    test 
requirements.    Si   schedules    consistent    ui/App    J   to    10CFR50. 
VASSALLO,  D.  B.        Operatino    Reactors    Branch    2.        B2/11/02.        13pp. 
16041:251.        24X   Fiche:  30-234,  B2/1 1/03-  B21 1 IOO43O. 


78 


DOCKETED  ITEMS 


--8211100450   Safety    'valuation    supporting    Amend*   62   fc   7A    to   Licentes 
DPR-39    &   DPH-30,  respectively. 

*      Office    of    Nutlear   Rtactor    Regulation,     Director.        BS/ll/02        'Jon 
16041:263.       24*   Fiche    30-354.  B3/I  I/OS,  021  1  100430. 

—6311100460   Notice    of     issuance   I,    availability    of   Amends    62   (,   76    to 
Licenses    DPH-29    b    DPR-SO,  re*|p*E  tl  we  1  4  . 

VASSdLLO.  D.   D.        Operating    Reactors    Branch    2.        B3/11/Q2         2pp 
16041-266          24X    Fiche:  50-25H,  83/1  1/02,831  1  100430. 

8211120380   Foruards    revised    Pagei    1-24   6    1-35    inadvertentl  it    onlttid 
fren   Revision    22    to    OA   prooram. 

SKAWSKI.U.  J         Cammenuealth    Edison   Co.        B2/I  1/OB         HAASS.  W  P         (hialitu 
fi-snurance    Orancli.         Ip          J6042'  033         24X   Fi  c  he:  50-OOO,  02/1  I/OS, 
821  1  L2O3BO 

321lli0332   Requests    aild  1     info    to    complete   po>  t-ituplejnentali  on   review    at 
NUflEG-0737,  Item     II,  F.I.  4.     "Pressure    Monitor,"    U    F    |     g  revl«"    "F 

"Water   Level    Monitor-  "    ',    Jl.F.t    6    "Hgdrogen    Monitor.  "    Info 
requested    uithin    3O   days    of    1  tr    receipt. 
CRUKHFIELO,  D         Operating    Reattorj    Branch    5         B3/11/O9.        BEUJEOF1CE,  L 

CEiUJ-m-niLrBd  I  th    Edison   Co.         lOpp          li-071  :  ISO.        24X 
Fit  he    50-0(K),  B2/1&/O9.  0211U0333 

9211150303   Forwards    documentation    supporting    Commission   approval    of 
propuied    de    minlmis    release    criteri-a     for    uncontrolled 
release    of    matls     from    controlled    ai-tas.,  contained    in    util 
radiation    protection    ^tda.per    Reg    Cuitfe    1.  Bfr. 

SW«fiTZ,E.  D         Commonwealth    Edison    Co.        83/11/10.        DENIQN,  H.  R.        Office 
of    Nuclear    Reactor    Regulation,     Director.        llpp.        16055-225         24X 
Fiche.  50-000,  B2/  1  1  /IO.  821  11S0503. 


.ceot    Fort    St 


621  6140047   Generic    Ltr    B2-2fi    to    p  ouer    reactor     licensees     i 
Vrain)     re   NUIiEG-O744,  Revi  a  ion    I,     "Pressure    Vessel    Matl 
Fracture-    Toughness."    Forwards   MUHEO-0744,  Ravi  s  ion    1    H/o 
encl.  Svc    list    enc  1. 

EISENHUT,  D.  G,        Division    of    Licensing.        B2/ll/ia,  Conial  Ida  ted 

Edison    Co.     of    Mem    York.     Inc         52pp.         14232:  SIS         24X 
Fiche;  50-000.  83/1  1/12,  631  1 140047, 

9211170202    approves    BI0510    application    tor    withholding   Tables    1    fc   2 
«ntitli4     "Turbine    Hhael     ( l>i  sc  J     Info    for   Wheels   W/Keyuau 
Ultrasonic     In  d  i  catl  o-ni"     to    util    910518    Itr.  per    10CFR2   790 
CRUrCHF!£LD,  B.        Dperatins    Reactors    Branth    5.        82/11/12,        TIHD.DP 
trie    Co,        3pp.        16104:189.       2M    Fiche  .  50-00&,  62/1  1 1\2, 


EISENIfUT   D   0 
Fi  the-  50-000;  02/1  I/IB, 


B2112»I19   For^rds    response    to   Training  Phase    I    concerns    in 
Retsarch    Ctr    tfraft    technical    evaluation   i-o-pt   re    control    of 
heavy    loails. 
SI/AKTI.E.D.        C<rmmoni.'&alth    Edison    Co.        B2/11/IO 

BEM230ll?f   LiC°nliI1g          '""' 


atlfl.t    tnat    Cla)i    II 
*or    Tech    Spec     change    to    clarify 
emerjeneies.   ulll    be    refunded1. 
MILLER,  MO.        License    Fea    M.anajenent    Branch 


fees    ,uo.|tt< 
sponsibilities    durino 


H20SI90333    IE    Info  Notice  B2-4O,     "Deficiencies    In   Prlmjiru. 
Electrical    Penetration   An.dibl  !••.  »    Bvc     li.t    encl  V 

JORDAN,E.L.        Division   of    Engineering    (-   Quality    Anuraru 

Consolidate    Edi.onCp.     ofNeuYork.      Inc.        112pp         " 
Flche:  50-000,  B2/09/22.  B20Q1TO232. 


9211080271    Notification   of   821103   meeting   .u/utils    S.  Fr-nt  1U  fl.  . 
Ctr    in   B«U»,dfl,MD   to   discuss    design    (IE   BullaUn   DO*  11 
u«e    oF    "ener-BY    balance    technique"  k    "arching    tneuru" 
TRAMHELL.C    M.        NF1C    -   No    Detailed    Affiliation    Oiven      '  BZMO/W 
-   Ho    Detailed    Affiliation    Givon.        4pp.         15?75'  31Q         sS* 
Flcfi*:  50-000,  02/10/07,3211060271. 


"FailurE  of 


Fiche:50-000,B2/10/22,020BI90239, 


B2110602B3   Forwards    IE    Insp    Repts    30-294/ea-lO   fc    3O- 
B2063Q-0907.  No   noncomp  1  iance   noted 
SPESSflRD.fi^L.       Division   of   Project  6  HeaidDnt    PrODr«m,.      (H/JO«3. 
HttU,  t,        Lomptonuieal  th   Esison   Co.        2pp          15952'314         'jay 
Fie  he:  30-254.  82/10/22,8211060283. 


-63110602?!     'E     InSP    "eptS  -         on 

noncompliance   noted.  Major   areas    Inspected  :  1  ic  ens  ei>  action 
on   previous    insp    f  indings,  operational    safety    VBT  1  f  I  cation, 
fflonthlg    surveillance   ol>  servat  ion  i   refueling    pr.parntLon 
CHRISSariMOS.N.,     DUPONT.S.Q.,     WALKEn,n.D.        Division   of  Pr^j.it    I 
Be«itlent  Programs.      Q2/  10/18.       16pp.       13933:314        84X 
Fi  che;  50-234,  B2/1O/23,  G21  10602S3. 

8211080263    Forwards    IE   Enforcement   Meetino    fleets    50-337/03-31. 
30-2*9/82-22,50-234/82-17  (,   90-265/02-19   on    820714  *  onas'i? 
4  nofcics    of   violation. 
LiIJ«E^H'S-      D'vi9ion   of   Engineering    i   Technical    Prdgr«ni.      OST/10/Zl 

HEEl>,C.       Conmonwealth  Erfison   Co.       2pp.        15990'3i4        'Jti 
Fiehe:  30-000,  62/10/26,9211000243, 

9211030266  Notice  of  violation  from  inap  on  S20714  t.  OBaS-!Hi 
™Ty«EltriS-  Dlvilton  °f  Engineering  i:  Technical  Progr»«i  ' 
82/10/22.  2pp.  15990:266.  24X  Fiche:  30-000,  O2/10/J6,  021  1  W!'??fcJ 


3211000272    IE   Enforcement   Meeting   Repts    9O-S37/B3--21 
30-254/62-17   t,   30-365/62-17   on    B20714   «-    0035-37. 
NoncompJiance   noted:no   QA  audits   conducteij    from  CV7/-7V  4 
deficiencies    found    In  OA  audit   program. 
VIN.i.r  ,    DflNIELSDN,  D,  H.      Region  3,    Office  of   Oirector, 
lip*.        15970:268,       24X   Fiche:  50-000,  02/  10/2c> 


B3/11/1B         DELSEDflCf   I 


Sail020147  Confirms   831026    telcon    re  revised    plann    for  OSHO'i 
enforcement   conference  u/util    In  Chliago^IL    to   dlscu»t   CIA 
as*ociated    u/procurement,  instal  latinn   &  use    of   nonquallflH 
valve    guides    in   ulec  tromagnotl  c    relief   valves. 
at^S!JRD'5'L'       n'vi*'on   of  Project  8-   Resident   Proflrami. 
REEDpC.       Cammonueal  th  Edison  CD,      2pp         ISHQI'317        84X 
Ffche:  50-000,  83/10/37,8211020147. 


Q.     Iniptrtion    report*.     IE  Bulletins  fc   corrosponiJene* 

820B140KO  IE  I  nf  *  Notice  B2-37,  "Cracking  1^  Upper  Sh.ll  to 
TranMtlpn  Cone  Girth  Weld  of  Steam  Generator  at  Dperatins 
PUR,  Svc  list  encl. 

JOfllMM.E  Biviilon  of  Engineerinj  t  duality  Assurance.  83/09/JA 
Consolidated  Edison  Cc.  of  Nei,  Vorlt,  fnc.  105pp.  1S930'001  2« 
Fiche:  50-000.  82/07/16,  e208]90320.  TOU.UWI.  dij; 


-U.lf.    in  M.inc.ntr-1 

e.        Ba/09/17 


Injo  M.tue    B2-^fievisiDr    1, 
Panels        Svc    list    encl. 

JCWDflN^.L         Olviiior.    of    Enoin.,  ,-ring    A    Quality    As. 

ConsclUated   Edison   Co       of   New   Voc-i,     Inc.         107&n 

Fiche.  50-000,a2/Q9/l7,S208b90232.  " 


B20BI90229    IE    Info    Notice    B2-39,     "Svc    De9radatiDn    ef    Th  i  c  1    Hall 
Stainless    Steel    Rec  I  rcula  tion  Sos   Pipin,   at   BHR  PUnt    " 
Svc     lilt    etiel  . 
JOfiDAN.E    L         Divl.ien    of    EnaIneerinB    t,   du.l  lt«   Aisiir«ic..        B2/07/S1 

r,C?II"'1™"d    Edl""  Cpl'"  N"w  Yopl"     Irc'       "PP. 
Flfhe:  50-000,82/09/21,  620819022'?. 


B211060257  Submits   supplemental    response    to    IE  Qullatln  00-13, 
"Cracking    in    Core   Sprat;  Spargers,"   No    tracking    iJentifl»d 
during    BH09I7    Insp.  Insps    should    de  performed    even/   3  ufi    (n 
conjujnctlon   u/reactor   vessel    internals    insps. 
SWARTZ.E.  D.       Commonwealth   Edison   Co.       H2/10/20,        KEPPLPJt,  J  5, 
Di"ct0^      2PP'       13959:266.       24X  Fieh  a:  30-334.  Oii 


82I104OJO3  Forward*    IE  Safeguards    Insp    Kept*    50-234/82-20  1 
50-2fiS/sa-2I    on   020927-1001   6  notice    nf   violation    NotUi    e 
violation  4  rept   datalli    uithheld    (ref    1OCFR73.  21  t, 
HI™BiJ'H<       Divisl°"  °f  Engineerino    fc   Tethnicat    Proaram. 

BEEDrC,       Commonwealth  Edison  Co.      2pp.       JS926'lai         2<X 
Fiche:  30-254,  32/10/29,8211040102, 


™-          iE    s»reoua''<(»    I"»p    Repts    30-2S4/BS-aO  t. 
BZQ927-10O1.  Noncompllance«   no  ted;  failure    to  adequfttalif 
pratjct   socurltv-related    keys.  Portion   af    alarm    lui    114   rfll 
ti/nction  at    required.  Details    withheld    frof    1OCFF173  911, 
MftOEDAiT.J,,    STAPLETQN,  B.H.  ,     CREED,  J.  R.        Dlviilon    of  Kti|ifl**rin|   | 
feehnical    Programs.      82/10/27.       2pp.       15936:123,       Z4X 
FiehB-  50-354,82/10/29,8211040102. 


0306190223    IE    Info  N.t.c*   B2-38.     "Cnange    in  rnriMt  t  D|itpiiutlm   gvs 
for    IE   Gulletini.  Circulars    t.   Info   WotilB.    "    Svc    list    encl 
DEYOUMO.R.C.       Erector',   Office,    Otticllf    rnspe'      on   an    ' 
Enforcement.       B2/09/2a.  Con.ol  idaUd  E41  .on  Co,     «?  n,l  yorfc,     ,nc 

HOpp         JA0»:Oai.       24X   Flthe:  50-000,  B2/0-P/S2, B2031 90S23 


™  Ack    T*eeiP*   Qf   BSOB31    Itr    informing   NRC    of    chandM  10 

790427  &   0803    reipbnae*    to    IE  Bulletin   79-08,  Item  6, 

!«»B5RDl  Bl  L<       "'"'''on   of  Project  (,  Recldent  Progr«n.t.       B3/M/M 

REED.C.       Comnonui»Blth  Edison  Co.       Ip,       14000 •  336         24X 

Fie  ht :  50-000,  B2/1 1/04,  B31 1090409. 


DOCKETED  ITEMS 


--BS1 J09042Q  Updates    790427   !•  OB03   responses    to    IE  Bulletin   77-08.  Item  6. 
"Daily    Position  Verification    of   ECCS  Valve*."   Frequency    of 
position  verification   of  ECCS   vilvei    reduced    from   once   par 
d4y    to    ones    per  month. 

SUARTZ.E.D.       Commonwealth   Edison   Co.       82/08/31.       KEPPLER, J.S. 
Region   3,     Office    of    Director.        2pp.         liOQB:  337.        24X 
Fi  C  &  *  :  50-000,  B2/ 1 1  /04,  921 1090409. 

32111400BO  Summary   of   931103  meeting   u/utils    re    IE   Bulletin  60-11    on 
uti    of    "Energy   Balance   Technlo.ue"   ti    "arching    action"    for 
ftatonrv   wall    qualification. 

TflAKMELL,  C.  M.       Operating    Reactors   Branch    3.       B2/II/03.  Operating 

R4JCto.ri    Branch    3.        32pp.        14103:328.        24X    Fiche:  50-000.  82/1 1  /OS. 
62 1 11 AQOaO. 

3SOB110S4B    IE    Info   Notice    92-43,     "Deficiencies    in    LWR    Air    Filtration/1 
Vanti  lat-ion   Sys.  "   Svc    Hit    end. 

JORDAN.  E  L.       Division   uf   Engineering    &  Quality   Assurance.       02/11/16. 
Consolidate   Edison  Co.     of  Nsui  York,     Inc.        Hipp.       16171:833.       24* 
Flche:  50-000,  B2/1 1/16.  B2061 90248. 


—8211040369  Monthly   operating    roots    for   Sept    15BI. 
TUBES.  R.  C.         Commonwealth    Edison    CD          81/10/01 
24X    Fiche:  SO-254,  BI  /1Q/O1.  O211  O4O367. 


Upp 


15927:  34V. 


B211090347   Forwards    monthly     operating     repts    for    DC  t    1903. 

KALIV1ANAKIS,  M.        ComfnonuiBal  th    Edison    Co.       92/11/01.  Director's 

Office,      Office    of    Inspection    and     En  f  o  rcenmn  t.        Ip          I4O12:OOI,        34X 
Ficho:  50-254,  82/11/0-1,831  1090347. 


--B31 1090356   Monthly    operating    repls     for    Qct     19B2 

BUSS.R.D.        Commonwealth     Edison    Co.        Q2/11/01         2,1pp. 
24X    Fit  he:  5O-2S4.  B2/11/O1.H21  1090347. 


B211100111    Forwards    list    of    changes-  teats    1*   eiperiniBnt!    camp  letert 
during     Dct    1982   Safety    evaluation    of    24/40-volt    dc    meter 
rewire    end.  W/o    1 1st. 

KALIVIAWAKI3,  N.        CommDJiuea  1  th    Edison    Co.       92/11/01         CASK. E.G. 
Office    of    Muclear    Raactor    Regulation.     Diret  tor.        2(ip          1403^.   lt> 
24X    Flche.  30-254.62/11/01.3211  LOOM  1. 


32LI2403.42  Formardi   SALP  Repts   90-254/BB-ll    li    50-265/B2-12   presented 
on  BSOiOa  covtrlng    assessment   period    Jul    1980  -   Dec    1991. 
KEPFLER,  J.  0.       Regions.    Office    of  Director.       82/11/1S.       flEED,  C. 
CoMonuealth    EdUonCo.       Bpp.       16207:223.       34X   Fiche:  50-000,  B3/1  I/IB, 
Q21124O34U. 

—  82I1B40-344  aflLP  Repts    5O-254/B3-11   *    50-265/BS-12    for    assessment 
period   Jul    1990  -   Dec    I9B1.  Draft    Itr    enc  1  .  Prob  lems   noted 
u/va  Ive   operability, 

*      Region    3,     Office    of    Director.        B2/03/31.        6pp.        16207:223.        34X 
F  i  e  h  e  :  50-OOO,  BS/  1  1  /  19,  B21  1S4O343. 

--B&1I24O34A   Comment*    on  SALP   reptfi    pr*sonted    at   public    meeting    on 
82060-2.  Appropriate    consideration    of    positive   performance 
tr«ndi   prior   &   subsequent    to    SALP    interval    should    be 
considered. 

REED.  C.       -Commonwealth   Etfiion    Co.       B2/06/1B.       KEPPLER,  J.  0.       Region 
3,    Office    of   Director.       24pp.       34X   Ficha:  50-000.  B2/1  1  /IB, 
8211240343, 

B2QB19Q253   IE    Info  Notico   B2-4S,     "PUR   LOUJ  Temp   Overpresaure 
Protection."    Bvc    list   encl. 

JORDAN,  E.  L.       Division   of    Engineering    fc   Qunlitg   Assurance.       B2/I1/19, 
Consolidated   Edison  Co.     of  New  York,     Inc.       93pp.       16233:998.       24X 
Flche:  50-OOOi  B2/1  1/19,  B20BIC?02S3. 

R,     Periodic    operating    reports   (.  related    correspondence 

6211040353   Foruarps   monthly    operating    roptu    for   Jan    1990. 

KALIVIANAKIS,  N.      Commonwealth    Edison    Co.       SO/OS/O1.  NRC   -   No 

Dit4il*rf   Affiliation   Oivan.       Ip.       15929:137.       24X 
Fich«:  50-234.  90/02/01,0211040333. 


—  62.11040263  Monthly    operating    repts    for    Jan    I9BO. 

HRnWN.D.       Commonusalth    Edison   Co.       90/02/01.       20pp. 
24X    FichB:  30-234.  BO/02/01,  B21  1040333. 


15929:139. 


3211040437  Forward!   monthly    operating    repts    for   F*b    19BO. 

KALIV1ANAKIS,  N,       Commonuaal  th   Edison    Co,       90/03/03.  Office    of 

Htnage-mtrit   and   Program  Analoil*.       12pp.       15925:347.       24X 
Flcft«TSO-254,  80/03/03.  HB1  1040437. 


S.     ReportabU    occurrences,     L£H»   %.    related    correspondence 

B21 1090167  Forwards   LER   Q2-033/03L-0. 

KALIVIANAK1S,  N.        Cnmmonuea  1  fch    Ediaon    Co         B2/10/27        KEPPLER.  J. 
Reoion    3,     QfPire    of    Director.         Ip  139H1.103.        24X 

Fie  he:  50-354,  82/10/27,9211080149. 

— 8211000172   LER    B2-033/03L-Q:  on     H210O5.  1A2   battery    cell     12    droppi'd    lielnw 
T«ch     Spec     1  imits.  result  ing    in     battery    rt    failure    to    pass 
discharge    teat. Caused     by     battery     age    t-   repetitive    discharge 
testing. Mey     24/4B-volt     dc    battery    will    be     installed. 

IBEN.C,        CammoniDaalth    Edison     Co.        02/10/27.  Rogion    3.     Office    nf 

Director.         3pp.         15931:101.         24X    F  1  che.  30-354.  B2/10/S7.  R2!  1  UB11169 

B211Oa049B   PNO- I  II-B2-1  I1?:  on    B2  1O2B.  dur  i  nq    replaccmont    of    f  tufduJater 
spargers. two     linear    crack     indications    in   bnse  metal    nf 
reactor    VBSSB  1     face    at    fceduater    nonle    identified    GE 
rev/leming    cracks    to    develop    repair    procodures. 

CHHISSariMOS.  N.  ,     WflLKEH-R..     DANIELSDN.D,       Region    3,     aFFico    of 
Director.        02/10/28.         Ip.         JSBO1?:  317.        SIX    Fie  he    50-254,  BH/ 10 /^H, 
921  102-0199. 

8311110270   Forwards    LER    B2-O34/O3L-O. 

KALIVIANAKIS.  H.        Commonweal  th    Edison    Co.       B2/11/O1.       KEPPLER  .  J. 
Region    3,     Office    of    Director.         Ip.         16036.335         24X 
Flche.-  50-234,  B2/11/O1,  B21  I  1  J037O. 

— 3211110276   LEU    B2-O34/03L-0:  on    G210  1  3,  during    reactor    lildg     tvsl    pnu  1 
monitoring     functional     tastiFuel     pool    monitor    1-1705-I4A 
tripped    at     level    grnaber     than     Tech     Specs.  Caused    bg 
instrument     set    point    draft.  Unit    recalibr 

DONOVAN,  K.  P  .        Coramoniiicalih    Ed  1  son    Co         82 /1 1/01.  Region     13. 

Office    at    Director.         Ip.         16036:  3J6         24X    Fie  he  .  50-254,  OS/ 1  1/01. 
BS111 10270. 

B21 1300240   Foruards   LEU    S2-034/03L-1 . 

KALIVIANAKIS.  N.       Cnrnmaniuea  1 1^    Edisnn    Co.      82/11/OS.      KEPPLER,  J. 
Region    3,     Office    of    Director    '      Ip.         16339:019.        24X 
Fichu:  50-234.  82/11/0-5-8211300240, 


— 8211040441   Monthly   operating   repts    for    Fob    19BO. 

GF10UN.B.       Commonwealth    Edison   Co.       BO/02/29.       10pp. 
24X   FIch»:  50-254,  80/03/03,8211040437. 


15925;  339. 


B21I04025S  Forw*rds   monthly    operating    rept»    for   Mar    1980. 

KALIVrANAHISiN.       Commonuealth   Edlton    Co.       BO/04/01.  Office    of 

hUn*4*n»nt    and  Program  Analysis.       Ip.        15927:244.       24X 
Ficti*:  90-234,  90/04/Ot.  921 1O4025S. 


—  0211040336   Monthly    operating   repts    for   Mar    19BO. 

IRQWW.  0.       Commonwealth    Edison   Co.       30/04/01.       23pp. 
24 K    Flche :SO~234f  BO/04/01,  B21 1040233. 


13937:  245. 


6.21104O374  Forwards   monthly    operating    repts    for   Apr    19BO. 

KALIVrANAKIS,  N.       Commonwealth   Edison   Co.       BO/OS/03.  Office 

Han*g«ment    and   Program  Analysis.       15pp.       15928:036.       24X 
Flche:  30-254,  SO/03/03,  8211040394, 


— B311040402  Monthly   operating  repts   for   Apr    19BO. 

BROUN'B.      Commonuiialth    Edison   Co.       SO/05/01,       14pp. 
S4IC   Ficht:  80-234.80/03/05,  821 1040394. 


15928:051. 


02I1Q4O347  Forward*   monthly    operating    repts    for  Sept    1981. 

KALIVrANWKrs,  M,      Commonwialth    Edison    Co.       SI/10/01.  Office    of 

H*n*fr»ment  and  Program  Analysis.       10pp.       15927:339.       24X 
Ft  eh*:  50-294.81/10/01,8211040367. 
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DOCKET   5G-255   PALISADES   NUCLEW   PLANT 

™""''*'8 


•u"11  fc 


B2I1190432   R.qu.it,    r,vielu    of    e.i.Uno    FES  i    addendum    for    ,i 
chanoei     to    *«elIUg/-«nviron*    that    uould    effect   FES  ' 

eoncluilonc.  f  DP    conversion   of   provisional    QL    to   full-term 
OL.  HesponiB    requests*    within   40    djjs    al     Ur    raceiot 
CHUTCHF1ELD.D.        Optratinj    Reactor.    Urancft    5         82/11/03 
VrtflDEWALLE.  D.   J         Consumer*   Pouef    Co.        3pp,        16056-  ' 

Fiche.  SO-2  =o. 


-—  5*l"rl**'_I!I!*iI*ll    *mer9(n(9    *•    *'"    protection  plant 

B210040MB    B.n.Tic    Ltr    B2-17    to    ail    pntler    rector-    lic.n, 
apol.canti    6,    nold.r*    of   CP,    re    in.com  l.tincu    bttua.n 
r.iulpemint.    of     [OCFR50    94lt>    I-    STS    far    perfirMng    ii^ 
emBrgantu    p  reparedneis    programs.  Svc    list   encl 
EJSEHHUT.  D.  O         Divisor,    of    Licensing        B3/1Q/01.  t 

Edt*on    Co.     of    «nu   vorl.     Inc.        llpp.        16003299        2-5X 
Fie  he:  50-000.  BS/lO/Ol, 


8811040379   tan.ric    Llr  S2-25    t.   all    pDW.P   reactcp    IU,MM 
inflated    IAEA   .i.reli,    aop    pM,Ual     Invtlltor,    at   LMR. 
"»"<••"*    to    participate    in   e,.pci.e    U  v^Iunt.ry   fc  «L 
util    that   paptlclpat.i  uill    bt    r.lm&ur.Bd    Eve    H.t   encl 
ElB£NHUT,D.0j      Wvi.i«,   of   Llc.n.ing.       K>T"«  "^; 

Edlion   Co.     of    Ntu  Vork.     Inc.       llpp.       1&019-  O04        -,  J*1"" 
FUJI*:  50-000,82/11/03,8211040379 


^™f??  "•*»..t.   wPitUn    .tat.m.nt    d.^iblnQ    pl«nn.d   „ 
coprettin,    ,rpor    In   emergency    prepared.,    Information.! 
booil»t   r.   re.plratorg   protettlon  *   B  v-cuat  ion,  «  ,r   B2|0aft 
telcon  w/utij.  statement   reo.u.»t«d   uithin  23    daus 


VANDEWALLE,  D.  J.       Conaumer.   Poy.r   Co.       92/11/03. 
Operating   R*acton   Bpanch    9.       ip.       16022'  134 
Fi  cht  ;  &0-000,  82/1  1/03.  821  1  100003. 


Q210070019  Oen.rlc    Ltr   62-21    to   all    lU.nM<.    ,   ipp 

po^e,    rMttop.    r,   T.cfl    Spec,    for   fJre    prpttttion 
Forwards    9uldanc»   distuning  g.neral    ,£l,pfl   4   Sc 
Plempnts    to    be    included    in   audit.  Svc    list    encl 
ElSEHWTrD    0.        Cwision    of   Lit  en^Jln,  .        02/10/04. 
Edi»on    Co.      of    N.u    Vork,      Inc.        llpp.         1  5793   333 
Ficne:  5O-000,  B2/1Q/O6.  BaiOD70DI  9. 


nuc|ear 
"UCl"r 


Con*DHda  tB<f 
on*oilo*"ir 


6211020653  Release,    public    venion   of   reviied    em.pjencu    slat, 
implerosnt  ing    procedure. 

FELTON,  J   M          Divi,i0n    of    RuU.    and   R«ord..        82/IO/I2.  Doc^ 

"  P          159IS:.99.        HE   Fi  chE;  SO-255.  83/10/12 


*   *° 


o»t  ^  ' 

Operating    Raactort   Branch    3.       Ip.       16033'  033 
FJch»:  50-000,  82/1  1/03,  8211130359. 

0811180368   F-n-uapd.   peque.t    for   addl    info   PO    RBVi,ion    3    to   MC.r.tr 
Plan,    tranimitted   bu   B2I10A   ltp.B.»ponBe  r.,u»t.d   «Jtfc"n  55 
d«Vi.R.vliJcin    4  acceptable    p.ndlng   receipt    of   r.ipoi,,. 
Requ.it  ulthhsld    (r«f    10CFR73  21)  ".ponii. 

'       DP"rfltln9   BMctori  Branch    3.       O8/11/O9. 


BAMV,  J.  S         Coniumeri    Power   Co.        02/09/24         lion 

FichB:  jo-ass.  aa/io/ia,aanoaofiS3.  p" 


9211120*06 


11120*06   Foruards    IE    Insp    fiepl    50-255/B2-B3    during    Sept    19H2    Wn 
nontompliancB    notait  *        p  D 


r  . 

.        Consumers    Pouer   Co.        Bpp          1604*-  2S6         94V 
Fich«:50-253,B2/IO/SS,82Ul20406 


i 

l    rfrlll. 


921  1120406 


.iiiint    inso 
eoat  i  nnc  i 

:   "»,;; 

"X 


on   820920-24  h  notic.   of 

u-^ 

B2S  1110373, 


N«*tc>    of   violation    fpom  in<p    on 


:r^i^ 

^ilr"'1*  .....  d  for  '•"»"  to  »".ct"ffl 


flai029oioa  e«R.Pic  i_tr  02-23  to  »n  iie.n,,.,  *  MpilMBt.  „ 

li.cDn.t.t.n.v    B.twt.n    rMulT.«nt.   of    IOCFH7a  «c 


:  50-000,  02/10/30,83:10290109. 


6211190119  F"Uapdi    IE  Safeguard.    Imp    Rapt    3O-2S5/BS-2S   Dn  8SI013-I1 

iJ?t    i-  -    °f   vlolatio"'D«taila  t.    notlct    of   violation 

ui6hh«ld;    (T»f    10CFR73.  21)  "•••.ion 

HORELIUG.C.E^      Division   of   Engineering    ft  TeChnlCai    PMo»«. 

*/>""pCo:   app- 


B*f«Suard»    !"»P    R«P*    50-353/B2-23    en    flaiO13-lS  t   IB. 
"n0tt;:"1!IIPi    to   P"P"»«    P.P-OFB    CM..na.Ur| 
B  ^    'Dne'  °ttail*    Htt 


. 
BELAH^ER,  J.  L!  ,    CREED,  J.  fi.       Dlvi.Jon    of  Engiit. 


nlvt,ion    of    Rul.m    .nd    R,cord, 


vtrslon 


on.1    Support    Ctr 


ion.  «   R.ctipt   form  and. 

r*   P  B^l^\  mc    ~  No 

O.       24X   Flch*:  50-aSB,  8S/li/l9j  BSIiaWSOS. 

°n   Df  RBVi»'°n  3  *«»  Enws.nct  Pl.n 

"-**10""1   SuPP<"-t  Ctr    AetJvation." 


carreipondenci 


flail  1008H  Order   diimintng   Qroat   L.kn   EnBi-ou    All  lane, 

flKllM1;!8  *   «•"*»"«   Proc..dIng.AlH.nc!    f.ll.d    to 


dlcmln.d, 


^  «>•.•*   Lak.,   En.rgy    Alllinci. 

24X  Fich.;  50-255,  B2/1  1/OB,  B2111O0214 


P.    Op.pating    llcen*i   it.ge    document.   &    corr.ipoinJont. 

.      _ 


nr  , 

lilt"    in"pp    A  *         *       ""*"   P|>obli«-''B"«'''»   dwu 

Cr!fI?rlV'M  D'vlB'on  °'  "«!••  «nd  Record..  Ba/Oi/2B. 
vrieical  rlai*  Enepog  Project.  13pp.  15727:003  SAX 
Flcht:  30-000.  a=/04/2S,  821  0010008.  '»""•""»•  W 


-8203M004aR.comm.nd.   that   any    guldelln..    d.v.Jop.d    far  BC9  ..' 
Wlwi    MP?M..-  '          aPPU"'    *"    §t"m   "'«"*"    "'«*! 


IMBflO,  E. 


. 
;300.       24X  Flch.;  50-000.  82/04/88,  G21MI0009. 
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£211030516   "Redundant   DHR   Capabil  1  ty,  Palisades    Nuclear   Power  Plant." 
UDY,  A.  C.        EGtQ.     Inc.        FIN   A-6429.        0211030316.        83/07/31. 
DONDHEH.  J.N.       Division    nf   Licensing.       30pp.        15934:190.       24X 
Fiche;  50-253,  83/07/31.  B21 103021  6. 

6209210027  Sen-eric   Ltr   32-16   to    all    PUR    licensees   re   NUHEQ-0737    Tech 
Sp  EC i.  Requas 1 t   review  of   Tech    Specs    to    determine    consistency 
UiTguidance   provided.  For    items    lu/deviati  ons,  amend    to    license 
ircqulrid.M/o    stated    encla.Svc    list   end. 

ECEENHLIT.  D.  O,       Division   of  Licensing.       83/07/50.  Coniol  Ida  tad 

Edison  Co.     of    Niui   York,     Inc.       15pp.       15730:140.       24X 
Fjche:  SO-OOO.  33/09/20,8209210027. 


B21I190341     INTEGRATED   PLANT    SAFETY    ASSESSMENT- SYSTEMATIC   EVALUATION 
PRaQRArl.Paliiades    Plant.  Docket    No.     50-295.      (Consumers    Power 
Company  ) 

»      Division    of   Licensing         NUflEO-oaso.       H2/1G/31.       531pp.       Available 
at    NRC.        *12.  00.         I617O:OOI.        24X    Fit  he:  5O-253,  £33/10/31 ,  &21 1  19034  t. 

8211090237    Forward*     application    for    amend    to    License    DPR-2O   requesting 
Tech    Spec     change     to    provide    add  1     revisions     to    82O820 
submifital    re    ESF    filtration    sijs. 

VAfJDEWALLE,  D.  J.        Consumer*    Power    Co.        Sa/ll/OS.         CF1OTCHFIELD,  D. 
Operating    Reactors    Branch    5.        Ip.        16004'  191.       24X 
Ficne;  50-259,  83/11/05,021  1090237. 


B2-11D30I6-3  Forwards   B20909    Itrs   re   SEP   Phase    III    for    distribution. 
EMirM-h*.       Operating   Reactors   Branch    5,       BS/07/29.  Operatin9 

Reactors    Branch    5.        Ip.        19935:101.        24X   Fl  the:  BO-010,  82/09/29, 
BSS  I  0301 63. 


— 8211090241    Application     for    amend     to    License     DPFI-2O    requesting    lech    Bp 
change    to   provide   add  1    revisions    to    B2O820    submittal    re   ESF 
filtration    syi 

DEWITT.R.B.        Consumers    Power    Co.         32/11/05.        2pp.        16004:193.        24X 
Fiche: 90-353,  B2/11/O3.  8211090237. 


—  B2O°28D341    Riquests   comments   on    proposed    scope   of   SEP   Phase    III 

ai    reflected    in   encl    tppic    definitions. 

EtSENHUfj  D.  0.      Division   of  Licensing.       82/07/09.       EDWARDS,  D, 

Atomic    Industrial    Forum.       78pp.       15935:102.       24X 

Ft  che;  50-01  0,82/09/29,  8211030163. 

—  B307250353   Requests   comments   an    proposed    scope   of   Phase    III    program  as 

reflected    in   encl    topic    definitions. 

EISENHUT'D.  0.      Division   of  Licensing.       B2/09/Q9.       KACICH.H.       SEP 
Ounen    Group.      77pp.       15935:180.       24X  Fie  ho:  50-010,  03/07/29, 
821  E03O1&3. 

8-.21EO4048O  Foruards    set   of    evaluation*    For   each   SEP    topic    referenced 

In   draft  SEP    rept    <  NUREQ-OB22  )  . 

SMITH.  H.  Operating   Reactors   Branch    5.       82/10/12.  Public    Document 

Branch.  Ip,        1S756:OO1.       24*   F  I  che:  90-000,  B2/1O/  12,  831  1040480. 

—  8211040494    Forwards   recommended    ground    response    spectra    (  9K   damping)] 

titabllsn  ing   ground   motion  acceleration    values    For 
•structural    re-evaluation    of    seismic    loads    for    eastern   SEP 


— B211O90243  Proposed  Tech  Spec  change  req.i 
•  Consumers  Power  Co,  B2/11/O5.  fipp. 
Flc he: 50-293,  82/1 1/05,3211070 237. 


at  t    re    ESF    filtratioi 
16001:  174         24K 


CftUTCHF!ELD,D.       Operating   Reactors    Branch    5. 
Central    Pouer  fc  Light   Co.       2pp.       15956:081. 
FlcK«:  5O-OOO,  82/10/12.  821104O4BO. 


01/04/08. 
24X 


Jersey 


Advises    that   continued    plant    operation   until    completion    of 
licensee    environ   nullification    program  ui  1  1    present   no   undue 
Tilt    to    public    health   t   safety. 

HAMaACK,  T.  V.       Operating   Reactors    Dranch    5.       82/10/19.       E1SENHUT,  D.  0. 
Dlvillon    of    Licensing.      2pp.       19971:323.       B4X  Fiche:  50-295,  03/10/19, 


—  S203IS0279   Advises    that   response    to    environ    nullification   of    electric 
«quipra*nt    tafetu    evaluation    is    acceptable.  Licensee   811204 
•lubinlttal    resolves    deficiency    noted    in  Franklin   Research   Ctr 
T«vJ  eui.  Rema  ining    deficiency    resolved    at   820217  meeting. 
CflUTCH^IELD,D.      Operating  fieae  tors    Dranch    3.       02/03/05.      NOVAK,  T.  M. 
Assistant   Director    for   Operating   Reactors.       9pp.        15971:329.       24  X 
Flthe:  50-283,82/10/19,  921  1060AS2. 

aaiC2iOOB9  -ee<neric   Ltr  Q2-20    to   all    power   reactor    I  icensees.  flermi  t 
Jioldirt   k   applicants    for   CP   re    guidance    for    implbmenting 
EflP    rirl  ».  Forwards  NUREO-0906.  NUREG   to    be   uaed   as    int*rim 
leisure,    until    Reg   Guide    1.  70  revised.  Svc    list    encl. 
E1SENHUT,  0.  0.       Division   of   Licensing.       B2/10/26.  Consolidated 

Ed  lion  Co.     of    N*u  York,     Inc.       9pp.       19993:295.       24X 
Fichi:  90-OQO.  83/10/36,  B2I0260088. 

O2IO270030    generic   Ltr   82-22   to   all    PHfi    licensees    ra    Congressional 
r«q,i;»»t    for    info   concerning    steam   generator    tube    Integrity. 
Forwards    Congressman   EJ  Karkey    BS1017   Queftians    re    steam 
^•nerator    tub*    integr  1  ty.  Svc    list    end. 

EIGEHHUT,  D.  0.       Dlviiion   of  Licensing.       82/10/26.  Consolidated 

Ed  1«  on   Co.     of    Neu  York.     Inc.       10pp.       16079:332.       24  X 
Fie  he:  50-000,  82/10/26,0210270030. 

a2U02O4A3  Rasponds    to  820707  request    for   add  1    info   re    utll   fi2042o 
ivtnlttll    en    effects    of    single    actlvn    failure    in 
•actuating   circuitry,  including   relay   ti   solenoid  valves   or   in 
actuating    devices    far  main   steam    line    break    accident. 
-JCtlNSQN,  B.  D.       Consumers   Power    Co.       B2/10/26.       CRUTCHFIELD.  D. 
Operating    Reactors   Branch    S.       2pp.       I3QB9:347.      24X 
Fieh*:  90-235,  B2/10/S6,  6211020469. 

Bail  190061    Forwards    "Final    Integrated   Plant   Safety   A«**ssment   Rept" 

aaO)    t  PR   notice    of   availability.  Fl  ling    of    complete 
req.iiB*ttd  uithin  24  months.  W/o  NUREO-OB20. 
D€HTOHrH.  R.       Office    of  Nuclear    Reactor   Regulation,    Director. 
83/10/39.       SELBV,  J.  D.      Consumers   Pouer   Co.       3pp.       16136:270.       24X 
Fl  Che;  50-E3S,  82/10/29,  6211190061. 

—  3211170065  Not  let    of  availability    of    NUREO-OB20,     "Final    Integrated 
Plant   Safety  Asiessment   Rept.  " 

CRUTCHFIELD.  D.       Operating   Reactors    Branch    9.      82/10/29.      3pp. 
16196:273,       24K  Fich«;  30-233,  82/10/27,  821  1  190061. 


8211O9O392   Forwards    request    For    change    to    Tech    Specs    per   NUREO-0/37. 
Item    II. F.I,     "Addl    Accident    Monitoring     Ina t rumonta t ion.  " 
Subfllittal    incorporates    changes    proposed    In    82(W23  &  0830 
Itn. 

VANDEWALLE,  D.  J.        Consumers    Pome  r    Co.         B2/1I/OS.        CWUTCflFIELD,  D. 
Operating   Reactors    Branch    5.        Ip.        liOOB: 353.        24X 
Fiche:  50-355,  82/1 1/05,  B21 107O392. 


— B211O70397  Application    tc 
IWREQ-0737,  Item    II. F.  I, 
Instrumentation.  " 
DEWITT,  R.  H.        Consumer*    Power    Co. 
F  i  c  h • : 50-295 ,  82/ 11/05,821 1090392 


amend    Licence    DPU-aO,  chong  ing    Tech    Spec: 
"Addl     Accident    Mnnttoring 


82/11/05.       3pp.       16006:354.       34X 


— B2110904OD  Proposed    Tseb    Spec    chonoea    ra   NUREG-Q737, Item    II. F.), 
"Addl    Accident    Monitoring    Instrumentation." 
•       Consumers    Pouier   Co.        S2/11/OS.         9pn.          16009:001.        2flX 
Plena:  30-255,  BS/ 11/05,  9211070392. 

8211120422   Provides    justification    for    not   changing    Tech   Specs    to 
Include    leak    testing    for    three     long-term  cooling    chock 
valves, in   response    to    HH0729    Itr    re    3EP   Topic     IX-4. 

TONER.  K.  A.       Consumers    Power    Co.         B2/II/OB.         CSUTCIIFIELD,  I).        Oporatinfl 
Reactors    Branch     5.        6pp.         I6042:OAS.         24X    F  Icha:  BO-333,  82/1 1/ OB, 
B2I1E&0422. 

0aill603o9   Forward*    cable    Eproading    room   WAC    test    results    per    820331 
com/nitment    to    SEP    Topic    1 X-S,     "Vont  11  at  ion    Bya.  "    Certain 
equipment   cannot    withstand    loss    of    normal    ventilation   for 
indefinite    period    of    time. 

TPNERjK.A.       Coniumers    Power    Co.         B2/11/OI.         CRUTCHFIELD,  D.       Operating 
Reactors    Branch    S.        20pp,         16078:117.         24X    Ficho  ;  5O-255,  OH/1 1  /OB, 
S2111A0367. 

9211160047    Oeneric    Ltr   B3-2t.    to    pouer    reactor     Licunaees    (oicopt    Fort   Bt 
Vrain)    r«  NUREG-0744,  Revi sion    1.     "PresBurB    Veasal    Matl 
Fracture    Toughness."   Forwards    NUF1EO-0744,  Re  vis  i  on    1.  H/o 
encl.  Svc    list    end, 

EISENHUTjD.  0.        Division    of   Licensing.        82/11/12.  Consolidated 

Ediion  Co.    of    New   York,     Inc.       SSpp.        1&S32:  212.       24* 
Fleha: 30-000,  82/11/13,  B2111AOO47. 

B2111BO232   Forwards    application    to    amend    Licenses    DPR-6  b   DPH-20. 
ch«nging    Tech    Specs    re    administrative    controls. 

VAMDEMALLE,  D.  J.       Consumers    Power    Co.        B2/I1/12.       CRUTCHFIELDj  D. 
Op  •rating  Reactor!   Branch    5.       3pp.        16139:001,        24X 
Fich»:SO-000,  82/11/12,8211180332. 

— 9211180234  Application    to    amend    Licenses.   DPR-6   h   DPR-20,  chang  ing   Tech 
Sp*cs    re  administrative    controls. 

REYNOLDS,  J.  W.       Consumer*    Power    Co.       B2/11/12.       4pp.       16133:004, 
24X  Fiche:50-000,B2/ll/I2,0211180B32, 

— 8211190S3B  Propoted   Tech    Spec    channel    to   License*    DPR-6  ti  DPR-20  re 
administrative    control*! provi dln^    coordinated, company-ulde 
safety    mgt    program.  Proposod    Tech    Specs    supersede-  820720 

•  ubml  t  tal. 

*  Consumers    Power    Co.       32/11/03.        43pp.        16138:011,       24X 
Fl  ch»:  30-000,  82/11/12,921 1 180232. 

B21129063&  Advfsit    that   no    technical    deviation)    found    in   review    of 
NUREO-0737-  Item    II.  F.  1.  3.     "Cont*lnm*n t   High   flanoo 
Radiation  Monitor."  Any    correction    to    NRC    understanding 
requaitcd  within   30  dag". 

CRUTCHFIELD,  D.       Operating    Reactor*    Branch    S.       82/11/23. 
VANDEWALLE.  D.  J.       Consumer*    Pou.er   Co.        2pp.        16323:222.       24X 
FlcM:  50-855,  62/11/23.3211290636. 
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B31130Q312  Respond!    to  Otnrric  Ltr    03-22,    "Congre s ,f ona 1    Requeit    For 
Info    n    Stean    Generator    Tube    Integrity."   Completed 
quiitionnali-E    encl.UDriinj    copy     tranimi  tted    to    NBC    on 
S11133. 

JOKNSaN.n.D.        Consumeri    Power   Co         02/11/34.       CRUTCHF1EUD,  D 
Operating    ffeattori    Branch    5        Sff          14339:217.        24X 
Fichu:  30-255,  B2/ 11/24,  03]  1300213. 


6211040413  Forwards   addl    response    to    IE   Bulletin  B2-02  •  (/,.,.,,, 
action*    taken    during    830702   forced    outage.  Failure   of    id,*! 
mould    not    cam*   degradation   of    primary    coolant    boundirir 
because   autoclave   nut    it    primary    closure   d«vicn 
VANDEWALLE,  D.  J.       Consumers    Power    Co.         02/11/01.        CRUrctlT  WLB   A 
Operating    Reactorj    Branch     3.       3pp.        15925-3B1          24* 
Fiche:  SO-S55,  02/1 1/01 .  021 104O413, 


Q.     Inipecticn    report*, 


Bulle-tlns  6  correspondence 


820SI90220  1£  Info  Notice  32-37,  "Cracllnj  in  Upper  Shell  to 
Tranntion  Cons  Girth  Urltf  of  Steam  Generator  at  Oatratino 
PtIR  "  Svc  Hit  end  V  * 

JORDAN,  E         BL  vision    of   Engineering   fc    Quality    Aisurance.        82/09/li 
ConiolidaUd    Edison    Co.     of    Hen   York.      Int.        lOSpp,        15930'OQl          34X 
Fishe:  SO-000,  D2/09/ia,B30SlTO320  .          .  f* 


IE    Info  Notice  .03-34,  Reviii  on    1,     "Welds    in  Main   Control 
Panels.  "   Svc    lift    encl, 
JORDAN,  E.  L.        Division    of    Engineering    fi   flual  ity   ddurantE         92/09VI7 

Consolidated    Edijon   Co,     of   Htu    York,     Inc.        lO7pp,        I5B95'  IBS         24> 
Fiche:50-000,a2/0-)/17,B2H}ffl90232. 

B209190229    IE    Info    Notice    83-39,     "Svc    Degradation    of    ThicV    Hall 
Stain  It  is   Stsel    Re^ 1 rcula t i on  Su. t   Plpinj  at    BUR  Plant    " 
Svc    list    enc  1 . 

JORDAN, £.  L.        Division    of    Engineering    t,   Qualitij    Aisurante         B2/09/21 
Consolidate*    Edison   Co.     of   Heu    York,     inc.        Bfipp          16017   O9B         24.*' 
Fiche.SO-QOO,  82/09/21. B20G190229, 

B3C9190223    IE    Info   Notlce   92-33,     "C^^e    in   Format    I    Distribution    Bus 
for    IE   Bulletins,  Circular*   *    [nfo  Noticei,  "    Svc    list   encl. 


HEfaUHG.lt.  C 
Enfarcimsnt 
110pp 


Director's   Office,    Office  of    Inspection   and 

82/09/22.  ConiollnJatu!   Edison   Co.     op   New   York,      Inc 

021.        24X   Ficne:  50-000,  8H/09/3&,  02OBI  70223. 


B2111fiOOffO   Summary    of  S21103  meeting    u/otila    re    IE   HuLlirlin  flO.ll  t 
oie   o*    "Energy   Balance    TBchtiique"   6    "arcnin-g    action-   let 
ffli*onr«   wall    qualification, 
TBAMMELL.  C.  H.       Operating    Reactor*   Branch    3.        03/1  1/|» 

32pp.       Iil02:3as,       24X    Fiche:  50-000,  f 


0iui!!' 


Rtactori    Branch   3. 
8511160090. 


B21I1501-79   Foruardi   Buppl    1    to  B00709  fc    HOi    roipontt!    to   IF  B/KH 
BO-llf     "Hasonry   Hall    Design"   per   B20707  TffquB»t,  R**ponit 
includes    suppl«m»ntal    contraccor    evaluation. 

JDHMSON.B.D.        Consumers    PouiEr    Co,        B2'/ll/Oa.        CRUTCP1T  Ifl  D.  & 
Optratlng    Reactors   Branch    3,      73pp.        160AO'  297        gty 
Fiche:  50-2SS.  B3/11/OB,  B21 1 1SOI99. 

S211170I66  Ack    receipt   of   B2IO39    Itr    Informinfl    HHC   of    tt»i    1411%  I 

correct    violations    noted    in    IE    Insp    Rept    90-333/03-^0 
SPEB9ARD,  R.  L.        Division    of   Project    (.    Resident    Proorl«i        Mtiilll 
DEMITT.R.  D.        Consumers    Pouier   Co.        lp.         16149:334         iMX 
Flcfie:  5O-S35,  63/11/10,3211190148. 

—8311190170   Responds    to    NRC    B20929    Itr    ro    vioUtlont    noltd    IB    It    I 
Rept   BO-25S/B3-20.  Cormctive    action  s;  r»-»mpji«il  t«4    th»l 
V4lv«   t<    equipment   manipulations    should   be    p»rfori«|j  W 
operator!   onlu  i  saf Bty-related    operator*    r*qulr« 
VANDEWALLE.  D.  J,      Consumer*  Poiaer   Co.       02/10/37. 
R«oion  3,    Office   of   Director,       Spp,        1A149-3S9 
Fi  c  he :SO-235.B2/1 1/ 10,  8211190169. 


B20B190332    IE    Infc.   Notice    B3^40,     "Def  i,  ,  enc  ie  !    in    Pri^ru    C.nUln«i,t 
Electrical    Penetration   AssemtlieE    "   Svr    list    aracl 

JOflDAN.E.t         Division    o.f    Eng  jneerifio    fc   Quality    Assurance         63/09X2? 

Consolidated    Edison   Co.     of   Neu   VorJ,     Inc.         M2pp          15930-019         P4V 

Fie  h  t:  50-000,  92/09/22,  S30B190232,  X 

921108027:1    NotlM««tion    of    B311O3    moetina    w/utlU    i,   FHnklfn   R*[&arch 
Ctr    in   flethfsdj.MD    to    discun    design    (IE  Bulletin  80-11)    & 
u»e    of    "energy   balance    technique"   &    "ircnine    theoru" 

TBJHtfELL.C    M.        NRC    -   No    Detail.*    AlrilUMon   OiVBn         sa/10/07  Nfl 

-   No    Detdtlid    Affiliation    Siven.        4pp.        IS975   31B         Sfllf 
Fithe:  50-000,  82/10/07,8211080271 


"Failure  of 


6308190237. 


-*'"3'''1'     'E 

'  «  F'  *   Dlvls£o"    of  Proje 
.  B.        Consumers    Power   Co. 
Fiche.SO-35S.B2/10/a3.B21!12040fi 


Repli    50"as5'/e2-33    Curing    Sept    19B2.No 

S2/10/S3. 


3pp. 


tl.tnt  Prograrns. 
16044'  3Bfi         24X 


«  J  «""•"•»    Sept    19B2.NO   noncon,,  I  ianc. 

noted.  HajDT    ared.    inspected:  operational    laFntu    v,rit  icitian, 

plant    trip    review,  Fills,  protetfur.,    («    Independent    in.p   effort 

(medical    drill,  fire    drill    i,    securlfcu   alUaatlmi*) 

JOROENSEN.D.  L.  .    HELLER,  j.  K.  ,    REVES,  L.  A.       Division   of  Fro.ect  fc 

Resident   Program!.        BS/10V32.        Spp.        Jt044-8aB         24X 

Fich.:  50-255,62/10/23.3311120404. 


«n  820920-2-)  i  r.at.c,    of 

PAPER  IEU.Q,C.  J,  Pivision  of  En.ero.nc!,  Prep.rednei,  fe  Doerational 
?!!!UKri«  92/10'as-  "EWITT.W.B,  consu^.r,  POU,er  Co  D£"a"Qnal 
IA037-227.  24X  FicA.  :  90-233,  82/10/&B,  821  !  i  10372. 

6211110377  Notice    of    violation    from    insp  on    B2092O-24 

J>APEFIELLD.<  ;    j         Divt,Un    of    EmBro.ncu   Pr.parerin.  »   t,   Op.r.tiona  1 
P"        16037:2=9,       24X    Fieh.:  SO-2S3.       "" 


-BS11IS0454   IE    Insp   Rept   50-235/82-22    on  B301SO-BA  Wancomo  1  lane, 

""      .T^U^1*1*''    'r°n   ""«    '  .....  jt"   ^rom  F.b    196 

until    H*y    19B2  ft  no   rep  t    i*,Ued   for    fallur*    to   collect 

rtiuired    nijk    lamp  Is) 

NICHOLSON,  N.  A.,    IMMR,  B.  .    SCHUMACHEfi,  M.  C,       Div|lion    of  Eh.Pa.n 

Pr.p.redn,,,  4   Operational  Support.       63/10/36        flp, 

24X  Fic^e:SC~353,ea/10/2B,B211ll037a- 


821119(Jil9  Foruards    IE  Safeguards    Insp    Rept  - 

i    IB   t   notice    of   violation.  Detai  Is   &    notice    at    vlolatlnn 
ulthhBld    (ref    10CFR73.2I). 

NCJHELILJS,  C.  E.  Division  of  Engindering  &  Technical  F>r<]|ri«* 
B2/11/15.  DEWITT.R.D.  Consumers  Power  Co.  800,  16150  J* 
Ficfie:  50-233,  92/11/13,6211170119. 


--B21I190121     IE    Safeguard*     Insp    Rept    30-293/02-23    on    R2IOI3-IS  1h   II 
HaneampliancE   noted:  fai  lure   to    properly    p  erf  arm   CDftjinnler, 
meatifrss    for    inactive   alarm   ions.  Details    uUhhtld 
(ref     10CFR73.21). 
BELANSER,  J.  L.  ,     CREED,  J.  R.        Division    of    Engineering    I    r*i*"Hll 

*'     82/il/02-      lp      16150:201.     six  Fiejin  ao-s 


y  Anurenti 
IIlcp.       Lnl'M 


8209190248   IE    Info  Notice   H2-43,     "Deficiencies    in   UMI)   All- 
Ventilation   Sos.  "   Sve    list   encl. 
JORDAN,  E.L.       Division   of    Engineering    &  Oifa 
Consolidatod  Edilnn  Co.     of  Nau  Yarki     Inc 
Fi  che:  SO-000,  92/1  1/16,  B20B19024B. 


1] 


9211*20006  Forwards   request    for   relief    from  Section   XI    nf  M 
Pressure  Vssiel    Code   requ  irements.  Request    oupp]«    7QOoI3 
relief    request,  Encl   will    be    incorporated    into   40-up   »iil«i 
initrvici    (nsp    plan. 

JOtWBOW,  B,  O,       Consumers   Poiusr   Co.       B2/11/16.       CROTCHT-Teil). 
Operating   Reactors   Branch    5.       13pp.        16160:354,       24X 
Fiche;50-2S9,  S2/11/16,  821 1EHOOO6. 

8208190253    IE    Info  Notice   82-45,     "PUR   Lou  Temp    Dvernrniuf « 
Protection.  "    Svc    list   encl. 
JOfiOrtN.E.L.       Division   of   Engineering    tt   Quality    A»*uTnm 

ConsoHtfated   Edison   Co.     of  New  Yorli.     In«,        93np.       \UtX>- 
Flch»:  SO-000,  B2/Il/I7,S20B190a33. 


optratino   reports  fc  raUted    corrs  *ponilene» 


921116043B  Forwards  monthly    operating    ropt   for   Oet    I9BJ 
KENNEOY,  D.  11.       Consumers   Poujer  Co.       B2/11/OS.  Wt«    -  Ht 

Affiliation   Oiv«n.       lp.       16091:259,       84X  Fi  ch  e:  30-BS5. 
BSillbOASS. 


— 0311160446   Monthly   operating   rept    for    Oct    1983. 

PErERSON,  D.  A.       Consumer*   Pouier   Co.       ez/ll/Ql.       4pp.       1W?I 
24X   Ftche:  BO-2S5,  83/1 1  /OS,  B21 1 16043B. 


S.     Reportable   oceurrencesi     LER*   tc   rnlatod 


B21  1020479  Forwards  LER  B2-03a/03L-0. 

JOHNSON,  D.  D.       Consumer*   Power   Co.      82/10/21,       KEPPl.EH.  J,S. 
Office    of  Director,       lp.       18839:840.       E4X   Flcn»:  9Q-Z33 
BS  1  1  02049  S. 


DOCKETED  ITEMS 


83 


—  B2I1O20503  LER  82-032/03L-0:  on    B2092I  ,  durin  g    routine    *urvei  1  1  ance. 

inutber   39    (  OC-B   shutdoun   cooling   LPSI    pump    suction!    found 
w/lntuf  f  ic  1  ent    oil    d  declared    inoperable.  Caused    btj    scores 
in    cylinder    uallf    due    to   vi  brations.  Snubb  er   replaced. 

*  Consumers  Power   Co.       SS/1O/21.  Region   3,    Office    of   Director. 
Ip,         LSfiB9:  241.        24X   Fithe:  50-299.32/10/21,8311050499. 

61!!  [020394   Telecopy   RO:  on   B21022,  23,    &   29,  saf  etg    injection    tank    T-B2B 
baron    concentration   fell    below   Tech   Spec    limit  &   could    not 
be    restored  within    1-h   at    required. 

*      Consumers    Power   Co.      B2/10/2S,       KRTCH,  R,  M.       Region    3,    Office    of 
Director.       4pp.       15QB7:  174.      24X   Fiche:  50-239,02/10/35,3311020384. 

8211080190  Forwards   LER  Q2-033/03L-0. 

JOHNSON.  8.  D,       Coniumert  Power   Co.      B3/IO/29.       KEPPLER,  J,  G.       Region   3, 
Qttlet    of   Director.       lp.       19976:358.       24X   Fiche:  50-255,  92/10/29, 
8211030  ITS. 

—  82UD0Q20G  LER  32-033/03L-0:  on    B20929,  T-82B    safety    injection    tank    level 

reached  linit  of  19S  inches.  Boron  concentration  fell  belou 
Teeh  Spec  on  B20929-1032.  Caused  b(j  leakage  past  loop  check 
v*lve  i  »afety  injection  tank  check  valve. 

*  Consumers   Pouier   Co.       02/10/29.  Region  3,    Office    of   Director. 
3pp.         13978:339.        24X   Fiche:  50-235,  B2/1O/29,  B21  1OB019B. 

6311060353    Tflecopu    reviled    RO    initially    reported    on    921029:  on    921022, 
baron    concentration    in   safety    injection    tank    T-H2B   restored 
In    1-h.  Initially    reported    that    concentration    less    than    Tech 
Specs    For    over   1-h. 

KRECH.R    rt.       Consumers   Pouer  Co.       B3/11/01.       REYES.  L.       Region    3, 
Of  tic*    of    Director.       1pp.       13983:196.       24X    Fiche:  3O-2SS,  92/H  /Dl. 
821  1060233. 

S21EO6O277    Foru-prds   LER   B2-034/03L-0. 

VANDEHALLE,  D.  J.       Consumer*   Pouer   Co.       02/11/01.       KEPPLER,  J.  0,       Region 
3,     Office    of    Director.        lp.        19992:338.        S4X   Fiche;  50-259,  02/1  1/01, 
821  LOS0277. 


LER  B2-034/03L-0:on   821002.  malfunc  tion   of    fire    sprinkler 
tlarm   r*iul  ted    in   alarm   on   panels   C-47  fc    C-13.  Panel    C-13  w/o 
reflash    capability   6  C-47  not    in   operator    line    of   vision. 
Detector  ra  paired.  Design   change    under    consideration. 
*      Consumer*  Power  Co,       02/11/01.  Region  3.    Office    of   Director. 

lp.         15752:337.        24X   Fiche:  50-259,  82/  1  1/0  t,  B21  1060377. 


9211390345    Forwards    LER    B2-03B/03L-O, 

JOHN9QN,  D.  D.       Conaumert    Pouer   Co.       03/11/19.       KEPPtER,J.G,      Region   3. 
OfficB    of    Director.        lp.         14220:307.         24X   F  icho:  3O-255,  B2/1 1/  19, 
B21 1290243. 

— 0211290251    LER    B2-O3B/03L-0: on    B21O2O, during    verification    of    nou    incoro 
alarm    setpolnti    deterinlned    that    improper    data    entered.  Caused 
bij    lujlfunct  ion    in    high    apeed     tape    readar    renae-ring    alarm  EIJ  s 
inoperable.  Alarm    data    manually    entered 

••      Consumers    Pouier  Co.       82/11/19.  (legion   3,     Office    of   Director, 

lp.         16220:  308.         34X    Flche;  50-255,  SB/  1 1/1  9,  B3  1 1390245 

9211270753  Forwards    l-Eft   B2-039/O1 T-O. 

JOHM50N,  B,  D,        Consumers    Pourer    Co.         02/11/19.        KEPPLER,  J.  G.       Reqicm   3, 
Office    of    Director.        lp.         Ii239:095.         24X   F  ic  he    50-255,  02/1 1/  19, 
0211290733. 

--0311290759   LER    B3-039/O1T-0:  on    821105    k   Q7,  samp  b  e     from    safptij     injuctiun 
tan*    0    CT-02Q>    Bhoued    boron    c anc ent ration    below    Tech    Spec 
1 imit. Caused     by    minor    leakage     past     loop    check     valve   d   SIT 
chsck    valve     or    fill    &    drain    valve.  Valves    ul  1 1     be     inspected 
•»      Consumers    Power   Co.        82/11/19.  Region    3,     Office   of  Director. 

2pp.        14229:096.        24 X    FicNe:  9O-235-  S2/1 1/  19.  9311370753. 


V,    Operator  Eliminations 


B210130019   Oeneric    Ltr  83-18    to    all    pauier   reactor    applicants  !< 
licensees    re    reactor    operator    lr    senior    reactnr     operiitor 
requalif ication    o lams.  Adv I ses    that    eiams    begin   at    facility 
aftar    021001.  Svc    list    imcl, 

ErBENHUT.D.  0,        Division    of    Licensing.       B2/iO/la.  ConsolidatPd 

Edison   Co.     of    New    York,     ITXC.        15pp.         16002:234.        24X 
Fie  he: 50-000,  02/10/12,  B2IOI30019. 


DOCKET    50-259   BHDWN3   FEfiHY    NUCLEAR    POWER    STATION,     UNIT    1 
F.    Security,    me  died  1,    emergency    t>    fire    protection    plans 

B210OB0141    neleasai    public    version    of    revised    pages    to   emergency   plnn 
Imp  Icmen ting    ji  roc  edure. 

FELTQH,  J.  H.        Division    of    Rules     and    Records.         02/09/22.  Document 

Management  Branch.       lp.        15663:223.        24X  Fi  chn:  50-S59,  H3/09/S2, 
8210O80141. 


B2H1BO394   Forwards   LER  92-035/03L-0. 

JOHNSON' B.  D.       Consumer!   Poiuer   Co.       B2/11/04,       KEPPLER.  J.  0.       Heflion   3, 
atfict    of    Dii-ector.       lp         16042:005.       24X   F  iche:  50-255, 82/11/04, 
B21U2G394. 


LEH  92-033/03L-0;  on    821003,urDng    dato    inserted    into    in-core 
alarm   setpo  ints.  Caused    by    transmlttal    of    old    data    to    IfcC 
supervisor    instead    of   reactor    enfllneer.  Error    immediately 
recognlied    &  correct   data   entered. 

»      Consumers  Power   Co.       82/11/04.  Renlon  3,    Office    of   Director. 

lp.        16042:  006.       24X  Fiche:  50-253,82/11/04,8211120394. 


-D2100a0147  Foruard*   aublic    version    of    rovisod    Page    3   to  .Emergen 
Implementing    Procedures     IP-20   *    reviaetf   revision    log    sheet 
Receipt   form   end, 

MILLS.L.M.  Tennessee  Valley  Authority.  82/O9/1O.  DENTON,  H 
Office  of  Muclear  [taactar  Regulation'  Director.  2pp.  15663: 
24X  Fie  he;  50-259,  02/O9/23,  BaiOOHOl  -J  1- 

-0Z1OOB0152  Public    version    of    revised    Page   3    to  Emergency   Plan 
Implementing    Procedure    IP-20    t    revised   revision    log    sheet. 
»      Tennessee    Valleij   Authority.       82/08/10.        12pp.        15663:331. 
Fithe:  50-259,  82/09/32,  8210090141, 


y   Pln.n 


62111*0437  Forwards  LER  B2-036/01T-0, 

JOHMEOMr  B,  D.       Consumars   Pouer   Co,       02/11/03.       KEPPLER,  J.  0.      Region   3, 
Gtflc*    of   Director,       lp.       16091:331.       24X   Flche:  50-233,  82/1  1/08. 
SSI  1160427, 


--S211ti4>Q435  LER  62-036/01T-0:  on    B210S3.  during    normal    power    operation, 
T-aao    »*f«ty    injection    tank    level    reached    Tech   Spec    limit   b 
tank    cample    boron   concentration   fell    belou  Tech    Spec    limits. 
Caused    bit    minor    leakage    past    loop    check    valve. 

»      Consumers   Power  Co.       B2/11/08.  Region   3.    Office    of  Director. 

2pp,        16091:232.       24X  FIcha:  90-255,  82/11/00,0211160427. 

8211240-366   Foru*rdi   revised    LER   B2-033/03X-1. 

JOHWSON,  B.D.       Consumers   Power   Co.       92/11/13.       KEPPLER,  J.  0.      Refllon  3, 
OffUf-    of  Director.       lp.       14205:339.       S4X  Flcht:  80-233,  82/1  J/l  S, 
821  1340366, 

—  B2JJ1340369  Revised   LEU  82-033/03X-1  :  on   B30902,  T-82B    (B    safety    injBEtion 
tank)    level    reached   Tech   Spec    limit    of    198    Inches.  Caused   by 
m  I  nor    leakage   pait    loop    check    valve   &  tank    check    valve   or 
fill    ft   drain  valve.  Valve*  will    be    Inspected    at   next   outage. 
»    .Consum*n  Power  Co.       B2/11/1S.  Region  3,    Office    of  Director. 

3BO.        16209:340.       24  X  Fiche:  SO-E53,  82/1  1/  18,  B21  1240366, 

92U3OO309   Forwards   LER  82-037/03L.-0. 

JOtWSON,  0,  D.       Consumers   Pouer   Co.      82/11/16.       KEPPLER,  J.  0.      Region   3. 
Ottieu   of    Director.       lp.       16236:001,       E4X   Fiche:  30-255,  82/11/16, 
32  El  30030  9. 


— B2 1130031 5  LER  82-037/03L-0:  on   B21017i  primary   coolant   sys   umple 
fnvmmlfS   doie   equivalent   1-131   ticeeded   Tech  Spec    limit*. 
Cauitd    bij    securid   purification   damlnerall  ten    following 
p-lant    trip    on  B210I6.  Flow  restored. 

•      Consirm«rs   Power   Co.       B2/11/16.  Region   3,    Office    of  Director. 

4pp.        16236:  OOH.      24 X  Fiche:  90-235,  BB/1 1/  16,  821 1300309, 


DOCKETED  ITEMS 


8211120142  Faruards    request    for  Sdd  I    info  re    B20630    »uimittal 
presenting    iaf*    shutdaun   analysis    t,   necesitru   modi    in 
COfnplUnce   iu/  IOCFR50,  App    B,  Section    ril.O. 

VA5SALLO.  0.  B         Operating    Reactor's    Branch   S.        B2/10/36         PflHRIS,H   Q 
Tennessee    Valltgi    Authority.        3pp.        16069:130        24* 
Fi  the:  30-239,  62/10/26.321  J  120]  42 

8210390100   Crn.rie    Ltr   63-23    to    .11    licensees    fc  applicants    re 
Inconsisttncu    mtuttn    requi  rtaenti    of    IOCFR  73,  40<g  )    b   STS 
for   performing    audits    of    saf.guards    c  ontino  encij   pjdns 
(nturitg    plan)    Svc    lilt    end. 

eiSEKHUT.O    C.        Division    of   Licensing.        82/10/30.  Coniol  irfatinf 

fctflion    Co.     of    tltu   Vork,     Inc.       flpp.        15793:317.        24X 
Ffthe:  30-000,  B2/  I  0/30,  821  02TOIC9. 

8211050205  Subr.it*    brief    description  of    9chy»o,  tua-drau.hr, 
^JI'u**!**"*    locklna    -f'1"    eaUnflti    iMttf    for    storage    of 

nI^'L'«'W    T?nn'"M    W-11»V   Authority.       B2/J1/GI.        DENTON-H.  R. 

2f    2       .2   ,«C     "r   *"ctor    P-SuUtinn,     Director.        Ip.        15949316         5 

Fichu:  50-259,  Qa/1  1/O1,  S21  10S0205.  lairiv.  jio.        .* 

&21I110394   Respond,    to   820719    Itr     r.    th.nj...    to   ,erleric     ..eurltv 
^™^'    6   1«»l  If  nation    Plan.  Canoes    cfln,i.t«rt   u/  " 

10CFRSO.  54<p|     rn.pUme.itatian  schedule    for   Sequoijah    ft  Grouns 
Firry   r»queit(d. 

ADEHSAH,  E   O.        Lic.n*  i  no    Oranth    4.        92/J1/O2.        PAflFUB.HO,        T«r>nBSBe 
*'  "          'AM5:M&.        24X   Fi  ch-.  50-000.  " 


-»« 

!    J  »«rci».    for    physical     inventory    at  LMRi.  Ano 

to    jjartit^ate    in  fISTf(,e    is  voluntary  !,  anu 

participates    ui  1  1    be    reimbursed    Svc    list  Pnc  1 

cDi0,  ^'^"r  :'LUtni11"-  fl2""«-     ^»i« 

!       =S   «^«      NlW   Vort'     Inc          l»i"1-        16019:004,        St  1C 
icht:  50-OOO,  02/11/03,6211040379. 


&211»0lft&   R,.pondl    to   920722 


evision,     to 


n         n- 

B  Operatino  Reactor,  Branch  2. 
Ternn.e.  Valley  Authority.  ip.  16193-107 
Fich*:  50-259,  B2/1  Uf  g,B3l  ISWlii. 


iical    s.curitu    ntan    End 
e   incon      .ten      '  ' 

'    10CFR73.21). 

92/11/15         PARHIS.tlO 
?ai  fAMKlb.H.  o. 


^dateVB20S"    [^   «    P™?*    notification    .«,.  Funding 
ed    to    pur^a.e   65    tone  «l«rt  rad  i«.  Mob  i  1  1    ,(T,n. 
tJ    (.   operational.  «iT»na 

n  "  '»    T"nes!"   U4lle'J   Autharit,,.        62/11/16.        VftSSALLO,  D   L 

Op.r-tino   R*actori    Branch    2,        3pp.  =afll-LU'  "  "- 

Ficte:  50-259.  S2/1  1  /  1  £,,  B21  12S023  1 


—620*190041    "Study    on   Svc    Water    Bu,    Foulinj.   " 

?..5£'r*tlnB   "•act("'«   Assessment   Branch,       82/02/89       y 
1*122:343.        24*   Ficne:  30-000,  B2/10/O4,  S21  1  J600JO 

S2102AOOBB  Oeneric   Ltr   B2-30    to    all   pouer   reactor    lU.nMM 

^^"iv!::^?!"'^^?9^^*""-'""^^"?"";; 


«  . 

Edison   CD.     of   NEU  Vort,     Inc.       9pp, 

Fiche.'SO-OOO,  92/10/26,  3310260080 

9210270030   OenerU    Ltr   82-2S    to    all    PUR     licen.ee.    r 
request   for    info   concerning    stB3m  generator    tub. 

=™i  '  crre"rn  EJ  M-r*>«  a3i°19  a«»n«n.  r 

generator    tube    Integri  tij.  Svc    list   unc  1 
ElSENHUr,D.O.        DiviHon    of    Licensing.      '  62/10/26. 
Edison    Co.     of    Neu   York.     Inc.        10pp.         1609-7:332. 
Fi  che:  30-000,  82/10/36,6210270030 


nar"^"!**!  Bra'uation  "  util 

«"pt..l,  ««*•«•*    °f  Core   Spray    (,  LPCI    By,.         e 

VASSALLO.O   D         Operatino    Reactors   Branch    2.         BS/JO/26 
T*nnnc*i   Val  leg    Authority.        5pp.        16102-319 
F(Cn*:  50-557,  B2/1O/26,  1O""'J1*- 


"!:^^1'    'ernato   -PProacn    re   ^od  ,„ 
Ittm    U.K.  3.  27.     "Common  Hef   LevB  1.  »    Sub,    it,n  Lu 
b.    incorporated    into   control    room  design  review   to    be 
performed   per    TK1   Action    Item    I.  0   1 

TCS^t»DOSii    Oplr;htin9   «""*»»  "ranch   2.       »/IO/M.      PAHR1S,H.« 
p?    ?      ™  ™    ley   Authorlty-       3pp.       1A034:  15B.       24X 
Fiehn.-50-259,93/10/2a,HBlU  10123. 


nn""e 


M1LIB   J     M 


""9    «'    R'li'f    ^   Safsty    ValvM,  " 
Authority.       B2/10/S9.       DEH70N,K.  ff. 


"      ' 


*PP>  »"«"•> 

?'    °Prtti0n    "t    *°    3°    da« 
iti    tunnel    inoperadle 


Tech  8P.e 
«iW,P 

DENTQN,H.jr. 


881(1  IOB6S  Proposed    Tech   Spec    revi.  ions,  all  owing    operation  us     t 
dags    u/on*    t.mp    suitch    in  main   steam    tunnel    inoperable 

B3/11/03-  sp"'  14M*'!M- 


RAHBON.R.  J.        Hearing    BrancS 
9211 10021  S. 


BanO«M44^0ff.r»   aS,iatanCe    re   pD,.|.t.   « 
request*.)    prior    to   B31122    deadline 

a^™'S^'        K'arir9    Branth    4.        B2/11/OB.        PVLE,  R    B 
16000:324.       24X  Fiche.  30-259,  S2/  1  1/Oa.  B31  1  0904M 


lBnlflnt. 


Pule      R    I)         r 
"  '       lp" 


RAIJSON,  R.  J.        Hsartng    Branth    4. 


,.  A"li"til"'    to  amsnd   Licenses   DPfi-33,  DPR-S2  («  DPR-AB- 

updating    specs   t,   clarifying   requirement,    in    Tech    Specs   re 
prlman;    tontainmint    isolation   valves  »P"*   re 


"pp- 


ci»ln«  r^h'o*"0".*0  amBnd  LI"n«"  DPR-33,  DPR-5H  ft 
char^olns  Tech  Spec,  to  redoes  frequency  of  M8IV  tlniur. 
Git  1  1  1  np. 


AuthorI"J- 

Direttor' 


DErJTOW.H.PT. 


"82tiit?n67  Prop°1"'   Teeh    SPBC1    '••"Juclna    frBiiuency    of   HBIV  eloi 

T " s.     sapp. 


licefll( 


"»•   -v.ll.b1,    from 
l.s    and   HeeoNi, 


^*M*  r:qutit  for  addl  inf°  PB  iirsie  ID°P 

lication    for  amends    ta    permit   operation   at    r 
poui.r    u/i  ingle   recirculat  ion    loop    In    svc  r 

VASBALLQ,  D.  B.       Operating   Reactors   Branch   2.       B2/U/OB 
J"""1"*  V-Htll   A«th«l*g.      4pp.       16173:338.       MX 
FiePie:  30-23?,  BZ/1  1/OB,  B21  1  190347. 


""*  for  "d((I  lnfo  r>  » 

per   Oenerlc   Ltr   Sl-04. 


nn»          i. 

!    c      I~  -          *''   Auih°''l*V.       7pp.       16174:337.       H4X 
iche.:  30-239.  82/1  I/OS.  BS1119034B. 


DOCKETED  ITEMS 


62112-10410  Advli*i    of   resolution    of   NUREQ-0737.  Item    II.K.3,  B4, 
"Adequacy    of    Space  Cooling    for    HPCI    &   RCIC.  "   Safety 
evaiuatlcn    *nel, 

UAESALLO.D   Q,       Operating    Reactors    Qranch    a.       83/11/10.       PARRI9.H.G, 
Tinneile*    valley    Authority.        5pp.        16330:103.        24X 
Fit  ti*:SO-Z39rB2/ll/lO,B21  1240410, 

BJ1  1  1600-47   Generic    Ltr   62-36    to    power    reactor    llcenlees    (aicept    Fort   at 
vralr]    ri    NUREO-0744,  Revision    1-     "Pressure    Vessa  1    Matl 
Frattun    Toushnss*.  "    Forwards    NUREQ-Q744.  Revision    1.  W/o 
»ne  1.  Bvc    11*  t    *ncl. 

E1BENHUT,  D  0,       Division    of   Licensing.       S2/11/12.  Con»olidated 

Edtion  Co,     of    Ntu  Vork,     Inc.       S2pp.       16232:212.       SIX 
Flclve;  50-000,  03/11/13-3211160047. 

9211230447  Application    for    amend    to  Licenses    DPR-33,  DPR-S2  t.  DPR-6B 
comlttlng    of    proposed    changes    to   Tech    Speei    Incorporating 
r»<mlrementt    of   ASHE  Baction    IX   Code    Iniervica    pump   &  valve 

MJLCS?L!  M,       Fanneisee   Valley   Authority.       93/11/13.       DENTQN.H.fi. 
Office    of  Nuclear   Reactor    Regulation,     Director.       2pp,       16190:325, 
24X  Flche:  50-239,  02/1  1/12,0211230447. 

__  0211330453   Proposed    changes    to    Tech   Spots    Incorporating    requirements 
of   ASME  Section    IX  Codn    Inaervlco    pump   &    valve    tooting. 
»      Tannenoe  Valley   Authority.       02/11/12.        144pp.        16190:327.       24X 
FUh«r:  90-259,  02/1  1  /IS,  021  1230447, 

6211330052  Forward*   request    for    addl    info   re    TMI    Items    I.  A,  2.  1.  4i 
"UAgradin*    of    Heactor   h  Senior    Reactor   Operator    Training"   fc 
[f.B.4.     "Training    for   Mitigating    Core    Damage."    Response    due 


O.       Operating   ReactorB   Branch   2.       62/11/13. 
T«nnes«ae    Valley    Authority.        3pp.        16301:210.        34* 
FUJI*:  30-257,  02/11/15,  B21  1230092. 


PARRIS.H.O. 


0211230160  Forwards    response    to   NRC  030713  request    for    documentation 
of    util    position   on    TMI    Item    II.  0.3,     "Po»t-Aee  i  dent    Samp  lino. 

MILLS,!..  M.       T«nn  .....   valley   Authority.       62/11/16.       DENTDN-  .H.R. 
Office    of   Nuclear  Reactor    Regulation,     Director.       26pp,       161B0.010. 
2-JX    Fi  <:  Ke:  50-259,  03/1  1/16,0211230160. 

831  1290*(>3   Inform,    that    util    participated    In    DHR    owners    Broup    efforts 
on   J4UREO-0737,  Item    II.  K.  3.  29,     "Loss    of    AC   Poiuer    on   Purap 
Ecall."    Utr    resolves   HUREO-0737,  I  ten    II  .  K.  3.  23   for 

taw!""'  Tenne,,Be  Valley  Authority  B2/11V22  DE™HO". 
Office  of  Nuclear  Reactor  Regulation,  Director.  Ip.  16319.011. 
Fl  e  he  r  90-259,  83/1  1  /22.  B21  1390463. 

Q.      IntE-ectlon   reports,     IE  Bulletins   t<   correspondnnce 

8209190230    IE    Info   Notice   BH-37,     "CracHng    In    Upper   Shall    to 
Transltlo-ti  Cone   Oirth   Hold    of  Btaam  Generator   at   Operating 

JOnbAN,^      Dlviilon   of  Engineering   fc   Quail  ty    A».urance_ 
Consolidated    Edison  Co.    of   Ntui  York,     Inc.        109pp.       15930: 
Flche;  50-OOO,  82/09/16,8200190220. 

6300190222   IE   Info  Notic.  02-34,  Revision   1,    "Welds   in  Main  Control 

P*n*li."    Svc     list    ancl.  ..        . 

JORDAH.E.L.       Division   of   Engineering    t   Oual  i  t?,*s9ljrBn"'  .. 

Can*olid4t.d   EdlBon   Co.     ofNeuYorV,     Inc.        107pp.       15B95.  169. 
Fi  che:  50-00.0,  62/09/17,8208190223. 


aSOfll-JOaa-?    IE    Info  Notice    02-39,     "Bvc    D'9radatic,n   of   Thick    Wall 
Bt*lnl«9*    S6«al    Reclrculatlon  0ys   Piping    at    BWR   Plant. 

3SSnSt:E.rIi>lvl.i.n   of    En,.n..vlnD    I.  ^^"^"S^. 

€or.sol(d.t.d   Edison  Co.     of  Neu  Vork,     Inc.       B6pp.       160I7.09B. 
Fi  ch«:  80-000,  B2/09/3I,930811?0229. 

Q20B1902B3    !E   Info  Notic.   02-3B,     "Chang.    In   Format    S,   Di.trlbutl  on 

&^,«nc'^^^^^^^ 


B20el90=32    IE    Info   Notice   62-40,     -D.flei.ncl.j    in   Primary   Containment 
Eltelrical    Penetration  Assemblies,"   Bvc    list    enci. 
30RDAM,E.L,       Division   of    Engin.erlng    &  Qual  it.   A  ""'" 

Con.olid»t.d   Edl.on  Co.     of  Neu.  Vork-     Inc.        112pp.       15930.  OIV. 
Flcht:  80-000,  83/09/23,  B30B190232. 

6211130292   Faru.rd.    IE   Imp    R.pfci    SO-BB^/Ba-32,  50--260/B2-32  1. 
30-29fa/62-32   on  820vl4-17.No  noncompl  I*nce   "P*""- 
SERRELLI.D.H.     out.  ion  of  Project  fc  «""•»*  P"|"S  -,31 

PAfiRIS,H,0.       Tenn.isea   Valley    Authorttu.       SPP-       16095.131- 

Flch»:  30-239,  02/10/06,9311150393. 


—  8211150293    IE    Insp    Repti    50-259  /B2-32.  9O-260/B2-32   ',    SO-396/B2-32   on 
B20914-l7.No   noncomp  1  lance   noted.  Major    areas    inspected: 
Innrvice    insp«r*vlew   of    proc  odurei  .  observation    of    work    >• 
mark    activltlos    t<    inspector    fnllouup    items. 

KLEINSDRCE,  U   P..     BLAKE.  J.  J,        Division    of    Engineering    «.   Technical 
Proorami.        83/O9/30.       ipp.        16055    133.        24X   Fith*'  50-259,  B2/1O/06, 
821  11  50392. 

B2111S0494  Forwards    IE    Insp    Rept*    50-259/02-3  1  .  SO-240/83-31    t 

50-296/82-31    on    B20913-I7.  fio   none  omp  1  lance    noted.  „,,„,,., 

VERRELLI.D.H.        Division    of    Project   i.    Resident   Programs         B2/IU/U 
PARRIS.H.G.        Tennessee   Valleu    Authority         2pp.        16057:  23B.        24* 
Fiche:  50-359,  B3/  HO/13,  B21  1  150494 

—0311150501    IE    Insp    Repts    50-25?  /B2-31  .  5O-260/B3-3I    *    50-296/62-31    on 
820713-17.  No    noncomp  I  lance   noted.  Major   areas    inspected: 
emergency    preparedness, 

CLINE.W   E    ,     JENKINS.O.R.        Division    of   Emergency    Preparednesa    t, 
Operational    Support.       82/10/12,        IQpp          16057.  24O.        24X 
Flche:  50-239.  83/10/13,521  1  150494. 


9311150469   Forwards    IE    Insp    Bepts    50-359/02-35.  50-260/B2-35   t 
50-296/B2-35    on    820920-24,  No   noncomp  1  lance    noted. 
VERREULI.D.M.        Divi.ion   of    Project   &   Resident   frW™*- 
PARRIB.H.O.        Tennessee    Valley    Authority.        2pp.        16057:^14 
Flthe:  50-259,  92/10/15.  821  1  150469. 


—6211130479    IE    In.p    Hepts    50-257/S2-35,  50-360/92-35   (.    5O-296/B2-35   on 
020920-24   No    noncompliance   noted-  Major    areas    inspected 
licensee   action    on    previous    enforcement    matters-  OA/QC 
administration    program,  procurement,  recoi  p  t!.   storage  _„.,„,,.„, 

Es:r^oEr^ 

B211  150469. 

!,    receipt    of   B3092B    Itr    informing    NF!C    of    steps    taker,    to 
;at!onsPnoted     in    IE    Insp    ReptB    50-259/62-23, 
50-260/02-23   1    50-396/82-23,  na/in^l 

UEWIB.R.C.  Division  of  Project  &  Re=  dent  Projr.a,..  "/1O/21 
PARRIB.H.O.  Tennessee  Valley  Authority,  IP  16097.  O43.  34K 
Fiche;  50-257,  B2/10/2I.B21  1150337- 

S211190344   Responds    to   NRC   S30B3D    Itr    re    violations    noted    in    IE    Insp 
R,pt°    50-259/82-23,  50-26O/B3-23   I.    90-296/82-83   Corrective 
actlon^procedureB   revised   i    le.k.g  e    P«*"«««    '?P«  ""S^REILLV.  J  P 
MILLS,  L.H.        T.nne^ee    Valley    Author  i  *«'        «'«/Ma4X°   RE1LLV'J   P' 
Region   2.     Office    of    Director.        4pp.         16057044.        34X 
Fich*:  50-239,  B2/10/21,  B21  1150339, 

B2U190349  Forward,    IE    Insp   RepU   50-259/82-23,  90-260/B2-23  t 
BO-296/B2-23    on   B20730-OB10   t,    notice    of    vinl.tion 
icuia   a   C          nivision    of    Project   t   Resident   Programs.        Q2/oa/JU 
PARRIS?H   0.         Tenne"ee    V.lle,    Authority.        2PP          16057-04B.        34X 
Flche:  50-259-  62/10/21,821  1130339. 


B3H1>in39l    Notice    oF    violation    from    insp    on    S30730-OS10. 
i      Division    of  Project   &  Resident   Programs.       02/08/30. 
34X   Fiche:  50^259.  03/10/21,  8311150339, 


IP. 


-B2111503S5    IE     In.p    R.pts    5O-299/B2-23,  50-260/83-23   t,    50-296/83-23    on 
020730-OBO.NoncompHance   noted  :  Burvel  1  lance    IM  tr«t  on 
4  ".C,  secondary    containment,  d  Id   not    account    for    inleakage 
f  n    Kecondar  u    containment    iane.  , 

CwU"V/P*ULK,O.L..     CANTRELL,  F,  S.       Div'"""    "'    ^°J"et    * 
Resident   Pr  oBrams.       B2/08/2A.        14pp.        160S7.051.        24X 
Fiche:  50-357rB2/10/21-  0211150339, 

930B190239   IE    Info   Notice   82-41,     "Fall,™  of   Safety/Relief  Valv**    t« 


Flcht:  50-000.  B2/IO/22,B20B190239, 

B311110606  Ack    receipt   of  821014    supplemental    response    informing   NRC   of 
62   Up°    ttken   ^correct  violations   noted    In    IE    Insp    RePts 

50-359/92-10,  50-260/82-10    S,   50-296/02-10. 

LEWia'R  C-      Division   of  Project   t  Res    de  nt    Prog  P«. 

PARRIS.H.G,        Tenn.tsee  Valley   Authority.       Ip.       16059. 

Fiche:  30-259.  82/10/88,6211150606. 


^   response    to    NRC   e20429 

Region  S,    Office   of   Dlr.c  tor        3pp.        16099,314. 
Fiche:  50-259,  82/10/28,  8211130606. 


noted     i,    ,E 


86 


DOCKETED  ITEMS 


Fich.  :  50-239. 


B3I  115019?: 


FieAt:9Q-0<W.fl3/l|/j*lB30B19«MEI. 

B2Q8190253    I£    J  nfo    Malic,    02-43,     ..pun    Lmo   T.«. 
Protection.  "    Svc    list    ,ncl  P 


:  50-359.  SI/09/10,  0211190190. 


r°nU    -""•*»"•    "Pt,    far   AU9     1 981 
.     TBnn"5"    Vall.v    Authority. 
Fiehe:30-2S9.ai/07 


Off Jcr 


p.        16037;  205. 


r.pt,    ,or    flufl 
fluthorltu. 


15pp,       15BS?;031. 


19B2. 


LER 


Flcht:  90-399. 
--B2I10-J0133   LER    93- 


rrdi  LSR 

;r:r^ 

03/10/39. 


ouirtri    closing   ti™.   r,        j    ^ 

»  •  • 


irrari1*    "Hat.d    LER   92-OAS/03X-1 
.H,  J.        f«nn**Ht«    V»ll«u    Authopitu 
R.Jicn   a,    OM(c.    ^'Dlr«t«.       U* 
F!  ch.  :  50-S5?,  BSJ  10/27,  831  IOWM9 


LER    92-O13/01X-2 
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Forward*   LER  82-OB3/03L-0. 

CREEN.H  0        T.nn.».eB   Valley   Authority.       B2/11/10.       0 'REILLY,  J.  P. 
Region    B.    Office  of    Director.        lp.       16163:264.       24X 
Fl«ht:  30-259,  02/11/10,8311220219. 

6211320221    LEH  B2-OS3/03L~0;  on    B21O13, aamp 1 e    line    heater    discovered 

OTiplusfffd'  causing    dryuall    continuous    air    monitor    to    fail    due 

to   cc-rtdeniation    in    three    detec tors. Caused    by    personnel 

trror.  Heater   plugged    in. 

THORPE.  D        Tenneisae   Valley    Authority.       B3/11/10.  Region    3. 

Office    of    Director.        2pp.        16169:263.        24X    Fiche:  50-2S9,  B2/  1 1/10, 

6211220519, 

B211320331    Foriuard.   LER  92-080/03L-0. 

CflrEhT.  H   J        Tennesiee  Valley   Authority,       02/11/10.       0  T1EILLY,  J.  P. 
Region    2,     Office    of    Director.         Ip.        16163:0i5.        24X 
FicJie:  90-339.03/1 1/10,  B21 1220331. 

32 1]  220349   LER  62-Q00/03L.-Q:  an    B3I013, opera  tor    unabln    to   manually 

tncr»a*e    .pterf   of   rflesel    generator    D. rendering    generator 

Inoperable.  CaulBd    by    dirty   contact    on  OE    mode    suited    or 

nlau    model    12HFA51 A42F.  Bui  tc  h    inspetted. 

ChWIBTOPHER,W       Tennessee  valley    Authority,       02/11/10.  Region  3, 

£*?"•"*    Director.        2PP.        16165:066.        24*    Fiche  :  50-359,  B2/ 1 1/10. 

5211220331, 


— 82100B0153   Public     version    of   revised    Page    3    to   Emergency    PlaT 
Implementing    Procedure     IP-20    t.   revised    revision    log    sheet 
.      Tennessee    Valley    Authority.       82/08/10          12pp.         U663.23 
Fiche:  5O-259,  82/O9/23,  8210080141. 

B21004006B   Generic    LIT    62-17    to    all    power    reactor    licensees    I 
applicants   1    holder!    of    CPs   re     inconsistency    between 
requirements    of    I OCFR50.  541 1)    !.    STS    for    performing    audits    o. 
emergency    preparedness    programs.  Svc     list    end 

EISENHUTiD   G.        Division   of   Licensing         aj/iu/ui.  Lonsonu 

Edison   Co      of    Neu.    Y°rk.     Inc.        llpp.        1^002:  S0B         24X 
Fiche:  5O-000.  aa/10/01, 8310040060 

B310070019   Generic    Ltr    B3-21    to    all     licensees    ^applicants    of 
power    reactors    re     Tech    Specs    for    fire    protect, on    audits 
Forwards    guidance     discussing    general     scope    !<    describing 
elements    to   be    included    in   audit   Svc    Utt^^l. 
EISENHUT,  D.  G.        Division    of   Licensing. 
Erii.on   Co.     of    NBU    Yort,     Inc        19pp. 
Fiche:  50-000,  BS/lO/Ob,  8210070019. 


B2/10/06  Con- 

15993    33B.        24X 


B211190494   Fnruards     IE    Insp    Repts    50-2D9/B2-3 1 . 50-260/62-31    fc 

50-296/82-31     on    B3O913-17   No   nancufflpl  ian»    not.d  B,,IO/,3 

vERRELLI.D.M.        Division    of    Project   b    Res. dene   Pro^s_      B2/lO/,a. 
PARRIS-H.G.        Tennessee   Valley    Authority         2pp         16057.  23B.       24X 
Fiche:  50-259,  B2/  1O/13,  021 1 150494 


eaH230!33  Forwards   LER  B2-084/03L-0. 

OflEEH,H   J        Tenne.^ee   ValUy   ftuthorit,,.       02/11/16.       O'REILLY,  J.  P. 
R.altm    2,    Office   of    Director.        Ip.       16193:101.       24X 
Flcfta:  50-259,  B2/1  1/16,  B21  1230133. 

__  03]  1330141    LER  82-004/031-0:  on    S21O10,  reactor   mater    level    suiitchas 
1   If    S   of   L1B-3-203D   as-found    calibr    violated   Tech    Specs. 
C*ui.d    by    Instrument   drift,  Switches    recal  ibr,  Functionally 
tested    t>   returnaif    to    svc.  __  ...... 

IflBY.B.J.       T.nneueB   Valley    Authority.       82/11/14..  «eS 

OM1»    if  Director.      3pp.       16193:103.       24X   Fiche:  50-257, 
3211230133. 


5.     Office   of   Director.        lp. 
Flch«:SO-259,  82/11/19,  0211390319. 


. 

Ii221:139,       31X 


—  32H2T0323  LER  B2-OB7/03L-0:  on    031034  ,  dur  ing    normal    operation,  400-vol  t 
reactor    MQV    board    IDA  motor    generator    aat    voltage    swing 
•iciedDd   Tech   Bpacs.  Caused   by    failure   of    capacitor    in 
vnltaae    peculator,  Regulator    replaced, 

CHHlStSpHER.H.       Tennessee  Valley    M  thori  t,  ,.       Ha/1  1  /I7  «!•*•"   3' 

Office    of   Director.       2pp.       16881  ;1AO,       24X   Fiche:  50-239,  B2/11/I9. 
921139031'?. 

V.     Operator    Examination! 

8310130011    Oinerlc   Ltr  03-10    to   all    power  roactor   applicants  1> 
Ifc.nnet    rt   r.actor   qp.rator   *.    sanior    reactor   °Pe"t",. 
T^ciualificatlon   eoms.  AriviBes    that    exams   begin   at    facility 

C.n«»-.t.d 


Edl*on    Co.     of    Neu.  York,     Inc.       13pp. 
Flih  e;  90-000,  B2/10/13,  B210130019. 


16003:334.       34X 


-B211150501     IE    Insp    Repts    50-259/02-31  ,  SO-260/B2-3.     t,   50-296/82-31 
830913-17.  Ho    none  omp  1  iance   noted.  Major   areas    inspected. 

CLml"CE   ^^vitton'of    Emergency    Prep.r.dne.s    L    OP'-tion-l 
fltj^rt      'Bwlo/ia.        IBpp.        160572,0        24X    F,  che    50-2,7,  Q=/  10/ 
02111S0494. 


B211110408  Responds  to  820331  1  tr  ' 
Changes  conslitant  u/provisions  • 
acceptable 

VASBALLO.D.  D.  Operating  Reactor 
Tsnnessee  Valley  Authority,  3pp 
Fiche-  50-259,  B2/1O/56,  B21 11 10400 


•p    clianges     to    physical 
,f    10CFR30.   54(p)    f. 


Branch    2. 
16040:357. 


ecurity    plan 


HILLS. L   N 


B21U20142   Foruards    request    for    addl    info   re    820630    subnittal 
pp.t.ntinB    safe     shutdown    analysis    1,   necessary    mods     ,n 
CD-npltance   w/  IOCFI150,  ftpp    H,  Sect  ion    1  1  1.  0 
VABBALLO,D.D.        Operating    Reactors    Branch    a  - 
Tennessee   Vallotf    Authority.       3pp          1606B    120 
Ffche:  50-237,  BSfiO/SA,  831  1  120142. 


B21029010B  Generic  Ltr  82-23  to  all  l'«"»"  * 
inconsistency  between  requirements  of  10CFR73 
for  performing  audits  of  safeguards  contingen 


pl 


Edison   Co.     of   New    York,     inc.      avv. 
Fiche:  50-000,  82/10/30,8210290108. 

B211050205  SubniSs    brief    d*icri  P  t  ion   of    Schwa  *•  *"?^"^^' 
fire-resistant    locking    file   cabinets    used    for    storage 

mi'STlF    'rlnn^see   Valley  Authority.       B3/11/01.       DENTDN.H   H 
Sffice    of'  Nuclear   Reactor  Regulation,     Director,        tp.       15749:316. 
Fiche:  SO-259,  83/11/01,8311050305- 


K.     Qniit.    Storage   of  Lou  Level   Wa.te 

BSlt&aO*53  Notlfle.    of    issuance    of   License   41-OHIAS-14. author!. ing 
onilfe.    storage   of    low   l.v.l    radyaste.  Ltr   of    Issuance    end. 

,C.      Adv»nc.d   Funl    &  Spent   Fuel    Licensing 


Atomic    B«*«tv   "nd   LiceriBing   Appeal    Panel. 
Fl  c  her  50-EB9,  83/09/53,6211030493. 


ranch.       02/09/23. 
13939:294.       SAX 


DOCKET   50-240  BROWNS  FEflRY  NUCLEAR   POWER   STATION,    UNIT_2 

___—.----—«-----  —  —  —  ----"--—  —---«  —  -'-'-  —  '---"—"        •—  "— 

f-7   Brcurltu-    medical,    .merfl.ncy    (,    f  '>••_'  ^*^*^°[1_^^! 

R.I.....   public    v-r«li>n    of    revised    pag.E    to    en.erg.ncy    plan 
ting    proc.durs.  oa/noyost  Document 

ffc^'V'?aa:-  ""•'J^s^™ 

BB10030141. 


--MWDBOM7  Forward,    public    v.r.lon   -' 
Iipiifl-ntlna   Proc.dure.    IP-20   ».  r. 


i.ion    log 


uT™«»  v.n.»  *.».-»«.        iH 

ic.   of  Nuclear  R.actor  R-giilatlc-n,    Director.       2PP. 
24X    Flcht:  90-239,  aa/09/BB,B2100B0141. 
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DOCKETED  ITEMS 


0      AdjuSicatory     correspondent* 


RAWSQN,  R.  J. 

ssiiiooais 


that    NIC    will    aiiit t 
ina   Branch    4. 


JWUSON.R    J         Hearing    Branch 


in   settlement    In   an^ 

1CHE,  H.  U.       Tennrnee 

:he:50-aS9,B2/ll/OS, 


R-fiS 

" 


8311110284   Application    to    amend    Licenses    DPR-33,  DPH-52    I, 
updating    .p.c.    fc  clarifyinfl   requirement*    in    Tech    Spec*    „ 
prinsrtf    cent*  Inmint    isolation   valves.  *P«c*    f» 

nI*V?'L'a\.    T*nnt»»"    Valle«   Authority.       S3  /I  I/OS.        DEN  TON.  H   R 
SIJ^T    °*   Huclear   Rector    Regulation.     Director         SB  »  *™'  37™ 

SIX   Fl  chc:  30-259.  B3/H/O5.  B31  11  10284.  "'  '  2?0 


-BB1111M94 


Tech   Spec    eh.nfl«.  u,d.t  lt,B    spec,    (,   c|«| 
ent    isolation   va  elmri 

82/11/05.         15pp 
P 


pec    e.nfl«.  u,d.t  lt,B    spec,    (,   c| 
riqulr.ni.nt.    re    primary    containment    isolation   valve,    el 

=«*"*    Vjl1""    Ao"""-it«-        82/11/05.         15  " 

:  50-259.  83/1  1/05,  0211110284. 


B21I110464  Application    to   amend    Licenses   DPR-33,  DPK-5 

"'  9"'  to  redu" 


«»'W    r'nn""B    Valle«   Authority.        B2/11/OS.        DENTOW.H   Jl 


Motion    For    e. tension    of    time    until    ntni  i-j 
820930  order,  fi™    n«..Mr«    Jo    .nrtu  *        " 


ell'plr?    Un'noiun        B2/H/17.       VCAto™lt   SaFety    and 
el.        2pp  I4164:2A7         S4X    Fiche ;  50-259,  B2/ 


FCI  Trijj     IM         ^.     ,•'.,          ---u«ent«    available    from  PDR 

™™:u«  u^-  Sp'p"01;;,^^"^!,  ^/lor-  HAFNER'D' 

92IIIoOOlO  IA1B2.09A,        2^X    Flche:  SO-000, 02/10/0', 


— B204190041 


tudu    on   Svc    Hater    Sji   Foultng.  " 
24K   Fiche- 50-000.  83/IO/€4.CB2]11600^0BS'        23pP 


r  «s      :  ::      K 


Fiche:  50-000,  03/10/26,3210260083 
B210270030   Generic    Ltr    B2-39    tn    >ii    aim 

-:".  x;:::,::™:;;;'  ,  • 

^bt    *"*«9>-"«.Bve    list    end 
.  O,         Division    o.*    Llcensiro 

" 


dMJnB    frequ.ncg 


-  . 

pow.r    u/iingle   rec  i  rculat  ion    loop  in    svc                                 ^aucod 

VASBrtU.0.  D,  D.        Op»ratinD    Boactors  Branch    2.        B3/1  1  /OH         PARRIfi  H 

T.nnnste    valUy    Authority.        4pp  1617S'35H         D.  i                 PARR  1  8.  H 

Fiehe:  50-359,  B2/U/OB.B211ITO347:  16I7B'35B-        S4X 


R 
,R«Vision    1    per   Generic   Ltr   81-04    ResDonsn 

^*'""   3°  '"'"    "'"«    sent    *»  Mio 

B.        Operating    Beactora    Branch    2.        Sa/ll/OH 
T;1"*  .....    valUy    Authority.        7PP.        16174:337         aJi 
Fich«:BO-aS9,  92/11/08.921  1ITO34B.  I/1|'JJ/-        2llJ< 


B211B40410   Arfvi,B1    of    resolution    of    NUREQ-0737,  Itom    11    K   3   S4, 
"Ad.nuacv    OF    fipaCe   COOling    POP    HPCI    &   RCIC.   «    Safetg 
•valuation    encl.  oarem 

WASSALLQ.D.  fl.         Operating    fleactors    Branch    2.        Sa/U/ia         PARH11  H 

• 


Forward,    request    for   addl    info  re    TMI 


""1 


Dirtctor- 


.     DEMTOH,H.B. 


-*  .......  '" 


|MILLB,L.I1.       T»nn«s..«  Valley  Authority,      S2/11/17        DEN  TOM  H  R 

'-  •  ™ 
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-aai  12-30314  Proposed   Tech    Spec    change*    adding    diverse    differential 
griisure    mltchta    &    installation   of   more    reliable    Float 
.ultches    to    initiate    ic ram  on    high    leval    In    scram  discharge 
Inttrumvnt    vol, 

*      T«nn»sise   Vallay   Authority.       82/11/17.       3pp.       16193:  379.       24X 
Fit  hi:  30-360,  fl2/ 11/17.8211230313, 


9211130339   Ack     receipt    of   820938    Itr    informing    NRC    of    steps    taken 
correct    violations    noted     in    IE    Insp    Repta    50-259/02-2:), 
SO-260/B2-23    i.   50-296/82-23 

LEWIS, B  C  Division  of  Project  &  Resident  Programs.  B2/1O/2I. 
PARRIS.H.Q.  Tennessee  Valley  Authority  lp.  16057'  043  34* 
Fie  he:  50-237,  S2/ 10/21.  831 1130339. 


Informs    that    utll    participated    in    BWR    owners    group    efforts 
on  HUREO-0737,  Itarn    U.K.  3.  23,     "Loss    at    AC    Poiuor    on   Pump 
Seals.  "    Ltr   rtiolvti    NUREQ-0737,  1  tern     U.K.  3.  23    for 

facilities. 

MILLS,  L.  K.       TennassOB   Valley   Authority.       02/11/22-       DENTON,  H.  Ft. 
Offlcr    of   Nuclt-ar    Reactor   Regulation.     Diractor.       lp.        16219:011.       24X 
Fieftt:  50-B39,  Ba/1  1/23,  8211590463. 

O.      Inspection  reports,     IE   Bulletins   Si    correapondence 

&2OSI9O220  IE  Info  Notice  B2-37,  "Crackino  in  Upper  Shell  to 
TrJitiltion  Cone  Oirth  Weld  of  Steam  Generator  at  Operating 
PHR.  "  Bve  U*t  tncl.  ,,„,,, 

JOflDANp  E  Division  of  Engineering  tr  Quality  Assurance.  82/09/16. 
Oomolidated  Edi*on  Co.  of  New  York,  Inc.  103pp.  13930:001.  21X 
Flchai  30-000,  B2/09/16.  8308190220. 

62C6  190222    IE    Info    Notice   82-34,  Revision  1,     "Welds    in   Main    Control 
F*nel*.  "    Bvc    lilt    »ncl.  mman-i 

JOUDftH,  E   t-        Blvl.lon   of   Engineering    1  Quality   Assurance.       BB/OV/i/. 

Ccn*ol(irat>d   Edi.on   Co.     of  New   York,  Inc.        107pp.        15099:103.       24X 
FUft«:SO-000,  G3/09/17,  B20B19022S. 

GSQ&lWSSt    IE   Info-   Notice  B2-39,     "Svc    Degradation   of    Thick    Wall 
StaJnln*    9ce«l    Recirtula  tion   Sys   Piping   at    BWR   Plant." 

JORDAM.e,  L.       Division    of   Engin»«r  infl    «.   Quality   Asiurance.       B2/O9/H1. 
Con*oliiat«d    Edison   Co.     afMBUJYort,     Inc.       86pp.       16017:098.       21X 
Flch*:  30-000,  a2/09/ai.  0308190229. 

eSOaiVOaSS    IE    Info   Notice   02-3a,     "Change    in   Format   fc   Distribution   Sijt 
for    IE   BulletlnsrCirculan    ti    Info   Notices."    Svc    list    end. 
P6VQUNO.H,  C.        Director's   Office,     Office   of    Inspection    and 
Enforci-i-tnt.       FJ2/09/22.  Consol  Idata  J  Edi.on  Co.     of    NBUJ  York,     Inc. 

16010:021.       24X  Fiche:  50-000,  92/09/22,  EJ20S190223. 


B3CDttCr333    IE    Info   Notice   82-10,     "D.flt  i  ancles    in   Primary    Containment 
El«etrlt*l   Psnetration  Asiemhllss.  "   Bvc    list    oncl.  fl!,/ng/p» 

JORDAM.E.L,       Division   of   Engineering    fc  Qual  ity   Assurance        82/09/2^ 

Coniolldatsii   Edl.on   Co.     of  N»u.  York,     Inc.        HHpp.        15930.019.       H4X 
Ficfi«:  30-000,  03/09/22,0208190233. 


Satll50a92 


.Tdi    IE    Insp    Ripti    90-239/B2-32,  50-260/B2-32  h 
on    020914-17.  No   noncompl  lance    notad.  oa/in/nA 

VfifiRELLI.B.M.        Dlvi.ion   of   Project    t,  Resident  Pll""""«-     .W/'  J'06' 
PARRI6,H.O.      Tennessee  Valley   Authority.      2pp.       16055.131.      24X 
Fl  t  ft  •  :  flQ-239,  BZ/  1  0/Oi,  B21  1  1  50292. 


~- B21H50344   Responds    to   NRC    B20B30    Itr    re   violations    noted     in     1L    Imp 
Rept*    50-359/82-23.  SQ-2fcO/B2-33   t,    50-296/82-33.  Con-ec  tive 
actions:  procedures    revised    it    leaiage    pathways    repaired 
MILLB,  L.  M.        Tennessee    Valley    Authority.        S2/09/2E)         O  -HEH.LY,  J.  f 
Ragion    2,     Office    of    Directur.        4pp.         16057    014.        24X 
Fiche:  50-259,82/10/21,8211150339. 

— B211150349   Forwards    IE    Insp   Repts    SO-259/B2-33, 50-360/B2-23   t 
50-396/B2-B3   on   820730-0310   t,    notice    of    violation 
LEWIS, R   C.        Division   of    Project    V   Resident    Programs         8i.VQ8/30 
PARHIB.H.Q.        Tennessee    Valley    Authority.        2pp          16O5VO4B.        ^1- 
Fiche:  50-259,  02/10/21,0311150339. 

—8311150351    Notice    of    violation    from    insp    on    820730-OB10. 

*      Division    of    Project    !,   Resident   Programs.        82/08/30         lp. 
16037:050.        24X    Fiche:  50-359,  02/10/21 .  B31  1  150339 

—8211180385    IE    Insp    fiepts    50-259/83-23,50-260/82-23   (.    50-29i/B2-23   cm 
620730-0810. Noncomp 1 ianco    noted: Survel 1  lance    Instruction 
4.  7,  C,  seconiJary    containment,  d  1  d    not    account    for    inleakage 
to    lecondary    containment    ione. 

CHASE, J.M-,     PAULK.G.L.  ,     CANTRELL.  F.  B.       Division    of    Project    fc 
Resident    ProBran.s.        B2/OB/24.        14pp.        lfcO57   051.        24X 
Fiche:  50-259,02/10/21.8311150339 

8200190239    IE    Info    Notice    82-41-     "Failure    of    Safety/Re  1 i ef    Valves    t» 
Open   at    OWR,  "    Svc     list    end.  Qn/,/w>n 

JOHDAN.E.L.        Division    of    Enijineering    l«   Qua  1  i  ty    Assurance         92/1O  /.  ^ 

Consolidated    Edison   Co.      of   N.u.    Yori,     Inc.         HOpp          1596O    15J        ,'4X 
Fiche:  50-000,  02/10/22,6203190239. 

8211150606    Ack    receipt    of    B21O14    5upp  1  e^ental     response    inform.ng    NIK.    of 
steps    taken    to   correct   violations   noted    in    IE    Insp    F'epts 
30-259/02-10,30-260/82-10    I   50-296/B2-IO  0~,,,n,-,n 

i  CUIQ  n  r  Division  of  Project  (•  Resident  Programs.  B^/lu/i". 
PARRIB.HO.  Tennessee  Valley  Authority.  lp.  16059313  24X 
Fiche:  50-259,  83/10/28,  021 1 1  30606. 


—8311190617   Suppls    response    to    NRC    83O429    Itr    re 


nlations    notert 
ng    .„ 


Region    2,     Office    of    Director.        3pp. 
Fiche:  50-259,  82/10/23,  BH11  150606. 


16059   314 


8311130197   Confirm!   021027    telcon    re    821105 


Regi 


--B21H50S9B    IE    Insp   Repts    SQ-259/B3-32.  30-260/02-32  fc   30-296/82-32   on 
B209I4-17.NO   noncompllance   not«d.  Major   areas    inspected: 
iMBrvlct    ins(i,r*vi«u   of    proeaduras^  observation    of   inorfc   t> 
u&rk    activities   (•    inspector    follomui)    items.  T.^hnical 


S2UISOS92. 


P.        Region    2.     OffUa    of    D,r.ctor 
Tennassee  Val  lay   Authority.       2pp.       16056.160. 
Fiche:  30-239.  S2/1  1/01,  B21  11  50197. 


K/U/Ot. 
34X 


PARRI8.H.O. 


S2lll-!HH<M   Foru-rds    IE    Imp    Rept.    SO-239/B2-31,  50--260/0a-31   fc 

9O-2T&/B2-31    on   620913-17.  No   noncnmpl iane*    natal.  mtin/13 

VERRELLI.D.H.        Division   of   Project  t   Resident  P"gr«..K/ I0/t3. 
PAHR1S.H.O.       Ttnnessae   V.lley    Authority.       3pp.       16057.233.      *+* 
Flch*:  30-BJ9,  Bff/10/13,B21 1150194. 

--Hatll«Ml    IE    In.p   fi-pt.    SO-239/BE-31.50-260/B2-31    fc   50-B96/B2-31    on 
BS0713-17.NO    noncomplianca  noted. Major  «r>»s    insp«ct«d. 

rsir'xsitisrsrB.  Divi.^n .. 

tloMl    Support,       BB/10/12.       IBpp. 
!  30-2S7i  Ba/10/13.821 1130494. 


8211190447  FQTW.rd.    IE    In.p    Rapt.    80-339/02-33,30-260/02-33  I. 

50-a9A/Ba-33    on  830920-24.  No   noncflmpl  Unc.    ";«•<•  n2/10/18 

VENRH.1.I.D.H.       Division   of   Project  i   R.sident  •*"•£?"•*" 'MX 

PARftI8(RO.       T.nn Valley    Authority.       2PP.       16057:214.      24X 

FIc h»:  30-289,  aa/10/19, 8211 IM469. 

--931U5047S    IE    In.p    R..ti    80-239/82-33,50-260/82-33   fc   SO-BW/Ba-SB   on 
820920-24.  No    noncomplUnce   notad.  Ma  jor   artas    '"*P«**il- 
lle*ni«*    action   on    prevlou.    anForc.m.nt   matt.r., OA/QC 
jrfaifTiIttr»t  Ion  prooram,  procuremanti  racaip  t  a  storaoe,        _  ,hl.,r,i 


go 
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correipond.nc* 


83111501<)a  Forward  i    monthly    operating    repti    fur    ftuo    1991 

' 


Tanneitee    Valley    Authority.       BI/09/10  Office    op 

Management    and    Program    Aridlyiis.        Ip.         16059' 202         SAX 
Fiche:  50-25"?,  B1/09/1O,  B21  1  |  50198. 

3211130204   Monthly     operating    repti     far    Aug     19B1 

™?V'  u    T!tln«"ee    Valley    Authority.       Q1/O9/OI.        40pp.        16039-205 
24X    F]che-50-25f,Bl/09/10,&21ll5019B  io«3w..iua. 


op*ratinj    repti    for  Aug    1963 
A"*1""-"*        ea/09/10.  Hin.flM.Bt 

0.        24*    Fi<h,:  50-239,  B2/0-?/IQ. 


-B2I129036!    LER    S2-034/O3L-0;  on    B31Q23,  prima  ru    containment    purg,   ,B1 
t.it.d   after    7=0-h    of    oper.tion.  Caused   by    incorrect    l«ggliu          * 
of    iys   run    tine.  Instruction  uill    be    revised   by   821231 
*      Tenn*.»e.    Valley  Authority.       82/11/19.  fl.oion   3,    Office  of 

Director.        2j>p.         16221:004.        SIX   Fi  che:  SO-260.  0I/ 11 /19,  621 1  3903S4. 

V.    Op»r*tor  Enminations 


8210130019  O.n.rit    Ltr    B2-18   to   all    poyer  reacts   applicant,  t 
I-!*?"". re    rsactor    operator   C.    senior   reactor   operator 

n    etans. Advi sei    that   eiams   begin   at   facility 

^i.nn    r  *    .,DiViS'un    °,f   Lilen9in9'       B2/10/12,  Con.oliifa  ted 

Edison    Co.     of    Neu  York,     Inc.       15pp.       16002' S34        24X 
Fiche:  50-OOO,  B2/1  0/13, B3101300I  9 


9311020369  Monthly  operating  r&pli  for  Aug  1963. 
TiHOMfT.  Tenne5ae&  Valley  Author!  t(|.  62/09/01 
24*  Fiche:  5O-259.  B2/09/IO,  ESI  I02G365. 


Konthliji    operalino    rept*    for    Sepi     1  902 
JOIJES.G.T.,     THOM,  T.        Tennniei    Vallt       flutliDr 


X.     On»lte    StOTtgf    of  Lnw  Level   Waste 


nt.e 

gn*lte    ibaragr    of    lou   level    raduaste.  Ltr   of    iisuance   *ncl 
IJ/o   »nc  1. 
ROUSE.L.C,       Adv.nced    Fuel    t,  Spent  Fuel    Licensing    Branch.       BB/09/aa 

"11 


S     RepDrta6|B^octurrencPS,     LEHs    &    related   correspondence 

B2liOS024fa   Foruardi    LER    B3-031/03L-0. 

SHEEN,  MJ         Tennessee    Valley    Authoritg.        B2/1O/29.        O'REILi-V,  JP 
Realon    2,     Of  f  ic*    of    Director.         !p.         1  59?2-  3QO        34X 
Ficrto:  50-260,  92/10/29,  93!  1OB0346. 


*    K"-"n.    bldg    vent 
f    P1-"-6-""    b«    P.r. 
fn*    di5co"8d    "/P.r.on 

Authority.       H2/10/29. 


USl  10901  56    Forwards    LEW    B2-032/03L-0. 

OBEEH,  H  J.  Tennesieo  Wa  ]  Ley  Authority  83/11/02. 
Region  2,  Off  J  Ce  0  f  Direc  tor.  Ip.  1  6003  004  M 
fir.he-  50-360,  HS/ll/Oa,  SSI  1O90156. 


O'flErLLY,  J   P 


-6211070165  L£R  B2-O33/03L-0:  on  B2I006,  HSIVs  1-14,1-15 
I-3B  «,  1-52  .«t.d.«P  allDUab,e  !„„  rate  of  "l  i  Itd 
rt  per  hour.  Caused  fry  A  tugod-Morr  i  1  ]  gloie  valves  le 
past  mam  seat  Valves  L,  ,  1  1  be  rspairad  ' 

T"  .....    Val1^    ft-f-rm.       B2/H/02. 

"          16003.035.        24X   FUo  .  :  50- 


B2H090169   Forwards    LER    B2-O30/03L-0. 

CREEN.  M.  J.         TonneiiDB    Valleu    Authority.        02/1I/O3 
ReSion    S,     attic*    of    Directo?.         Ip.         |«M3   074 
FithBj  50-260,  83/11/02, 


'BFii  j  w 
REILLV' 


"    Valley    Authoritu.        B2/II/02. 
"'       lfi°03:075        34X   FicbB:  50- 


B21I160]94    NPDES   none  amp  ]  i  ance    n»t  i  f  i  ratjon:  an   B31029.  <  onden»r    coolin™ 
^ter    sample    found    fco   ha^e    high    PH   content.  Caused    bu  «oUni 

!™!*«f      ?"    I"^*1"   hy<Jro']lJe    •tflf...    tanl    at  ffl,teUp    u*t.» 

treatm«ot    plant.  Water    neirtt-al  i  i  od. 

EL-ASHBV.H^T          Tennessee    Valley    Authority.        BS/1I/IO.        MflRLAR  ,  J 

Environmental    Protection    Agency        2pp.       U093-  137        s^v 

Fiche:  50-239,  62/11/10,0211160174.  ' 


8211330324    Forwards    LER    03-O33/03L-0. 

GREEH,  H,  J.        T*nnBss«e    Va  !  I  eu   Authoritu 
fl.Bion    S.    OfMe.    of    Director.        lp. 
FlCh.:  50-260.  Ba/ll/l&,  B2112303B4. 


62/11/15         rt'Brrr  J  v     f   o 
' 


:on   B9I01D.  .urv.  i  1  lane  e    t»pl.   SI    4,7  K  4 

««-l  .|f"    '"    P"1*"-^   C<">t-inra.nt    pSrfl.    .y« 

rtvealed  m^thul    iodli>e    renioval    eFficii-ncy    of  7S.  31  X  6.!L 

OREEN   2'    '    U?/minU1    M(X/«'u"d    ^   «•*'•   -barbed    on    ti    "r. 
OREEN.H   J          Tenness.e    Valley    Authority.        62/11/15        O'REILLY.,  J   P 
Redion   2.     Dfflc*    of    Dir.ctor.         2pp.         l6tBS.008         2« 
Flch..  50-260,92/11/15,9211230324 

1211290354   Forwards    LER   83-034/03^-0 

GREEN,  H  J  Tcnn.in.  Valley  Authority  02/11/19.  P'REILLV,  J  P 
Region  2,  Offic.  of  Director.  Ip.  llsai-QOJ  245!  HfcILLr'  J"  f  ' 
Fiche;  50-260,  92/1  !/!<?„  S21  12703S4 


DOCKET   SO-26I    H,     B.     ROBINSON  PLANT,    UNIT  3 
™?""]!i*Vl    medicail    emergency  (,    fire    protection   plans 


VVVSSn'X**'?"*1'    """me"t   "'    "e.nwt    perfor^anci 
Ju  I     19HO-D«    1-J0I  (,    licence   comment,.  Al  1    Future 

SflLP    V«pt»    uil]     be    baied    on    neiu    criteria    delineated     in    FR 

notite    of   Mat-    1  9B2. 

O'nEILLY.J,  P.        ftegion   2,    Office    of  Director.       S3/09/I5        UTLEV-EE 

Carolina   Pouir    i  Light  Co.       4pP.       15572:316        24X  «iuti.t.t. 

Fiche:  SO--OOO,  82/09/13.9210010331, 


on  nti  ,*,~>    ',-,~~,~~~~~.    """    °f   Llcen  =  BB   Performance   Rent. 

30-261  /S2-1  7,  SO-324/B3-15,  SO-325/02-15,  30-400/83-14    t, 

SO-4OI/S2-14    fop    Jul    1980-Dec     1981. 

"      " "      *"  "'        "  B2/OS/31.       41pp.        13972:333.      2M 


—  8310010428  Forwards    comments   on    systematic    assessment    of    llctnsEe 
performance    for    Jul    19SO-Dec    ilBl.  Assessment  present* 
unbalanced    vfcu    of   utll    pa,t    safety    performance    urtle,s   addj 
t  iplanation    IE    supplemented. 

SU^'E9E'n*5?reI^**POI1"T   *   Li8ht    C°'        BS/07^Q.        O'ffEILLY.J.P. 
e?9i      J'™ffU'    of   0iTBet0''-       4<?PP'       15572:361.       24X 
Fiche  :  30-000,  B2/09/1S.  8810010331. 


T::l^Ltr   S?'17   V°   a"    Polultr  ""'tw    U"nB.eB  1 

tt    huldnri    of   CPs  re    incons  istancy    between 
ts    of    1OCFR50.  54(  t)    h  STS    for   performing    auoit.   of 
™prepar"fna"   P'-oS'-flms.Svc    list   encl. 

fn   r        °V    K,DJVi9i?"    °f  LI""»'na-       B3/10/01.  ConsolIda 

EiiBon   Co.     of    Heu,   Vork.     Inc.       llpp.        16002-  2BB        PflK 

Flch.rSO-OOO,  82/10/01,8210040068 

8210070019   e.n.i.le   Lti-   BS-21    to   ,11    licensees    t,  applicant,    of   n 
po^.r   reactor,    r.    tech   Spec,   for    fire    protection   audit. 
Forusrds    jufdjinc*    diacuislng   general    scope    i  describing' 
element*    to   be    Included    in  audit.  Bvc    list    encl 

Id  ifnn1^  Si     K,1"^1^"    ?f    L'»"i«3.        83/1  0/M.  Con«oliJfl 

Ediion  Co.     of    IJeu   York,     Inc.       19pp,        15993:338        24X 
Flch*:30-000,  62/10/06,6210070019. 


n»""it>*1S  S2"33   to   a11    »»n.»i    i  applicantB    re 
lncon,i.t«Ticij    betuaen   requirements    of    10CFB73.  40(g)    *,   SIS 
for    prrrorM    ng    aUdlt.    of    nfegoards    cqnting.ney    Plan* 
Security    pUn),Sve    list    encl  ^ 

Ui!^Uc;a^    ^^'r  ?f  L1""'ng.       88/IO/M.  Con.olidai.d 

Edimn  Co.     of    K«u  York.     Inc.      8pp.       13993-319        2flv 
Pith.  :  90-000,  B2/10/30,8210290108  13YVJ'JW-        24X 

82111SOS02  Confirmatipn  of  Action  Lti-  261/S2-01  re  B21O14  eKiiro  ericir 
3.«c  .n^iL"  RBblB"n-u»I  "tl°"»  *°  -t.olv.  appoint  glP 
c!™J?5"  "m"'aB"=VlP''*P«rednes*  program  eonfirmtd. 

D'Srn.y    ,  «««"•.«'"'»"    a'"   *•  «ppli«d    to   BrunHlcA. 
0  REILLV,  J.P.       Reaion   2,    Office    of   Director.       02/11/O1         UTLEV.  E 
CaroSlna  Power   &   Light   Co.      a.  p.       16033'  191        24X  uii.fcr.b. 

FlchejflOJ-OOOj  02/11/01,6211150202. 


»»«  i?r;1*!    f°r  P1""1"1    inventory    at   LM..  Ang 

CMMltnintj    to    participat.    In  e.erci..    i,   voluntary   fc  anif 

EI&J£?  VSr"£    "!*:•  Uitl    "'   "»«">«P..d.Sv.    Il.t    .ncl. 
EISENHUT.D.Q         Divi.ion   of  Licensing.       BS/11/03.  Con.ol  Ida  te* 

Edison  Co.     of    NBW   York,     :„.       Up  J6Q19:  004        Z4X 

Fi  eh.r  80-000,  fla/i  1  fQ3.  021  1040379 
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J      In-iurance    (<    indemnity    Information 

6S|10t(XJ37   Forwards   Endorsement    57    to   MAELU  Policy    MF-49. 

BASIC    0         Carolina    Pouer   !.    Light    Co.        02/10/39.        SALTZMAN,  J. 
Antitrust  t  Economic    analysis    Branch    (Utility   Finance).       3pp. 
1.       24X  Fiche  :  50-261,  82/  1O/39,  021 1040337. 


B211040230    Request,    e. tension    until    B21JMS    to  ^"P™*    *°     technical 


P.     a  pirating    license    stage    documonts   &   correspondence 

SaiJ030255  Summary    of   820224  meeting    u/Uestinghouse    ouiners    group, 
Southern   CA   £(*Uon,  CPtL   t.    FL   Power    It    Light     in   Detheada.MD   re 
ereitur  i  led    thermal    shock. 

UISSIHO.Q        Operating  Reactors    Dranch    4.       02/03/08,  Operating 

FZ.attort    Drarvch    4.        Spp.        13941:260.        34X    F  1  che  :  50-OOQ,  B2/O3/00, 
9311030255. 

B2UO10470  "TEch  Specs    for    Redundant   DHR   Capab  i  1  i  ty.  HD   Robinson    Steam 


...  ,    me.     FIN  A-6489  _ 

82/08/31          DONOHEW.  J.  M.        Division    of    Licensing.        17pp.         15B95.JO/. 
2MX   Fithe:  50-261,  53/09/31,0311010470. 

9209310027   Oeneric   Ltr   82-14    to    all    PUR    licensees   re   NUREG-0737   Tech 
Sj»cs  Heouests   review   of    Tech    Specs    to   determine    consistency 
u/juitlance  provided.  For    items    u/devia  tions,  amend    to    license 
r»<tuIrei.H/o    jtated    encls.Svc    list    end. 

EIEEKHUTVD.0.       Division   of   Licensing.       82/09/30.  Consolidated 

ETiilon    CO.     of    Niu   Vork,     Inc.        ISpp.         15930:110.        24X 
Flcfie:  3O-OOOr  02/09/20,  8309310027. 

eSLlQ&Ooia  Forwards    request    for    addl    Info   re    TMI    Item    U.K.  3.25, 
"Pooler    to   Pump    Seals."    Draft    transmittal     Itr    end. 

D.       Division   of    Licensing.       82/09/30.  Division   °' 

9         5pp.        15971:354.        24X    Fi  c  he:  50-000,  B2/09/30,  B21  1O60613, 


"Control 


6311010333  Advises    that   response    to   NUREG-0737,  Item    III.  D.  3.  4, 
Room  Hab  liability"    unacceptable.  Addl    info    re    corrective 
action*   &  modt   requested   within    6O  doya. 

VARCA.B.       Operating    Reactors   Branch    1.       B2/10/01-       JONES,  J.  A. 
Carolina  Power  t.  Light   Co.       2pp.       19020:346.       24X 
Fiche:  30-2AI,  82/10/01,  B21  1010303. 

S2I103046B  Confirms   S21005   telcon    re    util    response    to   NUREG-0737, 
I  Inn   U.K.  3.  25,    "Pouier    on   Pump    Seals."    Item    considered 

VARObB  A.       Operating    Reactors    Branch    I.       B2/10/13.       UTLEY,  E.  E. 
Carolina    Paumr  t,  Light   Co.       2pp.       15939:311.       24X 
Fieh*;  90-261,  02/10/13.  0211030460. 

6211060351    Discusses    util    rosponse    to   NUREG-0737,  I  tern    III,  K,  3.3, 
"Reporting  Relief   Valve   &  Safety    Valve   Failures   ft 
Challenges."   Response    sat  isfactory.  Hera   considered    closed. 
VAROA.SA         Operating    Reactors    Branch     1.        02/10/20.        UTLEY.  E.  E. 
Carolina   Pouier  t<  Light  Co.      2pp.       15971:333,       24X 
Fich*:  30-241,  62/10/20,  321  1060391. 

8211100490  CormenU   on  resolution    of  Unresolved   Safety    Issues   A-47 
A—  l9.Canditions    for   participation    in    study    acceptable. 
Funding    or   ra  imbursemant    not   guaranteed.  Ocneric    criteria 
should    be    used    for    screening   purposes.  ____ 

EISEHHUT.D.O.       Division   of   Licensing.       82/10/29.       UTLEV.  E.  E, 
Carolina    Pouer  i  Light  Co.       4pp.       16041:  113.       24X 
Fien«;  50-241,  92/10/25,  S21  1100470. 

G2102600Bfl  Oeneric   Ltr   02-20   to    all    power   reactor    1  icensees,  permit 
holder*    fc  applicants    for   CP  re    guidance    for    implementing 
•6HP  rult.Foruards  NUREG-0906.  NUREO   to    be   used   as    interim 
otait/r*    until    Reg   Ouide    1.70  revised.  Svc    list    enel.  .,.,,.„. 

E1SENHUT,DQ.       Division   of   Licensing.       B2/10/2A.  Consolidated 

Etltot,  Co.     of   Neu  York,     Inc.       9pp.       19993:293.       24X 
Ficht:  30-000.  82/10/26,8210260090. 

8210270030  QtnerU   Ltr   82-22    to   all   PWR    licensees   re   Congressional 
reau**l    for   info   concerning    steam   generator    tube    integrity. 
Forward!    Congressman  EJ  Markey    B21019    t|ueitlons   re    steam 
gsnirator   tub»    integrity.  Svc    list   encl. 

ElBEWHUr,  D.  0.       Division   of   Licensing.       82/10/26.  Consol  id-  tod 

Edlion    Co,     of   Neu  Vort.    Inc.       10pp.       16099:  332.       24X 
Ficfie:  3O-000,  02/10/26,0210270030. 

SSI  1010176  Adviivs    that    lu&roittal    of   detailed    analysis    re    loss    of 
nofn*l    ft«du«ter    transient   mill    bB   delayed    until    021130. 
due   to    ejitr*    time   retiuini!    to    develop    t   debug    computer 

llMKERMAN.S.R.      Carolina   Pouer   !.  Lioht   Co.       B2/10/20.       VAROA,  8.  A. 
Operating    Raactors   Branch    1.       lp.       1SB68:02S.       24X 
Flche:  30-261,  S2/10/20,  B31  101017*. 


sat  fi-  V.J.K::  Js/:1::!!.' 

Operating    Reactors    Branch     1.        2pp 
Fiche:  50-261,  02/11/01,8311040233. 

8211110433    Notification    of    B21104    mating   u/util    i  n   Beth  esrta,  MD    to 
rBvieiu    npessuriied     tHerraal     shuck     concerns    at     Facility 

E0^0P       Operatino    H.-ctor.    Br.ncn     1          «/]  11  «3         VAffOA.  S   A. 
Operatina    Reactors     Branch     1.        3pp.         1AO4^:31G.        24X 
Fiche:  50-261,  62/11/03.0211110433. 

Forwards     "PWR    Ba  f  .  t,    &    R.ll.f    V.lv.    T«t   Pr0flT.«.POHV   Blutk 
V«lv.    Ad.o.««c«    Rept    for    Carolina    Powr    A    L»  >h*    ^d,  HD 
Bobinson    Unit    2,"    submitted    per    NUREO-0737,  I  tern    II.  i).  1.3. 
RZ?^Sw"B.R.Brc-«lina    P^er     *    "  ."Co          «,,,,,„.        VAROA.  b.  A. 
Operating   Reactors    Branch     1.        lp          I6O04:O34.       24X 
Fiche;  30-261.  32/11/04,5211070310. 


B211090295  Foruard*  "PUR  Safety  I,  Relief  Va  I  ve  Ad.juaeg  R.pt. 
NUREO-0737,  Item  II.  D.  l-Z.H«pt  conFir^s  ability  of  safety  t, 
relief  valves  to  open  '-  close  under  etpetted  oporatir.g 


Operating    Reactors     Branch     1          If 
Ftchei  50-261.  0S/1  1/04,6211090295. 


(iOll.329.        34X 


Uest  inghouse    Eloctric     Corp 

24XFUhe    50-26!,  02/11/04,  821  1090275. 


B2110904SO   Advises     of     intent    fet.    ufcilir.     «|id«,t.d    FSAR    fcr    p.rfar.lna 
safety    analysis    reviews    t,     SOCFR90    5<)     ovalualior,*    Orlg.nal 
FSAR    matnt^nei    a,    archive.  Up  d.te  t    FSAR   nuinfin.d    a, 

|S"LV"'S!!.M«%^rPi"i:h*    Co.         K/1./03         DENTOH.  H    R         Of  f  i 
of   N^r.ear    ReatUr    Regulation     Directs.         lp.        16000:339.        34X 
Fiche:  50-000,  02/1  1  /OS.  02  1  IOTO45O. 


0311100330   Notiftcati^    of     S2110B    me 
r.vl-w    fluence    t.l«Ulatl;M    -or    r 
REQUft.O.       Operating    Reactors   Drai.c 
Operating    Reactors    "ranch     1.       2pp 
Fiche:  30-261,02/11/09,3211100333. 


ing    «/-utll     in   Btfch«d».MD 
tor    ^»..ur.   v«»l. 

92/  1  I/OS        VARSA.  S  A 
16035.352.       24X 


in   Beth^da.MD 


B21U20S40  NDUficaticm  Of  3S1I12  meeti^  W 
dlicu»  prHssuri.»d  th-r.Al  shoe*  c  on  c  ern  •- 
fiEQUA.O.  Operating  Reac  ors  Jlranch  °a^'/0524!<VA"OA' 

Operatino    Reactors    Dranch     1-        2pp.         16063.330.        24X 
Flche:  30-261,02/11/05.0311120540. 

0311160047   Generic    L*r   B2-36    to    pouer    r  Oac  tor    1  lc.n...<  .    I  .  . 
Wain)    re   NUREG-O744,  Revls,  on    |.     "P"»«™    V"aHl   "*" 
Fracbure   Tou,  hres  =  .  "   Forwards    HUREQ-0744,  Fie  v.  sion    1    M/o 


ivUion    -f    tic;n.ln, 

Ediaon    Co.      of    tleui    York,      Inc.         52pp. 
Fiche:  30-OOO,  g?/l  1  /  12,  621  1  1  60O47. 


12. 


8311290131    Forward,    revised    page    for    B1OB31    r«-on..    U  NHC    BlOBHl 
•i?iti    evaluation    on    e^lron    ^uallf  i  cat  I  or,    of   safely-related 
el-cti-ical    equipment.  Revision    deletes    statement    in 
Section    3.  B.per    B21027    tele  on    w/NRC.  «n/,i/3i         VAROA,  E   A 

ZIMMERMAN,  3.  R.       Carolina    Pouer    t   LI  gh  t    Co         B2/  1  1  /3-       VAROA, 
Operating    Reactor*    Dranch    1.       Hop.        16316:330.       24X 


Inspection   reports,     IE    Bulletina 


aomnirtTii     rHiciiBses    stiafcematit     assessment    of     licensee    performance 
BALpf  for   Jul    19BO-D.C    1901    b    lic.r.M    c  ^ments.  Al  1    future 
SALP    rept.   ui  1 1    be    based    on    neu    criteria   Jolineated    in   FR 

0'«elLLV^pr     'HSlona.     Offc.     of    Director,        02/0^15.        UTLEV-E..: 
Carolina    Pouer    t,   Light    Co.        4PP.         15372:314.        34X 
Fith"; 90-000,  83/09/15- B210010331. 

— B210010394  Forwards   Systematic    Assessment    of  Licensee  Performanco 
Reo  ts    SO-BM/Sa-17,  30-3E4/02-  15-  50-333/82-13,  50-400/02-14  ft 
30-401/32-14    for    Ju  1    19BO-Dec     1-981.  evaluation   ullll    be 
discussed    in   Raleigh,  NC    or.  830328, 

LEWIB,R. C.  Division  of  Project  *R""*"*  Pp"«::2V -,- 
JONES,  J.  A.  Carolina  Pouier  &  Light  Co,  SPP.  15572.  Jl«. 
Flehe: 50-000,63/09/13.8210010331. 
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--B210-OE0375    Systematic    Asseisment    of    License*    Performance   fleets 
50-261/62-17,  30-324/02-13,50-323/82-15,  50-100/63-14    £, 
SO-401/82-14     For    Jul     l9GO-Dee     1981. 

*      Seoion   3,     attic*   at    Director.       B5/OS/21.       41pp         15572  330 
Fiche:  50-000,62/09/15,8210010331, 

—8210010122    Forward*    comment*    on    lyitemitic    aitEiiintnt    of     licensee 
performance     for    Ju  1     !9BO-Dec     1981,  Ai  leuraent    preitnts 
unbalanced    view   of    util    past    safety    performancf  units*    add! 
tiplanatian    i  »    supplemented. 

UTLEV.E.E.       Carolina  Power   &   Lijht   Co.      35/07/30.       O'REILLV,  J   P 
Region   5,    Office   of    Director.       49pp.       15572'36I        24X 
Fiche;  SO-OQQ,  B2/O9/I5,  B2IOQIO331. 

--8230010439   Grants    eitenaion    to    620730    for    resooni*    t<i    Sust«natic 
Aiiessment     of    Licensee    Performance    Repts    50-361/02-17, 
SO-324/B2-15,  30-325/83-15, 50-4OQ/B3-14   b    5Q-401/B2-14, DBT 
util    B20609   request. 

LEWIS,  R..C.        Oivi.ion    of    Praject    !,   Rendent    Programs.        B2/06/IO 
JONES.  J..  A          Carolina    Pouiar    (<    Linnt    Co.        ID          15573   04B         ?*K 
Fl  ch  P:  50-000,  ea/09/ !  5,  B21  001033! . 

—  9210010454  Rtqueits    e.tennion,    to   820730   to    comment   on    Systematic 
As»e«iment     of    Licensee    Performance    fleets,    50-261/82-17, 
50-324/02-15.20-325/82-15,50-400/32-14   t,    50-401/82-14    for 
Jul     1990-Dec     1981.  pur    B2032S   meeting. 

EURY.L.H.         Carolina    Payer    t   Light    CD.        B3/06/0?.       O'flEILLY,  JP 
Region    3.     Office    of    Director.         2pp.         15573   049        24X 
Fit  tie:  50-OQO,  93/09/15,  82100 10331. 

B203190330  IE  [nfo  Notice  83-37,  «Cr«HnS  in  Upper  Shell  to 
Transition  Cone  Girth  Held  of  Steam  ffenerator  at  Oneratlna 
PUR.  "  Svc  li»t  end.  P  9 

-Jf]RDAN.£.  Division  of  Engineering  i  Quality  Assurance  83/09/16 
Consolidated  Ed  I  ton  Co  of  Neu  Vor*,  Tnc.  lOSpo  15930  OO1  34* 
Fiche:  50-000.  32/09/16,8208190220. 


"Uelds   in  Main    Control 


B30BI90222    IE    Info    Notice    S2-34,  flevis  ion    1, 
Pane-Is    "    Svc     list    end 
JORDAN.  EL         ^'X'5""1    °f    Enjineering    i-   Quality   A»«urance. 

Consolidated    Ednon   Co       of    Neu   York,     [nc.         107pp. 
Fit  he:  50-000,  62/-09/  I  7.  32001  7O222. 


D2/07/I7 

IBS         24X 
.  IQJ.        ^x 


B20Bl«0»<i    IE    Info    Notice    B&-39,     "Svc    Degradatiafl    Of    ThirK    Ha  !  , 
Stainlssi    Steel     Rec  irculd  1  1  on    9us   Piplnn    at    BUR   Plant    " 
Svc    1  i  it    enc!  . 

JOBOAH.E.L.       Division    of    En9ineerino   t,   Oualiti/  Assurance        B2/09/21 

enroll  dated    Edi.on    Co.     ofNeuVorl,     Inc.        34pp.        16017    O9B         2ix' 

FicKe:50-000,  B2/O9/21  ,  820&1  90227.  toui/uvu.        ^ix 

&20ai90223    IE    TnTD    Not.ce   B2-38,     "Ch^ng,    ,n  Format  .  Di  str.b^tion  Sys 
far     IE    Bulletins,  Circulars    fc    Info    Notices."    Svc     list    enr) 
DEVOl/MO.R.C.        Director's    Office,     OFI,c.    of     Inspection    and" 
Enforcement.       83/09/22.  Conso  1  I  date*   Ed!  SOT,   Co     of   New  York,     !„<• 

HOOP.      iMia  021.     a+x  Ffeh.;so-ooo1aa/o?/aa.a2oai«aa3 


820BI90233    IE    Info    Notice    82-40.     "DePic  i  ent  i  es     in   Prima™ 
Electrical    Penetration    As  ».**  11  e,.  -   Svc    l!"    ,nc| 
JORDAN.  E.L         D^ifion    »<•    Enoln««r  f  na    fc   Quality    A,sUTJnc 

Consolidated    Erfi*on    Co.      of    Neu    Vork,     Inc          I12DD 
Fiche:90-OOO.B2/09/22,S30Sl?0232.  PP 


—  a-auisossi    IE   insp  RBpt  so-sii/ea-si   on  820023-27.  Noni;oillpi(illM  .at, 

ar»a    In   sfrummlno    room  u/r«diation    level    above   n/h  «•«"»« 

not    lacked    &    failure    to    follow  Health  Physics  ProceUur.s 

HP**7   -a-   HP""2Q, 

ALMWHr.H    H.  ,     DEDS.D.T.,    DARR,  K.  P.        Division    of    enoin..rirai 

Technical    Program.        82/09/16.        6pp.        16037:20.1          34)1 

Ft  che;  50-261,02/11/02,3311130304. 

6311150346  Ac  I    receipt   of   621029    Itr    informing   NP.C    of    it.p,   tal.rn* 

torrect    violations    noted    in   IE    Insp    Kept  30-2A1/82-32 
LEWrS.R.C.       Division   of   Project    &  Resident    Program*        82/1I/OJ 
UTLEV.E.E.       Carolina   Poumr   (,  Light  Co.       lp,        1A057'  019       y&t 
Fiche:50-2SI.93/ll/05,821115034B,  euo/.  ww,        24* 

—  S211I50334  Re,  pond,    to  NRC   B21001    Itr    re   violations    noted    JTI    IE  IP,,, 

Rept   =0-361/82-32.  Corrective    act  tons:  administrative  ' 

instruction!    revisetf    to    include   description   of    purposes, 
procedures    b    philosophies    re    valves    Hi/chain   t,    lock* 

SrAH«EY,H.  B.        Carolina   Power    tt   Light    Cn.        H2/IO/3?'     O'BEILLVJP 

Refion    2.     Office    of    Director,        5pp.        14057'  020         24X 

FicfiB:50-2il,S2/ll/05,  8211I5034B. 

—  -8211150356    Forwards    IE    Insp   Hept    50-261/B2-33    on    B20B1I-0910   t  dDtJ( 

^Jfif  '",•?•  [>ivision  of  Project  !,  Resident  Proorami.  D2/10/OE 
JOIJES.J.A.  Carolina  Power  i,  Light  Co.  2pp.  Ifi057'035  SAt  ' 
Flche:  50-26),  S2/1I/OS,S2I  II  3O3flB.  ^VSt.OSS.  2« 

--B31IJ5035B  Notice   of   violation    from    insp   on    B20811-0910 

t*^viti°"    Dt  pr°Ject   *  Resident   Program*.       B2/10/OL      Hpp 
16057:  027.        24X    Fiche:  50-261,  B2/  11/05,821  1  15034FJ. 


IE     Iusp    Rept    50-361/02-32    on   820B1  1-0910.  Noncmp  ti.nce 
nateK:  Pal  lure    to    impl  eraent  ad  equate    corrective    action 
required   by    plant  administrative   &   maint    policies   6 
establish    t    implement   adenuate    surveillance   procedure 

BV"GER<C        ""vision    «"  Project    1,   Reaident   ProSramS. 
Upp.       16057:  029.       24X   Fiche:  SO-S61,  62/1  1/05,  031  11503*3 


8SW190HB    IE    Info   Notice    B2-43,      "Deficiencies     ih    LUR   Air 
Vtntllation    Sgs.  "    Svc    list    enc  1  . 
JORDAN.E.  L.       Division   of   Enoineering    t,  Quality   Assurance. 


02/11/16 


JORDAW,  E.  L.       Division   of   Engineering 

Consolidated    Edison   Co.     of   Neu   York, 
FitAe  :  50-000,  B2/f  1/19,  B20BI9Q353. 


Oualitg   Assurance. 
Inc,         93po 
" 


82/09/P3 


8211290358  Advisss    that   response    to  NRC   B21004    request    for  jddl    I 
re    IE   Bulletin    80-11,     "Masonry.    Wall    Design,"    mill    be 
*u6mi66eri    b<t    030201, 

ZIMMeRMAN,  S.  R.        Carolina    Power    8.   Light   Co.        03/11/23         VARrfM,  8 
Operating   fieactors    Branch    I.       lp.       liSSO1  33A        24X 
Fiche:  50-261,  82/11/23.6211390258. 

R.     Periodic    operating    reports  fc   related    corra  sp  nndence 


. 

fiche:50-000,  B2/ 1O/33.  B30B190239. 


62111603*5  Foruams   monthly    operating    rept   for    Oc  t    1982   t.   correctld 
nmnthly    operating   reptl    for  Aug    It  Bopt    1982. 

STARHEV.R.B.        Carolina   Pousr   i    Light    Co.       B2/11/10.        &EVDUNO.  B.C, 
'   Ot'icf'    otfic*   °f   Inspection  and    Enforcement.       Jp. 
S4X    Fiche:  50-361,  83/1  1/10.  631  1  1  60349 


™ 
16092^017. 


6211150504    Act    receipt    of    821032    Hr    inforn.ina   NRC   of   .t.p»    taken    to 
correct    violations    noted    In    IS    Insp    Rept  50  -261/03-31 
™HI512   £        ?""?;°n   °*   P^J'Ct   &  Resident    Program.       B2/I1/02. 
UTLEV-E.E         Carolina    Power   i   Light   Co.        lp.         16O57-  194         24y 
riche:  50-261.  e2/ll/0a,e21!l5050fl. 

—631113030?   Re,  pond,     to   NRC    820732    Itr    r.   violations    noted     in     IK    rns. 
R.pt    50-361/32-31    Corr.ctiv,    actions:  area     in    drumin"ng  ' 

blocl.d    off    M/w.t^r    filled   rirums    stacled    6-ft   ft  igh,  leavi-i 
;uit    enough     room    for    drumming     hoiit     to   move    freelu 

STARKEY,R.  B.  Carolina  Power  &  Light  Co.  B2/10/S2  O'REILLY  I  t> 
Region  2,  Office  of  Director.  4pp.  16037-  195  MX  REILLY|  J'  "' 
Fich.:SO-261,B2/ll/02.a3tI150-504.  '  ' 


, 
A.        Carolina   Power   ft    Light    C». 

F)th»:50-261,e2/ll/OS,B31llS03o3. 


Spp. 


03/11/02 


-3311160349   Monthlg    operating   rept    for    Oct    1982, 

?9«5l3'H-Rl        C"olina   P<""er   t,    Light    Co.        82/11/O2.        3pp 
16092:018.       24X  Fiche:  SO-261 ,  83/1 1/  10,  B21  i  160345. 

-8211160357  Corrected  monthly  operating  rept  for  Aua  19B2 
NORRIB.H.R.  Carolina  Pou.r  b  Light  Co,  82/09/02  2 on 
16092:021.  S4X  Fiche;  50-361 ,  82/1 1/ 10- 0311 160345. 


~B211Ii0362  Corrected   monthly   operating   rept    for   Sept    1?82 

NORR1S.H.R,       Carolina  Power  &   Light   Co.       B2/IO/O3,        lp        fo<H3:0?3 
SflX    Flche:  30-B61,  62/11/10,6211160349. 

3.    Reportable    occurrences,    LERs   t.   related   correspondence 

B211C-10031    Discusses    inoperabilibu    of    instrumentation    lints    duo   te 
extreme    cold    unther.  End    lists    affected   plants   i.  LEHs 
during   winter    of    19B1-B2.  Indus  i  on   of    dat«    in    next    Poyer 
fie*ctor   Events   would   help    inform    licensees 

1,      R«"or   Operations    Analysis  Branch.       B2/06/IB. 
.C.       Director's   Office.       4pp.       15892-039        24X 
:  30-000,63/06/18,  821 1010031. 


DOCKETED  ITEMS 


93 


DIA    request    for    internal    nonpublic    documents    re    19    reactor 

KCINN1S.D        Neus    &   Observer.        02/09/13.        CARR.J.        Division    of    Rules 
j,n«   Record..        3pp.        16154:357.        24X    F  iche:  50-000,  02/09/ 13,  9309290101. 

02UIB0243  fla»pond«    to   FOIA   request    for    internal    nonpublic    documents    re 
19   nactor    ivents.  Forwards   App    A   documents.  Addl    info 
available    it    LPDRs    listed    in  App    B. 

FtLTDN.J    M         Division    of    Rules    and    Records.        03/11/01.        MCINNIS.D. 
Ntui    t   Oftinrver.        3pp.        16154:360.        34X   Fie  he:  50-000.  02/1 1/01 . 
62 11]  BO  262. 


eiittnreao  Discutses    corrective    actions   t.    insp    subsequent    tn    "C" 
T^ittor   tDQiont   pump    seal    Fai  lure.  Account    of    event   tuhich 
caui*d    nccurrenco    included. 

*      C*Tolina    Power    5-   Light   Co.        75/07/20,        M09ELEV,  N.  C.        Region    «.'. 
Atlanta,     affice    oF    the    Director.        lp.        Iil54;363.        24X 
Fich»:  30-261,  B2/11/01,02111B0263, 

eailIC0377    Forward*    updated    LEFI    B2-005/01T-1. 

Carolina    Pomer    &    Light    Co.        82/11/03.        D  'REILLY,  J.  H. 
i    3,    Office    of    Director.        lp.       16025:320.       24X 
:  50-261,  B2/11/03,  021!  100379. 


Updated   LER  BS-OOS/OIT-I:  on   0206SB,durin9    refueling 
ihutdousn.  main    steam  check   valve   B    found    In    degraded 
condition.  Caused    by    set    screws    which    lock    valve    disc    tail- 
piece  to  rockshaft    loosened    by    v!  bration.  Set    screus    staked.       

COK.H   T         Carolina    Power    k   Light   Co,        02/11/03.  Region   3-     QFFicr 

Of   Director          3pp.        16023:329.        SIX    Fiche     3O-261,  03/ J  1  /03, 
B21 II 00379. 

£211120470  Part    21    rept   re    loosening    of    setscreius   which    lack    tail    link 
to  rod    shaft    of    main   steam  check    valves.  Dinners    of    setscreu 
bfing   notified.  List    of   owners,  not  if  icat  ion    1  tr,  instal  lat  ion 
lilt  &  dr-aiiiinga    end.  „-„• 

MOORE.  R.O.        Ametek,  Inc.        32/11/03.        DEYOUNG.  R.  C.        Director's    Of  flic, 
Office    of    Inspection   and   Enforcement.       7pp.        16043:354.       24X 
Fich*:  50-261 .  0a/  1 1  /03,  821 1 120470. 

6311170307   Forwards   LER  0B-014/03L-0.  n,nc,,,v     ,  n 

STARKEV.R    B,        Carolina    Power    &    Light    Co.        82/11/11.        0  'REILLY,  J.  P. 
Region  2,    Qffic*    of    Director.        lp,       16104:142.       24X 
Fl.etii:5Q-Sil-  B2/I1/1!,  021 1170307. 

— B21117&311    UER    92-014/03L-0:on    821012.  1 etdomn    relief    valve   CVC-203 
lifted   fc  did    not   reseat    completelg, Cause    of   valve    lifting 
undetermined.  Failure    tn   reseat    caused   by    seat    damage    due   to 
valve    chatter. Valve    repaired    fc    returned     to    svc. 

CDX.H   T        Carolina   Pouer   &  Light   Co.       03/11/11.  Region  2,    Office 

*f   Director.        2op.        16104:143.        34X    FUhe : 30-261, 82/ 1 1/1 1 . 
6211170307. 

SEU  170309   Foruarrfs    LER   02-O14/03L-O.  „,.,,..          n-nrTi.v      I   P 

SrflfiHEV-H.D.        Carolina   Pouier  t.   Light  Co.       02/11/11.       0  'REILLY.  J,  P. 

Region    2,     Office    of    Director.        2pp.  16104:   134.        24X 
FitKe:  50-261.  82/11/11,821 1170309. 

—  B2U170313  LER   6B-014/03L-O:  on   83 101 B. lou   pressure    letdown  relief    line 
high    t«np    alarm  revealed    valve   CVC-203    lifted    &    did    not 
re teat, r«sulting    in   primary    sys    leaking    in    eicess    of    Tech 
SpBcl.CaiUBd    by   valve    chatter    due    to    seat    damage. 

COX.H.T.       Carolina   Poyer   &  Light   Co.       02/U/ll.  ReBion3,    OPfici' 

of   Director.       2pp.       16104:135.       24X   Fiche  :  30-361 ,  S2/1 1/  1 1. 
6211170307. 


8311290&97    Forwards     updated     LER    0 1-OO1 /O! T-0. 

STARKEY.R.B.  Carolina  Power  fc  Light  Co.  B2/H/I7 
Region  2.  Office  of  Director.  lp.  16222:023.  24> 
Fiche:  30-261,  82/  1  1  /17,  02  i  I  290697. 


D'REILLV,  J   f' 


B2I1S90413  Forwards   LER   B2-Q17/01L-O. 

SrARHEV.fi, fl.  Carolina  Power  ii  Light  Co.  02/11/17. 
Region  2,  Office  of  Director.  lp.  16218:311.  24X 
Fleti»:  50-261,  83/11/17,8211390415, 


O'fieiLLV.  J.  P. 


— 8211290421  LER    82-017/01L-0;  on   82! 104,  u/un i t    at   BOX   power. operator 
tfiteovered    isolation   valve    tank    isolation    valve    c losed. Cause 
undetermined.  Valve    locked   open   d  procedures    changed    to 
»n»ure    that    valve   remains   open,  n**ir» 

CDX.H.  T.       Carolina   Poyer   &  Liflht  Co.       B2/I1/17.  ««jij"   ='    Opflce 

of   Director.       3pp.       16318:312.       24X   Fiehe ; 50-261 , B2/1 1/17, 
8211290415. 

8211290507  Forward*  LER  82-015/03L-0.  „„,,,,,,        n,Dc[iiv     I  P 

STAB«EY,fi.B.       Carolina  Power  &   Light   Co.       83/11/17.       0 'REILLY,  J.  P. 
Region    2,    Office   of   Director.        lp.       16881:331.       24X 
Ft che:  50-261,  92/1 1/17,  921 1290507, 

— 8211290521   LER   S2-01S/03L-0:  on    S21019,  during    performance    of   periodic 
tut.  comparator  LC-495A   found    inoperable.  Cause    not 
diiermined.  Defective    comparator   replaced    w/spare    unit-  nefir 

COX.H.T.       C.rolina  Ppwer   t.  Light  Co.       62/11/17.  "••i"5  H*    Offic 

of  Director.       2pp.       16221:353.       SIX    Fiche  :  50-261,  82/1 1/17, 
321 1 S?0307 . 


—0211290703   Updated    LER    01  -001  /O1T-  I  :  on    BIO  109,  turb  ine    runback    fc 
automatic    rod    withdrawal     block     protection    defeated    w/pouier 
range     channel    Nil     being     out    of     svc.  Caused     by    improper    rod 
drop    analysis.  Administrative    controls    revised. 

CDXlH    T        Carolina    Po^r   fc   Light    Co         B2/I1/I7.  Re91on   2.    Offici 

of    Director,        2pp.         14222:024.        24X    FichP  .  50-261  ,  B2/I  1  /17, 
Q211B90697. 

B21123034fa   PNO-lI-B2-12B:on    B£l  1  IS,  Tr  i  -State    Hntor    Lines    trailor, 
carrttir-g    55-gallofi     drums     low    level    maste    to    repository     in 
Hartnvi  Me,  SC,  disconnected     from     tractor     in    Co  lumb  ia,  SC.  Cause 
under    investigation.  -,.,,,,> 

GIBBON.A.F.,      DURGER.C.M.        ffegion2.     Of  f  ice    of    Direc  tor.        B2/11/10. 
2pp.         16185:034.         S4X   Ficfcf  50-261,  B2/  11  /IS,  B31  133034A. 


V.     Operator   Eiamln^tions 


reoctor    applicantK 
eactor   operator 
bog  i  n   jt     facility 


B2101300I9   Generic    Ltr    82-  1  B    to    alS     pom*r 
licensees   re    reactor    operator    &    senior 
venualification     e  *ama.  fldv  i  ses     that     e  J  am 
after    9EJOO1.  Svc     list    one  I, 

EIBEHHUT,D.  G,        Division    o  f    Li  c  ens  ing.         B2/10/12.  Conaol  i  da  U 

Edisc-r.    Co.     of    Neui    York,      [nc.         15pp.         lhO02:231         24X 
Flche:  5O-OOO,  B2/  I  O/  12,  02  1OI3001  9. 


DOCKET    50-262    DRIOHAM    VOUNO    UNIV.      flESEARCPH    REACTQH 
P.     Operating     licenae     stage     docurnen  ts    «     co  rr  esp  onilcr 


S2I0070015   Generic    Ltr    82-19    ta    research    '-    test    reactor     1  icenae 
autmittal    of    copies    of    documents    to    NRC . C la r  i  f ies   number    of 
copies     of    certain    document     to     be    submitted     tn   NRC. Svc     list 

EISENHUT,  I).  0.        Division     of    Li  ce  ns  jug  B3/1O/05.  Michigan, 

of          lOpp.         15960.   140.        24X    Fi  C  h  e  :  5O-OOO,  B3/  IO/03.  0210070015 


DOCKET    30-363    MONTICELLO   NUCLEAR    GENERATIMQ   PLANT 

F.     Security,     medical,      emergency    fe    f ^re^p rotec ti on    plans 

021004006,8   Generic     Ltr    B2-17     to    all     power    reactor    lice.iBBea    t. 
applicants   &   holdifrs    of   CPa    re     inconsistency    betuieen 
requirements    of     10CFH50    54tt>    fc    STS    for    pBrforming    audits    of 
ameruencu    prepar  ednass    progrania  .Svc     list    encl. 

EIBCNHUT/D    B.        Dt vi sion    d f    Li c ens i ng .        82/10/01.  Consolidate 

Edi^otl    Co.      of    Neui    York.      Inc.         llpp.         16002.289.        34X 
Fiche:  50-000.  92/  1O/01,  E21  00-1006B. 

6^10070019  Generic    Ltr   93-21     to.    all    licensees    t  applicants    of   nutrlc 
power    reactors    re    Tech    Specs    For    fire    protection    audits. 
Forwards    guidance    discussing    general     scope    !<   descr.bing 
elements    lo    oe    included    in    audit.  Svc     list    end. 

EI8EIJHUT,  D    G.         Division    of    Licensing.         82/10/06.  Consol  Ida  tuel 

Edt.an    Co.      of    HIM    York.      Inc.         ITpp.         15993:330,        24  X 
Fiche;  SO-DOO,  52/10/06.621007001'?' 


of 


/iscd    emergency    plan 


8311030^09  Release*    public    veraloi 

9    £""!on">   «,.,=    and    Record.       02/10/25  Document 

nt    flrancl        lp.        15933;  .32.       WX  Fi  che:  30-000,  B2/  10/39, 
0211030608. 

S211O3-0611    Forwards    public    version    of    revised    emergency    plan 

implementino    procedures,  i nc 1 uding    Procedures   EPIP    1.1,1    re 

corporate    emergency    response    organi i flti on, EPIP    1.  1.2   re 

notification*    &    EPIP    1.  1.3   re    public    info. 

WARD.E   C         Nc.rth.orn    States    POUCT    Co,        92/10/OS.  Region   3,     Uffiee 

"f    Director         2pp.       15933:133-        24X    Fich^ : 50-OOO,  02/ 10/25, 

B21  1030608. 

S2I1O30613  Public    version    of    revised    emergency   plan    imp  loment inq 

procedures,  Including    Procedures    EPIP    1.1.   1    rn    corporate 

emergency    response    org ani za tion, EP I P    I. 1.2  re    notifications 

&   EPIP    1.  1.3   TB    public    inFo. 

WARD, EC.       Northern   States    Pouar   Co.,       B2/10/00        2pp.        13733:13,-. 

24X    Fiche; 30-000- 02/10/25. 921 1O30AOH. 

0311020041    Foruarrfs    supplemental    matl    cJarifijing    B20630   requests    Foi 
•xtmption    From    Fire    protection    requirements    of   App    Hi 
Section    III. 9. a    re    structural    s teel i suppression  pool    area, 
intake    structure    d    control    room. 

rlUSaUF.D        Noi-thari   States    Power    Co.        B2/10/29.  Office   of    Nuc  !  tar 

Reactor    Regulation.    Director.        Bipp.        150H2:30B.       24X 
Fie  he: 50-263,  62/10/30,9211020041. 


DOCKETED  ITEMS 


R->'  •- 


. 

Fi  che:  50-363,  B2/  10/3B,  B2e  1020386. 


i  IO2OOAO. 


Cref 

E. 

Fleh..  50-363. 


30-363/82-13   on   821004-06 


n-n  -         on  04-06 

tlonconpliantf    noted  •  per  sonnel    eteort  requirement*   not   „.+ 

protected    area    fence   not    moni  tored   ^  ™?"e™'*   "°^±1 

not    maintainea    Details    uitrthald     {ref  IOCFR73   Sl>       *q"1["I1"l 


FJchs:  50-000.  B3/11/03.BSI!  O40379 
C.     fidjudicatori|    torrespondencs 

|l|lU"*ton   to  amer")  Li 


s4 

S4X 


t       Financial     information 


0211020356   F»pw«Pd.   Annuai    Financial   Rept   190 1    (.  SchBdU|e    showi  n 

K;«JR.,!;;::::™  i^£Fi1°r°!i^^  24?ffi" of  itaei-- 

F.cne    50-000,62/10/27,0211020391  '         34)f 


... 


621(030400. 


821  10*0436    ForuarJ.    Amen 
notice    of    ,..„.«.   ft  a 

to     incgrpor.t,    revi,» 


»„  ,.,„„„ 


83110^0535 
T.tt   S»« 


B.       Operating   Beat  tori   Branch    2.       B2/10/Ofl        OB, 
24X    Fiche:50-263.B2/10/Oa,8211040fl56  "' 


that   Clait    III    feea    due    P 
re    scram  rfi.char,.    vSr 

ns^ered  »pa"at'  "•«» 

e   Fee    Mana9ement    Dranrh 


e?!02600Sa  Generic    Ltr   B2-20   to   all    pOLjer  reactOT    tir 
ha|d.r.    «,      PMI«nt,    For    CP  re    g.iS^c          r°  '    ^ 


Ficf,e:SO-000.  02/10/26.  0210260008 
6210270030    Oenei-ic    Ltr    B2-P?    i-n    =11 

* 


Dim     ,, 

^ne 


Fiche:  50-000,  B2/10/2i,  BS10370030 


t.W    'valuation    f"   NUfiES-0737. 

LPCJ  8r-"  CDncura  w/flwn  « 

B         m°dS    f°r    LPC1   &   LPC8   «n»» 


. 

Fiche;  30-343,  flfl/10/26,  6311160071. 


^ 


.-  .P 

FJ  che:  50-263,  02/10/29,0311020393 


82I116003H  Furuartf*    safotu    evaluation    of    util 
-tw    U.K.  3.  24,     4»nf   r«  «,i 


^ 


. 

ief,,;  S0-2i3.  82/U/OB,  B21  IB20103. 


DOCKETED  ITEMS 


SaiLH9QS59  ProBoied    Tech   Specs    re    compensating   reporting    reo.u  irementa 
.       NorShern    State.    Pouer    Co.        B2/  11/34.        5pp.         16226:171.        24X 
Fi  Che:  50-363,62/11/2'!.  3311390551. 

-£211290567   HPBES    Permit    MNOOOOata,  issued    to    Norths™   States    Power    Co, 
OAHDfBHIWO.  9    B.        Minnesota,     State    of         77/08/96.        10pp.         16926:176. 
E4X   Ficih*:  50-263,  B3/1  1/24,021  129O551. 


--£•211290573  Stipulation  agreeing  to  issues  r*  li"h"£*  °f 
CHAJN.L  J  HorlMfrn  States  Power  Co.  CARDEBRINQ,  S.  6.  , 
Kfn,Ti»i[hta,  Stale  of.  77/09/03.  13pp.  16236:195.  24X 
F  lc.hr:  50-HA3.  82/1  1/24,821  1250531  . 

0.     IniplclLon    reports,     IE  Bulletins   fc    correspondence 


-  IE    tnfo   Notice   SS-37,     "Cracking    in    Upper    Shell    to 

Transition  Cone   Girth   Weld    of   Steam   Generator    at    Operating 
PHR.  "    Sve    list   end. 

JDfirjAN,E.        Division    of   Engineering    «.    Qual  i  tyAssurance 
Cental  id*b«i!    Edison   Co.     of   Neu   York.     Inc.        105pp.       15930:001 
Fi  the:  50-000.  02/09/16,  92QB190220. 


24X 


IE   Info    Notice   83-34,  Revision    t.     "Welds    in   Main   Control 

JORDAN.  E.  LVI    Division   of   Engineering    k  Quality    Assurance^      B2/09/17. 
Cortfo  lifted   Edison  Co.     ofHeuYork,     Inc.        107pp.       13095:185.       .MX 
Ffeh«:  50-000,  B2/09/17,020B190222. 

P20B110229  IE    Enfo    Notice   02-39,     "Svc    Degradation    of   Thick    Hall 
5taln]«i«  Steel    Rec  ircula  t  ion   SUB   Piping   at    QWR   Plant,  " 
Svc    lilt  enc!.  myno/ti 

JOfllWN,e.L.       Division   of   Engineering    b  flu.l  it«   Aiiur-ne.        «/0%J>' 
C«rnolldaled    Edison  Co.     of  New   Vork.     Inc.       B6pp.       16017:098.       24  X 
Fich«:  50-000.  62/09/31,8208190239. 

t2OB  1  IrQSBa    IE    Info   Notice   B2-3B,     "Change    in    Format   &  Distribution   BIJS 
for    IE  Bulletin!.  Circulars   !<    Info  Notices."    Bvc    list    end. 
0ev£MJHO.ft.C.       Director's   Office,     Office   of    Inspection    and 
En  fore  men  E.       82/09/22.  Consolidated  Edison  Co.     of   Neu   York,     Inc. 

14018:031.        24X    Fiche;  50-000,  82/09/22.  B308190223, 


IE  info  Notice  B2--10,  "Deficiencies  in  Primary  Containment 

"Elictrinal  Penetration  AeiBmblieB,  "  Svc  list  end.  „„,„„,„« 

JQflDAH.E.L.  Division  of  Engineering  t,  flualitg  Assurance.  B2/°9/.i2. 
Contolldated  Edison  Co.  of  New  York,  Inc.  112pp.  15930:019.  24X 

Fie  h«:  50-000,  BB/O^/SZ,  BSOS190232. 

SailQ8O371   notification   of   821103   meeting   u/utils    t.  Franklin  Research 
Ctr    In   BethBSda.MD   to   discuss   design    (IE  Bulletin   80-11)    & 
u»«    of    "energy   balance    technique"   &    "arching    theory", 
TfiAMHELL,C.  H.       NRC  -  No   Detailed    Affiliation   Given.       B2/10/07.  NHI, 

-  Mu   Dl-tailEd   Affiliation   Given.       4pp.       15973:310.       34X 
Fiche-:  50-000,  BSI 1 0/07.  831 10B037 1 . 

&20S190a39   IE    Info  Notice   BS-41,     "Failure   of    Baf ety/Relief   Valves    to 
Op«rn  at  BHR.  "    Svc    list   enel. 
JORDAU.  E.  L.       Division   of   Engineering    t<  Quality    Assurance.       B2/lo/dd 

ConiolidatBil    Edison  Co.     ofNeuYork,     Inc.        110pp.       15960:153.       ^4X 
FiehB;SO-000,  Sa/10/32,B20B!90S39. 

QajJ020040  Foruardi    IE  Safeguards    Inso    Rept    50-263/B2-13    on   S21004-OB 

•  notice   of   violation.Notice   of    violation   &    rept   details 

CrBf    10CPR73.2H.  oa/m/oo 

R,       Division   of   Engineering    (.  Technical    Programs.  BS/lO/^7. 

C.E.       Northern  States   Power   Co.       2pp.       15BB1:012.  24X 

»:  50-263.  B2/ 10/29.  821 1020060. 


—  S2HOS0063   IE    Safeguards    Imp    Rept    30-263/82-13  on   021004-09. 
ttDitconpllance   noted:  personnel    escort   requiramentt   not    met, 
prot*ct»d    area    fence   not  monitored    t>   surveillance   equipment 
not  maintained.  Details   withheld    (ref    1QCFR73.2O. 
.     KNICELEY,  J.  R.  ,    CREED,  J.  R.       Divi.ion    of  Engineering    4    Technical 
Prajrami.       02/10/28.      2pp.       13991:014.       24X   Fiche:  90-263,  8S/10/37, 


34X 


IE    Info  Not  it*  82-43,     "Oaf  Ic  ienc  ie  i    in   LHR  Air   Filtration/ 
V*ntII*t(on   Syj.  "   Svc    list    enel. 
JOftflAM,E,  L.       Division   of   Engineering    fc  Quality   As.urance. 

Consolidated    Edison  Co.     of  New   Vert,     Inc.        lllpp.       16171:233. 
.Fi  e  he;  50-000,  fl2/l  1/16,8208190249. 


S3OS190293   IE   Info  Notice   92-45,     "PHR   Lou  Temp    Overpressure 
Prottctlon."   Bvc    list   «nel. 
JOHDAN.E.L.       -Division   of   Engineering    t  Qualitg   Aisurance 

Con»o!idat>tf    Edison  Co.     of  Neu   York,     Inc.       93pp.       16232:299. 
FieJi*:  50-000.  92/11/19,8209190853. 


9311290335    desponds    to     IE    Dulle-tin    63-03,  fie  vi  s  i  on     1    f.    B2LO19 
confirmatory     action     Ltr     re    atreis    corrasion     cracking     in 
rec  ircu  lat  i  on    s-ijs   pifiing. 

LARSQN.C    E         Northern    States   Pouior    Co.        B2/  1 1  /22  Rirector     E 

Office,     Office    of    Inspection    and    Enforcement.        37pp.        16221    2OJ. 
Flcha:  SO-2A3.  02/11/22'  O21129O335. 


-B21ia9u3"19    Rovialon    O     to    "Design    Rop  t     fo-r    R  ec  ir  c  u  la  tinn    Lii 
&   Elboui    Repairs,  Mont  (cello    Nuclear     Generating     Plant." 
CHARNLEY,  J    E    ,     SMITH.  H.  H.   ,     ENQ.  N.         NUTECH     (Nuclear    Technology 
Inc.).         NSP-81-105    fiOO.        BSJ I  !  /3O.         48pp.          ](ia21:  23B.         24X 
Fiehe:  50-263-  B2/1  1/.T2,  931  129O335. 


-0311290^57    Revision    1     to    "Design    Rept     for    H  ec 
Repair,  Mont  icello    Nuclear   Oaneratinq    Plant. 
CHARNLEY,  J.  E.  ,     SMITH,  FI.  H.  *     ENG.  N.         NLJIECH     ( 
Inc     ).         NSP-S1-103    R01.        B2/1O/31.         57pp. 
Fiche:  90-263.  82/11/32,  B2U39033S 


rcula  t  ion    Line    Lud    Cop 


r    Tethnolngij. 
266.        SIX 


SIX 


S.     Fleportable    occurrences,    LERs    t,    related    cor  re  spondenco 

B211190191?    PNO-I  1I-B2-1O3A:  on   SaiOSl.  ul  trasonit     testing    »f 
reclrculation     cooling     sya    piping     identified     crack     in    four 
riser    pipes    leading     to    reactor.  Ut  i  1     evaluating    tracks     to 
determine    repair   actions. 

BFIOWN.C,.     WALKrp.R.  .     STFIEETEJf,  J.        lle-gicn    3,      Office    of    Directur. 
82/10/22.         Ip.        1615.1    071.        24X     Fiche  .  5O-2i3,  H2/ 10/32.  B2H  190  !'>•?. 

0211040373    Forwards    updataiJ    LER    D2-016/ O1T- 1 . 

MUSOLF,  D         Northern    Statas    Power    Co.         BS/lO/aS  [legion    '3.     Qttuv 

Of    Director.         Ip.         15929:00?.        SIX    Fi  che.  50-363,  S2/10/2S,  021 1  0403/fl 

— 0211040390    Updated    LER    Ba-Olt/O 1 T- 1 :  on    B21OO9,  dur ing    itnorwice    insp, 
Indication     found     at     12    o'cloek     locatiun    nn     rec  irculat i on 
safe-end     to     pipe    weld    E    t   at    3    o'clock     locatinn    on   02103O. 
Caused    bg    i  n  torgranu  1  ap    stress    corro-sion    cracking 

HflMMERrS.        Worthern    States    Power    Co.        £12/10/09.  Region    3,     Uffiu- 

of    Director.         Ip.         1592fJ:O9O.         34  X     Fiche-  50-E6X  Ga/lO/2S. 
B2I104O37B. 

BS11050009    Forwards    LERs    92-010/0  I  T-O,  Q2-OI  I  /  Ol  T-O,  03-012/01  T-0    !, 

WKOLF.D         Northern    States    Pouer    Co.         aS/lO/S1?.  Region    3,     Dtfi-.fi 

"f    Director  1^        15949    350.         34  X    Fi  t  h  e.  SO-Z63,  02/  iO/S9,  B31 1  OHIXKW. 

— B311050012   LER    S2-OIO/01T-O:  on    320-902:  B-inc  h.  I  50-1  b    HCIC    turbine 
exhaust    chec*    valve    9   found     leaking     in    eiceas   of    Tetli    Specs 
Caused     bq     leaking     valve     scat     du&    to     poor     avc     conif  i  1 1  ons, 
Disk    &     seat     ring    replaced 

WOJCHOUSKI,  A  V.       Northern   Stales    Power   Co.        O2/IO/39  nofiioii   J, 

Office     of    Director  Ip          t  S949:  35-7.        3*'t    Ficho.  90-363,  BH/1  0/E9, 

0211090009. 

—Bat  1030015   LER    B2-0!l/01T-0.on    0209O3,  3-1  nc  h     outboarJ    main    stoom   drnn 
isolation   valve   na-237-1    found     loading    in    eiceas    of    Tech 
Spec-B.  Caused    bg    -steam    eroding     valve    disc     <fuo    to 
misalignment    of    disc    to    -seat    ring.  Seats    ground. 

HUBY-e   T        Northern   States    Power    Co.       B2/  1O/29.  Region   J,    Uffnr> 

of    Biroctor.        Ip.         15949:360.         E4X    F  i  ch  B:  5O-263.  D2/  1O/29, 
9211030D09. 

—B31 1030017   LER    H2-012/01T-0:on     B2O9O9.1H   &    20- Inch,  150-1 b    T-seatod 
primary    cor.  talnmBnt    purge   t    vent    valves    found    leaking    in 
e>ces*    of    Tech    Specs.  Caused    by     valves     imp  roperli)    dp-sing    & 
seating    probably    due    to    T-ring     interference 

UQJ&HPUSKIr  A  y.       Northern    States   .Power   Co.       SB/ 10/31.  Ueijiuh   j, 

Office    of    DVrector.         Ip.         13949:341-        MX     Fi  che  :  50-563,  83/1O/29. 
9211050009. 

B31105002O   LER    93-OM/01T-0:  on    BSIOIH.  dr^ue  1 1     atmospheric    control     cyr, 

2-inch.  600-lb    inboard    isolation    bypass   valve-  CV-23B5    found 

leaking    in    eiceas    of   Tech    Bpo  c  E.  Cau  sed    by    uiorn    groove    in 

disk    face.  Disk   machined,  lapped    J.   re  instal  led. 

UOJCHOUSHI,  A,  V.       Northern  States    Pouer   Co.        03/10/2?.  Region    J, 

Office     of    Director.         Ip.         15949:362.        24X    Fieho:  50-263.  03/ I  0/2'J, 

B31IOS0009. 

8211120379   fiO:  on  B21G31,thru   wall     defect    found    on  C    IB-inch 
recirculation    safe-end    to    pipe    weld    j oint.  R esol uti on    under 
inv&stifl at  i  on . 

SHAMLA.M.A.       Northorn   9tates    Pouier   Co.       S2/U/01.       K.EPPLER,  J.  0. 
Region    3.    Office    of    Director.        Ip.        1A042:O25.       24X 
Fiehe:  50-263,  03/11/01.6211120379. 

8211190236   Forwards    updated    LER    B2-O1 3/O1T-2. 

MUSQLF,  D        Hortll"rTl    Statsi    Poue  r    Co.        BS/ll/O^.  Region  3,     Office 

of    Director.        Ip.        16149:237.        24X    Fi  «  h  e:  3O-2A3,  02/U/09,  B21 1  1 '70336. 
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Updated    LER    B2-OI3/OIT-B:  on   820728.1009,20,31    i,    1102,  through 
wall     leaks    found    on    rec  i  r-cu  lit  1  on    loop   A   33-i-nth   end    cap   I 
lafe     ir.ds    C.E   &    F    to    pipe   ufrldi    t    ris>r    edlom   D. Probably 
caused    by     Intergranular    street    corrosion    cracking. 

HAMMER.  S.        Northern   State;    Power    Co.       B2/II/09.  fi*gion    3.     Office 

of    Director.         Ip.         1A149:23B         24X   Flche:  30-243,  B2/J  1  /Q<3. 
621  1190236. 


V.     Operator   Eliminations 


B21013QOI9   Generic    Ltr    B2- 1 B    to    ill    poucr   re-actor    applicants    t, 
llcinseei    re    reactor    operator    &    senior   reactor  operator 
requalif teat  ion    eiami.  Ad  vises    that    « I  ami    begin   dt    facility 


aftur    S31001.  Svc    list    enc  1 
EI5EHMUT.,  D.  0          Division    of    Lice-nsing.        03/1  0/13. 
Edlion    Co.     of    New   York.      Inc.        13pp.         16QO2- 234 
Fithe.  30-000.  B2/IQ/12,  S2IO130019.     ' 


Coniolida ted 


6311040379    0«ner£c     Ltr    B2-23    to    all    pouer   rEflttor    license,   T. 
lnt.oratBd    IflEfl    ,„„!,„    ror   pfiylicfll    lnv.ntop      JJe  ™»  •'  " 
e«**ltj»nt    to     participate    in    e.ercfse    i.    voluntary    fcanV 
util    tnat    participates   uiill    be    reimbursed   Svc    list    .nri 
EISEKHUT.D.Q.         Division    of    Licensing,        ^Tl/oa  Cnntnl(J 

Ed  f,  on    Co.     OF    H8U    York,     Inc.        I  1pp.        160190O4         a  .,Con"']" 
Fie  he:  SO-QOO,  as/i  1/03,  B21  1040379. 


a3IHS0371   rtdviiBi    that   no   fl[tic,r,    uill    he   taken   re 
T«A    Spec     change     t.    clarify    r.    ,pon5ib!mL"    If 
dorlnj     en-ergencieo,  until    applitable    10GFR50    mqii 
frecnms    effective. 
CBUTCHFIELD,  D.       Operating    Reactors   Branch    5, 

co'  3pp-  16035:337- 


**""*    '" 


Ofi  wrvcs:  , 

' 


DOCKET    50~2i4    DOW   CHEMICAL    CO. 

P       Operating     license     it  age    documents    t,    correspondence 

9210070015  Oeneric    Ltr    82-19    to   research    t,  test  reactor    Lictnseea    re 
submitta!    of     copies    of    document)     to   NSC.  Cla r i f iei    number    of 
copies    of    certain    document    to    be    submi  tteil    to  NHC.  Svc    list 
enc  1. 

EISENHUT.B.  C          Di  vi  i  i  on    o  f    Lice  ns  ing.        93X10/05.  Michigan,     Univ 

of          10pp.         I59AO:I40         54X    Fie  he.  50-000:  B3/1  0/05,  B5I007001  5. 


FELTON.J.M.        Division    of    Rules    and   Records 

e2U170M3   SranCh'        '"          l61"7-037         21X   Fiche:  50-254, 


-8311170070   For^rds    public    ver.lon    of    revia.d 
il.nting    p  rc^dures,  lnc  lud  in,    PPOCBduPB5 


Flche  :  90-234,  S2/1  1  /OB.  021  1  1  70063. 


50-265   OUAD-CITJES   STATION,     OMIT   3 
F.^    Sfcuritu,     m«di[4t,     enorgenci;    C    fire    protection    plans 

B2100400fiB    Generic    Ltr    B2-17    to    all    pouer   reactor    licensies    E. 
applicants    6    holders    of    CPs   re    intons  istenc  u    between 
r«quiremBn.t»     of     JOCFR50.  54C  I)    (.   STS    for    performing    auditi    of 
emergenci;    preparedness    .program!    Svc     list   tncl. 

EISENHUT.  0   Q.         Divisiofi    of   Litensinj.        82/10/01.  Con  Jo  lida  t^d 

Edijon    Co.     of    New    York.      Inc.        llpp.        16002:  2BB         24X 
Fie  A*:  50-000,  B2/10/OI  ,  931  OOlOOiB. 

6210070019   O.MPU    Ltr    B3-2!     to    ,11    licence*    f.   applicant*    of    nuclear 
power     reactor*    re    Tech    Bjiecs    for    fire    protection   audits 
Forwards     guidance    diicu**ing    general     icope    (.   describing 
elements     to    be     included     in    audit.  Sve     list    end 

EISEfJHUT.D   S.        Division   of  Hcensin-j.       B2/10V04.  Conso  1  ida  tetf 

Edison.    Co.     of    NB-UI    York,      Inc.        19pp.        1  5793    33B         34X 
Ficfi«.  50-000,  BS/10/0&,  B2I0070019. 

6211040102  Foruiards    IE   Safeguariis    Insp    (tapis    30-2S4/B2-30  t 
30-265/S2-21     on    B20-J27-10D1    &    notice    of  vio  1  ation.  Notice    of 
violation    L    rept    details    uiChtield    <r*f    10CFR73   2]) 
"IbbnJ*;J  '";      Bivision    of    En9in*frrinS    lr  Technical    Prujram*.       B2/10/29 

HEED.C.        Common  meal  th    Ed  i  i  on    Co.        2pp.        13934>-  131         34* 
Fiche.  50-254.  S3/IO/29,  B2J  I  O40103. 


?*    In*P   R=Pts    50-234/Ba-aO  !,    50-S65/B2-31    on 
.  iancei   no  ted:  fa  1  1  ure    to    adequatelu 

protect    sBcuritij-relateJ    leVs  .  Por-ti  on,  of    a  Urn   lyi    did   not 
0      V     |P|B'Ll"ri"'-Do^lU    withheld    (ref     10CFRJ3.21J. 

-  D1Wl!i™0'    Et)9""""-lng    <•  Tet*niiSl   /•roaram,, 

2pp.       !593fi:  f  33.       S4K  Fich»:  30-25*,  02/10/29,  021  1040102. 

aEI029010B   Cener.c    Ltr    B2-23    to    all     lie.,,....    4    *pplie,nts    r, 
Inconsistency    between    requirements    of    10CFR70   40Cg)   *   STS 
for    perforninj.    iu<tlt*    of    .afeguartfs    contitioentu    plani 
(  plant.  Svc    list    encl. 

en"n»        32/10/30.  Corttoliaatetf 

l'?         24X 


BaiUTOOWPui-li.    version    of   revised    emergBnc,,   plan    im 
procBdUr8S.  [nc3Udlng   Procedures    QEP    1BO-0    re   "I"cho 

p         a      onslte  tBchnicai  ""•* 


P.     Operating    license    stage    documents   t,    correspondence 


rM          *  l 

holder*  &  applicants  for  CP  re  guldflnce  for  imp  H-menU  ng 
SftP  rule.Foryard*  NUREG-0906.  NUttEG  to  be  U5Dd  as  t'tlrt' 
measure  until  Reg.  Guide  1.70  revised  Svc  list  end 

""1-     C.n«Hi..M 


dr,    t, 

?    J      «   ™      N"*    yopl"     Ine'       10P 
iche:  30-000.  3S/10/2Q,asiOa70030. 


,,f 

1',       "***"*    "f   Core    BPr««    «•   Low    P 
i"C*ion    Sg.9'       C<">'l«'si''nl   acceptable 
.L.        aperatlns    Reactors    Branch   2. 

"  Edi"n  Co-   6p- 


i"ard*    rovi"d    P«9"    t°  CE-I-A,  Revisit   22,     "OA  T.»le«l 

Codimc-nuealth    Edison   Co.       82/10/37,      HArtS3,  M  P       Qu*]M. 

' 


Frf™  f    M 

Edlion    Co.     of    Metu    York,      Icic,        Bpp. 

Fiche:  50-OQO,  32/10/30,6210290-108. 


Topical 


S211100477   ReEeatel    public  vertion   of    rnvH.d    e™«rg*n=u    plan 
impKmentitig    f  t-ocidurei  .  SKI 

FELTON.J.M.        Division    of  Rul,,    anif    Record,.        B2/II/OI.  Document 

"  P  1*041:215.       HX  Fi  che:  50-354.  B2/11/OI, 


—32110504,64  Revised    pages    to  CE-l-A,  Revision    22, 
qLJiOTT    e   n    *"    R8vlBiotl    ">   >"i)    H00909   enc  1 . 
*n«         iloSt      Cfnmonuealth   Edison  Co.       CE-l-fl  RSH  ERR.       B3/|  1/01. 
app.       13BB6rl46.       24X  FlchB;BO-000,B2/10/S7,8211020i9i. 


B10226 


8311100403  Forward-)    public    v.Ttion    of    rivittd    emeraencu    gUn 
in.pl.ffl.ntmg    proc.durei  ,  inc  I  uding    OEP  34O-6  ra    chloriji. 
diond.    ijull.QEP    930-St    re   manthlif    NARS    drill    t  OEP    530-O 
re    etcrcitet    t,   drills.  r         "  " 

»      Connmnuiealth   Edison    Co.       flS/JO/Oi.       DENTON.H.R        NRC  -  No 
Detailed    Affiliation  01  wan.       Spr.       t&Ml-'ate,        24X 
Fich,e:SQ-254.  BB/1  1/01-3311100477. 

3311100466  Public    version    of'  revised    emeroency   .|M    |«|,Mn%iB 
P««duT...  including   0£P   340-6   r.    chlorin.   3|«w.  "E    ", 
QEP    530-81     re    monthly    NARS   drill    *    QEP    330-0   iV«.rr    ««    «, 
dri  1  1  s.  " 

«      Comraonuealth   EJ  i  ton    Co.       62/IO/01.       4pB. 
FUJi.r  50-254,98/11/01.62(1  100177. 


Otric    LT   31-04         »'  P"vI»u«lV    re^e.t 

DELOEOBokCL       A""6ant  ?irectop    ft"-  Operating    R.actor..       WflW». 
%,    :      .  •       Commonyealtn   Erfison  Co.       4pp         H4X 

Flcfie:30-000,  B2/1O/3B.  921  1030933, 


°   "    b"rier    fU>I    ram"    *«* 
Cgcl.    i.E.pected    peak    iocal 


, 
t"I"II0lJBalth 


n"p  "«*  ("".tion   r.t.i, 
.on   Co.       SS/lt/OI.       EISENHUT.&.O. 
1*003:008.      24X   Fiche  :  50-S49,  82/11/01. 
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Application    for    amend    to   Licenses    DPR-29   &   DPR-30 
requiring   druuell    oiijgen    concentrations    to    be   maintained 
hclou  47.  vol. 

RMfSCH.  T.  J.       Commonwealth    Edison    Co.       02/11/01.       DENTGN,  H.  R.       Office 
of   Uucliar  Riaclor    Regulation.     Director.       2pp.        16004:039.       21X 
Fit  he:  50-234,  92/1 1/01,3211090240. 

— B2UO?Q244  Proposed    Tech    Spec    changes    requiring    dryuell    oiygen 
<  am  rntrations    to    be   maintained    beloui  4X    vol. 

*       Ctnmc-riuiaUh    Ediaon    Co,        B2/I1/01.       Bpp.        16006:041.        24X 
FlcK«:  90-2-54,  82/11/01,831 1090240, 

&2MICKH3Q  Forward*    Amends    02  It.  76    to   Licenses    DPR-29  t   DPR-30, 
T*iptctiv» ly,  safety    evaluation    ft   notice   of    issuance   & 
avalllbi 1 tttf,  fimtnd    changes    primary    containment    integrated 
]4at    rate    tut   reo.ui  remen  tt  &   provides    direct    ref    to   App    J. 
SEVAN. R.      Operating    Reactors  Branch    2.       B2/11/02.       DELQEGRGE,  L. 
C«jB«anu*4lth    Ediion   Co.       2pp.        16041:249.       2flX  Fiche:  50-334,  82/1 1/03, 
6911100430. 

—aai  1100445  Anendi    82    I   76    to  Licenses    DPR-29   t.  DPR-30,  respect  ive  li), 
providing    FOP    primary    containment    integrated    leak    rate    test 
rnuiremtnts    t.    «chedules    consistent    u/A|)p     J    to    10CFH50, 
VASSALUa.D.  B.        Operating    Reactors    Branch    a.        H2/11/02.        12pp. 
160*1:  SSI.       B4K   Fie  he:  50-354,  02/11/02.831  1100430. 

—  621  1100450  Safety    evaluation    supporting  Amends   fl2  8.   76    to   Licenses 
DPR-H9   Jr  DPR-3O,  respect  ivelg. 

•      Dfflcr   of   Nuclear   Realtor    Regulation,     Director.       82/11/02.       3pp. 
IAO41:  263.         24X    Fiche;  30-234,82/11/02,0211100430. 


a2081v022a    IE    Info   Notice   82-34.  Revi  s  i  an  I,     "Welds    in   Main   Control 
Panels.  "    Svc     Hit    encl.  „„„,„,.-, 

JDRDAN.E.L.        Division    of    Engineering    I  duality    Aa*ui-ance.        S2/09/I7 

Consolidated   Edison    CD.     of  fJeui   York,  Inc.         lO7pp.       13995:165.       {MX 
Ficne:  5O-000,  32/09/17,  0203190222. 

8200190329    IE    Info   Notice    B2-3"?,      "Svc     Degradation    of   Thick    Wall 

-  '1 


Stainless    Steel    flee  ir  dilation    Si)-s    Pip 

Svc    list    one  1  . 

JORDAN.  E   L.       Division    of   Engineering 

Consolidated    Edison    Co.     of    Netu    YorV. 
Fiche:  5O-OOO.  82/0=7/21,  B2Q 


g    at     DWH    Plant. 

Quality   Assurance.       02/09/31. 
Inc.         B6pp.        16017:093.        S4X 


9308190223     IE    Info   Notice    02-33,      "Change     in    Format    &   Distribution    Sija 
for    IE    Bullet  ins.  Circulars    !•    Info    Notices.   "     Svc     list    encl. 
DEVOUNQ,  R.  C          Director's    Office,     Office    of     Inspection    and 
Enforcement.         B2/09Y22.  Cons  o  I  Ida  ted    Edison   Co.     of    Neui   York,     Int. 

1  10pp.         16018:  021.        24  X    Fiche:  5Q-QOO,  82/09/23,0206170333. 

8208190232    IE    Info    Notice    B2-40.      "Dei  i  c  i  one  ie  4     in    Primary    Containment 
Electrical    Penetration  Assemblies.  "    Svc    list    encl. 

JQRDAM.  E    L.        Division    nf    Engineering    i    duality    Assurance         03/09/i!2. 
Consoli  dated    Edison    Co.      of    New    York.      Inc.          113pp.        IS930:01?.        ;>OX 
Fiche:  50-OOOj  92/09/22, 


aailOB0371     Notification    of    321103    meeting    m/utils    &   Franklin   l!«s««irch 
Ctr    in    Bethesda.HD    to    discuss    design    (IE  Bulletin  GO-  1  1  )    & 
use    of     "energy    balance    technique"    !r    "arching     theory". 

TRflKMELL,  C.  H.        NRC    -    No    Detailed    Affiliation    Given         02/10/07  NIK: 

-   No   Detailed     Affiliation    Given.         4pp.         15975:310        21X 
FUho;  50-000,  0a/10/O7-  021  1090271. 


— &2I1I004&0  Notice    of    issuance    t-    availability    of   Amends    82  i  7t   to 
Llcinies   DPR-27   t-    DPR-30,  resp  ective  ly. 

VflSSALLO,  D- B         Operating    Reactors    Branch    2,        02/11/O2.        2pp. 
44.        24X    Fiche:  50-254,  B2/1 1 /02,  021 1 1O0430. 


esillB03BO  Forwards    ravised    Pages    1-24   4    1-25    inadvertently    omitted 
Iron  Rtviiion    S3    to    QA  program. 

SHAWSHI.H,  J.       CamnonLjealth   Edison   Co.       82/11/00.       HAASSj  W,  P.       Quality 
Amjfjlnce   Branch.        lp.       16042:053,       24X  Fie  he:  30-000,  02/1 1 /00, 
B2L11S03BO 

3211160332  Rt^uemt*    addl    info   to    lomplete   post-implementation  revioui   of 
WUfiEO-0737.  Items    II.F.l.-l,     "Pressure   Moni  to  r,  "    II. F.I. 5 
"Mattf  Ltvel    Moni  tor.  "   d    II.  F.  1 .  6   "Hydrogen    Monitor.  "    Info 
*»<luMtBi)  ulthin    30    days    of    Itr    receipt. 
CBUTCKFIELD,  D.       Operating    Reactors    Branch    5.       02/1I/O9,       DELOEORQG,  L. 

CconanuidUti    Edison    Co.       10pp.        16091:100.       24 X 
Flrh*:SO-OOl>,  82/1  I/O?,  821 1140333. 

6311150203  Forward*    documentation    supporting    CommiBsion    approval    of 
projoKd    di    mlnimlH    release   criteria    for    uncontrolled 
Ttltii*    af    matls     Prom   controlled    areas, contained     In    uti 1 
rJitfUtion  protection    stds.per   Reg   Guide    I.  84 

SMASTZ.E.D.       Comraonuaalth    Edison   Co.       S2/11/10.       DENTDN.H.R.       Office 
at   Hucl*ar   Reactor    Regulation,     Director.       Hop.        14055:333.       S4X 
Flcht:  30-000,  B2/ 11/1  0.921  It  30203. 


0200190239     IE    Info    Notice    92-11,      "Failure    of     Safety/Re  I  i  Bf    valves    tii 
Open  at    BUR."    Bvc    list    and,  ,,„,.„, 

JORDAN.E.L.        Division    of    Engineering     J.    Quality    Assurance.        B2/1O/.W. 
ConsnUdated    Edison    Co.      of    New    York,      Inc.         110pp.        15-760:15^         24X 
Fiche:  30-OOO,  B2/IQ/22, 


82110i02B3    ForuiardB     IE    Insp    Repts     5O-251/B2-IO    B-    50-265/02-11 
B2O630-0907.  No   none  ompl  lane  e    noted. 

SPE8SARD,  H-  L.  Division  o*  Project  &  Resident  Programs. 
REED.C.  Commonwealth  Edtson  Co.  3pf  .  1S'?92:314  2-lX 
Fiche:  SO-254,  B2/IO/22,  B21  IOAO2B3 


—0211060291     IE     Insp    Rnpts    50-354/32-10    8,    50-265/82-11    on    0E0630-0907   Ni. 
noncoiipliance    noted.  Hajar    areas     in  5  pec  ted     He  ensee    action 
on   previous    insp    find  ings,  operational    saf  e  ty   veri  f  icat  ion, 
monthly    surveillance   observation   &    refueling    preparation. 
CHRI3BQT1MOS,N.  .     DUPdNT.  S.  G.  .     WftLKER,  R    0.         Oivieion    of    Project    t, 
Resident  Protrams.       B2/1O/IB.        16pp          15953.  31i       2flX 
Fiche:  HO-2S4,  02/10/22 


021tOa02i3  Forwarils  IE  Enf  orcemcTi  t  Meeting  Rcpts  BO-237/82-21, 
50-247/BE-22.  SO-354/B3-17  fc  SO-245/B2-  1  f  on  020714  !.  OB25-S7 
i  notice  of  violation.  '  .  „  „ 

LITILE.14   3         Divilion    of    Engineering    t    Technical    Programs.       0 

HEED'-C.        Conmonui»alth    Edison    Co.         2p*.         15970:264.        24X 
Fiche;  50-000,  B2/  1OX2A,  621  10BOS63. 


Generic    Ltr    S2-S6   to    power    reactor    licensees    (except   Fort  Bl 
Vralnl    r*  NuSEG-0744,  Revision    1,     "Pressure    Vessel    MatI 
FTattur*    Toughness."    Foruiards   NUREG'0744.  Revision    i.W/o 
ancl.  Svc    list    encl. 

EIEEHH'JT,  D.  0.       Division    of  Licen*ing.       83/11/12.  Consolidatod 

Ed  i  ion  Co.     of    Mffu   York,     Inc.       52pp.       16833:212.       24X 
Flcht:  90-000,82/11/12,8211140047. 

8311230119  Foi-uarili    response    to   remaining   Phase    I    concerns    in  Franklin 
ftB»*erch    Ctr    draft    technical    evaluation   rep  t    re    control    of 
heavy    loads. 

SHAHTZ'E.D.       Commonweal  th    Edison   Co.       BS/11/1B.       EISENHUT,  D.  0. 
D£vl«Ion   of  Lioming.       llpp.        I6193;047.       2-1X  Fiche:  50-000,  B3/1  I/IB, 
0211530117. 

S2113004&1    Notifies    that  CUs*    II    8,   1    foes    submitted    w/820417   request 
for  Ttch  Spot    changas    to    clarify    responsibilities    during 
enirgtnci**   mill    t>r    refunded. 

MILLER.  H.O.       LUon»o  Fee   Management  Oranch.       02/11/18.       DELOEOROE,  L. 
Co^onti.alth    Edlion    Co.       lp.       Ii257;347.       24X  Fiche:  30-000.63/11/10, 


4>.      Jntpeetion   report*,     IE  Bulletins   Si   correspondence 


IE  InPo  H»tU*  es-37,  "Cr»cklns  in  Upper  Shell  to 
Trantltlon  Cona  Girth  W«ld  of  Steam  Otnerator  at  Operating 
PMR.  "  Bvc  Uit  enc.1. 

JOftDANFE.  Dlvlilon  of  Enginsering  &  Quallt«  Assurance.  B3/09/16. 
Coniolldattd  Erf  i  ion  Co.  of  hliui  Yort,  Inc.  105pp.  15930:001,  S4X 
Fit  Pin:  S-0-000,  82/09/14,  820019023O. 


— 0211O30SA6  Notice    of    violation    from    itisp    on    02O714  t,  OBH5-27. 
LITTLE. W, 9,       Division   of   Eng  i  neei- tn  g    1.  Technical   Prograins. 
02/10/22.         2pp  .         1  3990:  264.         34X    Fi  c  he:  50-000,  fl2/  1O/26, 1321 1  000263. 

— 8S110BOS72    IE    Enforcement    Meotlnfl    Rep  ts    50-237/03-31,30-249/82-23, 
50-254/02-17   fc    50-265/92-19    on    9S07 1 4    &    0935-37. 
Noncompllance    notad:no    QA  audits-    conducted    from  CV77-79  t 
def Ic ienc ies    found    In   QA   audit    prooram. 

yiN.  I     T         Heglon    3.     Office    of    Director.         B2/10/14.         llpp. 
!Sf90:26B.        24X    Ftche:  30-OOO.  SS/ 10/24.  H21  1O90263 

B21102O147  Confirm*    821026    tclcon    ro    revised     plans    for    0S1103 
enforcement    conference  u/util     In    Chicago,  FL    to    discun    CIA 
a«ioci*t«d   u/jrocurement,  Instal  lation    &    irae    of    nonqual  1  f  led 
valve    guide*    in    el  ectromagnetit    relief    va.lves. 

SPESBARD.R   L,       Division   of    Project   fc    Resident  Programs.       QH/10/27. 
REED.C.        Commoniue-lth    Edison   Co.        2pp.-       13£381:317.        24X 
F  lefts:  5.0-000,  02/1O/37.  BailOSOl  4  7. 

B21106O257   Bubmito    supp lemanbal    responoe    to    IE   Bulletin  00-13. 
"Cratking    in    Core    Sprag    Sfaroers.  "    Ho    cracking    identified 
during    820717    imp.  Inspa    should    he    performed    every    3    ijrs    in 
conjunction   u/r«actor   vessel    internal*    Insp s. 

SWARTZiED.        Commonu.«alth    Edtnon    Ca.        B2/10/2B.       KEPPLER,  J.  0.       Ronlon 
3,    Office   of    Dir-ctor.       2pp.        I  3<?SS:  2AA,        24X  Fiche;  SO-2S4,  B2/10/2H, 
S211060B37. 


S21104O1O2  Forwards    IE  Safeguard!    Inap    Repts     30-234/82-20   !, 
SO-S&9/B3-S1    on   830927-1001    &    notice    of   vi  o  lation.  No  tice   of 
Violation  «.   Tept    details    uithheld     Iref    1OCFR73.21). 
MILLERi  J  R.        Division   of    Engineering    tc   Technical    Programs. 

REE1>,C.       CommorWBBlth   Ed  i  »on    Co.       Bfp.        15936:121.       24X 
Fiche:  50-254,  82/10/39, 62  I  I  040102. 


02/10/39. 
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—0211040110    IE    Saf*su,ards     ln»p    Repts    5O-254/83-30   t,    50-265/32-31     on 
320927-1001     Noncamolianrei    np  tti:  la  i  I  lire     to    adequately 
protect    nt*ui"itu.-relaced     fcevs    Portion,   of    alarm    iyi    did    not 
function   ai    requv  red.  De  ta  i  1  c    withheld    fre  f    10CFR73  3IJ 
MADEDA.T.J.     STAPLETON.  0.  H.  .     CITEED.  J.  H.        Division    of    Engineering    !, 
Technical    Programs.        B2/  10/27.        2pp.        15956.:  123        24X 
Fiche;  50-254,  B2/10/29,  B21  L0401O2 

B211090409-  Ac  I    receipt    of    B3QB31     Jtr    informing   NRC   of    changes    to 
790427    i    OS03    responses     to     IE    Bulletin    7<T-QB.  Item   6. 
SP£SSARD,H    L.         Division    of    Project    &   Resident   Programs.        62/11/04 
REED.  C         Commonweal  th    Edison    Co.         Ip.         16000.356        24X 
Fit  he    50-000,  B2/11/04.  S2I  1090409. 

—8311090420   Update*    79Q4Z7    i   Oa03    responses    to    IE   Bulletin    79-08.  Hem   6 
"Daily    Position    Verification    of  ECCB  Valves."    Frequency    of 
position   verification    oe   EMS   valves   reduted    from   nnce   per 
•day    to    once     per    month. 

EWABTJpE.D.        Commonweal  tti    Edison    Co.        82/03/31.       KEPPLErt.J    S 
Region    3,     Office    of    Director.        2pp.         iiOOB:  357        34X 
Fiche.  50-00  O,  B2X  1  1/04.  9211070409. 


/utils     re    IE   Bulletin   SO-  1  1 
"archino   action"    fop 


8211140030   Sundry    of    B21103   meetin9 
us*    oF    "Energy    Oalance    Technique" 
masonrg    mall     qual  i  f  i  cat  i  on 
TRAHHELL.C   H.         Operating    Realtors    Drancfi    3.        82/11/03.  Operalinp 

Reactors    Branch    3.         33pp.         li  102:  333.        24X    Ficne  :  SO-000.  B2/1  1  /03, 
B21  i  160080 

0206110249    IE    Info    Notice    63-43.      "Def  I  c  ier,c  i  .  ,    in   LHR   Air    Filtration/ 
Vent  I  1  at  10  rt   Sijs.  "    Svc     list    enc  I  . 
JQRDAN.E.L          Division    of    Engineering    J,   Quality    Assurance         B2/1I/16 

Consolidated    Ellison    Co.      of   NEW    VBrk,     Int.        lljpp         16171-333         3A  » 
Fiche:  50-000,  B2/ll/l6,B20ai9024a.  Joi/i.rfJJ.        rflJI 

B2I124034a   Forward*    SALP    Repts    50-354/82-11    I,    50-2i5/82-12    pres  inted 
on    920403    entering    assessment    psrloif    Jul    ]9BO   -   Dec    19B1 
KEPPLEH.J.  C.        Region    3.     Office    of    Director.        B2/I1/18         flEED    C 

33.        24X   Fi  che:  50-000,  B2/1  I/IB, 


—  B21  1340344   SALP    Repts    50-254/82-11    !,    50-265/H2-13    fO[-    as,BasmeT)t 
panod    Jul     1-JBO    -    Dec     1931.  Draft    Itr    encl  .  Problems    noted 


™  Com'nelltra    otl    SALP    "•"?*•    Presentad    at  public    meeting    on 

920602.  Appropriate    consideration    of    pnsitivp   parformante 
trends    prior    6    suosequtmt    to    BrtLP    interval     should    i>e 
cons  i  dersd. 

REED.C.        ConmDniuBait/.    Ed,Bon    Co.        63/06/1  H.        KEPPLEH.  J.  0.        Reoion 
82U240342          *>irect°r          "Pp.        MX    Fl  chH:  SO-000,  62/1  I/IB- 

9209190353    IE    I  r>f  o  Notice    S3-JS,     "PMft   Lou  Temp   OvBrprBssurB 
Prgtect.ion.   "    Svc     list    *ncl. 
JORDAN.  EC.         Bivlsion    of    Engineering    ft    Qiraliti,    Assurance         82/11/19 

' 


fi.     Periodic    operating    reports   J,    related    correspondence 

B211040253   Forwards    monthly     operating    repts     for    Jan     19SO 

KALIVIANAKlSi  N.       Commumjealtn   Edison   Co.       80/03/01  HRC  -   hln 

Detailed   Affiliation    Oiven.        lp.        1  5729- !  3  7        34X    ' 
Fiehe:  50-254,  8-0/O2/01 .  931  1040253. 


— 329 [O40Z62   Monthly    oparatlng    reots    for    Jan     19BO 

DROWW,  D.        Coff>monuBa.ltn    Edison    Co.        SO/03/OI,        20po 
24X    FleAe:  50-334.  BO/03/01.  631(040353. 


82110-10437  Forwards    monthly    operating    repts    for  Fob    19BO 

KALrVJAMAKIS,  H.        Commonuiol  th    Edison    Co.        00/03/03  'flfftce     of 

Management    and    Program   Analysis.        12pJ>.        15935   347        24V 
Fiche:  50-354,  SO/O3/03-,  B21 IO40437. 

— 8211040441    MontMu.    Operating    ropti    *of   Feb     I9BO 

BROMt.B.        Commonwealth    Edison    Co.        30/02/39,        JOon         11«<S-1io 
2JX    Fiche :50-354, HO/G3/O3, 621 1040437.  "' 

B211O4O295   Forwards    monthly     opera t i ng    rep ts    rorMar     I960 

KALIVIAMAKiS,  N.       Commonmea  1  th   Erflson    Co.       BO/04/01  Dfflo    of- 

Management    and    Program    Analysis.         Ip.         15927-244         24X 
Fiche:30-a34,  BO/04/O1 ,  B21 I04O2S5. 


— B2I1O40256  Monthly    oparatlng   rept*    for   Mar    I9BO' 

BROWN,  H.       Comnonweal  th    Edison   to.       80/04/01        23BD 
Z4X   Fiche: 50-254, 80/O4/O | , B21 IO40355.  •     " 


0211040394   Foruarilt    monthly    operating    repti    for    Apr    19SO. 

KALIVIAWAKI5.  W.        Commonunalth   Edison   CD.      BO/O5/05,  Office  of 

Hanajeratnt    and    Prooram   Analyti*.        13pp.        159SB'036         24K 
Fieht:  5-0-254,  30/03/O5.  B31 1O40394. 


— 02110404-oa  Monthly    oporating  repts    for   Apr    I960. 
BRDWN.B.       Cammonuealth    Editon    Co.       BO/05/01 
24JC   Firhe:5O-a34,  BO/05/05,  B21 1040394. 


l"pp.        13920:  091, 


9211040367  Forwards   monthly    operating    repts    for    Sept    J9H1 

KALIVrANAKIS,  N.       CommonwBalth   Edison   Co.      Bl/10/01.  Office   of 

Hanajement    and    Prog  ram  Analysis.       !0pp        19927-339        24* 
F(eJi»:  50-254,  81/10/01,8211040367. 


— B21104036B   Monthly    operatino  repti    for   Sept    1901. 
TUDBSrR.C,       Common,yeal  th   Edison   Co        B1/10/OI 
24X    Fiihe:  50-aS4,  Bl/10/01, B21  104O367. 


Jipp.        1S9S7:3<¥, 


Bail090347  Fnriuards    monthly    operating    repts    for    Oct    1932 

KALIVIAMAKJS,  N.       Commonwealth   Edison   Co.       B3/11/01  Direttop'i 

Office,    Office    of    Inspection  and   Enforcement.       Ip.        1AOI2'OOI       Stt 
Fiche:SO-B54,BH/ll/01.B2II090347.  " 


— 8311090336   Monthly    operating    repts    for    Oct     19B3. 
SUSSjff.  D.        Commonwealth    Ediign   Cd.        B2/I1/01 
24X   Fie  he;  30-254,  B2/1 1/OI,  821 109O347. 


23pp.        16012;0i02. 


B211100IJI    Fory»rds    list   of    chang  es,  tet  ts   fc   e.periments    <»mpUt«i 
during   Oct    1933,  Safety    evaluation   of   24/4B-voU    dc    metfir 
reuire    end.  W/o    1  i  5.4. 

,  M.       Commonwealth   Edison    Co.      82/11/01        CASE,EO 

DirBctor-  2pp-       ' 


S^  Reportable   occurrences,    LERs   d   related    correspondence 

821102006B    Forward*    LER   B2-017/03L-0. 

KALIVIANAKI9,  N.  Commnnuieal  th  Edison  Co.  B2/1O/21. 
Region  3,  Office  of  Director,  lp.  15332' 106  24X 
Fiehe:  50-263,  62/10/21,0211020068, 


— B31I020072   LEP,    B3-017/03L-0:  on    B21001, small    leak    Jisiovereo    inHPCt    tut 
supply    itaam    line    areal    flange.  Caused   by    failed    flange 
SJ»*»t.  Gasket    replaced    1  i  fce-f  or-1  i  k  o   during    E,   prior    to 
outage.  Leakage    stopped    ui/flanga   bolt   adjustments 

COOK.D.       Comrtonueilth    Edison   Co.       B2/10/21.  Region   3.    Office  of 

Director.       3pp.        138B2;  107,       24X  Fi  che:  30-269.  B2/1O/31 ,  B21 1  0300AD. 

Q21I19009B  P«Q-iri-S2-tl4;on  S2I021, plant   flhut   down   after   dryuell 
supprnsion    chamber    vacuum  breaker    failed    to    close  Breaker 
lubricated.  Rec  irculat  ion    pump    discharge  valve    atem   found 
bent.  Valve    not    opera  tie    fVf,m  control    room 

WA^E2'""    8TREETER,J.       Region   3.    Office    of    Director. 
,       16130:312.      24X   Fiche  :  50-265,  S2/10/E5,  B21 1 190093. 


8211060160  Forward*   LER  B2-01B/03L-0. 

KALIVIANAKI3,  N.  Comnsonueal  th  Edison  Co.  B2/1O/27. 
Ragion  3,  Office  at  Director,  Ip.  13981:107  24X 
Fithe:  80-263,  B2/IO/27.  B21 1090168. 


KEPFLEft,  J. 


LER    &2-Oia/03L-0:on   asi006,  emergency    dlesel    gpnoi-a 
tripped    <m    high    temp.  Caused   by    foolins   °f    dionel    g«narator 
cooling    uater    *yi    m.HX   rep  l.ced.  Di  esel    generator    tested  * 
founJ   opBTiblt. 

KrtEPPEL.F.       Commonue«lth   Editon  Co.       82/10/27.  Region  3, 

3pp'        i3'Bl:lOB-       2«X   Fichu:  50-365,  02/10/27. 


QFMtt 


8211190266  Forwards    LER   83-QM/Q3U-0. 

KALJVIrtMAKIS,  H.       Co/nmonwealth   Edison    Co        S2/1O/29 
ft»jjon   3,    Office    of   Director.       Ip.       I6149-25B        B4)[ 
fichejSO-aas,  02/10/29,8211190266 


KEPPLEfi,  J.  &, 


-sail  190368  LEH   S2-020/03L-0: on   821013,  dryuie  1 1    to    suppression   J00I 
i    11    !*?         i   Pr***w"   u«'  °  P'H   *    «uppr.«»ion   pool    level 
fell    t*lou    Tach    Spec    Umiti   during    startup.  Caused    by 
u™?"1^*1    P^-o^euoation   u/«tartup.  Event    to    be    discussed. 
HEBEL..C.       Coiruro-nuealth   Etfison   Co.       83/10/29.  Region   3,    Offite  of 

Director.       3pp.       li!49:  259.      24X  Fi  che:  50-265,  82/10/29,  B2U  190266- 


H211190H14   Forward*    LER    B2-019/03L.-0. 

HAL1VIANAKIB,  N.       Commonureal  th   Ediion    Co        B2/11/04 
ReflJon  3,    Office    of    Director.       Ip,       16150-C02        24X 
Flehe:BO-26»,  05/11/04.8211190114 


KEPPLER,  J. 


IS-927:  S43. 
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LER    B3-019/G3L-0:on    B21031    t.  33,  3A   rec irculation   pump 
dlicharge    valvi    failed    to    fully    close   on    LPCI    s  i  jnal.  Caused 
bt;  valve    stem   binding    due    to    separation    of    yoke    from   bonnet 
kiltin    boiti    vibrated    out.  Dent    valve    stem  repaired. 

TISTZ.O.       C  Dmmonueal  th    Edison    Co.       8S/11/O4.  Region    3.    Office    of 

Dine  tor.        3pp.         1&150:  203.        24  X    Fiche:  5O-269,  02/11/04,8311  190114. 


0211890390  Forwards   LEU    B2-O33/03L-0. 

KAL1V1ANAKIS.  M.  Commnnuoa 1th  Edison  CD,  83/11/05. 
Raglan  3.  Office  at  Director.  Ip.  16219:0^3.  34X 
FlthC 30-363,  92/1  1 /OS.  S21 1290390. 


KEPPLER,  J.  G. 


--83110B0010   Eiemption     from    requirements    of    IOCFR50   App    E.  Section    IV.  F.  1 

EISENHUT,  D.  C.        Division    of    Licensing.       82/IO/O7.  Wisconsin 

Electric    Power    Co.         4pp.        15775290.       24X    Fiche    50-266,03/10/07, 
BE  11  030009 


9211030544  Ac k    receipt    of  831015    Itr    informing    NRC 

correct    violations    rated     in     IE   Safeguards    I  nsp    Root? 
50-366/62-19    !.    50-3Q1  /B2-  19. 

MILLER,  J.  R.        Division,    of    Engineering    t    Technical    Progr 
BURSTElfV.S.        Wisconsin    Electric    Poujpr    Co          Ip.        1500E 
Fiche:  50-266,  B2/10/27,  031 1030541 


of    steps    taken    to 


-S21JEW398   LER   a2-022/O3L-0:on    BSlOai, vacuum    breafcor    2-16Q1-33A   stuck 
in  ap*n   pos  Itlon.  Cauied    6y    stainless    stool    packing    & 
slufflng    lot    bushing    bound   on    valve    shaft.  Valve    disk    freed    & 
shift «    lutr  lea  ted. 

COOK.  D        Comfnomjoalth   Ediaon    Co.       02/11/05.  Region    3,    Office    of 

01  r  re  tar,        3pp.        16219:  066,       24X   Fiche:  90-265,  02/1 1/05.  S3I1  290390. 


Forwards  LED  Q2-031/03L-0, 

H.  Commonweal  th  Edison  Co.  B2/11/OS. 
flfjior.  3,  Office  at  Director.  Ip.  16150:194,  34X 
Flche:  30-269.  HE/ 11 /OS,  B2U19012&, 


KEPPLER,  J.  G. 


LER    BS-OSI/OSL-O:  on    a21015, turbine    pressure    generator    load 
r*jrct    (t   atop    valvo    bypass   alarm  mould   not    clear    due    to 
cltxlnj    of    relay    S-SIQ-ISSB,  rendering    reactor    protection    ays 
Bl    lubchannel    inop  nrab  1  o,  Caus  ed   bij    personnel    error, 

KKOGBPELcP.         Commonwealth    Edison    Co.        03/11/OB.  Region    3i     Office 

Of    Director.        3pp.         16150:193,        34X    Fiche  :  90-265,  82/1  1  /OB, 
0211190IZ6. 

V.     Operator  Ex-arninat  1  ona 

B2101MQ11?  Dene-Tic    Ltr    02-lfl   to   all    paiuer    reactor    applicants  !< 
]|cin«eei   re    reactor    operator   !•    senior    reactor    operator 
rrqualif  Icatl  on    oxatns.  Advises    that   oiama   begin   at    facility 
iftir  021001.  Eve    list    oncl, 

D.  O,        Division    a  t  Licensing ,       B2/10/I3.  Consalldatud 

n  Co.     of    Mew  York,     Inc.       15pp,        16009:234.       24X 
:  50-000.  03/10/12.8210130019. 


—  0211030559   Responds     to    NRC    B30930    Itr    re    violations    noted    in     IE 
Safeguards     Insp    Repts    50-266/03-19   I.    50-3O1/92-I9.  Response 
mill    be    available     for    review    during     future    inaps.  Dots  i  Is 
withheld     Iref    1QCFR2.  790). 

DURSrElfJ.S,       WtBconain   EUctric   Power   CD.       B2/10/15.       MILLER.  J.  h. 
Division    of    Engineering    L    Technical    Programs.        3pp.        ISBBB:  3t'*>. 
24X   Fiche:  SQ-366,  32/10/27,021  1020544. 


8210290100   Generic    Ltr    B2-23    to   all     licensees    !.    applic 
inconsittsncu    betueen    requirements    of     10CFR73.  40(g  ) 
For    performing    audits     of    safeguards    contingency    plan 
(security    planl.Svc    list    encl. 

EISENHUT.D.  G.        Division    of    Licensing.        32/10/30. 
Edison    Co,     of    New   Vork.     Inc.        0pp.        15993.319.        24X 
Fiche:  90-000.  02/10/3D.  8310390100. 


B21I040379   Generic    Ltr    62-25    to    all    power   reactor    licensees    re 
integrated    lAEft  eiercise    For   physical    inventory   at  LWfis.  Any 
commitment    to    participate     in    eiercise    is   voluntary    f.   anij 
util    that   participates   uiill    be    reimbursed.  Bvc    list    encl. 
EISEtJHUT.O.  G.        Division    of    Licensing         B2/11/03.  Consolidated 

Edison    Co.     of    Neui   York.     Int.        llpp.        16019:004.        34X 
Fiche:SO-000,  B2/  11/03.  62110^0379. 

8211230497  Forwards   change    to  modified    amended    security    plan.  Change 
withheld. 

BURSTERS.        Wisconsin   Electric    Pouer    Co.        82/11/10         DENTOM.H.f!. 
Office    of   Nuclear   ficactor    Regulation,     Director.        CLARK.  H.  A. 
Operating    Reactors    Branch    3.        3pp.        16192:103.        2flX 
Fiche:  50-366,  83/1  1/  1O,  0311230407. 


WKHEf  50-244   POINT    BEACH  NUCLEAR    PLANT,    UJIT    1 

F,     SFCuMtij.    m-Bdlcal.     cnergeney   fc    tire    protection    plans 

6311010457   Riftjondt    to    BSOiOl    mBmo    re    min    staffing    level*    for 
i<iarg«ncy    il  t uat lo-na.  Sub  j    now  before    Commlssldn    in 
SeC¥-Bl~lllB,  SECY  mcommends   suppl    to    NUREO-0737,  requir Ing 
ILcini**    r«*ponsas    in    accordance   u/lOCFRBO.  34If ). 
etSEIJHUT.D.  0        Division    of   Licensing.       H3/O9/29.       KEPPLER.  J.  0. 
flcglDK    3.    Office    of    Director.       2pp.        I390S:  103.       34X 
Fiehi: BO-266,  B3/O9/29, Q21 1010457. 

--BBIIOl-O'lAa  fieniiBtti    ravieu   of    util    aubmittals    re   mln    staffing    for 
•Jicrggnc^    i  Ituations.  Safety    evaluation  needed    by    S2102S. 
EISEHKUT,  D.  0.       Dlviolon    of  Licensing        03/09/29.       QRJMES.B.K. 
Dlvltion    of    E<nero«ncy    Preparedness,       Hpp.        15902;  104.       24X 
FUh*:  50-366,  -02/09/29,0211010437. 


B311170130   Forwards    Amends    67   t.    72    to   Licenses    DPR-34   I    DPB-37. 
respectively    b   notice    of     ia-suance    J.    ava  ilab  i  1  i  ti|.  Amend  s 
Include    requirement    to  maintain    security    force    training    & 
nullification    plan. 

CLARK.H.A.        Operating    Reactors    Uranch    3.        B2/U/15.        FAY,  C.  H. 
Wisconsin  Electric    Power   Co.       3pp.       14148'  195        34X 
Fiche:  50-266,  82/11/15.0311170130, 

— B211170141    Amends    A7    ft   72    to   Licenses    DPR-24   H.   DPR-27.  respec  t  ive  lit, 
adding    requirement    to   maintain    security    force    training   t- 
qual  if  icat  ion   plan. 

CLARK. R   A.        Operating    Reactors    Branch    3.        03/11/15.        5pp. 
16148:  IBB.       34X   Ficha   50-266,82/11/15.0211170130. 

—0311170146   Notice    of     issuance    Si   availability    of    Amends    67   fc    72    to 
Licenses   DPR-34   S.    DPR-27.  respec  tive  ly  „„,,.,..=        •-, 

*      Office    of   Nuclear    Reactor    Regulation,     Director.        02/11/15.        _' 
16140'  193         24X    Fiche:  50-266.  82/1 1 /IS,  02  i  1 170130. 


—  82110(0463  Requ«»t»    review  of   min    staffing     Uvula    for    emergency 

KEPPLERhJ.O        Raglan   3i    Office    of    Director.       03/06/01.       DENTONjH.R, 

0*flc«    of    fluclBJi-   Reactor  Regulation,    Director.       2pp.       15902:106. 
24X    FlehBi50-2fi6-B2/09/39.021  1010457. 

&21004t}ObB  Oinerle    Lti>    92-17    to    oil    power   reactor    licensees   b 
jt-pLicantt   *    holder*    of   CPs   re    inconsiitancy    betiueen 
r*itilrem«nt»    of    10CFRSO.  34(t)    (.    BTS    for   performing    audits    of 
<«trg«ncu   prtf*retir.e3<i    programs.  Bvc    list    end. 

EtSCNHUr.  D.  O.       Dlviilon   of   Licensing.       B2/10/O1.  Consol  Ida  tea 

•EJJion  Co.     of   Wtu   York,    Inc.      llpp.       16003;  28B.      B4X 
Fleh*:  30-000,  QZ/10/OI.  83100400iB. 

S21007QQ19  Onniplc    Ltr    H2-2I    to   all    licensees    fc  applicants    of   nuclear 
pawtr   rraetort   re    Tech    Specs   for    fire    protection    audits. 
Forward*    guidance    discussing    goneraJ    scope    (•   describing 
*l«ji*nt»    to    b*    Included    In  audit.Svt    list    encl.  ,,.,.,, 

Et$EHHUT,DO.       Divi»i«n    of  Licensing.       82/10/06.  Consolidated 

£1  1  ion  Co,     of   New  York.    Inc.      19pp.       13993:338.      H4X 
i;  30-000.  82/10/06.  6210070019. 


621  1060009  Fe-ruiardi    821007   eiemption    for    one-time    ba»i*    from  annual 
•full-tcala    «merB«ney    preparedness    e<BrciBa    requirement    of 
IOC.Ffl   Aft    E^Bsetian    IV.F.  1.  _        ,.,„  „  ,, 

CURK.fl.A.       Opirftliif    R.  actors    Branch    3.       82/10/07        FAY.C.W. 
M*1ton*in,  Electric    Power   Co.      3pp.        15973:287.       24X 
Fi(ht  :  30-KAi.  BS/  10/07.  Q21  1080009. 


0.    Adjudieatory    correspondence 

92110il0019  Add!    response    to   FDIA  request    for    records   re    stea 
generators   &    turb  Ine  B.  Forwards    documents    listed    in  Ap  p   C. 
Documents   also   available    it>  PDR, 
FELTON.J.rl.       Divi*ion   of   Rulet    and   Records 
Winthropr    atimson.     Putnam  4  Roberts.       3pp. 
Fiche:  50-301 ,02/09/10.921 1040019. 


82/09/10. 
15947  061. 


LONG.  D.  J. 
34X 


—  B012190570  Forwards    ASLB   B01104   order    denying   WI    Environ   Decade   ruqut 
for   hearing    on  NflC    791130   confirmatory   order    issued    to   util. 
Decade   did    not   claim    injury   as    result   of    conditions    imposed 

WtS>M'.H.K.  Offic*  of  the  Executive  Legal  Dlr.stor  BO/U 
nFNTON.H  R  Office  of  Nuclear  Reactor  Regulation,  Director. 
19947:  133.  24X  Fiche:  3O-266,  B3/09/10.  831  1040019. 


ip. 


B311040055  Addl    response    to    FOIA   request    for    records    re   Uesti  ng  house 
st.am  generators   &    turbin.s.  Forwards    documents    listed    in 


Winthrop,    Stim.on,     Putnam    t,  Roberts.       4pp, 
Fich»:SO-266,  93/09/30,8211040055. 

8211040070  Beeue.ts    issuance   of    order    requiring    licensee    to   conform 
coneitions    df.cn.s.d    at    791138   brief  ing    R«tart   tfP™"**^... 
CHILK.S  J        Office    of    the  Secretary    of    the   Commission.       /?/ii/-iu. 
OOBSICKi0.J.       Office    of     th»   Enecutive   Director    for    Operations.        Ip 
15946-  086         S4X    Fiche:  50-000.  03/09/30.  831  1040055. 
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-BOO/150207   Forujrdi    HI    Environ    Decade. Inc    800539   request    far    hearing    on 
mod    of    600401    order   1   memo   r  I  c  ororaend  i  ng    consolidation   of    tun 
r«qu«sts    For    hearing. HI    Environ   Dtcftd  t,  In  £    request    only 
end. 

, JP         Regional    Operation*    fc    Enforc  tment   Division.        BO/ 04/23. 

R         Office   of   Nuclear    Reactor    Regulation,     Director.        lp, 
15?46:0'76        34X   Fictie:  50-000:  83/09/30,621  1040055 

211150001    Foruards   contention's    re    stt-an   generator  rep  I  acemtnt. 
ANDERSON, P         Wt.coniin's    Environmental    Decade.       B2/11/05 
BLOCK,  P    D.  .     KLINE,  J.  R.  .     PAXTQN,  H.  C.        Atomic     Safety    and    Licensing 
Board   Pare!          tp.        16059.259.        24X    Fiche   30-364.  BS/  1 1  /OS,  B21 1 15000!. 

-821 1150Q02  Contention    re    steam    generator    r  ep  laceirunt;,  lupp  1  (-man*  ing 
BZ0810  petition   to   intervene 

ANDERSON-P.        Huconsin's    Environmental    Decad*.       82/11/05  Atomic 

Safety    and    Lit.nung   Board  Panel.       25pp.        16039:257.       24X 
Fichc  50-266,  92/11/05,6211130001. 


For    loose  parts 

tevera 1 

Loose 


211150657    Informs    of   completed    visual     fibencope    insji 
in   Unit     I    steam   generators.  Imp     revealed    pretence    at 
fonign    objects    in   secondary   side    of    steam    generator 
p»rts    bear   no    relationship    to    1 1  peving  ,  Svc     list    ent  1 . 
CHURCHILL,  B.  W.        Shau,    Pittman.     Potts    tc   Troubri  dg>.        CHURCHILL. D.W 
His  conn  n   Electric   Pousr    Co         63/11/09         BLOCH,  P.  D.  ,     KLINE.  J.  R.  . 
PAXIuN.H   C.        Atonic    Safety    and    Licensing    Board   Panel.        3pp. 
16061:  163        24X   Fichu.  50-26i,  02/1 1/09,  B2E 1 150-657. 


311160277   Foruardi    B20923    suirwiaru    of   B20TO9   meeting    J.    Sections    II-  IV   f. 
V,  Tables    A~l,  A-2,  B-l    !.   B-4    !,   Apps    D   t,    F   af    "Steam   Genarator 
Inip   Program   Return    to   Power   Rept,San    DnaFrej  Nuclear 
Operating   Station, Unit    I, Sept     1932."    W/o    end. 

BACHMANfJ.  R   G         Hearing    Branch    I.        B3/U/12,        ANDERSON. P.       Wisconsin's 
Environmental    Decade         lp          (6303:194         24X    Fl  che  .  90-266,  B2/1  I/IS. 
B2I  1160277. 


J11190200  Advisei  that  time  fo 
eip irsd.  Commi si  ion  declined  r 
agency  action  on  821110. 

CHILH.S  J.  Office  of  the  Secretary  of 
Oft' ice  of  the  E  i  e  c  u  t  i  v  e  Legal  Director 
Ficne:SO-366,  S3/I  I/IB.  B31  11702OO 


mission    to   act   to   r-evit 
1  Decision    became    final 


the    CommiSBion.       B2/1 1/ IB 
lp.         16151:072.       2-JX 


Op  Bra  ting    1  i  cetiit    stage    tf acumen  t  *    f-    corr  es  pandence 
H103Q1A2    "Tech    Spec    far   Redundant    DHR    Capab  il  i  tg,  Point    BeachjUtiitt 

1  &  2r       " 

STOFFEL,  J.  H  ECtS,  Inc.  FIN  A-,6439  6211030162.  02/07/31. 
DOHOHEH,  J.  N.  Division  of  Licensing-.  16pp.  15936.  O3D  24X 
Ficfce-  50-266,  32/07/31,621 1030162. 

J!  IO40019  Addl    response   to  FO1A   request    for    records   re    steam 
genirators   !.    turbines   Foruards    document!    Hated    in    App    C, 
Documents  alio    available    in  PDH. 

FELTONiJ   H         Division   of   Rules    and    Records          B2/09/10.        LONG,  D.  J, 
Hinthrop,.    Stimson,    Putnam  &  Roberts.        3pp.        15947  Oil        24X 
Ficne:  50-266,  93/09/10.  B21 104001 9. 

•8211040023  Discusses   steam   generator    tube    incident  at    Facility  6  need 
for   amending    Tech   Spec    Section    Z   304    to    include   Reg    Guide 
1.83    implementation   &    I    gpm    (eat    rate    limit. 

GALLO.J.  Hearings  Division.  75/03/00  GOLLER,  K.  Division  of 
Operating  Reactors.  lp  15147:065.  24X  Fi  che.  50-246, 63/09/10, 
6211040019. 


-800331Q4A4  Discusses    info   re   Oct    1979   itiam   generator    insti   &    tmuact 
79II30    safety    evaluation. 

NOONAN.VS         Engineering    Branch.        60/01/04.       EISENhW,  D.  G. 
Division   of    Operating    Reactors.        4pp.        15947:107         24X 
Fiehi    50-266.  62/09/10.  921 1 0400 19-. 

209210027   Generic   Ltr   82-li    to    all    PWR     licensees   re    NUREO-0737   Tech 
Sprcs.  Requests    nview  of   Tech   Specs    to   determine   consistency 
u/ouidance  provided, For    items   u/devi  at  ions,  amend   to    lionse 
required.  H/o    ifated    encls.Bvc    list    encl. 

EISENH'JT,  D.  0.        Division    of    Liceniin-j.        82/O9/20.  Consol  Ida  teif 

Edison  Co     of   Neu  Vor»,     Inc.       I5pj>.       13930    140       24X 
Ficne    50-000,02/09/20.8309210027. 

M104005S  Addl    r*>ponse   to  FOIA   request    for    record*   re   Uestingtioute 
steam  generators  4   tori  ines.  Forwards    documents    listed    in 
App    0.  Documents    also   available     in   PDR. 

FELTOM,  J.  M.       Division   of  BuUs    and    Records.       B2/09/30.      LONO,  D  J 
Mlnthrop,      .timmn.     Putnam   6   .Roberts          4pp.         15946' 015         54X 
Fiche:  50-266,  92^09/30.621 1040055.  ' 

•7912S8002S  Forward.    "Calculation   cf    Setondarg-Prim.ru   Leakage"    to 
clarify    staff    response   re    potential     leakage   rate   during 
««»nu  C,omfl""'l">"-   oriefinj    on    ttfam  generator    integrity. 
DENTON.K.R.       Offic,   of  Nuclear  fi»«tor  fiegulation,    Director 
79/11/29.       HENDRIE.J.M.       Com-nl  ,s  i  c-n.rs.        2pp         15946-093         34K 
Fiche:50-000,B2/09/30,82H04,OOS3.  ' 


— 8019020004  Discusses    insp    of   steam  generator    tube    degradation.  OullLCr 
consultants    continuing    analysis. 

DENTON.HR.       Office    of   Nuclear   Reactor  Regulation,     Director. 
60/04/IS,       AHEARNE.  J.  F.       Commissioners.       2pp.        19946: -071.        2« 
Fiche:  SO-000,  9S/09/30,  931 104O055, 

— S007230372  Forwards   Ul    Environ    Decade   request    Por    hearing    r»    B0040I 
order  permitting    continued   operation    for    addl    90    Pull    pouer 
4a<js.  Reques t   should    be    tent    to   ABLD    to   be    considered    in 
conjunction    u/previous    request    for    hearing    . 

DEMTQfJjH.  R,       Office    of   Nuclear    Reactor  Regulation,     DirDCter. 
80/07/10.       CHILK.S.J.       Office    of    the   Becratary    of    the    CommlliioTi 
lp,        15946:  093.        24X   Fiche:  SO-000,  B2/09/3O,  9211040038. 

— Bl  10300063  Foruards    request    for    addl    info   rs    steam  generator     tub* 
ileeving   project,  Questi  ons  withheld    (ref    10CFR2.  790 1. 
CDLBURN.T.O.       Operating   Reactors   Branch    3.        Bl/10/22.       CLARK,  R.  A 
Operating   Reactors   Branch    3.        lp.        15946:097.       24X 
Fiche:  50-000.  92/09/30,  B21 1040055, 

8211060612  Foruards    request    for    addl    info  re    TMI    Item    IMt  323, 
"Pouir    to  Pump  Seals.  "   Draft   transmittal    Itr    enc  1 
HEOrJER,  J-D.        Division    of    Licensing.        83/09 /3O  Division   fit 

Licensing.        5pp.        15971:354.        24X   Flc  he:  30-000,  B3/07/30,  031 1  06Q6I2 

9311160010   Partial    response    to    FOIA    request    far     documents    re    GHft    dild|n 
deficiencies    It  major    interim  ac  ti  ons.  Foruiarda    rfocuments 
listed    in  App    A,  App   B    documents    available    from  FDR. 
FELTON,  J.  H.       Division    of   Rules    and   Records.        02/10/04.       IMfNEFJ,  D 
Affiliation  Unlmoiun.       Bpp.       16122:096.      24X    Fi  che:  50-000,  flP/1 1>/0*- 
S211I600IO. 

- -301109031  a  Concurs   u/recommenda  tion    that  design   of    I  nterxorne.  1 1  ion 
between  redundant    saf  etij-rela  ted    buses   be    revieuind    t 
modified   as    required    to    satisfy    provisions    of    flog    Ouiif*    1,6. 
Supporting    matl    encl, 

DENTQN.H.R        Office    of   Nuclear   Reactor  Regulation,     Dlr«<tor, 
BO/10/16.       HICHELSOM,  C.       Director's    Office.        llpp.       1A122:  134,       341 
Fiche    50-000.  B2/1 0/04.  B21 1 160010. 

B2K0900I7  Approves    short   &    long-term   actions    to    correct   EKF   J»li*r 
doPlciency   discovered    as    result    of   ui  i  r  i  ng   mails    to    atoam 
generator   bloudoun    line    isolation   valves. 

CLARK, R, A.       Operating    Reactors    Branch    3.        82/10/OE).        FAV.C.H 
Wisconsin   Electric    Pouer    Co.        2pp.        16029:000.        SIX 
Fiche:  50-266,  93/10/08,  B31I09O017. 

8211110021   Foruards   reqjeat    for    addl    info  re    TMI    Item    ir,K.:i   HD,     "firtr, 
to   Pump  Seals."    Identification    of   areas   of    conformflnco    or 
dovlatlon   from  stated    position   &   detailed    supporting    Info   on 
daslgn  d  operation   of    affectod    cooling    ay  a    requested. 
CLAfW.R.A.       Operating    Reactors    Branch    3,        B2/jq/19,        FAV.C.  W. 
Wisconsin  Electric    Pouier    Co,       3pp.       I60B3:2I3.       SIX 
Ft  che:  30-266,  82/10/19,8211110021. 

6211010094  Requests    « ipodi tiout.    review   t-  approval    of   Revtsion    3    Iff 
Edlerer,  Inc  Generic    Rept  EDR-t,     "Nuclear   Baf ttty-Rela ted 
Eitra-Safetg    I,.  Monl  toring    IX-SAM)    Cranes"    to    assist    in 
completing   auilliaru    bldg    crane    upgrade    in    timely   mannor. 
FAY.C.M.      Wisconsin  Electric   Power  Co.       B3/1O/S2,       DENTON,  H.  R. 
Office  of  Nuclear  Reactor   Regulation.    Director,       EISENHUT.  D.  0, 
Division  of  Licensing,       2pp.       1SB67:264.       24X   Ficho :  SO-Stt,03/lOJSJ. 
9211010034. 

8211110015  Foruards   request    for   addl    info  re    locied    rotor   accident 
analysis  t  discrepancies    between   LOCA  analysis    in    updated 
FSAR  it  previously    approved   7911(9  LOCA  reanal  us  i  9.  Rflsponie 
due    by    821112. 

CLARK, R. A.      Operating    Reactors    Branch    3.       8S/1Q/33.       FiW.C.H 
Wisconsin  Electric   Pouer   Co,       3pp.       16053;21t.,       34X 
Fiehe:  SO-264,  82/10/22.  921 1 1 1001  S, 

6210260098  Generic   Ltr  82-20   to   all    pouer  reactor    license". p* r«ai t 
hotifers  &  applicants    For   CP  re    guidance   for     Implementing 
SRP   rule. Foruards  NWEO-0906.  NUREO   to    be   ussrf    as    interim 
maasure   until    Rog   Ouid"e    1.70  revised.  Bvc    list    encl 
ETSENHUT,  D,  G.       Division    of   Licensing.       SH/lO/Bi,  Cotliol  104  ttd 

EdCson  Co.    of   Ntu  York,     Inc.       9pp.       15993:299,       24X 
FI  Cht:  50-000,  B2/10/26,  B8102600BB. 

B2IOS70030  Generic   Ltr  3S-32   to   all    PUB    licensees    TE   Conjrentanjsl 
request   for    info   concerning   steam  generator    tube    fnteort tu- 
Foruiards  Congreisman  Ed  Harkeu    83101-?   question*    re    steam 
generator   tube    integri  tu.  Svc    list   and 

E-IBENHUT,  D.  0.       Division   of  Licensing.       B2/10/B&.  Contol id*  luff 

Efliton  Co,    of    Nsw  Yor*,     Inc.       10pp.        16099' 3 3a        24X 
Fiehe:  50-000,  82/10/36,  B210270030. 

B2111iOD85  Forwards    rtquest    for   addl    info  re    BH0723  &  0810  igbAltla]* 
--rning    steam  generator  replacement.  Response    requ«it»d  fcu. 

,j,  "/•      Operatinj    Reactors    Branch    3.      82/10^26,       FAV,  C- M. 

Wisconsin  Electric   Power   Co,       4pp.       16I01'237        24X 
FI  chs:  50-S6S,  B3/10/26,  B21 1 16OOB5. 
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Foruard*    adrfl    info  re    QA   programs    tt  WCAP-924S  Revision  6, 
OA    program  plan    to    tuppnrt   planned    steam  generator 

FAY.C.H-       Wisconsin   Electric  Pouier   Co.       B2/10/27.       DENTON.H.R. 
Office    of  Nuclear    Reactor   Regulation.     Dime  tor.       CLARK,  R.  A. 
0«  IT  a  ting  Reactor*    Branch    3.       12pp.        15721:270.       24X 
Filfce:  50-E66.  82/10/27,821  10-10300. 


— £211040304  QA    program  plan    for    facility. 

»      NurtlrahBuie   Electric    Corp.       WCAP-9245    R06.       82/06/03. 
1:285,         SAX    Fiche:  50-266.  S2/10/27.  821 1040300. 


29pp. 


52IIONJ5EB  Rilpondi    tq   NRC   820813    1  tr    re   adequacy    of    itation   electrical 
attribution.  Failure   of    both    low  voltage   station   auiiliary 
lr*n,lf«rM»rt     ii    condition    tfeicribed    in   FSAR,  Chapter    7, 

F,ftV*C.U.  "m«<on«in   Electric   Pouier   Co.       BB/  10/31.       DENTON.H.R. 
of   Nut  Itar   Reactor   Regulation,     Diractor.       CLARK.  R.  A. 
ing    Reactor*    Branch    3.      2pp.       13063:087.       SAX 
:  SO-266.  32/10/39,8211020533. 


B211160047   Generic    Ltr    92-26    to    po^er    reactor     I  icM«.*(»icop  *    l-" 
Vraln)    re    NUREG-O744,  R.vi  sion    1,     "Pressure    Veseel    Hall 
Fracture    Toughn.ts.  "    Foruard,    NUREO-0744.  Revi  sion    1-W/o 

SHUT,  "  o'     •SSii.I.no.    Licensing.         M/il/lB-  C-n.-H-t- 

EdUon    Co.     of    INeu    Yorfc.     Inc.        52pp.         16232:312.         24X 
Fichu:  30-000,  62/  1  1  /  1  2,  B2  111  AO04  7. 

0211240191     Forward.    Amendi    6S   i    73    to    License*    DPn-24    ^    DPR-H?, 
respectively,  safety    evaluation    fc    natice    of    Issuance    fc 
availability.  Amendi    change    Tffch    Specs    to   modify    radiation 
area   entry    control    procedure*.  0-,,,,/i-j,        FAV.C    W 

COLBURN.T.O,        Opera  t  ing    Reac  tor  9     Branch    3.      c«2/li,<'?         IAV.^.H 
Wi.coniin    Elsctric    Power    Co,        5pp.         16230:250.         2fl> 
Fie  he:  90-266,  B2/1  1  /  1  2-  B21  121O19  1  . 


&    73     to   Lie.n...    DP«-24    E-    DPR-27,  T-.p.ct  iv.H(. 
to   modify    radiation    arsa    BntrV    control 


—  B211240200   Amend 
changins   Tech 

CLARK,  R,  A,        Operating   Reactors    Branch    3.        B2/11/12. 
16230-2SS.         24X    Fiche.  50-266,  03  /  1  1  /  1  2,  B3I  1  24019  1  . 


7pp. 


Hot  if  lei    that  Class    IV,  III    t>    II    fees   are    due    For   820527 
rqu  far   Tech   Spec    changes    re    steam  generator    replacement 

6    6209*30  request    for    changes  re    spent    fuel    pool    poison 
survlillanee    d  PORV  aperab  i  1  ity  ,  respective  1  y. 

OIQSSjfl.M         LfceniB   Fee    Management    Branch,        83/10/39.        FAY,  C.  W. 
UUcaniin  Electric    Pouer    Co.      3pp.       15953:361.       24X 
Fie  he:  50-266,  62/10/39,8211010069. 

Requests    confirmation    of    interpretation    that   Paragraph   2.  E 
in    License*    DPR-24   fc   DPR-27  permits    return    of    spent    fuel 
to    facility    from  OE  Morris   (•  West   Valley    facilities   b    that 
no    further    license    author  i  lation    required. 

FAY.C,  H,       Wisconsin  Electric   Power  Co.       82/il/Ol.       DENTON.H.R. 
OHltf    of    Nuclear   Reactor   Regulation,    Director.       CLARK,  R.  A. 
derating    Reactors    Branch   3.      3pp.       16.034:001.       24X 
Fich«:  SO-266,  62/11/01,821  11  10161. 

62  UJ  501  43  Suppl    to   B21019  application    for  amend    to  Licenses    DPR-24   & 
&PJ5-27   r»   requirements    for    posting   fc    entry     Into   high 

FAV,A   H.      Wisconsin   Elsctric  Power   Co.       82/11/09.       DENTON.H.R. 
Office   of  Nuclear   Reactor   Ragulation.     Director.       CLARK,  R.  A, 
Derating   Reactors    Branch    3.       2pp.       16035:241.       24X 
Fit  h*:30-BM-B3/l  1/09.  8311  150143. 

—  8211150145  Proposed    Tech    Spec    1  S.  6.  1  1    re  requirement*    for    posting    & 

antry    into    high    radiation  areas. 

*      Wisconsin   Electric   Pouier   Co.       S2/II/05.       Ip.       16055:243.       24X 

Flche;80-266.  B2/1  1/03,  8311150143, 

£211170360  ForuaHs    Amends    66  t.   71    to   Licenses    DPR-B4  k   DPR-27. 
T«  i  P*ctivelg,  safety    evaluation   b   notice   of    Issuance   »i 
•availability.  Afninds    upgrade  Tech    Specs    to    provide   redundancy 
gf    DHR   capability.  ,  „    ,, 

COCBUSN.  T,  fl.        Operating    Reactors    Branch   3.        B3/11/08.        FAY,  C.  W. 
Ulf.cGni.in   EUctric   Power   Co.      3pp.       16142:001.       24X 
Fichf.  50-26&,  B3f  11/08,8311170360. 

—  8atll70562  Amend    A6  t<  71    to  Licenses    DPR-24   fc  DPR-27,  respscti  valy. 

upsradinj    Tech    Bpacs    to    provide   redundancy    of   DHR    capability 
In    ill    modes    of    operation. 

CLARK,  R.  A.       Operating   Reactors   Branch   3.       82/11/08.       19pp. 
14142:004.        24X    Flcfie:  30-266.  83/1  1  /08,  821  1  170360. 


8211240207  Safety    evaluation   supporting    Amend*    &Q    &   73    to 
DPR-24    4   DPF1-37,  respectively. 

*      Office    of  Nuclear    Reactor    Regulation,     Directs 
16230:262.        24X    Fi  che    50-266-  B2/1  1  /  1  2,  B2  HaiOl<?l 


QJ/  1  I  /  t 


-B311240S14  Notice    of    issuance    h    availability    oF    A 
Licenaes   DPR-34   b   HPR-27.  respec  t  i  ve  I  4 
CLAFtrt.R.A.        Operating   Reactors    Branch    3. 
16230:267.         a4X    Fi  c  he:  5O--266,  B2/1 1  /  1  2.  021 1240  191. 


3pp. 


B2H3'103a9    Requests    end    contractor     technical     evaluation    rupt    ro 
seismic     qualification    of    auxiliary     feed^atcr     syB     be    revtauod 
J,  comments   providisd    by   821220  .,,,-,        (r-v    r    u 

CLARK,R.A.        Operating    Reactor*    Drench     3.        02/11/13         FflV, C. W. 
Wisconsin   Electric    Pouier    Co.        9pp.         16233:001.         ^1H 
Fiche:  50-266.  B3/1 1/ 12,  S21 12403B9. 

8211170130   Foruarda   Ainends    67   k   73    to    Licenses    DFR-24    (.    DPR-H7, 
respectively     t   notice    of     Istuanca    &    avai laft i I i ttf. Amends 
intlude    renulrement    to  ma  In  tain    security    force    training    6. 

CLARKfR"*   "operating    Reactor.    Branch    3.       03/11/13.       FAY,  C    W. 
UUcomin   Electric    Pouer    Co.       3pp.        lAMthlBS.       24X 
Fi  che:  30-266.  83/1 1  /  I  5,  821  1 1  7013O. 

—8311170111    Amend?    d»7   *  72    to  Licenses    DPF1-34   &   DP.R-37,  rosp  Bct  1  VB  1  y  , 
adding    requ irement    to  maintain    jecurifcy    forco    training    t< 
qualification    plan.  „.,,..,,„ 

CLARK, R  A.        Operating   Reactors    Branch   3.        92/11/19.        5pp. 
16149:   18B.         24X    Fichu:  5O-366,  OE/  II  /  1  5,  021  1  1  70130. 

B211170146  Notice    of    Issuance    tt    availability    of    Amanda    67   6   72    to 

Licenses   DPH-24   S.   DPR-S7,  rcspec  tlvo  1  y.  „„„,.,,„ 

*      Office    of  Nircloar  Reactor    Resulfl  t  ion.     Director.       QH/ll/IJ.       -'lip. 
16148:  192.        24X    Fiche:  5O-2A6. B2/1 I /IS,  82 1 1 17O1 30. 

8311240327    Advises    that    TM1     Item*    1 .  A.  a.  !.,     "Upgrading    «Doctor    t,    lienior 
Reactor    Operator    Training"    t<    H.D.4,     "Troining    Par 
Mitigating   Core    Damage, "    complete    for    facility. 
CLARK.R    A.       Operating   Reactors    Uran-ch    3,       Q2/11/13.       FAV,  C.  W, 
Wisconsin  Electrtc    Poucr    Co,       4pp.        16231:242.        2<1X 
Flche:  3O-26&,  83/1 1/  15.  B3i  1B4O327. 


—  &21  1170564  Ssfttv    evaluation   lupporting  Amends   66  fc  71    to  Licensee 
DFB-24  b  DPR-27,  rB*pectivel«. 

*      Qttict    of    Nuclear  Reactor   Regulation.     Director.       82/11/oa.       Jpp. 
[6148:019.       HAX  Fiche:  50-26i,  93/1  1  /OB,  821  1  170360. 

--8311170564  Notice    of    issuance   &   availability    of   Amends    66  I-  71    to 
t_fc*n»i    DPR-34   fc  DPR-37,  respectively. 

CLARK.  R,  A.       Operating   Reactors   Branch  3.       B3/11/OB.       2pp. 
16142:022.       S4X  Fiche:50-266,6a/ll/OB,B2tll70S60. 

eSliaaO037   Requetts    submlttal    of    ECCB  model    speetflcallg    treating    upper 
eLcftua    in  jec  t  Ion,  Set   of   sample    calculations    encompassing 
ip»e*run  of    large-   break   LdCA*    ihoold    be    included.  Info    due 
bu  as  I  xi  3, 

CLARKrR.A.       Operating   Reactors    Branch    3.       B3/11/OS.       FAY,  C.  W. 
MLttonsln  Electric   Pouer   Co.      Bpp.       16199:SS2,       24X 
Flcha:  90-246,82/11/08,8211320037. 

8211140367  Forum-  if  •   response    to   SS1022  request    for   addl    info   re    lo»9 
Of    coolant    Ploiir   lock   rotor   accident   t<   eiplanation   of 
41Pf*rinces    betuein  LOCA  reanalysls    In   791119    Ur  S< 
analu»lt    In    updated   FSAR.  ,,  ,.  „ 

ByftSTEIH.B.       Hliconsin  Electric    Power    Co.       82/11/09.       DENTON.H.R. 
Qffict    of  Muelear  Reactor   RsguUtlon,    Director.       CLARKi  R.  A. 
Ooerasfng    Reactors   Branch    3.       4pp.       16092:089.       24X 
Fiche:SO-Zd6,  82/11/09.  821  1160267. 


—8211240334    "  Imp  rovemants    in   Training    &    RequaU  f  lea  tlon    Programs    DM 
Required    by    TMI    Action    Items    1.  A.  2.  1    t.    1 1  .  Q.  4    for   Point 
Beach    Nuclear    Plant.Unlta    1    &    2.  "    technical    evaluation    ropt. 
*      Science    Appl Icatlons,     Inc.        NRC-03-83-O96.       3AI- 1 96-039- 12. 
B2/OS/I7.  NRC    -   No   Detailed    Affiliation   Qlvon.        14pp. 

16231:346.        24X    Fiche:  50-266.  B2/11/I3. B21  1240327. 

S2113000B1    Foruards    request    For    a.ddl    info   re    rep  Inc  ement    of    major 
components    For    itsam   generators..  Response   roquestodi    b-y 

CLARK. R. A.       Operating   Reactors    Dranch    3.       82/11/16.       FftY. C. W. 
Hi*eon»in  Electric    Power    Co.       3pp,        !A263:£Sa.       24X 
Fiche: 90-266. 85/11/16,821 13000B1. 


8211300O96  Foruards    ronue-st    for    arfdl     info  r»    820917   request    for    T 
thermal    design    f  loui.  Reaf  ons«    requested    by    821125. 
CLARK,  R.  A.       Operating  Reactors    Branch    3.       83/11/19.       FAV. C.  W. 
Ui*con»in  Electric    Power    Co.       4jp.        16257:341.       24X 
Flche;  50-366,  B2/U/19,  B21  130OOBA. 

B311290396  FdTuards    revised    P-agei     10,11    %   lid     tc    response    to    NRC 
Question  2.  3-4-ti    re    control    of    heavy     Inadaj  including    results 
of  reactor    pressure    venal    lt«ad    drop    analgi  1>.  Inf a    *noulil    be 
Included    In    7-month    response    dtd    B2O111. 

FAYi  C.  M.       Wisconsin    Electric   Power    Co.       82/11/22.       DEMTDN.M.R, 
Office    of  Nucl*ar   Reactor   Regulation.     Director,        CLARK.  Ft.  A. 
Operating   Reactors    Branch    3.       4pp.        14221:t>13,       B4X 
Fich»:  30-266,82/1 1/32,321 1290336. 
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B211300179  R.I  pond*    to    T  Calburn    reqiieit    for    &ddl    info   r*    steam 
generator    repair,  Sve    list    end. 

FAY.C.H.       Uiieonlfn   Electric   Pouer  Co.      32/11/22.      DENTON.  H.  fl . 
Office    of   Nucl«»r  Reactor    Regulation.     Dirge  tar.       CLARK,  R    A, 
Op»rating   Reactors    Branch    3,        12pp.        16839:147.       34* 
Fieri*  :  50-246,  32/LI/22.  82 11  300379, 

8211300224   Foru.rdt    appropriate    tit*    for    B20930  ippl  Uatlon    for    amend 
to  Lioniel    DPR-24   X,    DPR-27. 

FAV-C.M.       Uifconsin   Electric   Power   Co.       03/11/23.      DENTDW.H.H. 
Qftlct    of  Nuclear   Reactor    Reouldtlon,     Director,       DIOQS.  R   M        License 
Fte   Management   Branch.       lp.       16339:192.       34  X   Flehe:  50-266,  B2/ 1 1 /S3, 
8211300324. 

Q.     Inspection    reports.     IE  Bullrtint    &   correspondence 

B211040019  ftiidl    relf-onse    to   50IA   request    for    records   rt    stean 
generators   &    turft ines.  Foruartf *    document*    lilted    In  ABB   C 
Documents   alia    available    In  PDR. 

FELTON,  J.  M.         Divliion    of    Ruin    and    Records.        82/09/10.        LCNfl,  B.  J 
Hinthrop,     Stirnson,     Putnam    &   Robert*.        3pp.         15947-Oil         24X 
Fiche:50-2ie.,  62/09/10.8211040019. 

--B211040021   Forwards    I£    Inquiru.    R.pt    50-?4i/7S-Ol    rt    itacus    of 
corrective    actions   !.    posiible    contributing    ciuiei    of    steam 
jtnerator    tuba    failure.  H/o    *nc], 

JORDAW,  E.  U.       R.glon   3,     Chicaoo,    Office   of    tfle    Director        73/03/17 
SEYFRIT.K.V,       Office    of    In.pection   &  Enrarnmint,    Office    of    th( 
Director.        lp.        13947:0fi4.       24X   FUhe:  30-266,  B2/09/I  0.  821 104001? 


—  6211030339  R*  ipondi    to  NRC   B20920   Itr    re  violation!    noted    in    IE 
Bif.ju.rdi     Imp    R>pt»    SO-2i6/B2-I9   i    SO-301/B2-19.  Reiponte 
ulll    be   available    for   revinu    during    futurn    Inspi    Datalli 
withheld    <reP    10CFH2.  790). 

BURSTEIW.S.       Wlieonsin  Electric   Pouinr  Co.       B3/10/15,       M!LLEB,JR 
Olvl«lot»   of    Enulnearlng    tc  Technical    Proflrarai.       SOB,        1SB9B   EM 
34X   Fiche:BO-266,B2/10/27.B211020S44. 

B2H030071    Sutra  iti    Clagi    III    approval    fee   for    in.Brvics    In^o   (hrofrrin 
In   rcipflni*    to   820923    Itr. Fee    contain*    dlffersncs    in 
amount   oued   t,    ft*   iubnittei!  U/B31011    Itr. 

FAViC.W.       Wiiconiin   Electric   Power   Co.      82/10/27.       OENTOH.H  ft 
Office    of   Nuclear  Rtactor  Regulation,    Director.       CLARK,  R  A 
Operating    Rsaetora    Branch   3,       lp.       19911:343        24X 
Fiefi*;  50-2i6,  B2/ 10/27,  B21 1030071. 

S2110901S3  Act    rec.ipt    af  B50927    Itr    informing   NRC    of    itep.   talciv  to 
cornet   violntionl   noted    in    IE    In*p    R»pt<    30-266/0S-I3  & 
80-301/92-13. 

SPES3AHD,fi.  L.       Division   of  Project   8.   Resident  Program*.       B2/10/B7 
BUfiSTElNiS.       Hi»con»in  Electric    POUJBT    Co.       lp.       Ifi003'023        34* 
Ficfte:  50-244,  82/10/27,  B21 10901B3. 

—B2110901B7  Reipanda    to  NRC  B30BS6    Itr   re  violations   noted    in    IE   [ni. 
Ripti    30-266/32-13  fr   30-301/B2-13.  Correct  ive   action): 
defective    cement   returned   to   manufacturer    d  oriflinal    brand 
u»ed.  Rsmaining    waste   drums  re-examined   d    raprocea**d. 
FAV.C.W.       Hdconiin  Electric    Power    Co.      82/09/27.       KEPPLER.  J  0 
Region  3,    Office   of   Dimeter.       3pp.       16003:024        34X 
Flch»:  30-266,  32/10/27,  B21 1090 1B3 


320BI70220  IE  I  n,f  o  Motic.  B2-37,  "Cr«cfclno  in  Wppep  Shell  to 
Transition  Cone  Oirtn  Held  of  Bteani  Oen*rator  at  Ontratinn 
PUR.  '•  Svc  list  encl,  * 

jaHDAN.E.       D(vi»ion    of  Englnnrlng    (.  Ooalitg   (\iior»nie.       BS/09/16 
Con»olidat«d    Edison    Co.     of   N«u  York,     Int.       105pp.       13730'  O01         24* 
Fiche:  50-000.  B2/G-7/  16,  9203190220. 


8208190232    IE    Info   Notice    92-34,  R.vi  i  ion    I, 
Panel*.  "    S«c     H»t    encl. 
JOfiDAN.E.  L.       DivUion   of    Englntering    )<  Dual  itu  A»iuranc* 

Con>oli!fat»iJ    Edlion  Co.     of  Hiw  Vorfc,     Inc.        107pp        15893- 
Flche:SO-000,  62/09/17,3203190222.  »  a«a. 


Weld,    in  Main  Control 

82/09/17 


8200190229    IE    Info    Notice    62-39.      "Svt    Degradation    o-f   Thick    W«J1 
Stjinlen    Steel    Ret  ircola  tion    Sh|t  Piping   at    BHR  J^Unt    " 
Eve    lilt    encl. 

JOflDAM.E.L.       Division   of    Engineering    i,  Oualltu  Anur-nt..       S2/07/31 
Consolidated    Ediion  Co.     of  Niw  York,     Inc.       36pp.  ' 

Fiche:  30-000.  B2/09/S1,  3309190239. 


92111902-06   Foruarifi    IE    Imp    Repti    50-266/82-18   b    30-301/82-1B    on 
9BOBOI-0930.  No  nuncomp  1  iance  noted. 

STREETER,  J.  F.  Diviiion  of  Project  S<  Resident  Programi  B2/11/01 
QURSTEIM.B.  Wisconsin  Electric  Pouier  Co.  2pp,  16151-257  311 
Fiche:  30-246,  82/11/01,6211190206. 

—  321119&219    IE    Intp    Repts    SO-266/B2-1B   t.  30-301/82-1B  on   B20SOI-OWO  Kg 
noncompliance    noted.  Major  areas    inspected; operational    aafotu 
verif icAtionr monthly   malnt  d    lurvei 1  lance,  receipt    of    nay 
ruel    h  LER    if    imp   rept    follouup 

HAQUE.R.L.,     FITZPATRICK.B.,    REVES,  L.  A.      Division    of   Project   A 
Resident  Programs.      62/11/01.       6pp.       16191:261.       24X 
Fl  ch  i :  S0-Bi6,  B2/ 1 1  /Ol ,  9S1 1 190206. 

6308190249    IE    Info    Notice  63-43,     "Deficiencies    in   LIJR  Air   FiltratLcm/ 
Ventilation   &u».  "   Bvc    Hit   encl. 
JOHDAN.E.L,        Division   of   Engineering    *,-  Qualitg   Assuroncc. 

ConsolUat«iI  Edison  Co.     of  Neui  York,     Inc.        llloo         IAI71>a33 
Flchtr  30-000,  B2/U/I6,  BBOS19024B. 


6209190323    IE    Info   Notice   82-3a,     "Change    in  Format    1  Distribution 
for    IE  Bullet  ini,  Circular.    6   JnfQ  Notices.  "    Svc    1  l.t   encl 
DEYDUNO.R.C.       &(r«tor'9    Office,    Office  of    tnspettion  ajid' 
Enforcement.       62/09/22.  CansoElUated  Edlion  Co.    o*  tit  a  York, 

110pp.       14018:021.       24X  Flch»:  50-000,92/09/22.6203190223. 


B203190233   IE    Info    Notice  BS-43,     "PUR   Low  THmp    Overpressur t- 
Protection."    3vc    list   encl. 

JORDAN, E.  L.       Division   of   Engineerino    b  Qualtti;   A93uranc«,      S3/Ll/i9 
Coniolldateif  Edison  Co.     of  Neiu  York,     Inc.       93no         16232'2?B       24K 
fiche:  30-000,  B2/1 1/19,8203190233. 


B203190Z32    If   Tnfo    Notice    B2-40,     "Def  i  c  I  enc  i  .  «    In  Prlmar,;    Cof.talnm.nt 
Electrical    Penetration   Assemblies."   3vc    litt   en«l. 
JORDAM.E.L,       Division    of    Engine  »rln9    t<  Quality  A*turance,       B2/09/22 

Coniotidat.d    Edison    Co.     of  New  Yorli.     Int.       liana        1393O'O19        suit 
Fiche  :  30-000,  B2/09/22.B20B190232.  fJu.uiT.        *tt. 


!t>riTlt  fchat  a°°425,  6=0414  *•  050^  r.sponsit  to  IE  Bulletin 
80-04,  "Analysis  of  FUK  M.in  Steam  Line  Break  W/Continu.J  uu'1"ln 
Feeduater  AddltionP"  acceptable. 

CLARK.ft.A.       aper»tlno    Reactori    Branch    3.       BSfiQ/QB.      FAY,  C  U 
Hiieoniln  Electric    Pnu*r    Cs,       2pp.        1S973'B2S        24X 
Fieh«:  50-26A,  BS/IO/OB, 


R.     Ptrlodic    operating    reports  t  related    correspondence 

B2111&0232  Foruiard*   monthly    operating    repts    for  Oct    19B2 
•BURBTEJN,a.       Hiiconsin  Electric    Powar    Co.       82/11/11, 
Detailed    Af fi 1 iat ion  Given.       lp.       16092' 117        24X 
Fich»:  50-26&,  92X11/11,8211160223. 


— B2IUA022S  Monthly   operating   repts    for   Del    19B2. 

FAViC.H.       Mliconiin  Electric    Power    Co.      B2/11/OB. 
16092:  1  IS.       24X   Fiche:  BO-266,  82/1 1  /  1 1,  B21  1 160222. 


I0pp. 


H  5?  Safety  evaluation  supportins  oti  1  responses  to  IE  Bulletin 
SO-0+,  "Analyst,  of  PWR  Main  Bt.am  Lin.  Break  M/Contlnuei  BU'lBtln 
Feeduattr  Addition,  "  innuto 


JORDAN.  E.L.       Divlsfon    of   Engine.  ring    &   Oj.l[t<|    Anuranee.       SS/IO/22 

t,C?ntSi'^*1'   "ilon  Co'     of  Ntu   /orl"     Inc' 
FichiiSO-OOO.  BZ/10/22.B208170K39. 


92110B0544  Act  r.c.lft  of  BB1013  Itr  ln*<.rmino  NRC  of  itep 
torr.cfc  violations  not«<t  Jn  IE  Sar»,uar^  In.p  R.pt,  ' 
30-266/62-1-?  I,  SO-30I/B2-19.  F  P 


,  92/10/27- 


ric   Powir   Co,   •    lp. 


t.ken    to 


92/10/27. 


8.    DeporUble    occurrences,    LERs   i,   related   correspondence 

8211010031    Discusses    inoperabllity    of    Instrumentation    Hnei    du«    to 
eitnme    cold    weather.  Encl    lists    affected   plants   i  LEffi 
durlna    ulnUr    of    19B1-B2,  Inclusion   of    data    in   next  Pouter 
Rlactor   Event  i    would    help    inform   licensees, 
S^ESPSki,*1;      Ri»e*or   Operations   Analv«li   Branch.       SS/Oi/10. 
MICMELSDN.C.        Dirtctor'i   Office.       4pp.       13892:039        24X 
Flehe:  80-000,  82/04/18,6211010031. 

8BllOo02a«   TfUenpg    message    of  LER  B2-009/01T-0:  on   821030,  tuot*    in 
Si!™8!"*1'***1'*   A  fc  B    fllunl(  u''ml"<«    f"*"  -»OX   dagradotion.  On 
B21023.1nsp   revealed   9  uit  or   dripping   explosive   pluos.No 
eaust   itated.  Tv»»«   plunged. 

LINKiH,  E.       Mi«con«ln  Electric  Power   Co.      B2/11/01.       KEPPLER.J.O, 
fitoic-n   3,    Office    of  Director.       2pp.       15933:001        24X 
Fl«h«:  30-246,  BS/1 1/01,  821 1060284. 
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WI109Q240LER    82-OIB/01T-0: on  B81015, incorrec t    instrument    bat    supply 
tVfFtld    to    alternate    supply    following    rept    of   fire    in    supply 
bri-altr    for    10VC4   motor    generator    set, causing    loss    of 
redundancy    on    containment    pressure    indicator    1PT-950. 
•LINft.R   E.       Hitconsin   Electric    Pouer   Co.      02/11/03.       KEPPLER.  J.  Q. 
Ruflian   3,    Office    of    Director.       2pp.        15992:303.       S4X 
Fiche:  50-246.  03/1.1/03.821 1000240. 

E£l IO9QEQ7  LER    82-01W01T-0;  on  821 103.  b  ody-to-bonnet    studs    on   D    loap 
r it ii ti  net    temp    device   bypass   manifold    valve    isolation 
vilvl    -round    t  egraded.  Caused   bg    corros  ion.  Al  1    studs    replaced 
t  tinfliT    valves    inspected. 

LINK.  R   E.      Wisconsin   Electric    Pouer   Co.      02/11/03.       KEPPLER.J.O. 
FUjion   3.    Office    of   Director.       Ip.       1  £004;  3  OB.       24X 
Flcfct:  SD-26i,  B2/I I  f03,  021 1090207. 

f21115OS44  PNQ-IlI-B2-136:on  B21 1  05,  pi  eces   of    metal    b   other    debris 
found    In   tt.an  oenerators    A  ti   0. Retrieval    efforts    Initiated. 
Edify    current    tasting    of    cold    leg   will    begin    tuhon    equipment 
tri-lvr  i.  Cenerators    scheduled    for    replacement    in   Sept    19B3. 
REYES. t,,    STUEETER,  J.       Region   3.     Office   of    Director.       02/11/09.        Ip. 
1 4-0 IS:  OB3.       24X  Fiche:  50-366,  62/1 1  /Q9,  821 1 1  50244. 

Pa  11 S SOBS'!   LEfi    B2-O32/01T-0;  on   821 105-06,  tube  I    in    area    of    C    Clamp 
ihcued1    possible    tube   ua  1 1    degradatl on.  Tubes    found    to   contain 
•••oMrfatlon.   greater    than   40K  mill    be    pluggad. 

LIISW.H.E       Wisconsin  Electric    Power    Co.       B2/11/11.       KEPPLER,  J.  G. 
Region  &    Office    of  Director.       2pp.        16193:230.       24X 
FUhw:  50-?6£i.  82/1  i  /1 1.  02t  133028-7. 


02I133O003    Transcript     of    8211  IB    hearing     in   Mi  luaulcee,  HI.  Pp    1,804-1.883. 
»      Atomic    Safety    and    Licensing     Doard    Panel.         Ba/ll/lB.        lO4pp. 
16173:  229.        24X   Ficne:  SO-266.  &2/1  1/18,  BSl  1230003. 

6211230320   Transcript    of    B3111B    hearing    in  Mi  liuauk  ee,  WI.  Pp    1  ,  6Q3-1  ,  E!03. 
Supporting   documentation   enc  I 

»      Atomic    Safety    and     Licensing     Board    Panel.         B2/11/18.        279pp. 
16197:  120.       24  X   Fie  ho:  50-JMUi.  82^1  I/IB,  B21  123O33O. 

8211230437    Transcript     of    S3  1  1  19    special     prehearing    conference     in 
Miluiatikea.UI.  Fp    39-L15. 

«      Atomic    Safety   and    Licensing    Board    Panel.        E52/II/19.       76pp. 
16191:286.       34X    Fi  che  :  50-266.  B2  /  I  I/  I  f,  021  1  23O437. 

V.    Operator   Eiamini  t  i  on-a 


9210130O19  Oeneric  Ltr  e2~ia  to  all  power  reactor  appli 
HcoruBea  re  raactor  operator  ^  senior  reactor  operat 
rtnualit  icati  on  •  iams.  Adv  i  tes  that  etarns  begin  at  fac 
after  B2100i.Svc  list  encl. 

EISENHUT.  D.O.        Division  of    Licensing.       ea/lO/12.  C 

Edison    Co.     of     NeuYar*.     Inc.         15pp.         16003:  234.        24X 
Fiche:  50-000.  B3/  10/1  2,  631  01300  1  9. 


DOCKET    50-267   FORT   ST.      VRAIN   NUCLEAR    GENERAT I NG    STATION 
F.    Socuritij.    metJlcal.     Hmergency   &    fire    protottion    plans 


ility 


Forwards   LER   02-017/01T-0. 

FAY.C.  H,        Wisconsin   Electric   Pouier    Co.        Ba/11/19.        KEPPLER.  J.  0. 
Region  3,    Office   of   Director.        Ip.       16236:029.       24X 
Flcfce:  S9-2&&.  62/1 1/15,  821 1300359. 

S3 1 1300363  LER   32-017/01 T-0: on    B21030,four    tubes    in    iteam   generator    A 
lr   three    tuftet    in    steam   generator   0    indicated    degradation 
gr*attr    ifian   40X    plugging    limit.  Caused   by    intergranular 
attack   Tubei   mechanical Ig   plugged. 

FAV.C.H.       Hiiconiin   Electric    Poiuer    Co.      82/11/15.  Region   J. 

OHici  of    Director.       9pp.       16236:030.       24X   Fiche:  50-266,  BS/  1 1/  1  5, 
0211300359. 


Saiia?0594  Forwards    LEfi   B2-01B/01T-0. 

BUHSTEIH.S.  Wisconsin  Electric  Pouer  Co.  B2/H/19. 
fl*gl«r  3,  Office  of  Director.  Ip.  16226:039.  24X 
Flch«r  30-264.  92/11/19,8211290394. 


KEPPLER,  J.  Q. 


LER  BS-01S/01T-0: on    B31013.uhll*    attempting    to   shift    gellou 
ini  trument    bus    to   alternate    supply. bus   de-energiied    Id 
turbint  runhack    occurred.  Caused    by    shifting    uirong    DUB    power 
lupflv   due    to  .misunderstanding.  Warning    signs    posted. 
FAV,  C.  U         Wisconsin    Electric    Power    Co.        B2/11/19.  Region    3. 

Office    of    Director.       2pp.       16226:040.      24X   Fiche:  30-266, 
6211390394, 


Sail£TO7S5  Forward*   LER  B2-019/01T-0. 

BWtSreiH.S,  Wisconsin  Electric  Power  Co.  B2/11/19. 
H«fl  Ion  3.  Offlte  of  Director.  Ip.  16229:144.  24X 
Ft*h»:  30-266!  fi2/l  1/19.  B21 1290725, 


KEPPLER.  J.  0. 


— 62-1(2190739  LER   3B-019/01T-0:  on    B21031,bnrie    acid    wastage    discovered    on 
studt    of   B    loop    resistance    temp    device   bypass    isolation 
valve   RC-559B.  Apparently    caused    by    body-to-bonnet    leak    on 
vjlVt.Stud*    replaced   &   bolting    on    similar    valve*    examined. 
FflViC.H.       HUconsin  Electric    Pouier    Co.      83/11/19.  Region    3, 

OfFi«*   of    Director.       3pp.       16HS9:  14S.       24X   Fiche:  50-266.  08/11/19* 
6311290735. 


H faring    tranicriftt    on   non-antitrust    matters 


8211040337   Testimony    of   WD  Fletcher   re    adequacy    of    eddu    turrent 
ti«tin.g,Certlficdte   of  Svc    end. Related    correspondence. 
FUETCHERrW.  B.       Utseonsin   Electric    Pouier  Co.       FLETCHER,  W.  D. 
M-itinonouie    Electric   Corp.      B2/11/OB.       10pp.       15927:206.       24X 
FEche:  BO- Pi 6-  Q2/1 1/02,  831 1040337. 

&2liHX»3&  Transcript   of  BZilOB    telcon    in  Hashinoton,  DC    to   resolve   Wl 
Environ    Dt-caie   request    for   consideration   of    oral    motion    re 

*  f*ciat    c-ittovery    matter.  Pp    1, 353-1. 3B2, 

*  Atonic    S*fel«j    and   Licensing    Board    Panel.       92/11/09.       32pp. 
1&023:27L       24*    pich«;  30-266,  83/1 1/OB,  8211 100038. 

8211230357  Transcript   of   B21117    limited    appearance    session    in  Two 
niviri.MI.Pp    10.  000-10,  03B. 

*  Atonic   6»fety    and   Licensing    Board    Panel.       82/11/17.       42pp. 
16!?3:23e.       34X   Flehe:  50-266,83/11/17,8211230357. 

6211230340  Transcript  of  821117  hearlno    in  Hi IwauVee, HI.  Pp   1,  3B3-1.A03, 

*  MoaEc   Baf«tv    and  Licensing    Board    Panel.       B2/11/17.       24Bpp. 


821130O36B    Respond*    to    WFIC    E32061B    1  tr    re     inference    that    emergency 
e»ercise    scenario   &    observer   packages    uierc    not    auomitted    in 
timelij    manner.   Info    submitted   H20523   w/revision    on   930520 
WARErtBDURO,D.   W.        Public    Service    Co.      of    Colorado.        02/U6/25. 
COLLINS,  J.  T.        Regtnn    4.    OFfic*    of    Director.        3pp.       16236  OOtv.       24X 
Fiche:  30-267,  82/06/35.  B31  1300363, 

B21004O063   Generic    LtT    82-17    to    all     power    reactor     licensees     fc 
applicant!   fc    holders    of  CPs   re     i ncann 1 stenc y    between 
requirements     of    IOCFR50.  5<!<t)    S.    STS    far    performing    audits    of 
emergency    preparedness   programs .  Svc    list    encl. 

EISENHUT,  D.  0.         Division    of    Licer,sinB.        B2/1O/01.  Consolidatpd 

Edison    Co.     of    NBW   York,     Inc-         llnp.         16002:288.        24 X 
Fithe:  50-000,  H2/IO/Ot,  S21O0400c>B. 

8211010437   Forwards     IE   Safeguards     Inap    Rept     5O-267/B2-22    on    S20913-17 
No    none  omp  1  ia  nee    rote  if. 

MADSeH,  0.  L.        Division    of   Resident.    Reactor    Project    i  Eng  moor  ing 
Proarans         B3/10/05.        LEE.O.R.         Public    Service    Co.     of    Colorado.        2pp 
15879:071.        34X   Fl  Che:  5O-2i7,  B3X  10/05.  021 1  01O439 

— B211O10577    IE    Safeffuarda     Insp    Rept    5O-E67/B3-22    on   820913-17.  N<i 
non-compliance   noted. Hajar   areas    inspected  :  aecur  i  tij   proQrani, 
protected    &    vital    area*  p  secur  t  t>j    iijs    pouier    supply  4   access 
control. Details    withheld    Cref    10CFR2.79O). 

CALDUELL.R.  A,  ,    EVANS, C. A.,    KELLY, J.  A, F.        Region    4,    Office    of 
Director.         63/09/30.        Ip.         19879:073.        51 X    Fich»:  30-367,  02/ 10/OU. 
S21 1010439. 

B210070019   Generic    Ltr    82-31    to    all    licensees    &    applicants    of    nutlonr 
poiuer    reactors   re    Toch   Specs    for    fire    protection   audits. 
Forward*    guidance    discussing    general    scope    a    describing 
element*    to    bo    Included    In   audit. 3vc    Hat    encl.  ...... 

EISENHUT, D  0.       Division   of   Licensing-       93/10/06.  Consolidated 

Ediion   Co.     of    New   York,     Inc.        Ifpp.        19993:338.       24X 
Flehe: 5O-OOO, B2/1O/06, 921 0070OI9. 


B21104O551    Approves    830602   request    for    change-s     in    security    pUn. 
CLARK,  R.  A.       Operating   Reactors    Branch    3.        BH/10/13.      LGE,  Q.  R. 
S.rvic.    Co.      of   Colorado.        app.         15944:359.         S4X   Fiche:  5O-3i7, 
Sa/10/13,B21I0405Sl. 


Pub  1  i  c 


8310290108  Oeneric    Ltr    B2-33    tn    all    Ucen-iBBS    S.  applicants,    rfl 
inconsisteneg    b«tuean   requirements    of    10CFR73,  40(a>  !•  STS 
far    performing   audits   of    safeguards    contingency    plans 
(security    plan). Svc    list    encl,  mj,«™  ^  ,*.,    *   ^ 

EISENHUT.D.O.       DlvHion    of    Licensing,       82/1O/30.  Consolidated 

Ediion    Co.     at   Neu   York,     Inc.       Bpp.       l3-?ra:3l9.       24X 
Fiche:  50-000,  92/10/30,021 02TOI08. 

8211100183  Release*    public    version    nf    changes     to  radiolog lea  1    emergency 
response   plan    implementing    procedures. 

FELTC1N.J.M.        Division   of   Rules    and    Records,        82/11/01.  Document 

(•Unaoement   Branch.        Ip.       1(.03O:3E9.       24X   FI  che:  50-267,83/11/01, 
B211JOOIB2. 

--82111001SS   Forwards    public    version    or    changes    to   radiological    Emerofln 
response    plan    Implementing    procedures.  W/o    encl. 
WAREMBOURO,  D  H.       Public    Service   Co.     of   Colorado.      B2/1O/1B. 
EISENHUT.D.O.       Divi< Ion    of   Licensing,        2op.       16030:360.       24X 
Fiche: SO-S67. B2/1 1 /Ol ,  821 1 1OO  t B3. 
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DOCKETED  ITEMS 


8211040379   Centric    Ltr-   32-25   to   all    power  T  sac  tor    licenuas   re 
integrated    IAEA    eiercise    fop    physical    inventory    at  LURi.  Ang 
commitment    to    participate    in    e  i  ert  i  i  r    it    voluntary  &  any. 
util    that    participates   uil]    bt    re  imbursed.  Svc    list  encl. 
EISENHUT,  D.  0,         Division    af   Li  c  ens  i  ng  .        B2/11/03.  Consolidated 

Edit  on   Co.     of    Ueu   Varl.     Inc.       llpp.       16019:004.       S4X 
Fiche:  50-000,  S2/I I  703,821 1040379. 


S21I02022H  Ativii*i    that   facility    selected  ai    first    candidate    to   ftj 
llceniing   activities    transferred    to   regional    afc,  effective 
Bat  101.  Proposed    draft   FR    notice   amandins    10CFR30.  1   & 
implementing    change    encl. 

COLLINS,  J.  T,        Raoion    4,     Office    of    Director.        B2/10/27,        LEG.O.R. 
Public    Service   Co.     of   Colorado.       Bpp,       15003:161,       24 x 
Fiche:  50-267,  B2/  1O/27,  B21 1020228. 


P.     Operating    license    stags    documents 


B3110301B&    "Adequacy    of   Station    Electric    Distribution  Sys    Volt.*  ge>  Fort 
St   Vrain    Hue!  tar    Generating   Station." 

UDY,  A.  C.        EGfeC,     Ine          FIH   A-6429.        0211030196.        82/08/31. 
PREUATTE.R.  L.         Division    of    Btjitemt    Integration    Ipoit    611005).         I2pp 
15-J.34:  227.        24X    Fie  hi:  5O-367.  &2/OB/3I  ,  B21  1O3OIB6. 

8309210027  fleneric    Ltr    B2-16    to    all   PWR    licensee*    rt  NUREO-0737    Tech 
Speci.  Request  i    review  of    Tech    Specs    to   determine    consiitencij 
u/gu(  rf  ance    provi  dtif  .  For    items    u/dBviationi,  amend    to    license 
required.  W/n    itate-d    enc  1  ,  .  Svc    1  i  at    encl. 

EISENHU1M)   0,         Division    of   Licensing.        02/09/20.  Consolidated 

Edison   Co.     of    Ntui  York,     Inc.        ISpp.        15930:140.       24X 
Firhe-  SO-OOO,  82/09/20.  B2O721Q03-7. 

82KH20-3EB    "Degraded   Grid   Protection    fop   Clan    IE  Pouer  Sv»,Fo'rt  St. 
Vraln,  "    Itr    refiti  Revision    1. 

UDY.A.  C.        EGS.G,      Inc.        FIN   A-6429.        821012O3ta.        92/09/30. 
PREVATTE.  R.  L.        Division   of   Systems    Integration    (post  SI  1005)         15pp 
I5B95:  S7O.        24X    Fiche  :  50-267,  B2/09/30,  BS10I  2Q31B. 

821103044,7   Foriuardi    Amend    29    to   License    DFR-34.  saf  i  tu    evaluation   (< 
notits    of    iiiiuance   *    ava  i  labl  j  1  ti|.  Amend   defines    Individual 
rifufltng    region    outlet    temps   &    delinks   comparison  reg  i-on, 
KUIMVCZiO.        Operatino    Reactors    Branch    3.        B2/10/OS.       LEE,  O.  R.        Public 
Service    Co.     of    Colorado.        3pp.         15943:169.        24X   Fiche:  BO-BA7, 
B2/  10/03,  B31  1030467 


6211020233   Inform*    that  Region  4   mill    be   responsible    for    licensing 
activities    beginning    on   BSlioi.FR   notice  mill    be    isiu«d    on 
or   about  B21101.  amending    10CFHSO.  4    to    implement    transfer. 
COLLINS,  J.  r.       Region  4,    Office    of   Director.       B5/10/H7.  Etltrgu, 

Dipt.     of.         Ip,         ISaaS:  189.       24X    Fie  he:  50-267,92/10/27,8311030333. 


6211050393    Inform*    that    licensing    activities    for    facility    ylll    be 
transferred    to  Region   4.  effective  831  101.  FR    no-titB   will    be 
published   amending    10CFH50.  4  to    implement    transfer, 
COLLINS,  J.  T.       Region   4,    Offite    of   Director.       92/10/27.       CGGK,  A,  D. 
Federal    Emergency    Manaaement  Agency.       Ip.        13809:001.       24X 
Flche:  50-267,  62/10/27,8211020373. 

8211020640  Notifies    that    facility    mill    be   first    nuclear    power  r«at( 
for   yfiich    licensing    activities    will    be    transferred    to 
regComal    ofc,  per    NRC  Nnv    19BI    annoiint  onmnt    re    program 
transfer.  FR   notice    for   amend    to    1OCFRS0.4    forthcoming. 
COLLINS,  J.  T.        Region   4.     Office    of    Director.        B2/10/27.        HAZLE*  A  J 
Colorado,     State    of.        Ip.        15BB6:OIfl.        24X   Fi  ch  B:  SO-267.  BS/tO/27, 
SSI  1020640. 

8211020649    Inform*    that    facility    selected   as    first    nuclear-   Candida! 
to   have    licensing    activities    transferred    to    regional    ofc, 
effective   B21  101  .  Proposed    draft    FR   notice   amending    10CFB3Q.  4 
4    implemf  ntin  a    change    forthcoming. 

COLLINS,  J.I.        Region   4,    Office    of   Director.       82/10/27.       OIEttTuJ. 
Environmental    Protection   Agency.       Ip.       15886:013        24X 
Fiche:SO-267,  82/10/27,8211020649. 


—  8311O30476    Amend    2B    to    License    DPfl-34,  def  In  ing    individual    r«*UBll[ig 
pejlon    outlet    temps    *   eompapison  rejion  *    limiting   ma  i 
mismatch    betueen   region    outlet   &  core  outlet    temps, 
CLARBiR.A.        Operating    Rtaetort    Branch    3.        82/10/05.        SSap, 
13943:172.        SIX   Ft  ch«:  50-267.  S2/IO/05, 


—  0ai1O304BB  Safety    evaluation    supporting  Amend  88    to  License   OPft-34. 
*      Office    of    Muclear   Reactor    Regulation.     Director.       BB/10/05 
22pp.        15943:197.        34X    Fiche:  30-267,  82/10/05,  B21  1030467. 


issuance   &    availability    of  rtmend   26    to   License 


— B2I1030496   Motice    of 
DPR-34. 

CLARK. R. A.       Operating   Reactor*   Branch  3,       82/10/05 
15943:  2I<?.        B4X   Flcha:  50-267,  92/10/05.821  1030467. 


B21122033O  Requests    remittance  of    fee    due   for    review   of   (920430   prof 
Tech   Spec   changes    re    qualification  tt    training    requirements 
for    technical    advisors.  Applicat  ion   not    exempt    from   fee-t 
under   provision    of    Footnote  2. 

DIOOS,R,rl,       License  Fee  Management  Branch.       B2/11/08.       LEGi  U,  R. 
Putlic    Service   Co.     of  Colorado.        Ip.       16200:328.       34X 
Fl  c  he;  5O-267,  B2/  1 1  /OB,  821 1220330. 

8211390352  Concurs    ill/proposed   program   to   meet    requirements    of 
KUREO-0737i  Item    I.C.6  re    independent    verification   of 

equipment    f  ta  tu«.  I  tern  ui 1 1    be   closed    out   folloulng    insp    of 

implemented    program. 

flADBEM.O.  L.       Division   of   Resident.    Reactor    Project   t,  Enoinrerinj 

Programs.       88/11/18.      LEE.O.R.       Public    Service    Co.     of   Colorado. 

16323:003,       24X   Fiche:  90-267,82/11/18,6311290332. 


8211010500  Forwards    safety    evaluation    of   degraded   grid  voltage 
protection    for    Clasi    IE  power    »ys  6    technical    evaluation 
rept.  Proposed    mad   acceptable. 

CLARK,  R.rt.       Operating    Reactors    Branch    3.       83/10/12.      LEE,  O.  R.       Public 
Service   Co.     of  Colnr-ado.       3pp.        I5B7'?:QB6.       34*  Fiche:  90-267, 
82/10/12,8211010300. 


Forwards    supplemental    response    to   8E0710   njbir>lttal    n 
NUREO-0737,  Ituni    I.C.6,     "Verify    Pepformanco    of  Operating 
Etper  1  ence.  " 

WAREMBOURO,  D.  W.       Public   Service   Co.     of  Colorado.       B2/09/BB. 
COLLINS,  J.  T.       Region   1,    Office   of   Director.       13pp.        li  383:  009. 
Fiche:  50-247,  02/11/18,8211290352. 


--  -62110IOS01    Safety    evaluation  accepting    degraded    arid   voltage    proteetion 
for    Clatt    IE    sus-iutij    to    resolution    of    listed    ojiett    Items. 
»      Office    of    Nuclear   Reactor    ft»o.u]atiori.     Director.        02/10/12.        7pn 
1BB77:  08?.       24X  Fiche:  SO-267.  B2/IO/I2,  B21  1010SOO. 

B2110500A2  Requests   remittance   o*    Class    II    f  *  i    in    support   of  review  of 
020914    application   tor   amend    to    Tech    Speci    to   reflect 
current    facility    organliation  &    uiortino  hours. 

DIOOB.fi.       Llceme   Fee    Manajemnnt    Branch.       82/10/20.      LEEi  0  R        Public 
ServKe    Co.     of   Colorado.        1  p.        13964:1303.       34X  Flthe:  30-267,  B2/10/SO, 


B2102600aa  Generic    Ltr   8B-20    to   all    pouer  reactor    I  icensees,  permi  t 
holders    &  applicants    for    CP   re    guidance   For    Implinientinn 
3RP   rule.  Forwards   NUREO-090o.  NUREO   to    be  used"  at    interim 
measure    until    R-tg    Guide    1  ,  70  rev!  sed.  five    list   enel 
eiSENHUT,  D.  0.       Division    of    Licensing.       B2/1O/26.       '    Consol  i<fa  ted 
Edson    Co.     flf    N«OJ  Vorli,     Inc.       ?pp,        13973-299        2  -IX 
Fiche:30-000,  BB/1O/26,  821O2600BB. 

6210370030  Generic    Ltr  82-22    to   .11    PHR    llceni*»i   r*  Congresiional 
reijuest    for    Info    concernlnj    stean  generator    tube    Jntegritu. 
Foruiari(>    Cotij  rei  imin  £J  Marleu    B?1019    o.uestiont   re  iteam 
generator    tube    Integr  i  ti(.  Svc    list    encl 

EIBENHUT.D.  0.       Division    of    Licensing.       Ba/10/BA.  Consol  looted 

Edlion    Co      of    Neu  Vorti     Inc.       10pp.        16099-332       24X 
Fieh»:30-000j  82/10/26.  B21O27003D. 


— 8211290392  Reiponds    to  retirements    of  NUREO-0737,  I  torn    I,C.  4  re 
independent    check    of   equipment   status  when    critical 
equipment   returned    to   svc. Modified    clearance    procedure   will 
be    ImjiltKientvd    bv   B 20930, 

WAREMBDWO,  0.  ».       Public   Service   Co.     of  Colorado.       82/07/10. 
COLLINS,  J.  T,       Region   4.    Office   of   Director.       14pp.       J  6  323:  033, 
Flehe:30-267,  82/11/18,8211390353. 

Q.     Inspection   reports,     IE  Bulletins  &   correspondence 

B20SI70220  IE  Info  Notice  82-37,  "Cracking  In  Upper  Shell  to 
Transition  Cone  Oirth  Meld  of  Steam  Generator  at  Operating 
P«R.  '•  Bve  list  oncl. 

JOHDAN.E1.  Division  of  Engineering  &  Quality  Assurance.  92/09/li 
Consolidated  Edison  Co,  of  Mew  Vork,  Inc.  105pp.  15930:001  S4. 
Flehe:  50-000,  e2/09VI6,B20B190220. 


"Meld*    in    Main   Control 


8SOB190222    IE   Info   Notice  82-34,  Revis  ion    1, 
Panels.  "    Svc     list    encl. 
JORDAN.E.L.       Division   of   Engineering    &  Quality    Assurance.      BS/Qff 
Consolidated    Edison  Co.     of  New  Vork,     Inc.       lO7pp.       15699:199.      J 
Fiche;  50-000.  &2/09/17,  B208190222, 

8808170329    IE    Info   Notice   92-39,     "Svc    Degradation   of    Thick    W.U 
Statnla*!   Steel    Racirculation  Sus  Piping   at    BUS   Plant.  " 
Svc    list    *ncl. 

JORDAM.E.L.        Division  of   Engineering    &  Quality    Assurance.      BB/W/J 
ConioJidatad    Edison  Co.     of  Neu  York.     Inc.       Bipp.       16017'09B.      SJ 
Fftnt:  50-000.  83/09/81,8209190329. 
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IE    Info    Notice   QS-38.     "Change    in  Format    t>   Distribution  9ys 
far    IE   Bullit  Int.  Circular!    1   Info  Notices,"    Bvc    list   end. 
KYOUWI.R.C,        Director's    Office.    Office   of    Inspection    and 
En*  drr»fl»nt.        B2/09/22.  Consolidated  Edison   Co.     of   Neui   York,     Inc. 

1 10pp.        I&OEB;  O21.        24X   Fichu:  50-OOO.  03/09/22,8200190223, 


—8211150571    IE    Investigation  Rep  t    5D-3A7/B2-13   on    B30413-0519.  No 
noncomp I tance    noted.  Ha j or   areas     i  twe« ti ga ted: a  1  lugatl  nna 
that    plant    personnel    used   drugs    on    job. 

HERR.R    K.  ,      JOHNSON- e1.  H.        Region    1,     Office     of    Director.        03/06/01. 
6pp.        1(1,063:203.       24K    F  tche  :  50-267.  B2/10/  22.  921 1 150564. 


IE    Info    Notice   62-40,     "Daf  i  c  lent  i  e  *    in   Primary   Containment 
EUctrf ell   Penetration  Assemblies.  "    Svc    list    encl. 

JjftMW.E.L.       Civilian    of   Engineering    fc  Quality    Assurance.       82/09/22. 
C4r.volid.lted    Edison  Co.     of  Neiu   York.     Inc.        112pp.       13930:019.       24X 
f I *H«:  50-000.  92/09/32,  B200190232. 


B20B19024B    IE     Info    Notice    83-43,      "Deficiencies     In    LWR   Air    Filtration/ 
Ventilation   Bys.  "    Svc    list    ent 1 . 

JORDAN,  E.  L.         Division    of    Engineering    h    Qualitij    Assurance.        B2/ll/ln. 
Consolidated    Edison    Co.      nf   Us  in    Vorl.      Inc.         111pp.        16171:233.        34X 
Fiche;  50-OOO,  B2/ 1  1/14,  8208190243. 


Forwards    IE   Safeguards     Insp    flept    50-267/35-33    on   B30913-17. 
r.ccic  OKpl  iancc   noted, 

.,  <J.  L        Divlllan    of    Resident,     Reactor    Project    tc   Engineering 
Pro.tT.isit.      B2/1O/05.       LEE.  0.  H.       Public    Service   Co.     of   Colorado,       2pp, 
24X    Fi  cha;  50-367,  B2/ 10/05,  B31 1010439. 


82O9190aS3    IE     Info    Notice    BS-45,      "PUR    Lou<    Temp    Over( 
Protection.  "    five     list    enel. 

JORDAN,  E.  L,         Division    of    Engineering    A    Quality    AH  : 
Consolidated   Erfison    Co.     of    New    Vorl.      Inc.         93pp. 
Fiche: 50-000,  B2/  1 1  /I  9.  H2OB190253. 


ranee.        B2/1I/19 
16232:299.        24* 


-S9llOtOS77   IE    Safeguards    Insp    Rept    50-267/02-22   on   02O913-17.  No 
nanc-omp  1  lane*    noted.  Major   areas    Inspected  :  security    program. 
prottctftrf   tt    vital    areas,  secur  i  ty    syo    pouer    supply    t,   access 
nantrot.  D«t«(]s   withheld    <ref    10CFfl2.790). 

CM-QUELL, «.  A    .     EVANB.C.A.,    KELLY,  J.  A,  F.       Region    1.    Office    of 
Director.       aa/OWSt)-       Ip.       15079:073.      34 X   Fiche:  50-267.  B3/  10/05, 
B2I  10 10439. 


ft.     Periodic    operating    reports  4    related    correspondence 

B211O60021    Forwards    "Initial    Approach    to   Power    Tests    IB-Series)," 
Interim  ftept    24    For    period    ending    B20B22. 

UAREMBOUHG.  D.        Public    Borvice    Co.     of    Colorado.        B3/10/O7. 
COLLINS,  J.  T,        Region    4,     Office    of    Director.         Ip.         159SO:O16         H4X 
Fie  he;  50-367,  33/10/07,  32  1 106QOS  1 . 


Eilll50170  Partial    response    to  820906  FOIA  request    for    eight    categories 
o*    fa  ctrerit*.  Forwards    documents    listed    in   App    A  re    Items    1, 
S.It  &    7  Final     draft   Oeneral   Physics    Corp  LUR    hydrogen   manual 
••ill   rot   be    available    until    19Q3r  in   response    to    Item  3. 
FELTON.J.JK.       Division    of   Rules    and    Records,       02/10/OB.       AUD1N.L. 
M^(JJ*tion   Unlnoiun,        2pp.        16093:320.        24X    Fiche:  50-367.  03/1  0/00. 
6311130170 


Suomits    daily    highlight   re    crack    in    fuel    element    face 
diicovfpid     during    020436    post-irradiation    Biara    Insp    of 
•  liaeivti   removed    during    B10701    second    refuel  ing.  Second    crack 
lottd  during    recent  hot    cell    eiams.  Evaluation    continuing. 
KJZHl'CZ.G.         Operating    Reactors    Branch    3.        B3/07/OB.        DENTON.  M,  , 
CUTER.  J  ,     EIEENHUT.D.       NRC   -   No   Detailed    Affiliation   Given.       Ip. 
B4X  FichB:90-267,B2/10/OB1B211150J70. 


— BHllOiOOBi    "Initial    Approach     to    Power     Tests,"     In  trer  im   Rep  t   24     fnr 
period    ending    S20S22. 

*       Public     Service    Co.      Of    Colorado.        S2/10/O7          2pp.        15950    017. 
E4X    Fiche:  50-2ft7.  B2/1G/07,  031  1 060031. 

8211150665  Foruards   monthly    operating    ropt    fur    Oct    19B3. 
WAREMDOUHfl,  D,        Public    Se-rvlce    Co.      n  f     Colorado.         H2/1I/10. 
OAHMILL.W,  P.        Qffita    of    Nuclear    Reactor   .Regulation.     Director.         Ip. 
16061:175,        24K    Fichcr 50-267,  B2/ 1 1/ 10.  B51 1 1  50665. 

— B211150670   Monthly    operating    rept    for    Oct    1 9B2.  Narrative    summary   etirl. 
MCnRIDE.L.M         Public    Service    Co.      of    Colorado,         a2/ll/OB,        0p|i. 
16O6I    17&.        24X   Fiche:  50-267,  Q2/1 1/10,031  I  1SO665. 


—WI11501B5  Comments    on   significance    of    cracked    fuel    elements    discovered 
Jut-in-?   BMlSfi    poet-irradiation    eiam    insp.  OA   study    should    ctr 
on   tifnifican.ce    of    cracks   relative    to   core   mechanical    t. 
ttructur*]     design    adequacy. 

TOKAR.H.       Core   Pitrformance   Branch.       02/07/19.       NATTBON.fi.  J. 
Civilian   of    Systems    Integration    (post  SHOOS).        Ip,        16093:335. 
24X    FLchB:  5O-267.  83/10/OB,  931  1  150170. 


Forwards    lafety    evaluation    of    licensee    response    to    IE 
Bullttln  60-Ot,     "E3F  Reset  Controls.  "    Verification    that 
eco'poninls   of    (beam  water    dump    sya   mill    not    change    state    on 
>*I*fc    of  actuation    signal    acceptable, 

CUJSA.  R.  A,  Op  era  tins  Reactors  Branch  3.  B3/10/14.  LEE,  0.  R, 
S«rvtct  Co.  of  Colorado.  3pp.  15<?46:01O.  31X  Fichu:  50-267, 
,  B2U040092. 


B.     Reportable    occurrence,     LERs    t    related    car  rospandenca 

9211020333  Faruiards  LER    S2-037/03L-O.  Data  Had    event    analysis   encl. 
HAFIEMDOURO,  D.        Public    Servile    Co.      nf    Colorado.        G2/10/21. 
COLLINS,  J.  T.        Region    4.     Office    of    Director.         4pp.        15BB2:Ofil.        21X 
Fiche: 30-267,  82/10/21,021 1030333. 

— B211020343  LER   83-037 /O3L-0:  on    320921,37  R    29, hydraul ic    oil    snubiur 
HQS-llj main    steam    snobbnm   KBS-3?    &    M5S-S3B    b    cold    reheat 
snubher    CR8-H62   found    inoperaa 1 e.  Ca used    by    citended    length 
of    piston    strode. finubbers    tested    &    reins tal led. 

FULKEiC         Public    Service  Co.     of    Colorado.        B2/IO/21.  Region  1, 

Office    of    Dlrector,         Ip.        1SBB2;062.        2-4X    Fi  ch-e:  50-267,  03/1  0/81, 
8311020333, 


— 2-211040094    Safety    evaluation  supporting    licensee    response    to    IE 
Bullttin.  BO-D6.     "ESF  Reset  Controls.  " 

HI      NRC   -  Ha    Detailed  Affiliation   Oiven.       B2/10/14.       3pp. 
15746:015'.        3W    Flche:  50-267,  03/10/14,621  104009H. 


B2U0^0163   Foruarils   LER   B2-04O/03L-0.  Dfl  fcai  1  ed    event   analysis    oncl. 
WAREMDQURO.  D.       Public    Borvite    Co,     of    Colorado.        02/11/01. 
COLLINS,  J.  T-        Region    4.     Office    of    Director.         3pp.        16003:077         24X 
Flch*: 50-267, B2/ 11/01,  8311070163. 


IE    Insp    Rept    90-367/83-23    during   Sept    19B2   b  notice 

Reactor    Projoct   &  Engineering 

2pp. 


62S11SO479  Fnru 
ef  vlcLaticn, 

HUSEfl.O.  (..        Civ iii on  of   Resident 

frttvan*.       B2/1O/1B.       LEE,  D.  R.       Public    Service   Co.     of  Colorado. 
14063:807.        24X   FIcJie:  50-267,  B2/10/1  0,  S21 1  150479, 


-3211150*85  Natic*    at    vioUtinn    from    insp   durinn    Sept    19S2. 

»      Diviflon    of   Resident,    Reactor   Project    &  Engineering   programs. 
ea/]0/16,        Ip.       16063:209.      24X  Fiche:  50-S67,  B2/10/1B.  021  1  1  50479. 

B2]J15Q«9I    IE     Insp   Rept    30-S67/B2-23    during    Sept    1903.  Noncompliance 
noted:  fal  lu  rv    to   record    verification    of    floiu   through    light 
f]Qu   Ir,d1c«to?    to    RT-6213  k  6213  per   SOP    62,  Revision   24. 
DlCK£flGQM,N.H,  ,    PLUHLEE,  0.  L.  ,     WESTERMAN,  T.  F.       Division    of   Resident, 
R«<.>ct«T  Project   &   Engineering    Programs.       B2/1Q/12.       12pp. 
1  6963:  BIO,        24X  Fiche:  50-267,  B2/1O/1B,  021  11S0479. 


IE    Info  Notice  83-41,     "Failure   of    Safety/Relief   Valves    to 
Oprn    it  BUR.  *    Svc    lift   encl. 

JCMOAW.  E.L.        Division  of   Engineering    &  Quality   Assurance.       B2/10/22. 
Cori»tli(f*t»d    Edlton  Co.     of  Neu  York.     Inc.        llOpp,       15960:153.      24X 
FtcS»r50-OOO.  02/10/22,8209190239. 

2msa3iM  Forti*rd>    IE   Investigation   Rept   50-267/B2-13  on   030413-0519. 
No  n-Dn-conpl  la  nee.  poted- 

HAD&CHiO.L.        Division  of   Resident,    Reactor    Project  fc  Engineering 
Programs.       82/10/22,      LEE.O.R.       Public    Service   Co.     of   Colorado.      2pp. 
.        24X  Fiche:  50-267,82/10/22,  821  1  150564. 


--sail  090167  LER    a3-0-40/03L-O;  on    B21002    i:   OB,  o  i  »    steam   pipe  rupture 
(under    PCRV1    k  seven    of    twelve    ateam   pipe    rupture    (pipe 
cavity>    ultrfltonle    detector    channels    registered    lou  response 
to    known    noise    source. Caused    by    transmitter    calibr   drift, 
FULLER,  C.       Public    Sorviie  Co.     of   Colorado.       B2/11/01.  Booion  4, 

Office    of    Director.         Ip.        16003:002,        24X    Fli  KB:  50-267.  03/1  I /Ol, 
821 1090163. 

821IO90245  Foruard*  LER   Ba-03B/O3L-0.  Be ta i  led     ovont  analysis    Encl. 
WAREMHOLIRO,  D.       Public    Sarvice   Co,     of    Colorado.       B2/11/01, 
COLLINB.J.T.       Reoion    •).     Office    of    Director.        3pp.       14004:336.       24X 
Flch»:SO-2A7,  62/11/01.  3311090245. 

— BE11090253   LER   B3-03B/03L-Q:  on    B2I003,  ui/rea  c  tor    operating   at    IX  pouier, 
•Iternatc    coating    rflflthod    distil    generator    tripped    on  A   phase 
ov»rcurr*nt. Causad    inj    speed    oscillations    due    to    faulty 
Viking    fuel    pump.  Pump    replaced    &    fuel    tank    cleared. 
FULLER.C.       Public    Service   Co.     of   Colorado.       32/11/01.  Region   4, 

Office    of  Director.        IB.       16004:359.       S4X    Fiche;  50-267,  03/1  1/01. 
8211090245. 

9211130174    Forwards  LER    8a-039/03L-O.  Do  tailed    event   analysis    end. 
KAREHBPURO.  D.       Publi*    San-vie*    Co.     of    Colorado.       82/11/03, 
COLLINS.  J.  T.       R«gior    4,     Office    of    Director-.        4pp.       16055:236.       24X 
Fich«: 50-267,  82/11/05,8211130174. 
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— Q211150]B4    LER    B2-039/03L-0:  on    321004,  sijs    SI     loop     ipLit    mud    procedures 
filled     to    r«q.ufre    posting    of     fire    watch    during   malnt    or 
performance    of    fire    barrier   penetration   ml   post-maint 
imp.  Contro  1 1  ed    uorfc    procedure   manual    being   revised 

FULLER.  C          Public    Service    Co.      at    Colorado.        02/11/05,  Region    fl, 

Office    of    Director.         Ip.        J6055:  240.        24X    Fiche:  50-247,  B2/1  1  /05. 
621 1150174 


--aaill30375  Diicuiati    concerns   re    coordination   between    uti]    bftiQlcn 
during    emergencg    eiercise   or    actual    emerg encg, pur    imerjency 
preparrdnti  i    eierclie   conducted    on   820310-1 1.  Orea  ter 
coord  1  nit  jo  n    in    several    areas    necessarg. 

TUCKER,  KB.  Duke  Power  CD.  B2/OB/23.  0  'REILLY.  J.  P.  Raglan  }, 
Off  let  of  Director.  2pp.  16033:  2B4.  24X  Ficne:  50-000,  B2/  LC/lt 
931 11  50347. 


B211160039    Forwards    LEFI    B2-Ofll/Q3L-0   Ditalled     event    analysis    Uriel, 
WAREMBDUnO,  D.         Public    Service    Co.     of    Colorado        62/11/10 
COLLINS.  J.  T.        Jte-gion    4,     Office     of    Director.        4pp.        11,137:372.        24X 
Fit  ho:  30-26,7,  82/11/10,  62  1  I  10003'. 


LER    e2-04l/O3L-Q-on    92101  1  ,  dunn  5    calibr    of   radioactive, 
liquid    effluent    monitor  i,  tr  Ip     paint     for   RIS-6212    found    to>    b* 
l(ii    eon*erva.tive    than    requir  ed.  Cauied   by    instrument    drift. 
High    voltage    i,   discriminator    settings   adjusted, 

FULLER.  C.        Put-lit    Service   Co.      of   Colorado.        92/1I/1O.  Region   4, 

Office    of    Director.        Ip.        16137:276         24X    Flcha:  50-267,  33/1  1  1\  0, 
B21  I  IB0039. 


SSMOSOO?*  Centura    that  Reviiion    S    to    physical    security    plan.   I* 
consistent  UP/  IOCFRSO,  S4(p  )    &  does    not   decrease   plan 
effectiveness,  in    response    to    licensee    BSOS25   Itr.  Ends    to 
Itr  withheld     <re-f    10CFR73.21). 

STOLZrJ.        Operating    Reactors   Branch    4.       B2/ 10/20-.        TUCKER,  H   B        Du 
Power   Co.       2pj>.        13964:362,       24X    Fi  ch  e:  50-269,  02/10/20.  921 1050070. 

B211150603   Forwards    IE    Imp   Reptt    SO~2i9/B3-3B,  30-270/62-33  fc 
50-2B7/B2-3B    on   B2 1004-03.  No  noncomp 1 iance    noted. 
DANCE, H,C.        Division    of   Project    t>   Resident    Programs.        82/10/aa 
TUCKER, H.B.         Dule    Power    Co.       2pp.        16065:080,        34X 
Fiche:  30-367,  02/10/32,6311150603. 


S3UlflO220   Foruarrfs    LER    S2-042/03L-O.  Dt  tailed     svent    dnalysif    entl. 
WftBEMBOUfiO,  D          Public    Service    Co.     of    Colorado.       82/II/1O. 
COLLINS.  J.  T.        Region    4,     Office    c-f    Director.         5pp.        16I3B:  14S.        2*X 
Fiche.  50-267,  B2/11/IO,  B21  1 1  BO22O. 

— 8211190224    LEW    B2-O4a/03L-O: on   931013, onp  la nned   radioactive    gas 
rdeaie    occurred    lu/reactor    itiirtdoun    t   dcp  renur  i  led.  Cauied 
bij    high    airborne    jctivitij    in    reactor    bldg    due    to    leading 
blank     flange. Emergency     procedures     Initiated.Flangs   repaired. 
FWLLEfi.C.        Public    Service    Co.      of    Colorado.        B2/11/1O.          .Ragion 
Office    of    Director          Ip.        16I3B    150         24X    Fiche    50-267,  &2/1 1/10. 
B31 1190320. 


Qptrator    Ei ami  nations 


6-310130019   Generic    Llr    B2-19    to    all     pauer-   reactor   ap-pllcanti    fc 
licensees    re    reactor     operator    !.    ienior    reactor   operator 
requal  if  ica  tion    eiams  .  Adv  i  iem    that    riamsi    begin   at    facility 
after    B21O01.  Svc     list     en<  I . 

EISEHHUT,  D.  G.         Division    of   Liceniing.        B2/1-0/13.  Con*o  I  i  rfa  terf 

Edlion    Co.     of    Nou    Vorli,      Inc.         1 5pp          16002:   234.       24X 
Fiche:  50-000,  B2/10/12,  621O1300I9. 


50-2i9   OCONEE   NUCLEAFt    STftTlOM,     UMIT   I 
F      Security,     medical,     erners  e-ncij    fc     Fire    protection   p  Uni 

9210120650  J!eleas&B    public  version   of   revision    to  emerjeneij    plan 
manual. 

FEf-TOM.  J.  K.         Division    of  Rules     and    Records.        S2/09/23.  Document 

Management    Branch.         Ip.  I  56S4  :  337.        24X   Fie  he:  50-261?,  B2/O7/23j 


—  S21Q12Q652   Forwards    public    version    of    Reviaiaii   S   to    tmergBncu    plan 

ra«nua  !. 

TICKER.  .  H.  B.         Duke    Power    Co.        32/09/13.       0  'REILLV,  J.  P,        Re  f  ion    3, 

Office    of    Director.         Ip.        15AB4:3rtO,        24X    Fiche  :  30-269,  83/09/23, 

B310150650 

—  82101206Si   Public    v-orsion    of  revised    emergency   plan    implementing 

procedures,  including    Procedure-*   PT/O/B/2000/04  re 
ei  tab!  i  ihmant    d    jnsp    of    technical    support    cfcr  d 
CP/3/rt/a002/05   ro    post-accident    caustic    injoceicn    into  LPIS. 
*      Duke    Power    Co.       Ba/0?/30.       SSpj.        15634:341.       24K 
Fi  C  he:  50-269.  33/OffB3.  B210120f>3O. 

92I004006B   Qtnm-ie    Ltr    B2-17   to   all    power  reactor   licensees   fc 
applicants    t>    holders    of   CPs    re    incn'n-t  1  itenc  g    between 
requirement*    of    IOCFR30.  34ft)    6    STB   fot-   performino    audits    of 
ernergencv    preparidne»s    pr  ogram-i  .  Svc    list   end. 

EIEEMHUT,  D  0.        Division   of   Licensing.       82/10/01.  Can«ol  i  rfated 

Edison   Co.     af    Hew  York,     Inc.       1  lop.        16002-083       24JC 
Fich>:  30-C-OO,  Sa/IO/Ol  ,  331  004006B. 


--B21 1150609    IE    Intg  Repti    50-269/88-3B. 50-270/82-3B  &   50-2B7/9a-3B  en 
821O04-oa,  No    noncorapliante  noted.  Major   areas    inspBcted: 
radiation    p  rotett  ion.  1  iquid   It    gateous   radioactivity   reEe*itl 

*  health.   phy»ic«   appraisal    inspector    foUouiup    items. 
COLLINS. r,  R.       Division    of  Engineering  i  Technical    Prooram* 
62/10/20.         Bp.p-        16062:OB2.        24X   Fi  che:  50-269.  83/10/23.  B3L I  150603 

8210290103  fleneric    Ltr   B2-23   to   all    licensees    &  applicant!    rr 
Ineonaistencg    betueen   renolrements    of    10CFR73.  40{ff >    &  BT9 
for    periforming    audits   of    safeguards    contingency    plant 
(security    plan). Svc    list    encl. 

EISENHUT. ».  0.        Division   of  Licensing.       B2/10/30.  ContolldAttJ 

Ediion   Co,     of    MBUI   Yor*,     Inc.      8pp.       13993:319.      24X 
FlcJif  :  50-OOQ,  B2/1O/30,  8210B9010B. 

B21111O068  Rtl«dsei    public    version    of   revised    crisis    mjt   plan. 

F£LTOM,J.K.       Division   of  Rules    and   Records.       82/J1/OI  Dotvnint 

Management    Dr.snch.       Ip,       16053:073.       24X  Fi  che:  50-000,82/1 1/01, 
8S1111006B. 

--8211110074   Forwards    public   version   of    Revision  6    to   cvisli    njt  plan 
TUCKER, (f.  B.        Duhe   Power   Co.       83/10/20.      DENTON.H,  H.       QFfir*    of 
Nuclear    He»ictor    Regulation.    Director.      2pp.       16033:074        H4X 
Fi  en  e-  30-000,  B2/1 1/01 ,  831 1 1 10068. 

--82111100B3   Public    version   of  Revision    6   to    crisis    mat   pUn. 

*  Duie    Pouer    Co.        B2/10/29.        69pp.        16033:076.        24X 
Fi  che;  50-000,  82/1 1/01,  B2111I006B. 

B21I04O379  Oineric.    Ltr   82-25   to   all    power  reactor    licensees    r» 
Snteflrated    IAEA    eiercise    for  physical    inventory   at    LWRi.Any 
commitment    to    participate    in   eiercise    is,  voluntary    &  anij 
util    that    participates   ulll    be    reimbursed.  Svc    list    encl. 
EISErJHUT,  D.  0.        Division   of  Licensing.       B2/1  1/03.  Contol  Jdaitd 

Edison  Co.     c-P    Neui  York,     Inc.       Ilpp.       16019:004,       S4X 
Fieh*:  30-000,  82/11/03,8211040379. 

aaillc,0072  Responds    to   B20917    Itr    ra  Revision    7    to    safeguards 
contlngsncii    plan.  Changes    consistent   ui/provl  slons    of 
10CFR50.  3-Hp)    fc    acceptable. 

STOLI.J.       Operating   Reactors   Branch   4.      82/11/09.       TUCKER.  H.  D.      Dult 
Pouer    Co.       2pp.        16103:326.      24X  Fiche- 50-269.  B2/1  I /09,  B21H6M72. 

B21I170210  Foruard«    Ravision   9   to    securitg   plan.  Revision  ulthhiH 
tref    IOCFR73.  31). 

TUCKER,  H.  D.       Duke   Pouer   Co.      S2/11/12.      DENTON.H.R.       Office   of 
Huclsar  Rnactor    Hogulatlon,    Director.       1pp.        16104-171        Jf4X 
Fich«:  30-26^,  33/11/12,6211170210. 

8211390231    Relcait*    public    version    of   revised    emerg en  eg    plan 
implementing    procedure*. 

FELTON,  J.  H.       Division   of   Ruin    and   Records.       B2/11/19.  Doruuirt 

Management  Branch.       Ip.       16246:176.       24X  Fiche:  50-000,  BBVII/19, 
821 129023 1. 


8310070019   0-eneric   Ltr    82-21    to   all    licensees    fc  applicants    of    nuiltar 
powar    reaetort    re    Tech   Specs   for    fire    protection  audits. 
Forwards    guidance    discus-sing    jjeneral    scope    Si    describing 
el«jTients    to   b  *    Included    in   audit. Svc    list   encl. 

EIS.ENHU7,  1>.  fl.        Division    of   Licensing.       83/10/06.  Consolidated 

Edison  Co,     of    New  York,     Inc.       J^pp.        15993:338       24X 
Fiche:  50-000.  Ba/(O/O6.  B31  007001  f. 


-9211390227  Formards   public   version    of    r»viied    emergency    plan 
Implementing    procedurssi  Including   Procedures   5.3.1    re 
recovery   manaotr  &    immediate    staff    oroup    plan  fc   S.  3.  6  n 
radiological    tupport   group. 

TUCKER.  H.  B,        Duke  Pouer   Co.       92/10/29,       DENTON,  H.  R.       OffUl   of 
Nuclear  Reactor   Regulation,    Director.      2pp.       162-14:  177.      24X 
Fiche:  80-000,82/11/19,8211290221. 


aai!150367  Acfc    receipt    qf   B20B23    1  fcr  .r«    coordin»tion    betuieen    util    t, 
ReoiDti   3    emergency    response  organiia*  Ions    during   emtroency 
eiercise    or    actual    emergency.  Resolution  of    issues   raited    to 
achieve   adequate    emer-gene g    performance    provided. 

O'REILLY,  J.  P.        Region   2,    Office    of   Director,       0S/JO/I9,       TUCKER.HD 
Duke    Power    Co.       2pp.        16055:  2BS.       34X   Fiche  :  S9-OQO,  62/10/19, 
H21 1130367. 


-9211290233  Public    version   of  revised    emergency   plan    inplimtnt ln| 
procedure*,  i n«l tiding   Procedures    3.  3.  1   re    recovery    nunager  1 
Immediate    staff    group    plan  Is    5.3.6   re  radiological    «i*piiort 
group. 

»      Dute   Power    Co.       B2/10/22.       233pp.       16246:179.       »4X 
Flehe:  30-000,82/11/19,  821 IE90B21. 
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'•   Operating    ilcenie    stage    document!   &    correspondence 


G»n*ric    Ltr   62-16   to   fill    PUR    licensees   re   NUREQ-0737    Tech 

fji*  "-flakiest  t    nvieu  of    Tech   Spect    to    determine  consistency 

rffJUttitf   pr  avideS.  For    Items   uj/deviatlons,  amend  to    license 
'Haired-  U/o    stated    encls.Svt    list    encl. 

E1SEW«JT*D.O.       Division    of   Licensing.       82/09/20.  Consolidated 

Etffion    Co,    of    Hiu  VoTkr     Inc.       15pp.        15?30:  140.  24X 
Ficfc*:  50-OCO.  B2/09/20,  9209210027. 

KUOt&3*3  FcruaH*    "Audit    of  Oconee   Procedures   Si  Training    for 
frisiUTiied   Thermal    Shock."   aubmittal    contains    only   minor 
i.llFig«i     to   t«t-ll*r    draft.  Response    to    recommendation* 
t«nl»lnid    In    Section   4  requested   uilthin   45    days, 

STQLF.J.F,      Operating   Realtors    Branch    4.      B2/10/Q1.       TUCKERjH.D, 
C-jlr   Power  Co.       3pp.       15BBO:IQ6.       24X   Fiche  :  50-269,  02/10/01. 
Efll  10  1O363, 

—ESllQ-tOSA?  "Audit    of   QconeH  Procedures    t>  Training    far   Pressurized 
T&etoa  I    Sho  ck.  " 

•      KHC    -  No    Detailed   Affiliation   Given.       02/10/01.       21pp. 
15B30:  LO?.       24X  Fi  chs:  50-26-7,  B2/10/01  ,  B21  1010363. 

ES11O3QKM    CUrffUi   830708   request    for  addl    Info   re   NUREQ-0737,  Hem 

II.  B.  3.,     "Poi  t-Accld*nt  Sampling    Sys.  "  Clarification    section 
tt   previous    1  fir    provide*    guide  1  inns,  not   requirements,  for 
•iitinf  WWtEO-0737  criteria, 

SIDLI.J.F,       Ootrating  Reactors    Branch  4.       S2/1O/07.       TUCKER,  H.  B. 

Dul*    Potrrr   Ca.        3pp.        15936:127.        24X  Flche  :  50-269,  S2/  10/07, 
E3  1  10301  04. 

HUCOOilH  forward*   request    for   addl    Info  on   NUHEG-0737.  1  terns    I.A.  2.  1.4 
I  II.  B.  4    re    personnel    training.  Response  requested    within   30 
4iyt   oF    I  tr   receipt. 

ETOLI^J-F,       Operating   Reactors    Branch    4.       82/10/15.       TUCKER,  H,  B. 
Ovl*   Poorer   Co.       3pp.       13744:052.       24*   Fiche  :  50-269-  BE/10/15, 
821  1030&!  2. 


Confirms    B21014    fcelcon   authorl  i«ti  on    to    change   Tech    Speco 
l*r   utll    B310I4   tvlecopied    Itr.  Amend    waives    requirements    of 
Sftc    3.   t,   i.e.   1    re    FiCS    lafetij    valves    until    B  21  029. 
Ktnf-yr  [tttn    safety    evaluation    encl. 

UTtMS.Q.  C.       Assistant   Director    far   Operating    Reactors.       02/10/13. 
TUCKER.  H  B.       Duke   Power   Co.       4pp.       19963:352.       24  X 
Fltht:  BO-H49,  B2/1O/IS,  S21  10S0109. 

3i  t  I-QAO675   Foruarili    request    far    addl    Info  needed    to    complete    review 
tf   6JQ30A    9  tr    re    tornado    protected   means   of    providing    steam 
lini-T*tor   cooling   water. 

STDL^J.F.      Operating   Reactors    Branch    4.       82/10/10.       TUCKER,  H.  B. 
&j»t   Po  war  Co.       4pn.       15972;233.       24X   Flche:  30-269,  82/IO/lSi 
£21  10A4A73. 


Advi«ei    that  response    to   NRC   83060  B   questions   re   adequacy    of 
itatlon   electric    distribution    iijs    voltages    will    be   provided; 
bj    BS11OB.  Diliij    requested    to   allow   for   proper    revlBiu, 
TUCKER,  H-  B.       Duk»  Pouer   Co.      82/10/23.       DENTON,  H.  R.       Office    of 
HwtJiar    Reactor   Regulation,    Director.       STOLZiJ.F.       Opsratlno    ReoctopE 
ffnntfi    4.       Ip.       15367:210,      H4X   Fiche  :  50-369.  B3/10/22.  8211O10144. 

£3  1  KfrCOBfl  Centric    Ltr  82-20   to   all    pouier   reactor    1  icenseesi  permit 
laldert-   tt  ipplicants   for   CP  re    guidance   far    implementing 
SfiP  rwU.ForwjTiT*  NURGO-0906.  NUREO   to    be   used   as    interim 
etnui*    until    Rtg   Guide    I.  70  revised.  Svc    list    encl. 
EISEHHUT^B.  0.       Division   of   Licensing.       B2/10/26.  Coniolidoted 

Efiion    CHJ,    of   Ntu  Vorki     Inc.      9pp.       19993:295.       24X 
Fiell*:SO~«H>.  83/-1CV36,  9210260009. 


rit   Ltr  82-22   to   *11   PUR    liceniaes   re   Congreisional 
r#^u*st     tor    into   concerning    steam   generator    tub*    integrity. 
Ferifirdi    Congressman  EJ  Harkeij    Q21019    queitiont    re    stum 
f»mr«t«r   tuba    Infcesrltg.  Svc    list   encl. 

ttSEHHJT,  D.  0,       Division   of   Licensing.       B2/10/26,  Consolidated 

CIJ*on  Co.    -af    New  York  r     Inc.       10pp.        16099:332.       24X 
Flthw:  90-000,  92/10/26,  9210270030. 

9211010229  Forward*    info  re    020902    leiimic    event   near   Jocaisee    Hgdrn 
Sl**lom  per  Hf\C  77102?  request.  Ev»nt   magnitude   UBI   2.97. 
Kfff»-Svctien    of  lelsmograph    for    Station  B03    end, 
TUCKER.  H,  B.       Out*  Pouer   Co.      92/10/36.       DENTOM,  H.  R,       Office    of 
Hutltir    Rtictor  Rugulatlom    Director.       STOLZ.J.F.       Licensing    Branch 
4.       3pp.       19967:313.      24  X  Fiche:  90-269,  92/1  0/26,  B21  1010223. 

S2J10W619  Foraiardi    Amends    119,113  t,   112   to   Licenses   DPR  -38,  DPR  -47  ti 
WR-Mi  r»ipeetiv«lj,  safety    evaluation   fc  notice    of    issuance   & 
Av-itlabltltv-  Amend    reviles   Tech    5p«cs    reflecting    util 
)«Dri*nii*tlcin  |i   personnel    qualifications, 

lUMJfEB.P.  C.       Operating   Reactors    Branch    4.       82/10/26.       TUCKER.  H.  B. 
IKrlt    Pouar  Co.      2pp.       13972:021.       34  X    Flche;  50-269,  02/10/26, 


-9211060624   A^entf,    115,115    &    112    to  Llc.n...    DPR--30.  DPR-47    &    DPR    M. 
respectively, ravijing    T»=  h    Specs    to    reflect    util 
reorganUation   8,  personnel    qU*I.f  U -t  inn.    t-   correc  ting     leak 

testing    renuiremants.  ,,„,„,         -in_« 

STOLZ.J.F.       Operating    R.jctori    Br-nch    4         82/lO/Si.       2OPP. 
19972:023.         24X    Fiche  :  50-369,  83/10/24.  B31  1060619, 


--8B11060627    Safety    evaluation   supporting    Amanda    1  1  j,  1  1 5 
Licenses    DPR-3B, DPR-47   &    DPR-5S,  respect 1 ve  Ig. 
«      Office    of    Nuclear    ftoattor    Regulation.,      Director. 
13972:043,        24X    Ficn  e:  SO-Sf-1.  82/  1O/26,  £32  1 106O619 

—621106062IJ    Notice    of    issuance   fc    availability    of    Amend! 
Llcejises    DPR-38,  DPR— 17    «,    DPR-  5S.  respectively. 
STGLZiJ.F.        Operating    Reactors    Branch    •».         B3/lQ/3t>. 
15972:04*.        2-1X    Flche  :  5O-269,  83/  1  0/26,  931  1060AI9. 


112    *» 


'•iff- 


115.  1  13    6"     I  I[J     t< 
3pp, 


8211060644   Foi-L,arda    Amends     111,114    S.    Ill     To    License's     DPR-3H,  CPU"*/    *' 
DPR-55,rBspectivelv,s«ifati;    evaluation    i   nntlee    uf    issuancc- 
(,    availability.  Amend    .allows    safetij    va  IVPS    nn   Unit    1     *"    a* 
degraded    from   B21014-27.  ______  .....  ..    „ 

IJAONEH.P.C.         PpBrating    Heactoirs     Dranch     4-         B3/  10/26^       TULKE1I.  Jl    H- 
Duke   Pouer    Co.        4pp,         15972:342.        24  X    F  icfifl  :  SO-3&9,  H2/  ID/Hi, 
0211060644, 

-8?110c.0651    A-nends    114.114    L     111     *o    Licenses     DPR-38,  "Pn-47    *.    DWt-Sft 
respectively,  revising    Tech   Spec    to    a  !  low  .pr  es  sure    toifc 
safety    valves    on  Unit    1    to    be    degraded    from   BSJ-OE1-S9. 
STOLZ.J.F.        Operating    Reactors    Branch    fl.         BSflO/Sd.        Ppp. 


Op 
13972:346.         24X    Fl  che:  50-26?, 


,  021  IO-606'lfl 


—8211060662   Safety    evaluation    supporting   Amends    114,111    fc     111     tu 
Licenses    DPR-sa,  DPfl-47    U   DPF1-55,  respect  i  ve  1  y. 

-      Office    of   Nuclear   Reactor    Regulation,     Director.        02/lQ/«.f>.        -I'll 
15972:354,       24X  Fi  che  :  50-269-  B2/10/26.  S3!  1O60644. 

—9211060667  Notice   of    issuance    t.   availability    oP    Amondi    114,  111    ^    HI     t 
License*    DPR-33,  DPR-47    fc   DPK-55i  ro  a  poet  i  ve  I  y. 
STOLZ.J.F.        aperating    Reactors    Branch    4.        Sa/10/26-       2pp. 
15972:396.         24  X   Fldis:  90-Edf.  a2/lO/26-R21  I  06064  -1, 

8211060706   AdvUes    that    requirements   of    NUI1EO-O737,  1  1  urn    1I.E.  4.U    '•• 
"Operable   Valves,  Or    ff   Closed    Must    be    Sealed    Closed"    !<    [torn 
1  1,  E.  4.  2,  7,     "Pr  imary    Containment    High    Rid  lotion    to    Clo»« 
Vent  8<  Purge    Valves"    mat,  pending    approval    of    loch    Hpeca, 
3TDLZ.J.F.       Oparatlng    Reactors    Branch    1.       02/10/2(3.       TUCKEiRj  H.  II 
Dute   Pouer    Co.        2pp.         15972:140.        2-1X    Fl  clic  ;  30-269.  B2/IO/KU! 
82J106070B. 

B211O60306    Informs    that    schedule    for    responding    to    NUHEO-0737,  I  torn 
II.  B.  3  on   evaluation    criteria    guidelines    Tor    pn»  t-Jtcldont 
sampling    «us    uiill    not   be    submitted    until    021301  ,  con  trar  i;     tn 
B21101    date    commlttod    to    in   S20BO3    1  tr. 

TUCKER,  H.  D.        Dlffce  PameT    Co.       B2/11/O1.       DENTON.H.R,       DfPlco    of 
Nuclear  Reactor   Regulation,    Director.        STDLZ,  J.  F.        OpBTntlna    tlauc  toi-m 
Branch   4.        Ip,        !5933:O2B.       24X    F(c  h  e:  50-269,  B2/1  1  /Ol,  B21  |0&U30ci. 

eaiI150136  Forward*   response    to   Franklin    Raoearch    Ctr    drjifl    teclinicJil 
e/vjiluatlon    rept    re   control    of    heavy    1  mids.  »upp  1  am  out  jug 
821008   response    to   NRC    030218    request. 

TUCKER,  H.  D.       Duke  Pouer    Co.       BS/IJ/05.       DENTON.H,  fl.       Office    nf 
Nuclear   Ruactor    Regulation,     Director.        SIOLZ,  J.  F.       Oporaling    Hnoctiirn 
Branch    4.        4pp.        16OH6:  137.       24  X   Fl  ch  e  :  50-369.  OS/  1  I/OS,  B2  I  1  I9OK1A 

B2111S0613  Responds   to   flK0913   1  tr    r«q,u*sting    addl     info    ro    p*nctor 
bldg    purge    sys    operation    in   cold    sh  ut  down.  Eva  I  ua  t  i  on    of 
necessary    plant   mods    underiuay  .  TecJi    Specs   Addressing    $urgo- 
•y*   t   valve    leakage    testing   uill    be    provided. 

TUCKER.  H.B.        Duke   Pouer    Co.       B2/11/O5.       DENTON.H.n.       OF  f  i  c  o    of 
Nvclear  Reactor   Jlsjula  tton,     Director.        STOLZ,  J.  F.       Cpffr*t!r>B    riuarHirii 
Branch    4.        Ip.        16057:312.       24X    Fl  the  :  SO-269,  B3/  I  I  /O&,  02  I  1  1  OO&I  !>. 

6311190666  fleaponds    to    NUREG-0737,  I  tern    II.  K,  3.  30,     "Small     Drank    IJ1CA 
Method*.  "    Util    B21101    submlttaL    of    GAU-I01Q4P    &    OAU'(Q07BPr 
Revision    3i  satisfie-s    r>qu  ir«mints.  Al  I     r  equip  amen  tfl 
adequately    addressed. 

TUCKER.H.B.       Duk*  Pouor    Co.       32/11/03.       DENTON,  H.  R.       Office    of 
Nucliar   Reactor    Regolat  io-ni     Director.       3TOLZ,J.  F,        ap*r«ttng    Ilvactorn 
Branch    4.       Hpp-       16061:274.       24X    FU  h  e:  50-267,  BS/l  1  /OS.  021  1  1  OOllifcfJ. 

9211140052   Notification    of    B21130    meeting   ui/utll     in    Dvthetda.HD     tn 
dfscusi    irae    of    IlreaLoy    spacer    grids     (n    reloatf    fuel 
a*s*nbllei. 

WAONEfi,P.C.       Operating    H«actor«    Branch    4.        aa/ll/OS.       BTDt.ZiJ.I' 
Operating    Reactors    flrar,<h    A.       2pp.        16013:052.        S-1)f 
Flche:  SO-261?,  82/11/03,  831  1  J  600S2. 

8211150363  Forwards  response*    to    Ouestioni    1-3    r«    admuacig    of    ali-ctrle 
distribution    s<j*  voltages    in  ret-ponse    to   B2O606   requettcptr 
821022  commitment. 

TUCKER,  H,  fl.       Dud*  Power    Co.       BS/ll/OS.       DEWTCIN.H.R.       Office/    of 
Muclear   Rsaetor    Regulation!     Director.        BTOLZ,  J.  F.        Dp*r«tino     Rttacttira 
Branch   4.       Bpp.       16035:342.       24X   FUhe:  50-^69,  aa/  1  |/fle, 
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6211230335  Requeits   remittance  of    balance   due    For   review  of  830910  E< 
1OI4   propos«d    Tech   Spec    changes    re   contains  trit   pendratton 
local    leafc    tut   requirnnents   &   pressuHier    code   safety 
vatvei.  License   amends    issued   82I>036. 

&rQQS,  R.  rl.        License    Fee   Management    Branch.        63/11/09.        PARKER.  W  C, 
Duke    Pouer    CD.        2pp.        16200:329-        24X   Fiehe  :  50-269,  32/1  1/03, 
9211220335. 

9311160375  Summariies   B3QB1B   &    19  meetings   u/NRC  E,  Franklin  ffosearch 
Ctr    r*    rattiol  ooical    effluent    Tech    Spec    jf.pl  Uation.  Revised 
application,  incorporating   H211I5   meeting   agreements,  uii  1 1   be 
submitted   bu.    621315. 

TUCKER, H.fl.        Duke    Pou*r    Co         B2/11/IO.        DENTCN,  H.  R.       Qttltt    at 
Nuclear   Reactor   Regulation..    Director.       STQLZ,J.F.      Operating   Reactor* 
Branch    4.        I  p  ,         1 409 1    335.        24X    Fiche:  30-269.,  S2/1 1/10,  B3J  1 16037&. 


6211290309   Inform!    that   info   in   response   to   Generic    Ltr   03-22  n  itti 
generator   tuba    integrity   hat   been   submitted    previ oui 1 y.  Add  I 
InPo  would    be    time   coniumlng   to    develop, 

TUCKER, H.B.        Duke   Power    Co.       B2/11/24.       EIBENHUT,  0.  O.       Division    of 
Licensing.        1  p.       16231:152.      34X  Fi  che:  SO-OOO,  B2/  1 I/S4.  S2[  1270GO& 

Q.     Inspection   reports,     IE  Bulletins   b   correspondence 

S30&190220  IE  Info  Notice  82-37,  "CracVing  in  Upper  Shell  to 
Transition  Cone  Girth  Ueld  of  Steam  Generator  at  Opera 1 1  no 
PUR.  "  five  liit  end.  * 

JORDAN.  E.       Division   of  Engineering   (.   Quality    Assurance        B2/09/14 
Consolidated    Ediion  Co.     of   New   York.     Inc.       lOSpp.       15930-001        ZAt 
Fiche,- 50-000.  83/09/16,  B20BI 90230. 


B21II5O5II    Application   for   amend    to   Licenses    DPR-38,  DPR-"!?  t,  DPR-59. 
Chang,    utllites    revised    App   O    heatup    &    cool  tfourv    limits    far 
15   efph    contained    in   enct    Table    1    It  matli    properties   data 
from   BrtH-1697    &   BAW-IA*??. 

TUCKER, H   B.        Duke    Power    Co.        82/11/13.        DENTGN.H.R        Office    of 
Nuclear    Reactor    Regulation.    Director.        STOLZ.J.F.       Operating    Reactors 
Branch    4.        4pp.         16037:317.        24X    Fi  c  he:  5Q-369,  B2/1 1/1  2,  831 1 1  5051 1 . 

— BB11150S23  Proposed    Tech    Spec    pages   utiliiing    revised   App  0   h»atup   t, 
coalrfouio    limits    for     IS    efph    contained    in,    entl    Tab  1  g    1    & 
fliatls    properties    data    from   DAW-1697   I,  BAH-le99, 
»      Dult  Pou»r   Co.       82/11/12.       J2PP.       16057:321.      24X 
Fiche:  50-269,  62/11/13,32]  115O51I. 


8306190222    IE    I  nt o   Notice   BS-3^,  Revision   1,    "Hcldo    in  Main   Contnl 
Paneli.  "   Svt    I  lit   «ncl. 

JdffDAN.E,  L,        Division   of   Engineering   (.  Quality   Assurance,       (33/09/17 
Con»o!ld«teiJ   Edison  Co.    of  NOUJ   Yorfc,    Inc.        107pp.       158951  IBS       2tx 
FIche:  30-000.  32/09/17,8308190323. 

B20B190229    IE    Info    Notice    B2-39,     "8vc    Degradation    of    Thick    Halt 
Stainless   Steel    Rec  ircuiati  on   Sys   Piping  at    DUB  Plant   Jt 
Svt    list   encl, 

JGRDAW.E.  U.       Division   of   Engineering    b  Qgallty   Assuranc*.      aa/07/SJ 
Consolitfated    ErfisonCo,     ofNeuYork.     Int.        Bfipp.        160i7'fl¥fl        21 » 
Flche:  50-000,  83/09/21,  820B1 90239, 


B311160047   Seneric   Ltr   83-26   to   power   reattor    licensees    (ffic.pt   Fort   SI 
Vralnl    re    NUREO-O744.  Revi  s  ion    1,      "Pressure    vessel    Matl 
Fracturt    Toughness."   Forwards   WUREG-0744,  Revi  s  ion   1.  W/o 
enc  1    Svj:    1 1st    enc  1 . 
EISEWHUT.D   0         Division    of    Licensing.        B2/11/12. 


Edison    Co.     of    Heu    Yorl.     Inc.        53pp. 
Fie  he-  50-000.  33/31/12.  831  1160047. 


16332:  212. 
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82111602O3    Comments    on    "Audit    of    Dconee    Procedures    J.  Training    for 
Preiiuriied   Tftermal    Srtotk,  "    including    Sections  a.  1.  3.  1. 
"Reactor   Coolant   Pufnpa.  "    2.1.3.5.     "Th  ermal -Hudraulic 
Analysis"    ',    4,      "Recommend  at  ic.ni,  " 

TICKER, H.B.        Ouke    Power    Co.        82/11/12.        DENTON.H.R.       Office    of 
Nuclear  Rsactor   Regulation,    Director.       STOLZ,  J.  F,      Operating    Reactors 
Branch    4.        2pp.         16093:109.        24X   Fi  ch  B:  50-269.  B2/I  I/  12,  831 1160303. 

H311190123  Forward*    changes    affecting    scheduled   completion   dates   re 
B2072B    status    rept    of    NUHEO-0737,  I  terns    II.  D.  3,     "Poal- 
Aceldent   Bampllna."    II-F.  1,     "Accident  Monitoring"  6 
III. D. 3. 4.     "Control    Room   Habi  tabi  1  i  ty  .  " 

TUCKER.  H.  D-.        DukB    Pouier    Co.        82/1J/19.       DeMTON.H.fi.       Office    of 
Nuclear    Psactor    Regulation.     Director.        Aff          16150  392         24X 
Fi  c  h  e:  50-269,  83/ 1 1  /  1  5.  82 1 1 1 90 1 23. 

9211370631    Forwards    table    s  unwiari  i  ing    changes    ED   revised    intBrvice 
ie-sting   proaram.  Changes    utll   become    effective  uhen 
associated    tgi    declared    operati onal. Valves    added   to  perform 
pressure    isolation    function  uill   be    leat    tested 

TUCKEH.H.B,        Bute    Pouer    Co.        82/11/17.       DENTON.HR.       Office    of 
Nucltar   Reactor   Regulation,    Director.       STOL.Z.J.F.      Operating    ReactorE 
Branch    4.        3pp.        16222:090.        24X    FI  ch  e:  50-269,  B2/I  I/  it.  BSi  1370631. 

B2M3O0191    Foriuard«   response   to   HRC   82IOIS  request   for   addl   info 
r«    licenser    comp  1  lance    u/NUREO-0737.  I  tern*    I    A,  3.  1.44    II.  B.  4 
concerning    personnel    tra i ninj.  De«crl p ttun  of  Phase   II   core 
danage   mi  ti  gia  1 1  on    training   encl. 

TUCKER, H.B.        Duke    Power    Co.        83/11/19.        DEHTON,  H.  R.       Office    of 
Nuclear  Btactor   Regulation,    Director.       STDLZ.J.F.      Operating    Rsaetors 
Branch   -t.       21pp         16238:320.       24X  FI  cher  50-26-?,  S3/|  1/19,  3211300181. 

3211300238  forward*   rfsponie    to  HRC  331018  nqueit   for   iddl    infc-   re 
tornado-protected   means   of   providing    iteam   oen«r»tor   tooling 
water. Portions    of   response   discussed    during    821114  6*1  con 
TUCKER,  KB.        Duke    Pouer    Co.       S3/1I/19.       DEM  TON.  H   R        dffici    of 
Nueliar   Reactor   Regulation,    Director.       STBLZ.J.F.      Operating    Reactors 
Branch   4.       15pp,       16339:363.      24K  Fi  e  he:  50-269,  82/1 1/19,  821 130022B. 

8311300290    Inform*   that    revised   Tech   Spec  3.7   ui  1  ]    not   be   provided   b» 
B3I11?  as    itatetf    in   3Z110B   iuimltt4l    pe   adeq.uac4   of   itatian 
electric   distribution    tun    voltage*,  but   at   ^oon  ai   in-house 
revleu  completsif- 

TUCKE«,H.B.        Out*    Pouer    Co.       B2/11/19.       DEN  TON,  H.  R        Office    of 
Nuclear   fi*actor   «eBulation,    Director.       STOLT.JF.      Operating   Keactors 
Branch    4.       lo,        16237:363.      24X   Fich*  :  50-269,  82/1 1/19,  821 1300270 


9208190223   IE    Info   Notice   B2-3B,     "Change    in   Format   (.   Diatri  but  I  on  Sg  I 
for    IE  Bullotln»,  Circulars   b   Info  Notices.  "    Svc    list   encl 
DEYOUNO.R.C.       Director's   Office,    Office  of    Inspect  i  on  and 
Enforcement.       83/09/22.  Consolidated  Edison  Co.     of   New  Yor  I,    hii 

HOpp.        liOlS:  021.      34X  Fiche:  50-000,  S2/09/23,  B20BI  90223. 


B20B190232   IE   Info   Notice   82-40,     "Deficiencies    in   Primary   Cont*  lnat.nl 
Electrical    Penetration  Assemblies.  "   Bvc    list    encl. 

JORDAN.  E.L.       Division   of   Engineering   !.  Quality   Assurance.      02/09/2? 
Consolidated    Edison   Co.    of  Neu   York,     Inc.        112pp.       13930'OIV       E4I 
Fiehe:  50-OOO.  82/09/22,6208190232. 

9211150263  Confirms   B2O924   telcon   ru   821027  mgt   meeting    in  ChflrlcHt.W 
to   revfobi   results   of   first   phase   of   annual    appraisal    of   util 
regulatory    per  Pormance.  SALP  board   rept   to   be    sent    1   ialt 
before    meet  Ing.  Proposed   agenda    encl. 

LEWIS,  R.  C.       Division   of  Project   &  Resident   Programs.       B2/JG/OA. 
TUCKER,  RB.        Duke   Poyer    Co.       2pp.        16035'031         24X 
Fichu:  SO-CC-0,  82/10/06,8311150363. 

aai!OB0271   Notification   of   B21I03   meeting   ui/utlU   K  Franklin   Heltariti 
Ctr    in    Bathesda.HD   to   discuss   design    (JE  Bulletin   BO-I1J   & 
u«e   of    "enerju    balance   technique"   b   "arching    theoru". 
TRAMhELLrC.  M.       NRC   -  No   Detailed   Affiliation   Oiven,      B2/IO/07.          HSl 
-Mo   Detailed    Affiliation   Given.       4pp.       19979:318        24X 
fich*:  50-000,  B2/  10/07,  821106037!. 

G21I150431   Forwards   IE   Inap   Repts    50-269/B3-37,  50-270/63-37  & 
50-2B7/B2-37   on    820913-17.  No  noncompl  iance    noted. 
CANCE.M.  C,       Division   of  Project   i  Resident   Programs.       B2/10/07. 
TUCKEfl.H,  B.       Dirfce  Foyer   Co.      3pp.       16057:138.       24X 
Ftche:  30-369,  83/10/07,8211150431. 

--B3111504B7    IE    Imp   Repts   90-269/82-37,  50-270/62-37   fc   50-2B7/8S-37  on 
820713-17,  No   noncampliance  noted.  Major  areas    inapoctBd:  pipe 
supports    !c   r*»traints   i,  Tupe   D   t.  C   containment   leakage  rate 
tilting, 

JAPE.F.  .    BROQKS.E.      Division   of  Engineering-   t,  Technical  Prosrans. 
83/1  0/OS.       4pn.       16057;  130.       24X  Fiche:  30-269,  Q2/  1O/07.B2I  I  IS(MBI. 

82110B0311   Foruarifs   order    imposing   civil   monetary   penalty   for 
violation  noted    In    IE   Imp  Rept   50-269/82-11    on  820323-0401  , 
Re-e»*(n   at    independent  verification   program   compliance 
u/NUREO-0737,  lt«-tn   I.  C,  6  r«nue»ted. 

OEVOUNO.R.C.  Director's  Office,  Office  of  Inspection  and 
Enforcement.  B3/IO/13.  TUCKER,  H.B.  Duke  Po-uer  Co.  Zap, 
15975:173.  24X  Ficher  SO-269,  B2/IO/12,  S21  10BO31  1, 

—  S21IOB0316  Order    imposino   civil    monetary  penalty   for   violation  re 
Independent   verification   program   found  during   8S0323-0401 
special    ln*p.  Evaluation   d  conclusions   enel. 
DEYOUMO.R.C.       Director's  Office.    Office   of    Inspoction   and 
Enforcement.       83/10/12,          Duke   Pouer  Co.       7pp,       15973:178.      P»X 
Ficlie:50-B'fc9,  B2/IO/1S,  B21  108031  1. 


8311300319  Correct*   S21026    1 tr  re   82090S   seismic   event  near  Jacassee 
H^dro    itation. Second    strong   motion   sector   located   on   Uft 
abutment   bedfotl    ne»t    to   pc-iuerlh  ous«  t    third    on  residual 
idil    in.   luiitchyarii    1BOO   ft    from   dam.  Other    info   valid 
TUCKER, H.  B.       Dukt   Power   Co.       B2/11/33.      DENTON.H.H.      Office   of 
^ucl.ar   Realtor   Regulation.    Director.       STOLI.J.F.      Operating   Reactor- 
Br»neh    4.       lp.       16242:032.       34K   Flehei  50-269,  32/11/23,  821 1300319 


-S21 1150531   Forwards    IE   Insp  fiept   50-369/62-11    on  330323-0401. 
Enforcement   action   re    Imp  addressed   in  NRC   830635    Itr, 
UEH1B.R.C.       Division   of   Project  fc  Resident   Program*.      aa/06/C&, 
PARKER,  W.  0.        Duke  Pouer   Co.       2pp.       16093:373       24X 
Fich*:  SO-24 9,  82/10/12,  82I10B0311. 
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IE    Imp    Rapt    50-269/B2-1  1    on  020323-0401  .  Noncomp  1  i  ance 
not«d  *  tal  lure    to    f  o  How    instrument    c-allbr    procedure   re 
rtplaeimtnt    af    test    connection    cap,  leading    to    breach    of 
containment    integrity. 

H.  ,     FIEDLER.  R.  ,     BRYANT,  J.C.       Division    of   Project   &  Resident 
ni.       93/06/25,       4pp.       16093:  274,       24X   Fiche:  90-269.  82/10/13, 


R.     Periodic    operating 


rts   (.   related    cc 


Forward  i    safety    evaluation   &    technical    evaluation   rept   of 
&OOSO7    (.    B2Q7S3    responses    to    IE    Bulletin   6O-04,     "Analysis    of 
"Main   St«dm  Line    Break    H/Continued   Feedwater    Addition," 
AnalviJ*    acceptable    it   no    further    action  required. 
STOL.I.J  F.       Operating    Heactors    Branch    1.       82/10/14.       TUCKER,  H,  B. 
Cjle   Pou«r  Co.       9pp.        15970:221.       24X    Fie  ho  ;  5O-269,  B2/1Q/  14, 


"PW/l    Main   Steam  Line    Break    H/Continued    Foedwater    Addition 
tB-691.0cone&   Nuclear    Station    Units     1,2    Si    3,"     technical 
ivaluat  ton    rept. 

V03BUHV.F.  U,  ,     HERRICK.R.  C.       Franklin    Ins  t  i  tute/Frank  1  in   Research 
C»Tit«r.        NRC-03-B1-130.        TER-C5S06-  134.        82/09/28.        HEARN,P.        NHC    - 
Wo    D«t*il«il    Affiliation   Given.       23pp.        19970:231.       24X 
Fith«:  SO-249,  B2/1O/14,  0211060491. 

£31115/09.67  Forwards    suppl    to    previous   responses    re    IE  Bulletin    79-14. 
C«titl»d    eiplanatton    of    remaining    site    mod    work    t,    scheduled 
ccmj  1  etion    dates    encl, 

TUCKEiR.H.D.       Dude    Power   Co.       B2/10/19.       O'REILLY.  J  P.       Region    2. 
Ome*     of    Director.        6pp,         16062:165.        24X    FUhe:  50-269.  B2/10/19, 
B311I405&7. 

IE    Info    Notice    B2-fll,     "Failure   af    Safety/Relief   Volvos    to 
at    BUR,  "    Svc    list    encl. 

..        Division    of    EnginnerlnB    tn   Quality    Assurance,        B2/10/22. 
Cons  ol  Ida  ted   Edison   Co.     of  New   York,     Inc.        110pp.       15960:  193.       24  X 
Fief)*:  aO-QQQ,  BH/  1  0/22,8208190239. 

e2tll3O&03  ForuJarils    IE    In9p    Hepts    30-269/82-38,90-270/62-39  t, 
50-aa7/D3-3B    on   a21OOfl-09.  No   noneomp  I  lance    notod. 
DATICe.H.C.       Division    of   Projoct    E-   Resident    Programs.       B2/10/22. 
TVCKER.H.B,        Duke   Power   Co.       2pp.        16062:080.       24X 
F1  ch«;  9O-269.  fl2/lO/S2,  B21  1  150603. 

—  S211150609    IE     Inap    Repts    50-269  /B2-3B.  DQ-27Q/B2-3B   &    50-2B7/Ba-30    on 
B2IO01-oa.No   TiDncompliance  no  ted.  Mo  joi-   areas    inspected: 
rjdiation   protect  inn.  1  iquiif   &    gaseous    radioactivity    releaseB 
*   health   physics    appraisal    inspector    fplloyup    items, 
COLLINS.  T.fl,  ,    BrtHRpK.P,       Diviaton   o-f   Engineering   &  Technical 
Program*.       B8/1O/SO,       Bpp,       16062:OB2,       24X   Fi  Che:  50-269,  83/10/23, 
Q21115D603, 

6311150307    ftcl    receipt   of   B21019    HT    infnrming    NRC    of    steps    taken    to 
correct    vloHtions    noted    in    IE    Insp    Flcpts    SO-2A9/B2-23, 
50-27O/03-23    b   50-287/32-23. 

LEHCS.H    C.       Division   of   Project    &   Resident    Programs.       02/11/0=!- 
TUCKEft.  H    D.        Ou)i«    Pouinr    Co.        Ip.        16036:018.        24X 
Flche:  9O-369,  05/11/02,8211150387. 

—  B2U19Q399  ftesponda    to  NRC   830917   (.   0712    Itrs    re    violations    noted    in    Its 
imp    Rtftt    30-269/03-23,30-270/82-23   &   50-SB7/B2-23. 
Corrective    at  t  i  oni;  operator    counseled    re    importance    of 
InfoTitiinj    supervisor    of    pump    operablllty    problems. 
TIKKER.H.  B.       D>jl<e   Power   Co.       82/10/17,       0  'REILLY,  J.  P.       " 
C*Pie»    OF   Direttor.       2pp.       16056:019.       24X   Flche:  5O-269, 
S211]  50307. 

BajiltOOaa  Summjrg    of   821103  meeting   w/utils    ro    IE   Bulletin   00-11    on 
uie    of    "Fnprgy    Balance    Technique"   !<    "arching    action"    for 
&a«onru    uallqirali-fication,  .  , 

mwmei-L,  C.  H.       Operating    Reactors   Branch   3.       B2/11/05  °?"I:in 

R*actor»    Branch   3.       32pp.       16102:328.       EflX    Fiche:  50-000.  B2/1  1  /OS, 


IE    InPo   Notice   83-43,     "Deficiencies    in   LWR   Air    Filtration/ 
Vantilation  BIJS.  "    Svc    list   encl. 
JOfiDAH-E.L,       Division    of    Engineering    4.   dual  itg    Assurance^ 

Con«olidat»<r   EriUon  Co.     of  Now  York,     Inc.        lllpp.       16171.233. 
Flth»:  30-000,  82/11/16,  B20BI90248. 


B211030263   Foruardi   monthlij    operating    repls    for    Jun«    ISBO    Ftepts 
Unit)    2   (.   3    not    tncl. 

PARKER.  U.  D         Bute    Pouer    Co.       BO/07/15.  Office    a(    Management 

Program   Analysis.        Ip.        15910:320.        34*   Fithe    50-269.  BO/O7/ 1  5. 
B21 1030263. 


--B211030272   Monthly    operating    rept    fur    June     \1BO   Repts    far    Units 
not    Inc  lurfed.  Narrative    lunvnartj    encl 

REAVIS.J.A.        Bjke    Power    Co         BO/07/15         Spp          15910   321         24X 
Fiche:  50-269.  80/07/15,  921 1030363 

9211030111    Forward!   monthly    operating    rept    for    Jul     1930 

PARKER,  y.  0.        Buie   Poujer    Co        80/08/15  Office    of   Management 

Program   Analysis.        IP         15911:337.        24X   Fiche    50-369,  BO/09/ 15, 
B211030111. 

--0211030117   Monthly    operating    rept    for    Ju!     19BO   Narrative    summa 

REAv'lS.JA.        Bjiie    Pouer    Co.        30/OB/ J  5         5pp.        15911    33B         21 
Fiche:  50-269,  BO/OB/15,  021  10301  1  1. 

8211020313   Forward*   monthly    operating    rept    for    Nov    19B1 

PARKER. W         Buke    Power    Co.        Bl/ia/14  Office    of    Management    a 

Program   Analysis.        Ip.        15BS3:01B.        24X    Fiche    50-269,81/12/14, 
8211020313. 


B211O20319  Monthly  operating  rept  for 
REAVIS.J.  Duke  Power  Co.  Bl/12/14. 
Fiche:  50-269,  81 /12/ 14- B21 102031 3 


ov    1981 
Spp.        I 


8211020524   Forwards   monthly    operating    repts    For    Det     1981 

PARKER, H   O.        Buke    Power    Co.       B2/OI/1S.  Office    of    Management    and 

Program   Analysis.        ip.        159B8   399.        24X   Fie  he:  50-269,  82/Q1/  1  S  . 
8211020524. 

--B31103Q536   Monthly    operating    repts    for    Dec     1981. 

REAVIS.J.A.        Duke   Power    Co.        92/01/15         SOP          15SBB   300         24X 
Fiche:  50-269.62/01/13-8211020524. 

8211100180   Forwards   monthly    operating    repts    For    Apr    19B2    >.,    correctert 
page    for   Unit     I    monthly    operating    rept    for    Mar    1902  ,,„,,.„ 

PARKER, W.B.        Buke   Power    Co.       82/05/15  D!  rector  's    Of  f  ,ce,     OfFlr* 

of    Inspection    and   Enforcement.        Ip.        16024    239.        Z4X 
Fiche:  50-269,  82/05/1 5, 821  1 1001BO 


:ted 


— 82I11001S6   Monthly    operating    repts    for    rtpr     19B2   I.    corr 
Unit    1    monthly    operating    rept    for    Mar    19B2 
REAVI3.J.A.        Duke    Power    Co.        82/05/15         16op          16024    2<JO         J4X 
Fiche:  50-269,82/05/15,8211100180. 

Q211020539   Forwards    monthly    operating    repts    for    Auo    19B2    I,    corrected 
rept    for   Unit    1    for    Jul    1982.  I1PCi,t 

TUCKER,H.B.        Duke   Power    Co.       03/09/1 5.  Di  rec  tors    Of  F  ,ce,     Uffi., 

of    Inspection    and   Enforcement.       Ip.       iSBbbl.  u-*&.       ^i* 
Fiche:  50-269.  82/09/15,8211020539. 

-0aRE^5j  rnt^e°Po:tr^.rea^/;5ftuM:p3  ^^7.  «« 

Fiche:SO-269,B2/09/l5,  8211020539. 

"83RE^fjAorr^:%r"crpB2%B/?3rep^f"          »* 

Fiche:  50-269,  82/09/15,  821 1020339. 


122. 


of    Inspection    and   Enforcement. 
Fiche:  50-269.  B2/1  I/I  5.  821  12303B2. 


— B2112202B4   Monthly    operatino   repts    f "   Oct   .1982. 
REAVIS.J.A,        Duke    Pouer    Co.        82/11/15.        16pp. 
Fiche:  50-269,  82/1 1/15,  8211220282. 


16165    123.        24X 


IE    Info    Notice   82-43,     "PWH    Low  Temp    Overpreaeuro 
f>T»**e  tlon.  "    Svc    list    oncl. 
jOftOrtH-S.e..       Division    of    Engineering    i   Qual  itg   Assurance 

C0n»olldated   Edi.on  Co.     of  Hew  York,     Inc.       93PP.       16232:298 
Flch*:  50-000,  B3/11/19,B309190S53. 


8311310373   Foru.rd*    revised    info    supporting    921004   r.|U.«t.    *«• 
ttoa.    in*»rvic»    in«p   rio,ulr«monts    of    Section    XI    of   ABME 


.  0 

H«l«.r    R.«t«.T    H.gulation,    Director        STOLZ,  J  F        Ope 
BrjTtch    4.       Spp.       16221:136.       H4X   Fich  e:  50-269.  B2/U  /23, 


rtable    occurrences.    LEHs   t.   related    correspondence 


S.    Repn 

S211080173   Foruardi   LEH    62-018/01T-0.  Det 
TUCKER,  H.  B.        Duke    Power    Co.       B2/10/20. 
Office    of  Director.       7pp.       15981:092. 
8211080173. 


tiled     event    analysis    end 

O'REILLY,  J.P.        Region    2, 
24X    Fiche:SO-269.82/10/2B, 


—8211000177   UER   BB-OlB/OlT-Oion    821014,  three    of    si.    ^stalled    safety 
vilve.    determined    to   have   deflraded    performance    based    on 
valvering    settings. Cause  of    difference    in  r.ng    settings 
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6311100300  Forward*    LER    62-01 6/01  T-O.  D«  tailed    event  analysis  enci 
TUCKER.  H   D.         Dull*    Power    Co.        63/11/01.        O 'REtLLV,  J.  P.        Rejion    1!, 
Offitt    of    Director.        3pp.         16032:277.        24X    Fi  the  :  50-269,  82/1  J  /Ol, 
8211 100308 

--B2IHO0310   1ER    e2-016/OlT-0. on    B3101B. internal    QA   audit    revealed    that 
engineering    safeguards    surveillance    tests    riot   performed 
during    Jan     1982   Caused     bg    adn i nistra tive     def Ic lenclei    1 
personnel    error.  Meu    sus    established    4>  personnel    counseled. 
PETTY, J.C.        Duke    Pouer    Co.        82/11/C1.  Region   S,     Office    of 

Director.         Ip          16022:260.        24X    Fie  h  e;  30-269,  62/1  I  /Ol .  B211 10030B. 


V.     Operator   Eliminations 


— B21 1150609    IE     Imp    Repts    50-269/B2-3B,  50-270/02-3S    i.    SO~aB7/Ba-3S    en 
92IQ04-OB.  No    noncompliance   noted.  Major   areas    inspected: 
radiation   protect  Ion,  1  iquid    !<   gaseous   rad  ioacti  vi  tu.    ntliaitt 
tc  health    physics   appraisal    Inspector    fnllotuup    items. 
COLLINS.  T.  R,       Division   af  Engineering   i.  Technical    Programs 
B2/10/EO.        app.        16062' 082.        24X   Fie  he;  30-269.  B2/1O/32,  021 1 IM4O3. 

6210390106   ftentric    Ltr  B2-23   to   all    licensees    t,    applicants    re 
inconsistency    between   requirements    of    10CFH73.  HQlg )    it   STS 
for    performing    audits    nf    safeguards    contingency    plain 
<iecurlty    pl»n).  Svt    list    end. 

E1SENHUT,  D.  Q.        Division   of   Licensing.       83/10/30.  Consol  id*  t«d 

Ediion    Co.     of    Neu    York,     Inc.        Bpp.        15993:319.        24X 
Fichr;  SO-000.  92/10/30,0210290106. 


6210130019   Generic    Ltr    B2-]B    to    all    pousr    reactor    applicants   S. 
licensees    re    reactor    operator   t,    s.enior    reactor   operator 


1 1  i  f  ica  t  i 
after    9210O!.Svi     list    end 

EtSEfJHUT,  D.  G.       Division    of    Licensing.       03/10/12. 
Edison    CD.     of    fltat    Vort,     Inc.        15pp.         14003-234 
Fiche    50-000,  62/10/12, H21OI30O19. 


Consolidated 


DOCKET   50-27O   DCGN£E   NUCLEAR    STATION,     UNIT   2 

F.     Security,     msdical,     emergency    t     fire    protection    plans 


-evision    to    emergency    plan 


8510120650   Releases     public     versioi 
manual . 

FELTON,  J.  M.         Division    af    Rules    and    Records.        02/09/33.  Document 

Management    Branch.         Ip  15634    337.        2-1X    Fi  thi :  50-269,  B2/09/23, 

0210120650. 

— 8210120652  Foruards    public    version    of    Revision    3    to    emergency    plan 
nanua 1 

TUCKEF?,  H  0.  Duke  Pouer  Co.  B3/09/34.  0  'P£1LLV,  J.  f.  Reoio.12, 
Office  of  Director.  Ip  15684  340.  24X  Fiche  50-269,  B3/Q1/B3, 
3310130650. 

— B210120456   PuoSit    version    of    revis&d    emergency    plan    implementing 
pt- ocetfures.   inc  liUrf ing    Procedures    PT/0/H/20GO/O4    re 
e»tab  1  i  shment   !<    insp    of    technical    support    t  tr    t, 
CP/3/A/20O2/OS    re    pq* t-act i rfent    caustic     injection    Into   LPIS 
«       Duke   Pouor    Co.        S2/09/30.        BSpp.         13684:341         24X 
Fiche.  50-2A 1.  82/09/23,  8210120650. 

S23004C06B    Oeneric    Ltr    62-17    to    all    pouer    reactor     licenseea   I 
applicants    fc    holders    of    CPs    re    incons  i  s  tenty    b«tuieen 
renoirements     of     1OCFR5O.  54  ( 1 1     !.    STS    for    performing    audits    of 
emergent y,    preparedness    programs.  Svc    list    end. 

EISEfJHUT.D   0.        Division    of    Licensing.        B3/10/O!.  Consolidated 

Edison   Co.     of    New    VorV,      Inc.        i  1pp.         16002-388         34X 
Fiche    SO-000, 92/ 10/01. B?100100o8 

33100700]"?   Oeneric    Ltr   92-21    to    all    licensees    t.  applicants   of   nucl*flt- 
poutr    reactors    re    Tech    Spec!     for    fire    protection    audits. 
Forwards    guidance    tf i scusa ing    general     scope    d   deacrioing 
elemenli    to   OB    jncludgij    in   audit. Svc    list    enel. 

EISEIJHUT,  D.  Q.         Divlnan    of    Licensing          B2/10/06.  Consolidated 

Erilson    Co       of    Neu    Yarl.     Inc.        19pp          15993:330         34X 
Fie  he:  50-OOO,  B2/ 10/06,  6210070019. 

3211150367   Ac*    receipt    of    B2Q923    1 tr    re    conrdination  hetueen  utll    t 
Region   2   emeroemcij    response   org  an  1 1  a  t  ions    during    emerjency 
Eiereup    or   actual    emer^  nncu.  f)e  so  lut  i  on  of    issues    raltetf    to 
aejiieve    arfeqoate    emergency    performance    provided. 

D'BEILLV,  J.  P,         Region    2,     affUe     of    Director.        82/10/19         TUCKER,  H   D 
Du*e    Pouier    Co,        2pp.         I6055:2B2.        21X    Fithe  :  50-OOO,  62/  10/19. 
3211150347.  WIT. 


6211I1006B   n»leas.es    public    version    of    revised    crisis    mgt    plan. 

FELTQN,  J.  H.       Division   of   ftulea    and   Records.       02/11/01,  Document 

Management    flranch,       Ip.       16053:073.       24X  Fi  che:  SO-000,  03/1 1/01. 
8211110069. 


— B211110074   Forwards    public    ve 
TUCKER.  H.  Q.        Duke   Pouier   Co. 


ion    of    Revision   6    to    crisis  mjt  plan 
B2/10/20.        BENIGN,  H.  R.        Office    nf 

Nuclear  Reactor    Regulation.    Director.       2pp,        16053-071        24K 

Fiche:50-OOO,  B2/1 1/O1,  B2I II 1006B. 

— 8B111100B3   Public    version    of  Revision   6  to    crisis    mg t    plan. 
»      Duke    Pouer    Co.        82/10/39.        69pp.        16053: 07A         24X 
Fie  he:  50-OOO,  82/1 1/01 .  S21 1 1 IQO6B. 

B2U040379  Oeneric    Ltr   B2-25   to   all    power   reactor    licensees   re 
inttjrated    IAEA   eiercise    For   physical    inventory    at    LUFfs.  Any 
commitment    to    participate    In   eiercise    is   voluntary    Si    any 
util    that   participates   will    be    reimliursed.  Svc    list    end 
E1SENHUT,  D,  8.        Division    of   Licensing.       82/1  1/O3.  ConsolidatcJ 

Edison   CD.     of    MBUJ   York,     Inc.       llpp.        16019-004        24X 
Fiche;  50-OOO,  S2/1 1/03,  B21 1040379. 

B31114C072  Responds    to  B20917   Itr    re   Revision    7    to    safeouarifls 
contingency    plan, Changes    consistent   u/provi  s  ions    oP 
10CFR50.  34(p  J    t,    acceptable. 

STOLZ.  J.        Operating    Reactors    Branch    4.        B2/ 1 1 /09.        TUCKER,  KB.       Dul* 
Pouer    Co.       2pp.        16102:326.      24X   Fi  ch  e:  50-269.  H2/1 1/09,  B21 1140073 

B211J70210  Fariiiards   Revision  9  to    security   p  1  an.  Revi  sion    withhold 
Cre*    IOCFR73.  21  I, 

TUCKER,  H,  C.        Dufce    Pouier   Co.       82/11/12,        DEN  TQM,  H.  R.        Office    oP 
MucJear   Reactor    Regulation.    Director.       1pp.        16104    171        E-IX 
Fiihe;  50-269.  82/1 1/12,  821 1 170210. 

B21IE9022I   Releases    public    verslqn   of   revised    emersency    plan 
implementing    procedures, 

FELTOM,  J.  M.        Division    of    Rules    and   Records.        B2/11/19.  Doeuiwnl 

Management    Eranch.       Ip.       16246:176.       24X  FI  che;  30-000,  B2/!  l/lti 
8211270231. 

8211270227   Forwards    public    version   of    revised    emergency    plan 
implementing    procedures,  Including   Procedures   5,3.1    re 
re-covery    nanajer   d   immediate    staff    group    plan  ti   S,  3.  6  re 
radlolosica  t    support   group, 

TUCKERrH.D.         Dufte    Pouer    Co.        B2/10/29.       DENTON.H.R.        Office    of 
Nuclear   Reactor   Regulation,    Director,      2pp,        16346-177        241 
Fiche:  50-OOO,  92/11/19.8211390221. 

"8211S70233   Public    version   of  revised    emergency    plan    implemant  Itig 
procedures,  including   Procedures   3,3,1    re    recovery   manager  & 
immediate    staff    group    plan  t   5.3.6   re  radiological    support 
group. 

«      Duke   Power    Co,       H2/10/23,        233pp.        163-16;  179.        24X 
Fieh»:  50-000,  92/11/19,8311290221. 


—3211150375  Discusses    concerns    re    coordination   betuieen  util   t    Region 
durino    emergency    eiercise   or    actoal    emerg emu,  per   emergency 
preparetfnesi    eiercise    conslucted    on    S203IO-I I    Greater 
coordination    in    several    areas    necessaru. 

TUCKER.  H.  B.         Duke    Power    Co,        S2/OB/23.        0 'RE3LLV,  J  P         Region   2. 
Office    of    Director.        2pp.         Ia055' 294.        24  X   Fiche- 50-OOO,  02/ 10/19. 
621 1  150367. 

82UOS0070  Concurs,    that  Revision    8   to    phutieal    security   plan   is 
con»i*tent    m/lOCFRSO.  34(0)    &  does   not    decrease  p  Uti 
errecfclveness, in    r*tpont«    to    licensee    S20S23    Itr, Ends    to 
Itr   withheld    (ref    1OCFR73.21). 

STOLZ.J.        Qperatlng    Heactors    Branch    4.        S2/10/20,        TUCKER,  H   D          Dute 
Pouer    Co.       2pP.        15964.362.       34X  Fi  cd  »:  50-B69,  B2/IO/20.  021 1030070. 

8211150603  Forwards    IE    Insp    Reptt    5Q-S69/B2-3B,  SO-270/B2-38  J, 
50-Ea7/H2-3a    an   BS1004-OB. No  noncomp 1 iance    noted 
DflMCE.H.  C.       Division    of   Project    i.  Resident    Programs        62/10/22 
TUCKER, H.B.         Duke    Power    Co.        Sp  p          1-6062-OeO         B4X 
Fiche:  50-26-9.  92/1O/S2,  B21  I  IS0603. 


P.    Operating    licence   stags    documents   t<   correspondence 

e20?aiO&27  Oeneric    Ltr   B2-16    to   all    PUR    licensees    re    NUHEQ-0737   Tick 
Spec*.Rpqueit«    review  of    Tech   Specs    to   determine   consi»tHHcy 
<u/guU*nce    proyi  ded.  For    items   in/deviations,  amend    to    license 
requirjd.  W/o    stated    ends.  Svc    list   end. 

EISEIJHUT.  D.  0.        Division   of  Licensing.       82/09/2:0.  Contolida  ted 

Edison    Co.     of    N*u   Vorl,     Inc.       15pp.       15930;  HO.       SIX 
Fiche:  SO-000,  B2/09/20,  8209210027. 

62110103-63  Forunrdt    "Audit    of  Ocoiiee  Procedures    b  Training    for 
Presiurlied    Thermal   Shock."  Submittal    contains    only    minor 
chj.ru«t    to    earlier   draft.  Reipnnse    to    recommendations 
contained    in    Section  4   requested   within  43   days. 
STOLZjJ.F.       Operating  Reactors    Branch    4.      B2/IO/OI.       TUCKEH.  H.  B. 
Duk«  Power   Co.        3pp.       19BBOM06.      B4X   FichB  :  SO-269,  B2/  10/OI, 
821 101 0363. 

—  B2H010367    "Audit   of  Oconee  Procedures   l>  Training    For    PremauriiH 
Thirnal    BJiock.  " 

*      NRC  -  No    Detailed   Affiliation  Oiven.       B2/10/01.       21pp. 
1BB80:  109.       24X  Fiche:  BO-269,  82/10/01,881 1010363. 
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MllWQIO*  Cl*rif  t  ii    820700    ruquest    for    add  1    info    re   NUREO-0737,  Item 
EI-B.3j     "Pa»t-Acc  Idant   Sampling    Sys.  "    Clarification    section 
•if  (-rivlou*    Jtr    p-povitfes    guidelines.not   requirements,  fur 
titling    HVREG-O737    criteria. 

STDC.I.J.F,       Optra  ting    Reactors    Branch    4,       83/10/07.       TUCKER.  H.B, 
lit*    Fsmrr    Co,         3np,         15936:127         24X    Fiche  :  50-269,  B2/  10/07. 
S3H030I04 

HLLMOilS  Forward*    rmueiit    for    addl    infn   on    NUREO-0737,  I  terns    I  .  A.  2.  1.  4 
1   II.  B.  4   rt    pirionnel    tra  Ining,  Response   requested    within   30 
Jiiji    et    Itr    receipt. 

STDLIjJ.F.        Operating    Reactors    Branch    4.        B2/1Q/15.        TUCKER,  H.  n. 
to**   P«u»r   Co,        3pf-        15714:053.       24X    Fie  he  :  50-269,  B3/10/15, 
*!  1  1  03Q6I  a. 


H2/10/15. 


Confirms    621014    tclcon    authorization    to    change    Tech    iipoco 
(IF    wtil   B31Q14     ielecopiBd     Itr,  Amend    uaivoE     requirements    of 
£j*E    3.  1.  1.  t.  I    re    RCS    safety   valves    until    021029. 
rU.«d-ur  itte-n    saf  etij    evaluation    end. 

LAtHASjQ.C.        AB«l»tant    Director    far    Operating    Reacto 
TyCREfl,H.B.        Duke     Pouer    Co.        4pp.        13963:352.        24X 
Fit**:  SO-2&9,  02/10/15,821  1O5O1B9. 


Forward  »    request    for    addl    info  needed    to    complete   review 
6S0B06    Ltr    re     tornado    protected   means    of    providing    steam 
trjt-or    too  I  1  ng    water, 

Operating    Reactors    uranc  h    4.       92/10/18.       TUCKER,  H.  B, 
Co.         4pp.         13972:239,        S4X    Fiche  :  50-269,  82/10/1B, 


»liai0144   Advises    that    response    to  NHC    S2O60B   questions    ro    adequacy    of 
itltlan   *llttrlc    distribution    ays   voltages    will    be    provided 
ky   621103    Del-flj    requested    ta  allom    for    proper    review. 
TIXKER.H.D.         Duke    Power    Co.        B2/10/22.        DENTON.H.R.        Office    of 
•v.clur  Riattor    Regiflat  ion.    Olrector.       STOLZiJ.F.       Operating    Deactors 
Br*!ieh  4.        If,         13067:210,       21X    Fiche  :  30-269,  B2/1O/22,  021  1010  114. 


Ofrn*ric    Ltr    02-20    to   all    power    reactor    I  icensees,  permit 
Soli«r*  It   *ppljc*nt>    for    CP   re    guidance    for    implementing 
SfiiF-   tul*.  Farujird*    KUUEO-01O6.  NUREO    to    bo    used    as    interim 
e**iijri   until    RBC    Uuide    I.  70  revised,  Svc    list    encl. 
EISEHKUT,  D.  Q,        OlvUlon    of    Licensing.       82/10/26.  Consolidated 

fitter*  Co,     of    Meiu   Yorlu     Inc.       9pp.        13973:295.       24X 
FlttmSO-OO-O,  B3/10/26.B21026000B. 

6210370030    e«n»ric    Ltr    62-22   to   all    PUR    licensees   re   Congressional 
Tlq,u-*ft    *or    info    concerning    steam  generator    tubo    integrity. 
FarmTnl*    Conarenmin  EJ  Markey    031019   questions    re    steam 
l+Ti*T*tor    tub*     Integrity,  Svc    Hit   encl. 

£I££IMJT,D   0.         Dlvltlnn    of    Licensing.        B2/10/B6.  Consolidated 

Cli*er   Co,     of    Nam    York.     Inc.       I0pp.        16099:332.       24X 
FlcH:  50-000,  B2/1O/B4,  6210270030. 

&Z9I410325    Foruardi    Info   re    Q2090H    seismic    event   near   Jocassee    Hijdro 
St*tlar>,(HT   MRC    771029   request.  Event    magnituds   was    2.57. 
fl«praductlon    of    *Blsmagr»ph    for   Station   H03    uncl. 
TUCKEH.H.O,        Duk*   Pouor    Co.       02/10/36.       DENTDN,H,R.       Office    of 
Wutliir   Rt.ctor    RDgulatlo-n.    Director.       STOLZ.J.F.       Licensing    Branch 
t.        5ft.        15067:318.       S4X    Fiehe  ;  30-269,  B2/  10/26.  S21  1010S23. 

6I11OA04I9    Forward:*   AmBnd*     115.113  &    112    to   Liconsos    DPR-30.  DPR-17  !. 
Wfl-S5.ro«pn  tlv*lij'  saf  Bty    evaluation    &   notice   of    issuance   & 
iv«tl*bl  Ilt^,  ftmand    raviias   Tech    Speca    reflHCtina    util 
r»arfjrii  j»tion    1>    p«nornol    qual  if  icat  ions. 

WACHEfl.P.  C,       Op»ratlng   Reactors    Branch    -V.       93/10/26.       TUCKER.  H.  G. 
Dull  Peu*r   Co.       -Spp.        1997a;021.       24X    Fiche  :  30-369,  BB/10/26. 


An.nds    11S.11S    t   112    to    Licenses    DPH-SS.  DPR-47  !.   DPH-3r>, 
Titp  tctiv»lg,ir»vitlflB    Tech   Specs    to    reflect    util 
r»«T]«nlE*tlon   ti   personnel    quali*  ications    t>   correcting    lean 
trutlng   r  equipments.  .  „,,„.„, 

STCtl.J.  F-       Ojuratinj    Reactors   Branch    4.       82/10/26.       30pp. 
I3972r023.        &4X   Fl  che:  30-269,  03/10/36,  021  1O60619. 

&*f«ti|    evaluation  supporting  Amends    115,115   &    112    to 
intt.    DPR-3B,  DPR-47    i,   DPR-55,  1-especti  ve  ly.  on/lrt/o/.         i 

Office    of    Kucl«»r   Reactor    Regulation,     Director.       02/10/26.       J 
.        &4X  Fich«:  S0-2i9.  82/10/2i, 


—  921106Q65I    Amend*    114,114    t,    111    to   Licenses    DPfl-liB,  CPR-47   '- 
rtaptctivel  y,  revising    Tech   Spec    to    allow    pressurp    code 
iafefctj    valves    or.   Unit    1     to   be    degraded    from   £321014-27 
STOLZ.J.F.        Operating   Reactors    Branch    4         82/10/26         Spp 
15972:316.        24X    Fiche  .  50-267,  B2/10/26, 


--9211060642   Safety    (valuation    supporting    Amends    114,1 
Licenses    DPR-3B,  DPR-47   t.    DPfi-55,  respect  ively 
*      Office    of   Nuclear   Reactor    Regulation,     Director 
19972:354.        24X    Fiche.  50-269.  82/10/26,  83  1  1060644 


— 9211060667   Notice    of    issuance   t,    availability    of    Amend 
Licenses    DPR-3B.  DPR-47   !,    DPR-55,  respect  ively 
STOLI.J.  F.        Operating   Reactors    Branch    4         B2/10/36 
15972:356.        24X   Fiche:  50-269,  02/10/26,  031  1060644 


114.  II 4    t.    111    l.i 

2pp 


n.e  426. 


B21106070B   Advises    that    retirements    of    NUREG-0737,  I  ti 

"Operable    Valves.  Or    If    Closed    Must    be    Sealed    Closed"    t.    Item 
1I.E.  4.  2.  7,     "Primary    Containment    High    Radiation    to    Close 
Vent   t   Purge    Valves"    met.  pending    approval    of    Tech    Specs 
STOLZ.JF        Operating    Reactors    Branch    4.       B2/10/2G.        TUCKER,  H    H. 
Duke   Pouer   Co.        2pp.        15973:  14B        24  X    Fiche  :  SO-2A9:  B2/  10/2Q. 
031  106070B. 

0211060306    Informs    that    schedule    for    responding    to   NUREG-O737,  1  ttm 
[I    D.  3   on    evaluation    criteria    guidelines    for    post-accident 
sampling    sys    uill    not    be    submitted    until    132  1201:  contrary    to 
B21101    date    committed    to    In   B20B05    Itr. 

TUCKER,  H.  D.        Duke   Pooler   Co.       02/11/01         DENTDN,  H.  R         Office    of 
Nuclear    Reactor   Regulation,     Director         ETOLZ,  J   F         Operating    fleac 
aranch    4         IP          15953:023.       24X    Fich..  90-269,  92/1  1/01.  B21  106030*. 

S2H150136   Forwards    response    to   Franklin   Research    Ctr    draft    technic 
evaluation   rept    re    control    of    heavy     I  oads,  supp  I  ement  ing 
92100B   response    to   NRC   92021B   request 
TUCKER,  H   B         Duke   Po^er    Co.       83/11/09         DENTON.H.R         Office    of 


B211150615   Responds    to   020913   Itr    requesting    addl     info    re    re 
bldo    purge    sys    operation     in   cold    shutdown.  Ev 
necessary    plant   mods    underway.  Tech   Spe 


address 


Revision   3,  satisfies    requ  irements.  Al  1    requirements 

Co.       B2/11/O5.       DENTON.  H.  R         Office    of 


9311220335   Requests    remittance   of    balance    due    for    review   of   BE0910   & 

E,';rh.rs.Rr-:r:v^:^~s:/s:n;"" 
^r£.'%y&^^^->™'" 

B21 1220335. 


submitted   by    B21215. 
TUCKEH.H.B.       Du*.  Pa«. 


H-./II/IO        DENTDN,  H  R.       Office   oF 
«/      ^°        «N™  F        Operating    Re3ctC 
^"iche:  50-269,  82/1  1  /H>,  92,  1160375. 


Notice    of    issuance   b   availability    of   Amends    115,113  S.    1  la    to 
Llciiiso    DPH-3S,DPH-47    b   DPR-SS,  respective!;, 
er(X.ZjJ.F,       Operating   Reactort   Branch  4.       02/1O/E6.      «ipp- 
S4X   Flche:  30-269,  83/10/26,031  1060619. 


from   BAH-1697    (,   BAU-1699_ 


Office    of 


ruard.    (VmBnds     114.114  «<   HI    To    Lic.nsei    DPR-30.  OPR~t7 
-.p«tlv*l||."f»Sy   «v«m=tlon   &  notice  of   i""'"™ 
J<   *v*ll*biHttf.  rtm«r*d    alloiui   safotij   valv»s    on   Unit    1    to    be 
*«ftradrd   from   321014-89.  .-„,,,„.        TIVUEB   u  n 

MAGHEn.P.C.        C?c.,T*tlnB    R-.ctor*    Branch    4.       02/10/26        TUCKER.  H.B. 
Dull  POM.r   C».        4pp.        1S97E:342.       24X    Flchs:  30-269,  82/10/26, 
0211360644. 


,. 

Fiche:  50-269,  92/11/12.821  1150511 
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82M  190123  Forward*    changes    affecting    scheduled    completion   dates   re 
E2072B    status     rapt    of    NUHEO-O737.  I  terns     II. B.  3,     "Post- 
Accident    Samp  |  tng.  "    II.  F.  J,     "Accide-nt    Muni  t  DT  ing  "   t. 
in.  D.  3.  4,     "Control    Room.  Haft  i  tab  i  I  i  tu.  " 

TUCKER.H.B.         Duke    Pouer    Co.        82/11/15.        DCNTOW,  H.  R.       Office    o-f 
Nuclear    Reaitar   Regulation.    Director.       4pp.        14150:292.       24X 
F  i  c  he :  50-269,  82/  11/15.63111901 23. 


B211I50263   Confirms    020924    teleon    re   Q21027  mgt  meeting    In  Charlotte. DC 
to    review   results    of    first    phaie   of   annual    appraisal    of   util 
regulatory    performance. SALP  board   rapt    to   be    sent    1    uk 
lefore   meet  Ing,  Proposed    agenda    encl, 

LEWIS. R.C.        Division    of   Project    4   Resident    Program*.        B2/10/O6 
TUCKER,  KB.        Dufce    Power    Co.       2pp.        16055:031.        SIX 
Ficht:  30-000,  aa/IO/O6,  621 1 130263. 


0211290691    Forwards    table    summar  1 1  ing    changes    to    revised    inservice 
testing     program.  Chang ei    will    become    effective   uhen 
anaciated    sij  t     declared     opera  t  i  on-al .  Valves    added     bo   perform 
pressure     isolation     function   uitl     be     leal    tested. 

TUCKER.  H.  B          Duie    PQUJOT    Co.        82/11/19.        BENTCN,KR.        Office    of 
Nuclear    React  op    Reg-illation.     Di  rut  tor.        STQLZ,  J,  F.        Operating     Beat  tops 
Dranch    4.        Sop.         16222;Q9O.        24X    Fi  chs:  5C-269.  B2/1 1/ 1  °,  821 12°OiSBI. 


B2110B0371    Notification   of   821103   meeting  w/utils   i,  Franklin  Research 
Ctr    In   Qetfiesda.rlD    to   discuss    design    (lEDulletin  80-11 J    & 
use    of    "energy    balance    technique"   &   "arching    theory" 
TRAW1ELL.  C.M        NRC   -  No   Detailed   Affiliation   Oiven.       92/1O/07  NR 

-  Ho    Detailed    Affiliation   Given.       4pp.       15973:310.       24X 
FlcAe  :  50-000.  B2/ 10/07,  821 1080271. 


8211300101    Forwards    response     to    WRC    B2101S   request    for   jddl    info 
re     licensee    camp)  iance    tf/NUREO-0737.  Items     I  .  A.  a.  I.  4   i    II,  D.  4 
concerning    personnel     tra  i  ning.  Destr  1  ptian    of    Phase    II    co-re 
danjge    mitigation     training    encl. 

TUCKER.  H.  0         J>uke    Power    Co.        33/11/19.        CENTON.If.  R        Office    of 
Nuclear   Reactor   Regulation.    Director.       STOLZ.J.F.       Operating    Reactors 
Branch    4.        21(>p.         14338:320.        24*   Fi  che:  5-0-269,  82/1  1/19.  921  1300181. 

8311300220    For-uards    response    to   .NHC   S2101B   rtqueit    for   addl     info    re 
tornado-protected    means    of    providing     steam    generator   moling 
water  Portions    at    response    discussed    during    021116  telton 
TUCKER,H.G         Duke    Pouer    Co.        H2/M/19.        DEN  TON,  H  .  R  .       Office    of 
Nuclear    Reactor    Regulation,     Director.        STOLZ.  J   F.       Operating     PnactorE 
Dranch    4.        15pp.         Ii33=?:2i5.        34X   Fi  c  he:  50-2i9,  B3/11/19,  9211300223. 

62113Q029O    Informs    that    revised    Tech    Spec    3.7    will    not    be    provided    liij 
821119   at    stated     in    921108    subnittol     re   adequacy    of    station 
electrii     dlitrioution    sijs    voltajes,  but    as    soon   as     ln~hotiie 
revieu    completed. 

TUCKER.  H.  U          Duke    POUBP    Co         B2/11/17.        DENTON,  H,  W.       Offico    of 
Nuclear   Reactor    Regulation.    Director.       SIOL  Z,  J.  F.       Operating    Reactors 
BraTicn    A.        Ip.         (6537:362.        24X    Ficfie  :  3O-249.  B2/1  1  /19.  B21  1300290. 


S2L1300319  Correct*   aaiOSfi    Itr   re    B2O902  seiinic   event   near   Jocas-see 
Hydro    sta  t  ion.  Second    strong   motion   -sensor    I  ocatei)    on    left 
abutment    be-dro-cl    neit     to    powerhouse    b     third    on   residual 
soil     in    sui  tcfiyarrf     IBQO    ft    fron    dam.  Other    info    valid, 
TUCKER,  H.  D.        Duke    Power    Co.        B2/II/33.        DEfJTON,  H.  B.       Office    of 
Nuclear    Reactor    Regulation!    Director.       SIOL  ?.  J.  F.       Operating    Reactors 
Bran-ch    4.         Ip.         11,242.052.        24X    Fiche  •  50-269,  82/1  1  /23,  621  1300319. 

S21E29030B    Informs    that    info-    in    response    to   Generic    Ltr   02-22   re    tteam 
generator    tube    integrity    has   been    submitted    previously.  Addl 
I  nf  o    tkiQul-d    be     time    consucning    to    develop. 

TUCKEff.H.B.         Dill*    Power    Co.        02/11/24         EIBENHUT.  D,  0.        Division    of 
Licensing.       Ip.       16331    152        24  X    Fiche-   50-000.  B3/  1  1/24,  S21  139030B. 

0.     InspecSion    reports.,     IE   Bulletins   fc    c  orresp  ondence 

B209110530  IE  Info  Wo  t  i  c  e  92-37,  "Cracking  In  Upper  Shell  to 
Transition  Cone  Oirt.h  Hold  of  Steam  Generator  at  Dperatino 
PWR.  "  Svc  lilt  encl.  y 

JORDAN,  E.  Division  of  Enoineerlnj  t  Ouality  Assurance,  62/09/14 
Consolidated  Edison  Cn.  uf  Neui  Varlc,  Inc.  105pp.  15930-001  24X 
FlchO.  50-OOO,  H2/O9/16,  B20fllf0220. 

S208190223    IE    Info    Notice   82-34,  R  svt  sion    I,     "Htldi    in  Main'Contrnl 
Panels.  »   Svc     Hit    encl. 
JOHDnrf.E.  L.       Division    of   Engineering    ft   Quality  fts«uranc».       BH/09/17 

Cpnsolidatfi   Edison   Co.     of  New  York,     Inc.        lO7pp        I5B95'  185        C4x 
Fiche:  50-000.  B2/09/17,  920BI  90222. 

B2QB190239    IE    Info   Notice.   Ba-39,     "S^e   Degradation  of  Thick   Hall 
Stainless   Steel    Rec  irculat  i  an   Bys   Piping   at    &MH  Plant    " 
Svc    Hat    encl  . 

JORDAN.  E  L.       Division    of   Engineering    t,   Quality   Aiiurjnce        a2/0?/2[ 
Consolii(jt»d   Edilon    Co      of  Neu   Yorl,     Inc.       S6np        I40I7-098        SIX 
Fiche-  50-003,  B2/0-9/21,  8208170239. 

8203190233    IE    Info    Notice    B2-33,     "Change    in  Format  «,  Distribution    3gs 
far    IE    Bullet  ins.  Circulars    fc   Info   WotUn."    Svc    Hit   enel 
DEvaUNO.R.C.       Director's    Office.    Office   c-f    Inspection    and' 
Enforcement         02/07/22.  Consolidated   Edison   Co,     of   New  Vorfcj     Inc 

110pp.        160IB;OSl,        34X   Fitht:  BO-OOO,  B2/09/S2,  320B190223,  . 

8203190232    IE    Info  Notice    B2-40,  ."Deficiencies    in   Primiru   Contilnnient 
Electrical    Penetration   Aisenb  1  1  •».  tt   8vc    11  *  t    [ncl 


Division   of    Engineering    a  (Quality   At*orance,       82/09^22 
Consol  idatetf    Edison   Co-,     of   Hey   York,     Inc.         112no         1993O-OI9         34« 
F1Cl.e-50-000.  ' 


6211150*61   Forwards    IE    Insp    Repti    50-269/82-37,  50-270/82-37   !t 
30-287/02-37    on    B30913-I7.No  noncomp  1  lance    notad. 
DANCEiH.  C.       Division   of  Project   t  Resident    Programs.       B2/1O/07 
TUCKEB.H.B.        Dulie    Pouer   Co,       2pp.        16037:128.        24X 
Ficln:  50-2A9,  82/10/07,  B21 1 150481. 

--B3111504B7    IE    In*p    Rept»    50-369/03-37, 30-270/82-37  fc    50-287/03-37  on 
B20913-I7.  Wo    noncompliance   noted.  Major  areas    inspec  tedr  p  ip* 
supports   &   reserainti   k   Tijpa    D  Si  C    containment    leakage   rate' 
tei t  ing. 

JAPE,  F.  ,    BRDOHS,E.       Division    of   Engineering   «,  Technical    Projrjai 
S2/ 10/08.        4pp.         16057:  130,        24X    Fiche:  30-269,  B2/ JO/07.  B21 1  150401. 

6211040494   Forward*    safety    evaluation  !.    technical    evaluation   rept  c-l 
BOOS07    i   B2O723    rasponses    to    IE   Bulletin   SO-04.     "Analyjis    of 
Main  Steam  Line    Break   W/Continued   Feeriuater    Addition." 
Analysis   accrptable  fr  no    further   action  required. 
STGLZ.J.F.       Operating   Reactors    Branch    4.      62/10/14.       Tl/CHEfl.H.B 
Duke  Power  Co,       9pp.       15970:231.       24X   Fiche  :  50-269,  B2/ 10/14. 
32 1 1  Oo  0494. 

--82100I0400    "PWR    Main  Steam  Line    Break    U/Cnntinued   Fesduater  Addition, 
CB-691,aconee    Nuclear   Station    Units    i,2&   3,"    tecfinlcal 
evaluation    pept. 

VOBBl/HV,F.  M.  .     HERRICK.R.C,      Franklin    Inat  itute/Frank  I  £n  Res**Tih 
Center.       NflC~O3-B!-130.       TER-C5506-134.       82/09/2B.       MEARW,P.      NRC   - 
Mo   Detailed    Affiliation   Oiven.       23pp.       15970:231         ?4X 
Ficne:  50-S69,  BS/ 10/1 4,  831 1060494. 

821U30Sf>7  Foruards    cuppl    to    previous    responses   re    IE   Bulletin    79-14. 
Detailed    explanation   of   remaining    site  mod    work    &   scheduled 
completion   dates    end. 

TUCKER.  M.  B.       DukB   Poiuer   Co.      82/10/19.      O'REILLY.  J.  P.       RBBlon    a, 
Offlc*    of   Director,      6pp,       16062:163.       24X   Ficha:  30-S69, 02/10/1°. 
6211I909&7. 

B209190BO9    IE    Info    Notice   B3-41.     "Failure   of    Baf tt«/Re] I ef   Valv*t   to 
Open   at    BHR.   "     Bvc     list    «ncl, 

JORDAN,  E,  L,       Division   of   Engineering    &  Quality   Assurance.       83/10/23. 
Consolidated    Edison  Co.     of  New  York,     Inc.       110pp.       13940:153.      B-H 
Flcn»;  30-000,  83/1  0/23,  S30BI 90239. 

9311150603  Forward*    IE    Insp    Repti    SO-269/82-3B,  50-270/82-36  & 
30-287/62-38    on    B2I004-OB.  No  noncomp 1  lance    notad. 
DAWCE.H.C.       Division   of  Project   &  Resident    Programs,       92/10/23. 
TUCKER, H.B,        Out.   Power  Co.      3pp.       16063:080.       24X 
Fiehe;  50-269,  82/10/22,8211150603. 

-•-8211150609    IE    Imp    Rents    50-269/82-38,50-370/82-39  &   SO-SB7/B!t-3P  on 

9210-04-03.  No    noncompliance  noted. Major  areas    Inspected; 
radiation    p rotac tlon,  1  io.uld  &   gaseous  radioactivity    raliasei 
(•   health    physic*    appraisal    Inspector    follouup    Items. 
COLLINS.  T.  R.  .     9ARR,K.P.       Division    of  Engineering   &    Technical 
Programs.       82/10/BO.      8pp.       16062: 003.      24X  Fleh»:  S0-ao9rfl2/IO/B2, 
8211150603. 

S21U303S7  Ack    receipt   of   821019    Itr    informing   NRC    of    step*    tal*n  to 
correct    violations    noted    In   IE    Insp    Ripts    30-269/6S-K3,      i 
30-270/B2-23    &    30-287/92-23, 

LEHIS.fi,  C.       Divition   of   Project   lc  Resident   Programs.       92^11X03, 
TUCKER.H.  B.        Duk*   Pouier   Co.       Ip.       16056:010.      24X 
Ficht:  50-269,  B2/  1 1/02,  B21 1 1503B7. 

—  82I1I5O399  Responds    to  NRC   SS0917  t.  0712  Itrs   re   violations    nottJ   In   I 
Tn«p    Repts    50-269/52-23, 50-S70/92-23  ti  50-2B7/62-S3. 
Corricttve    act  ions;  operator   counseled  re    Importance    of 
informing    luparvlsor    of   pump    operabilltu,    problnmi. 
TUCKER.H.B.       Duka  Pouier  Co.      82/10/19.      0 'REILLY,  J.  P.      Region  3, 
Olfltt   of    Director.      2pp.       16036:019.      24X   Fiche;  SO-2A9.  6B/  11/M. 
9211150367. 

S3 11160080  Summary    of  821103  meeting    u/utiU    re    IE  Bulletin  60-11    en 
US.B   of    "Energy    B*l«nce   T«cfinique"   t,   "arching    action"    for 
nasonrv    wall    qua t  If  tea t ion. 

TRAHMELL.C.  H,       Operating    Reactor*   Branch   3.       B2/1I/05.  Optratlnj 

Reactors   Branch    3,       32pp.       16102:  32B.       24X   Fiche:  30-000,  B2/11/OJ. 
921I1A00BD. 
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IE   Info   Notice    BS-43.     "Defic  iene  i  e  i    in   LWH   AIT  Filtration/ 
Vint  i  l*  t  ion  Su«.  "   Gvc    list    end. 

XfiDJWJ.  E.L.       Division    of    Engineering    t>   Quality   Assurance.       82/11/16. 
Ccniolidttidl   Edison   Co.     of  Neu  York,     Inc.       Hipp.       16171:233.       34X 
Pith*    50-000.82/11/16,  6200190240, 


— 9ZlllOOaSl    LER   82-Q13/Q3L-0:  on    831OD5,  t urbi ne-dr i ven    emergency 
feeduatei-    pump     declared     inoperable    uflen    t  rip/ thc-ottl  e    valva 
2MS-94   accidentally     tripped    c  losett    by    maint    personnel    while 
insulating     valve.  Camed     bi/   <.  opponent     failure. 

PETTY,  J.C.         Dulie    Power    Co.        83/11/04.  Region    2.     Office    of 

Director.          Ip  14033-399-        241    F  i  c  h  e  :  3O-27O,  B2/ 11/04,  SZ1 1 1  0024;: 


3E   Into   Notice    B2-A5,     "PWH    Lou  Temp   Overpressure 
I  inn.  "    Svc     lilt    enc  1. 

E  L.  Division  of  Engineering  i  Quality  Assurance.  82/11/19. 
Caniolld«ted  fidiion  Co.  of  New  York,  Inc.  93pp,  16232:298.  24X 
tche:  5 0-000,  B2/ 11/19.  S20B1 90253. 


Fcruards    revises    info    supporting    821004    request!    for    relief 
frin     inservtce     insp    requirements    of    Section    XI    of    A  SHE 
laMer    &  Prcnure    Vessel    Code. 

TyCK-ER,H.fl.       Dull    Pouer    Co.      B2/11/23.       DENTON.H.H.       Office    of 
Cellar    Reactor   Regulation,    Director.       STDLZ,  J.  F.       Operating.    Reactors 
Jr«-,th     A.       5pp.        16221:10,6.        24X    Fi  che:  50-269,  B3/1  1/23,  B21  1390272. 

*    frriattt   operating    rep-orls  fc  related    corre  spondenee 


Honlhlij    operating    rept    for    June    1900.  Narrative    summary    encl. 
*£AVtS.J.A.        Duk*   Power    Co.        BO/07/13.        7pp.        19909:147.        24X 
Fich*:  EO-370.  80/O7/15.  B21  1030202. 

E;  1,  1  030243  Foridardi   monthly    operating    repts    for   June    1980.  Repts    for 
Unitl     a-    t   3    not    encl. 

FWrKER.W.O.        Duka   Power    Co.        QO/07/15.  Offica    of    Management    and 

Fragraa   Ana]yst».       Ip.        15910:330.       24X  Fie  he:  50-269,  BO/07/13, 
EQ11CG3ZA3. 

S2H030232  MinVhly    operating    rept    for    Jul    1980.  Narrative    summary    encl. 
KEAVIS.J.A,        Duke    Pouer    Co.       SO/OQ/15.        9pp.        15909:140.        24X 
Fit  hi:  &Q-270,  BO/OS/19,  SHI  1030233. 

SH020*3a  Monthlu   operating    rept    for    Nov   1*)81.  Narrative    summary    entl. 
SEAYIS,  J.  A.       Duke   Pouer    Co.      SI/12/14.       5pp.       1SBB9:112.       E4X 
Fle*i»:  50-270,  91/12/14,3211020430. 

HMOEC3>&B  KantMy    operating    rept    for    Dec    19B1.  Narrative    summary    entl. 
F£AVIB.  J.A.       Duke  Power    Co.      B2/01/15.       5pp.       158B9:  102.       24X 
Fit^^r  30-270,  82/01/13.8711020308. 


FoTuardi  monthly    operating    repts    for   Dae    1981. 

Pff.*Ea,  H  0.       Duke  Pouier    Co.      B2/01/15.  Office    of  Manaflement   anii 

Pragran  flnaty-si*.  Ip.        15888:299.       24X  Fiche:  50-1369.  flS/01/15, 
6311020534. 

--B2I102Q536  Monthly    operating   repts    For   Dec    1981. 

«EAVJa.J.A.        Duke    Pouiar    Co.        B2/01/19.        5pp.        13688:300.        24X 
FitB»:  30-269.  03/01/13,8211020524. 

SHUOCHBO  Forward  t   monthly    operating    repts    for   Apr    1983  &   corrected 
r*g<    for  Unit     I    rnanthly    operating    rept    for    Mar    1982. 
PMlKeH>H,0,       DuJie  Powtr    Co.      B3/OS/1S.  Director's   Office,     Office 

ol    Inspection    and    Enforcement.       Ip.        16024:239.       24X 
Fic*«:  30-E67,  82/03/19,3311100180. 


rtontJila    opamting   repts    for   Apr    19BS  fc   corrected    page   for 
Unit    1   month  I  -Y    aperating    rept    for    Mar    19B2, 

flEftVIS.J.  ft,       Duke  Power   Co.       82/05/13.       I6pp.       liOH4:  B40.       24X 
Fleh*:  50-249,  82/05/1  S.BHl  1100180. 


Fcruard*   monthly    operating    repts    for   Aug    1982   b    corrected 
rip*    Par  Unit    I    far    Jul    1982. 

TUCKEH.H.B.       Duke  Poiuor    Co.      82/09/15.  Director's   Office,     Office 

uf    fruptction    mid   Enforcement.       Ip.        15833:096.       24X 
tt  82/09/15,  B21IOB0539. 


V.     Operator   Eiaminationi 

B21O13OD1?   Gemsric    Ltr    33-18    lo    all     pouier    reactor    applicants    t 
llcensees    re     reactor    operator    i.    senior     reactor    aperabor 
rHquillfication    e  .aim ,  Adv  Iset     that    eiama    begin    at     facility 
after-    BZIQCU.Svc     Hat    encl 
EtSENHUr.D.  0.       Division    of   Licensing.        B3/1O/12.  Consolidated 

•      Ediian    Co.      of    Neu    YDrkr      Inc.        15pP  liOO2:234.        24X 

FicJie:  50-000,  82/10/12,  B21O1300t9. 


DOCKET   50-271    VEflMQNr  VANKEE  NUCLEAR  POWER   STATION 

F.     Security,     medical,     amerg  eneij    &    fire    protection    plans 

S21004O069   Generic    Ltr    82-17    to    all     power    reactor     licensee!    t- 
applicants   A    holders    at    CPs   re     inconsistency    between 
requirement*     of     1OCFR5D. 34( t>    t,    STS    for    performing    audits    of 
emergency    preparedness    programs . Svc     list    encl 

EIEENHUT,  B.  0.        Division     at    Licensing          62/1Q/O1.  Conaol  ids  ttd 

Edison    Co.     of    Neoi    Vorli-      tnc.        llpp.         16002:280.         24X 
Fi-che:  50-000,  B3/10/D1.  8210040069. 

B2IOO70019   Generic    Ltr    B2-31    to    all     Jitensees     t.   applicants    of    nutlenr 
pouier    reactors   ca   Tech    Bpeca    for    fire    production    audits. 
Foriuards    jwidance    discussing    general     scope    fc   descrifting 
elements    to.    ba    included    in   aiiilit.Svc     list    encl. 

EISENHUT.D    0        Division    of   Licensing.        B2/1QVOA,  CansolidateJ 

Edison    Co.      of    NBU.    York,      Inc.         19pp.         159931  339.        2-1X 
Flche: 50-OOO.  B2/1O/Q4,  9310070D19. 

B31I020aai    Releases    public     version    of    reviseil     emergenct)    plan 
i mp  lament  ingproeoiluroa. 

FELTOM.J    M.         Division    of    Rules     and    Hecnrds.         63/1O/12.  Dneunieiit 

Management    Branch.        Ip.         19903:OB9.         24X    Fi ehe:  aQ-S7l,  aa/10/13, 
82tl030aBl. 

— B211O20290  Foruiarils    public    version    of    revised    emergoncy    plan 
Implementing    procedures , inc 1 ud ing    Procedures    A.  P      3123   re 
emergency    plan    class!*  itation    &   action    level    stheme   (.  O.  P. 
3513  re    evaluation    of    offslte    radio  logical    conditions 
MARKT.D.  I.       Vermont    Vanfcee   Hue  I  ear    Pouier    Corp.        MiMiKT,  D.  I.       Vanta 


Atomic    Electric   C>o.       B2/09/30.  Offiei 

Re  BU  late  ion,     Dime  tor.         2pp.         1  5903:  090. 

ssuosoaei, 


of    Nut  lear    Reactor 

24X   Fiche:  30-271,83/10/12, 


— B211O20299  Public   version    of    revised    emergency    plan    implementing 
procedures, Including    Procedure*   A. P.     3123    re    emergency    plan 
classification   1  action    level    ichemo   !.  0.  P.     3513   re 
•valuation    of    offsite    radiologies1    conditions. 

*      v«rmont    Yankee    Nuclear   Pouer   Corp.       B2/09/30.       9Spp.       1590LJ:OWJ. 
24X  Fichff: 50-271 1  02/10/12,8211020381. 

8211090449  Forward*    IE    In»p    Fiept    30-271/82-16    on    020831-1004.  No 

noncompUance    noted.  „„,.„,„, 

STARD9TECKI,fi.       Division    of  Project    fc    fiesidont    Prograras.       S2/1U/J1. 
MUftPHYrW.P.       Varment    Yankee  Nuclear    Poiuer   Corp,       3pp.       16008:  SHI. 
24X   Ficlie:  50-271.  82/10/21,  B211O90449. 

--BB1 1090479    IE    Insp    Rept    50-271/B2-1B    on  B20S31-1004,  No   noncompl  ianco 
not«tf. Major    areai    inspected : p lant    operations    fc    status    of 
operational    *c  tivit ien  main*    act i«i ties,  safesuai'dB    syi 
opernbility    &    emergency    plan    &   procedure    revision. 
HAYHDND.W.  J.  ,     OALLO. H.  M.       Division    of  Project    &  Resident   Programs. 
BB/ 10/20.        IBpp.        ltOOB:BS4.       24K   Fiche:  30-271.82/10/31,9211090449. 


Monthly    operating  repts    for   Aug    1982. 
REAVIS.J.A,       Du*«    Pouier   Co.       82/09/15.       16pp.       15888:097. 
FJ* he:  30-269,  B2/O9/1S,  BS1102O53?. 


Forwards  month  lv    operating    rept*    for  Get    1982. 
TUCKER. W.B.       Dult  Pouier    Co.      62/11/13.  D  irector '«   Of  f  ice, 

at    Inspection    and    Enforcement.       Ip.        1&163;  122.       24 X 
F.«l#:3Q-at9r  82/1 1/13,  831 1220282. 


Office 


Monthly    operating   repts    for   Dct    19BB. 
fl£AVia,J.A.       Duk,   POUBP   Co.       82/11/15.       16pp.       16163:123. 
Fiche: 50-Zo9, 62/11/15,8211820202. 


B     AlFOrtabl*   occurrencet.    LERs   li   related   correspondence 


821O29O10B  Oenerlc    Ltr    32-23   to    all    Licensees    Si    applicants    ra 
inconsistency    betuaen    ri<iutremen ti    of    10CFH73. -)0(D)   Jc  BTS 
for    performing    audits    of    safeguards    c qntinsencu    plans 
<«eeurit>l    planl-Svc    liat    encl. 

ETSENHUTi  D.  O.       Division    of  Licensing.        BK/IO/ao.  Consolidatml 

Edlion   Co.     of   Neu  York,     Inc.       Bpp.        19993:319.        24X 
Fiche: 50-000, 82/10/30, 821039O10B. 

8211040379   Generic   Ltr    B2-25    to-   all    pouar    reactor    licensees   re 
intsgrited    IAEA    eiercis*    for    physical     inventory    at   LWR».  Any 
commitment    to    participate    in   exercise     it    voluntary   &   an« 
util    that    participates    will    be    reimt ursed,  Svc    list    encl. 
EIBeNHUTi  D.O,       Division    of   Licensing.        92/11/03.  Consolidated 

Edison  Co.     of  Neu  York.     Inc.       llpp.       1AO19:  OO4.      24X 
Ficb»: 90-000,  82/11/03.  BZ1 10*0379. 


621ilO<5a*B  Forwards  LER  B2-013/03L-O.  Detailed  event  analysis  encl. 
TUCKEft.H.H.  -  Duke  PoiiftP  Co.  BB/1I/04,  O'REILLY.  J,  P.  R«flion  2, 
Qttlt*  of  Dtrecto-r.  Zpp.  16022:337.  24X  Fiche:  50-270,  B2/11 /04. 
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DOCKETED  ITEMS 


B2  11  17021  5    Foruardi    He  vi  lion    ]     to     training    t    qualification    plan 
Revision    withheld     (ref     10CFR73.  21). 

SINCLAIR.  J.  B.       Vermont    Yankee   Nuclear    Potuar    Corp.       BS/l  1/10. 
EI5ENHUT.  D.  G.        Division    at    Licensing          2pp  16104:167.        24X 

Fiche:  50-271,  32/11/10,6?!  117Q2I5, 

B2111B0303   Aci     retiipt    of    820609    Itr    informing    NDC    of    steps     taken    tn 
correct    violation!    not«d     in    1C    Health    Physics    Appraisal 
flept    SO-271/BO-14 

HAHTTM,  T,  T         Division    of    Engineering    &    Technical    Program*.        02/11/12. 
tUJHPHV.W.  P.        Vermont    VanKe    Muc]*ar    Power    Corp          Ip.        16137:066. 
34X   Fiche;  50-271,  BJJ/J  1  /  12,  821  1  1  BQ3Q3. 

8311240151    Clarifies    B2G731    fc    1012    Itrs    re    propoied    alternate    shutdown 
iyi.  Eng  ineerinj     lolut  i  on.  eomml  tte<J    to    during    B31029   telcon, 
befcajeon    valves    VIO-17    >,    V]0~ia    described. 

SHITH,  fl.L.        Vermont    Yankee    Hue  tear    Pouer    Corp.        B2/I1/12. 
VASSALLO.  D.  Q         Operating    Reactor*    Branch    2.         llpp.        !63O(S>:  322.        24X 
F  icfic    5O-271.  B2/  11/13,  Q2I124OI51. 

P.     Operating    license    stage    documents    d   correspondence 

6209210027    Generic    Ltr    62-16    to    all    PUR     licensee*    re    NUREQ-0737    Tech 
Spec*    Requests    revieu    of    Tech    Specs,    to    determine    consistency 
u/guidaiKB    provided.  For    item    u/deviat  i  ons.  amend    to    license 
rsquireil.  Ufa    stated    «ncls.Svc.    list    entl, 

EI5ENHUT,  D.  fl.         Division    of    Licensing.         B2/09/20.  Consolidated 

Edison   Co      of    New   VorV.     Inc          15pp          15730:   HO         34X 
Fiche:  30-000.  B3/09/20,  B30?2iaoa7. 

B21IQ304BO   Requests    util     submittal     dacumenbing     Fulfillment    of 
NUREG-0737,  Item,    tl.U.3,     "Post-rt^c  ident    Sampling    Su.5." 
Schedule    Far    response    requested   within    20  days    of    receipt 
of    Itr, 
VASSALLO,  D.  D         Operating    Reactors    Branch   2.        83/09/31).        SINCLAIR,  J,  a. 

Vermont    Vankee   Wutlear    Pouer    Carp.         l&pn.         15943:267.        34K 
Ft  che:  50-271.  a3/O9/3O.  B21  10304BO. 

021SOQ0323   Foruaros    safety     evaluation    of    compliance    U/NUHE-G-O737,  Item 
II   B.I    re   RCS    high    point    vents.  Venting    capability 
accep  tab  le. 
VftSSfiLLO.  D   B.        Operating    Reactors   Branch    E.        BS/1O/13,        SINCLAIR.  J.  D, 

Vermont    Yankee    Nuclear    Power   Corp.        3pp.         15973:340         24X 
Pi  che:  50-271,  B3/10/  I  3.  B21  1080223. 

--3206300364    "Operating    Heactor    -    THI    Lesson?    Learned   NUR£e-Q737    Response 
Evaluations    (Program    fit.  Project    J.RCSVents    <  I  tern  1  1  .  D.  1  ),  " 
final    tectinica;!    evaluation  r*pt. 

•      Energy     Incorporated.        FIN    A-0246"2.        H2/Oi/02.       BUTCHER,  E. 
Division    of    Licensing.        flpp.        66133:172.        24X    Fi  che:  5Q--271i 
02/10/13,8211080323. 

G211060479  Forward!    Science    App  1  i  cat  Ions,  Inc    technical   evaluation   rept 
k  NRC    iafetij    evaluation    of    util    response    to    NUREQ-0737,  I  tern! 
I.  A.  3.  1    re   upgrading    of    reactor    8,   -senior  reactor    operator 
training   E>    1  1  .  B.  4    re    training    for  mi  tigating   core    damage, 
VASSALLO.  D-  U         Operating    Reactors    Branch   2,        B2/10/14.        SINCLAIR,  J.  fl. 

Vermont    Yankee    Nuclear    Poiuev    Corp.        4pp-        13970:302.        24X 
Fiefte:  50-271,  B2/10/14,  B21  1060479. 


nualifi  catirni   Programs    as 
1  1  .  B.  4,  "    technical 


—  B2070202BS  "  Improvnments  in  Training  b 
Required  fly  TMt  Action  It*ms  I.  A.  a.  1 
evaluation  rept, 

*      Sc  i  ente    App  1  i  cat  ions  ,      Inc.        NRC-03-B2-096.        SAI-l3i-02°~39_ 
B3/Oi/3O.  NRC    -   No    Detailed   Affiliation  Given        ISpp 

15170:206.        34  X    Flche.  50-271,  B2/  10/11,  821  10*0479. 

8211100155  Atcept*    pracedupe    revision    transmitted    in  util    B01S13  & 
BI033I    Un    re   WUHBG-0737,  1  ten    I.C.&   concerning    guidance 
on   procedure!    for    verifying    correct    performance    of  operatino 
activit£«9. 

VASSALLO.D.  D.        Licensing    Branch    3.        03/10/20.        SINCLAIH,  J.  B.        Vermont 
Vanke*    Nuclsjir   Fouler    Corp.        2pp.         16030:390.        24X 
F«(he.  50-271,  B2/  10/20.  821  S10O1  55. 


ouer   reactor    licennii 
ting 
•rim 


permi  t 


3311110573  Forwards    safety    evaluation    of  001215    response    to  HUflEQ-0737, 
Item   U.K. 3.21,     "Rtstart    of  Cor*   Spray   &  Lou  Pressure 
Coolant    Injection   Sys.  "    BUR  ouners    group  response 
acceptab  1  e. 
VASSALLO.O.  B.        Operating    Reactors    Branch   2.        B2/10/26,        BINCLfllH,  J.  B. 

Vermont    Yanfcee   Nuclear    Pouer    Corp.        2pp.        16Ofl8: 233.        2-JX 
Fiche:  50-271,  02/10/26,8211110573. 

— 9211110377  Safety    evaluation  concerning   NUREQ-0737,  I  tern    II. K,  3.21, 
"fieitart   of    Core   Spray    &  Lou   Pressure  Coolant    Injection, " 
BHR   ouneri    group    response   acceptable, 

HODQES.M.H.        Operating    Reactors    Branch   2.        S2/1O/26.        3pp. 
16043:235.       34X  Fiche:  50-271,  03/10/26,021  111O373. 

8211160031   Forwards    safety    evaluation   of   util    B20105    responie    to  HUREO- 
0737,  Item   U.K.  3,  34.     "Confirm  Adequacy    of   Space   Cooling    for 
HPCI  (.  RCIC  Sys.  "   Response   acceptable. 
VASBALLO.D.  0.       Operating    Reactors    Branch  2.       B2/10/27.       SINCLAIR.  0.  B 

Vermont  Yankee   Nuclear   Pouer   Corp.       2pp.       16102:067.       34X 
Fie  he: 50-271.  02/10/29.  S21 1 160031. 

— 8211160035  Safety    evaluation   supporting   adequacy    of    facility    spaci 
coaling    for    HPCI    1   RCIC    sys.per    util    020103    response    to 
NUREC-0737.   [tsm    II,  K.  3.  24. 

SINOH.A,       Office   of   Nuclear   Reactor   Regulation,    Director. 
B2/10/29.         Ip,        16102-071.        24X   Fiche;  50-271,  02/ 1O/29,  BH1 1 160031 , 

B211160460  Forward!   request    for    addl    info  re    degraded    grid    pro  t  «c  t  i-on 
ba»ei(   on  review  of   B20722    Itr.  Info    should    be    provided 
within  30  days. 
VASSALLO, D.  D.        Operating    Reactors    Branch   2.        O2/11/Q2.        SINCLArH.  J,  D. 

Vermont   Yankee   Nuclear   Pouer   Corp.       3pp.       16128:30?,       24X 
FUhe:  30-371,  82/11/02,821  1160460, 

6211170125  Ack    receipt   of    util   B20907    Itr  re    adequacy    of    station 
electric    distribution   sys    voltages. Add  1    Info   required    to 
complete  NRC    review.  In'o    should    be   provided    within  30  tail* 
of    receipt   of    Itr. 
VASSALLO,  D.  D.        Operating    Reactors    Branch   2.        B3/11/04.        SINCLAIR- J.  B. 

Vermont   Yankee   Nuclaar   Power   Corp.       2pp.       1614B:  194.       24X 
Fie  he:  50-271,  82/11/04,8311170125, 

B21 11 20391    Informs   of    delays    in    scheduling    installation   of   redundant 
containment   atmospheric    monitoring    equipment.  Installation 
It  preoperational    testing    of  equipment    will    be    completed 
by    intf   of  Dec    19B2. 

SINCLAIR,  J.  D.       Vermont   Yankee   Nuclear    Power    Corp.       63/11/03. 
VASSALLO,  D.  D.       Operating    Reactors    Branch  2.       Ip.       J6Q42:OB&.       34* 
FI  che: 50-271,  02/1 1 /OB.  821 1 120391. 

6211330403  Forwards    request    for   addl    info  re   Generic    Ltr   01-04   flh 
implementation  of  NUREO-0313.  Revision    l.Copy    of   reiponit, 
identifying  RCPD   piping, safe-ends   &   filler   mail   uhieh    do  not 
meet  guidelines,  should    be    sent    to  EO&G, 
VASSALLO.D.  B.       Operating    Reactors    Branch  3.       B3/1I/OB.       SINCLATH. J,  0. 

Vermont  Yankee  Nueloar   Pouer   Corp.       6pp.       16197:210.       24X 
Fic)it:SO-271,  03/11 /OB.  8211220402. 

8211160195  Provides    status    of  design  It    Implementation    tchadule    for 
NUREO-0737,  Item   III.D.3.4,     "Control    Room  Hah  itab  1 1  i  ty,  " 
Mods   scheduled    for    completion    by    Sept    1903,  following 
receipt   of   equipment. 

SINCLAIR,  J.  B.       Vermont   Yankee   Nuclear    Pouer    Corp.       82/11/10. 
VASBALLO,  D.  D.       Operating    Reactors    Branch  3.       Ip.        16091:361.       24X 
Fiche:  80-271,  62/11/10,0211160198. 

6311160047  Generic   Ltr  02-26   to    pouer    reactor    licensees    Uitipt-  Fort   St 
Vrain)    n  NUREQ-0744.  Revision    t,     "Pressure    Ve*»el    Matl 
Fracture  Toughness."   Forwards   NUREQ-0744,  Revision    1 .  W/o 
end.  Svc    list    encl. 

E1SEWWT,  0. 0.       Division   of   Licensing.       02/11/12.  Consoliif*tiJ 

Ed  i  ion  Co.    of    Neu  York.     Inc.       SSpp.       16232:212.       34X 
Flchi:  50-000,  82/11/12,0211160047. 

6211300199  Forwards    list   of    previous    submittals    re  NUREO-0737.  1 1»» 

tt.B.3,    "Past-Accinent  Sampling    Sys.  "    Final  design 

vtrlflcatlon    calculations    for    post-accident  lamp  1  In 3    *ys 

being   performed. Mods    to   be    installed    during  Mar    19B3. 

SINCLAIR,  J.  B,       Vermont   Yankee   Nuclear   Power  Corp.       82/11/23. 

VASSALLO,  D.  B.       Operating   Reactors    Branch  2.  2pp.        16S3B:35<9.       2+X 
Fichi:  50-271,  02/11/33,0211300199. 


6210270030  Generic    Ltr   82-32    to    all    PUR    licensee!    re  Congressional 
request    for    info    concerning    steam   generator    tube    integrity. 
Forwards  Congreoinan  EJ  Markey    0B1OE9   queitioni    r*   steam 
generator    tube    integrity.  Svc    list    encl. 

EISENHUT,  D.  &.       Division   of   Licensing,       B2/10/B4.  Con.ol  U* t ed 

Edison    Co.     of    N*u  Vork,     Inc.       10pp.       16099:  3^        24X 
Fiche:  30-000.  83/10/26*9210370030, 


9211300307  Forward*    list   of    all    util    revisions    to    Interview    Jnip/ 
inservlce   telting    program   &  requests    for  exemption. ptr   NRC 
020?3S  request. 

SINCLAIR,  J.  B.       Vermont   Yankee   Nuclear    Power   Corp.       aa/ 11/24. 
VASSALLO,  E>.  fl.       Operating    Reactor*   Branch  S.       Spp,        Ii23d:046,      B+X 
Flclis:  50-271,  82/1 1/24,  821 1300307. 


DOCKETED  ITEMS 


fl    Jnipictlon   r*ports.     IE  Bulletins   t,    correspondence 


IE  Info  Notlca  02-37,  "Cracking  in  Upper  Shell  to 
tlan  Cons  Oirlh  He  1  d  of  Btoam  Generator  at  Operatino 
Bvt  lilt  tad. 

.      Division   of   Engineering   &   Quality   Assurance.       92/09/16, 
f  d-lted    erflson    Go.      of    New    Ynrlii      Inc.         105pp          1S930'001         24X 

50-000,  a2/09/ii,02oai9oaao. 


"Holds    in  Main   Control 


IE    Info   Notice   92-34,  Revision    ], 
P-ir.tl*.  "   Bvc    list   and, 
JDSBAH.E.L.       Division    of    GnBinoerinfl   i  Quality   Assurance.       82/09/17 

Ceniolidatcd   Edison   Co.     of  NBU   York,     Inc.       107pp         13S99'185       ?4X 
Filher  30-000,  62/09/17.  0503190222. 

MOSI9O229   TE   InPo  Notico    BS-39,     "Svc    Dogradatian   of   Thick   Mall 
St*lr.l*lt   St«el   Reeirculation   Sys   Piping   at   DWR   Plant." 
Svc    lilt   tntl. 

JWCAN.E.L.       Division   at    Engineering   &  duality   Assurance.       02/09/21, 
C«mOlldlit*d    Ediiqn    Co.      of   NBUI    York,     Inc.        B6pp          16017-O9Q         21X 
Fli»,e:  SC-GOO,  0-2/09/21.  02OD19Oaa9. 

KK-9IW3S3   IE    CnPo  Notice    B3-S3,     "Change    In   Format   &<   Distribution   Syt 
fgr    IE   Bulletins,  Circulars   &   Info   Notices."    Bvc    list   end, 
KVDUN9,  R.C,       Director's    Office,    Office    of    Inspection   and 
EntQieintnt:       62/09/23.  Consolidated   Edison  Co.     of   New  York,     Inc 

16018;  021.       21X   Fiche:  50-OOO,  Ba/09/23,  6208190333. 


IE   Info  Notice    B2"40,     "Deficiencies    in   Primary   Containment 
El-rctrlcal   Penetration   Aasembl  ins.  "   Svc    list   encl. 

JMMNjE.  L.       Division   of    Engine  er  ing   i  Guality   Assurance.       83/09/32. 
ContoUdititT  Edison   Co.     of  Neui   York,     Inc,        112pp.       19930:019.      24X 


B211090344    Ac k    receipt    of    831014    Itr    informing    NBC    of    steps 
Correct    violations    noted    in   Confirmatory    Action    Ltr    02-13 


MARTIN,!.  T.        Division    of    Engineering    J«    Technic. 
MURPHY,  U.  P.        Vermont    Yankee   Nuclear    Power    Cor; 
24X   Fl  che:  50-271,62/11/02,  021 1090341. 


1    Prooran 


81V1  1/02. 


Ip         1600i:  30 J. 


—8211090346  Responds    to   NRG    B20B09    Itr    re    violations    noted    in 
Confirmatory    Action  Ltr    92-13   re    iodine    p  lateout    No 
corrective    action   necessary    tuhen    transferring    alinuots    from 
sample    cylinder    to    suitable    counting    geometry. 
MURPHY, W. P.        Vermont    Yankee    Nuclear    Power    Corp         0.2/10/14. 
SMITH, O.K.        Division    of    Emergency    Preparedness    (<   Operational 
Support.        I  p.        14006  201         21 K   Fit  he    50-371,02/11/02.  B21I090J14. 

B3111600BO   Sumrnary    of    B21 1O3  meeting    u/utils    re    IE    [lulletin    SO-11    on 
us*    of    "Energy    Balance    Technique"    L    "arching    action"    for 
masonry   uall    qualification 

THAMMELL.C.  M.        Operating    Beactori    Branch   3.        03/ll/QS  Opcratin 

Reactors    Branch    3.       32pp.        li.l02.35B.       2411    Fiche  .  5O-000,  02/ 1 1 /OS, 
5211160060. 


8211290376   Forwards    IE    Insp    Rept    50-371/62-20    on   830920-24   Ho 
noncomp 1  lance    noted. 
MARTIN,  T.  T.        Division    of    Engineering    1.    Technical    Programs.        02/11/09. 

MURPHY, W. P.        Vermont    Yankee   Nuclear    Pomer    Corp.        2pp.        1*220:254. 
24X    FlchB:  30-371,82/11/07,0211390376 

— eai!2903BO    IE    Insp    Rept    50-271/32-20    on   030920-21    No    noncomp 1 lancu 
noted. Major    areas    inspec ted: 1 iceniee    action    on    previous 
insp    findings    d    implementation    of    corrective   actions    for 
radiation   protection   program  deficiencies. 

ROUE, C. A.,     GREENMAN-E.  0.       Division    of   Engineering    fc   Technical 
Programs.        B2/11/O4.       Qpp         16230:256.       24X   Fiche    50-27 1.  B2/ 1 1  /QV, 
B2 II 290376 


Hotlflcetlon    of    OB1103   mseting   u/utils   t>  FranUln   Research 
Ctr     In   Dithtida.HD    to    discuss    design     (IE  Bulletin    80-11)    & 
utt-   of    "energy   Salanca    tochnlque"   b   "arching    thoory". 

rRWmEtL,  C,  M.       NR€   -   No   Detailed   Affiliation   Given.       82/10/07,  NUC 

-  Ho  Dtt*llld    Affiliation   Oivtf'i.       4pp,       13779:318        24X 
Fittit:  90-000.  B2/lO/07.aai  10SOB71. 


B3111B0303  Ack    receipt    a!    B30608    Itr    informing    NRC    of    steps    taken    ta 
correct   violation!   noted    in   IE  Health    Physics  Appraisal 
Rept   50-371/80-14. 
MARTIN.  T.  T.        Division    of    Engineering    &    Technical    Programs. 

MURPHY,  W.  P.        Vermont    Yan  tee  NJC  lear    Power    Corp          Ip.        16137:066. 
24X    Fiche:  50-27 1,03/1 1/12,8211160303. 


£211040313  Fc-rudrd*   notlca    of   violation   &   proposed    imposition   of   civil 
plnaltii.*   In   amount   at    $10,000   based    on   response    to   020421 
•r>alf unc tlan   of   reactor    PBedtuater   pumps    during    power 
if tr'ticn. 

HAYNESiFi.C,       Region    1>    Office   of   Director.       02/10/15,       CONWAY,  H.  F, 
l'*r«ant   Yant*«  Nuclear   Potjor-  Corp,       4pp.       13969:100.       24X 
FUfc«:  30-271.  02/10/13,  021  1040313. 


6211240150  Respond*    ta   021015  notice    of    violation    t>    proposed    imposition 
of   civil   penalties   re  830434   loss   of    feeduater   transient. 
Corrective    ac tloni: sh 1 f t    supervisors    reinstructed    in 
applicable   requirements   of   plant   Procedure   AP  0150. 
MURPHY,IJ.P.        Vermont    Yankee   Nuclear   Poiuer   Corp.       82/11/12. 
DEYOUNQ.R.C.        Director's    Office,    Office   of    Inspection   and 
Enforcement.        7pp.        16206:336.       31X    Ficho:  50-271.  02/11/13,021  1310150. 


Notice    of   violation   &    imposition    of   civil   penalty    in  amount 
,000   tmod    on   reiponio    to   520424   foaduiater   pump 


KAVMES.R.C.      Raglan    1.    Office   of  Director.      82/10/13. 
4.       24X   Flcho:  BO-271,  02/10/13,021  1060913. 


3pp. 


820Q19024Q   IE   Info  KoticD   02-43,    "Def ic i enc ie !    in   LUR   Air  Filtration/ 
Ventilation  Sys.  "   Svc    list   encl, 

JOHDAN,  E.  L,        Division    oF    Engineering    'j.  Quality   Assurance.        82/11/16. 
Consolidated    Edison   Co.     of  Neiu   York,     Inc.        lllcp.        16171.333.        21X 
Ftlhe:  SO-000,  63/11/16.0209190349. 


Foruardl    1C    Inep    Bent    50-S71/B3-IQ    on   B20031-1004.  No 
naneomp  I  Unco    no  tad. 

6rARD3reCMI,fi.      Division    of   Projoct   b   Resident   Programs.       02/10/31. 
rSJflPHY.W.  P        Virmont    Yankee  Nuclear   Pouer   Corp.       3pp.       1600Q:2B1. 
S4X  Fit  lit   50-B71,BS/10/31,eail090'l<19, 


IE    Info   Notice    62-45,     "PUR   Lou  Temp    Overpressure 
Protection."    Svc   list   encl. 

JORDAN, E.L.        Division    of    Engineering    t   Quality    Assurance.        82/11/1'' 
Consolidated    Edison   Co.     of  New   York,     Inc.        93pp.        16332:298.        S4X 
Fit  he:  SO-000,  63/1 1/19,  8209190253. 


--82110-70479   IE    Imp   Flept    50-27 1/B3- IB   on  830831-1004.  No   noncomp  1  lance 
not td. Major    ami*    inspected:  p  lant   operations   &   status   of 
operatlon-al    it  tlvl  t  i  oa  i  maint   ac  t  ivi  t  le«,  »af  oguards   sys 
«»»rat lllty    (r  nmergancy    plan   t-   procedurn    revision. 

AAVMQlWiW.  J.  ,    OrtLLOiH.M,      Division    of   Project   &   Resident   PraaramB. 
aa/IO/20,        IBpp,        li000:2B4.       H4X   FlchHi  30-271,62/10/21,8211070449. 


6211300307   Forwards    list    of    all    util    revisions    to    inservicc    insp/ 
tnservlcn   testing   program  d  requests    for   eiemption, per   NRC 
820920  request. 

SINCLAIR,  J.  D.        Vermont    Yankee   Noclear    Power    Corp.       63/11/24. 
VA8BALLO,  D.  B,        Operating    Reactors    Branch   2,        2pp.        16236:066.        24X 
Ftc he:  30-871  r  B2/1 1/24.  021 1300307. 


8E0ail!0239   IE   Info  Hottcu   82-41,     "Failure)   of   Safetu/Rellef   Valves   ta 
•Ofin   Jt   BWR,  "    Svc    list   «ncl. 

JORDAN,  E.L.       DivlBlon   of    Engineering    &   Quality   Asturanee.       BH/10/22. 
Ccniulldalxl   Edlion   Co.     of  NBU   York,     Inc.        110pp.       139iO:  133.      24X 
FlChl :  50-000.  8a/10/&a,BaOB190239. 

62)1120224  Foruirdi   IE  In»p  Rapt  80-271/B2-13  on  B20623-25  &  notUt 
»f  vl«l«tlen. 

MARJIHrr.T.       DlvUion   of    Engineoring   fc   Technical   Programs.      SS/IO/HQ. 

rtJBPHV,H.P.       Verrtiont   Yankee  Nuclear   Power   Corp.       2pp.       16042:333. 
2*)(  Flcht:50-a71r  02/10/30,6211130224. 


R.    Periodic   operating   reports  4  related    correspondence 

BB11100020  Forwards  monthlg   operating   rept   for   Dec    1961. 

JACKBONrE.H.        Vermont   Yankee   Nuclear    Power    Corp         82/Q1/12. 
of  Management   and  Program  Analysis.       Ip,       16023:096.      34X 
Fich»:  30-271,  62/01/12.0211100020. 

— 6B11100027  Monthlu   operating   rapt   for   Dec    1961. 

BUROERiF.  J.       Vermont   Yankee  Unclear   Pouer   Corp,       02/01/12. 
16022:097.       24X  Fiche:  50-271,  B2/01/I2,  8211100020. 


Office 


10pp. 


-B211I2032B  Nftic.  of  violation  Prom  inap  on   620623-23. 

•     Ri|l«n   I,    DfHea   at    Director.       02/10/2B.       Ip.       16042:333. 
FJ<h«:  30-271,  63/10/38,0211120234. 


8211180017  Forwards  monthly   operating   rept   for   Oct  1962 

MUHPHYiM.P.       Vermont   Yankee  Nuclear  Pouer   Corp.  83/11/0-9. 

Han*lem«nt   Information   Branch.       Ip.       16137:  190.  24X 
Fieh«:  30-271,  82/11/09,021116001 7. 


'£211120239   TE    Imp    R«pt    30-271/82-13   on  820623-23.  Noncomp  1  la 
n*liJ:  fflilupe  to  maintain  OA  records   of  monitoring,  Imp  fc 
avditlng   of   work    performance   during   maint   &   repair   of 


COLLiWS,0.  J.,    CLEMONS.P.E.  , 
Qinttar,      82/10/20.       7pp, 


OREENMAN,  E,  0. 
I6042:33i.      2 


Rugion   1,    Office    of 
X  Fiche:  50-271,  B2./10/SB, 


Monthly   oper»tinB  rept   for   Oct   1902. 

BUflOEH.F,  J.      Vermont   Yankee  Nuclear   Pouiar   Corp.      82/11/09. 
16137:191.       24X  Ficha:SO-271,  82/11/09,0211100017, 


7pp. 
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5     fl*port,*bLe   occurrence*,    LERt   {,    related   correspondence 


0211160476   Forujrtfs    LEfl    B2-022/03L-0 

PELLETIER.  J.  P.  Vermont  Yankee  Nutlear  Po 
HAVrJES,  (t.  C.  Region  1,  dftici  ot  Director 
Fie  he:  50-271,82/1  1/03,  92HJ9Q47i. 


ir   Corp.       82/11/03. 
lp.        16,137:  H4.        24* 


--B2111B04BO    LER   B2-022/Q3L-0    on    821005,  dies.  1    generator    A    failed 
reach    required    voltage    &    frequency    within    Tacft    Spec    time 
limit.  CauiBd    by     fuel    oil    rsturn    line    check    valve    failure 
Vj  1  vo    replaced. 

PELLETiefl:  J.p.        Vermont    Yankee   Nuclear   Power   Corp.        B2/1I/Q3 
Region     1,     Office    of    Director.        lp.        16137:  MS         24X 
Flche    50-37  1,83/11/03,  B21  1190474 


3211190239  Foruards    Special    Physical   Protection    Insp.  fleets 
50-272/B2-15    i,    50-311/82-15   on    820614-18   &    notice    of 
violation.  Detail!    (,    notice    of    violation    withheld 
(ref     10CFR73.  21). 

HAVNES,  R.  C.       Region    1,    Office    of   Director.       B2/10/27        UDEI!  I T  2.  R  A. 
Public    Service   Electric    J,    Gai    Co,     of    Neu   Jersey,        Inn 
24*   Flche:  50-272,  82/10/27,821 1190259. 

—  92111'JOBAS    IE    Insp    Repts    50-272/82-15  t.   30-3I1/B2-I5  on, 

Noneompliance   noted:  fa  i  lure    to   notify  NBC    before    degrading 
•ecurity   plan,  vital   area    barriers    not  maintained    &    Improt.r 
illuminatiQn. Details  withheld    (ref    IOCFR73S1) 

,MCRETjL-M"    GODV'rt-T-       "*•*«    <•    ("fie.   of  Dir.cto 
2pp.       16149:235.       24X  Fiche:  SO-Z72.  B3/IO/37, 


9211290578   Forwards    LEU   62-023/O3L-0 

FEU-EriER,  J.  P.        Vermont    Vanles    Nuclear    Po^er    Corp         02/11/1B 
HAYNE5,  R.C.        R«siot>    1.     Office    of   Director-.         lp         1&ES6' 053         24X 
Flche:  50-271,  82/1 1/18. 6311390573 

--6211290591    L£R    92-023/OOL-O   on    021020,  *h L 1  B    sor^illance    testing 
dr^.ll    to    tarui    «acuun   hrealers.nD    flow    throuoh   containment 
air   monitor    noted    uhen    puw.p    i  tartcd .  Caused    bv    cori-cnion 
»anur-p    o-f     vane*.  Spare    pump     installed. 

PELLETfER,  J.  P.        Vermont    Vanl*.    rJuc  1  tJir   Power   Corp.        B2/11/1B 
Region     1,     Office    OF    Director.         la          14226:054         24X 
Fiche:  SO-27  1 .  82/11/13.8211290578. 

V      Operator    Eiami nat i ons 

6210130019    Oenaric    Ltr    B3-IB    to    all    pouer   reactor    applicant*   fc 
licensees    re    reactor    aparator   t,    senior   r*ac  tor  dp  erator 
rsnualif  Lcation    eums.  Adv  i  set    that    eiams   be)in   at    facility 
after    B3100I     Svc     1 1  •=  t    »nc  1 .  ati.ng 

EISEWHUT.D.G         Division    of    Liceniina.        B2/10/la.  Con^ol  i  da  ted 

Editor.   Co.     of    Nuu   Vort,     Inc.        15pp.        16002:234.       34X 
Fich.e:  50-000.  8&/1O/ 12.  B21OI30OI9 


DOCKET   50-272   SALEU   NUCLEAR    GEMERAT1N3   STrtllDM.     UNIT    1 
-   -S!CUI!!t''l    med^*l'_«ner3«"^    «<    'irs    protection   plans 

5210040068   Generic    Ltr    B2-17    to    ail    pouer-   reacts    licensees   i 
applicant*    !-    holders    of    CPs    re     tncons  i  slenc  u    between 
requirements     of     10CFR5O.  54(t>    S,   STS    for    performing    audits    of 
emergency   preparedness    programs.  Svc    list  end 

n^;"   ?.    w°iViSir    ?*    L'"n""»'        WIO/OI.  Consolidated 

n    Co       of    New   VorJi.     Inc.        1  Ipp          1  (.002- 263        24X 
:  5Q-QOC-,  B2/10/01,  fl?l  O0400f.S 


B210290103  Generic    Ltr   B2-33   to    all    licensees    fc  applicant!    ri 
incan*istencij    between   reiiuirements   of    10CFR73,  40(o  I    A   913 
for    performing   audits    of    safeguard!   contingency   plans 
(security   plan).  Svc    list    encl. 

ElSEfVHUT.O.  G.       Division   of   Licensing.       82/10/30.  Coniolldltrd 

Edison   Co.    of    Htia  York.     Inc.       Bpp.       15993:319,       34X 
Fiehs:  50-000,  S2/10/30,  B210290IOB. 

0211040359   Forward*    addl    info   to    support  820429   exemption  Tiqirrit    tr* 

App   H,  Section    III.g/16  overaiie    drawings.  Aa  erture   cardi   art 
aval  labla    in   PDR. 

LIPEH.E.A.      Puhlic    Service   Electric   !.  Oaa    Co.     of  Nqu  Jenea 
92/11/01.       VAROA.S.A.       Operating    Rsactors    Branch    1         lluo 
15-?«iO:129.       24X   Ficha:  50-272,  82/1  1/O1  ,  821  1O4.0339. 


Revision   7   to    security    p  1  an.  Rtvi.ion    withheld 


VARQA,3.fl.       Public    Service   Electric    fc  Oas    Co.     of    New  Jersiu 
82/11/01.       DENTQN.H.R.       Office    of   Nuclear-    Reactor   Reflation 
Director.        vAROA,  8.  A.        Operating    Reactors    DrancJi     1.        4po 
24K   FichB:50-272.B2/ll/01,  8211090133. 


621101037'?  Generic    Ltr   B2-25   to    all    pouer   reactor    llcer-iee.  r* 
integrated    IAEA    exercise    for    physical     inventory    at    LURi.  /Iru 
comrritment    to    participate    in   eiercise    is    voluntary    b   anu 
util    tnat   participates   mill    be    reimbursed.  Svc    list    enel 
EISEMHUT,  D.Q.        Division    of    Licensing.        82/11/03.  ConioUtl.it  U 

Edison    Co.     of    Neiu   Vort,     Inc.        1  Ipp.        16019'  O04         34X 
Fie  he:  50-000,  B2/  1  1/03,  H31  1040379. 

821114,0153  Forwards   Amend    49    to   License   DPR-70,  safety    evaluation  t 
notice    of    issuance   t-  ava  i  labi  1  i  ty.  Amend   revises    TecN   Spec* 
r«    protection    of    fira   barrier    penotrationa. 

ROSS,  W.  J.       Operating   Reactors    Branch    i.       B2/11/Q5        UDERI3I,  FJ    A 
Puoltc    Service   Electric   i   Gas   Co,     of   Hem  Jersey.       HOD         IfilOO'lIO 
24  X    Fiche:50-272.S2/H/05.B211Ii,0153. 


6210070019  Generic   Ltr   62-31    to    all    ilcer,sees    *  applicants   ot    nuclear 
pouer    reactorj   re    Tech   Specs    for    fire    protection  aud  i  ts 
Foryarifi   guidance    rfiscussino   ueneral    ,cope   a   detcrib  [no  ' 
elements    to    ba    included    in   audit.  Svc    Hit   enel 

ErSENHUJ,  D.  0         Division    of   U«in.inB-        92/10/Oi.  Con^ol  Ida  ted 

tdison    Co      of    New    Vorfc.     Inc.        17pn,         13993    336        34X 
Hehe:  50-OOO.  O2/IO/06,  33  1007001  9. 

BaiHOOOTO   Releases    public    vision    r,f   revised    emergency    plan 
implementing     procedures. 
FELTON.J.M         DivisiDn    of    fi^les    and    Re 


—821  1030045  Forwards    public    version   of   revised   .m.^encg    plan 
implemsntin^    pi-oc  idurea,  i  nc  lud  i  n)    Procedures   EP     IV-10H    re 
protective    action    recomm*  ntfat  ions   i,  EP    IV-lll   VB    sffluer,t 
dose   calculations   Receipt    Form    enct 

VARQA6^!  Servict  Electric  !,  Ga,  Co.  of  N,W  Jers.y.  82/09/30. 
VAHQfl.S.A.  Operatino  Reactors  iBranch  1.  lp.  15736-  1A4  H4X 
Fiche:  50-272,  82/10/14,831  1030050. 


recommendations,  EP    IV-lll    re    effluent  dose    caUulatl 
««nirjency    staffing    guide.  H 


,m™-r, 
UDERITJ.R,  C. 

sssra. 


linj    ou  tages.  Normal    controls    Including 
ls   *   »er«entng  will    rerain   in    effect 
Public    Service   Electric    J.   Gai    Co      If   N. 


— B21IIS01SB  Amend    49   to  License    DPB-70, revi s ing    Tech    B 
barrier    penetration   protection. 

VAHGA.S.A.       Operating   Reactors   Branch    1.       63/11/05 
1A100:  112.       24X  Fiche:  50-E72,  82/11/05,821  1I60I9S. 


set  i  re    Urt 


4pp, 


—8211160160  Safety    evaluation   supporting   Amend   4?   to    License  DPR-70 
»      Office   of  Nuclear   Reactor   Regulation,     Director.       B2/1I/05, 
lilOO:  116.       24X   Fiche:  50-272,  82/11  /OS, 


Gatl230'29a    Forwards    IE   Safeguard*    Imp    Repta    SO-272/B2-24  i 
30-311/02-25   on  SS0913-17.NO  noncomp  1  lance    noterf. 
M^™^i-T"  T        ^'vision    of   Engineering    &  Technical    Program*. 
UDERirz.fl.  A.       Public    Service   Electric    &  Gas   Co.     ot   N*u  Jerieg.       Hi 
14192:333.        34X   Fiche:  30-272,  82/1  1  /io,  821  1  230S92. 


oiAa  '    aafaUuarlia    InaP    Repts    50-272/S2-2&   6    50-31 1/B3-23    On 

B2O713-17.No   noncomp  1  lance  noted. Major  areas    in  spec te-d; 
security    program  aud  i  t,  records   i  rep  ts,  te  sting    U  ir\aint, 
lacks,  leys    !,  combinations.  Details   withheld    (ref    10CFR73  211. 
SMITH,  O.C.,     DUNLOP.J.M.,    CODY,  A,  T.       Division    of   Engineer*!^   *. 
Tee^ntcal    Programs.       82/10/22.       lp,       16193:333.       S4X 
Flche;  50-272,82/11/10,  821 123029S. 

H.     ffleneral    lorrespondence 

8211110287   Advises    of    change   of    address    resulting    from   consolidation 
of   major-ity    of  nuclear   operations   fc   support    functions   within 
nuclear    dept. 

UDEH1TZ.H.A.       Public   Service  Electric    t,  Das    Co.     of  New    Jerieu, 
B2/11/03.       SCOTT.R.S.       Division    of  Technical    Information   t 
Control.       2pp.       Ii039:306.      24X   Fichs:  50-27S,  91/1 1  /03, 


0211100203  Foruards   mailing    address   change   for   eorjorate,   conCat  t   far 
correeeoniJenc*   re    facility. 

LIOEN,  E.  A.       Public    Service   Electric   fc  &ai    Co.     of  Weui  J*r*ty- 
BB/10/2B.       VAROA.S.A.       Operating   Reactors    Branch    I.       In. 
24X  Flche:  50-272,82/10/28,8211100205. 
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Cf»r«tiri)    license    ttage    documents   t    correspondence 

C.nirle    Ltr    92-16    to   all    PWR    licensees   re    NUREG-0737    Tech 
R»«uiit«    rtvieu  of    Tech    Spec*    to    determine    consistency 

nct    prcvidod.For    i  teral    u/devUtions,  amend    to    license 
«d.  H/o    it*  tad    end*.  Svc    list    end.  .u.t.H 

Division    of   Licensing.       B2/09/20.  Con.olidated 

Famn    Co.     Of    H.u   York.      Inc.        15pp.         15930:140,        24X 
Fjehf:  5O-000.  B3/O9/20,  3209210027. 

:ilOiOU5  Forwards    AflBnd     47    to   License    DPR-70,  safety    evaluation    S. 
riljtr    o*   ls»uanci    li  ava  1  lad  i  1  i  ty.  Amend    revises    Tech    Specs 
U  fiTi*tt  on«-tim»    dsfarral    of    pressuriier    water    level 

;«""i""'p.T.*lnB   Rectors   Branch    1.       03/10/12        "DERITZ.R.  A 
FttlU:    Service    Electric    fc   Gas   Co.     of    Neiu  Jersey.       4pp.       19913.  J«*. 
a*!    Ficr.i:50-27S,B2/10/  12,0211040113. 

3mC«Ol21    ftn,»nd    47    to    License    DPR-70,  chang  ing   Tech    Spec*    to    permit 
ont-tlni    deferral    of    monthly    surveillance    requirement    for 
•  rtDurlltir    water    level    for   a    days    for  Channel    1    &  2   days 
•for    Ch*nn«l    3,  „„,,„,.„, 

VAROA.S,A.       Operating    Reactors    Branch    1.       02/10/12,       4pp. 
I5?«:3S3.        24X    Fi  c  he:  50-272.  82/10/  12,  021  10401  1  5. 

82110*0127   Safety    evaluation   supporting    Amend    47    to    L  i  cense    "PR-™- 
Office    of    Nuclear    Reactor   Regulation,     Director.       G2/10/12.       ^P 
7,         24X    Fiche:  30-272,  B2/10/  12,  S21  10401  1  3. 


-Baill40I6a 


N.tice    of     i,.«n»   t    .v-il.bilit,     of    Amend     49    to    Lic.n« 

Operatic    fl.attor*    Branch     1.         B2/  1  1  /OS.        2PP 
sSx    Ficht:  30-272,  92X11/05.8311  160,  93. 


B21  11*0047   0.n.rU 


to    p  O 


encl.Sve    list     encl. 

eiSEWHUT,D.G.         Division    of    Lic.n-.iv- 
Edt*°n    CD.     of    NEUI   Vork,      I  nc         52p  P 
Flthe:30-OCO,  B2/  1  1/  12.  B2  1  1  160047. 


Inspection    reports,     IE    Bulletin,    I.    c  "r-iP  ond»nc  . 


PMB,  "    Svc     list     encl. 

ssri..*.^^:-^ 

Flche:  50-000.  H2/O9/16. 


ftaaurance         62/09/16. 


930B190222    IE     Info    Notice    03-34,  R  .v, *  i  °n     I.      "Ue!dS     i-    Main   Contr.,1 


-M1104OL31   Hotics    of    issuance   t.   availability    of   Amend    17    to   License 

VMGAtS  A.        Operating    Reactors   Branch    1.       82/10/12.       2pp. 
1  394  5:  339.         34X    Fich*  :  50-272.  B2/1O/  13.  S21  10401  1  5. 


ConoHdae  so.         . 

Flche; 30-000, S2/09/1 7, B3OB1TO323. 


Assurance         82/09/17. 
lo?pp  15B95.  165.        31 K 


.  3.3- 


Responds    to    B20419    Itr    re    TMI    Action   Plan    I  tern    II. 
•fleno-TKna  Relief    Valve    Failures    t,  Challenges."    Although    no 
|r«l*Tiriier    relief   valvaa    BViient,PORV   failures    occurred. 
Tith    Specs  OTovide   adenuats  corrective    actions. 
LIDCM.E.A.        Public    Service    Electric    (,    Oas    Co.     of    Neu   J""y 

VARCA.S.A.        Operating    Reactors    DraTich     1.        3pp, 
Fi  th»:  SO  -272,32/10/2  1,021  11002AB, 


aiCEA  Generic   Ltr    B2-HO   to   all    power   reactor    1  icenseas.  per  mi  t 

«old*rs  t  applicants  Por  CP  re  guidance  for  implementing 
SRP  Tul*.iFc.rujr«Ji  NUflES-0906.  NUflEG  to  be  used  as  interim 
«mur«  until  ReBflu>de  1.  70  revised.  Svc  H  at  end.  1trf:,fod 

EI^EKH-^r-BO          Division     nf    Licensing.        83/10/26.  Consolidated 

Ediisn   C«.    of    Heu.  York.     Inc.      9pp.       15993:295.       24X 

Fichtr  ao-ooo,  aa/io/a6,aaio2MoaB. 

E51C3T0030  O&nartc   LtP   82-22   to   all    PWR    licensees    re   Congressional 
ri4L'*tt    for    info    concerning    steam  generator    tube    integrity. 
Forwards  Cangrsss-nan   EJ   Markey    821019    questions    re    steam 


n    Co.     of   New  York,     Inc-       10pp. 
:  50-000^-02/IO/aA,  9210370030. 


c. 

Flche:  50-OOO,  B2/09/21.  8200190329 
IE    lnf»    Notice    a2-». 


For-,,  t    *    D,  .trj.ut  i  on    Hy 


^ 


IE     inf*    Notlc.    «-«, 
Electrical    Penetration    Assomb  1  , 


--.-  . 

Fiche:  50-000,  82/O9/22,  9309190332. 
B211090«5    Forward,    IE    Ins,    R^s    S 


5O-O11/B.-21    on 


14099:332.       24X 


H11I&0495  NotMU*    that    radiological    •"JMnt_j!|JUSg"!l,.St"    °n 

fi  offsit*    dose    calculation  manual   on    0212O3.  KequeBC 
extension    »Jioold    be    submitted    within    10    days    of   receipt 

..       Derating   Rectors    Branch    1.       B2/11/OI        UD6RITZ.  .*£ 
Public    8*rvic*    Electric    t  Oas  Co.     of    New  Jersey.       2pp.       16041.  (Ml. 
S*K    Fith*:  50-272,  92/11/01.0211  100495. 

sailJt006l    Respond!    to   820920  Itr    requesting    removal    of    interim 
<,D«ratinj   restrictions    re    control    &    insertion    of    rod*. 
Wtitinghavo    ftp*    on    subj    under   NRC    revieu.  Restrictions    in 
fa»<»    until    rvvleu   complBta.  iincniTZ,  P.   A 

VMCfiM.B.A.  Op.r-ting  Reactor.  Branch  I.  S2/11/01  UDE^"'RI^ 
FuHU  S.rvic.  Electric  !.  Oa.  Co.  of  New  Jer.ey,  2pp.  14053.  146. 
£*I  Fich.i  50-272,82/1  1/01,  921  11  10061. 

6311110331    Fc-ruards    compilation   of    documents    requested    by   NRC    b   atatuE 
o*    lulwiittalm    to    complote    environ    qualification    of 
ijrttu-relat*.)    electrical    equipment.  Bchedul  e    for    submittai 
of    out!  tending    It.mi    requested.  W/o    encl. 
VAfiOA.E.rt.       Operating    Reactors    Branch    1.      SB/11/01, 
Public  Servtee    Electric    t.   Oas   Co.     of   New  Jersey.       2pp. 
2«    FielSt:SO-272,  B2/  It/01,  8B11  110331. 

forward.   A^nd    49   to  License    DPR-70,  «»•*«  /£«!""   * 
of    issuance    t,   aval  labl  1  i  ty.  Amend   revises    Tech   Specs 
t«tion.    of    fire    barrier   penetra  tions.  ,,nPBiTZ   ft   A 

J.       Operating    Reactor,   Branch    I        82/11/05.       UDER  ITZ^R.  A. 
«<   Gervie.    EUctrlc    (.  fias   Co.     of   Neui  Jersey.       2pp.       lilOO.no. 
2'X    FliJie:SO-272.  62/1  1/05,  921  lliOISS, 

MI1IM1BB  Amend    49    to   Liceni*   DPfi-70,  revising   Tech   Spec,    re    fire 
**rr(.r   p.n.tration    protection.  oa/.i/OS        4ni> 

VAH8A-&.A.       fJp.ratir,o   Reactors    Branch    1.       B2/    1/05.       4pp. 
16)100:112.       H4X    FUhe:  90-272,  B2/1  1  /OS,  821  1  160155. 


24X    Fiche:  50-273,  B2/  1O/  17,  B2  1 


0211090455. 


n06059B-F.^    evaluation    .upp  -rtiiji    «ttl    .«.lj|.J.    -» 
line    break    W/continiie<f    feedwater   addition     (IE   Bulletin 

'-  No    Detailed    Affiliation   O.van,        H2/1O/2O.       7pp. 
MO         24*   Fiche:50-372.  82/10/^0,031  106O5E34. 


B210010059    "PW«   Main    Stean   Line    Dr»k    M'C"«n,,.d   F  ..d  .ater  Ad,.i  ti  o, 
(B-6»l    FSEJ-O.Salem   Nuclear   Oenarating    Seatton    Units    1    &  *, 


Detailed    Affiliation    Given.        2ipp.        15970. 
Fiehe:  50-372,  aa/10/20-B2110A03B4. 
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:  50-000, 


B203190239. 


*"•"»«•"    >•»"  ......  tin,    u/uttl 

"<«"•«"    '-"in,    t  v.Iv. 


TFUPP,L.E         D[vi.i0n    Qf    Project    t.   R,,i(f,nt    Program, 

1--   "• 


violation.  Detail!    &    notic*    of   violation   uithhfld 

(rtf     IOCFR73.  31). 

HAVfJES.fi.  C.       Rs-jlon    I,    Office   of    Director.       B2/10/27 

«£'=•     !"«'•    electric    6    G"    Co,     of    N.«   JBr«W.        iff 
24X   Ficf,E.-50-2?2.B2/10/27,eaill90259. 


JE     Imp    Rept,     50-372/B2-15   4   SO-311/B2-IS 
Han»npl.4nc.    not**:  f  i  J  l-r.     to    notify   NRC    b.f«re    de 


^^ 


-- 

,  B2U02Q030. 


Fich.:30-000,e2/ll/19.B20ai90233.  "' 

~'---!-'!-™!!!I*t'n9    rtP°Pt*«'  r.lated    torreip  onifenc 


—  BailO.40207  Monthly    operating   rBpt    *ar    JurlB    19Q1 


,™  „.„„„„ 


:  50-273,  62/10/19,  621  1120344 


:  50-272.  H2/10/20,  B21  1010112 


rnu  .  . 

MIDURA.H.  J.        Public    Service   ElBctric    1   Oaa    Co.     of   N.W   J>r»«. 

?P  iOB5.347r"o:;  ^Q!fiS"    °'flte   nf    J"9P"tfon    anS   Enf.rc.Mn> 

lp.         160B5.347.        24X   Fl  che:  30-372,  B3/1  1/10,  921  1  160300. 


&2II1A0292  Monthli;    oporatinrj  rept    for    Oct    1902 

l  .,Pl""i':    Servi"  Electric    t,  03S   Co.     Of   Ntw  Jtruu 
21pp.        16085:248.        24X    FUhe:  50-272,  92/  1  1  /|0,  OJ1I  li.M« 


1*137:040         24X    Fi 


50-372. 


-  50-373,02/11/10,0211330292. 


Fi  Che:  50-272.  02/J  I  /lO.Bai  1240372 


Flchf  :  30-000. 


50-311/82-23    on 


anationa    enc  1 


torina    nept    -    DE 

OH    Co.     of  N,u  JB 

0nm,nt.l    Prot.ai 
che:  50-272,  B2/1  1/16,  B31  13TO374. 


b 

(0Publt;    Servi"   Electric    (,  Oas   Co.     of  New  J*r.,o 

,Bpp.        16220:227.        24X   Flche:  50-272,  S2/1  1  /IftToSl  IMH3J4 


IW1.-044.        24XFich9;50-272°B2/'lO/n,iB2n030075':t0r         *"' 

-Bail0300a3   LER  82-072/03L-0;on   B3092B,  .„(,„,,*    fan    II    drlv.    b.lt. 
*    *      hatufling    area   discovered    broken   b   fan    12   bslt«    lonit  (. 
tMB*!-?,!*;    l!**    -H1n    normal    'Peed.  Caused    by    hlsh    smbiant 
2™£-        vicinity   of   fans. Belts   replaced. 

Public   Ssrvide   Electric    S,   Qes   Co.    of   Meui  J»r»*u, 


(LE2  B3T°«/03L-O.Detailed    event    ,naly,if    .n*l. 
'S  ^ervice  Electric    t,  Ga9    Co.    of   NBW  Jtruy. 

,ftLC-      "Bflion    *'    Offi"  of   OlnesiiP.       3PP, 
che:  50-27S,  B2/10/H,  S21  10200B6. 


K< 
*i  J   «table  placed    In    tripp.d   condition 

i?'    °£"'Uon    1T1  -f^raded    mod..  Caus.    under 

I°!!'i?U'E  t<"'l*-1   rtpt  wil1    be   •«b»itfc«d. 

P^llc   Seryic*  Electric    &  Oas  Co.     of  Mau,  J.P,fV. 

w" 


'w'^«  t-ER  82-077/oau-O.DeUll.d    .vent   *nilVil.    ,nel. 

««  ^MiEB^^«.*:  AV:^  -sr- 

24X  Fiche:  50-872,  02/10/20,  821  lOAonie  " 
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LER  62-077/03L-0:  on   B21002,  dur  ing    normal    operation,  svc   water 
Haa    indication  'Par   contain/Hunt    fan    coil    unit    15  iua>, 
lira  tic,  Cam  id    by    si1*    plugging    transmitter    sensing    lines. 
Lln*«   blown    daiun  t   tested   (at  isfactori  lij. 

FflAHM.R.       Public   Service    Electric    I.   Gas   Co.     of   New  Jersey. 
t?/lG/atX  Region    1:     Office    of    Director.        Ip.         1S950:O22.        24X 

Fi.ehe:  50-272,  B2/10/20,  821  1060019. 


--  8211290395   Supplemental    LER   62-O30/O3X-I    f  r  om   Q201O2    to    Ofll9, 
1URG1     leakage    rate     Biceeded    ma*    range   of    volumetric    test 
equipment    during    tasting    of    Ti/pe   DIG   containment    sys. 
Cauied    bij     insufficient    range     at    test    equipment. 
HELLER,  R          Public    Sorvico    EJnttric    &   Oas    Co.      af    New   Jeriey. 
92/11/03.  Region     1.     Office     a*    Director.         Ip          14219    075. 

Fiche-  50-272,  B2/  1  1/03,  B2  11290389. 


E3IIQ4Q167  Forliiards    supplnmental    LER   B2-042/03X-1.  Detfli  led    event 
•milvii*    cncl. 

NIBURWi  It.  J.        Public    Service  Electric    &   Qas    Co.     of    New   Jersey. 
SI/  10/20.       HAYNE8,R.C,       Region    1.    Office   of    Director.       3pp. 
[5933:099,        24*  Fiche:  50-272.  B2/IQ/3Q,  H21  1060167. 

—  0ailOc.017i   Supplemental    LER   82-Q42/03X--1:  on    82O62B,  valves     12AF10   & 
12AF04    discovered    open.  Cauied    by    personnel    negligence    in 
FlIlUT*    to    notice    that    chain    on   valves    improperly 
jnittl  1  ed.  Vjil  we    operation  &    tagging    lesson    plans    revised. 
KELLER.  R.       Public    Service  Electric    (.   Gas    Co.     of   New  Jersey. 
82/10/20.  R«B'"n    1.     Office    of   Director.       Ip.       15953:  102.       24X 

Flch*:  30-272,  82/10/20,  8211060167. 


Forwards   Supplemental    LER   B2-009/03X-1.  Detai  led    event 
*ni  lysis    «HE  1  . 

til  DURA  i  M,  J.        Public    Service   Electric    Si   Gaa    Co.     of   Neu  Jersey. 
62/10/30.       HAVNEB.R.C.       Region    1<    Office   of    Director,       3pp. 
I5S51:  17A,       H4X   Fiche:  30-273,  S2/  10/20.  831  1060198. 

-&2U060205   Supplemental    LER  B2-009/O3X-1:  on    B20118   Si  23,Cardoi    fire 
iueprn.1  ion    iy»    for    1A>  ID  b    1C    diesel    generator    areas    &   fuel 
oil    ltor«9>    art*    12    inoperable    for    more    than    14    days.  Caused 
by   tgi    In    manual    mode    due    to    maint    outage. 

KELLEfljR.        Public    Service   Electric    (.   Gas    Co.     of   New  Jersey. 
B2/10/20.  Region    1.     Office    of    Director.       Ip.        15951:179.       24X 

Fltfii:  5O-272.  B2/  10/20,  8211060  19B. 


Forward*    supplemental    LER   63-004/03X-1.  Detai  led    event 
tncl  . 

.  J,        Puftllc   Service  Electric    (t  Dan    Co.     of    Neiu  Jersey. 
S3/LO/20.       HftYNEa.R.C,       Region    lr    Office   of    Director.       3pp. 
15935:311.       24X   Ficha:  30-272,  S2/1Q/20,  921  106033B. 


8211290402   Forward*    supplemental    LER    32-009/0  1X~1     De  tai  1  od     evont 
analijiti    encl. 

MIDURA.H.J.         Pufillc     Service   Electric    &   Gas    Co.      of    Mew   Jersey. 
62/11/03.        HAYNEB.R    C.        Region    1.     Office    of    Director.        4pp. 
1621  B:  336.        24X    Fich  E  :  50-272.  32/  1  1  /O3,  Q21  1290402. 

—9211290412   SupoUirrtntal    LER    B2-OO2/O1  X-li  on    QSOl  19,  wastage    on    tube 
outside    diameter    of    steam    generator     [A    found     during    multi- 
frequency    eddij    current    eiam    Similar    findings    noted    for 
Generators     11,12    t    13.  Tube*     degraded    above    30V.    plugged. 
HELLER,  R.        Public     Service    Electric    I,    Gas    Co.      Df    Mem   Jersey. 
S2/1I/O3.  Rejloni     1-     Office     of    Director.         Ip.         16210    340.        iMX 

Fichu:  30-272,  B2/I  1/03,  8211390102. 

9211090206   LEF1    B2-OB1  /O  IP  :  on    Q3IO29-3  1,  during     functional    testing    of 
hydraulic    snubbers,  turn     snutbers     on    steam   generators     11    t.    14 
failed    bleed     test.  Caused    oy    piston    packings     losing 
pretension,  ftc  c  oleration    test    passed. 

MIDURA,H.J.        Public    Service   Electric    *-   Gas    Co.      of    NBUI   Jersey. 
B2/11/04.        HAYNES.H.C          Region     1,     Office    of    Director.        Ip. 
16004:309.        24X    Fl  cho  :  50-272.  B2/1  1/O4,  B31  \01O3Oi,. 

B211290264   Foruardt   LER    92-OB1/O1  T-0.  De  tai  led    event    analysis    end 
MIDURAiH.J,         Public    Service   Electric    !.    Oas    Co.      uf    Meu   Jsrsey. 
32/11/10         HAVNES.R.  C.        Region     L,     Office    of    Director.        3pp 
16219:076,         24X    Fict\e  :  50-272,  B2/1  1/  10,  B21  1S9O2A4. 

—  9211290274,   LER    aa-OBl  /01T-0:  on    BSl  1O4,  a  iiteen     1,000    kip     steam    none 
snubber«    found    out     o*    spec    on    bleed     test.  Cause 
undetermined.  Engineering    evaluation    in   progress.  Supp  laments  1 
rept   uiitl    be    submitted    upon    fin-al    resDlutmn. 
FRAHH.R         Public    Service   Electric    &    Gas    Co.      of    Mecu   Jersey. 
B2/11/IO  Region    I,     Office    of    Director.         Ip  16219    079.         24X 

Fiche:  SO-  372,  02/11/10.  021  1290264. 


Bupplemental    LEU  0a-OOfl/03X-l:  on    82010B,  charging    pump    13 
leclared    inoperable    due    to   component    cooling   wator    BUS    being 
tajgtd    out    for    planned    maint.  On   B20109.  positive    reactivity 
<h*n}»    found    in  HCS  boron  concentration, 

KELLER. R,        Public   Service  Electric    &  OaB    Co.     of    Neui   Jersey. 
&2tlQ/SQ.  Raflion    1,     Office    of   Di  roc  tor,       Ip.        19935:214.       L'4X 

FUht;SD-272,B2/10/20,  B21 1060338. 

IKW&1B6  Forwards   LER   02-07W03L-0.  DD  tai  led    event   analysis    encl. 
HIG-URA.H,  J.       Public   Service   Electric    &   Oas    Co,     op   Noiu  Jersey. 
BiflQJS?,       HAVNES.R.C.       Region    1,    Office   of    Director.       3pp, 
ltOW;009,       34X  Ficha:  50-272,  02/10/27,  B21 10901B6. 


82U290479   Foruiards   LER    B2-OB2/03L-0.  Detail  ed    event    analysis    enct 
HIDURA.H.J.        Public    Service    Electric    (.   Gas    Co       of    New   Jersey 
82/11/10.        HftVNES.R.C.        Region     1.     Office   of    Director.        3pp 
16227:  049.        24X   Fiche:  50-272,  83 /  1 1'  1O,  021 12TO479. 

S211290494    LEfi    82-O02/O3L-0':  on    OS1O25,  therroa  1    detectors     Fur    i  nd 

removal     »ys     !.    pressure    relief     sy*    discovored   mi  r, sing     from 
fire    dttection    lnatrum(-ntation    surve  i  1  lane  e    procedure*. 
Cauied    fcu    ovBrsiffht     tfuring    pracfdurc    inception. 
FRAHH.R         Public     Service    Electric    t    Gss    Co       of    Ncu   Jersey 
B2/11/IO  Region    1,     Office    of    DirectDf          Ip         16227   05=.. 

Fiche:  90-27 2,  02/11/10.  821  129O479. 


LER   B2-076/03L-0:  on    B20930i dieael    fire    pump    1    uauld   not 
»t«rt     In    automatic   mode    of  operation    during    surveillance 
t*itlng.  Caund    by    stuck    fire    suppression    sys    header    loui 
pntXJT*    tuitch.  Sultch    freed    t>    eierclsed. 

FRAHMiR.       Fubllc   Service   Electric    &    Gas   Co.     of   New  Jersey. 
B3/LO/27,  R»glon    li     Office    of   Divnctor.       Ip.       16003:013.       3-1X 

Ftch*:  50-372,  88/10/27,8211090186. 

Forward*  LER  B2-079/03L-0.  De tailed    event   analysis    ancl. 
MDURA-H.J.       Public   Service  Electric    U  Gas    Co,     of   Neu  Jersey. 
&2/1QY27.      HAVMEB.R.C,      Region   1,    Office  of   Director.      3pp. 
16tHS:343.       24X  Fiche:  30-272,  02/10/27,  821 1120445. 


8211300294    Forwards    LEP    B2-O7B/0 I T-O. De tai led     event    analysis    encl. 
M1DURA.H.  -J.        Public    Survi  c  e   El  ec  tr  ic    f<   Qaa    Co.     of    Neu   Jersey 
B3/1I/12         HAVNE5.R.C.        Region     I.     Office    uf    Director.        5pp. 
16236:  057.        24X   F(ch  e  :  5O-272-  32/1  1  /  12,  B21 13OO274. 

— B211300300   LER    62-079/017-0:  on,    S3  IO17,  during     routine    containment    purgt'- 
air    particle    detector    sample     line    found    erroneously    capped 
during    partial    completion    of    Design   Change    Requost   EU-0014. 
Caused    bu.    personnel    error. Air    particlo   detector    repaired. 
FRAHH.R.        Public    Sarvice    Electric    1    Gas    CD.     of    Neu.   Jersey. 
02/11/05.  Region     1,     Office     of    Director.         Ip.         lic-Sii:  O64-         iir. 

Fiche: SO-372,B2/I 1/12- 821 1300294. 


8211120451    LER   e2~079/03f--0;on   8H100i,  follouing    satisfactory    completion 
of   M»lnt   Procedure  MSM, discovered    that   procedure    not 
ftrtOTntt    durino   preceding   uk.Cauisd    by    oversight   on    part    of 
*Uctrfc«l    tuptrvlsor.  Order   written    for   weekly    surveillance, 
FflAHM.fl.       Public   9urvic«   Electric    *    Oas    Co.     of    New  Jersey. 
6J/10V27.  R«glon    1>    Office    of   Director.       Ip.       16042:346,       eix 

FJ(h»:  50-272,  B2/10/97,  8211120445. 


0211390597    LER    B2-085/OJP: on    821 1 1 4, automatic     starting    feature    on 
diei.l    fire    pvmpi    1    »    3   d i sah led .  Btat ion  pouer    transformer 
12  returned    to   »vc .  Automat i c    starting    Feature  regained. 
Detailed    rept    ui  11    be    submittod. 

MIDURA,H.  J.        Public     Service    Electric    J.   Gas     Co.     of    Neu   Jersey. 
02/11/13.       HAVNES,R.C.       Ragton     1.     Office  of    Director.       Ip. 
14226-200         E4X   Fichu:  30-272,  8B/U/15,  B21 129O557. 


ForuariJ*   LGR   B2-OBO/03L-0,  Detailed    event   analysis    encl. 
MIDLBA.H,  J.       Public   Service  Electric    fc  Oas    Co,     of  New  Jersey. 
e?mV<J3,       HAYNES.ft.C.       Reoion    Ir    Office   of    Director.       3pp. 
16  ISA:  337.       24X   Fiche:  30-272,  82/1  l/03i  B311H30441. 


8211300336   Forwards    LER    B2- 094/9  9X--0.  Deta  i  1  ed     event    analysis   encl. 
M1DURA.H    J        Public    Service  Electric    t  Gas    Co.     of   Mew  Jersey. 
S2/H/I7.       HAVNES.R.C.       Region    I,     Office  of    Director.       3pp. 
16336:091.        34X    Fichfl  :  50-273.  62/1  1/17,  021 13QQ336. 


3211230449  LER   8B-OBO/03L-0:  on    B31017   d   IB.  shutdown   margin   calculation 
not   p«rform»d    ullhln    required    Tech    Spec    i  nterval.  Caused    by 
#erionnil    ovirtlglit,  Personnel    counseled. 

FflAHH,H.       Public   Service   EHetric    tt   Q»*   Co.     of   Neu  Jeney. 
82/11/03.  Region    I.    Office    of    Director.       Ip.       !61BA:360.       -zi* 

Flefct:  30-272,  S3/1 1/03,  B211S30441, 

liMOaB"?  Forwards   supplemental    LER   B2-030/03X-1.  Detailed    event 
jnalV.il*   «nel.  „ 

HELLEfl.fi.,     MtOURA,H.J.       Public    Service   EUctric    k  Oas    Co,     of    ""Ui 
J-r*tu.       ea/il/03.      HAVNES.R.C.       Reoion    1.     Office   of   Director.       Jpp. 
16319:073.       24K   Fichs:  30-273,  S2/U/03,  B2112903B9. 


— B211300345  LER  BH-OS4/99X-0:  on    BS101 1 ,  d  ies»  I    generator   area    l 
prtssupB   carbon    dioxide    eqe    automatic   actuation    feature 
disabl«d   t    tagged    out    for   planned   maint.  Continuous    fire 
u,tch    u/bacliup    Fire    suppression    equipment    established. 
FRAHM.R.       Public    Service    Electric    &  Gas   Co.     of    "•«  J«"«J- 
B2/11/I7  Region    1,     Office    of    Director.        Ip.        16236.094. 

Fiche:  SO-272.SS/1  1/1?' 921 1300336, 
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DOCKETED  ITEMS 


8211390353   LE.R    62-090/OIP;  on   821  [21,  camera    »tan   of    r .moved     full 
eleaenti   nvealed    breach    of   futl   cladding    in  aicembly,    D-20. 
Afiiribli   placid    in   spent    futl    pit   location    E-4.  Cauie   of 
briich    under    Invtit igation. 

MIDURA.H.J.        Public    Service   Electric    t   Qas    Co.     a{   tttui   Jitney. 
02/11/23.       HAYNES.R.  C.       Region    1.    Office    of    Director.        ]p. 
175.       24X   Fiche:  50-273,  B2/1 1/22,  H31 1250353. 


9210070019  Generic   Ltr   82-21    to   all    licensees    &  applicant*    of    nuclfar 
power   reactors    r»   Tech   Specs   for    fire    protection    audit*. 
Fcrurardi   guidance    discussing   general    «eope    fc    deici-iblng 
elements    to   bi    Included    in  audit.  Svc    list   and. 

EIB£HHl/T,D.  e.       Division   of  Licensing.       83/10/06.  Consol  ld*tia* 

Ediion  Co.    of   Neu  Vort,     Inc.       19pp.        15993:338.       24X 
FUne:  90-000,  02/10/06,8210070019. 


V      Operator   Eiaminations 


B3I0130019   Centric    Ltr    B2-1B   to   all    pouir    reattor    applicant*   i 
littnitti   re    reactgr   oturator  1   senior    rtactor    operator 
nqual  H  icati  on    ei  ami.  fldvi  iei    that   eiams   begin    at    facility 
after  621001.  Svc    list   «ncl. 

E1SENHUT.  D.  O.        Division   of   Lictniing.        82/10712.  Coniol  Ida  ted 

Ed  ion    Co.     of    Niu    Vort,     Inc.        19pp.        16003:  234.        24X 
Ficht: 50-000,  82/10/13,  B210I30019. 


DOCKET   50-374    U.S.     OEOLQOICAL   SURVEY  RESEARCH   REACTOR 
F     Security,    medical,    emergency  *   fire   protection    flans 

8311110600  Rtleaies    public  version  of   emergency    plan, 

FELTOH.J.M.        Division   of  Rules    and   Hecprdj.        83/11/01,  Document 

Management    Branch.        lp.  16048    190.       34X   Fi  che:  50-274,  82/11/0  1, 
8211IIO400. 


—  5311110606  Foruards   public    version  of   emergency    plan 

RUSLINO,D.  H.  ,     M1LLARD.H.T.       Interior,  Dep  t .  of,     Geological   Survoy. 
82/10/17.  Office   of   Nuclear  Realtor  Regulation,    Director         lp 

IA04B.  191         24X   Fichs:  50-274,  H3/1 1/01 .  B31  H  10600. 

— B2I1H060B   Public    version    of   emergency,    plan, 

«      Interior, Dept.  of,     Geological    Survey.        92/10/31         27np 
16043    192.        24X   Fich«:30-274,B3/ll/01,BS11110600. 

P.    OfiBrating    llcenie    stage   document*  i  corres  pondenca 

631007001S  Den. He   Ltr  83-19  to  research    t,  te.t    r, actor    Ucensee^    ft 
submittal   of    copies   of   dqcumenti   to  NBC.  CUr  i  f  its   number   of 
copix    uf  certain  document!   to   be  submi  ttod    to   NRC.  Bvc    Hit 
enc  I 

EIBENHJT.D   G.       Division   of   Liceniing.        03/10/09.  Michijan,     Univ 

of.        10pp.        15960:140.       24X   Fiche:  30-0&0.  B2/10/OS,  82(0070013. 


DDCKET   50-27S    DIABLO   CrtNVON   NUCLEAR   POWER    PLANT,     UNIT   I 

-—  ^"!ICaU°I'^CO!!1*rUfti0n    **"*"   document!    t,   torresponiltfieB 

B2092100B7  Generic  Ltr  B3-lfe  to  all  PUH    !Uin»«i    re  NUJ1EQ-0737   Tech 

Sptci.Rri.uiit*   revi.u,  pf   Tech  Bpec.    to    determine    canilifc.ncu 

u/guidanci   provided.  For    item  u/deviations,  araenfl    to    license 

r.<nj.red   H/g    itated   sncla.Svc  liit   end 

eS^  °*   HDiVi"!B  °,f  Llc'nlin«-      "2/09/20.  Consolidated 

tflUan   Co.     of    Neu   York,     Inc.       15pp.        15930-  140         S4X 
FicNe:  50-000.  82/09/30,8209310037. 

331110003!   Respond,    to  FOlfl  reque.t  for   docufltmU    re  environ 
qualification    of   electrical   equipment.  Fcrua  rrfa  A,.   A 
documents  d.noted  u/asteri  si.  App  D  dncuments   available    In 

' 


6211040694  Forwards   Amend    S    tn  LicenaB    DPR-76,  safety    evaluation    « 
not  Jet  of    issuance  t-   availabil  itg.  Amend   temporarily 
racJaislfJ*!    certain   vital    areas    as    nonvltal. 

EISEMHUT.D.O.       Division    of  Licencing.       83/10/24.       CRANE,  P   A         Pacific 
flat  &  Electric   Co.       3pp.       15972:193.       21X  Fiche;  30-273,  92/10/36, 

— S211040700  Amend   2   to  Licenie   DPR-76,  temporarily    rac  la>i  1  f  gtno    curtit 
vital   areai    as   nonvital    re   physical    security    iiinei 
EISENHUT.D.  0.       Division    of  Licenaing.       82/10/26.       spp         15973    193 
aaX   Fiche:  90-273,  H2/ 1 0/26,  B21 1O60694. 

--B2HQ60702  Safety    evaluation  supporting  Amend    2   to    Licenig   Dnfl-7t. 

»     Office   of   Nuclear   Reactor   Regulation,    Director.       BZf\Q/3f>         Sot 
13972:200.        24X   Fiche:  50-873,  02/10/24,  821 1O6069-&, 

—8211040703  Notice   of    issuance   b   availability    of  Amend   8    to  Lic»ni« 
DPR-76. 

KWr<JHTQN,Q.       Licensing    Branch    3.       82/10/26.       2pp.       13972  203         iMI 
Fiche:  30-273,  82/10/26,  621 1060696, 

B2103901Q8  Generic   Ltr  82-33   to   all    licensees    &   applicant,   r* 
Inconsistent    betueen   requirements    of    10CFH73.  40(g )    &  STB 
for    performing   audits    of    safeguards    contingency    plant 
(security   plan). Svc    list    end. 

EISENHUT,D.O.       Division   of   Licensing.       83/10/30.  Con.ol  Ida  t  ft 

Edison  Co.    of    New  York,     Inc.      8pp.       15993:319        24X 
Ffcfie:  50-000,82/10/30,8210290108. 

6211040379  Generic   Ltr   83-25   to   all    pouer   reactor    Licensee!    re 
integrated    IAEA  exercise    for   physical     inventory   at   LWIU.  Any 
coiroiltment    to    participate    In   e>ercise    is    voluntary    tt   any 
utll    that   participates   will    be    re  Imbursad.  Svc    list    end 
EISENHUT,  D.  0.       Division    of  Licsnaing,       82/11/03.  Conso  1  Ida  ted 

Elf  £  son  Co,     of   Neu  Vort,     Inc.       llpp.        16019:  004        24X 
Fiche:  30-000,  83/1 1/03,  B21 1040379. 

8E11140093  Releases   public    version   of   Ban  Luis   Dbispo   Countg   nueHar 
poiuer    plant    emerjency    response    plan. 

Division   of   Rules    and   Records. 


FELTCN.J.M. 
Managtmsnt  Branch, 
621  1 160093. 


B2/11/03.  Datum 

lp.       16100:  1B4.       24):  Fiche:S(}-27S,B2/ll/O5, 


— B2I1160093  Forwards    public   version    of    San   Luis  Obitmo   County    nutl.Jr 
potoer   plant    emergency    reaporiBe   plan. 

CHANE.P.A,       Pacific    Gaa   t  Electric    Co,       02/10/27.       M I RAOL I A ,  F.  J 
Licentino   Branch   3.       2pp.       16100:153.       24X  Fiche>SO-?73  S3/liyni 
8211140093.  '  *i«*titruj> 

— B2I1I60099  Public   yen  ion    of  San  Luis    QbUpo  County   nucli.r   powir 
plant   emergency   response   plan. 

=  rFU;e;50-273ra2/n/S5,il2ril2o093a/°0/:31'       ^^       ^^  IW" 

B211140I39  Releases    public  version   of   revised    emergency    pl*n 
Implementing    procedures. 

FELTON.J.M        Divilion   of  Rule,    and  Records.       B2/I1/O3.  Dc-cunilnt 
Branch.       lp.  16109:233.       H4X  Fi  ch»:  30-375,  B2/1  I/OS, 


i  che-  50-37S,  63/10/14,  921  1  100031. 


--821U60144  Forwards    public   version   of    revised    emeroencu    nUn 
Inpltmentlng    proceriure),  ineludino   ProeBdurea    EP   0-2  r« 
establishment  of   onslte    emergency    organliation  &   EP  EF-7   r» 
activation    of   nuclear    data  communication    iyg 

S«?r:I.V'naS!Bl"S   n?*    k  ««*''»«    c»-      BB/10/B7:       ENKLKOH.  N.  H. 

Region  5,    Office  of  Director.      2pp. 

Fiche:  50-273,82/11/05,8311160139 


EI5ENHUT,  D.  0.        DiVinii 
Fiche:  50-000,  62/10/01, 

311010389  Reiponds    to  t 


prDe«dur*s,  includinj   Procedure.    EP   0-2  re    eitibli ttiffiBEit    at 
om    be  imereencv   organliatlon   (,  EP   EF-7  re   activation   of 
nuclear   data   communication   syi. 
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881 1120447  Ack    receipt   of   821013    Itr    informing   NRC    of    step*    taktn 

TviDUn!°?1,nDt^  ln  1E  In'tl  ""*  swTSM-sa.   P 

. T.H.       Division  of   Resident,    Reactor    Project    ft   Engineer  Ilia 
;     82/11^'       CHANE.P.A.      Pacific    0*.   t  Electric   Col? 
3:302.      B4X   Fiche:  50-273,  82/11  /09,  S21 1 1SQ447  ' 


DOCKETED  ITEMS 


flupondi    to   NRC   820913    Itr   re  violations   noted    in    IE   Insp 
flipt   50-273/82-28,  Rafutei   ittm  of   noncomp  liance. 
rap] intr tit  1  on   of   hourly    fin   match   mat   Tech   Spec 
r*qutr*aint t. 

CRjyjE,  P.  A.       Pacific   Qdt   (.Electric    CD.      B2/10/13.       ENOELKEN,  R,  H. 
Region   5i    Office    of   Director.       3pp.        16043:303,       34X 
Fleh»  ;  50-279,  B3/  i  1  /09,  031 1120447. 


S21130016B   Responds    to    B2111I    Itr    A    advises    that   NRC    has    added    Hoesset 
to    distribution    list    for     item*    pertinent    to    plant 
independent   design  verification   program 

CHANDLER, L.  J.        Hearings    DivUion.        B2/11/2;..       DYNNERiA   R. 
Kirkpatrlck,     Lockhart.     Hill,     Chr  i  itapher   !,    Ph  1 1 1  ip  5.        lp.        1623B.  177. 
24X   Fichei  SO-275,  93/1 1  /2fi.  331 130016B 


AJ  jv  Jle«  t  or  y    carr  tip  on  donee 


Order   •itendina    time   until   B31133   for   Commi*«lon   to   act   In 
T*vl«u  -NFlft  0-lreetor    denial    of   Joint    Intervenors    1QCFR2.  S06 

Tiq.«*lt. 

tHILK-S.J       Off  lev    at    the   Secretary    of    the   Commission.       82/11/03, 
Cflrtsi««  loner  1.         lp.         16006:  133.        SIX    Pinto:  50-273.82/11/03, 

ea  11 090300. 


H.    General    torreipondenci 


6211050046  Responds   to  620916   Itr    to   Chairman   Palladino   e.pressi 
desire    to    have    specially    equipped    fallout    shelters    provided 
for    community    residan  t  s.  Ltr    forwarded    to   FEHA    For    reply.  W/o 
enc  1. 

DEYGUNQ.  R.  C.        Director's    Office.     Office    of     Inspection   and 
Enforcement.        S2/10/O5.        RICH/TO  DSDN,  H.       Pismo   Beach,    CA.        5pp 
19963:  074.       24X   Fichu:  50-275.  B3VIO/O5.  021  1O50Q46. 


921119436?  Brief    in    tupjiart   of  820916   exceptions   bo   ASLB   B20831    initial 
ittlitcn  author!'  ino    Pull    pou*r   OL.  Certificate   of   Svc   end. 
IRQWN..H.H,       CalJfornJ*.     State   of.       BROWN,  H.  H.       Kirkpatr  ic  It-    Lockhart, 
Hill.    Cftristophei-   fc   Phillips.       B2/11/08.  Atomic   Safety   and 

tleinilnG   Appeal    Panel.       23pp.       16036:176.       24X   Flcfie:  50-875, 
.  9211150393. 


fj  I  11  50391   Drlof    in   lupport    of   nceptioni   to   ASLD   020631    initial 
dccttlan   in  noprnid    Pull    pouier   OL   proceeding,  Cert  if  icata   of 
Svc   incl, 

flEVMOlCBp  J.  R.       Joint    Intervenors-Diab  1  o  Canijon,       REVMOLDS,  J.  R. 
Ctnttr    for  Lau    in   tne   Public    Interest.       02/11/08,  Atomic   BaPetg 

tnt   LLt<niirg    Appaal    Panel.      6Bpp.       16056:270.       S4X 
Fieht;  JO-273,  B2/-11/03,  Q21  1  1S0391. 

&21U5063?  Riqueit   to   bdithdrau  Emeptloni  3,3   &   4   to   ASLD   620831 
iniiiJl    daei*  (on.  ABLB   clarifications    on  SOP  «   &  acquieicence 
bv   *PpTOprl«t  »    ttate    jurisdiction    to   9DPi   render   exception* 
ifnn»tt»i»Tu.  Certificate    of   Svc    encl. 

LKKEiR.F.       Pacific    Oat    (.  Electric   Co.       B2/11/OB,  Atomic   Safety 

*n4   Ucfnilrg    Appeal   Panel,      3pp.       16061:184.       24  X 
Fieh*:  30-275,  aa/ll/OB.8211150631?. 

eat115Ot  +  4   Brief1    in   iiippart   of   exception   to   ABLB   B20B31    initial 
•d*clt(e<n   jranting    full    poyer  DL.  Certi  f  Icate    of   Svc    encl. 
LflCKe.R.F.      Pacific   Bat    t*   Elattric   Co.      BH/li/08.  Atomic   Safety 

ind  Llc*n«lna    Appeal   Panel.       llpp.       16061:087.       31X 
Flcft*:  50-273i  B3S  11/03.  B21  11  50644. 

62  11]  tOOt  a  Forw*rdi   utll    comminti    on  Commission   831020  meeting    &  NRC 
Brti*ntatfon    re   d»ilgn   verification   program   Phase    II 
r«c«n«indatian*>  in   response   to   Secretary  831021 
rioUff  cation. 

CltfHE,P.f>        Pacific   Oa«   i   Electric   Co.      63/11/10.       CHILK,  S.  J.       Office 
tf   tM  S«cr»tari|   of    t^•  Comml.iion,       Hpp.       16036:092.      24X 
Flcht:  90-379.  03/11/10,8211150012. 

S3  1  183*513  Forwards   utll    comments    on   SB  1020  Commission  meetlna   fc  util 
frmnt»ticn.  In  reipanie    to  Commisiion  Secretary   B21021 
not  H  ic*  ti.cn.  .., 

CflfcNC.P.A.      Pacific    Oaa   i   Electric   Co.      83/11/10.      CHILK.  S.  J.       Office 
•Of    U*  S«T«t*T»   of    th«   Comminion.        lipp.        16184:392.       24X 
Ficher  50-273-32/1  1/10,  6211230333. 

$211163330  Brill1   igppurtlns  Exception  1    to  ASLD  B20B31    initial 

4*cl*  Ion.  Addl    FEMA   findings   on   adequacy   of  state   ameroancy 

f«*p«n*«    plan    unniccamiry   before    issuance  of   full    pouier   OU. 

C«rllrl«ate  of  Bvc    enel.  .    . 

HASSELL.D.F.       H»arina   Branch   1.       02/11/12.  Atomic   Safety   and 

t1*«niln(   Appa-al   P*nal.       25pp,       16085:329.  24X   Fiche:  50-273, 
.  8211  140330, 


MM  1703  44  Order   eit»nding    time   until   821214    for   Commltalon   to    act   to 
r*v[*w  ALAB-A31. 

HOM.ErJ.C-      Office   of    the   Secretary   of   the   Cornmi»»lon. 
C*Mt»itoTiers.       IB.        lilOS:  164.       24X   Fiche:  30-275,83/11/13, 


S21124O017  «oUc»   of   withdrauial    of   appsarance    In   proceeding.  Certificate 

*C   'Hearing   Branch    I.      B2/11/22.      3pp.       16806:111.      24X 
:  50-279.  82/11/23.  BE!  1240017, 

Ord«r   eicttrding    time   until   B21201    for   Commission   to   act   to 
rtvli-u  Mftft  Director   8207B2   denial    of    Joint    Intervenors 

IOCFR3.  20*  petition,  n       ,      , 

CHtLK.8.  J.      Office   of    the   Secretary   of   the    Commllslon. 

CoMl««lon*rs.       lp.       U207:  199.       24X   Ficher  30-275,  B2/11/K2, 


WUWOMO  Riouttti   that   San   Jo»*    Mercury   News    be   placed    on   ivc    !*»*• 
HAHHie.T.H.      Affiliation  Unknown.      82/11/22.      CHILK     OFflei  of  tl>" 
E«tT*Ur<j  of    th«  Ccmmlislon.      lp.      16237:333.      24X 
:  90-275.  02/ilfSS,  821 1300260. 


— B20B290131    Requests    funds    for    fallout    shelters    (.    demands    ui  thhnlriind 
OL    until    emergency    pfOCHduret    adequately    protect    city 
RICHARDSON,  U.       Piano    Beach,     Cfl-        B3/09/16         PALLAD1WO,  N.  J. 
Commi. si  oners.        lOpp          IS9i3:O99         24X   Fi  che;  50-275.  82/10/05, 
0211030046. 

8211060671   Forwards   rBeponsa   to    constituent  H   Richardson   B30916    Itr 
transmitted    on   B20924.re    request    for    funds    to    build    fallout 
shelters   !.   establish    prc-cedures     to    protect    Piamo    Heach.Crt    in 
event   of   nuclear   accident. 

DIRCKS.W.J.        Qfflte    o*    the    Eiecutive    Director    for    Operations. 
63/10/08.       LAODHARSIND,  R.        House    of    Rep.       lp.        15971:305         24X 
Fiche;  5O-275,  BS/10/OB.  B31 10i,O67  1 . 

— fi211O-10iaB  Responds    to    020916    r*q.uefit    for    specially    equipped     Fallout 
shelters.  FEHA    is    responsible    aoenty    to    evaluate    adequacy    nf 
emergency   preparedness    plans. 

DEVOUNQ.R    c         Director's    Office,     Office    of    Inspection    anil 
Enforcement         B2/1O/05.       RICHARDSON.  W        Pismo    Beach,     CA         4pp. 
19971:306.        34X  Fiche:  50-375,  93/JO/OB,  B2I  1O6O671. 

—8209-150005   Forwards    constituent    W   Richardson    S309I6    Itr    re    fundina    f 
emergency   procedures    to   protect   Pismo  Beach. CA   from  possible 
nuclear   ate  ident.  He  aponse   requested. 

LAQOMAHSINQ.R.       House    of    Ref .        B2/09/34.        Pflt-LADIMD,  ft    J. 
Commissioners.        lp.        15971:310.        24*   Fief,*    50-275,  B2/1 0/OB. 
B21106067I. 

S211160056  Responds    to    821007    Itr    transmitting    constituent    CF   Mansfiol 
S20S12    Itr    re    multiple    pip"    6rea  t  s,  premature   ueatcnino    of 
Studs    fe   holts    6   plant    seismic    c  a*  ab  i  11  ty.  Probabi  1  i  tg    of    pipe 
break    failures   will    be    reduced    due-    to    corrective    actions. 
D1RCKS,W  J.        Office    of    the    e.ucutive    Director    for    Operations. 
B2/I1/O3.       CRANSTON,  A         Senate.        6pP-        16103.033.       24X 
Fiehe:  50-275,  82/11/03.8211160056. 

—8211160062  Requests    findings   t,    views   on   encl    constituent   CF  Hansfie 
B20513    Itr    re   multipls    pipe    6 reaks, premature   uealening    of 
studs   fe  bolts   !c  plant   seismic    capability.  ...,•„ 

CHANSTOtJ.A:       Senate.        B3/1O/07.  Office    of    Congressional    AFfa.r 

5pp.        16103:046.        24X   Fi  che-  3O-273,  S2/  1 1  /03,  SSI  1 160056. 


M.    Antitrust   correspondence 

8211110436  Confirm.   teUon   advising    that   621130  meeting    is 

VOOLER    D'H      "earing    Branch    2.        B2/11/10.        HCDIARMID.  R.  C. 
McDUrnio.'     FALL1N.J.F.        Pacific    Oas    &   Electric    Co         lp. 
24X    Fiche:  50-379.  62/11/10,631 11 10*36. 


8211190147  Foruards   memorandum   of    lau   supporting   renewal    request 
i,»U»nce   of   oi-der   enforcing   &  modifying   licensB   cond.ttons. 
License   should   ie   revoked   due    to    failure   to    comply 


p table 
:  3.''i 

for 


Clifornia  Pouer  Agancy,    Ca  1  1  fornta,  State   of-. 

DENfOM.H  R.      Office    at   Nuclear    Reactor  Regulat.on,    Director.       Jpp. 

1^51:367        34X   Ficho:  50-275,  B2/  1  1/15,  8211  1  9O147. 

-8211190313  MBmorandun,   of    lay  re    util    duty    to   serve  Northern  CA  Row 
Agency    (NCPA)   undBT    Sta^islaui   commi  tment  s.  Util    cannot   avoid 
oolioation    by   offerinj    uureaionfllile   agreement   (.   then    claim 
NCPA   failure   to   .ccapt.  frees    util    frnm  duty   to   P-''"«- 
*     Morfch.rn   California   P».r    Agency,    ^    '""'•/"at.   of.  .       * 
Spiegel   fc  McDiarmid.      82/11/15.       33pp.       16151:369.       34X 
Fiche:  50-275,83/1  1/1  3,  BBI  1190147. 

P.    Operating    license    stage    documents   t.   corre*P°^^** 

9311110611   Appeals   partial    denial    of   F01A  r.quest   for   ««uMi|t«   re 
Cnrin.t.«lon    dillttratlon*    on    Diablo   Canyon   Decis.on   ALAQ-644. 

J.R        PHILLIPS,  J.R.,    FLEISCHAKER.D,      Center   for   '...    i»   tl 


.  PHILLIPS 

terest        62/05/13. 
n      "pp.        16670:  ,99. 


Office    of    the   Secretary    of    the 

24X   Fi  che:  30-275,  BZ/05/12,  B21  1  1  1061 
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6311010059  Forwards    it*m*   re    design   verification    program   for   facility, 
per  Doard   Notification   02-  I  00. 

E[5ENHUT,0.  Q.  Division  of  Licernina.  B2/09/29.  PALLADINO,  N.  , 
OILWSKY,  V.  ,  HHCAHNE.R.  C«tml«f  i  oners.  3pp.  13992:  192.  24  X 
Fiche.  SO-275,  62/09/29.  321  1010059. 

B2H0305B4   Staff    requirement  i   memo    re   820930   af  f  irmation/d  1  scus  lion   I. 
vote    on    Intfian    Point    bearing    order    &,    FDIA   Appeal    S2-A-4    on 
Diablo  Cannon    seismic    decision. 

•CHILKiS.  J-       Office    of    the    Secretary    of    the    Commissiorv       B2/10/01. 
DIRCKS.W.J        Office    of    the    Eiecutlve    Director    For   Operations.        Ip. 
15743.052         24*    Fie  lie:  30-OCO,  62/1  ft/01  .  E3t  1030594. 

B2I1110M7   Responds    to    appeal    re    partial    denial    op    FDIA   request     Par 
document!    concerning    €oinuii  i  ii  an    deliberation    on    Diablo 
Canyon   Decision   ALAB-64fl.  Denl  es    release    of    Timainlng 
documents    per    FOtA  Eiemptions   3    &   3. 

CHILK.S.  J       Office    of    the    Secretary    of    Hie    Commission.       S3/IOY01, 
REFOLDS.  J.R    ,    PHILLIPS,  J.  If.       Center    for  Law   in    the  Public    Interest 
2j>p         14070:204.        34X    Ficne  :  50-275,  62/10/01,  3211  110617, 

8311030354    Board    Not!  fi  cation  82-  101  :  d  i  sc  uines    Phase    II    OA    audits    for 
independent    design   verification    program. 

EISEHHUT.  D.  G.         Division    of    Licensing.        83/HO-/06.        PALLADINO,  N.  J.  , 
OIL1NSKV.  v.  ,     AHEARNE,  J.        Comnisi  i  oners.        3pp.        15941:005         24  X 
Fiche:  30-275.  82/10/06,  S3]  103O354. 

5211030421    Requests    preparation    of    assessment    of    basic    cause    of    design 
errors    per    B2-Q701    meeting. 

EISENHUT,  D.  G.        Oiviaion    of    Licensing.        B3/1O/06.        COOPER,  W.  E. 
T*ledyne    Engineering    Services.        3pp.         15940:  MS.        24X 
Fl  che:  SO-273.  83/10/06,  031  1  030431  . 


Board    Motif  ication   02-104:  forwards     "Ventilation    Program    for 
.PGIE   Corrective    Aitlan.  "     Interim   Tecnniral    Rept-B   re 
independent    deiign    verification    program. 

•EISENHUT,  D.  G.        Division    of    Licensing.        B2/1QH3.        PALLAD1NO,  M.  , 
GILSHSKViV,      AHEARUE.J.F.        Corrmi  s»ionors         2pp.         15774:  B9I.        24X 
F  iche-SO-375.  S3/1O/I3,  821  10SOO31. 

—  &21  10B02B4   Foruardi    program   maniiger    preface     to    interim    technical    rept 
inadvertently   omitted    from   initial    subnittal. 
DEHISOM.E.        FlodBTt    L.     Cloufl   fistaciates,     Inc.        B2/IO/06. 
DENTOH.H.  R.        Office    of    Nuclear    Reactor-   Re  oulati  on,     Dlnctor. 
ENCELKEN,  R.  M         Region    5.     Office    of    Director.        Ip.        15974:294         24X 
Fiche.  50-27  5,  B2/  10/13.  B3110aoO31. 

8211060664   Requests   arrangements    be  made    for    preparation    of    transcript 
for   B21O19  meeting    u/util    i  contractor    to   discuss 
indepenilfnt    deilgn    verification    program   Phase    I    &   Phase     I  [ 


SCHEERLINC.H    E.        Licensing    Branch   3.        32/10/14. 
Atf'nini  i  trative    ^   Logistical    Support    Branch.         Ip. 
Fiche-  50-275.  &3/lO/14,B21  1060664. 


SULLIVAN,  P. 
15972'316 


—  821l0606-6£>  Notification   of    time    d   location    change    for   B21O19   meeting 
u/otll    t.    Tcl?dune    Englneerlns     Svcs     in   Bethesda.MD   to    dlscun 
status    of   design    verification    program,  Pha  se    I    &    I!, 
SCHlEfiLING.  K   E.        Licensing    Branch    3         82/10/08.        KERRIOAN.J 
Licensing    Branch    3.        rtpp.        15972:317.        24)t   Flcfi  e:  30-275.  82/  IO/14, 


82110B0117   Foruarrfa    "Interim   Technical    Kept   on    Devslopment    of  Svc- 
Relateif    Contractor  tist    for  Nonieisnic    Design  Work 
PirformeiT   Por    Diablo    Canyon  Nuclear   Pouar  Plant    (    Prior    to 
June    I97B,  "   Phase    II. 

REEDV.R.F.       R.F.     Reedy-     Inc.       B3/IO/13.       DENrON.H.H.      Office    oF 
1/ucleaT    Reactor    Regulation,     Director.        ENGELKEN,  K.  H.       R.glnn    5, 
Office    of   Director.        MANEAFIS,  0,  A.        Pacific    Oat    t.   Elactric    Co          Spp 
-        -  -e  rr' 


6210370030  Oeniric    Ltr   02-22   to   all    PUB    licensees    r»   Conjreti  Una! 
request    for    info   concerning    steam  generator    tube    intlorltu. 
Forunrdi   Conoreslman   EJ  Marfceu    821019  (ueitloni    re    steam 
g»n«rator   tube    inttgr  icy.  Svc    list    encl. 

EISENHUT.D.  0.       Division   of   Licensing.       82/10/26.  Conioltdatri 

Edison  Co.     of    New  York,     Inc.       10pp.       14099:332        24K 
Fiche:  30-000,  62/10/26,0210370030. 

6311060696  Fnriuardi   Amend    2   to  License    DPR-  7i,  safety    evaluation  b 
notice    of    lnuance   &   ava  i  labi  1  i  tg.  Amend    temporarily 
reclasiifies    certain   vital    area*    as    nonvital. 

E1SENHUT,  D.  0.       Division    of   Licensing.       B2/10/26.       CRAHE,  P  A       Picl'it 
Cas  6  Electric    Co.       Spp.       15972:  193.       34X   Fichu:  30-275,92/10/26, 

—6211060700  Amend    2   to  License    DPR-76,  temporavlly    r«c  Imlf  Vins  ctrtaii 
vital    areas    ai    nonvital    re  phgslcal    security    ittuei. 
EISENHUT.D.  0.       Division    of  Liceniing.       03/10/B6.       2pp.       15972  1  9fl 
24X   Flth«:  50-275,  B2/  10/26,  QSl  106O69A. 

—  B2H060703  Safttg    evaluation   supporting    Amend   2    to   Llcinte   DPR-76. 

*     Office   of   Nuclear   fieactor   Regulation,     Director.       B2/10/S4       ?*» 
15°72:EOO.        24X   Fiche;  50-275,  02/1O/26,  62  1  1060696. 


B211060703  Notice    of    Issuance 
DPR-7fi. 

KNIOHTON.e.       LicBnslng    Branch    3. 
FUhe:  50-275,  B2/  10/26,  SSI  1060696. 


availability    of  Amend    2  to   Ullinir 
82/10/26,       2pp.       15972'  20S       ^^J 


8211120137  Board   Notification  82-109:  forwards    info    re   status    of 
activities   performed    under   design   verification   program   bij 
participating    organ!  rations. 

EISENHUT.D.  Q.  Division  of  Licensing.  B2/10/26,  PALLADINO,  N  , 
OILINSKV.V.  ,  AHEARNE.  J.  Convnis  si  oners,  6pp,  1*068:153  24  X 
Fie  he:  90-275,  82/10/26,  02  1  1120137. 

B311040054   Doard    Notification  82-110:  forwards    transcript    of  02  L  019 
meeting   w/utll    &  Teledgne   re   design   verification    program, 
Transcript   relevant    to  Commission   Order   CLI-Bl-30i  but    doei 
not  pertain    to   ALAfl-644.  Certif  i  cate    of   five    incl. 
EIGENHUT,  D.  0.       Division    of  Licensing.       02/11/01.       PALtADIWO,  H.  , 
OILINSKV,  V.  ,    AHEARNE,  J.       Comml  is  loners.       6pp.       13763:020        SIX 
F£che:SO-273.  B2/1  1/01,  B21  1040054. 

—  BS11040099  Transcript   of   821019   public   meeting   ro    design    Mir  If  It  *l  ion 
program   In    Qethesda.MD.  Pp    1-62.  Supporting    documentation 
enct, 

»     Commiisi  oners.       82/10/19.       66pp,       15962:  034.       24X 
Fiche:  30-273,02/11/01,  B21  1040034. 

6211090231    Forwards    portions   of   Phase    I    final    design    verification 
program  rept,  including    sections    on   auiillary    bltfg,  large 
bore  plpino   d    supports.  HVAC   design   review,  Phase    I    myt   plan 
*   program  i-epts. 

CfJANE.P.A.      Pacific   Gas    t   Electric   Co.       82/11/01,       EISEWNill,  D.  0 
Division  of   Licensing.       175pp.        16008:030,       B4X   Fl  the:  50-279, 
B3/1  1  /Ol.BStl  090381. 

B3itll039B  Board    Notification  82-1  12:  forwards    Info   T*    deilgn 
verification    program,  H/o    encl.  H/Certi  f  Icatu    of  Svc, 
ETBENHUT,  D.  0.       Division    of  Licensing.       B3/11/01.       PALLflDIHO,  H.  , 
QELINSKV,  V,  ,    AHEARNE,  J.       Commissioners.       6pp.       16045:020,       E4X 
Fl  ehe:  50-273,  B2/1  1/01  ,  821  1  1  10398. 

satlOBOloa  Forwards    "Diablo   Canyon   Nuclear  Potiar   Plant    Indiptndinl 
Oeiign  Verification  Program   Interim  Technical    Rept: 
POS.E  -  Uestingnouse   Seismic    Interface    Review." 

caOPEH.H.E.       Teledyne   Engineering    Bervices,       B2/I1/03.       OENrON.H.  B 
Office   of  Nuclear   Reactor   Regulation.     Director,       ENQELKEN.n.H 
Region   5,    Office   of   Director.       MANEATIS,  0,  A.       Pacific   041   t  Electric 
Co.       Ip.       15970:208.       24X   Fiche:  50-373,92/1  l/03i  821  10B0103. 


— 8211080109   "Diablo  Canyon  Nuclear   Power  Plant    Independent   Driigf* 
Verification  Program   Interim   Technical   Ft«pt:PO*E   - 
Westlnghouse  6elimlc    Interface   Revleu.  " 

»     Ttlenyne    Engineering    Services.       TR-3511-2  ROO,       02/11/03       ?*•• 
15978:  309.       34X  Fiche:  50-275,  82/1 1  /09,  821 1' 080103, 

K211I70450  Forward*    results    of  revleiu   of    Interim  Technical    R*?tt   llfi-l 
through    ITR-5    submitted    under  Phase    I    of   independent   design 
verification    program.  Concept  &   process    of    Issuing    rept    f*r 
completed    technical    review  aspect   appropriate   &  acceptable. 
NOVAK,  T.  M.      Assistant   Director    for  Llcensino.       62/11/03.       COOPSfl.HE 

Teledyne  Engineering    Services.       35pp.       1614B:118.       24X 
Fich*:50~a7S,  92/11/03,8211170450. 


8511100023  Foruards  "Diablo  Canuon  Unit  1  Independent  Dtslsn 
Verification  Program-Pipinj,  "  Revision  O.Intorim  Technical 
Rept  U. 

DENISOM.E,      Robert  L.    Cloud  Associate!,     Inc.       S2/J1/Q5.       DENT  OH,  H.  H 
Office   of  Nuclear  Reactor   Regulation,    Director.       EHOELKEH,  R.  H 
Region  5,    Office    of   Director.       MANEATI8,  0.  A.       Pacific   0*1    fc  E1«IH« 
Co.       Ip.       16037:038.       24X  Fiche:  50-275,  83/1 1/05.  BS1 1  !000»3. 
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—  S2IILQ0039    "Diablo  Canyon    Unit    1    Independent   Design   Verification 
Frog-riOT-Pip  ingi  "   Revision  0,  Interim    Technical    Rept    IS. 
DENlsaW^E,       flobert   L,     Cloud   Associates,     Inc.       82/11/03        321pp. 
16027:039,       2  +  X   Fichu:  30-S75,  B2/1  1  /OS,  B21  1100023. 

S2B1I1Q332  Forward*  "Diablo  Canyon  Unit  1  Independent:  Dosign 
v>Tl*leat  Ion  Prooraro:  Soi  1  1  -  Intake  Structure!  "  Revision  0, 
Inlirtffi  Technical  Rept  13. 

DEHI6DN.E.       Robert  L,     Cloud   Associates,     Inc.       B2/11/OS,       DENTQN.lt.R, 
Qfflc*    at  Nucltai-   Reactor    Regulation.     Director.       ENUELKENi  fi.  H. 
Rtglcri   5,    Office   of    Director.       MANEATI5,  Q.  A.       Pacific    Qas   S,  Electric 
Cn.        lp.         16040:001.        24X    Fie  he:  5O-27  9,83/1  1/05,  B21  11  10332. 

--  S31IUO33B   "Diablo   Canyon   Unit    1    Independent   Design   Verification 
Piojrum:  Sol  U   -    Intake    Structure,"    Revision   0,  Interim 
Tic  An  i  til    fiipt    13. 

ICHISQH.  E.       Robert    L,     Cloud    Associates     Inc.       82/11/05.       40pp. 
16040:002.       34X  Fiche:  50-279,  82/1  1/O9,  B21  111033S. 


Forwards    "Independent    Design    Verification  Program:  Interface 
Bctvrtn    Independent    Design   Verification  Par  tic  i  panta,  Diablo 
Canyon.   Project  (k  Designated  Other    Parties,"    Revision    I, 
COJPEft*H  E         Teledune  Engineering    Services.       02/11/06.       DENTON.H.H. 
C-ffKi    of    Nuclear    Reactor    Regulation,     Director.        ENQELKEN.  R.  H. 
Region   5.    Office    of    Director,       MAKEAT  IS,  8.  A.       Pacific    Oas    t.   Electric 
Co.       Sff'         16062:  ISO,        24  X    Fiehe:  30-375,82/11/06,  0211150579, 

—  fr21Ll5-Q-S95    "  Independent    Design   Verification    Program:  Interface    Between 

Independent    Design   Verification    Program  Parti  c  ipants,  Diab  lo 
Cingion  Project   6   Designated    Other   Parties,"   Revision    1. 
COQPER.M.  E        relaifyne   Engineering    Services.       82/11/Oi,        13pp. 
16&62:  123         24X   Pic  he:  30-275,  02/11/06,821  1150579, 

—9211150592  Forward.    Open    Itemliepts    1105  &    1  106,  Revi  *  ion   0,  is  sued 
during    prior  reporting    period. 

DEM]  SON.  E        Robert   L.     Cloud   Aisociates,     Inc.       B2/11/O3, 
KHTOM-i  H.  R.       Office   of   Nuclear    Reactor   Regulation,    Director. 
EHCELHEN,  H,  H,       [legion    3,    Office    of    Director.       MANEATIB,  0.  A, 
Pacific    Oat    6   Electric    Co,       8pp.        16063:139.        34X 
Fleh»:  30-273,  Ba/  11/06,  8211150579. 

—  821115-0517   AdviiiM    that    DC   atratouly    replaces   LC    Noriega   as    assistant 

iTOjtct   manager    effective  021  101.  Rev!  sion    affects    Section 

*.  3  -of   Phase    II    program   mgt   p  Ian.  Reoumo    encl, 

COOPER,  U  E,       Tali-dyne   Engineering    Sarvicos.       BH/II/01.       DENTDN.H.K. 

Om<*   of    Nuclear   Reactor  Regulation,    Director,       ENOELKEN,  fi.H. 
fit)  i  an    9,     Office    of   Director,       MANEATIS,  0.  A,       Pacific    Gas   b 
Electric    Co.       Bpp.       16062:143,       34X    Fiche  :  90-375,  83/1  1  /06, 
3311150379. 

6211120107  Forwards    summary    of  mods    resulting    from   verification    program 
4i  et   821026.  Updated    status   cJill    be    provided    dij    821210. 
CftElTSiJ.L.       Division   of   Resident,    Reactor   Project    b  Engineering 
Frc}rami.       32/11/07,       KERRIGAN,  J.  D.       Licensing    Brandt    3.       5pp, 
[&0«:04I,       SAX   Fichu:  50-273,  83/11/09.  021  1  1  20409. 

82I.IIBQ-J93   Summary    of    Commission    831110    meeting    re    PGJ.E    comments    on 
rflC   B31030  briefing    to  Commissioners    &  0ECY-82-4  14    on 
•dlllfn   ve-r  fcf  icatl  an   program  Phase    II    recommendations. 
•>      NBC    -   No    Detailed   Affiliation    Given.        8E/11/1O,  NRC    -   No 

Detailed   Affiliation  Given.       14pp.       li!S3;33a.       24X 
FltMi  50-373.  62/11/10,  021  1  180153. 


8211160047    Generic    Ltr    B2-26    to    p oiuer    reactor     licensees     feicept    Furl    Ut 
Vraln)    re    NURES-0744,  Re  vi  si  on    1,      "Pressure    Vassel    Matl 
Fracture    Toughness.   "    Foruards    NUREG-O744, He  v  I  s  inn    I.Ufa 
one  1.  Eve     list    one  1 . 

EISENHJT-  D.  O.         Division    of    Licensing.         B2/11/12.  Consolidated 

Ed(»on    Co.      af    New   Yori,      Inc.        53pp.         16232:212.        24X 
Fi cfie:  50-000.  02/11/13.  B21  1160047 


8211170315    Provides    operational     changes     to    "Interface    IK-tweeTi 
Independent    Design    Verification    Par t i c ipant 9  .  Diob lo   Canyon 
Project    A    Denignatad    Other    Parties."     Revision    l.dtd    03MO6 
COOPER.  H.  E.         Teledyne    Engineering    Services.         82/11/13          DENTGN.H.H. 
Office    of    Nuclear    Reactor    Regulation.      Diroctor.        ENGELHEN, R   H. 
Ruoion    5,     Office    of    Director          MANEATIS.G.  ft          Pacific    Gas    !•    Elcctri 


2pp. 


16106.024.        24*    Fiche:  50-275.  H2/  1  1/13,  031 1  17031S. 


8211240231    Summary    of    B21025   meeting    u/util     E,    DNL    on    site    re    detail 
of    s  true  tures  .  p  tp  ing    !•   cable    trays.  Cone  erns    raised    re 
methods     used     in    modeling    amiliary    bldig. 

BUCWLEV,  B.  C.         Licansing    Branch    3         H2/11/17.  Licensing    Branch 

7pp,        IA23O:  345.        SIX    Fiche:  5O-275.  P2/  1  1/17  .  821  1240231  . 

82  II  2  9032  i   Advises    that    nc    response    tan     be    provided    to    Generic    l-ti 
SS-22   re     steam    generator     tube     integrity    due     tn    lack    af 
accumulation     of    operating    eiperience    <i  t     facilities 
CRANE.P.ft.        Pacific    Gas    *   Electric    Co.        82/11/34.        KNIGHTON,  0.  W. 
Licensing    Branch    3          lp.        16231.103.         24X    F  i  che.  50-275,  B2/1  1/34, 


0.      Inspection     reports.      IE    Bulletins    '*    corrosp  ondonce 

B2QB190220  IE  Info  Notice  03-37,  "Cracking  in  Upper  Shell  to 
Transition  Con*  Girth  Meld  of  Steam  Generator  at  Operating 
PUR.  "  Svc  list  end. 

JOHDftN,  E.         Division    of    Engineering    (.    -Quality    Assurance          02/09/16 
Cortsolidatfld     Edisnn    Co.      of    NBU    Vork,      Inc  [Q5pp.        15930:001          iMX 

FIche:  50-000,  O2/09/16,  B20B19022O. 

-3fl,  Revision    1,      "Welds     in   Main    Control 


830B1 90222    IE     Info   Notic 
Panels.   "    Bvc     list    end. 
JO^DAM.  E.  L,        Ri  via  ion    of    Enginec 
Cnnso  1  id.i  tpif    Edison    Co.     of    Neu 
Fiehe:  50-OOO, 02/09/17,8200190222 


Qu.l  1  i  ti|    ASSL 
In-c .        lO7pp 


3209190329     IE    Info   Notice    62-39,      "Svc     Degradation    of    Th  i  c  k    Wall 
Stainlosn    Bteel    Rectrculation   Ei<ja    Pip  ing    at    DUH  Plant.  " 
Svc    Hit    cnc  I  . 

JORDAN.  E-  L.         Division    o-f    Etioineering     '.    Gualitij    AssiirdntE.        ea/()?/31 
Consoliifated    Edison    Co.     of    Hew    York,      Inc  Btpp          14017   O9H         21X 

Fiche:  50-OOO,  32/09/21,9209190229. 

Q2OB1902H3     IE     Info   Notice   83-3t3,      "Change     in    Format    d   Distribution   'Jiji, 
for    IE   Dul  lot  ina,  Circulars    k    Info   Notires."    Svc    list    encl 
DEVOUWO.R.C.         Director's    Office,     Office    of     Inspection    and 
Enforcement,         02/09/22.  Consolidated    Erfison   Co      of    Neu   Vork,     Inc. 

110pp.         I6O1B:  O21.        2-4  X   Fiche:  5O-000,  B2Wf/S3.  D20E11  ^033^  . 


020B19023S    IE     Info    Motice    62-40.      "Deficiencies     in    Primnry    Cnnta  inmeni. 
Electrical    Penetration    Asso-mb  I  i  t>*     "    Bvc     list    oncl. 

JORDAN,  E.  L.         Division    of    Engineering     It    Quality    Assurance         03/09/r?.T 
Consolidated    Edison    Co.     of   Neui   York-     Inc.        112pp.       15930  01V.      M 
Flehe:  5Q-QQO,  8S/09/22,  B20ai'J0232. 


Board   Notification  82-1O7:  f  oruiardB    Info    re   recent   semiscalo 
tilt  Tiiul  ts.  J?eiul  fc-s    of    feed  %   bleed    node    of    cooling    showed 
tbit  no   n«u   phenomena    Bih  ibltod.  Feed    &   bleed    can    uo 
adlq.uatel.ij    prtiTicted    bij    computer    codei. 

EIEEKHUT.D.O,       Divi.Jon    of  Licensing.       82/11/1O,       PALLADINO,  N.  J.  , 
flILKJSKV,  V.  ,    AHEARNE,  J,  F.       Commi  as  ion  ers.        lp.       16174:  344.       24X 
Flth*T  30-000,  83/11/10,8211190345. 

B21119035Q  Rinont1*    that    concluGiona    of   SBmincale    feed    fc    blead    tests 
$»    FOTuardtd    to  fiBLB   &  rtSLrtG.  No   neu    phenomena    ethlblted, 
HATTBCK.R.J.       Division    of  avstems    Integration    (post    SHOOS). 
32/14/I9.       EISENHUT,  D.  0.      Division    of   Licensing.       3pp.       li!74:3-15. 
a4)C   Fiehf.  30-000^2/11/10,8211190349. 


Hoard  Notification  B2-1O7:  provides    info    relevant    to    safety 
iliuM    re    lemiicalt    test   results    by    describing    recant    tests 
In  italscal*    Facility. 

HQVAK.T.H.       AsiUtant   Director    for   Licensing.       03/11/10.  Atonic 

B*l*tij    and  Licensing   Hoard  Panel.        lp.       Iil69;315.       24X 
Ft  (hi:  90-000.  83/1  1/  10,  881  1  190364. 


820S11J023'?    IE     Info   Motice    8B-4I,      "Failure    of     aafetg/ne  1  ie  f    Valves    tu 
Open  at    CHf!.  "    Svc    lint    encl. 

JORDANi  E.  L.         Division    of    Engineering     %    duality    Assurance.        fl2/10/;;y. 
Consolidated    Edison    Co.     of   New    York.      Inc.         lldpp          IS9&O.  153        IdX 
Fiche:  SO-OOO,  82/1O/22,  020319023? 

8211230207    Foruords    IE    Insp    Rept    50-S75/Q2-33    on  821017-22.  No 
noncomp 1  lane  e    noted- 

EOOH.H.  E.        Diviiion    of    Radiological     Safety     K,Safegoarda     Program. 
32/1I/O4.       CRANE, P. rt.       Pacific    Oaa    i<   Electric   Co.       2pp.        16193.  'JS\J. 
24 X  Fie  ha:  30-373,  92/1 1/04,  021 1230307. 

— 8211230816    IE    Insp    R^pfc   50-275/02-33    on   B21018-22.Nn    nancomp  1  iancc 
noted.  Major    Jirsas    inspected:  general    ernploijee    training, 
propo»ed    moils    to     liquid    S    jolid    radiuaafcu     aya,calibr    of 
air    samplers    f<  Re-g    Guide    4    IS    conditlonn, 

GARCIA.  E,M,  ,    HENBLAWEKI.F.A.  ,     BOOK.  H.  E.        Division    of    Rad  10!  ojica  1 
Safety    &   SafeguardB   Program.       82/11/O4,        6pp.       IM^S:  337.       34X 
Fiche:  50-273, 82^1 1/04, 821 1?30a07. 


&!1 1040593  Rnutsti    issuance   of    board    notification   re    evaluation    af 
rtc»nt    «tniicale    f>ed    d   bleed    test    results.  Test   B-BR-2    does 
nal    tiMbit   anv    n*u   phenomena    &   can    be  adequately    predicted 
by  compufce-r    codas. 

WIITBCHjfl.J.       Division    of  Qij.tenit    Integration,  (post   811005). 
B2/10/19,       EISEWHUT,  D.  0.      Division    of  Licensing.       3pp.       16169;31i. 
3M  Flc/ie:  30-275,  82/11/10,  8211 1903A4, 


8211330390  Foriuards    IE    Insp    R*pta    5O-275/B2-32  fc   50-323/02-15   on 
S?100'1-06.  Mo    nonccn^liance    noted. 

BISHOP.  T.  W.        Division   of  Resident,     Reactor    Project   tt   Engineer  inn 
Programs.        Ba/ll/OS.       CRANE, P.  A.       Pacific    Oas   b  Electric    Co.       '.'.ff. 
16192:  217.       24 X  Fiche:  50-379,  02/11 /OS,  S2I  1230398. 
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IE    Imp    Reptf    50-375/82-32   i   SO-323/B2-15   on    321004-06.  Ho 
noncCDpliance    noted   Major   areas     impeded:  Up  I  emenla  t  i  on   of 
independent    viri  f  i  t  a  t  Ion   program,  including    independence    & 
oual  if  icationi    of    personnel. QA    programs    fc    procedure*. 
MORRILL.P    J    ,     BISHOP.  T.  H.       Division    of   Resident,    Reactor   Project    !• 
Engineering    Programi.       82/11/04-        6pp.        14,192:319.        24X 
Fith  e  :  50-275,  B2/  1 1/05.  H21 133039B. 

8211120447    Ac*    receipt   of   631013    Itr    informing   NBC    of   step*    taken   to 
correct    violations    noted     in    IE    Insp    Hept    50-275/B3-2S. 
BISHOP. T   U         Division    of    Rendenl,     Reactor    Project   !.   Engineering 
Program         82/11/09.       CRANE.P.A.        Pacific    Gas    «,    Electric    Co.         lp. 
16043    303         SAX   Fi  cde.  50-375,  83/1 1/09,  621 1 1  2O447. 


821 1 170330  Forwards   Semimonthly   Progress    Rept    21    re    Independent    di»tgn 
verification    projjrim   open    item    for   921009-1112. 

REEDY.R.F.       R.F.     Reedy,     Inc.       B2/11/12.        DENTON.H.R.        OffiCf    of 
Nuclear  Reactor   Regulation.    Director.       ENQELKENi  R,  H.       Region    5, 
Office   of  Director.      MAMEATIB,  0.  A.       Pacific    Gas    &   Electric    Co.      tup. 
16103:253.       24X   Fiche:  SO-S75,  82/1 1/12,  S21 11  70330. 

921H7033B  Forwards    "Diablo    Canyon   Nuclear  Power    Plant    Independent 
Deiign  Verification  Program  Semimonth  1  y   Rept.  " 

COCPER.U.E,       Teledyne   Engineering    Services.       82/11/12,       DENTON.H.  H. 
Office-  of  Nuclear  Reactor    Regulation.     Director.        ENGELKEN.  ft.  H. 
Region  3,    Office   of   Director.       MANEAT  IS,  G.  A,       Pacific    Gas.   6.   ElittrU 
Co         ip         16106:096.        24X    Fiche:  5O-275,  02/1  1/13.  B21117033B. 


—6211120454   Respond!    to   NRC   830913    Ur    re    violations   noted    in     IE    Inip 
Hejit    5Q-275/B2-2B   Refute!    item    of    noncomp  1  ianc e . 
Implementation  of   hourly    fire    uatch    met    Tech   Spec 

CRANE^pV     "pacific   Gas   (.  Electric    Co.       B2/10/I3.      ENGEUKEN.  H.  H. 
Reg  i  an    5.     Office    of   Director.        3pp.         Ii043:303.       24X 
Fichi    5O-279,  52/11/09.8211120447. 

8208190249    IE    Info   Notice   82-43,     "De  f  i  c  ient  i  e  s    in   LWR   Air    Filtration/ 
Ventilation   Syt    "    Svc    list    end. 

JORDAN,  E.  L.        Division    of    Engineering    b   Quality    Assurance.        82/11/1A. 
Conjolidated    Edison   Co.     of   New   York,     Inc.         Itlpp         Jil71:S33.        24X 
Ficht:  30-000.82/11/16,8208190246. 

82081902&3    IE    Info   Notice   92-45.     "PUR    Lou   Temp    Overpressure 
Protection    "    Svc    list   encl. 

JDSDAN.E   L.        Division   of    Engineering    &    Quality   Assurance.        82/11/11?. 
Contolidatu)    Ellison   Co.     ofNeuiVorl.      Inc.        93pp         14232:298.        21X 
Fiche-  50-OOO,  82/1 1  /1 9.  B20H1 90253. 


— Q2J1I70339   "Diablo  Canyon    Nuclear    Power  Plant    Independent    Design 
Verification   Program  Semimonthly    Rapt." 

•      Teledyne    Enoinenring    Services.       92/11/12.        77pp.       Iil0fi:097, 
2-JX   Fie  he:  50-275,  B2/1 1  f  12,  821 1 17033B. 

9211170363   Foruards    open    item   rept    forms     Is-auod     bo     date    ra     ton  it   <M 
evaluation. 

5ESTAK.F.       Stone   4   Webster   Engineering    Covp.        B2/I1/13,        DENTQN.II   H 
Office    of  Nuclear   Reactor    Regulation,     Diroctor.        GNGELKEM.  H.  H. 
Region    5,    Office   of   Director.       MANEAT  IS,  0.  A,       Pacific    Oa»   4  Elflrtrlt 
Co.        28pp.        16109:823.        24X   Fiche:  HO-273,  O2/1 1  /IS,  021 1 1  7O363 

6211170365  Foruards  Open    Item  Rept   Forms    PQ21-OO61,  Issued    «lnc«    lilt 
semimonthly    rept, 

KHECHTINO,  J.  E.        Stone    t.   Webster    Engineering    Corp.        B2/IL/12. 
DENTnw.H.R.       Office   of  Nuclear   Reactor    Rogu  la  frion,    Director. 
EMOELKEN.R,  H.        Region    3,     Office    of    Director.        MANGATIS,  0.  A.        P»Elflt 
Gas    b   Electric    Co.       63pp.         16106:033.        24X    Fi  ch,E  :  90-H73,  33/1 1  /I2. 
9211170363. 


B     Periodic    operating   reports  &  related    correspondence 


B211O20212  FcTuardi   monthlij   operating    rept    for  Aug    1962. 
THORNQERRy.fi.  C        Pacific    Oas   i-   Electric    Co.        B2/09/01. 
Reiourcc   Manajement.     Director         ip.         15881:163-        24X 
Fiche:  30-275,82/07/01.8211020212. 


—6211030215  Monthly    operating   rept    for    Aug    1 9B2. 

SCDTT.M.  B.       Pacific    Gat    (.Electric    Co.        83/09/01. 
24X    Fiche:  50-275.93/09/01,8211020212. 


4pp. 


B21 1300306  Forwards    "Semimonthly    Rept    23,DUblo    Congou   Verification 
Program,  82!  01  9-1 108.  " 

CRANE.  P.  A.      Pacific   Qai   &   Electric   Co.       BE/ 11 /1 3.       DENTQN.H.R. 
Office    of  Nuclear  Reactor    Regulation!     Director.        6NOELKEM,  fl.  X, 
Region    5,    Office    of    Director.        lp.         16.242:066.         24X 
Fiche-  50-275,  82/11/12.8211300306. 

—  B21 130031 4   "Semimonthly   Rept  23, Diablo    Canijon    Vor  i  f  ic-at  i  on  Progr*a 
821019-1108.  " 

-      Pacific    Oas    t-   Electric    Co.        82/11/12.        62pp.        li24S;Oi.7.        PW 
Fiche:  50-275,  82/11/12,  B2113003O6. 


8311110333   Foruards    monthly    operatina    rept    for    Sept    1982. 
THOHNHERHY.  R.  C.       Pacific    Oas   1   Electric    Co.        82/10/04. 
Resource    Management.     Director.        lp.         16039.299.        24X 
Fiche    50-27S,  83/10/04,6211110333. 


-8211II034B   Monthly    operating   rtpt    for    Sept     1962. 

KELLYM-I.  J.      Pacific   Gas   !.  Electric    Co.       83/10/01.      4pp.       16039:297. 
24X    FJCOB:  50-275,83/10/04:6211110333 


211010092   B<,ard    Notification   B2-1O2:  faruarts     into    re    design 
verification   program  >i  program  plan    for  OA   audit. 
EISENHUT,  D    G.        Division   of   Licen-sing.        B3/IO/06.        PALtAuINQ,  N.  . 
G1LIHS«V,V.  ,     AHEARNE,  J-       Commissioners.        3pp.        13893:001         24X 
Fie  he:  50-275,  82/10/06,8211010092. 


Rep  or  table    occurrences,     LERs   (•    related    correspondence 


6211230177   Forwards   LER    B2-010/01 T-O, 

SHIFFER.J.D.       Pacific    Qaa    !.  Electric    Co.       82/11/16.       eMQEt.KEH.ft  II 
Region    3,    Office   of   Director,       lp.       1M<?3:216.        21X 
Ficfie:  50-275.  S2/1 1/16,  8211 2301 77. 


—  3211230195  LEU   92-010/01T-0:  on    82  1 102,   )  iqui  rf    foiluiast*    n;»    tant 
discharge    Initiated   ui/o    liquid    raduastB    ePfluiort  monitor 
RE- la  operable   Caused    b<j    Snot  rumen  t    lielno    tagpod    Improonrlij , 
Procedure    revised. 

KELLV,  W.  J,       Pacific    Oas    t  Electric    Co.       02/11/16.  (legion    !i, 

Office    of    Director.        2pp,        lil93:S17,        S4X    Ftc  h  e:  SO-378,  08/  H/  16. 
B211230I77. 


— S2II010106   Poruiards    "Diablo  Cannon   Mucl«ar    Pouier   Plant    Independent 
Deiign   Verification  Program.  Semimonth ly   ftept"    for  Sept 
1902. 
COOPER.  W.  E         Teledyne    Engineering    Services.        62/09/24.        DENTQN,  H.  R. 

Office    oP   Nuclear   Reac  tor  ReouUti  on-    Director.      ENO  EL  KEN,  ft.  H, 
Region    5.     Office    of   Director.        MAMEATIS.C.        Pacific    Oas   t   Electric 
Co-        lp.        1S993   004.       24X  Fich«:  50-275.32/10/06.8311010092. 

— S311010114    "Diablo   Canyon   Nuclear    Power    Plant    Independent    Design 
Vartfieation   Program.  Semimonth  ly    Rep  t,  IDVP-SM-Sept    1"?82". 
*     T»ledi(ne   Engineering   Service!..       82/09/24.       79pp.       13893:005. 
24X   Fiche.  50-275.82/10/06,821  1010092. 

6211130579   Foruards    "Independent   Design    Verification   Program; In tarface 
Betuenn    Independent  Design  Verification   Partic  1  pants.  DI  ablo 
Canyon  Project  t  Deiignated  Other   Parties."   Revision    1. 
COOPER.  M.  E.        Teledyne   Engineering    Services.        82/11/06.        DENTOM.  H.  R 
Office    Of    Muclear    Reactor    Regulation,     Director.        ENOELKEM,  R.  H. 
He(ion    5,     Office   of   Director.       I1AWEATIS,  0.  A.        Pacific    Oa»    &   Electric 
Co.       2pp.        16062:120        24X   Fiche  :  50-275,  &2/  1 1/OA,  B31 11  50379. 

—831 1150592   Fortuard!    Open    Item  R*ptv    1105  !.    1 IO6,  Revi*  ion   0,  issued 
during    prior   reporting    period. 

DEN1SDN.E.       Robert   L.     Cloud   Associates.     Inc.        92/11/05 
DENTON.  H.  H.       Office  of  Nuclear    Reactor  Regulation.    Director. 
ENOELKEM.R  M.      Region  5,    Office    of    Director.       MrtNEATIS.O.A 
Pacific    Oai    (.Electric   Co.      Bpp.       14062:135,       24X 
Fiche:  50-375.  B2/ 1 1  /06.  821 1 1 50579. 


B211230221   PNO-V-002ron  821  1  1  5,  P  i  nkertor,   contract    guard    arro«t«d   at 
residence   for    growing   mar  i  juana.  Efnp  loyment    terminated  , 
I  nveitlgation    re   onslte    use  of    drugs    c  undue  to  d. 

HORTENSEW,  U.  P,  ,    8CHWAN.C.A.      Region    9,    Office    of    Director.       BU/ll/U 
lp.        16193:204,        24)f   Fictie:  50-275,  02/1  1/  16,  B3i  1  33022  1  . 


T.     Hearing    transcripts   on    non-antitrust    matters 


B2110I0410  Unofficial    transcript    of    8S1007  pub  1  i  c    af  f  i  pmafcion. 
tfinussion  &   vote   re   SEGY-B2-377  ft  377A,hearing    reD,ueit    for 
extension   of    const   completion   dates,  BECY-B2-3aa.  p  hys  1  cal 
tacurlty   ti  denial    of  FOIA    in  Washing  ton,  DC.  Pp    1-^. 
*      Commissioners.       82/10/O7.      6pp.        19870:298-.       34X 
Ffcne:  30-000,  62/10/07,0211010410. 


BSHO40054  Board  Notification  B2-1  1O:  f  oruior<ts    transcript    of 
meeting  u/uti  1    it  Teledyna    re   design    verification    prouram. 
Transcript  relevant    to  Commission   Order  CLI-B1  -3-0.  but    tfOBl 
not   pertain    to  ALAD-6fl4.  Certificate    of    Svc    encl. 
EIBENHUT,  D,  0,       Division    of   Licensing.       B3/11/O1.       PALLADINO.  H.  . 
OILINSKY,  V.  ,     AHEARNE,  J.       Commissioners.      An  p.        ia96S:02a.       S4X 
Fiche:  90-275,  82/11/01,8213040054. 


—9211040059  Transcript   of    6H1019    public    meeting    re    de»i}n   v«H 
program   in    Hethesda.rlD.  Pp    1-63.  Supporting    documonUtlon 
enc  1. 

«      Commissioners.       02/10/19.       66pp.        15962:034.       24JC 
Fiche;  50-275,82/11/01,8211040094. 


DOCKETED  ITEMS 


126 


S2SU 70503  Unofficial    transcript    of   B21110   public   meeting    in 
UiihlngtoriiDC    r«    recommendations    for    Phase    II    reveri  fl  cation 

ppnardin,  Pp    1-B6. 

*      Commissioners.        82/11/10,        BBpf.        16145:083.        24X 

rich*:  50-275.  82/  I  1/10,8211170303. 


Operator   Eiamina  tiona 


6210130919  Centric    Ltr   93-19   to    all    pouer    reactor    applicant!   ft 
llc»ns»es   re    reactor    operator   &    senior    reactor    operator 
rmiFj]  i  ficat  1  on    ciams.  Advises    that   eiams    begin   at    facility 
ji=t*r    B2IOOI.Svc     list    end. 

EISENHUT,  D.  0.        Division    of    Licensing         B2/10/12.  Consolidated 

£4  inn    Co.     of    Hnui    York,     Inc.        15pp.        16003:234.        24X 
FtcJie;  50-000,  B2/1Q/12,  B21013O01  9. 


DOCKET    30-276   GEORGIA   TECH   RESEARCH   HEACTOfl 

F     Sicuriti/'    medical,     emergency    I,    fire    protection    plans 


821029010B  Generic    Ltr    62-33    to   all    licensees    &  applicant*    re 
Inconsistency     betuien    requirements    of     1 OCFR  73   40Ig)    S.    STB 
for    performing    audits    oF    safeguards    c on 1 1 ng  ency    plans 
(security    plan).  Svc    I  i  1 1    encl. 

EIEENKUT,  D.  0.         Division    of    Licensing.         63/10/30.  Con  sn  1  Ida  t( 

Edison    Co.     of    tfcui   Vot-l,      Inc.        6pp.         1  3*}<f3-  3  1  "7,        24X 
Fie  he:  5O-000,  B2/1O/30,  821O29010B. 

B21IOaO213    Informs    of    error     in    B202IB    application    for    amend    tn     Li 
DPfl-44    d    BPR-SA    re    fire    protection   mads. Request    for    deletion 
of     imofce    detectors    322A    &    5190    from    OL    will     fat?    included     in 
later    application    for   OL   amend. 

DALTHOFF,  S.  L.         Philadelphia    Electric     Co.        02/11/01.        STOLZ,  J.  F. 
Operating    Reactors    Branch    4.       2pp.       1  597H- 344.,       24K 
Fiche: 50-277,  02/11/01-821 1080213. 


6211090474    Releases    public     ver 
Implementing     procedures. 
FELTD.N.  J.  M.        Division    of    Ru  1 
Manag-ement   Branch,       Ep 
8211090474. 


if    revised     emergency     plan 


nd    Uncords.         B2/11/02.  Dot um 

16021:002.        SIX    Fi  c  he:  50-377,  S2/ 11/03, 


£211130002  Releases    public    version   of    licensee   request    for   exemption 
trait   emergency    plan    requirements. 

FELTDN.J.H.        Division    of    Rules    and    Record's.        82/11/02.  Document 

Kanioenint    Branch.         lp.        I60i7:  126.        24X    Fi  che:  50-276,  82/1  1  /02, 
6211120002 


--B31112Q01  1    Submits    public    version   of    request    for    exemption    from 
eisHrBeney    plan,   requirements.  Reactor    de—  anergiied    &    in 
shutdown    since    June    1979.  Plan    mould    delay     preparation    of 
Secorarai  n  1  onino    plant. 

DAVIDSON,  J,  N.        Georgia     Institute    of    Technology.        82/10/05, 
THOMAS.  C.       Standardisation   t,    Special    Projects   Branch.       lp. 
:  137,        24  X    Fiche:  50-276,  B2/I1/02,B21  1120002. 


921IS2O40O  Releases    public  version   of   proposed    emergency    plan. 

FELTON,  J.  H.       Division   of  Rules    and  Records.       B2/11/17.  Document 

Management    Branch.        ip.  16201:079.       24X    Fi  che:  50-27A,  S2/1  1/1  7. 
aZM  320400 

—  8311320404  faruards    public    version   of    proposed    emergencg    plan. 
DAVIDSON,  J.  M.        Georgia    Institute    of    Technology.        B2/1I/03. 
Office    of    Nuclear    Reactor   Regulation.     Director.        lp.         16201:100, 
24)1    Fich«:  50-276,  82/11/17,8211220400. 


— B2LI220407  Public    version    of    proposed    emergency    plan. 
»      Georgia    Institute   of    Technology,       B2/1  1/03.       4pp. 
34X    FJcfte:  50-276,  B2/ll/171e21  1220400. 


16SOI:  101, 


— B311O90481    Forunardi    public    version    of     revised    emergency     plan 
Implementing    procedures,  including    Procedure  El1  -201    re 
technical    support   ctr    activation  *    EP-202    re   operatioiiB 
support    ctrs    actlvablon. 

DALTRGFF,S.   L.         Philadelphia    Electric.    Co.         B2/JQ/Q7.         DHNTON.  M.  I*. 
Office    of    Nuclear    Reactor    Regulation.     Director         2pp.         16021:00;*, 
24X    Fiche:  5O-277,  B2/I  1 /02,  B21  IOTO'574. 

— B21l0904Bii   Public     version    of    revised     emergency    plan    i  rnp  I  ement  i  nn 
procedures,  including    Procedure   EP-2OE    re    technical    support 
ctr    ac  t  ivat  I  on,  EP-2O2    re    operations     support    ctrs.    activation 
tt   EP-2O"?   Ap  p    D-S   re    radiation    survey     team.   Indei     encl. 
*       Philadelphia    Electric    Cn.        02/0^/07.         B7pp.        16021 :  OOS.         IV\X 
Fiche:  50-277,  32/11 /O2,  B21 1090474. 

B311040379    Ooneric     Ltr    B2-ES    to    all    pouier    reactor    licensees    re 
Integrated    IAEA    eiercise    for    physical     inventory   at    LWFi  s    Any 
commitment    to     participate     in    exercise     is    voluntary    b    a  rig 
ut  I  1     that    participator    ill  i  I  1     be    reimbu  r  aed.  Svt     list    encl 
EISENHUT.  P.  0.         Diviainfi    of    Licensing.         S2/11/Q3.  Consolidated 

Edison    Co.     of    Neui    York.      Inc.         llpp.         14.019;  OO4.       24X 
Fiche:  50-OOO,  93/11/03.  B21  1040379, 

S21117OO04   Releases    public    version   of    revitaif    emergency    p  Ian.  in  c  1  ud  i  nil 
revisions    to    draft   county    (.   state   omci-gencu    pl<inu. 

FELTONrJ.  K.        Division    of    FluleB    and   Records.         02/11/12  Doc  itmunt 

Management    Branch.        lp.         1&13O:   1&9.         24X    Fi  c  Ji  o.  SO-377,  Q2/  i  1  /1  3, 
8211170004. 


P.     Operating    license    stage    documents   &    correspondence 

6210G7QQ15  Generic    Ltr  62-19   to    research    fa    test   reactor    licensees   re 
luhnittaE    of    copies    of   documents    to  NRC.  C 1 arif ies    number   of 
copies    of   certain    documents    to    be    submitted    to  NIC.  Svc    list 
inc  i. 

EI3EMHUT,  D.  0.       Division   of   Licensing.       82/10/05.  Michigan.     Univ. 

of.       lOpp.       159iO:  140.       21X  Fiche:  50-000,  B2/ 10/03,  B21 007001 3, 


DC-CKET   30-377   PEACH    BOTTOM   ATOMIC    POWER    STATION,     UNIT   2 
F.     Spcoriti).    medical,     emergency    fc    fire    protection    plans 


Oeneric    Ltr   02-17   to    all    power   reactor    licensees   tt 
ipplicanti  &    holders    of  CPs   re    inconsistency    between 
rutliTMUnti    of    1OCFH90.  34<t)    t>    STS   for   performing    audits   of 
emergency    preparedness   programs  .  Svc    list    encl. 

eiSENHUT,  D,  0.        Division   of   Licensing.       BS/  10/01,  Consolidated 

EdJion    Co.     of     MB  in    Yen-It  •     Inc.         llpp.        160OE:  2BB,        24X 
Fiche:  50-000,  B3/1O/O1,  3310040060. 

B21007-OO19  Oeneric    Ltr  82-21    to    all    licensees    &  applicants    at  nuclear 
puuer    rfjcton    re    Tech   Specs    for    fire    protection   audits. 
Foruard-t    guidance    discussing    general    scope    &   describing 
«]«Bints    to   be    Included    in   audit.  Svc    list    encl. 

E1EEMHUT,D.  G.       Division   of   Licensing.       02/10/06,  Consolidated 

Ediion    CD.     of   JJeiu    York.     Inc.       (9pp.       13993:338.       24X 
F  Iche:  50-000,  ea/lO/O6.  S210070019. 

8210270292  FaruaTds    info   re    020&2B   fire    protection    safe    shutdown   rapt, 
tit  reiponie    to    NRC    021003    telcon.W/lfl   aver-siie   drawings. 
Aperture    cards    are    available    in    PDR. 

riLDENrU.K,       Philadelphia    Electric   Co.       82/10/22.       FAIRTILE,  M,  0.       NRC 
-  No  Da  tailed    Affiliation   Olven.       13pp.       15832:200.       24  Jt 
Fiche:  30-277,  92/10/23,  S210270292. 


-03111700O5   Foruiardi    publit     version    of     reviled    emergency    plnn.   i  nc  liid  iiiji 
revlsiuns    to    draft    emergency    plans    far   Vor  I, Latnaster    & 
Cheater   Counties,  PA,  Har  f  ord    &    Cecil    Counties,  MI)   ?<  Stabes    nf 
DE  Sc  MD. 

DALTROFF.S.  L.  Ph  i  I  aife  ]  ph  io  Electric  Co.  B2/10/29  I1ENTQN,N.H. 
Office  of  Nuclear  Reactor-  Regulation,  Director.  2pp  16130  1  '/(> 
B4X  Fiche- 50-277,  82/1 1./ I  3,  B21  1170004. 

-8211170006    Public     version    of    revised     emergency    p Ian,  i nc lud  ing     reviaim 
to    draft    emergency    plant    for    York,  Lancas  tor    i.  Chester 
Counties.  PA,  Har  ford    b   Cecil    Counties, MD   &    States    of    11E   ti  MD . 
*       Philadelphia    Electric     Co.        02/09/30.         2200pp.        lc.!30:20B          !MX 
Fiche:  50-277,  B3/  11/13,  H2!  1170001. 


0.     Ad judicatory    corresp ondenc 


S211S2O166    Decision    rtLAD-70 1 ,  term  1 natin 9     review    of    initial     decision    !. 
affirming    -decision    eicept    to   extent    previously   mod  i  f  1  ed.  Fue  1 
cycle    contribution    to    radon,  already    in    environ   does    not    tip 
NEPA    cost/denef 1 t    balance    against   operation    of   plants. 
SHOEMAKER,  C,  J.       Atomic    Safety    and   Licensing    Appeal    Panel.       D2/H/IW 
26p.p.         16164:  296,         24 X    Fiche;  SO-000,  02/11^19,  8211220166 

P.     Operating    llcens*    stage    documents   &    correspondence 

B2U03Q269   Clarifies    020B24    request    for    add  1     info  re    NUREQ-0737 ,  1 1  eta 
II.  D    a,     "Post-Accident    Sampling    Sys,  "    Clor  1  f  i  cati  on   sec  t  i  on 
of    previous    1  tr    provide*    guide!  ines,  no  t   rco.uiromon  ts,  f  or 
m.eting    NUREO-0737   critsria, 

STDLZ.J.F.        Operating    Rsactars    Branch     4.         BS/  IO/07.        &AUIER,  E.  G. 
Philadelphia    Ele-ctric    Co,        3pp.       15941:237,        24X 
Fiche:  50-377.  92/10/07,8211030269, 

B21026000B   Ooneric    Ltr   62-20    to   all    pomer    roactor    1 icensoes, permit 
holdert   fc  applicants    for    CP    re    guidance    for     implementing 
SRP    rule.  Forward*    NUREO-0906. HUflEG   to    be    used    as    interim 
mtasurt    until    Reg    Ouitfe    1.  7O  revised. Svc    list    encl. 
EISENHUT,  D.O.        Division    of    Licenslno.        B2/1O/26.  Conso 1 1  da tud 

Edlmo-n  Co.     of    Heui   York,     Inc.       <?np.       15993:2'?3.      24X 
FJche: SO-000,  B3/1O/26.  83102600B0. 
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DOCKETED  ITEMS 


'Ji    langrtitiun   EJ  Mjrtiy   021019   t 
>t;r    li.»t    intijntv    S.c    lut   »nt] 


tu&e    inttjntv. 

'24  Coniolldated 


El.etr,      Co        33/10 
j..        ,  SB47  a,f   ' 

"*        2 


DftLTROFF,  S.  L. 


S3/07/l2 


>ti  tommentjng 
SIAHDSTECKl.R. 


*^MM  P'«"tdi»  j".t.ficallon  for  no 

•-oltijt    protiction  r   *"'   r'Ch   St""   on    "f'graded   grid 


BTDLZ,  J  p. 


Baoi5^'f  wf°rn*  °'  '"OP  ln  "02'e  ^piic. 


BAUER,  E.  0, 


621   240352  F0™*rd.    Franklin    R»i.«rrh    ct 


n      »i.«rrh    ctr   r.qu.n    /Dr    .tf 

.true  tur.l    «p«t,    of   plant-unique    a»«l  J*2r  ^t  *  ^ 
"nt*'""*nt    pr09r;m.Ro,pon,e   roqu^tetf   ^thinSe    £.. 

•-^4"'0 


. 

EISENHUT,  D.  0.       Division    of    Licensin 


B20B190320   IE    Inf 


190320   IE    Info  Hotfcs    0S-37.     "Cr-elrli«i    I  ...... 

tradition  Cone   Oirth   Wold    of   Bt.«   o.  I       PI"r    !:hl"    " 

PWft.  "  Qvc    li.t    .ncl  Gen.rator    „(    lip,  rid-,, 


«^ 


,:  50-000, 


B;  30-000, 


Edon 


- 


^u  '--?- 

»"   0   «n"      O,-/HV 

'JU 


ol**ceH*l:il|l|'*Ctl1'    clnllsiflio''     line*     ]*|t 

vliion  "   En"*      n°*  reif""ul    t(l   lnlru»tor 
/io/sa,Ba?inSn*™ct|lli:  Cc'      3w-      IAOOU 


t  1  »067fc 


, 02/10/22, 


ti.^   D 

»;:;'';"''-"^.r,'.:;,- 
'  .....  -•  "-  -• 


?lt   I70S04    In*orB(   0,   ,.„,., 
c_«nrt**  in.ntnt  Bura,  i  „„.      '"  "'for   In  utn    asnn^   ,. 

^K0't:3iJsip.^v' " 

K*^**^"^":/^^*^"!^:?*^1^      "TOLI.  J.  p. 
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"B2HOIQ360  Advises   of   completion   of    SALP   rept  J,   notifies    of   820737 
niMtlng    in    Phi  ladelphia,  PA   to    discu.s   assessment 

STARO<)TEC!U,R.        Division    of    Project    E,   Resident    Prooram*         03/07/1-; 
J»LTROFFLS.L.  _    Pf,  i  Utfe  Iphia    Electric    Co.         Ip          iml™kQ.        SHX 


Fiche:  50-277,02/10/26,921 101 031 S. 


-    8211030114    Monthly     operating    repls     far    DC  t     1981 .  Narrat  i  ve    summari,.* 

'ii?i:»!:»;?s!j;!;,?.issrjMoub  BI/11/I4-  "pp-  >5^^ 


--031(010372   R..p.nd,    to   NRC    820715    Itr     transmitting    SALP    rept,  commen  t  i 
tpcctfltally    on   plant    operati  ons,  rad  iolog  i  cal    controls 
cia-int.heii!  keep  ing    1   fire   protection    t,   aecuritu    g,    Bafeauards 
DALTrtOFF.S.L         PhiUdelphia    Electric    Co.        02/00/16.        6TARDSTECKI,  n 

Division    of    Project    t   Resident    Programs.        Hpp.         15867-191          24V 
Ficbe:  50-577,  82/10/36,  0211010319. 

62110204-12  Ack    receipt   Ot  S2092B    Itr    informing    NRC    of    step.    taken    to 
correct    violations    noted    in    IE    Insp    fiepts    5O-277/92-02   & 
-~  ~ 


LVph?^  gi^flrin?    &   TBC"niCal    Programs       02/10/2Q. 

L         Philadelphia   Electric    Co.        2pp.         13006-oso         P4V 
Flch«:  50-377,  S2/10/3B,  921  1020613.  2™ 

—  e2H02&i25   Re.  pond,    to   NRC    020701     Itr    re   violations    noted    in     ir    I,,*- 
R.pt.    50-27  7/S2-02   *    50-27S/B2-02.  Correc  t  i  ve    acU0™-n    a    "h  " 

Pallet    per.onnel    assigned    to    perform  frequent    tours    of    tun 
reactor    (.    turoine   bldgs    Including    outside    areas 

DALTRQFF,  S.  L  Philadelphia  Electric  Co.  02/09/2(3  MARTIN  T  T 
Region  I.  Office  of  Director.  2pp.  I  MBA-  OH  &«  MARTIN'T-T- 
Fiehe:  50-377,02/10/33,0211020612.  ' 

B2111600BO    Summary    of   B2II03  meeting    w/utll.    re    IE   Bulletin  BO-  1  1    on 
U»*   Df    -eneroy   Balance   Technique"   t,    "arching    action"    far 
«ia«onry    uall    qualification, 

WrtHHELL.C.M.       Operating   Reactors    nranch   3,       aa/11/09.  Operating 

'6102:320,       MX    Fiche:  30-000,  0H/1  1  /OS,    * 


BS/ll/oy. 


B3I129&35I     Foruartfi     IE    Insp    Repts    50-277/S2-13   t,    50-27B/Sa-13 
it  notico    of    violation,  fiopts    based    on    SC   Dep  t    nf   Health    (, 
Environ    Control    Tnap   02-03-03   on  020319 
JfARTtfJ,  T,  T.       "'^ior^of^Eriglneering    <•   Technical    Programs. 


UJaPtS          °rmal    »*??*•*•    R*l>t    32"5    covering    v^thorn    ,ur 

WILL3EV,  W.O.  Philadelphia  Electric  Co.  B2/10/29  !PPOI!TO,Trt 
Operating  Reactors  Branch  3.  5pj.  15913-159  z<jy  "  ruL11Ur  '  n 
FJehe:SO-277,  83/10/29,  B31  lO 


e(,ts    for    Sept     1  9B? 


.°rreCt"1  m"ntt''«  operating 
'"•  pHH""-lPnla-  El.ctrie  Co 
che:  50-277.  02/1O/2-?, 


DALTflOFF,  S.  (,,        Philadelphia    Electric    Ci 

FJctie:  90-377.  93/11/09,8211290351. 


2pp.        16221:007.        21X 


B21116017C,    Forntards    manthlij     operatinn     rents     for   Del 
COONEV,M.  J.        Philadelptt£a    Electric    Co.  P    aa/ll/to 
2f    i"=n°^"e    °f    ^'P^^tiot,    and    Enforcement          Ip 
Fiche:  30-277.  H2X 1 1/1O, B21 1 1  601 76 

—8311160179   Monthly    aporafclng    repts     for    (let     190? 

ALOEH,W-M.         Philadelphia    Electric     Co         B2/1I/1Q 
24X   Fiche:  5O-277,  B2/  I  I  /  ]O,  B3 1  111,0176 


B2=urve2r    F"f"*T**    Th.poial    Mapping    Rep  t    82-ft    covcnng    621022    i  9t 

WILLSEV,W.B,         Philarfalp^ia    Electric    Co         B2/LL/IG         1PPOI   ITG.   T 
Operating    Reactors    Branch     3          Ip  [61/],     IS6         n4x  '       ' 

Fiche: SO-377,  S2/I1/10,  021 1 1GQ3B9 


a21Iie02?B   Thermal    Happing    Kept    O2-t     Por    921032 
t      Philadelphia    Eluctrir    Co.        Ba/ll/iO         ^nn 
Fiche:  50-277,02/11/10,  B211J8Q2B9 


--a2H2?0350  NoticB    of  violation    from  State    of   SC    insp    on  B20319 

•      ReSlon    1,     Office    of    Diroctor,        83/11/09.        Ip          16S21    009         P4V 
r-i^»rSO-277,BB/ll/09lBanaTO33t.  "«•«!.  O09.        24X 


S.     Reportable    occurrences,     LER« 


EC 


IM£   Ra"ts,9°-^^-'3    *    30-370/02-13    based    on    Stat 
n.p.Noncompliance    noted  :  fa  i  lor  e    to   provide   J, 
lecureln/    attach    lifting    devices    to    container    in   accord 
u/AsTtootant    State    licunie.SC    Insp    02-03-OB   encl 

CLEHONS.P.  Region  1,  Office  of  Director.  OHEEWMAN,  E.  Divislan  np 
Enflinearing  fc  Tec^nical  Programt,.  02/10/14,  3pp.  16221-010  SflK 
Flcbt  50-377,  02/1  1/09,  021  1390331.  "»«J,IMU.  ^flX 

G21129030B   Foruartf.    IE    Inap   Repts    30-377/B3-21    t,   50-27B/B2-EO  on 
0209J6-1O2O  (.    notice   of   violation. 

3TAROSTECKI.R.       Division    of  Project   t   Resident  Pronrams        QB/11/1P 
DALTROFF.S.L,       Philadelphia   Electric    CD.       2pp.       16221    Isi        24X 
Ficfte:  30-277.  02/11/12,0211290302.  o^nji,       «-^/ 


fipond 


821104034-?    LER     92-O3S/01  P:  »n    0H1  031 ,  t  i  e  5  e  |    otM.er.nc 
pressure     founcf    at    30    psig     bc-lou.    Tech    Spec     limit    c 
Caused    by     tan fc     not    being     presnur i  i  ed     correct  IK    dL 
uf  filling    operation.   Tank     presaun  led    luichin     IA--h 

ULLRICH,  H.  T.        Philadelphia    Electric    Co        B3/IO/^ 
Region     1.     Office    of    Director.         2PP  1 593S    301 

Fiche: 5D-277,  H2/JO/22,  321 10AO349 


blda     tlird 
' 


8311020140   LER    oa-033/03L-0  :  or,   a210O7,smole    ^atect^r    Sag    ,n    t 
failerf    fco    callbr    to   uithfn    specified     ]  imits.  Caused    6u    fai.Hu 
smofce    detector,  Pyrofcronics    M0dc  |    F-5B.  Dgtet  tor   run  |ace(|,  ,,„,  t 
editor    in    returned    to    svc.  ' 

COONEV.M,  J.        Philadelphia    Electric    Co          PS/  10/35         IMVNFq   H 
Region     1,     OfFico    of    Dlr^c  tor.         Ip  15D91-349         'MX  ' 

Fiche:  9O-277,  e2/10/3fi.  B2HO20MO. 


—8211290307   Notice   of   violation    from   inup    on    9S0916-1020 

«      Rogion    1,     Office   of   Director.       82/11/12.       3pp.       14321-  133        UAX 
Fiche:  50-277,32/11/12.8211390302. 

--S2U2-9Q316    IE    [nip    Rept.    50-277/03-31    !,  50-270/02-30   on   B2091A-1030 
liantamp  Manco   noted:  fal  lure    to    follou   locked   valve 
pro«»dup»».  ,  to   comply  tu/radiafcion  work    permit  i-equirements   (, 
to    roLloiii    fire  watch    procedures. 

BLflUW,  A.  ft.  ,    LINVILLE.J.C.,    MCCAHE,  E.  C.       Division    of   Project   (, 
Resident  Pro  grams.       B2/  11/02.        I7pp,       16221-  135        34* 
Fltbr:  30-277,  02/1  1/1S.H21  1390302. 

S20819D24H    IE    Info  Notice  02-43,     "Deficiencies    in   LWR   Air   Filtration/ 
Ventilation    Syt.  "   Svc    list    encl. 
JCfiuAN.E.L,        Division   of   Engineering    (.   Quality   Assurance        02/11/16 

Ccniolidated    Edison  Co,     of  Neiu  York,     Inc.        Illpp         16171-233        24y 
FJeht;  SO-000,B2/ll/lA,B20019034a.  ' 

E2081902S3    IE    Info  Notice   02-45,     "PWH   Lou  Temp   OverpresEure 
Prot*ctlan.  "    Svc    list   encJ. 


.-U.        Division   of   Enoineering    t,  Quality   Assurance.       02/11/19 
Conic.lld.stad    Edison  Co.     of  New  York,     Inc.       93pp.       16232'290        BIX 
Fickt:  SO-OQO,  02/11/19.  8200190S53, 

R.     Periodic    op«rsting    renorti  fc   related    correspondence 

0311030110  Fortr»rds   monthly    operatino    repts    for  Oct  1981 

CCKJHEWH.  J.        Philadelphia   Electric   Co.       81/11/17.  Office   of 

Kjnigtmtnt    and   Program  Analysis.       Ip.       15912:147.  24X 
Flen»:  50-277.  81/1  1/17,  S21  10301  10. 


8211060290    HO:rc,pc.nBe    •pictru.    a<i*lur*r    component    of    5ei^m,c 
monitor  ing    si|i     i  ntermi  t  tent  I  v    inoperable    s.nco    [13O909   CaosB1I 
bg    malfunctioning    power    control     card.Cacd    uiill    bo     replaced 
Component    to    bo    retui-nod    to    svc    t  ij    (331130 

COONEY.tt  J.         Philadelphia    Electric    Cd.        &3X  10/35         HAVNES   R   C 
Raoion    1,     Off  it*    of    Director.       2pn.        15933-003        21X 
Fiche;  50-277,  E3/  10/23,  B2I[OdO29O. 

0211060130    RO   2-B2-34,/IP:on    021021,  7U    safet,j     r.lt.P    V.IVP    opened    culm 
pres.ure    reached    033    paig.  Cause    unfenown.  Val  vc    to    lie    5ent    to 
vendor.  Tuo   vacuum   broafceTt    replaced   Fatigue-    analysis 
determined    douinstream   piping    nut    over  stressed 

ULLRICH,  H,  T          Philadelphia    Electric    Cc-.        63/10/23         HAVNES.  H     C 
Deglon    1,     Office     of    Director.         3pp.         1  599  1      13B         "MX 
Fiche:SO-a77,  92/1  O/28,  BSHO6013O, 


S3U100273   Forwards    LER    B2-035/01  T-0.  DC-  bai  led     event     analuo.. 
CODN6Y.M.J        PMJadeJphia    Electric    Co.       02/11^  AYN|G  « 

Region    i.     Office    Of   Dir«i»r.        3PP.        IA137.359       34X 
Fi  ch».-  50-377,  02/S  1/04,  B21  1190373 


,,Kmin-     , 
' 


Cdo 
Cardo. 

not    po 

match    after    maint   compteted 

CQWEY.MJ         PhiUd.lphi*    Electric     Co 

i 


raga    tank    found    b.ldiu   Tc-ch    Spe<:     i(mit   *.    fire   £at 
.  Caused    by    personnel     incorrect  1  u    relea»ing    fire 

9        r 

82/11/04.  fiegip 


on  *M  n 

Keolon    1,     Office    of    Director.         3pp. 

Fiche:SO-277,82/ll/Oa,B211390300 


.        02/11/00. 
16221      197 


HAYNE8,  R  C 
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6311290303   LEfl   82-034/01T-0   on    3210*4.  dur  in,    pl,,H    ,t«tu,.7IJ    r.li.f 
v*lv.    op.rni   C*ui.    <,ntr,Dun.V«Jv.    ripljt.d    t    ,ent    to   vendor 
to    orctrnint    caun 

D*SVf.''Vr.    "I""*'^"  ei«irjc  CQ.     awn/03.        fl.giM  i. 

WII2TO300  "'  "          I*MI:W<K       24)!    Fich«:  SO-277,  ttfl  I/OB. 


r  ,,,tr0|    red   driv,   .r.B    . 

"ult   ""   g"    fal"    •>••••  C'"«<J    bit   stripped 

"U   '"  *?*"   "**   b0'    *   loote  «"""«*i»n  fro. 
ertu   rtpltccrf    t.   connection    tignttned 

'""•"'P'"-    Electric    Co.       63/n/lO.       HAYNES,  B.  C 

'"    °f    D"r*tt("-          'P          14196:330.       HX 
7,^3/11/10.3211230101 


0"   «"«'»'  t«  "ntlUt.on  duct    fire    dampei-s 
.  C.»..d    t*     ]gBI(    Anting    ,treu   an  ' 

"'    •l«trie.l    iniu£ation  on 
lgfi-d    *    tflted. 


Fiche:  50-277.  B2/1I  /I3,'fi21  I390il  7.P 
Operator   Eliminations 

DOI     Svc    list    end"*         * 

i_i,muri     t-o.       Of     WeU    Vort.        tnr  r  ^-  H 

r  •     L       E-    ~~  »ui  <•      inc.        E  3pp 

Ficht    5O-000,  B3/IO/13,  S3'  • 

--? _-f^",!°TTIJfl_A™IC    PQWEfi    STATIOM,     UNIT   3 

fitt    of    10CFRSO   34(tl    4    Srs"rir    !^i    tfltlu*en 
I    preparednes  JJ'rforming    aud 

^Icfkp.  5O~COO.  G2/ 10/0'    ^-i-^"^> —  --  J  *iocl'        eflX 

B21C07COI9   Generic   Ltr 

-000.  B2/| 

Foruard*    info  re    82042B  fire   protection    saf 
.carf*.?rB  suailaile    in  PDH  suing 

6310290IOB   Generic    Ltr   B2-23    to   al 

>or  (itrfornitig    audit*  of    tafegua 
i»icuntij    plan).  Svc    liit    snrr 
E:iSENMUr.  B.  «.        Divijinn   of   Li 

FfeirsS^'wJTo/SS.'wfSSioi^'         1>y''3::319-       MX 

Q3110B02I3    Inform    of    error     in   RS>Mto 
DPB-44   4    npR.gj,    re    fjre   pp*tfl^^      ' 

la  ter  <ipp  ]  i 
DALIHOFF,  3. 
Operating  f 
Fiehe:  SO-2; 

B21 1070474    Ri 


--8311090481    Forward,    public 


PUn 


-8211090486  Ptib|,e    VerS1Qn    of    revi3ed    emorget,C1j    pl 
pr-c.dup.i,     neludinj   PPoc.dUPB   EP-aoi    r*    tJhn 
i  JP  5ni"t  tio"'f-a°2   "    «P«-tlon.    ,Uppqr(i    ctr 
!:??/?  p   D"2   re   radlation    Burvey    tt-am,  Indej 
r,    fhl'"d«'Ph'«  Electric    Co.       H2/09/07.        Q9pp  . 
Flrhe:  30-S77,  82/11/02-  B31  1070974. 


nnr.u- 

intgrttd  lAtA  e.crcisB  for  phLiaic,-  Inventory  at 
commitment  to  participate  in  i  rcise  g,  vo  I  unt^i-i. 
utll  that  participate  H  l  n  „  .  rB  lmbur^/9vc  l"* 
EISEIJHUT,  D.  C.  Division  of  Li  con  oinfj.  O2/1[,VJ 


G.    Adjudicator^    correspunifenc 


•"•" 


FlchP:  50-277,  03/10/07.831  1O:W36'/. 

S2102600B9  Generic    Ltr   B2-20    to    all 

measure   until    Rep    Ouida 


BrtUEfl.E  0 


^°nctor   1U(tn 
«;    '*Pl.J..n(i 

"•"''    a>    int»r 
lfat    •""- 


9210370030  Oeneric 
r.,u.,t   for   In   o 


i         ,  .   „ 


re   ConflrM.l.nt1 


STAROSTECKI.R 


:  BALP  rapt 

*CUM   *  .....  ••"* 
1*    *   H«»«Iit    P 


DOCKETED  ITEMS 


—8311010373  Respond,    to  NBC    030719    Itr    transmitting    BALP   rent,  comment  ins 
iptcifUally    on    plant    op  trat  i  ons.  rad  iolog  leal    control*. 
i-»int.houikeeping   &   fire    protection   t,   security    &    safeguard* 
DAL7ROFF.S.  L.        Philadelphia    Electric    Co.        H2/OB/16.        BTAROSTECKI,  R 

Division    of    Project   (.   Resident   Programs.        800          15067-  191          Ortv 
Fiche:  50-277.  32/10/26,  021 IO10312. 


9aU<H03B4  Provid**    justification    for    not   conducting    channel    check 
nurvHHance    !<   extended    functional    test    frequency,  in 
r*tpon,i.e    to   WHC    320916    Itf    re    Tech    Spec,    on    degraded    grid 
vol  tjj  t    prate  c  ti  on. 

DtA.TRUrF.3.  L.        Philadelphia    Electric    Co.        83/1O/29.        STOLZ,  J    F 
Opvrating   Reactor*   Granch    n.        3pp.        ]  5920'  02O         24X 
Fith«:  5O-377,  32/  1O/29,  B31  1O4O3B4. 


™~        noT*    °'   •rpllt'    in  B3021S  ^Plication    for    amend    to   Uicen5e. 

DPff~11  1  PPR-54   re    fire    protection  moda.  Request    for    deletion 

cC    iniole    d«t«etor»    922A   t,    51BO    from   OL   ui  1  1     be    included     in 

I*t*r   application    for    OL    amend. 

DflLTRDFF,  S.  L.         Philadelphia    Electric    Co,        03/11/01          STOL2.  J    f-' 

Op«ratin>]   Reactors    Branch    -I.       2pp.       1597fl-3fl6        24X 

Fj  che:  50-377.  S2/1  U0\,  B31  1O8021  3. 

831114.0097  Comments    on   util    response    to   Generic   Ltr   01-04    ima  lementinn 
Rivtilan    1    to    NUHEG-0313.fl,(dl    info   re    pipe    cracking  »»»">*'na 

r«que»led  uithJn    3O  daiji    of    receipt    of    Itr. 

STOLZ.J.F.       Operating  Reactors    Branch    4.       Ba/ll/oi        BAUEH,  E   G 
PfiiladflpMa    Electric   Co.        Bpp.       16102  233        24X  '     ' 

Flekt:  50-277,  92/11/01.0311140097. 


F°Ttaardf    Ascription   of    proc  edurEB  ,  components    tested    fc   data 
tram    reactor   prntoction    sys    motor    generator    seta 

urtf«Pfr*quen<:y    tests.  Comp  onsnts    mill    operate    correctlg    U/A-B 

tint    delay   aettinff    for   trip    initiation. 

DALTfiOFF.B.  L.        Philadelphia    Electric    Co.        02/11/09         STOLZ.  J    F 

Operating    Reactors     Branch    t.        4pp.        liO56    131         gav 

Fie  fit  -.$0-377,  B3/  1  1/09,6211150140. 


nnp0Tri'I!iir:VnSed.^9eS    5~7  *   9-a    to    "LIc-niinB   Submittal 
Deitgn  Rept   for   High    Density   Spent  Fuel    Raclts,  "    correLtina 
deiifln  futl    pool     Joad   calculations.  Is.ue   does   not   represent 
i*f*ty  concern, 

DrtLTOOFF.  S,  L.       Philadelphia   Electric    Co.       B2/11/OB        STOLZ.  J   F 
Operating  fleactorB    Dranch    4,       4pp.       16061    3S9        24X  ' 

Ftefie:  50-S77.  B2/1  1  /OB,  821  1  1  50676, 

621117020^    Informs    of    possible   error    in    util    B30B26    Itr    re    deSi(in   of 
<on,tainment    purBo   &   vent    sys.  Debris    screen    probably 
in.lalled  on    torua    vacuum   breaker   pipe    rather    than    torus 
•thaust  pipe.  Insp    schedoled    for    neit    outage 

DftLIfiDFF,S.L.        Philadelphia    Electric    Co.       83/1]  /OS         BTOL2,  J    F 
Df.«rattt.g   Reactors    Branch    H.       2pp,       16101-167        34X 
Flche:  50-277,  83/11/03,921117-0204, 

B2U340353  Forwards    Franklin  Research   Ctr   request    for    add]    info    re 
strutturat   aspects,    of  plant-unique  analyst^    rept.Mark    I 
e<mt*iniiiffnt   program.  Response    requested   luithin   3O   daua 
STDL2.J.F.      Operating   Reactors    Dranch    4.       82/11/10        DflllPR  F   a 
PhJ]atf>lphia    Electric   Co.       6pp.       16231:341         34X  DflUER'E   °' 

Fltht:  30-277.  Da/1  1  /10,  921  124O352. 


Bve       l         MCI 


8,2"3''      "SV<    "•""•"on    of     Thick 
ul«-tion    Sus   Piping   at    BUR    Plant." 

E"a'n«Tinfl    t   Quality    Assurance. 


rrn     r  ">      »™        • 

for     IE    Bulletins,  Circulars    t,    fnfo    Notices    "    ^»r     !, 

BEVOUNO.R.C.         Director',    Office.     Of!  f    In^e' 

Enforcement,         82/09/33.  Consolidated   Ed,50nPCo       of       ™    Vorlr. 

IIOpp.         16013:021.        34*    Fiche  :  50-OOO:  E.2/09/22.  G3O0E90223 


n 


^ecS    IV"'?    N2U"    8B-"°'      "<"''«"**••     i"    Prin-T,    Contai, 
Electrical    Penetration    As  iemb  1  i  on.  "    Bvc    list     end 


C™n,-    *  - 

,     f       2i    iS       •*    E"lHon    Co-      t"1    Weui    York,     Inc          H2pp 
iche:  50-000,  B2/O9/2i2,  B2OH1  9O?32 


821IOB027]    Notification    af    B211O3    meeting   u/utils    s,    Frank  !,„    ftBSi,,,-, 
Ctr    In    BUftesrfa.MD    to    discuss     dB9lgn    (IE   Dullutln    HO- 1  1  J    & 
T*iMM          •n»i*9g     balance     technii[ua"    i,    "arching    ttifori|". 

Ur!    ^L*'C|Mrf     **^,~   N"    Detan*d    Affiliation    Given         H2/10/O7. 

no    uaEaiied     AfPiliacian    Siven.        Ago         1S'?7S    TIH         nfiv 
FIch8:50-000-  H2X 10/07,  S21 ! OS0271 . 

^^f^.'.^rr^r^r1'  "F3ilurpof  s— ^«--^ «—.  i, 


CanMriflfr     H 
Consolidated    Edison   Co 

lcho:  50-000,  B3/1O/22. 


.. 

f    New    Vark,     Inc          IlOnn 
PP 


8211070430   Acfc     receipt    of    02052O    Itr-    informing    NRC    of     steps    take 
cS'"™,™1^1**"*"3    noterf     '"    !E    '""p    Rep  1-9    SO-277/92-04    t, 
50-27H/02-04,   Violation    -correctly     classified    since     laat 
par-soil     to    control    access     coulrf    not    respond     to     intrusion 
•HARTIM.  T,  T,         Division    of    Engineering    !     Technical    Pruoram 
=••    t      ««F™Ll        PhllaiJBlpNia    Electric    Co.       3,,p         16009   3 
Fiche: 50-277,  H2/ 10/22, B21 1090430 


fl  3/  ]  0  /  i!L\ 
R1K 


—8ail090fl3fi  Responds     to    NRC    92O121     Itr    re   vinl.fcion.    noted     In     II-     lus 
Repti     50-277/83-04    4    30-278/32-04.  AfF  id.iv  i  t    !,    details 
ulthficlrf    <rof     IQCFJfa.  79ft   «.    10CFB73    31) 

DALTFJOFF.S.   L.        Ph  1  laJe  1  ph  ia    El  BC  tr  i  c    CD.        S2/Q5/SO         MAFiriN-  T     I 
Division    of    Enflinnoring    fe   Technical    Programs.        in         Ifiooa   3AI          '- 
Flche: 50-277, B2/1Q/22,  B21 1O90430. 

B211O103i2   Forwards    SftLP   rept    for    Jul     1981-Jul    19HH  *    related 
correspondtnc e. Overall    performance    acceptable 

PhU^l?^.        B-gi»n_!.     Off.e.     of    Director.        K/lO/at.         DALTftDFK,  SI.  L 
fn I ia«e Iph la    Electric    Co.         4pp  1 3H67    147         24X 

Fiche:  50-277,  02/1O/26. B21 1OI0312. 


9311140047  Ciim-lc    Ltr  B2-26   to   pou,Hr   reactor    licensees    (e.cept    Fort  Bt 
Wralnl    r.   HWEO-O744,  Ravisi on    1,     "Pressuro    Vessel   Mat! 
Fractur*   Taugnniu.  "   Forwards   NUHEO-0744,  Re  vi  sion    1    U/o 
ineL  Gvc    litt    encl. 

EISENHUT.D.O          Diviaion    of    Licensing.        92/11/13.  Consolidated 

Efllion   Co.     of    Weu    York.     Inc.        B2pp.        16332' 312         34X 
Fiche:  SO-000,  82/11/12,  831 1 160047 


—8211010343   BALP    rept    far    Jul     l^ai-Ju-l     1-J82    Overall     i 
accep  tab  le. 

»      Rtoion    t.     Office    oC    Director         33/07/12,       ;]9oo 
Fiche;  50-' 


•  Formiinc  R 
13B67:  151. 


S211290453  ForuarJi    application    to  amend    Licent. 
c, 
H>T. 


r«r^flr01    appucaeiot.    to  amend    Liceni.  DPR-5i,  temporari  lu 
TecK    Specs    to   permit    continued   operation    during 

rtpaln   to  3D   FlrTH    HX.  a 

BRAQLEVrE.J.       Philadelphia   Elactric   Co. 

Flcfie:  30-E7B,  82/11/23,9211270453. 


B2/1I/23.       DENTON.H.R. 
Director.       Ip.       16310:336.       34X 


-eaiia?MM  Application   to   amend   License   DPR-36,  temporarily 
li  -,,fp.,        t£>   *1Iow  ""tinned    operation    during    repairs    to 
3D  am  HK.C»rtlflc4t«   of  Gvc    encl 

art(/£fl,E  0.       Philadelphia   El  K  trie   Co.       82/11/19,       7pp. 
2+K  Fiche:50-27a,82/ll/23,921I270453, 


t,      Inspection   reports,     TE  Bulletin*  fc  t  orrespondence 


IE  Info  Notice  92-37,  "Cracking  in  Uppsr  Shell  to 
Twnfltinn  Cone  Oirth  Meld  of  Steam  O.norator  at  Operatinn 
PVR.  "  Bvt  IUt  »nel. 

JDRBAH.E       0£vi»Ion    of  Engjn,ering  i  Oualitij   Assurance.       02/09/16 
ConjollcUtH    Edit  on    Co.    of   M»w  York,     Inc.        105pp.       1S930-001         24V 
FlcheiSO-OOO,  S2/09/16,82001TO220.  TJU.WUI.       ^i« 
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621]  160090    SuiMuru 


--  - 


3211290351    Forward,     ,  E    , 
*"»<••'    V 


Wan 


16221:009.       34X 


B/n/iit 


nan    S"i1 
JGfTDAN.E    L         D£vis  i          enc  ' 


-    -_~!^!_!!:p-"n>    p""t»   '•    r.l.t* 


=211030110   Foruarrf.    ™»»i- 
-    t 


„ 


WILLSEV.W. 


ii 


**(. 


Foruardi    Thermal     M.       •          r, 
MflPP'n9   "e 


--'__I_°""™f"fB9j    LEn*   <-    related    correspondence 

inrficatBd   errat  ica!  ]  ij.  Jnvestioa  ti  ™'  rf  "I"*    l?ar'"QUI    ^anja   lBvt!   r>: 
level    tiithin    Tech   Spec   Caused    bu    const  tor"s  "***P 


"ssr?^ 

•»Jo«-tJMlH.C.u..d     bu     dirtu     rni?       !  "*     f*n'd     tO     '"J"1 

s^vfrr-%h-;!:;:{-  y  >v  -cSSKn:'.?:.:  r*"-"™-- 

«e9i=n    ,.    Of^^':   8D          ^  eCC:r   ^L^""^       HftVNt-a.B.:. 
Ft  eft  .:  80-278,  82/  "'        '  5S91  '  35°'        =« 


-278,  82/10/95,  g       1020,  , 


t  =  n^r   anall"e'' 

*;^  ?  p!nc°:;rs 
"  " 


=  so-277. 


' 


nit.    barrier    board. 


B5l  1100347  PND-I-S2  n 
BHR  HX  on  621  102  .J 
'ro«  pi.Bt  dUch.r 

e 


°ns    Cflusi"9     i«l*tl«r, 


g.  Caused 


. 
140.2..  171.       MX 


high 


Si31l290J70. 


• 

:349.      24X   Fiche  :  30-278,  B2/1  1 
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V.     Operator    Eiaminat  ions 


.noriE  LtP  M-IB  to  aii  pD^Br  reactor  applicanta  . 

liC*n«e,    r*    reactor   operator    t.    senior    reac  tu-r    op'racor 
reo.u»Uf  leation    t  .ams.  Atfvi  sen    that    eiama    beain    at    OarTii^ 
aft.r  aaiOOl.  Svc     list   end  9  facility 

E1SENHUT.  D.  C.        Division    of    Licensing.        03/10/13  Cnn«ni^ 

es-i.cn    Co.     cf    Weoj    Vor>,     Inc.        I  5pp.         16OT3    334         g      Con90l  ,d3 
Ficher  50-000,  82/10/12,  S21OI30OI  9 


DOCKET    50-280   SURFIV   POWER    STATION,     UNIT    1 
™ff"li!!!l_"!!!'l!L_era!r9!tley_&_fire    PpotDct'0"   plans 

&aiOO«06fl  OenBric    Ltr   63-17    to   all    pouer   reactor    licens 
•  PFl    (»*•    fc    n«M.n    of   CPs   rH    incon. i Htenc y    between 


Fie  ft*:  3O-000,  52/10/01,5210040068. 

l^rH^H^inHr'1'-'-™'"'''''"'"-.'"  "'""•" " 

can. I  deration'       53"E    pr"Sont'"1     *°   Cornml  Ba '  "•>    «•   FEMA    for 

G'RErLLV,  J.  P.        Region   2,     Office    of    Director.        B3/lO/Ort 

LEAS3URO,  ft.  H         VJTaiuiaElorf-T'ictpn. .-.»/'  , 

Fl  =  F>e:  50-000.  82/l"/«.  Ml  MM«4.  ^    C°          Ip'        "0"rl91.        34X 

B2J0070019   Cenc-vic    Ltr  S2-31    to    all    licensees    &   applicants    of   nuclB,,r 
(iQuer    reacton     re    Tach    Specs    for    fire    protec  t  ion    audits  nuclB"r 

^?I^»^!    ?n'KdrlC9    ^i^"S5!n9    general    scope    fr   dBScrlbing' 
H.ncutt    to    be     included    in    audit    Svc     lut    encl 
E1SENHUT.D    G.         [)lvjai(ln    of    Li(:En5ln9. 


' 
lc^e^  50-000,  sa/  I  0/Oi,  B310070O19. 

aaiJW0399    FfTU.rd.     "Emergency    E,  arc!  9e  ,  Surry    Pnuer    Station    19FJ9 

B. 
" 


urr«    Pou,er    Station,  19B3   E,arci 


FJ  (he:  30-200.  aa/10/aa,  921  MS0332. 


a?lll&0336    IE 

e 


Ropts    SO-280/B2-27    t   50-281/52-27    Dn 
ej;"a-""'   arc«    inBpDcted:plflnt    op.rlto 

r      y;CaH^'tDtt"13'fDllDWUP    «•"    .vent. 
8c    design   changes 

DAVla.H.J.,     JULIAN.C.        Di  vi  .1  Dn    df    Pro    »  t    t, 


0211100500   R.l,a».     pub]lc    veriion 
imp  1  em anting    procedures 


--B211I00503    For 


orwards    pub  1  ,  c    version    of     reviBOd    nm=^ 

lmpl.A.ntlno     proce$ure,,  inc'ud^g    ^ro^    ur    0   ePIpTo/    I"' 
c.l     out    of    errgency    responsp    p.?.onn^  TEPIP    3    02   r 
activation    of     terhnlcal     5UpnOrt     ctr 
' 


Vlrflinli    Elctric    *    Po-er    CQ         02/10/2, 

" 


6211040377   Genaric    Ltr    63-25    U    all    polJcr    rMctu_    ,.,.„„ 
F*e  h«:  30-000,  Ba 


B211120292   Re|Ea,BS     pui,j 

FELTOfJ,J.M         Diviaion    of  Rules     and    Records 

.lanaoefrent    Branch           lp.  1A06A-0&5          PJ*    F 

821  1  120293.  r 


r^ion     of    reviaeit    corporate    ernernencii 
he:  50-000,  B3/1  [/O'j, 


Forwards    public     version    of    Rpyiaion    1     to    ccT'nnr.itP 
I    response    plan.ffeeoipt     form    one  1 .  pumip 


.  P.        fleg.on    2,     Office    Of    nlpect 
90-000,82/11/05.  0311120392 


1606ft:  Oifc. 


— B3HIS0303    Public     vsrsion    of    Revision     ]     to     cornnr^f. 

response    plan.                                                                                 corporate  en,er,onc,j 

*       Virginia    Electric    &•    Po^er    Co.        B2/10/35         7lnD  l/,n*A   n/n 

Flchc:  50-OOO,  B2/ 1  1/03.  a"'  '•«««««                                            pp  ItOAftQftll.        ^'4>. 


3311270390 


rrfs     I,lsp     ftcpts     50  -2BO  'B--qo 
n.nco.p  1  ,anc.     not^d  ° 


Electric 


2pp         IAB19-OIM         'MV 


™       H  . 

r«c.rds    1    P,ptll  t09timg    i,   n.a  i  nt,  1  Dt  V  s  ,  ke 
Details   u/ithhnld    <ref    10CFR73   21) 
TIH,MAN,A.   ,     MCGUIR£,D.  R,        Diviaiqn    of    En 

" 


H.    Oeneral    correspondence 


STEHflRT.H.L.        Virginia  Electric    ft  Pou,Br  Co.       82/10/08.       DENTON,  H  H 
2  I.         NucUar   Reactor   RegulBtion,     Director.       VARCA,  S  A 

Ofi-rating  fleactor*    Branch    I.       lp         159ia   IBS        24M 
Fl  0^0:50-280,02/10/38,021103010?, 


Nuclear    Operati 
corrBiponi/ance, 


s    b   ulll    receive    K    addreaa    all    NRC 

^ 

9B^\^entrtJ     *POW*r    C" 
Reactor    Reguldtlon,      nirtct 


97lOaWIOB  0.n.rU    Ltr    B2-23   to   all    licences    t,  applicant,    re 
lncon*Httnc[(    tBtueon    raquirementa    of    10CFR73  ^O(g)    fc   STS 
tor    pc-rfor-ning    audits    of    safeguards    contingencu   plans 
(««eurity    plan),  Svc     list    encl. 

M?!S.WfLIX2;    WDlViSir   °,*  Lf""sln!'-       W/10/M.  Consolidated 

EdlfC-n    Co.     of    Neu   Vork,     Inc.       Bap.       13973-319        24X 
Ftcht-  30-OOO,  82/10/30,  B310290IOB. 


lvlilon    o 


"rlion    of   '"vlMd    emergency    plan. 

Rules    and   Record..       02/11/01,  Document 

16041:223.       S4X  Ficha:  30-200,02/11/01™ 


-WI1100474  Public    version    of  revised    emergency    plan 
*     Virginia    Electric   *  Power   CD.      02/09/24.      ODD 
Fit  h.:  50-230,02/11/01,821  1100468.  P 


34X 


24  X 


cunonta    8     c  orrca  pondcnc 


EISEWHUT.D.O.       Division   qf    !_ic  BnB  i  ng.        B3/O9/2O 

i  *  ;on.s%,°* Neu  YOF}"  ine-   ISPP    |5«o-  »"o 

Ficne; SO-OOO. 82/09/20, B2O9210027 


CdnsoliiJatt'd 


8211020670    Foru.aPd«    Amonds    80   t   81     to    License*    DPH-33   fc 
rt.p.ctlv.lv,»f.tv    eval^tton    t,    notice    qj     l.w.nc.  £ 

™" 


u°-       °P&Patln3    Reactors    Branch     ],        82/10/05 
R.  H.        Vlrflinia   GlBctriC    ft    Pouer    Co.        2pp 

PP' 


Ftche:SO-280.  82/1O/O5. 


132 


DOCKETED  ITEMS 


--B21 10304.75 


i   SO  t,   81    to  Licenses   DPB-13  i    non   .,-, 

Chang. n,    T.ch    Spec,    re    de9rad,tf   v"laa.    "  J  WS-37.  r.ipKtivtl,,, 
VASGA:S.A.        Opiratinn   Reactnr .   B.        f '      Protection    jys. 
15905:308        24X   FicheiSn-s,  '         IW/in/,,.        „-_ 


-8211030480   Sifetu    «vi]u 

DPR-32   1   DPR~37.r«s(1*cUv.lu 
.      Office    of   Nuclear    -  * 


-8209330511    "Pr0pos,d    Diiign  Mod,   (,   Tech   SB.C.   fh 

Degradation    for   Burry    Pouar   Station   II      J  cn»ng«t    on    Grid 

(valuation    reot.  'Units    1   !•  2,  "    technical 


.upportina 
kporlln' 


80  1  Bl    to  Licenses 
B2/IO/05.        6t 


d    Voltage 


SELAM.JC         Laurence   Lwermnrn 
UCID-I943J        B3/QB/25  HHC   - 


FIN  tt-°3s<>. 


— B21l020fiB5  Nntici 


suance   !,   avail:,*    .-* 

Licenses   DPR-33   6    DPfl-37,  reio.rtii.i  "   "f   *"*"''*   BO   t   81    to 

P"  livel. 


VAP.CA,  S  A. 
15905   334 


3pp. 


of   uti 1    lutffll ttals 
t   for 
tudist   on 


8311010578  Foruardi  tattly  t,  techni 
re  electric  d iitribution  SyS  g^s 
operating  voltage  to  sans  motor  i 

VARCA.SA  Operating  Reactors  Dr 
Virjima  Electric  t,  Pouitr  Co  2j, 
Fictie  50-280,  S2/ 10/06,921 1010579 

--82110105B2  Safety    evaluation   tupporf 

iy*  voltage    mod,,  e,cep  t    in  area  lf  "ll.^  tion  el"tric    distribution 
«     NBC  -  rv0    D.ta.led   Aff.l.ation  ~.    --         ?Pera'"   wives.. 
1590!    335        34)!   Fiche    5n-5 


£valuatlan 
ss    for  Surr 


-B2110105D4   "Tec 
Di  itributi on 


S311150155   Su.Timariie!    930903   meetinQ   u/,tl 
or'c   re    results    of   review    at   ..MI  . 

CE  "    nucleai 

D'REILLY.J  P        Heg,OI,   3,     Off  - 

LEAEBUHC.R   H        Virginia   Electee    ',  21 
Fiche    50-000,92/10/OQ,S3ui50!55  *' 

8311030009   Deicriee,    safe   Ut,U16[1    bg    ,tfll 
foruards  photograph.  UJo  Pticl 
OQBIJIIJ,P.O        Virginia    Electric    i   PoyB, 
-   No   Detailed    Affiliation   Qwer         io 
Fiche   50-280,82/10/13,0211030009. 


on   Electric 


83/10/og. 

3PP.       16056:  133. 


f 

tioi,    manager   at    fatilLtios    !, 

C°         M/ 10/13.       KUNZE,  D.       NRC 
l5''  ' :  359.       aav 


E.2LI04009B  Act    receipt    of    fee   fo.    „„,,,= 

DIOSS.R.M       Cicen.e   Fee   ««•„„.„?   n'!  a"  '  '  catf°" 
ii — ;.j.   r-,-.._..    .    _  -sir.nni   uranct,.        B2/10/ig 

1  P.       1594A-  OO-9        Tfl  v 
V"T'       24X 


Virginia  Electric  fr  Pauer   Co          n 
Fich.    50-2BO,B2/10/18,B31104009B 


LEASDUfiO.B.  H. 


6211230428  Submit,   corracted    Itr    re    ,tatu 

confornsnce   of   neu   fuel    container    1  i  f  n-."     .  Proposei1    Sesinn    mod    for 

"'""•" i-ttinj    rig    to   ANS,    B(.rf 

alters    number    of 


M14.6-197B  1 

path   sletchei    diitributed' 
LEASBUflO.R.H        Virj.nj.   E]ectric    t   Pn, 
OFFic.   0F(Ju[|ear   Rector    Hesu   at  ion      c 

of  Licen.in,        spp.  1' 


safe    load 


.       DENT  ON,  H  R 

EISENHUT,  D   G 
hB.  go_2  ^ 


B2llOi0232  Foruardi   Amend   4    to    "QA  Projrara-Op  erations   Phaiei  ri    VE 
Amend   refltcts   major   ehangei    in    otisite   !<  offsite   QA 
org«nl  latlan    &   upgrade!   QA  program. 

BA.UM.E.A..      Viroinia   Electric    &   Power    Co.       B2/10/29.       HAASS,  W.  P. 
Quality    Anuranct    Branch.        lp,        13983:205.         24X    Fi  ch«;  50-OOO* 
82/10/29,6311060333. 


--3211060348  "QA  Program  Operations   Phase." 

*      Virginia    Electric    t   Power    Co.       VEP-1-4A.       B3/10/31 
15993:  206.        24X   Fiche:  30-OOO,  02/10/29.  Q21 1O60232. 


9Bpp. 


9211220113   Foruardt    "Improvements     In    Training    &   Requal  i  f  i  cat  1  on 
Programs   ai  Required    bg    TM1   Action    ttemB    I.  A.  2,  I    t,    II,  B.  4 
For  Surry  Power   Station,"    technical    evaluation  rept. 
Roquirenenti    met   m/liaiod    clarifications. 

VAROA.S.A.      Dperatino   fieactnr!    flraneh    1.       B3/11/05.       BTEWAHT,  H,  L 
Virginia   Electric    &   Power    Co.        3pp.         li]99:  103         24X 
Fich»:  50-2BO.  92/11/03.821  122O113. 

—3211220117  "Improvements    in   Training    I  Requal  i  f  ication  Programs    SB 
Required   bi;    TM1    Action     Items     I.  A.  2.   1    &    II,  0,4    for    Surro 
Power  Station,"    technical    evaluation   rept. 

*     Science    Applications,     Inc.       NRC-03-B2-096,       BA  I  -136-029-  40 
02/08/10.  NRC   -  No   Detailed   Affiliation   Oivon.        Hop 

16199:  186.        24X    Fiche:  50-280,  S2/ll/O5,Hai  1220113. 

B21I16033H  Provides    info   re   Cycle    7  reload    cor?,  schedul  Hd    to    be 
completed   during   FED    19B3.  Ver  i  f  icat  ion    of   reload    core    deaign 
will    be    performed    through    startup    physics    testing    program. 
STEWART,  H,  U.       Virginia    Electric    S-  Power  Co.       S2/11/O9        DENTDW,  H  If 
Office    of   Nuclear    Reactor    Regulation,     Director.        WiROA,  B   A 
Operating   Reactors    Branch     1,        Spp.        16091    313-        24X 
Fie  he:  50-280,  83/1  1/09,  621  1  16033B. 

S31I1506I6   Suppl     to   B01028   (,   B2O729   proposed    changes     to    Toch    Specs 
r»   auiiliarij    bldg   ventilation    sys, 

STEWART.W.  U.        Virginia    Electric    &   Pouicr   Co.        a2/ll/10.        BENTOH,  H   R 
Office   of  Nuclear   Reactor    Regulation.     Director.       VARGA,  S  A 
Operating   Reactors    Branch    1        gpp.       IA061-069        24X 
Fie  ha:  50-2SO,  B3/1  1/10,  B21  1  ISOili. 


—0311150619   Suppl    to    proposed    changes    to    Tech    Spec    4,  12-2   re 
bldg   ventilation   ays. 


auiitlar 


9211160047  Generic   Ltr  B2-26   to    power    reactor    licensees    U.capt    Fort   Eit 
Vr.iB)    re  NUREQ-0744,  Revision    1,     "Pressure    Vessel    Mat! 
Fracture    Toughnen.  "    Foruards    NUREO-0744,  tie  vision    1    W/o 
encl,  Svc    list    encl. 

EISEtJHUT.D.Q.       Division    a  F  Licensing.       03/11/18.  Conaol  i  </a  ted 

Eduon    Co,     of    New   York,      Inc.        S2pp.        16232:212.        24X 
Fiche:  50-000,  B2/1I/12,  821  1I60O47. 

S211I90254  Advises    that    itudies    of   motor    operated    valves   y/o 
aatufaitori;    starting    capab  i  I  i  1  1  B!,  per   General    Design 
17|W111    be    «»Pt«tid    *V    030601     in    ptipon..    to 
q,UeSti,?at:   a"^"    timtl"  '""""'"turer    response. 

Ofce        'w,       VlPBim.  El.etMe    1  Power  Co.       03/11/12,       DENTON.H.n. 
Office   of  NucUar   Reactor   Regulation,     Director.       VAFIOA.  S  A 
Operating   Reactors    Branch    1.       lp,       16I49-30B        H4X 
Fie  he:  50-260,  B2/11/12.S2I  1190394. 

6311300435   Forwards    Amends    Bl    fc    02    to    License,    DPR-32   &    DPR-37. 
r.spectively.EIA  *  notice    of    Issuance    ft  negative 
declaration.  Amends   modify    requirsmenti    re    Instantaneous 
release    rate)    of    gaseous   wastes 

I^I2K1Dm«SiJ-  B'       DPeratln9    R«ctors   nranch    ,,       Q2/11/la 
LEASQURO,  H.H.        Virginia    Electric    &   Power    Co,        2pp 
Flch*:50-2BO,  B2/I1/1S.S2I  1300435  *^H 


AmtndVB1    *  32    to  License!    DPR-3B  «   DPR-37,  re.part  Ive  I  y, 
reporting   i,   notification   requirement,   re      r"pocvlvl"  «' 
«!"Ui   r"""    rat"    cf   ••••on.  wastes. 
'^.S'       °Peratln9    Reactor*   Branch    1.       B2/11/1B        7oo 
:318.        24X    Fi  =  hB:  50-280,  S2/1  1  /IB,  B21  1300433  "" 


DPH-3H   fe   nPR-37, 


™ 
16262:328. 


. 

°P"rati"9  Beactc-rs  Branch  1.   S2/11/IB 
24X  Flche:  50-2BO,  H/ll/  IB,  821  1300433 


anB 
"' 


DOCKETED  ITEMS 


133 


B2U230509   Si^it,    .t.tu.    of    MMEO-0737,  TMI    Action    Item    I    A    1    3 
EnnplstlDp    ichedule    for    Item    1  1.  D.  1.  Info    supnl,    B2OA3O   *. 
0713   r..pOM«,    ta  fl-n.rU    Ltr    S2-10.  P  Unt-9    £      f  ffp^i* 
•  valuations    uilJ     be    computed    by    Dec     19S3  mping 

SrEHARr.W.  L.        Virginia   Electric    fc   Power   Co.        02/11/14 
Office    of  Nuclear   H.«ctor    Regulation,     Director        3oo 
24)C    FUhe:50-2BO,  82/1  1/17,  021  1230509.         ''"""•        3"P' 

BEMS9073!    Application   for   amend    to   Licenses    DPJt-33  4   DPH-T7 
cAtnging    Tech    Specs    to   restore    core    thermal    limit,    (, 
overpower    change    in    tamp    setpoints    to    values    cnn»  £  n  t-Dni-   ,,/ 
iOOX    of    U.r.*l    design    f  1  ou,.  Safety    evaluation    enc! 

ETEWRT.W.L.         Virginia   Electric    fc   Power   Co.        B3/1I/22         nFNTrtM   H   a 
°"I"    «'    Nuclear   Reactc-r    Regulation,     Dir.c  tor         VARGfl,  9   A 
Dper-ting    Reactors    Branch     1.        6pp.        16329-136         SAY 
F£ch«:  SO-ifat),  82/11/22,8211290731.  ' 

--82H290737   Proposed    TBch    Specs    re    full     flou    thermal     limits 
^     ^S^U    Eloctl'ic    *   f"»»T    Co.        B2/1I/22.        Bpp 
Fi  Cf>e:  SO-2BO,.  B2/1  1/22.  B21  1290731, 


!"   rfP°rt^_IE_DullBtins   &   correEpondenc 


e300i90220    IE   Info   Notice   62-37,     "Cracking    in    Uppe 
^"'str.^ncl"    U9ld    °f   9t"m  °"«-t«  "t 


r    Shell    to 
Derating 


^^^^ 

Ficfic  :30-000,  02/09/16,8208190220.  13V3O.  OOI.        24* 


fla-*-  »-..i.n    ..     »«.!,.    in    Main  Control 


^  90-000,  S2/09/17.8208190222, 


B20B190253     IE    Info    Notico    82-15,      "PUR    Lou    Tc 


p    CK 


:  50-000, 


200190233. 


DAMCE.H.  C.  Division  of  PrDJ.ct 
STEWART,N.L.  Virgin^  EUrtric 
Fiche:  50-280,  83/1  1/3^.021  1270S9O 


3pp. 


-05N    3afe9°ar^     '"'P    R»P*'     50-280/82^0 

OS.No    norcomplianc  e    noted.  Major    areas     in 
records    i    r  ep  ta.  teat  i  hg    &    ma  i  nt,  1  ot  k  6, 
Details    withheld    (ref     I  OCFR73    21) 
TILLMAN.A.,      MCQUIRE,D.R.         Division     of 


5    *, 


rBP°rtB    «•    related     correspondenc 


«««.  of  ^^^i.-gf^jr's,?.:;:;'  c°P  s^--06  ™^ » 

Fiche:50-200,a2/09/15, 6311020430.  *** 


8211030639'   Honthlij    operating    rept*     For    Auo      19B3 

JDNES.V.H.         Vli-Blnla    El.etrit     &    POW.P   c2          32/09/15 
15066^107.        34X    Fie h e  :  50-2BO,  H2/O9/ 1 5, Q2 1  1020610 


30pp. 


!  30-000, 


«Eun.     r       2T-  :chanr  in  Format  *  oi^i 

for    IE   Qullntins.  Circulars    (.    Info   Notices.  "    Svc    list    on,-  1 
KVDUMS.H.C.        Director'.   Office,    Office    of    Inl  p.      !on    and' 


T^,1!3    «°n*h|M,«PT-tini,     r.pi.     for    Sopi     ,,M. 

.H.  Virginia  Electric  a  Power  Co.  B3/10/14  IWLLEH  rJ  M 
Dlvisiur  of  Data  Autamaticm  t«  Management  Information  I  „  LUI'  N  M 
16037;  255.  24X  Fi  ch«:  50-2BO,  S2/1O/  1  4,  03!  1  1  P' 


0211110390    Monthly     operating    rept5     fc-r    Bupt     19R2 

JOMES,V.H..     WILSON,  J.        Virginia    Electric     fc   Po".r    Co         ( 
40pp.         16037:336.        24J(    Fi  c  he:   5O-2BO.  82/  1  O/  M.  [1211110309 


!!!:^i^^^ 

?1^!10"  ^   E"9In'""'ln3    *   O^Hty    Assurance.       B3/09/HK 
ei)    Edison   Co,     of   Neu   Vork,     Inc.        112pn 
,  BS/09/32,020E)I90232.  PP' 


BaJlOI037S   Orants    relief    from   1977   ABME   Section   XI    requi  r^e-its    for 
(r.ervtce    in»p    hydrostatic    test..  Relief   allou,3    He.nii.    to 
replace    1-1/2    Inch    drain    valve    upstream   of    main    steam    trio 
^iX!   £    *    perPorming    te,t    for    entire    .team    30nHratar. 
VARQAiS.  A         OpBrating    fieactors    Branch     I.        02/10/01         LEASBUBO.B   H 
Vir9tnl-   EloctrJc    fc  Power    Co,       2pp.       15BSO-099        24X   LEABBUR0'  "'  R 
Flcher  SO-BBO,  BB/  1O/01,  B21  1OI0373. 


iSntr"ntinB  rElief  from  ASME  cot!e  s" 

QpBT^tlng   Reactors    Branch    1.       B2/10/01 
34X    Fichs:  50-300,  02/10/01,0211010373. 


Spn 


"Failure   of    Saf aty/Relief   Valves    to 


620919023?    IE   Info    Notice  82-41, 
Optn    at    SWF)."    Svc     list   encl. 

JOflDWJ.E   L         Divl,iDn   at   Engifteering    t,  Quality   AEsur.nce.       02/10/DS 
,,*;B1Ji1i;t"*    Ediion  Co.     of  New  York,     Inc.        110pp.       13960:153        24X 
Fitfie:.&0-000,B2/10/22,8200190S39.  'wvou.  i3J.        «MK 


Sail]503D2  Forward.    IE    Insp    Repts    50-300/03-27  i  30-201/92-27    on 
B20?04-1002.Ho    noneompliance   noted, 

?^fSm,«J,C^      Olvlilon    of   Project    &  Resident    Programs.       S2/IO/23 
LEASBUROi  R.  H.       Virginia  Electric    d  Power  Co,       2pp.       16QS9'323        SAV 
Fiehe:  SO-SBO,  gs/lO/SS,  021  1150332. 

—  021  1130336    IE    Imp    Repti    50-20O/B2-H7   &  30-381/82-27   on   820904-1002  No 
noncomplidnce    noted,  Major   areas    inspected  :  plant    operations, 
r*eordj,in»int,  «*curity.  calibr.  testing,  follouiup    on   events, 

NUREG-0737    it  on*    &   design  changes 

BURKE,D.J.,     DAVIB.M.  J.  ,    JULIAN,  C.       Divi  si  on    of   Pvoj.ct   I.  Re  sident 

Proor«m«.       S2/1O/S2.       6pp.       16039:335.       24X   Fi  Che:  30-200,  02/10/23, 

BZ  III  30332, 


0211010031     Discussoa     inoperability     of     1  nstrumontat i on     lines 
Bitretne    cold    urea  tiler.  Enc  1     lists     affected    ptants    *,    LFFIs 
during    winter    of    19B1-02.  Inclusion    of    dat.i     In  ne,t    Paaer 
rf^aAul,  EMBnt^    ""'i'1'1    h"lp    int»™    liconseas. 

MirWF(  R™    r         n?C        r    °Par^tio'15     rtnalysia    Branch.         Qa/06/lB 
MIGHEC-BON.  C.        Director's    OFFicc  4np 

Fiche:  50-000,  B2/OA/10,  021 1O1003I. 


aailOaOI93   Forwards    LER    B3-i08/OlT-0 

WILSON, J.  L,        Virginia    Elactric     i    Power    Co  H2/10/29 

^yt0n£'£f.nce    °f    Dirot:t'>'--         IP-         15900:073.        S4K 
Fiche:  50-2BO,  B2/10/29,  Oai 1OBO193 


D'fiElLLV,  J.  (' 


ve-CS,  -'-rm.nro    of    TOP-100 

valves    1     CS-lli    i-    1-CS-iia   were    c  1  oscd.  Ca  uaod    b«    valvea 
being    clo.ed    during    Uat    tea  t  /  troub  1  eshpO  ting    ot    MQV-CS    lOrt 
d    B    during    raa  i  nt.  Val  vea    opened. 
IJIUSON,J   L,        Virginia    Electrit     *    Rawer    Co. 


8211000356   Forward!    UEfls    B2-IOU/03L-O.  e2-10£,/O3L-n    >,    no 
WILSOM,  J.L.         Virginia   Electric     &    Pouer    Co  B2/?0/29 

Region    2,    Office    of    Director.        lo.        1  39w:  =89        z« 
Flch.:SO-aaO,  82/10/29,0211080396  '"*'«.  *HV.        Z4X 


lnB    .v,    in 


"    931002.  during    Mode    S,  Woverpre  a3Ur(, 
-fcl,,  both    preS9Urizer    Panva    1PCV    WK 
"""^-C^^d    b^    Ig.kin,    di.phr-.ni   on 
"t'es""-e     D"    PCV     1456     backup    atr    supply 

02/10/29  Reqion 


IrS'n1^    Bl.ttrir    &  Power 
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or    initallid    fc  talibr 


0211000256. 


O'RETLtV,  .J.  P         flrgion    3,     Qtfite    of    Dir&ctor 


0-2flO,  82/]  o/S9, 


STEHflRT,  W.  L. 


^"-•s.  ofrrc^'s,^^:'6*/^:,^,^1^-  °™™.j.l 

Fiche.  SO-2BO,  32/11 /OB,  S211&20233. 


8211320232  LER  62-097/03L-0:  on  B 
from  automating  .t.Pi],,,  „ 
motor,.  CfluSBd  bU  iMompl.t! 


e 

'"      P"*l    prl. 


62112S0215. 


,  83/11/15, 


8211330444. 


:  30-360, 


0-260, 


L 
• 


--9211250330   LEfi    B2- 


3211220314. 


.  vital    bu. 

;  !"le"' 


-. 

•  ;  ^ 


0-280,82/11/00. 


WILSON.J.L.        Vlroln  El« 

Offic,    of    Dlr.    E2  3pp  " 

0211290727.  P 

Operatnr  Examinations 


S210130019  OBneric   Ltr 
H»ni».   re 


021001. 

cT;D-  ^ 

Fich,;  50-000, 


f«IHty 


POWEfi    STATION,    UNIT  2 


E21  1320314. 


earu7o*oo. 


SS  II  17040ft. 


O'REILLV,  J.  p. 


. 

Ficht;  50-230,63/11/07, 


O'REILLV.  J.  p. 


OSlOO'lOOfiB   Oenertc    Ltr 
«PMl»nt.    "h      d.r 


*         ., 

P-u"'« 

"* 


B21HS0424   Reipondl    to 

ra-^i1  ri:: 


BS10O700I9  Oenarif 


-"9-"---^  .....  c 

mnU.iDn   fc  FEMrt   f»r 


Ip. 


,        UB 
V  ?"P°""  to  NRC  020139  1  tr. 


9tat  |Mr  1 

-  191pp- 
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82H150332    Foruartfi    IE    Imp    fi.pt.    SO-2BO/B2-27   &    SO-2Q1/BS-27    an 
B2G9Q4-1002.  No  noncompliance   noted. 

DANCE,H.C.       DivUlon   of  Project    !.  Resident    Programs        92/10/23 
UMSBUflG,  H.  H.        Virjinla    Electric    4,   Poluer   Co         2Bp          140W-  Wl         MV 
FUSe:  SO-2SO,  82/10/22,  621  115033S.  a4X 

--B2II.8M34    IE    In.p    Repts    50-2BO/BB-27    &   80-381/88-27    on    820704-1003   ND 
nencMp-llme.  noted.  Major  areas    in,  pected  :  p  lant    operations, 
records,  rial  nt,  security  calibr,  testi  ng,  f  ol  I  oiuup    on    events, 
HLftEC-0737    items    1   design    changes.  events, 

BURKE,  D.  J.       Division   of   Project   t,  Resident  Programs        82/10/23 
£•».        U059:329.       24X    Fi  che:  SO-290,  82/10/22,  821  1180332 


Ch°'19"     *°    5ecllrit«     Plans.  Changes    withheld 


T,  W.  L.        Virginia    Electric    (,   Poiuer    CD.        BS/tO/SB         DENTDN.  H   Jl 
Office    of  Nuclear   Reactor    Regulation,     Director        VAROA,  8  A 
Operatinj    Reactors    "ranch     1.        [p.        13912-  IBS         24X 
Fi  ctie:  30-200,  B2/10/aQ,  B21  10301  09. 

8IMC3SOICB   Oeneric   Ltr  02-23    to   all    licensees    &  applicants   re 
InCDnsUtcncY    b»tuienn    requirements    of     10CFR73,  40(  g  )    J,    STS 
for   performing   audits    of    safeguards    contingency    plans 
!*.curlt«    plan).  Svc    list    end,  y    P 

EISENHUT,  D.  G.        Division    of    Licensing.        62/10/30.  Consolidate 

iEdison  Co.     of    New  Vork.     Inc.       Bpp.       13993'319  "-onsol  Ida  ted 

Flcn«:30-OOD,  82/  10/30.  H210S90108. 


r 

Fich«:50- 


B3/1  1/34.  B31  12TO39O. 


0    fc    80-891/83-30    .„ 

rcH«  "    ""-         ^Jor    ar«as    i«,p«t.d. 

records    &    repts,  testing    i,    ma  i  n  t  ,  lot  k  3,  k  eu  s    fc    comfi  i  nation  5 
DetaiU    withheld     (raf     I  OCFW73    21  J  mat  ions. 

."'"'f^?,,^    En"  '  ""'•'^     *    Technica!    Pr<,Bram*. 

lp.        lfiS19:086.        2<!X    Fie*.:  SO-aao.B2/H/S4,  8=1  1390290. 


H.     General    corr  esporcdenc  e 


B2110201S2   Notifies    of    NUCleflr    Qperali0!,5    Dep  t    rei,P9an«  zat  ion    ML 
Steuart  Hill     [-eplacfl    RH   L*aa(,ur9    as    Vice   P?..ld.nt    of 
Nuclear    Operation.    U    ulll     receive    «,    flddr8S9     all     NRC 
correspondence. 
STEWART,H   L.         yirjjinia    Electric     &    Pouer    Co 

'  0"       eaCt°r    «••">•«'»'•      ni-ct 

40.        S4X    FicS.:  SO-OOo 


llc*nse     5taSE     documents    &    correap  nu 


BSlMOO-ifiS  ReleasBi   public    venion   of   revised    Bmeraencu 
FELTOUJ.H        Division   of   Rules    ond   Records.       «/  M/0   . 

M-       34*  ^  che:  SO-^o; 


"  P' 


-82lllOOfl71   Foruants    public    version   of    revised    emeroencir   olan 
LeASBURO.fl.  H.       Virginia   Electric    (.  Pouler    Co        02/10/8= 
0'REILJ.Y.J.P.       Region    2,     Office    of    Director.        I  n  " 

Fteh.:50~2BO.  02/11/01,021 1100168, 


—  Bail  100474  Public  version  of  revised  amergencu  plan 
«  Virginia  Electric  t,  Pouer  Co.  83/09/34.  &pp  ' 
FUn.:aO-3BO,B2/ll/01,a2111Q04iB.  PP 

9211100300  Releases   public    version   of    revised    ornBrgcncu 
implemtn ting    procedures.  »    "«-i 

FELTD^J.M        BiviBlon   of   Rules    and   Records. 

1P- 


NUREQ-O737     Tech 


B309210037  Qeneric  Ltr  82-16  t*  all  PWR  licence.  re  Muh(tu_w 
ep.c.  R.,UMtm  rev*™  of  Tech  Specs  t .  dE  ter^n/cons  ut« 
u./gu  dance  provided-Tor  items  u/tfevia  tiDna,  amenri  toll"*" 
required.  U/D  stated  uncls.Svc  list  end  'Tens 

EISEMHUr,  D.  O.         Division    of    Licensing.         B2/09/20  CDnsol  i  da  t(,d 

r?';<"l«°«n°f     NelU    YOThl      InC  15"'         19930:140  CDn">'d^"" 

Fiche:  90-000,  B3/09/2O,  5309310037. 


B2UOaOi70   Foruards    Amend,    BO   t    ai     tc.    License 
r..p.et      ml,,,  safety    .v.Iwttan    fc    notice    of 


'D'        °P«^""9    RMctar,    flranch     1. 
H.         Virginia    Electric     ft    pDWer    Co. 
30-230,  62/10/05.  881  I  D20A70. 


t,    DPR- 
DP" 


B2/JO/05 

3pp          19905-306 


3211020675   Am*ndm    80 
"       *" 


HI  to  Licenses  DPH-33  &  DPR-37,  resp 
rflnd^^ded  voltSBe  protection  ;"' 
"  Refl£tor5  Branch  1.  B3/  1O/09.  9PP. 
o;  50-30O,  S3/10/O5.  a3J  1O20A70. 


-B21110Q503  Forwards   public    version   of    revised    emergencu    plan 
implementing    procedures,  i  nc  lud  ing    Procedures   EPIP   3  01    re 
calEout    of    emoroancg   response    personnel    &   Epip   3  02  rs 
activation    of    teclmieal    support   ctr 

LEf,BQUHO,n,  H.      Virginia   Electric   6  Pouier    CD        82/10/21 
R°flion   2'    opflt;G   °f    Director.       lp. 


^U^   ^"'r    °'"v»»"    "Agency    plan    implementing 
proc.iores,  iniludina    Procaduro   EPIP   3.01    re   callout   of 
•  merjsncu    reiponse   personnel    i,  EPIP    3,02   re  activation   of 
technical    tgpport   ctr. 

WILSON,  J.L.,    COX,  P.M.       Virginia   Electric    4  P0u,er    Co,       B2/10/07 
9PJ.,       (6040:099.       24X  Fiche:  SO-SBO,  83/1  1/01,  SB1  1  100J500 

6311040379  O.n.ric   Ltr   B2-25    to   all    poy.r   reactor    lic.ns.es   re 
lr,ti}rjted   lAErt   nercise    for   physical    inventory    at   L(JHs   Ann 
cen.»itnint   to   participate    in  e«erci9e    ia  voluntary   &  anu 
uttl    t^4t  particlpatos   uilj    be    reimbursed.  Svc    list    mid 
«BE»WT,I>.0        Division   of   Licencing.       W/I1/03.  Consolidate 

EJHon  Co.     of    N.u  York,     Inc.       Ilpp.        1A017:  004        24Y 
Fi  tli  •:  S0-QOO,  62/1  1/03,  831  1040379. 


R.UasBs   public  ver.ion    of    revised    corporate    en.rgancu 
rtiponi*   plan. 

F£LTOH,J.fl        Division   of  Rules    and  Records.       82/11/05.  Document 

flrfltlch'     lp'  1<b066;0i5'     »"x  Fiche:  SO-OOO.SE/H/OB, 


B2HI20E9B  Forwards    public    version   of   Reviiion    1    to    corporate 
»m»ri)encv    r»»non«e   plan.  Receipt   form   end 
LEABflURO.R.H.      Virginia   Electric   fc   pD1UBr    Co.       B2/10/B3 
O'BEILLY.J.  P.      R.glon  2,    Office   of    DirBctor.       Bpp.       16066:046 
Fit**;  SQ-QQQ,  03/1  1/09,  B21  1  120292. 


24X 


V"rllon    of 


«"    »    ««    corporate    .m.rg.ncy 


B3110ao6BO  Safety    evaluation    aupportln 
OPH-32   «,    DPR-37.vHSpeC(:ivcly. 

*.B2ii'^°f   Nuclcal'   "fnctor    Re-guUticn,     Director 
13909:3J7.         H1X    F  Iche :  SO-KHO. JH/ JO/OS,  82  1 1030670 


nds    BO    !<   81    to   Licences 

B2/IO/05.        6pp. 


no*DaS<l    D"i9n  M°dS    fc   Icctl    BPDCfi    Char.oE5    on  Grid    Volt.nr 
eval       ti  Btation.  Units     1    t,   2,"    tecftnical  D< 

L^™C,^Llverfnore    Laboratory.       FIN   A-0230. 

SiOB/aS>  NRC    -    No    W^llBd    Affiliation  Given 

:323.        24X    FCche  :  SO-SSO,  B2/  1  0/05,  SSI  1020670. 


« 
Ilpp. 


Notice   of    iuuanco   t    availability    of    Amends   80  &    81    to 
Licenses    DPR-3S  &   DPR-37.  rcsp  ee  t  i  ve  1  y 
^«22  =  '™'        aPBfa*l"9    Reactors    Dranch    1.        02/Io/OS        2pn 
15905:334,        24X  Fiche  ;  90-3BO,  S3/1O/05,  B21  IO20670  PP' 

flailOI087S  Forwards    safety    I,    technical    ovaluationa    of    util    submlttals 
re    el.cfcric    distribution    sVS,aVs    acceptable    e,cspt    for 
operating   vultao.    to    »ne   motor    operated    va  Ivei  ,  Stud  I  e  i    on 
manufacturer    data   requested, 

ViJ!ii?/El.?E'r**in2    ""'JE01""     SPanCfl     '•        Ba/"/06.        LEnSBURO.R.K. 
Virginia   Electric   fe   Power    Co.       Sap.        I59O1-333        Prt  y 

Flene:50-2ao,  82/10/Ot,  Bai  I01037S 


J.'^!!    •"1M"J«    ««PPo*tUfl    station    electric    distribution 
.9         odsi  Blc<:BPt    *"    area    of    motor    operated    valves 
"•*•""«   Affiliation   OiVPn.        aa/lB/06        9pp 
24X  Fi  che:  50-EBO,  83/10/01,.  SSI  I  OI057B 


Cnfal    Ev:lo«*i»"    «-Pt    "•    A-a«««    of   Station    El«ctric 

Voltages    for   8urr<j    Pou.v   Stfl  t  i  on.  Uni  ts    I    t,  a    " 
LnwrencB   Livermnr.    Latioratorii  .       FIN    A-03"jft 

,r    NRC    -    ^    Detal'ed    AffUiation  Given, 
F£eh«;  50-SBO,  SH/10/O6,  8B1  1010578. 


"I  o" 
lipp. 


••"»*    "'"t"    »•    "nSUltants    in  Region   2 
t,    of   r.vi.u   «f   util    nuclear    operation   mgt    by 


Q'REJLLy,  J.P,  Reaion  2,  Offle*  of  Director- 
^BU5°'"XH-  W«l«i-  Electric  ft  Po^r  Ca! 
Fie  he:  30-000,  83/10/00-8311130155. 
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B2II030009   Diicribu    taft   utiliied    bv    itation  manager  at    facllitie.   t, 
forum-Si    photograph    H/o    tncl. 

CDDWlff.P.C         Virginia   Elettric    i   Pow.r    Co.        83/10/13.       KUNZE.  D.        NRC 
-   No    Citailirf    Affiliation    Civin.        Ip.        15911:359        24X 
Fich..  50-2BQ,  93/10/13,9211030009. 


BS11060S97 
10 


uard.    correct.  .1   Pag»   6   of    Tech    Sp.ci    del.  ting    llc.me 
ltr'tt"'3    «*«»   generator    tubt    plugging    to    SJS. 
Optrating    Rue  ton    Branch    I,       B2/10/20.       LEASE  UP.  C,  R   H 

Vlrjinii    ElictrU    ti   Poutr    Co.        4pp.        15973-133        24X 

Fiche:BO-3Bl,  93/10/20.  B21  1040597 

6211230438   Submit!    corr.ct.d    Itr    re   ttitus  of    proposed   dtsign  mod    for 
£?U   i   ?=!!"   "'   "*"    f°*'    cori*'"™r    lifting   rig    to  ANSI    Btrf 
NI4.A-197B   !.    WREO-0612   Ch.nje    alt.r.    numb.r   of    sift    lo*d 
path    ikttchei    distributed. 

LEASBURO.H.H         Vir  j  ini*   El.itr  1  £    t   Power   Co         02/10/31         DENTON,  H  R 
UFfict    at    Nuelttr   fi.actor    H*gulition,     Director.       EISENHUT.  D   0 

3.       24X   Flche:  30-280-  B2/10/81, 


r 

J  V""lc*n"  for  CP  ri  9uilf'""  'or  Impl.m.ntlng 
«l,.  Forujrii  NUBEQ-0906  WUREO  to  b(  UIed  at  Int.rim 

'    ""=    """"    '    7°  ««••«-  B«    li*t    .„«!. 


•«„«  '       nt'          pp 

ichr:  50-000.  83/10/36,9310260086. 


8211190254  Mvitai   that    Itutliet   of   motor    opfll-atsi 

iitlifactoru    i tar  ting    capab il i t i ei- per  0»noral    Daiign 

Crlttria    17,  uill    be    completod    bu   Q30601    In    raiponti    to 

821006  requett.Date   anumci    tiravlu   manufacturer    response. 

STEWART. H.L.       Virginia  El  act-He    ti  Pousr  Co.       Q3/11/12.       DENTON.  H.  fl. 

OffUe   of  Hucliar   Reactor   Regulation.     Director.       VrtRGrt,  B.  rt. 

Optratlng  Rtactori    Branch    1.       Jp.       16119:303.       S4X 

Fich.:  50-230,  Q2/1 1/13,021 1 1902S1. 

8211300433  Foruiartfi   Amanda    Bl   &  82    to    Licunim    DPH-32  fc  DPH-37, 
r»iptctiv»lu.  EIA  it  noticd    of    inuanca    b  n»u*tivit 
declaration.  Amendi   modifi)    rtquirnment*    ra    i nstantannoui 
rtltait   ratet    of   gaieoui    uaitti. 

NEIGHBORS,  J.  D.       Oparating    Reactors   Droned    1.       H2/I1/1Q 
LEA8BURO,R.H.        Virginia    Electric    EC   Poiuor   Co,        HOD          lAPfio.aiA          !>4K 
Fich.:  30-200,62/11/18,8211300433.  ' 

--B211300437  ftm.nd.   81   i.  02    to  Uc»ni»*    DPFt~32  t,  DPR-37,  refp.ct  1  vt  I  li, 
modifving    reporting    t   notification    rtfuiraminti    rt 
initantanioui    rilaaic    ratei    of    gaicoui  uaitei. 
VAROA.S.  A,       Op«r»ting    R.acton   Dronch    1.       G2/11/1B        Vnn 
16262:318.       24X  Fiche:  50-280,  S2/1 1  /IB,  831 1300433. 

— B211300440  Elrt   supporting    Amends    81    (.   B2   to    Llcvnit*  DPft-M  J.   DPIT-37. 
respectively. 

•     Off  let   of  Nuclear   Reactor   Regulation,     Director.  82/11/1D        Set 

16262:323.        24X   FlCh»:  SO-3HO,  02/1 1 /IB,  H31 1300433.  '" 


rnln9    «t««™  generator    tube    Integri 


tube    int>ar  i  tij.  Eve    list   enc  1 

dUonC         of    NDiVv"rn    ?'    L'""""0-     '63/10/26.  Consolidated 

t01son    Co      of    Heu,   York.     Inc.        10pp.        16099:332.       34X 
Fich.:  5D-OOO.  83/10/36.  93I0270O30 


Cl"r   D..H»H.l,,biUt«   Factors." 

£^^^^ 

ng.        ,p.       24X   F.ch  ,,  50-000.  B^To/Sn  020468. 


"   R.U.Mlit,   Factors. 


^^^^  .....  ' 


BHI 1060249    "QA  Program  Operations  Pha,e 


98pp. 


--B21130044B  Notice   of    U.uanc.   l<   avaiUbilitg    of   Amnnd.   Bl    t,  OH    to 
Lictnie.   DPR-32  t,  DPR-37.  resp  ec  tl  vt  lu  fc  negatlvo 
declaration. 

VAROA.S.A.       Operating    Reactors    Branch    1.       S2/11/1B        onn 
16263:328.       24X  Fi  ch*:  SO-MO.  02/1  1/18,  B21  130043S  PP' 


B2H230S09  Submit!    status    of   NUREO-0737,  TMI    Action 
completion   schedule    for    It..   II.  D,  I.  Info   .upp  U 
0713re.pon.es    to   O.nerlc    Ltr   83-10.  PI«nt-.J«I-l« 
evaluation*   uill    be    catnpUted    by   Dec    I9B3 
SIffARTlWlLl       Virginia   Electric    !.  Poujec  Co.       B3/11/I6 
Office    of  NucUar   Roactor    Regulatiom     Director      "„ 
24X  Fiche:30-2BO,B2/ll/19,B2I1330307.  P' 


I    A   1    3    I, 
i, 


han«  for    ««•"«!    to   Llconi.*    DPf!-3a  i  DPR-37, 

changing    Tech    ap.c,    to    re.  tore    cor.    th.mal    limits    t, 

Pt±ll!'-in.t"5.""<lintl    to    v"Iu"    «"»Ii*int   u,/ 
I  r      *«        lig"    ftoiu'S»''''tW    "Valuation    .ncl. 
«•       V"1"!"*-   =l«*Pie    (<  Poy.r  Co.       W/li/M.       OENTON.H 
"ucl"p  ""«*»r    R.BUlation,     Dlr.c  tor.       VAROA,  8  A 


-8311290737  Proved   Tech    ap.c.    „    full    «„    thermal    limits. 

M/I1/aa-  ' 


S:^ 


..n  i.  .«.„.  in  Mflln  control 


Fich.:  50-000,  82/09/3,  sS 
B20SI90223  IE  Info  Notice 

a^^r' 

Enforcement. 


^ 
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e20ai<JQ239    IE   Info   Notice   02-41,     "Failure   at    fia*.t,,/i..ii    *  „    , 

Ofin    it    BHa.  '•    Eve    Hit   .ncl  Safetg/ReMef  VslveB    to 

JMDAN.E.L.       Diviiion   of   Engineering    I   Qua! 
ricli*:  SO-000,  Ba/lO/22,H208190239.     °r    '        nC' 


6311150332 


311150332   Forwardi     IE    Imp    R.pts     SQ-280/B2-37   «.    in   ->nl  ,„-,   „-. 
820904-lOOJZ.Wo    nonennplline.   notad  9°-201/BS-27   on 

DAWCE.K  C.        fllviiion    of    Project    &n»l,4.nt    n, 

.H,       Virgin,,,   EUcSrie    i  Poised        S^" 

SpP' 


B21L150336    IE    Inip    f)8pti    30-200/82-2 
fl.ii»npll.nc.    nittd   Hajor   «r«.    In 
T«ord,,malnt,,Bt(,ritU,cfli7br"ei 
HWJEO-0737    it...    &    dBs!n    c^ne, 

KK^' 

SSI  1130332. 


OHi/oi   - 


0ai<?02flB    IE    Info   Notice   B2-13.     «D.#ltl.nri-,    *n   JUB    A.      ,-,, 

Vfrtll*t(on    S«».  "    8vc    list    encl.     8rlc  IBnc"»    in   L1JR   Air    Filtration/ 


. 

JOHDAN.E.L.         DJvUion    of   Enginetritio    t   fluoi 
Con»Ud«tif   Edi.on  Co.     of  N"    Vorl,         "I 


Oa!90553    IE    Info    Notice  82-45,     "PWR   LOL,  T.™«    n 
rattction,  »    Bye    li,t    .ncl.  <""l>    ^'•^'••••UP 

,  E.  L,       Division   at  Engineeri 


i,.ti*.. 


iaE 

0211290290 


:  "4.        H4X 


Office    of   D 

9311220233, 


; 


»•«'<•"   3, 
lche:  SO-aaO.  82/  1  1/QB, 


a.          iE         ,p-    --  *  aa-oM/03L-0. 

fi.gion   3,    Offieeof   Dire,    or         10      TA,  JS'  .  J?"  I/0a       ^  -REtLLV.  J. 

P'  ^  ' 


S2J  1220314. 


he:  5O-SHQ,  B2/  1  1/OQ, 


'V 
*""'«?«'"'  Si 


—8211170412  LEO    02- 


O'ftEILLV,  J.  P. 


0211270390. 


»«"SSJ;B.. 

--%^  T«hn,e., 

Fith»;  SO-aQO,  02/  1  J/a-), 


Bttitt    c-f    Rttourc*   Mdniigement,     Director         i 
Flcki;  30-330,  82/09/13,8311020630. 


HALLEH.N.  M 
158S6:10i.       24X 


0311170400. 
V.     OpBrator    Eiaminatlons 


FJchB:SO-000,B2/10/12,Bai0130019 


0-2SO,02/ll/09, 


tMOtoie?'.      »4X  fich.^o-M^aa/o^/^.Bsiioso^'3'     MHl 


1.  M. 


1J. 

'A«SK-  i, 


B.pt 


tor.       lp. 


Rigton 


LER« 

ni«  Bi  . 

Dlp.ctor.       lp.       Iil63:332 


O'REILLV,  J.  P. 
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««rtf,.         B3/1Q/23.  Document 

24X  Fich.:  50-000,02/10/25, 


!^mint^rU"'l)"    2"blle    V*rli°n    °f    r*ulled    wra-iuil   pUn 
lmpl.mer.tinj    prot*dor*»,  inc  1  udirg    Procure,   EPIP    1     I     1    re 
carporat.    (ntrgency    r«ip0n5e    arganl  lation.  EPIP    1.  1,  2   re 
u»A  f'"tlcn'    «"  £prp    >•  L3   re    public    Info. 


*"tBS 


R.oion    3,    Office 


fl"^^^11?    rPlir    "'   FtVi"4    —•••*'««    PI-    i«pl.m.nu« 
proieduT**,  JncUd.ng    Procedure!   EPIP    I.  J.  I    re  corporate 

n^TiT!rP-;br[r^riDn'EPIP  i-i-a  -  -"»»»- 


B2/lo/OB- 


6210290103   Cenerir    I  tr- 


eail090262  Forward.   Amend,    39  t,  S3    to  License.    DPR-42  1   DPn  MI 
re.p.ctivtlv,  .afetu    evaluation    t   notice   of    is.u.nc.  t 
«.  Amend    rev'i.a*   Tech    Spec,    to    impUmant 

Opiratino   R»actor»   Branch   3.       82/10/31 
Northern  State,    Pow*r   Co.       3pp.        1602Q' 133        34! 
Fiche:50-3B2,  B2/ 10/H1,  B2I  1090262.  ' 


.,. 


--B3I1090273  Amend.    39  t,    S3   to  Licen.ei   DPK-42  fc  DPR, 
r.vi,lnB   T.ch   Bpec.    to    implement  requirement,    of 
?.P?_'    P.T   NUREO-0472   &    NUHEO-0133, 

Optrating   Reactor.    Branch   3.       02/10/21        J.G** 
24>   Fiche:  50-3B3,  02/10/31, 821 1070263     '  "' 


,„  u. 


16030:136. 


flai  1090398  NotU.    of    H.u.nce   fc   .v.iUbllitg    of  flm.nd.    59 
Llctnit*   DPW-4K  t,    DPR-fiO,  re.p  .etiv»lw  5* 

^™'"'A       OP"fltrlna    Ructors    Dnnch   3.       Ba/io/21        s«B 
16023:336.       24X   Fieh.:  M-88H,  B3/10/8I,  BH1  10MMB  " 


O.n.rlc    Ltr    B3-SQ 


cl       o 

"" 


„„ 


I.     Financial     information 


:  50-000.  B3/  10/27, 


EIKNHUT,0.fl.       Divi.i.n'of  Llc.ni  il"        03/1  0/86 
Ednon  GO.     of    Niu   Vork.     Int.       iflpp.       16W9'  332 
Ficht:  SO-000,  02/10/26,  0210270030 


r  "'•'l'    "PpMc.Uon    for   am.nrf   to    Lic.n.e.   DPB-42  t  Bl 

*.t  u.  J  «'*   J   '  T'!,    °  T"h   Bpo(:l   r'   «n*«*n«nt  .«.. 

i;Srt;i:iit!t*!s;ihhss.iiii"ini(tbt""v'n*  »«**•»•*». 

KUGQLF.D.        North.rn    SUtu    Power    Co,        62/10/29  attic,    at   N, 

tQfi'"tlDn'   Dir«""-.     ip.     i  sea    220 


. 

~Sfl3,D2/10/39,Bai  1020002. 


--0311020005 


n  tor  *m«nd  to  Llctn...  0PR-43  (,  DPR-4 
'Spie/  "  »"*""«"«*  -««.r.fu.Hnr2? 
fVS?t.ml"litot'inB  ""trum.nt-.tion  (.  ESF. 


0211020007  Propo.H    eh«n1M   t»   Tech   8Mci    r.    containment    I.J.,  PI 
^fu.l    handling,  .nubb.rt,  tv.nt   monitorJnfl    luttrum.nt-iUorl  t 

*     Northern   Statet   Power  Co.       02/10/29        19on 
Flche:SO-2Q3,B2/10/29,B2i  1020002  PP- 


w/juiij-anura    pr  ovld  »d.  For    item    iu/d«vii 

EtBENHCriD.S.  *    Siv?,i^'oFGucinIinr       «„ 
Ediion   Co.     of    Neu   Vor*.     Inc.       iSpp         1 5930.  u 
FUh.j  30-000,  Ba/0^20.B209B10027 

aailOA061B   Foruai-di    Amend  i    3B  (,    52   to    Lie  in,,, 


24X 


DPB 

DPR 


Fieh.: 30-292,  82/10/16.0211060618 
-~B2110e-0&2i    Amend.    58    (.  S2    to  Lltenit. 
50.       24X  Flche.'SO-EE 


fla/IO/1B'   -• 


-0211060625  Notle.    of    i.»u»nt.    b   avai 

CLrtRK^.V        ap.rat^rReac"?rB^;e'K'a        B2/(n/la        . 
.3972:06!.        24*   p,cht:  30_M2,  88/10/SS,  WuSol?^"1       ="' 


<1    *?!*tg    •v*lU*tlon   r.   «|.qu.cV    of   .tatlor  «l. 
l*V;lJ*?"'  '"  T»1PDn"    to  BI0717,  1180, 
T  "*«>«•  PlM*    dt.lgn   «cc.pt.bl.. 
Mk»n   flt.rS      "0    ""cto"    B'-neh    3.      fla/IO/89.      HUSOLF.D. 

I      «   S™*"1    Powir    Co'       afP-       16100:102.       B4X 
ch»:  30-282,02/10/29,  821  1160131. 


CUWK  R  A 


•v*l"*io"   "Wrting   fldequicy    of   .tatlon  tlt< 


*« 
6pp. 


.-        DP"r*tln8    Ht«toPi    Brweh   3.       BS/lO/i 
:104.       24X   Fiche;  SO-2B2.  02/10/29,  8811  160191. 


"JTe*    on/or  •'•vl.u.E.ch   mod.l    .hoitU    includ. 
!   e-le«U*ioBi  tnEo<npa..lng  .p.ctrw  of  I«PM 
.  Info   due    by   S213IS 

'•"""•    ""it""    Br.neh    3.      B8/11/04.      MUBDLF,  D.  H. 


"rn  T-u.rd*   rf.poni.,    to   NRC   B10B31    qu.ition.  re  NUBEO-041 

Control   of  Heavy  Load*.  " 

B«^Di      Northim  Bt.Ut   Power   Co,       S2/1I/OB.  Office    of   Hue 

2!J       Li  "i""1**1"'    OiMetor.      19pp.       16007:023.      24>[ 
Flelni30~2B2,a2/ll/oe,  B21  11601  70, 


Ur  Ba"BA  to  Powflp  r«e*w    HcflniMi   (.. 

«,  OW'R-vUlcn    1,     "Pr...or.    V....1   N.tl 

.«!i  S       To«0hn.i»."  Forward.  NUREO-0744,Rivl*ion   l.M/o 
•nei.aye    Hit    end. 
EISENHUT,D.O        Olvltion   of   LU.n»inB.       B3/11/12.  Con.ol 

flit   \S°X«5'   N"W  V°rl"     Inc'       S2PP"       lA»2;2ia,       24X 
Flcht:  SO-000,  82/11/12,6211160047. 
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6206190220    IE    Info   Notic.  83-37,     "CracUnB    in    Upp.r   Sh,n    t 

s«rs:riii.r.£rh  Wtld  of  Bt-ra  «««•*«-"!  oS«« 
SiL.s1^,:  s^s's.^?,?  ^"i&rr^ 

FJch.:5Q-OQO.eB/09/16,020ei90220  PP'       IS"0: 


/owi*- 


'?;;tN:^'   «"«•««'•*«    '-     "".I-    in  "-in   Control 

,*^.;,-:;  ^ors::1^?  r-'^r-?^, 

Fl«h,  :M-MO,  82/07/17-  B20B190222.  PP'        1SB99 

B203L9G229    IE    Info    Holies   02-39,     "6vc    Daarada  tian    n*    TH     L    ,, 

i^m'.ncr"  R"'reui"ci°"  s«-  •»<""«;  2s"K  pL1;.1^  w 


82/09/31,  B20B190329. 


:  30-000,  83/09/23.0200190232. 


on    of   an 

ion  (IE 

CtARM.H.  A        Optratlna   Reactor.    Branch    3. 


Act    rec.ipt    of   831029    UP    Informlnn 

*tioM  noud  in  «  I*-  «~  s 


B21109029B. 


ndt    to  Nfic  821013  it 

* 


LARSON,  C,E,        North  »rn   Stat*i    Pou.r    Co.       82/10/29 

1 


"PWR  LDW  T-mp  Dv 


•JMPAW.e.L.       Divliian    of   Engin.erlna    »•  Qualitu   Ai.urane.        92/11/19 

C*ni»M**Urf   Brilion   Co.     ofN.uVoJk,     Ine,       93pp         16232-  39B        3« 

FlehtrSft-OOOj  33/11/19,6203170333.  16^32,  29B,       24X 


URf 


rw4rdi   LER   82-021/03L-0. 
.      Northern   Bt*tn  Paatr  Co. 


V.     Op»rator  Examinations 
9210130019   Osnerid     Ltr    B2-1R    tn 


FOflT^CALHQUN  STATION,     UNIT    I 
-"__"    '     tmerBe"c¥    *•    etri    protection    plans 


n9.        B2/1O/OI 


.O.        Division   of    Li,.  I 

Edl«on    Co,     of    New   Yor*,     Inc.        Hop          iJxw   MB 
Ficht:  SO-000,  02/10/01,  821004004B  ' 


SaiOO70019 


=11     u 

i'P  i  %; 


of  nuclear 


F1C4..  :  50-000,  88/1O/O6,  02)0070019. 


Forutardi    addl    info 


t-d     in  Hsnnio    it 

, 


B2I1040Z4S   Or  int.    i*tnniii»i 
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8211040247  Requests    eiteniion    to    prepare    response    to    NRC  820313    Itr  re 
•mergencu    prepared™,    appraiia 1 . E»p ec ted    coraplttion    date    is 


JOMES.M.  C 


Omaha   Public    Power    District.       B2/09/01         SEIDLE.H  C 
S::^"1*'     R"ctt"-    Project  S.  Engineerina    Projram..  '     ip. 
24X    Fich  *  ;  5O-285,  B2/10/23,  B21  1O40243. 


eailOSQIBS  Releites    public  version    of   r.vis.d    emergence    plan 
implement  Ing    procedure*. 

FELTON.J.H.         Division    of  flulti    and    Records.        B2/1O/2B,  Document 

r*nch          Io-  15-763:249.        24X   Fi  eh.:  50-3B5,  82/10/28, 


—  8211050194    Fo^.rdi     public    versinn    of    rBvis*d     .mergence,    plan 
implementing    procedural,  Including    Procedure    EPIP-DSC-IO 
re    initial    atsessment    of    pl>nt    parameters    t   effluent 
monitor!    to    determine.    mure*    term.  Rec  el  pt    form  end 
JDPJES.H.  C.        Omaha    PuhJic    Power    District.         B2/10/13,        COLLINS,  J   T 
Region    4,     Office     of    Director,         Ip.         13963-230        24X 
Fie  fie:  50-203.  SSf  I  0/28.82-1  10301  B5. 

—6211050201    Public    ver.ion    of   revised    enlerj.ncg    plan    fmplem.ntinfl 
proceduret,  including   Procedure    EPlP-OBC-10    r«    Initial 
•  •seum.nt    of    plant    parameter*    &    effluent    monitors    to 
determine    iource    term. 

»      Omaha    Public    Power    District.        B3/IO/13.        45pp.         15963:251.        24 
Ftch.:  50-205,  B2/IO/2S.  H2I  1O50  IBS. 

3211100144    Bel.,,,,    public    version   of    NHC    Itr    ac  inowl  erfoind    change* 
toewierjencurespojiEepSan. 

FELTQN,  J.  M.         Division    of    Rule,    and    Record*.        B2/10/2B.  Document 

Managem.nt   Branch.        Jp.        14Q32.-  309.       24*  Fi  ch«:  50-285,  B2/10/2B, 
321  1  100  I  44. 

—  EJ211100H5  Submits    public    version,   of    »ck    of    changes    to    radiological 
emeroencu    reiponie    plan     transmitted    u/utll    B2082Q     Itr 
SE1DLE.H.C.        Region    4,     Office     of    Diroctor.        82/10/17         JONES,  W   C 
Omaha   Public    Power    District,        Ip.        16032'  31O        six 
Fit  he:  50-285.32/10/28-,  02111OO144. 


B211040379  O.n.ric   Ltr   92-25   to   all    power   roactor    licemee,   re 
inttoratsd    IflEA  *xtrcit«    for  phyiical    inventory    at   LWRi    flng 
commitment    to    participate    In  eiercl.e    it   voluntarg   &  anu 
util    that   particlpatei   yill    be    ralmbupiBd.  Svc    Hit    oncl 
E1SEMHUT.D.Q.        Divliion    of   Llc.niino.        B2/1  1/03.  Con.olida  t«d 

Ediion  Co.    of   Htui   Yorfci     fnc.       llpp.       16019'  004        24X 
Fi  che:  30-000,  02/1  1  /03,  B21  1040379. 

B211290040   Reltain    public    ver*lon   of    llctnie*   respon.e    to  021001 
Generic   Ltr   B2-17   re    Incpni  litencg    betueen    10CFR50.  S4(t  ) 
requirement!    t,   5TS   concerning    revirui/audi  ts    of    Bmeroencu 
prejar»dneis    programs, 

FELrON.J.M        Divlilon   of   Rule*    and  Record*.       83/11/17.  Document 

neh.        Ip.       14243:330.       24X  Fl  che:  30-283,  82/1  1/1  7, 


-B211290042  Public    version   of    lic.ni.,    rBBpon..   to  8S1001    Oen.rie   Lt 
82-17  re    incantiit«ncy    betugen    IOCFR50.  34  (  t)    rsoulrement.   Ic 
STB   toncerinlng    r  eview*/aud  1  ts    of    emergencu    praparednesi 
program*.  Annual    audit   alreadg    required. 
JO/JE8,W.C.       Omaha   Public   Power   District.       82/11/03.       EISENHUT,  D  0 


3211300209  Faru.rd*   application    to   amand   Licsnie   DPR-40,  ravlsino   Teth 
Spec,    to   allow   .uitchgear   t,  di,,el    oenerator    roDm  rollup  * 

fire   door*    to    open    during    cold    &   refueling    ihutdown 
condl  tloni. 

SHAM.H.T.  L.Boiuf,  Lamb,  Lelby  S.  HacRae.  SHAW,  M.  T.  Omaha  Public 
Pou.rD.tnct.  B2/1I/39.  DENTDN,H.n.  Office  of  N.clear  ReacUr 
02113U0207'  Dir'Ct0r'  3PP'  1"39.'2HB.  24X  Fiche:  50-285,  B2/  1  1/27, 


-(ft,i0!!*t0    r*nii    Lice""  DPR-40.revi.ing    Tech    8p.cs 
allow  luiltchgear    J.  dle<el    generator    room    rollup    fire    doori 
to  open    during    cold   &  refueling    shutdown    conditions    b 

iSS?S'SrJ*inX  1;fen'l:T!1'lt*d  h«'"'«»lc  *  snUbb0r  change,. 
JONE6.W.C.  Omaha  Public  Pouier  District,  02/11/34  aoa 
16239:231.  24X  Fiche:  30-2SS,  B2/1  1  /29,  B21  1300209,  ' 


6211100521    Flelejie*    public    verilon    of   NRC    Itr    aclnnuledg  I  ng   receipt   of 
Licensee    change*    to    emirjeneij    p  Un    implementing    proeniluret 
FELTOW,  J. n        Dlviiion    of    Rules    and    Records.       B2/10/2B.  Document 

B211I0052I  'F":h-         'P-         "6040:130.        S4X   Fl  ch>:  30-385,  B3/10/3B, 

--9211100526   Submits    public    version    of    Itr   ac  knouledglno.    receipt   of 
liceniet    chanoes    to    entroencu    plan    imp  1 em«nttng   procedures. 
Control  lid    Cop(ei     134,  153   S,    156 

MADSEM,  0.  L.         Division    of    Rt.ldent,     Reactor    Project    S,    Engln-.rina 
ni^^,    BSir07'0r>        JONES.  MiC.       Omaha   Public  Power    District.        Ip 
U04Q:   121.         24X    Fiche:  50-2B5,  02/10/23.0211100531, 

—9211100533   Forwards    public    venion    of    changes    to   emergency    plan 
implementing    procedure.  W/o    end. 

JDWES.W.C.        Dmah.)    Public    Power    District.        B2/06/I6,        COLLINS, J    T 
Regl on    4.    Office    of    Director.        Ip.        1604O-122       24X 
Fiche; 30-233, S2/1O/2B. B31 11 OOS21. 

0211020039  Provide,    .tatus    updat.    t.  niu    schedule    for    completion    of 
permanent    «mero«ncy    operations    faci 1 1 ty. Permanent   facllitg 
aipecteJ    to    be    op er<t i ona I , eice pt    for    Inteoration  of 
computer   &  'iioclated    harduare,  ii|   BGOIOI 

JONES.  H.C.       Omaha   Public    Pc-uer    Diitriet."    3S/IO/29.       CLAWK,  R    A 
Operating    Reactori    ET*nch    3,        Spp.         lSB81;Ofi&         24X 
Fiche: 50-285.  SB/ 10/59, S21 1020039. 

B21I090224    R.jue.ts    f ul  i    INPO  ev-lu.tjon   rept    of   em-roetvcu    Pr.par.dn,B6 
prooram.R.pt    .ubmitted    W/B30930    Itr    appear*    to   be   summ.ru  * 
does   not    adequately    evaluati    rsnulrsd    topic*. 

COLLINB.J,  T,         Region    4,     Office     of    Director.        8S/10/29         JONES,  U  C 
Omiha   Public    POUBT    District.       Sfp,       16.004-103        24X      '  '     ' 

Fiche:  50-283j  B2/ 1O/29. 831 10TO224. 

"S2I1090=?c,  Forward.    INPO   B20422    Itr    evaluation   r.pt   of    em.rg.ncv 
preparednai  s    progranij  in    resoonie    to    requeit 

JONES,  MC         Omaha    Public    Pouar    &l«trict.       B2/OB/30,        COLL1MS.J  T 
R*}ioti    4,     Office    of    Director.         4pp.         16004'  105         24X 
Flche:  50-23 S,  S2/  10/29.  BS1 10702S4. 

8310290108  «.n»rie    Ltr    BS-23    to    all    license,.    4   applicants    re 
incon«i«tencg    b.twtan   nquirenenti    of    1OCFR73   4O(g)    fc   BTH 
fop    performing    audits    of    lafeguard*    continn.nci,    plans 
(•ecifritij    plan).  Svc    list    end. 

EISEHHUT.D.a         Blvl.ion    of   Lit.n.inB.       82/10/30.  Conic-lida t.d 

EifUon   Co.     of    Neu  York.     Inc.       Bpp,       15-?93'3|9        34*        nic-iioatBo 
Fiehe:SO-000,BS/£0/30,B2l029010B,  '          " 


.n,J  , 

room  rollup    fire    doan    to  open   during   cold    &  refuellno 
conditiont    fc    incorporating    »af  oty-relatad    hydraulic    t. 
mechanical    inuboe<r   changes 


P.    Operating    license    staoe    documents   &    corroopondBnce 

9207210027  O.nerlc    Ltr   B3.-1A  to  all   PUR    licenses   re  NUP.EO-0737   T.ch 
Bpec»,Re<iu«st.    revl  eu  of    Tech   Specs    to   dstermine    con.i.tencu 
u./gui</ance   provided.  For    item.   u,/devla  tlons,  amend    to    license 
reflulretf.H/o    itated    encls.  Bvc    lilt   end 


nr  Mv  °,r  Liel!t'5inD'      82/09/20.          Consolidate 

Edison   Co.     of    New  Vorfci     Inc.       13pp.       15930'  140        24X 
Fichr;  30-000,  82/09/20,  B209210027. 


Forward*    r.quett    for   addl    info  re    TMI    Item   II    K   3  23, 
*,°   PUmp    6'»''-"  DT'ft   tran.mittal    Itr    end. 
.J.D.       Division   nf   Licensing.       02/09/30.  Division   of 

Licensing.       5pp.       15971:354.      24X  Flche:  30-000,82/09/30,  B211QAuil3. 


T«   rT!?*^oBre^"t    ""•   "Sdl    into  r"    otil    Qlla3i    fe.pon.B- 

TMI    It.m   II.k.3.23,     "Power   to   Pump   Seals."    Identification   of 

areas   of    cant  ormance    or   deviation  (.  cooling    iu>    desian   & 

JMIS  i°n    tt>ft°Ttl^    ln'"   requested   within    60   daut. 

CLARK.R.A.       Operating   Reactor.    Branch    3.      BH/10/13,       JOME9-W  C 

Omaha  Public    Pouer   District.      3pp.       lS9o4'333        B4X 

Fiefie:  30-28S,  62/10/13,  B21  10B0148 


H"1*:!6    "r  f'20  *°  '"    PW-  >'»C*D''    licensees,  permit 
folders    (,  applicant,    for    CP  re    guidance   for    Implementing 
6RP    rul..F.TMPd.  NUREO-0906.  NUREO   to    b>   used   ao    interim 
meaiure    until    Reg   Sulde    1.70  revised.  Sve    list    end 

M?!B?/r.D'fla   uDlvifl!n   °,f  Ll"""n>-      82/10/26.      '    Consolidated 
Edison   Co.     of    Neu  York.     Inc.      9pp. 

Flehe:  30-000,  62/10/26,8210260068 


rt'    Ur   M"?8  t0   'U    Pm    "<="»••   T.   Consres.lonal 
request    for    irfo    concerning   tt*am   generator    tube    (nteoritu 
Forwards   Conjrei.m.n   EJ  MarSeu    821019    questions   re    steam 
oenerator    tub.    Integri  ty.  Svt    lilt   end 

lSUr^^.    u™^*1;11   ?*  Llctn.lng.       82/10/26.  Consolidated 

Etfison   Co.     of    New  Yc-rk,     Tnc.       10pp.       16099-332        34y 
Fie  h  e  :  SO-000,  S2/  10/36,  B21  0270030 

aa.V,««'™Forw*rdl  riIP')n"   *»  B20920  Oen.rlc   Ltr  82-16  re 
NUREv-0737    items    requiring    induilon    of  op.rabilitu, 
.uryelllanee    fc/»r   reportabllltg    statement!    In   Tech   Spec. 
follouina    implementation.  " 


JONES,  H.  C. 
82110101B3. 


Oman*  Public   Pnwer    District.      BH/10/S7.       EISENHUT,  D.  0 
Licensing.       4pp.       13867:289.      24X   Flche:  SO-2B5. 82/10/27, 
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B2I1020(H5   Requests   Commission   reconsider    uti  1    820615    Itr   t>  proposed 
Tech    Spec    changes    re    inop  erabl  1  i  tu.    of    reactor    protection 
tyi/ESF  actuation    lyi    channels.  Fortg-eioht    hours 
insufficient    time    for    repairs. 

JOHEB.H.C.       Omaha   Public    Power    District.       62/10/27.       CLARK.  R.  A. 
apirafrinp.    Reactors   Branch    3.       2pp.       15BB1:144.       24X 
Fich«:50~HB5,  82/10/27,  8311020043. 

3S1I04Q214    Informs    that   ma In    steam    lint    radiation   monitor    installed 
operationally    tested    per    820630    Itr   fe   TMI    Action 
[tern    II.  F.  1.  1 . Cal ibr    delated    due    to    unscheduled    outage    !< 
will    be   completed    b«j    331112, 

JOKES,  U.C,       Omaha    Public    Po-wer    District.      82/11/01.       CLARK,  R.  A. 
Operating    Reactors   Branch    3.       lp.       15929:031.       24 K 
FJcJit;  30-283,  02/1 1/01,021104021  4. 


— Q2113002I3  Proposed   Tech    Bp*ei    allowing   tui tchgear   t>   dieiel    generator 
room   rollup     fire    door*    to   opin    during   cold    d   refueling 
condition*    fc    incorporating    i»f  etg-re  Uted    hydraulic    !• 
mechanical    snubber   changes. 

•      Omaha   Public    Power    District.        82/11/24.        Itpp.        16239:333         24X 
Flche;  30-283,  03/11/29,821 1300209. 

Q.     Inspection    rtporti,     IE   BulUtlni    1.    c orreip ondence 

8208190220  IE  Info  Notice  82-37,  "Cricking  in  Upper  Shell  to 
Transition  Cont  Oirth  Wild  of  Steam  Qeneratar  at  Operating 
PWR.  "  Svt  lilt  sncl. 

JQRDAN.E.  Diviiion  of  Engineering  ti  Quality  Assurance.  B2/09/I6. 
Consolidated  Edison  Co.  of  Neu  York.  Inc.  105pp.  15930:001.  SIX 
Flche:  30-000,  92/09/16,  6209190320. 


B21J080164    Forward*    "Environ    Qualification  Evaluation   of    Cable   Splices 
Inside   Containment    for    DPPD   for    Use    In   Ft   Calhoun 
Nuclear   Generating    Station. Unit    1."   Cable    splices   mill 
operate   a*    required    during    &  after  accident, 

JCNea.H.C,       Dmaha   Public    Poy«r    District.       B2/11/01.       CLARK.R.A. 
Operating    Reactor*    Branch    3.       Bpp.       15993:  OBB.       34 X 
Fichv:  30- 283 j  B2/1 1/01,  821 1  080164. 

— 8211OB0171    "Environ    Qualification   Evaluation    of   Cable   Gplicei    Iniida 
Containment    for   DPPD   For   Ui*    in  Ft   Calhoun  Nuclear 
Otnarating    Station, Unit    1." 

*      Hyle-  La b orator  i as.       26333-26.       02/06/23.       36pp.       15993:096.       24X 
Flche:  50-SB 9,82/1  1/01,  82110B01&4. 


82112201B9   Ack    receipt    of    B20B27    Itr    informinj    NRC    of    (tips    taken    to 
correct    violations    noted     in    IE    Insp    Rept   50-235/82-12. 
SEIDLEiU.C.        Diviiion    of    Re*id«nt,    Reactor    Project    lc   Engineering 
Programs         82/09/16.        JONES,  W.  C.       Omaha   Public    Pouer    District.        lp. 
16165:  254.       24X   Fie  he:  50-2Q3.  62/09/16,  B21 1 220189. 

—8211220194   Reipondi    to   NHC   82072B    Itr    re   violations    noted    in     IE     Insp 
Rept    50-283/83-12.  Corrective    ac  tions:  rad  i  ation    protection 
manual    ulll    be    revised     to    include    provision!    for    documenting 
I  correcting   noncompl iances   re    protective    clothing. 
JONES,  U   C         Omaha   Public    Power    District.        82/08/27.       SEIDLG.  W   €. 
Division    of    Resident,     Reactor    Project   i   Engineering   Programs.        3pp. 
16165'  255.        24X   Fiche:  SO-2B5.  82/09/16,  B21 1220189. 


B211150307  Foraiards    addl    info   re    containment    leakage    testing    program, 
In    rBiponiB    to   open    Item*    identified    in  NRC    B  2072  3    Itr. 
Penetration    M-44   ulll    fa*    tested    par    10CFRSO    App    J.Util 
amend    application   will    be    reviied. 

JONES.H.C.       Omaha   Public    Pouer    District.       82/11/05.       CLARK,  R.  A. 
Dperatlna   Reactors    Branch    3.       4pp.       16055;  173.       24X 
Fie  he;  80-283,  82/1  l/05r  BE1  1  150307. 

0211160047   Generic,    Ltr   82-26    to    power   reactor    licensee*    {eieept   Fort   at 
Vr*ln>    re   NUREO-0741.  Revision    1,     "Pre»»ure    Vessel   Matl 
Fracture    Toughness.  "    Forwards    NUREO-0744,  Revision    l.U/a 
inc  L,  Bvc    1  1  »t    encl. 

EtSENHUT,  D.  O.       Division    of    Licensing.       92/11/12.  Con*olidated 

Ediior   Co.     of    Him  York,     Int.       33pp.       16232:212.       24X 
Fi  Che:  50-000,  82/11/12,8211160047. 

9311330506  Notifie*    that    implementation    of  wide  range   noble   gas    monitor 
ti   lamp  ling    «gs    for    participates    fc    Iodines    pev  NUREO-0737, 
Item    II.  F.I.  2   lul  U    be    dolaged    until    B3O131. 

JOMEB.M.  C.       Omaha   Public    Pouier    District.       02/11/17.       CLARK,  R.  A. 
Operatinj    Beactorf    Branch    3.       lp.       161B4:329.       24X 
Flch«:  BO-2S3,  B2/1  1/I7,  BH1  1330306. 

8211190170   Foruards    application    to   amend    Llcenie   DPR-40,  incorporating 
limiting    condition*    for    operation   u/less    than   7SX  of    in-core 
ditectar    itrlngi    operable    b   deleting    similar   Tech    Specs    for 

•^LeBoeufrUmbTl-elbu    t.    MacRae,       82/11/18.       DENTON,  H.  R.      Office    of 
Nuclear    Reactor   Regulation,    Director.       2pp.        161SO:27O.       B4X 
Flche:  50-EB5-  Ba/1  1/18,8211190179. 

—8311190179   Application    to    amend    License  DPR-40,  Incorporating    limiting 
conditions    for    operation   in/less    than   79  X    of    In-core 
detector    itring*    operable  &   deletinfl    similar   Tech   Specs    for 
Cycle   A  operation.  _„  ..... 

JOME8,  H.  C.       Omaha   Public   Power    District.       B2/11/17.       2pp. 
1A1SO:272.       24X    Fiche:  SO-285,  92/1  1  /IS,  SHU  190178. 

—8811  190  ISO  Proposed    changes    to    Tech   Spec*    incorporating    limiting 
conditions    for    operation  »/!»••    than    79X    of    in-toi-e    detector 
«trlng.    operable    &  deleting    similar    Tech    Specs    for   Cycle  6 


B2-34,  Revision    I.     "Welds    In   Main    Control 


;""«h«.lic    Pou,.r    District.       82/11/17. 
Fich.:  30-283,  B2/ll/lB,aai  1190178. 


15PP.       16150:274.       24X 


Forwards    application    to   amenrf   License  DPR-40,  revising    Tech 
Spec*    to   allow   sudtchgear    k  die.  el    generator   room  rollua 
fir*    door«    to    open    during    eold    &   refuelina    shutilown 

1L.Bo.Uf,    Lamb,     L.ib«    I,  M-cR...       SHAM,  H.  T        Omaha  Public 


921  tSOOHOV. 


—  8811900B11    Application    to    amend    License   DPR-40,  revising    Tech    Spec,    to 
a    ToS    siitchfl.-r   *.   dii»l    g.n.rator    room    "JJ-'J."".'''""11 
to    open    during    cold   *.   rafuellnfl    shutdown    condi  t 

Ineorooratina    s-f.tu-related    hudraulic   t    snubbt 
JQNI»rS    C        Omaha   Public    POUT    District.       03/11 
' 


. 
condition, 

btr   changei. 
03/11/24.       Spp. 


B208190222    IE    Info   Hotlci 
Panel*.  "    Bvc    list   encl. 

JORDAN, E. L.       Division   of   Engineering    &  dual ity   Assi 
Consolidated  Edison  Co.     of  Miui   Vort,    Inc.       107pp. 
Fiche:  30-000,  82/09/17,8308190222. 


ance.       B2/OT/17. 
15B951  IBS.        24X 


B20B190229    IE    Info   Notice    82-39,     "Svc    Degradation    of   Thick    Hall 
Stainless   Steel    Rec  irculation   Sg*   Piping    at    BUR    Plant." 

JQRDAN!E.  L"C    Division   nf   Enoineering    t  flual  1  1«  Aiwranee.      82/09/21. 
Consoliilated    Edison   Co.     ofHeuYork,     Inc.        86pp.        16017:078.        24X 
Fiche:  50-000,  82/09/21,5208190229. 

820B190223    IE    Info   Notice    82-38,     "Change    in   Format   *   Distribution    Sgs 
for    IE  Bulletins,  Circulars   t   Info  Notices."    Svc    list   encl. 
DEVOUNO,R.C.        Director's    Office,     Office   of    Inspection   and 
Enforcement        82/09/22.  Consol  idated   EdUc-n  Co.    0fNeUVork,     Inc 

UOpp          16018:021.        24X    Fiche:  50-OOO.  92/09/22,  820B190323. 

B20B190232   IE   Info  Notice   B2-4O,     "Deficiencies    in   Primary    Containment 
Electrical   Penetretion  Assemblies."   Svc    list   encl.  =3/00/33 

JOHDAN.&.L.        Divi.ion    of    Engineering    t   Qual  itg    A.suranc«_      ^2/09/22^ 
Consolidated   Ediion  Co.     of  New  York,     Inc.       112pp.       13930.019.       24X 
Flche:  30-000,  62/09/22,  B308190233. 

8=11230344  Forward*   addl    info  revested    in  B30B13   Itr   re    response    to   I 
Emergency  Preparedness   Appraisal   Hep  t   JO-flBS/ai-M. 
JONE6,iJ   C         Omaha   Public    Power    DistTJCt.       82/1O/15.       SEIDLE.H.t-_ 
D™i.ion   of  R»    dent,    Reactor  Project  (,  Engineering  Program*.       36pp. 
16186:054.        24X   Flche:  50-BB5,  82/10/15,  S2U230344. 

8208190239   IE   Info  Notice   82-41,     "Failure  of    Safety/Relief  Valve*    to 


Fiche:  30-000,  82/10/22,  B20B190H39. 

8211100224  Forward.    IE   In.p   fiept    50-285/62-19   on   B20901-30.  No 

T'D^vI.^n   of   Resident,    Reactor    Project  .  Engineering 

92/  10/M.       JONES.U.C.       Omaha   Pub  1  ic    Pou-.r    District.        2pp. 
.       sii   Fich.:30-2aB,B3/10/22.821I100224. 


-nail  100831    IE    Insp   Rept    50-285/82-19  on  B20901-30.  Nn  noncompl  i  ance 
noted   Major    ar.S.    inspected:  operatianal    safety  verification. 
surv.inanc.    testing,  Lint,  IE   bulletin  follc-.up   !,  plant 

?«££"":*..    JOHNSON,  UD  .Division  of  Resident.    Reactor   Project 
Ensine.rlng    Programs.       82/10/19.       6pp.       1603S.067.       24X 
Fich.:  30-269,  82/10/22,  8211100234. 


BEIOLE.W  C        Division   of   Resident,    Reactor    Project  (. 


82/0/28 
S 


ha   Public    Pouer   District. 
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~B81  10*030?  Public    viril 

""  Ineiuiiin«  '• 


„„  „„. 


^^ 


B2U040370 


B211040379 


Ltr 


n     Co.     or 

:  so-ooo. 


--BSH  100301    Suhmft« 


THOMAS 

DIRCKS 


Advtiti    th 

M*n.BCV  p, 

.    will    proviJ 
L.M.      F,derj, 

W.  J.        Dffic. 


f"IV    not    '•"'blt. 

"*"   *VJluat*<"i. 
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4pp. 
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&2II240433   R.quj.t.    info   needed    for    d.termlnino  uh.th.r    enforcement 
action   warranted   r.    emergency    pr.p^r.dn..,.  cif  ici.nci,.    to 
t>t  corrected    6g    821213   p.r    820803   Itr  >»nc»»i    to 

''  ^  C      S'    *£•/<«""*•    "P.ttor   for  Operation.. 


.B      ltr  to  FEMA  —  —  ""•  » 

JWESELL.D.  F.       Hearing    Branch    I.       6S/11/1B.       OLeABQN     I   P        A!.,,_J 
fliMtv   «id    Licensing   Board    P«n.l.       3PP  6193  262        i« 

Fich.r  30-247,  B2/1  1/18,8211230281.  >oivj.«B.        24-X 

8211300436  Forwards  Am.nd  4S  to  Llc.n.e  DPR-64  (,  notlc.  of  Issuance 
fc  availabilit,,.  Amend  modifi..  pUnt  fire  protection  .u.  li*u"llct 
UARM.8.A.  Op.rating  Reactor.  Branch  1  P0S,M/  0 

-  «»•  ' 


JM        r.  = 

n  ,^  D'vi*lo|i    °f    Rules    and    Re  card  i, 

Ohio   CltU.n.    for    Re.ponilbl.   En.ray.       3pp 
FUhe:  30-247,  Ba/l  1  /O4,  P21  1  1  BOOHO. 


B3/11/01 

16153    175 
li.153.17S. 


-921U80UO  Buimlti    resignation    Itr    due    to    conflict 

°Bt  '*!""*'    °f    8VC    5    SVC     ""    - 

Safety    and    Lic.n.lng     Board    Pa 


n  . 

tche:  30-247,  82/11^0*.  021  1  IS0020. 


intBreat    in 


h.:  30-236,82/11/18,821  1300426 


UP«-64  °*'Ct   °f    """n"   *   •« 

WWtQA.S.  A.        Opt  rat  ing    Reactors    Dranch    1.       88/ii/lB 

1&262.-339.       24X  Fi  che:  30-806,  B2/11  /IS,  H21  1300426 


45    to   Licensi 
2pp. 


S2112702S6  Forward,   addl    info  requeued    in   B2092I    ltr   on    ADD  ft 
dc-e.   not   concur   u/NRC    Interpretation    of   reaulations    re  ' 

PQRV  9    Cfl"bl»ti""    *    spurious    operation   of   ppt».vrii«p 

,J.P.       Poiuer   Authority    of    thi   State   of    Neu  Vork. 

3.       24X   Flche:30-2B6,BB/ll/22, 8211290286"' 
0.    Ad judicatory    correspond  one c 


BOpp. 


Kllt01«H7  PoTbi«Pd*  FEMA  B21013  ltr  r«  r.c.nt  r.m.dial  «tl.n  ich.dul 
.ddr.,.(nj  pUnt  »l0nlflcint  dsf  ici.nclem  6  FEMA  H3IOIH  tr  "r""MU 
r«  n*«if  for  plant  «merD*ncg  planning  •*trcl«». 

HASSELLi  D.  F.        Haarlno    Branch    1.        BS/10/S8         OLEARHM     »   p          CUHM   e     • 
PMIB.O.H.       Atomic   aSf.tw    and    Llc.nnJ  Board  P™       IB^  ' 

15070:136,       ZflX  Fiche:  30-247,  02/10/28,021101024?  PP' 

a21.l030293MMop.ndum  t,   ord.r    correetlng    ASLB    Ch.irman  JP   0|H.an 
tadrtit    far    %  vc. 

Ol-EAEDN,  J  P         Atomic    Safety    and    Lic.niino    Doard  Panel         H2/10/2B 
Ip.       13910:337.       H4X   Fiche:  50-247,  82/  10/2B,  Bail030293:       Ba/1O/2B' 

B21101020B   AdvUit    that    iummarv    of   821013  minting  w/utd    fc    consultant. 
r*   !•?;   1    P7""«*n"U    tfr-rt    ltr    rBpt    .v'lu.tlon   of   pUnt    e0nBUlt'ntl 
jrob«blll»t(c    ufttij   itudij   coneluiion   on  fr«ou»ncu  of 
aeeJOBnt    t»nutnc«>    isrvid    on  ABLB   (.  partUi    on  B21027 

?,'     H"rlnn  o«nch  i.     92/10/39.     OLEABON.J.P!  ,    BHON,  F  j  , 

™ 


^ 

M°  ^RC  bw  FeM*-Coun*«   R"olutlon  380  .ncl, 
W"*  Br4nch   Conservation  Aiiaclatlon.      BS/10/Z9 
ItfNBKV'V"    ^ARNE.J.F.       C0mml,.ion,r.  Opf 

X  Fich.;  30-247,  82/10/29,  B21  1040424. 


B21IOB0061    Adyl...    t^>t   author    unibl.    to   attind   821103-04    pr.htBPino 
«r.f.r«nc.,Ltr    .hould    b.    con.ld.r.d   Bt.t.    of  NY  PM-BM.    to 
™n;™ian,*   on   »cli*duHng   of  imtrg«nc<j   plannln]   i».ut», 
FEIWBERO,  J.  D.       N-u  York,    Btat.    of,       82/10/S9,       OLEA90N,  J  P   , 
PMJ8..D.H..     SHdN.F.J.       Atomic    Saf.tu    and    Lic.n.lnfl   Bwi    pintl 
9pp.       15?7i:I42.       BIX  FIch»:SO-247,  82/10/29,  8211080061 

B211160320   R««pDn«<    to   820326   int.rrogatorlo.    (,  documnt    rvauiiU  re 
Qutitfon   6.  Int»rrog*torl»«   r«c»ived   on  B210I3, 


CCMHEN.D,R.       Ori«t»i-  N>u  York   Council   on  Entrg«.      B2/II/03 
of    the  E»ecutlvB  L»g«I   Director.       8pp.       16071:193       24K 

fieht:  80-247.  82/11/03,8211160320. 


Office 


""£"..?!  «»•««""   ln  proc..dInfl.C.rtlficat«   a/  8vc   . 
,        Public    Inttrtit  Rtiiarc.S    Group,    Niu  York.       82/11/04 
lAOTl;20t.       21X   Flch«:30-247,B2/ll/04,  B2U160317. 


02(1160358  Motion    to   amend    «vc    1  I  «t,  »u6itltut  Ing   K  Doldbiro    for 
J  OJIrou.  «i   counttl    for  PIfio  of  NY  &  eorp«cting 
A  Pott*r#iiU    addrm.  Certificate    of   Svt   encl. 
HOtTiJ.      Public    Interact  Re«earch   Oroupi    Neu  Vork.      82/11/04. 
Atonic    aafttu    and   Licensing  Board   Panel.       2pp,       16091-190        24X 
5Q-SM7,  83/11/04,  8211160328.  «•".  *yo. 


tn«J":    2'    m'«1"d*ns     abatement   made    durinfi    HOC 
milting.  Rocklatid    County   uai   not    participating    u/p  lant 
emerjtncg    plannina    st»erlnB    flroup.  County    official,   yere 
seeling    (nf  a.  Reiolut  1  c-n   32O  no  t    rescinded 

'        Hacki"ntl    CBUn*V     W.        Ba/Il/03.         PALLADINO.M.J. 
"P'         l&057:13'1          24X    P'eh«:  50-247.82/11/09. 


o  ««">ran.JUm  &    ortfer   amending    minimi    ,vc    list.addinn 

«    ShOl     y    of    UCS    tc   SW   P.rry    of    FEMA,  substituting    A   Qold^rg 
for    J   «    IPPV     =F    PIHO    gf    NV    !,   BL    B.un    for    TK    Fray     for    PABNV 
^   chanoinj   A    Potterfield    address. 

OLEABDN,  J   P         Atomic    S-Fety    and     Licensing    Board    Panel         92/1  1  /OB 
Spp.        16022:073.        34X   Fich«:  30-247,  B2/1  1/03,  B21  1  tOQSSB. 


B2I1150376   Response    opposing    UCS    oral    motion    to    amend 
"•:""*:  J    ««*•   futi-H-TtuD-pronB    t»tr.    conten 
mi  t.  Cert  idea  tt   of    8vc    encl 

DRANDEHBWW.B.  Consolidated  Edison  C».  of  Netu  Vdvfc 
Pou,,r  Authority  of  tb.  State  »f  Nau,  Vark.  MaROA^C 
?5  l!™  a^1^^'  AtDmic  Saretv  and  Licensing  Doir  P.n.J 

13pp.        16056:338.        24X    Fi  eh«:  50-247,  S?/U/09,  BS1  1  130376 


ontentions 
n"   ™t 

Inc        MOHGAM,  C 


2lii.*2^   «••«>""'»"•   *   or;.r   formulating    final    conEentinns    !.    setting 
schedul^Hearins   on    Queitions    3   !.    4    u.  i  1  1    commence-    on    030103 
Conttntlont    to    be    litigated    lilted    In    app 

8LEASDM,J.P,,     PARIS.O.H.,     SfCN,  F.  J.        AtMlc     Ba*«tV    and   Lictn»  Ing 
13'        3l-        16IOS  9 


WII13000Ba   Bo.pd   Kotl-le.tion  oa-II:F*P«r.-,    util    special    investigati 
roceedins    rept,     "CBQ   Caltuli,tlans    »f    Hgdrogrn   DetonatiDn, 
in   ZiDii    *.  S>quog*ri   Nutlear    Plants    "  «"Dn« 

A"'ft"ttD'r":tor    f°r    OP-rating    Hwetori.      FIM    A-1MA. 
«         aJS"!    Ch8'«*"    a"d    J-lcensi(1fl    B"ri   Panel.       39pp. 
16263:011.       B4X  Fi  the  :  30-E47,  82/  1  1/16,  B31  130-OOGa. 

B2111<?oasa  Err*ta    to   ASLB    B211I3   memorandum   t,    ordor,  corr  Bcting 
typographical    •rrors. 

^E*8?2't«Pii/t"5lS  S?ff*v   and   4-lcerl*i^   aoard  p«n.i.      B2/I1/17. 
Ip.       16151:246.       24X   Fi  che  :  SO-247,  BSfl  1/17.  B21U70233. 

aSllS20200   at.tMlt.ckl.ntf    County     Ut.ntJon    r-    Bmerg&ncy    Punnin8    for 
facaitJes.Roekland    County    radiolnmcal    BmerBencU    response 
plan  developed   w/o    necessary    Input    From   local    officials 
charged   ur/imp  lementatioir    of    plan. 

QRrtHr.J.T.       Rockland   County,    NV.       B2/I1/18.       PALLADINa.  H  .) 
AHEARNE,  J.  ,    OILINBKY,  V.       Con^i  .,1  oner  «.       3n  p.        16165  330        24X 
FIche:  80-247,82/11  /IB,  8S1I2S0200. 

8311220249  Advlit,    thit   NY    County    D.mocratlc    Conwltt.e    pa>.ed    encl 
^USSi!*,     f."    on    Bal118   *«vorlns    p«rman^nt   cloiirg    af    nialnts 
FARRELL,  H.  D.       Affliction    UnKflou.n,       02/11/ia.       FALLrtBINO,  W  J    , 
AHEARNE.J.,     OrLlNSKY.V.        Co^i  ision.tr  ,.       Bp  ,  .        16163:344        MX 
Fleh*:SO-247,  B?/il/IB,  B21  1220249. 

SB11230SBI    Forward.   HJ   Dirck.   B21117    ltr    «0  FEMA  requiting    info   r* 
itate    of    emergencu    prepar«dn>n. 

'fltHiTriS!lflflral't:'1    *'       02/"''ia.       OLEASON.J.P.,    SHON,  F.  J.  , 
«        2*oml(:    B'^'ty    "nd   Licensing    Board  Panel.       3pp. 
:26=.       24X  Fich*:  30-247,  02/11/18,  8311230201  , 

8211230429  FUipont**    to    first   ..t    of    Interrogatories   &    document 
rnue.t.    on    ASC.B    Suctions    1,2    tc   3.  C.r  t  if  Ic*  te    of    Sve    encl 
BRANDENBUR0.8.       Consol  idat.rf   Editon    Co      of    N."   V«r^l"c 

'E'E'       t™*T   A"tll<irltV    °*    ^e   State    Of   Now  York! 

,  P.F.       Morgan   A*ioc  I  atei.       aa/ll/(9.  Union    of   Concnmed 

SSi!2Si""-        I3S"'        1*190:"t3-       S^X    Fich.  :  80-247,82/11/19, 
321  123042'?. 


144 

DOCKETED  ITEMS 

B2J  1230434  Ann,., 

rnqUBltt     < 

or-tftr   i-»    ] 
tnc  I . 

HGQflE.J.E.,     HCnnonru  u     ,  '""V"    °*   Svt  11^*1* *.yrii    Pl~ot»ctlon    for'cTIi^rS    ttellnic*l    IV«Iti»Ucn    ntl   el 

Cont.rn.tf   Sclinti.^       ^n  Hwrini   Branch    1.  *«ehnl««i    ,„.*,„...,_.     ."p  "«..    IE  Bou.r    .„.  „ "M  af 


»•«•'•»• 


S2110305B4 


6311300100   ApiH  iejti«n    e 

''"= 


"InJInln  Ptl,[ 

BS/tlfSt,  F'ern:SO-286,  B3/10/1B,  Be'csso™?1"*"*11    ''      app-      164'i:OOl.      a^X 

umhEJOuj 


.r  -  H 

S2110J031  1  3pP'       !M8():  3'a.      S4X 


.n.Ple  Ur  B2  -.   .        , 


. 

6010020093  Mvi,..  th.t  „.  _ 
" 


.... 

:   r 


H211140IB4  Forward, 

"  l 
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14B 


B2II22S344  F^jrrf.    iilni   m.tallurD ical    r.pt,    supporting    Hpothe.i.    that 
crocking    1.    at.ociated  n/nucleatlon    .it.,   which    uier.   mild 
corrosion    pits    in    highly    ttr>siad  uvld.pir    utll    831029    Itr 
Oirth    uald    repair  motal 1 urgical    analgils    aumraaru    and 
BAYKe.J.P.       Pouer   Authority    of    ths   State   of    Niu  York    '     62/11/17 

O.         Olvi s  Ion    of    LI  ctnilng.        Spp.         1616O      82         24X 

6,  62/11/17,0311330344. 


--BS11220347    "Charpg    Impact    Teiting." 

VECCHID.A.  J.       Lucius  Pitkin,     Inc.       N-60SO.       B2/06/14 
16160:190.        B4X   Fich<,;gO-2B6, (32/11/17,8211220344. 


2pp. 


Diameter 


. 

VECCHIO.A.  J.        Lucius   Pitkln.      Inc.        11-6830.        03/04/34         2OD 
16160:192.       24*  Flche;  30-286,  B2/H/  17,  B21  1220344 


-B2I  1220334   "Held    Metal    Charpu   V-Notch    T.sts    " 

VECCHIO.A.J.       Lucius   Pitkin,     Inc.       M-6B35-C        fl2/O7/lfi 
74.       ,24X    FJche:  30-2S6,  B2/1 1  /1 7,  B21 1220344 


2pp. 


,™™*ild  Pp0£»du™  Qualification,  SHAH  WPS  3A,  BOT4 
VECCHIO.A.  J.  Lucius  Pitkin,  Inc.  M-685SC-1  53/09/23 
16660:196  24X  FIch.:00- 


«"'«=»    <f   Info   N.tU.    92-38,     "Chano,    in  Format   !,    Distribution   SUB 

If  Or       It       Hirilftl!indi.B~'fi>ml>fh.       t.       T_J-       1.1^.1    i     .  ..        _  _.  -..-— -w.^n      wya 


.          v.e         *      ancl 

.R.C,       Dlr.etBr't    OMit,.     OFflc.of     In.p«M.B"S!' 
EnfDrc.m,nt        B2/0?/22.  Con.ol  Id.t.d  Bd  I  «n    Co.     "  N»   York, 

110pp.         1601B.-021.        24X    Flch*  :  SO-000,  B2/O9/22,  820H  I  7O223 


.^.IM;:^;^^ 


6311090*47 
non  compli 


IE    In.p    R,pt     SO-SB£,/e2-I7     or.   B20916-1015    No 

iuio.  r*o 


™' 
.'  135. 


'"-       Di^"t°"    -P  Pr^J.ct    t,  KE.id.nt   Pr 
P°U'r  Auttl°''lt«   «»    the    at.t*    oF    NMI    V 

24X  Ftche  :  50-2B6,  BE/1O/20,  831  109O447 


B3/1C1/2O 


2po 
"" 


-          °n    020916-10!  S.Nc    noncomp  1 
ar»i    1  »IPB  c  t.d:  p  lant    op.ratl  oni,  Bh  i  f  I    log,   « 
rtcortf.,  plant    tour,  iurvti  Hence,  ma  tnt,  rwi«u  of    rm    action 
£l?,^r|ql'.'r"nl*rlt*   fc   rBV'«u  °*    monthly    opBratlno    rapt 
KENNY.T.J.,     BAUNACK.H.,     KlflTEft.  H         Divl     ioi    Of    Pro 

Bpp- 


1*1')    COUp0"  ""*-Aff«t   Zone  Hard*.,.   Su-v.u    " 
J.       Lucius  Pitkin,     Inc.       M-68SSC-2        S3/09/za 
14160:204.        B4X    Fi  =  h»:  30-2H6,  B2/1  1/17,  S21  12M344 


Hnn 
"' 


PrOI°durr   H«t-Af*.ci.d    Zone  Mic  ro,  Iructur.    ft  H.rdnes. 


^ 


V£MH10,rt.  J.       Lucius   PlUin,     Inc.       7154.       82/06/24 
l«lAO:aiB.        BflX    FichB:  30-204,  62/11/17,021  1220344 


M    nf    Boat   Sampl.   Bupplisd   bg    OE,  USE  NuelMr   Plant 


—  &311E20391    - 

•DVCl, 

«OULD,O.C,        aanoral    Elactrlc    Co.       CI-1032.       B2/06/23 
14160:333.        24*  Fi  che:  S0-B8i,  02/1  1  /17,  B21  1220344 


--BB  I)  330397   "M»t«llur9ical    E.«ra    of   Shell   Olru   Hold    Coupnn  From  Btean 
Cfniritor   32,  Intflan  Point  3  Nuclear   Pamur    PUnt    " 
VECCHIO.A.J.       Lucius  Pitkln,     Inc.       7164.       02/10/19        Qiao 
1*160:371.        24X   Fich,,:BO-2Bi,  02/11/17^211220344  "' 

9211300426   Foru*rdi    rt|nend   48   to  Lic:.nB.    DPR-64   ft  notU,    of    i,,u.ne. 

ftniEW'i1'1'*1"1"'   no("«"   Plant  *I«  Protection   iui. 
VAROA.S.A.       Oparatlng   Reactors    Branch    1.      02/11/18        SINCLAIR.  L   U 
Pow.r  Authority    of    tin   Stata   0C   Niu  Yort.       4pp.       14aw-aB4        wjt 
Flch*:  50-206,  ea/1  1/10,8811300426, 


'    49tJ°  L'"nlt    6*.i»»di*«ing    PUnt    fir. 
aP"»tln«   RMttori   Branch   1.      B8/11/1S. 
S4X   FIch«:  00-296,  B2/I  I/  IB,  821  1300426 


Notlcs   of   Issuano  t,  availabilitu   of  Amend   43   to  Lleen«» 

YSSi1™'       °?D1'''t*na   Ro-ctors   Branch    t.       B2/1I/1B.       Bpp 
1*242:335,       24K  Fi  che:  SO-2Bi,  B2/1 1/18,  B21 130042J, 

0.     Intpictlon    reports,     IE  Bullitini   t   coirs spondence 


16?62;33B. 


"i^x^&^r.Ei'11  "rallirrB  °f  ^'^""i"  «-iv«  t° 
^^.fii*.^!^^-^!1!;::^^*?-:1"?^ 

Fiche:  50-000,  82/10/23. 620H1W239.  "'        I59AO'  153         3** 


3211300204   Forwards    IE    Insp    Rijt    BO-3a6/Bl-J7    on    B112I4-17   Mo 
noncorfipllance    noted  •/.  «o 


.,    ~ 

16237:21*. 


. 

Polu"1    ^thorlti;    of     th-    State    of    Neu    Vori 
S4X   Fiche:  30-2B6,  B2/  1  1  /03,  B21I3O02B4. 


2oo 
"' 


B2/11/03 


nH  7    i-.QH214-17.No   nonc 

noted.  Major    areas    I  nip  ec  ted:  rad  la  ti  an  pro  tact  i  on  & 
tr*n»portation   Pro9ram«,  inc  luding    licensee    action*    an 

1"1    U"ntlfiod    tttiM-trainiti,    fc«po»ir«   control 
.K.E.,    OfiEENMAN,  E,  0.       Division   of   *7ng.n..Pinfc 


6211100286  Ack    r.celpt    off   fl20B02    ft  0930    Itrs    informlna   WJIC    of    9tep9 
ta&en    to   correct   viol  a  t  ian.   noted    in    IE   Imp    Rap  t 
resofvin      dIltJt"    B3°930    Ur   dld    na*    di"="«*    Progt-r,s.    in 
"BROWS' J1  c'       Division    of   Engineering    &    Technical    ProSram». 
16024.'340.        24X    Ffchu  :  30-2S6,  B2/1 1/O4, 


—Bat  1  100301    Submits    add!    r«ip<in*e    to    NRC  820702    Itr    i-e    violations    noto 

o?  £««:„   "'5*    llV!^eiWW-D£Msr"  —  nt    fl"    «nt.rpr.u!;on  tC 

of  S.ction    2.  5.Z  o*    SEfl    remains.  Mod    tq    Ptre    brigade 

tr«ln(r>o    proB"">   proposed,  effective    B21001 

™T?;.JTC^      PDI|"^    *utl""1":<l    of    *h«     HUtfl     of    Weu    York.        02/09/30 

.,51!    «I:T>       Dlvl»lon    D*   EnoInBerlng   (,   Technical    Progt-am.          ID 

16024:341,       24X  Flcn»:  50-206,  63/11  /(U,  B21  1  100206.     r°tf""'        'p 

—  S311  100308  Forward  »    r.tpon»»   to   WHC   B20702    Itr    re    violations    noted    in 
IE   Intp   R.pfe   flO-2B6/e»-09.R«qu(r.«.i,U   of    Section    III"    of 
R    <ta   rat   apply    to    Facility 

T      P?fV   tuth°r'tg    of    th*    St"tf    "'   N»"    VQrk.       BS/00/Oa. 
o5iVi!    r    2*   En«lnll«''*''!l    &  Technical    Programs.        3pp. 
,       24X   Ffch«;  30-236,  82/1  1  /04.  S21  1  1002BA. 


Jt,    IB-In*°   Notice   B2-37,     "Cpackinfl    in    Upper   Shell    to 
PHR"  S«nH.'t*."l.t'1  Held   °'  Bt"m  °'ntr'tar  •*  Op-rating 

^?RI>?^',f' ,.  ?'X^?'on  2f  En«i""r1i9  *  Qualltu  Assurnnee.      82/09/16, 
conioij<f*ted   Ediion   CD.    of  N»u  York,    inc.       103pn.      13930-001       sty 

Flch«:3i»-000,02/O9/16;,820Bl«)220.  ' 

"SUK.8?  Svc^lSt^l"   02"34(Rsvl»i0fl   l'    "M'ld«    »n  Main   Control 

"^^f'.l?   *    ?i^JiD"  ^f   EnBln"''l"B    «•  Qualitu  Asiur.nc..       S2/0?/17. 
ConiollifatBd   Edieon   Co.    of  NeuiYork,    Inc.       107pp        15899'  1B9       94 K 
Flch«:30-000,  03/07/17,8208190232. 


B2U190201    Forwards    IE    Imp   R«pt    SO-206/82-ia    on   B21O04-OB   No 
noncorapliance    noted, 

"2S'V^       o£Vl>l2n.K'    En9ln"rInB    <•  Technical    Prooram,.       B3/1I/OS. 
,IV:V  ™  Pou"r   Author<ty    ">f    the    £t*te   of   Ntui   York.       Sop. 

14181:  073.       K4X  Fi  c  he:  SO-2B6,  92/11/05,  B211  1  9O2O1  , 


'niP   *Tpl    BO-»WW-»B    <"•  eai»04-OB.N0    none  o-npl  lance 
not*<f.  Hajor    ar*a*    Inipictirf:  s  tatu.    of   f«j  lur*    analusU    k 
propo»ed    repair  procedure    for    cr*e*ed    upp.r-    snail    ta 
***"    eon*   clo»u''«    wtld    on    four    •teem   generators 

;10n    °f    E"1^«^"B    <•   Technical    Progr 
73-       24IC   Ficho:50-2B(,,B2/U/05. 


IE    Info   Notic*   82-39,     "Bvc    D.gr.rfation   of    Thick    Mall 
St*«l   ReclrcuUtfon  BV«  Piplno  at   BUR  Plant   " 
Bvc    tilt  *ncl. 

JOflDAN,E.L.       Dlvlmion   of  Engln*artng   fc  Oualittf  A«iur«nca. 

Ct.n»DlidJt«d    Ediion    Co.     of  Ntw  York,     Inc.       B6pp. 
Fie  h«:  30-000,  62/09/21^208190329. 


821UB0310  Informi   of   intent   to  perform    Indeptndent   ultrasonic,    e.ams 
Of    tttiiD  ginarator   uppar    thell    to    traniltlon    con*    nlrth 
wvldi,  t*ntatlv«Iv   icheJultd   for    B21113jli  ft    17 

1  T'  I"       DIvllI°"    "'   Engineering    «,    T»chnical    Prooram..       B3/11/09 
I-'.        ^!"2r  A"thorit«  of    the   Blat*  of  Ney   York.      2pp. 
1:141.       2«   Ftclie:80-SB4,B2/H/O9tB2111B0310 
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^ 


:  50-286,  Bl/ia/l  3, 


3203250223 


'^1:033. 


I,. 


•  ....... 


SSK,  S.  - 


--™.       MX 


6211300141 


.     ,     t 


ffi/0;;;r 


ver.inB    * 

pJKss-ii::;  5%«"!J  r/SCB!8 

CP/3/A/3002/05  r,   pS.?'.*!j5n  '"'    *uPP»rt    ctr 

*    ^'  pou,r  co      Bs/o^x      Ll'u%titLic,"Jtc 

Fiche:  50-ai  ^  M 


S210040060  een.rlc  Ltp 


°   *,      pDlue 
1 


on   Co.     of 

.:  so-ooo, 


l"fl.       8B/10/OI. 

P'       600S:  Mft 


B210070019  fltneric  Ltr 


"S211IS0373 


Fl  ch.:  30-000,  BS/lfl/lf, 


not.d. 
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-3a,  50-270/02-33    i    30-337/62-38    an 
.     o   noncompliai.ce   noted.  Major   areas    Inspected- 
"   J>ro*":tion'1"iui<f   «.    gMeoui   radioactivity    r.iea... 
i.p£v*i"  *"Prai"1    '"•»«*«»•   *oHonup    it«ms 
Tilt'       Divl"Qn    of  ET.aine.ring   ft   Technical    Pro-r-m. 

ffpp.        16062:082.        24*   Fi  c^:  50-269,  B^  lO/aa^i  1S0603. 


Otn.rle   Ltr  B2-23   to   all    lic,n,.eB    t,  applicant,    r. 
intotxHstency    betu.en   requirement.   of    10CFR73  4O(g)    t,  srfi 
/e-r   performtna    audit.   oC    safeguard.    continoencu    P1BT1» 
(security    plan).Bvc    11.  t    encl.  P 

^™UJ;B   °*    *,DiVi*^n   ?'   Llcon"nB-       M/10/W.  Con.olidatad 

Edlton   Co.     of    New  Vork,     Inc.       Bpp.       15993-319        aav 
Fichi:  30-000,  02/10/30,0210290100. 


»  1 

rli.if   Th.rmal    Shock."   Buimittal    c 

"    *°    "rllar    "'•'•l!t.ne,ptlnSB    to     r«omn.n* 
'"    8*ctlor    *    r«iu«t*il    ui!  thin    43    d«u 
rating    ftoactorm    Dranch    4. 


t    Trainina    far 
nnlu   ninor 
"  " 


, 
F' 


. 

r.aUS0   "  N°    Det"llBl(    Affiliation   Oiv.n.       B3/10/01        2lon 
15900:109.        24)1    Flcfc.:  3O-BW,  62/10/01.021  IO103W 


B21111006B  Releases    public    ver.ion    of   revised    c 
FELTCU.J.M        Division    of   Ru!..    and  Record.. 

'       "'     "OM:073-     "X" 


U   mat    clan 


' 


—  «11I100B3  Public    vision    of  Revision    6   to    cri.i.    ™t    p  ian 

»      Duk*   Pou.r    Co.        02/10/29.        69pp.        16053  •  076         H4X 
Flche:  50-000,  S2/1  1/01,  881  1  1  10060 


B2M040379   Oan.rii    Ltr   02-25  to   .11    pDluer  r0flctor    liceni.e 
lntt,rat*d    IrtEA   "•rclii    for   ph.j.i^l    lnVOntor<,    at    LWRi.Ary 
ceiiunltniint    to    participatn    in   a>erciBe    li  voluntarg    (.  anu 
util   that    participate,   will    b«    rBimbuned.  Svc    Hit    me  I 


T. 


c      w 

E-llion  Co,     of    N«u  Yqrk,     Inc.       llpp. 
Fleh»:  80-000,  82/11/03,8211040379. 


- 

16019'  004 


9211140073  Ri.pondi    to   020917    Itr    re  R.vi.ion    7  to    ..f.gu.r 
contlnotntg    plan.  Change*    con«i»tant   u/provl  alona    n* 
10CFB30.  Slip)    b   acceptable. 

8TOL:,J.       Operating   ns-cton   Branch    4.      82/11/09.       TUCKER, 
Pi^r   Co,       2pp.       16103:326.       S4X   Fich.:  M-H69,  82/1  1  /W. 


uk. 


mttting    NUREO-0737    criteria. 

BTOLZ.J.F,        Op.rating    Reactori     Branch    4. 


F°riJ*r':l1 


J.  F,       Operating    Reactors    Branch     4. 

-  3pp 


r:?u"i  PD-  addi  inft>  r 

mpling    Sy,.  »    Clar  i  fie*titm    iccti 

gn  i,I»l  inffs,  not    requirefflant9,  For 
remants.i-Dr 


Bail0501B9  Confirm.   Baioi4    tMcon    author  i  ,ati  on    tn 

B«cU3        f   10r    te^aM!d    »'•*'"••"'    «•'"«    re,Sl 
Bp«c    3.   I.   I.e.   1    re    RCS    aaf.ty   valve,    until    B21029 

Hand-uMtten    «af9tg    *va!ujtion    encl 


' 


K       ««         »  -  ' 

ich>:SO-2i7,  82/10/15,621105010?. 


1596-3:332 


"pirating    factors    Branch     4. 


e    T.ch 

/of 


02/10/13 


'ai?.>   nBVlll°n  9  t0    •«<"•»«    Pl«.H.vi.lon    ^ibhh.ld 

H.B.       Duke   Rawer   Co.       08/11/12.      DENTON.H.ft.       Office   of 
Nwelur    R.actor    RiguUtion,    Director.       1pp.        16104.171         24K 
F(chi:30-2A?,flS/M/12,B211170210.  "iwt.  J/l.       H4K 

8311330166  Rxpondi    to  620722  rtvlilont    to   physical    ..curitu   plan  Fu 
^BSIw'Sa?*!1    ""p!t«    -«««v.n...  I,  ,re    lncon.Imt.nJ  P  ""••"' 
W/10CFR90.  54<p)    provisioni.Encl    withheld    frof    10CFfl73   HI) 
VASSALLO.  0.  B.       Opnrating    Drat  torn   Branch   5.       02/11/ls'       PARniB.H  O 
T.nneiiei   V^ll.n,   /luthoritu,       Ip.       16193:107        24J< 
F(ch.:30~as9.  SB/  1  1/13,  021  1B30166. 


B2SI390221    Hoi.*.,,    public    v.r.ion    of   r.vli.d    .m.r 
trnpUmenting    prooduro., 
FEt.TON,J,M        Division   of   Dule*    and   R.eortf*.       02/11/19. 
lp'       li24A:17A-       34X  FI  ch«:  SO-OOO, 


plan 


Document 


—  B2I1270227  ForuiaTd.   public   ver.lon  of   revi«.d  •m.raancu    niln 
InpUfli.ntln*    pToc»dur«s,  including   Procedure.   9  3    I    ri 
r.coverv   manager  t*    imra.diat*    itaff    oroup    plan  &   g..  3.  A   rB 
ridiolDg  lea  1    lupport   group. 

TtKKER.H.B.       Duk.   PD1U.r   Co.       B2/10/29.       DBNTOM,  H.  H.       Offic.    of 
Nuclear    Boaetor  Regulation,    Director.      2pp,       14B44'  177        sax 
F  I  eh.:  50-000,  BS/  11/19,8211290821. 


Public  v.v.lon  of  r.vl..d  em.rg.ncu  plan  UpUm.nt 
proc.dur*»r  including  Procedure*  3.3.1  re  reeoveru  <nan»ger  J, 
Inuntdlate  «  tafif  group  pUn  fc  9,3,6  ra  radiological  lupnort 

Kh^ 


*      DufcB  Power   Co.       82/10/22,       233pp. 
FUhe:  30-000,  BB/11/19,  6211290221. 


16246:179        24X 


P,     Op»j-«tlnii    Ucinie    stage    document.   &    correspondence 


B2JI010144  Advltt*  that  Tespo 

lu'n^'^    rlC   *"«"»'»'*' 

rac^ft  H  n  Dil*«   "Ju"*«*    t 
TUCKER.  If   B.        Du*«    POUIOP    Co. 

Nu<]..r    ftm^ct.r  ReaUlatiDn, 
Dr.«h    4.        lp, 


B.  0. 


to    NF1C    BS06-OB 


proper    r.vl 
DEHTON,  H   R 


32/10/22. 
nlrector. 


ien«..,p.r« 

icant*    for    CP   TO    guidante   for    imp  1  Bmentlno 
rd.   WWEO-09O6.  NUFIEO    to    b.   us.d    i,     Int.rlS 
RM   ?"lde    »-70T.vi«d.flvc    list   .ncl 
Division    d  f  Lie  ens  ing,       03/JO/26.  Csnso  ]  i  dated 

r  MlM11  V°''k'     Itlc'       'PP-        tSTW^BW.       34X  tl>rlSO  '  '  datod 

Flche:  90-000,  02/10/26,0210260088. 


8RP 


S,T)*S:n!:it    "r    B2"?a   *°    fli'    PHfl    ll""""    -   t 
pequ*it    tar    info   c  on  c  em  i  n9    itmra   generator    tubo    int 

Forward.   Conare.»man    EJ  Markey    £331019    twt.tUn,    P.    . 
gtnerator    tube    inteflr  Ity.  Svc    list    encl 

"0'  DlVS  °r    L»"«*"-     '/O 


,,  w  , 

Etflson    Co.     of    Ntu  Yart,     Inc.       iflpp. 

Flche;  30-000,  B2/IO/26,  B210270030. 


-3.*.E,!!™  Of 

TUCKER.H,  D.       Du 


16-099:333.       34K 


••*""•«    «•"*    n**f    Joe.....    Hydro 
raqusst.  Even  t    <raflni  tuda   uias    2  37 
an°9'-3ph    for    Station   DG3    «ncl 
Poyar    Co.       SB/1O/S6.       BENTOM.H.R.       Office    of 
«tor   RejuJatEon,    DirBrtOr.       BTQI.Z.J.F.       Licensing    Dp.neft 
13967:312.        24X    Flchr  :  50-269,  B3/I  0/26,  B211O10223 


u,  Amend    rovlsa.    r»ch    Speci    reflicting    util 

reorganiiatinn  S    peraonnol    nuali  f  ica  t  iona. 
HAONER.P.C.       Operating   Roactom    Drancfi    4. 

'       SPP' 


6209310027  O.nerlc    Ltr   B2-16   to   all   PWR    llcente*.   r.  rWREO-0737    T.ch 
fi*«ct.ff«nue*t«   r.vicu  of  Tech   Specs   to  dBtirmlni   conslttencu 
w/euldiiue   provided. For    items    u/devlatlons,  amend    to    1  i cants 
»«c,uJr«if.  H/o    stattd    ends.  Svc    list   encl. 

E16£NHUr,D.0.        Division    of   Licensing.       82/09/20.  Consolidated 

Edison  Co,    of   Ntu  York,    Inc.      13pp.       15930;  140.      24X 
Fl  ehe:  SO-OOO,  02/09/20,0209210027. 


-0211060624  Amend.    115,115  ft    US    to  Llc.nM.    DPR-aB,  DPR-47  S,   DPR-SS, 
Te.pectiv.lu.revi.Ino    Tech   Specs    to    reflect    util 
reoroanlmtlan   ft   p.rsonnol    ,ufll  iPicatlon,    t,   correcting    leak 
testing    requirsw.nta-  " 

?I2™'-™'      °?«'«*lng   Reactor*   Di-aneh  4.       B2/10/36       20oB 
J5972;0»3.       Z4X  Fiche:  30-369,  B2/1O/26,  H21  1O60619  PP' 


sfet<|    evaluation  supporting    Amends    U5,  113  t   ila    to 
Licenses    DPR-3B,DPK-47    (,  DPR-3S,  respectively. 

*..2£tlc!    "*   Mucl«ar   Reactor    ReBulatiom     Director        S2/IO/26        3nn 
1  5972:  043.       24X  Fi  cho  :  30-269,  B3/10/26, -~        **'*"'•">•       JPP- 


48 


DOCKETED  ITEMS 


-B2I 1060629  Not  let    of    Issuance    t,    ava  11  *6  11  i  t  (J    of   Amend*    11 5,  115  ir    112   to 
Licenies    DPR-38,  DPR-47    t.    DPR-S5,  respect  i  velu. 
BTOLZ-J.  F.       Operating    Reactor*    Branch   4.       83/10/26.       2pp. 
15972:046,       24 X    Fiche:  30-269.  82/10/36.621  1040619. 

311060644  Fortifardi    Amends     114,114    t,   111    To    Llceniei    DPR-3B,  DPR-47   d 
DPR-SS,  respec  civilij.  *af  et  y    evaluation    &  notice    of    issuance 
b    aval labl 1 i t u.  Hmend    al lou*    safety   valves    o n   Unit    1    to    f» 
degraded    front   821014-29. 

WAONEfl-P.  C.        Operating    Reactors    Branch    4,        92/10/26.       TUCKER,  H.  B. 
Duke    Pauflr    CD.        4pp.         15972:342.        24  X    Flch  t :  50-369,  62/10/26. 
B2t  1060644. 

-0311060651    Amends     114.  1  14    tc    111     to   Licenses    DPR-3B.  DPR-47   t.    DPH-S5- 
re«p»c tivel y. revls ing    Tech    Sptc     to    allou    pressure    rode 
safety    valve*    on   Unit    1    to    b*    rfegradod    -from  821014-29. 
STDLZ.J.F.       Operating    Reactors    Branch   4.       82/10/26.       9pp. 
15972:346,        24X    Fiche:  50-269.  B2/10/2&.B21  1OA0644, 


-£211060662  Safety    evaluation    supporting   Aminds    114,114   I    111    to 
Licenies    DJ-R-3B,  DPfi-47   (,    DPfi-35,  resp  ecti  vely. 
«      Office    of   Nuclaar    Reactor    Regulation.     Director.       02/10/26. 
15973:  334.         24 X    Fiche:  50-269.02/10/26,0311060644.. 

-6211060667  Notice    of    iisuance   t    availability    of   Amends    114,  114  I 
Licenses    DPH-3B, DPR-47   b    DPR-53, rei pectively, 
STOLZ.J.  F.        Operating    Reactors    Branch    4,         02/10/26.        2pp. 
15972:356.        24X    Fiche:  5O-269.  62/10/26,  B21  1060644, 


3pp. 


6211140373   6ummaril»»    820310  &   19   meetings  u/NRC  t<  Franklin  Re*e»rc* 
Ctr  re    radiological    iffluint  Tich   Epic   ipp  1  ication.  Rtvi  sed 
application,  incorporating    B2111S  muting   agreements will    be 
submitted    b(j    821215. 

TUCKER,  H.  B.        Duke   Power   Co.       82/11/10,       DENTON,  H.  H.        Office    of 
Nuclear  Reactor   Regulation'    Director.       BTOLZiJ.F.       Operating    Raitt&Ti 
Branch    4.       lp.       16091:333.      24X    Flche:  30-269.  H2/1 1/10,  B21 1 160373. 

B211150S1I   Application    for   amend    to   Llcenie«    DPR-3B,  DPR-47   b  DPR- 5  3. 
Change    utflizti    riviied   App  0  heatup   &  cooldoun    limlti    for 
19  ifph   contained    In    encl    Table    1    &  matli    propertln    datai 
from   BAW-1697    &    BAN-1699. 

TUCKERiH.B.        Dut«   Pouer    Co.       82/11/12.       DENTDN.H,  R.        Office    of 
Nuclear  Reactor   Regulation,    Director.       STOLZrJ.  F.       Operating   finctori 
Dranch    4.       4pp.       16037:317.      24  X  Flche:  30-269.  B3/1  I/IS.  BB111503I  I. 

— B211I5Q5S3  Propated    Tech   Spec    pagef    utilltlng    reviled   App    0  d*atjp   & 
cooldoun    limiti    for    13    sfph    contained    in    encl    Table    1    b 
matli    propertiei    data    frum  BAW-1697   t.BAW-1699. 
*      Duke    Pou.r    Co.        82/11/12.        12pp.        16037:331.        24X 
Flche:  SO-269.  82/11/12,  B21 1130311. 

B21 1140047  Oeneric    Ltr    92-26  to   power   reactor    licen«af>    (eicapt   Fart  Si 
Vraln)    re   MJREQ-0744,  Reviiion    1,     "Prenure    Veixel    Mat  I 
Fracture    Tou9hn»«s.  "   Foruarifi  NUREO-0744,  Re  vi  sion    l.W/o 
enc  1,  Bvc    1  lit    enc  1 . 

E[SENHUr,O.Q.       Dlvliion   of  Licensing.       82/11/12.  Contalfdattd 

Ediion    Co.    of    titu  Vork,     Inc.      52pp.       16235:212.       34X 
Flcnei  SO-OOOi  B2/1 1/ IS,  6211160047. 


31106070S   Adviiei    that    r*nu  i  mnmi  t  s   of  NUREO-0737,  1  t«ra    II.  E.  4.  2.  6, 

"Operable   Valve*. Or    If    Cloird    Muit   be  a*olnf   Cloud"   I.    Item 

ll.E. 4. 2, 7,     "primary    Containment    High  Radiation    to  Cloie 
Vent   t.   Purge    Valvei"    mi  ti  p  end  in  o    approval    oP   Tuch  Speci, 

BTOLZ.J.F.       Opirating    Reactari    Branch  4.       6Z/lO/2a.       TUCKER,  H.  B. 

Dute   Pou»r    Co.        2pp.         15972:143.        24X  Flch  »:  30-269,  B2/1  0/20, 
8211060708. 


8211190123  Faruardi   change*    affecting    ichedulod    completion    date*   rr 
320728    itatuc    r»(it    of   NUREO-Q737,  Itemi    II.  D.  3,     "Poit- 
Accident   Sampling,"    II. F.I,    "Accident   Monitoring"   d 
1 1 1.  D.  3.  4.     "Control    Room  Habltabi  1  i  tg.  " 

TUCKER.HB.       Dote  Foyer   Co.      82/11/13.       DENTON.H.R.       Officn   of 
Nuclear   Reactor   Regulation,    Director.       4pp.        16150:593.       24X 
Fichs:  50-869,  92/11/13.0211190123. 


?1IO60306    Infnrmi    that    ichedula    for   responding    to  NUF1EO-0737,  I  tim 
II.  B.  3   art   •valuation    criteria    guidelines    for   post-accident 
•sampling    lys    uilll    not    be    lubmitted   until   82 1201  j  contrary    to 
621101    djt.   committed    to    in   320603   Itr. 

TUCKER. U.S.         Duke    Power    Co.        BB/ll/QI.        DEHTON,H.R.        Office    of 
Nuclear   fti-aitor    Regulationj     Director.       STOLZ.  J.  F.       Dpurating    Reactors 
Oranch    4.         lp.         15953:025.        24X    Flcht :  30-269,  82/1  l/Ql,  &21 106030i. 


B2 11 290661    Forwards    table   lummarliing    change*    to   reviled    intarvic* 
tilting    program.  Changis  (Jill    become    effective  uihen 
atioclated    siji    declared   operational.  Valves    added    to   perform 
preisure    liolatlon    f  unc  tion  ui  1 1    be    teak    teited. 

TUCKER,  H,  B.        Duke   Power    Co.       82/11/19.        DENTON.H.R,       Office    of 
Nuclear   Reactor   Regulation,    Director.       BTOLI,  J,  F,       Operating    Reactor* 
Dranch    4.       9pp.       16222:090.      24 X  Fiihe:  50-269,  B2/1 1/19,  021 12906BI. 


?11O90256   Submit!    info    re    main    itiam   line   piping    «n*ly»ii   perPormed 
di    result    of    incident    in   RQ-2B7/B1-03   Revisinn    1    dtd   HI0610, 
in    reipon»e    to    request, Mai    allowable    i tress    deterfflined    to   b* 
17,  500    pii. 

TUCKER. H,  fl.         Dud*    Pouer    Co.        B2/U/01          DENTON,  H.  R.        Office     of 
Nuclear    Reactor   Regulationj     Director.       ETOLZ.J.F,       Operating    ReactorE 
Drancfi    4.       lp.        I60O4:1'?O.       24X    Fiche  :  50-2B7,  02/1 1/OI,  B2110903S6. 


8SI13D01B1   Forwardi   responie    to  NRC   B21013  request   for   addl    info 
re    licenine   compliance   u/NUREG-0737.  Items    I.  A.  2.  1.  4  &    II.  B.  4 
concerning    personnel    training.  Description    of   Phase    II    core 
damage    mitigation    training    encl. 

TUCKEH.H.D.       Duke  Pawer   Co.      02/11/19.       DEN  TON,  H,  R.       Office   of 
Nuclear   Reactor    Regulation,    Director.       STOLZ.J,  F.      Operating    Reactor* 
Branch    4,       21pp.       14230:320.      S4X  Flche:  30-269,  03/1 1/19,  8211300101. 


211150136   Forward*    response    to   Franklin    Research    Ctr    draft   technical 
evaluation   npt    re    control    of   heavy    1  oadi.  tupplementlng 
821008    reiponie    to    NRC    320313  request, 

TUCKER.  U.S.         Duke    Pouer    Co.        Q2/I  1/05.        DENTQN.  H.  H.        Office    of 
Nuclear    Reactor   Regulation.,    Director,       STOLZ.J.JF.       Operating    Reactors 
Branch    4.       4jp,        16036:127,       H4X   Flch  •:  50-269.  S2/1 1/05,  H21 1 1  5013&. 


9211300220  Foryards   response    to  NRC   02101B  request    for   addl    info   re 
tornado-protected  means    of  providing    steam    generator   coaling 
Wittr,  Portion  i    of   response   discussed    during    821116   telcon. 
TUCKER,  H.  B.       Duke  Payer   Co.      82/11/19.      DEN  TON,  H.  R.       Office   of 
Nuclear   Reactor   Regulation,    Director.       BTOLZ.J.F.      Operating    Reactors 
Branch    4.       15pp.       16239:265.      24X  Flche:  50-269, 02/11/19,8211300320. 


311150615   Responds    to   020913  Itr    requetttng    addl    info   re    reactor 

blrfj   purge    Jij  s    operation    In  cald    (hut  daum.  Evaluation   of 
necessaru    plant   mod's    tinderua^.  Tech  Specs  addressing    purje 

ii|l    it  vJ  1  v*    leakage    testing  mill    be   provided, 

TUCKER.  H.  B.        Duk*    Power    Co.  02/11/03.       DENTON,  H.  JI.       Office    of 

Nuclear    Reactor   Rejulat  ion*  Director.       STOLZ.J.F.      Operating    Reactors 

Draneft    1.       If.        1*059:312.  24X    Fiche:  30-369,  02/11/05,8211150615. 


0211300290   Informs    that   revised    Tech   Spec  3.7    mill    not   be    provided   6y 
831119   as    stated    in    82110B   submtttal    re  adequacy    of   station 
electric    distribution    sijs   voltages,  but   as    soon   «*    in-house 
revley   completed. 

rUCKER.H.B.       Duke  Pouer   Co.      02/11/19.      DEN  TON,  H.  R,       Office   of 
Nuclear   Reactor   Regulation,    Director.       STOLZ,J.  F.      Optratlng    Reactors. 
Branch    4,       lp.       16237:362.      24X   Flche:  30-269,  82/1  l/19i  B21 1300290. 


Jill  50448   Reipondi    to   NUREO-O737,  I  t»m    U.K.  3, 30,     "Small    Break    LdCA 
Methoifs.  "   Util    B211O1    submittal    of  HAW-I0154P   i.  BAM-10092P, 
Revision    3iiatisfieB    renuirements. Al 1    rpquir unenti 
adequately    addressed. 

TUCHER.H.  Q,        Duke    Power    Co.       82/11/05.       DENTON,  H.  R.       Office    of 
Nuclear    Reactor   Regulation,    Director.       SrCLZ.J.  F,       Operating    Reactors 
Branch    4.       2p  p.        16061. -274.       24X    Flch*  :  30-269,  02/1 1 /05,  3211 1  5066B. 


8211300319  Corrects  821026    Itr  re    020902   seismic    event   near    Jocasiir 
Hudro   station. Becond    strong  motion   sensor    located    on    left 
abutment   bedrock    next    to   pouerhouse  ti    third    on  residual 
soil    In    switchyard    1000   ft    from   dam,  Other    info   valid. 
TUCKER.H.D.       Dukt  Power   Co.      02/11/23.      DENTON,  H.  R.       Office   of 
Nuclear  Reactor   Regulation,    Director.       BTQLZ,  J.  F.      Operating   Bear  tor* 
Branch    4.       lp.       16242:032.      24X   Fiche:  30-269,  02/11/23,  83113Q0319, 


211150363    Forward!    responses    to   Questions-    1-5    re    idnjuacg    of    electric 
distribution    sys    voltagt*    in    response    to  02060B   riq.ueit,per 
821022    commitment. 

TUCKER,  Jf.  B.        Duke    Power    Co.       82/11/08.       DENTOH.H.R.       Office    of 
Nuclear    Reactor   Regulation,    Director.       STOLZ,  J.  F.      Operating    Reactors 
Branch    4.       Bjp.        16055:342.       24X   Flche  :  50-S69,  H3/1 1 /08,  B21 1 1  30369. 


8511390303   Informs    that    info    In  response    to   Oeneric   Ltr   82-22  re    it tarn 
generator    tube    integrity    has   bean    submitted    previously,  Addl 
info  mould   be    time    consuming    to    develop. 

TUCKER.H.D.       DuUPouierCo.      82/11/24.      EISENHUT,  D.  0.       DJvUionof 
Licensing.       1  p.       16221:  152.      24X  Fie  he:  50-000,02/11/24,  0211290309. 


211220353   Requests    remittance    of    balance    due    far   rtvieiu   of  020910   It 
1014  proposed    Tech    Spec    changes    re   containment    penetration 
local     leak    test    requirement*    tt   preisurlier    cod*    safebu 
valves.  Licenic   amend*    inued    B2I024. 

BIOOS.R.M.       License    Fee    Management   Branch.       B2/II/09.       PARKER,  W.  C. 
Btiie  Pouitr   Co.       3pp.        16-200:329.       B4X   Fiche  :  S0-B69i  02/H/OB, 
B2 11230335. 


Q.     Inipectlon  reports,     IE  Bulletins   &   correspondence 


8209190320  IE  Info  Notice  82-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Oirth  Meld  of  Steam  Oenerator  at  Operating 
PUR.  "  Svc  list  encl, 

JORDAN. E.  Division  of  Engineering  h  Quality  Assurance,  82/09/14. 
Consolidated  Edison  Co.  of  Ntu  Vari,  Inc.  109pp.  15930:001.  24X 
Fiche:  30-000,  B2/09/16.  S20B190B20. 
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IE    Info  Notice   B2-34,  Revision    1,     "Welds    in    Main  Control 
Panili    "  £vc     lilt   encl. 

JCSDAN.E  L,       Division   of    Engineering    fc  Quality   Assurance.       0B/O9/17. 
Consolidated    Edi*on  Co.     of   New  York,     Inc.       107pp.        15B95:1B5.       34* 
Fieh.iBO-OOfti  32/09/17,0209190232. 

0309190239    IE    Iflfn  Notice   92-39,     "Bvc    Degradation   of    Thick   Wall 
Ettlnlell    Bt«*l    Recirculation   Bys  Piping   at    BWR   Plant.  " 

jttRDMJ.  £  L         Bivision   of    Engineering    fc  Qualitg    Assurance,       92/09/21. 
to-niclldated    Edison  Co.     of   Niu  York,     Inc.       06pp.        14017:090.       2-1X 
FUM:  30-000,  82/09/21.9200190229. 

92031902-23  IE    Info  Notice    92-30,     "Change    in   Format    !•    Dl i trii uti  an   Bijs 
for    IE   Dullatins.  Circular!   &    Info  Notices.  "    Bvc    lt»t    encl. 
DEYOUNO,  R.  C.        Director's    Office.    Office   nf    Inipection    and 
Enforcintnt.        02/09/S2.  Consolidated   Edison  Co.     of    N»u    York,     Inc. 

UOfp.       16019:081,       24X   Fiche:  30-000,  92/09/32,  920S190223. 

B2Qai?oa32   IE    Info  Notite    92-40,     "D»f  it  ienc  In    In   Primary   Containment 
Electrical   Penatration  Assemblies."    Svc    list    end. 

JOHMH'E  L.        Division   of   Engineering    t   Quality   Assurance.       H2/09/23, 
Cotiiolidated    Edison   Co.     of  New  York,     Inc.        112pp.        15930:019.       24K 
Fictit:  50-000.  B2J09/3S,  B200190232. 

B2UI3Q3&1  Confirm  930924    telcon    re   921027  mgt  meeting    In   Char  Lotte.  NC 
to   rtviea  results    of    first    phase    of    annual    appraisal    of   utll 
•regulatory   performance.  SALP    board    ript    to    be   sent    1    uk 
betare  meet  inj.  Proposed    agenda    encl. 

LEHISiR.C.       Dlviiion   of    Project   i  Resident    Programs.       B2/1O/04. 
TUCKER.  H.  0.       Duke   Pouor    Co.       2pp,       16035:091.       24X 
Fiehe:  50-000,  S2/ 10/06,  921 1150263. 

B2IID80271   Notification    of    B21103   meeting   u/utils    fc   Franklin   Research 
Ctr  In  netjieidaiMD   to   discuss    design    (IE  Bulletin    BO-111    & 
us*  o*   "energy    balance    technique"   &    "arching    theory". 

TfiAKMELL.C    M         NRG   -  Nn   Detailed   Affiliation   Qlvan.       62/10/07.  NRC 

-Us  Detailed    Aff  i  1  iation    Given.       4pp.       13973:310.       24X 
FicherSQ-OOOi  82/10/07.8211090271. 

eS111504Dl   Forwards    IE    Insp    Repti    SO-269/S2-37,  SO-270/B2-37  & 
50-287/62-37    on   920713-17. No   noncomp  1  iance    notod. 
DANCE.H.C.       Division   of    Project    t<  Resident    Programs.        B3/10/07, 
TUCKERiK  B.        Dute   Pouer    CD.        2pp.        16037:129.        24X 
FiCkn:  50-269,  03/10/07,  021 1 1504B1. 

—5311150487   IE    Imp   Rapts    30-269/92-37,90-270/03-37   t    50-287/03-37    on 
820°13-17.  No   noncumpliance  noted.  Major  areas    inspec ted:  p ipe 
lujiporti   &    restraints   S-    Type    0  !<  C    containment    Leakage    rate 

JKfE.F   ',    BRODK9,e.       DiviKlon    of   Engineering    8,   Toehrtieal    ProjraniH. 
88/lft/OS.         4pp.        16097:  130.        24X   Fi  ch«:  30-269,  B2/IO/07,  S21 1  1304S1 . 

saiUHOm  Forward*    safoty    evaluation   fc    technical    evaluation  rept    of 
S00507  i.  H20723  rssponses    to    IE   Bulletin  80-01,     "Araly»i»    o* 
ff»in  Steam  Line   Urea*   W/Continued   Feeduiater    Addition.  " 
Anilyil*   acceptable  J.  no    further   action  rBquirBd. 
SIOLZ.JF        Operating    Raactors    Branch    4.       92/10/14.       TUCKER,  H.  B. 
Dufct  PW*T   Ct>         9pp.       13970:221.       24X   FichB :  30-269,  02/1O/14, 
B211060494. 

—  9210010400    "PUR  Main  Btoam  Line    Break    W/Continued    F«Bdu»t»r    Addition 
(B-69),Ocan«e   Nuclear    Station   Units    1,2  b    3."    technical 
evaluation    ript,  „  . 

V03DURY.F.U.  ,    HERRICK,  R.  C.       Franklin    Inst  itute/Frankl  in   ReiBarch 
Center,       HRC-03-91-130.       TER-C5506-134.       02/09/2B.       HEAF?N,P.       NHC    - 
Ha  Detailed    Affiliation   Oiven.       23pp.       J3970:23i.       24X 
Fiche:  50- 269,  82/10/14,921 1060494. 

6211190567  Foruiards    tuppl    to    previous    response*   re    IE  Bulletin    79-14. 
Cititled    eiplanatlon    of    remaining    "ite  mod    uork    *    scheduled 
(oraplttion    date*    end.  „ 

TvCKER.H.  D.       Duke   Pouier   Co.       0B/10/19.      0  'REILLV.  J.  P.      ""(I10"?' 
0»ice  of   Director.       6pp.       1*062:143.       24X   Flche:  30-269,  B2/10/19. 
82H13D5A7. 

S208I90239    IE    Info  Notice   82-41,     "Failure  of    Bafntu /Fie  1  ief    Valves    tn 
0p«n   at    BHR.  "     Svc    ll«t    encl. 
JORO^E.L.        Division    of   Engine. rino    i  Quality   A.suranc., 

Cnn»fllld«t«d   Edison  Co.     ofNeuiYorXi     Inc.       llOpp.       15960:153. 
Flihe:  90-000,  8H/10/22,  B20BI90239. 

S2ILI50i03  Forwards    IE    Insp    Rept*    30-269/82-3B,  30-a7O/0a-3B  & 
90-267/BB-3B    on  921004-09. No  noneomp  1  lance   noted. 
DANCE.  H.C.       Dlvi«ion    of   Project   i  Resident    Ppoorams.       93/10/22- 
TVCKEHiH.B.        Duke  Pouer   Co.       2pp.       14062:080.       24X 
Flchi:  30-249-  B2/IO/3S,  821 1 150603. 


—8211150609    IE    Insp   Repta    90-2A9/B2-39,  50-270/02-38  i    50-287/B2-38   on 
921004-Ofi.No    noncornpl  iance   noted.  Ma  jor    arias    inipEtted: 
radiation    protection,  liquid    e.    oaieous    rad  ioact  ivt  ty    releases 
fr    health    phyiic.   appraisal    Inspector    follouiup    items. 
COLLINSi  T.  H.  ,     BARR.K.P.        Division    at    Engineering    &    Technical 
Progromi.        62/10/20.        Bpp,        16062:092.        24K    Fi  che:  30-369.  aa/  10/22, 
921  1150603. 

B211150397    ftcV    receipt    of    B21-019    Itr    informing    NRC    of    flteps    taken    to 
correct    violations    nottfl    in    IE    Inap    R«pts    SO-269-/B2-23' 
50-270/02-23    &    50-297/82-23. 

LEWIBpR.C.       Division    of   Project    i   Resilient    Programs.       B2/11/02. 
TUCKER,  tt.B.        Duka    Power    Co.        lp.         16056:016.        24X 
Fiche:SO-B49,  B2/1  1/02.  921  H  50387. 

—  9211150399   Responds     to   NFiC    B209  1  7    &   0712    ltr»    re    violations   noted     in 
Insp    Rept*     59-269/82-23,30-270/82-23    fc   50-2H7/B2-23. 
Corrective    ac  tlons  :  operator    counseled    re     importancn    of 
informing    *uperviior    of    pump    operabllttg    problems. 
TUCKER,  H,  B.       Duke    Power    Co.        B2/10/19.       d  'HE1LLY,  J.  P.       Region   2, 
Office    nf    Director.        Spp.        14056:019.        24X    Fi  cfie  :  50-2A1?.  B3/  1  1  /03, 
3211150387. 

B2111600SO  Summary    of    B21103  meeting   u/utils    re    IE   Dulletin   BO-il    on 
use    of    "Energy    Balance   Tichnlque"   t,    ''arching    action"    far 
nmonru    uall    oual  1  f  i  cat  ion. 

TJJAMMELL.  C.M.        Operating    Reactors    Branch    3.         B2/  1  1  /09.  Operating 

R.  actor,    Branch    3,        33pp.        16102:323.        S4X    Fi  <rha:  SO-000.  82/1  1  /OS, 
8211160030. 

S200190249    IE    Info    Notic*    8S-43,      "Dfl  f  i  c  i*nc  ie  s     in    1WH    Air    Filtration/ 
Vcntllatior.    Bija.  "    Svc     1  i  it    enc  1  „„,,>,.. 

JORDAM.  E.  L.       Division    of   Engineering    k    Quality    Assurauce.       32/11/16. 
Consolidated    Edison   Co,      of    Hew    York.      Inc.         lllpp.         11,171:333.        24X 
Flcfie:  50-000,  B2J  I  1/16,  a30ai9C-24B. 

B20S190253    IE     Info    Notice    02-il3,      "PHR    Loui   Temp    DvBrpressurs 

Protflction."    Svc    list    encl.  „„,..,,« 

JDRDAM.E.L.        Division    of    Engineering     tQgalitiJ    Assuranco.        62/11/iV. 
Consolidated    Edison   CD.     of   Neui    Vorl.     Inc.        -?3pp.        16233:299.       24X 
Fiehe:  50-000,  B2/U/  I  9,  0209190353. 


6311290272    Forwards    revised     info     lupporting    021004    renuesta     fo 
from    inaervice    insp    requl  rempnt  a    of    Soctio-n    XI    of   .A5ME 
Doiler    &•   Presiure   Vessel    Code. 

TUCKER.  H,  fl.  Oulra  Pouer  Co.  92/11/23.  DENTDN,  H.  ft.  Office  of 
Nuciaar  Reactor  Jleo.ulatiDn,  Dirsctor,  BTDLZ.  J.  F.  Operating  (J 
Bran"  4  5pp  l«2l:«t,.  24X  FKh  .:  SO-349,  BB/  1  1  /23j  B81  1290 


R.     Periodic    operating    ruports   &    related    c orrespondenc i 


9211030196  Honltilu    oparatlng    ropt    for    June    19BS.  Ma 

(HTAVIS.  J,  A.        Duke    Pouer   Co.       BO/07/15.       App.        1S909.154 
Fiehe:  50-297,  BO/07/19.  621  103O196. 


tive    summary 
34K 


9311030-263  Foruard*    monttilu    operating    repts    for   June    1930,  Rflpts    for 
Units    2  &  3    not    end.  .  . 

PABUFB.W   0          Duk»    Pauier    Co.        BO/O7/15.  Office    of    Management    and 

Program  Ana  1  V s i .  .       lp.       15910:320.       24X  F i c he: 50-269, BO/07/ 15, 
B21 1030263 

8211030270  Monthly    operating    rept    for    Jul    1980. Narrative    sunwary    end. 
REAV1B.JA,       Duka  Pouer   Co.       BO/OB/13.       7pp.        15910:313.       24X 
Flcb*.  50-2B7,  BO/OB/ 1  5-  921 10-30278. 

B211020496   Monthly    operating    rep t    for    Nov    19B1.  Narra t i ve    summary 

REAVIB.J    A,         Duke    Pouer    Co.        Bl/13/14.        6pp.         ISBa<?:31H,        34)f 
Flcho:  50-207.  Bl  /I2/1  4.  B31 1020496, 

0311020346  Monthly    operating    r*pt    for    Bee    193 1. Narra tive    summary    encl. 
REAVIB.J.A,        DuU   Pouier   Co.       B2/OJ/I3,       6pp.        13836:261.       34X 
Flche:SO-SB7.  93/O1 /I  3.  921 IO30346. 

B311030524   Foruai'di  monthly    operating    repta    for   Dec    1991. 

PARKER, H.O.       DuKe  POUBT    Co,       82/01/15.  Office    of    Manase-nani    and 

ProBT-»m  AnalvsH.       lp.       13S9B:299.       94X   Fie  h  e:  30-269,  92/01/15. 
6211020324. 

—  82.11030336  lionthlij  operating  rep  ts  J^  D«c  ^81  •  .«,„_.  nn-  B^ 
REAVIS^J  A,  Dulte  Power  Co.  32/O1/15.  5pp.  159BB.  3OO.  ri1"! 
Fichu:  30-269.  62/01/15,8211020524. 

6211100180  Forwards  monfcUy    operating    repts    for    Apr    WB2   ft   corrected 
pag*    for  I/nit     1    monthly    operatinc-    rep  t    for    Mar    19BS.  nefit.e 

PARKER.W.O,       Dtrt.   Pouer   Co.       ^2/03/15  Director'^   Office,     Office 

at    Inspection    and   Enforcement.        In.        16024:23?.       H-IX 
Fiihe:50--269,  62/03/15,  8211 1001BO, 
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-8211100106  Monthly    operating   r.pti    for    Ayr    17B2  S.  eorrfctid    nags    for 
Unit     1    monthly    operating    rept    for    Mar    1932 
fiCAVIS,  J.  ft.        Duke    Pouitr    Co.        B2/05/I3. 
Fi the:  50-369.  03/03/13,  821 II 001 OO. 


16pp.        16024:  B40,        24X 


DOCKET  30-287  THREE  MILE    ISLAND  NUCLEAR   STATION,    UNIT    1 



F.JJecuriiy,    medical,    •merflnncy   (,    fir*    protection    plant 


8211030539   Foru»rd»    monthig     operating    npti    for    Auo    1982   fc   cc 
r.pt    for    Unit     1     for    Jul     1963. 

TUCKER, H.B.        Dukf    Power    Co.       03/09/15.  Director'.    Ottici 

of     Inspection    and   Enf  ore  emint.        Ip.         15899-096         24X 
Flehe    50-269,  82/09/15.  B21  1020539. 


— B211020390  Monthly  operating  rtptt  For  rtug 
REAVIS.J.A.  Duke  Power  CD.  82/09/iS.  l 
FSehe.  5D-269,  B2/09/ 1  5.  821 1020531? 


15999:097.        SIX 


S21004006B  O.n.rU   Ltr   92-17    to  .11    pou.r  r.actor    Iic.n...,    « 
appl    cinti   C.    hdld*n    of   CPi   r.    incon.  l.t.nc  u    batugen 
r.quir.m.nt,    of    10CFR50.  Mlt)   i,  BT8   for   p.rformlng    fludlt.    Of 
•merotncg   pnparvdniu    proBrarai.Sve    H,t  Bn,i 

l^±Ur:D'°i    ^'"i'^11   ?'  "Mn.ing.       S2/10/OL  Con.olld.fd 

f?    L      .S   -«°'    N""   VDrl"     Inc'        "PP-        16C02;2BB.        SIX 
Flche:SO-000,  B2/10/01  .  B2100400fiB. 


8211330292  Formrdi   monthly    operating    rtpti    far   Oct    1992 

TUCKER, H.B.        Duke   Power    Co.       62/11/15.  Director',    Office,     QFfici 

of     Inip*ctlon    and    Enforcefflint.        Ip.         l&163'12a        B4X 
F(eh»'50-2i1?,  B2/11/15,  B2I  1220382. 


to   be    ineludtd    in   «udi  t.  Bvc    Hi 
^        0'11"   °'  '-'»'»"'- 


—  821  1220284  Monthly  operating  ropta  for  Oct  Iffl 
fiEAVZS.J.A.  Duke  Power  Co.  83/11/15.  16ep 
Fi  eh.:  50-249.  92/1  1/  1  5.  BSl  1220293. 


16165-  IST 
3 


LERs    !,    rflatsd    cnrreipondance 


8211090256   Submit,     info    r.    main    ,tM.     line   piping    flnaly, 
4«    r.iult   of    Incident    in    RO-207/81-O3   H.vJilon    I    dfcri 


to 


equ 


y,i.    p.rfarm.d 
flIMlO. 
st..Ma,    allDUflble    ltr.»,    d.t.rmin.d    to  hB 


. 

rUCKEH.H.D.        Dule   Pouer    Co.  92/11/01,        DENTCN.H.H.       Office    of 

HuclMr   Btaetor   Reoulation.  Direttar.       STOL2,  J.  F.       Opiratino    Reac 

flranch    4.        Ip.        16004:1-70.  24X   Fich.  :  50-287.  S2/1  1/01,921  1S90236 


*rt"nTiS   ^"    B2;°"^'-O.D.taiUd    event    -naly.i.    encl. 
n,  ^    C°'        e2/ll/O:3-        O'BEILLY,  J.  P.       Region    2, 

"  PP'         140a4::l0a-         »"   "ch.:  50-297, 


—  921  1100263   LER   BZ-OI  1/03L-0:  on    B2l004.uhil.    injecting    .nu 
installed    on  821002,  mffich3nic    found    sn.bber    inoperable  ". 
"'    °          "3Br    sletch   Snubfter   removed,  t  ested   I, 


PETTY.  J  C, 


Duke   Pousr    Co. 
Ip.        16024:305. 


B3/1I/03.  Region   2,     Office   of 

24*   F  i  Che  :  50-2*7,  92/  1  !/«!  «?nooaSA. 


»i      lit™  hH11"1:    Blp!ctei)    to    !"5t    '0    •>»«•.  Routln.   -in 
mill    alto  bo    performed. 

IOWATOHIS,  A.  .     ERMNT.J.C.         Region   2.     Office    Df    Director 
2Pp.        16193:331.        34X    Fiche  .  50-2B7,  B2/I  !/ig.  BB1  1230394 


(App    R). 


UN  ui     e       ,  . 

VAN  VLIET,J.       Op»r«tin9   Rt-ctor.   Branch   4.       B2/JO/21        BTOL2,  J 

" 


!;"  r 

STOLZ.J.F.       Operati 


anch  4.   82/10/26    HUKILL, 


Fiche:  50-000,  B2/10/30,  S21037010S 


^ 

^          ,. 


NELSON,  M.  A,  ,  TQOLE,  R.  J 
Corp.  62/10/13.  Hpn. 
9311110439. 


« 
:304.       24X 


:  SO-SB9,  BS/1  1  /Ol, 


-- 

SallOS  ve 


H4X 


(•      IOCFB73      ll 


24X 


nei" to  u" « "  d 
u J  KiRrrr^s^j; 

Fich.:50-2B9,92/ll/l7,921lC00419  ' 
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0311300425. 

Forward,   B.vi.ion   9   to   ou.rd 


8TOLZ.J.F.       Dptratlng 


Branch    4. 


'lan 

» 

.^i. 


... 
ch.:  30-289.  82/11/19,  0211390483. 

0.    Adjudicatorij    correspondence 


i  1010937  R.aue.t   for   e.ten.ion   of   time   until   821115   to   file 

a.KlM/K:!isi.;;Si:'-HKs:  I  Lr  :;'B! 

—i";°""i;ii"i::  £   .  a£^.";:«'-" 

U™^?      'S«  7Fi,,.?»-J»,B=/.S/27.B=UOG»M7. 


i';,;"S,S5  .        "K 

bVl."    in    r»poi,...NHC   does   not    oppose   motion.  Carti  fUat 


Svc   «ncl. 

s 

8211010250. 


tool    cop«.U/CertlficatB    of   Bvc. 

SIS  E' 


WEISS,  E.  R.       Harmon  fc 

" 


t-r 


B2U0203BS   Co».nt.   o,   doeu«n*.   pr 
uat.r   l.v.l    "»«"*"   i""-"'" 

K«riTTP^?ffiroI^.Ki"B. 

FUh«:  30-289,  82/11/01,0211020389. 


by    NRC   r.   r-tor 
^T  A       flh.w, 


.,.      A«..ic   B.,.t»   -nd   Uc.n..nfl    Appeal   P.«l.       Ba/U/0.. 
Metropolitan    Edi.on    Co.        3pp.        IS910.354.        E4X 
Flch«  150-289,  82/11/01.8311030332. 

d.r   chasing    startle    ti-n.    for   Con,mlaSlon  B21109  h..rlpg 


i.        « 

n   but   not   P«tl**.  Certif  tc 


ASLAB   fe 

si»-E 

F(eh«:  50-389,  88/11/04.  8211090493. 


H«rmon   fc 


=11070277  RMU..«  f"  f-th.r  p.,.  ii.i*  "j«;.*»p;;;:!  fc  170-pflB' 

bri.P    to   be   filtd    in   response   to   four   a  pp.1  !•*•   »"•*••• 

Brief.   «o   not    follow  Commit.  ion   regulation,    format. 

Certificate   of   BVE    encl,  BLAKE,  E,  L.      Shaw,    Pittman,    Pofctt 

-"-i  F-1- 


«tlOT0*9. 


Trip    »,t    o.   V  0.11-.         ^E    "b-tt    BaUO.^it. 


mli«»e  R..!r-  *:  «.i«  »;rr,;ui"?n«'«^.rt\f?:/lpo 

larg.   •'«"'  fc   """"S    -trcrlf  t    er«k    PrDb  -hi  1  i  ty.  Uti  I    nu»t 

sS"!1^-;  ^  »  s.:::.::q"'ss::«.  ««.-«. 
urT;?.  ..  ;«:rT-»tt:f  "BT.=S».P;E.=.;.<  —  - 

I         liosa.  tas. 


in,. 


pr.l..Bilit». 


• 


sni'  s:;is.!:t:SS:«"«5''""'BS"ifiSSSil 


J.. 

initial    decision    ««,^t" 
DLAKE.E.L.       M.tropo    itan 


BHO737 

end. 


i,atB   Of   Bvc    end. 

Co          BLrt(E.  E.  U.        ***<».     Pltt«.n.     Pott 
Co.        BLM  E^E   I.         ^^  (         flppMl    ,,„„„, 


8211170401- 


ecelvod    in   Hart- )*buTo, 
•20    order. 


Pat-ties    also    *«r 
E.J.C,       DfP 


f     t^a    Commisoion. 


42BPP. 


"*_?«    '"S1'     G2/u/i>.  Atomic   ( 


ACI  AM 

^  e 


*» 


memorandum  t    order    re    fted    &   bi 
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Fiche:  50-389,88/11/13,82(1190046. 


62112-10032   Comntnti     in    rs 


. 
:  S0»2a9,  Bf!/i  i/13,  S21  1  190046 


Lic.nsitig   App.al    PanBl. 

BS/I  i  /aa.  sail  240053 


Ffehi:so-aa9, 


SS 


Refflovai 


-  v     - 

'"»»- 


S^Hf^'i     CJ"Tlcal   Enfl'"»ring    Branch.       S3/OB/I9 

-  uora:a74 


B2M2403I7    R.ipon..     l  n 


dvnld    0,= 


LEWIS,  M.  I.        L 
Flcl,.;  50-299, 


i    t. 


ll» 

'  —  • 

""..       ,0pp. 


r     '  «'» 

Fleh«:  50-000,  B2/09/20,  S309210037 


?, 

160E5.332. 


16015  350 
16013.350. 


'  •  .o:;-, 

X   FichB;  50-239,  B3/  JO/07,  831  10B0293. 


e»t  S!"cJor  Jor  Plflni  8«f*"«- 

-    ?      =tr"6ot'    for    Op  .r«  tins    R««tort 
.chB:30-Ea9,8a/10/07,a211000293. 


°- 
s     '-' 


BS11300DBB 


corrtipondtnc* 


B2MJ90046 


920803 


Fich.;  50-269, 


iapp- 


24X  0»Mr«lJ'pubIi0'"1""fci'19   Rt'etori    B™nch    4.       B2/10/20. 
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--62110105*+  Amend   7Q  to  LU»n»e    DPR-50,  revising   Tech    Sptci    to    include 
e*rtain    TMI-2    lessons    learnsd    Category   A    renuirsments   tc 
otKtr    short-term  requirements    in  Commission  790S09   order. 
SFOLZrJ.  F.       Operating   Reactors    Branch   4.       02/10/20.       43pp. 
1390i:S72.       24X   Fiche:  50-289.  82/10/20,  B21  10IOS39. 

--821  1010567  Safety    evaluation   supporting   Amend   79    to   Licenso   DPR-BO, 
*      Offiee    of   Nuclear   Roactor    Regulation!     Director.       92/10/30.       App. 
IS?01;  318.       24X   Fiche:  30-309.82/10/20,0211010559. 

—  8211010572  Notice   of    issuance    fc   aval  lability    of   Amnnd   70   to    License 
DPR-  SO. 

BTOLZ.J.  F,       Operating   Reactors    Branch   4.       B2/10/20.       2pp. 
15W1:  321,       24!C  Fit  he:  50-S87,  B2/10/SO.  021  1010359. 

eallOAOtlS  Summary    of   820915  meeting   w/util    in  Bethesda.MD  re    steam 
generator   repair   procet*.  Vieugraphs    tnel.  Meeting    *eheduled 
far   82101B-I9    to   discuss    remaining   aspect*. 

JACOBS,  fi.H.       Operating   Reactors    Branch    4.       82/10/20.  Operating 

Ft.JCtor*    Branch    4.        47pp.         13972:046.        24X    Ftth»:  30-209,  02/10^20, 
8211060613. 

0211010392  notification   of    821101    meeting    u/utll    In   Midd  letoun.  PA 
to    diicuil    proposed   resolution    of    plant    shielding    design 
review  deficiencies, 

JACOBB-R.       Operating    Reactor*    Branch    4.       83/10/21.       BTOLI.-J, 
Operating   Reactors   Branch    4.       2pp.       15890:337.       24X 
Ficht:  50-239,  82/10/81,  021  1010532. 

3311010469   Board   Notification   B2-107:  foruardi    simltcale    feed    &    bleed 
tut   results.  No   neu  phenomena    e«hibi  ted.  Computer    cadei 
adequately    predict    test    data  t    thermal    hydraulic    phenomena.. 
UUNAS.  0.  C.       Assistant  Director    for   Operating   Reactor*.       02/10/22. 
Atonic    Safety    and   Licensing    Board  Panel.       lp.       15896:213,       34  X 
Flch*:  50-289,  82/10/22,  B21  1010463. 

—  B2UQI0472  Comment*    re    semiscale    feed    t  bleed    test    results.  N*    new 
phenomena    *<hlbi  ted.  Computer    codes    capable   of   predicting 
test    data. 

rlATTBCNiH.  J.       Division    of  Sustims    Integration    (po>t   B110O5). 
62/10/19.       EIBENHUT.  D.  0.       Division    of  Liceniing.       2pp,       13896:313. 
S4X   Fiche:  50-289.  B2/10/22,  B21  1010463, 

--3211010476    "Analysis    of   Primary    Feed    &  Bleed    Cooling    In  PHR    Sgs.  " 
EHIMECK,  D.  J.  ,    DEROLUND,  0.  R.  .     DIMENNA,  fi.  A.       EGW),     Inc. 
ESO-BEMI-6022  DRFT.      82/09/30.      LAMDRY,  R.  R.      Office   of   Nuclear 
Regulatory    Research,    Director.       130pp,       15096:1216.       24X 
Flehe:  50-209,82/10/22,  821  1010465. 

8210200239  Forward*    tuo   proprietary   oversize    drawings,  In   response    to 
Frantlln  H««»arch    Ctr   renuett    for   use    in   evaluating 
wie»-  through    »t»am  generator    kinetic    repair.  Drawings 
uttfiheld    <r»f    10CFB2.790J.  Aperture   cards    in   Central   File». 
•HJKlLt.H.  D.       General    Public   Utilities    -  flPU   0ervlce   Corp.       03/10/25. 
BTCH.ZiJ.F.       Operating   Reactor*    Branch    4.      Bpp.       13845;30a.       H4X 
Fiche:  50-2B9,  82/10/23,0210280239. 

BSLOatOOaa  Oeneric    Ltr   B2-ZO   to   all    power   reactor    licent«»».  permit 
holders    h   applicant*    for    CP  re    guidance    fur    implementing 
SflP   t-ule.  Forward*   NUREO-O906.  NUREO   to    b«  u«sd   a*    interim 
aeature    until    fleg   Ouide    1.  70  revised.  Svc    li«t    »ncl. 
EISENHUTjB.  O.       Division    of   Lieen*ing.       88/10/26.  Consol 

EJi*on  Co.     of    H.u  York,     Inc.       9pp.       13993:293.       B4X 
Flch*:  90-  000,  B2/10/2&.82102&OOBB, 


fend 


6210270030   Oeneric    Ltr  82-22   to   all    PHR    licensee*    re   Conjreeiional 
T«  quern  t    for    info    concerning    *team  generator    tube    Inteorlty. 
Forward*    Congre«*man  EJ  Marlieg    B21019   qu«»tions    re    itaam 
g*n*rator    tube    integrity.  8ve    lilt    encl. 

erBENHUT,  D.  O.       Division    of   Licensing.       B2/10/2i.  Consolida  tetf 

EdEtor  Co.     of   Ntui  York,     Inc.       10pp.        16099:332,       24X 
Flchf.  9O-OQO,  02/10/26,  8210270030. 


S2l(0a041?  Advl*e»   that  review  of  GPRJ    te*t*   u«ing   EPfil   ring 
letting!    indicates    »ati*factorg    valve    p»rformanc»   &  test 
parameters    bound   plant-*peeif  ic    conditions    (including 
bae*f>r»*sure>. 

tflM!LL,H.D.  General  Public  Utilities  -  CPU  Service  Corp. 
8TOt.ZfJ.F-  Optrating  Reactor*  Branch  4.  lp.  13888:340. 
FUhe:  90-2B?,  82/10/20,8211020419. 


_„,.„,-., 
B2/10/2B. 

24X 


8211090196  Forurard*   Amend   79    to  License    DPR-30  t>  notiee   of    issuance    fc 
•vailabllitu.  Amend   revise*    Figure  6-2    of  Tech    Bpec*    to 
incorporate   neu  plant   chemittrg   manager. 

arOLIjJ.  F.       Operating   Reactors    Branch    4.      82/10/28,       HUKILL,  H.  D, 
Oen*ra.l    Public    Utilities    -  OPU  Service   Corp,       2pp.       I59fi3;331?.       34X 
Fie*»:  30-S89,  82/10/28,  821  10501B6. 


—  821  105O192   Ailvises    of     iasua-nce    of    Am«  ni)    7"J     to    License    HPH-SO.  reviai  n|) 

Tech    Spec)    to    Incorporate    revised    Flgur*    6-2   re    neui   plant 

cheralstrg  manager. 

OOLDDERC,  J.  R.        HHC    -    Ma    Datailed    Affiliation    Given.        B2/1D/28 

EDLE8,0   J.i     BUCK,  J.  H.  ,     HOHL.C.M.        Atomic     Safety     and    Licensing 

Appedl    Panel.         5pp.         I  39A3-  34  1  .        34X    Ti  t  ho  :  5O-2H7,  B2/1O/3B, 

9311OS01B4. 

—  B21IO50197   Amend    79    to   License     DPR-5O,  revi  s  ing    Tech    Specs     to 

incorporate  revised    Figure   6-2   re    neu    plant    chemistry 

manager. 

0TOLZ.JF.  Operating   Reactors    Branch    -4.        BS/lQfZB-       4pp. 

15963:  346.  241C    Fiche:  3O-EB9,  32/10/20.031  1O5O1O6. 


availability     o*    Amend    79    to    Licens 
82/1-0/2B.       ap  p  . 


—  8211030200  Notice    of     intuanco 
DPR  -50. 

eTOLZiJ.F.       Operating   Reactors    Rranch    4. 
15963:350.        24X    Fiche:  SO-289.  92/10/20 

8211040241    Advite*    that    util    tui  1  1     submit    by    a3O331.mai    allowable    LOCA 
fcM/f  t    limits    supported    by    sup  pi  emen  tal    ECCS    anal  ijaJ  3 
incorporating    NUREO-0&30    c  ladd  i  ng.  SUB  I  I    t.   rupture    models. 
HUKILL.  H.D.        Oeneral    Public    Utilities    -    GPU    Service    Carp.        02/11/1)1. 
NOVAK,  T.        Aisistant    Director    for    Licensing-         lp.         15925:'024_        ;?4  K 
Ficne:  30-2B7,  BS/I  1  /O!  -  S21  1040241  . 

6311120500   Forwards    safeti]    evaluatio-n   &    technical    evaluation    f&pt 
of    purge    I-   vent    valva    operatility    li    override     of    containment 
purge    1  solati  on,  Ac  tion    necessary    to    re»olvt    purge    t>   vent 
valve    Dperabi  lity    concerns    lilted. 

BTOLZrJ.F.       Operattno    ReactorB,    Sranth    4.        92/11/O2.        HUKILL.  H.l>. 
flentral     Public    Utilities,    -   BPU    Set-vita    Carp.         5pp.        16065:   1A2          iJ4X 
FJChe:  50-239.  93/11/02,43311100500. 

—  0211130304  Safety    evaluation    re    purge    !•  vent    oporab  1  1  i  tu.  For  ty    B-inch 

butterfly    purge    valvfl    aperability    not    demonstrated    in    event 
of    LOCA. 

*  tlHC   -  No    Detailed    Affiliation   Oiven.        B2/11/O2.       5pp. 
16069:167,       2-1X    Fi  che:  30-289.  O2/1  1  /02.  B31  1  1  2O500. 

—  B21112O508  Safety    evaluation  sup-porting    Blectrical,  in!  trument  ation   fc 

control    deilgr,    aspatts    of    ovBtrido     at    containment    purge 
valve    itala  tion, 

*  NRC    -No    Ditailfrd    AffilJatian    Oiverv.         03/11/03         2pp. 
16063:172.       B4X   Fi  c  hn:  50-2B9-  03/  1  1  /O2,  B2I  1  IS050O. 

8211O90491    Trip    root    of  V  OiHn^ky    (•    E  Alibott    821101    site   visit. 
ABBOTT,  O.      Corarniss  loners.       03  /I  1/05.  Coramiaa  i  onors.        4pp. 

1600fl:23S.       24X    F(  c  ha:  30-23^.  G2/I  1  /OS.  821  1090491 

821U30&75   Discus*BS    ABLftO    recommendation    in    TMI-2   proceeding    re 
atrplane    crash    computations    t    effect     on    TMI  -1.  Li  cenaee 
agreed    to    license    condition    to    require    annual    reportino    of 
landing    4   tale  off    data    at    HarrUburg    airport. 

TROWflRIDOE.Q.  F.       Shau,    PUtman,     Potts    t.  TJ-OUJO  r  i  dgo.       TROWDR  IDOL.  0,  F. 
Oantral    Public    Utilities    -  GPU    Service    Carp.       03/11/05. 
EISelJHUT.D.  0.         Division    Of    Licensing.        Opo.          li.063:106.        24X 
Flche:  50-289,  82/1  1  /OS.  B2£  1  1  SO375. 

B311  100)118  Respond*    to  BZl  103    1  tr    agreelns    uJ/p  roceilure    for-    reporting 
large    aircraft   mDvementa    at   Harriiourg    Jntl    Airport  &    far 
updating    computation    of   aircraft    crash    prohadilitij   Util    must 
reouast   OL  ajnend    b<l    B3120i    to    add   re^ulrnmen  t*. 

EISEHHUT.D  0,       Division,   of    Licensing.       B2/11/QB.        TROWQRIDGE-  0.  I-. 
Shiuj,     Pittman,    Potts    fc  Trowbridao,       TROUDRIDOE,  G.  F.       -Oeneral    Public 
Utilitiei   -   OPU   Sarvice   Corp.        lp.        16022:125.       StX 
FlchO:50-2B?,  02/11/08,0211100143. 

—  8211100133  Atfviin    that   utll    agree*    to    license   condition    ro    ropnrting 
large   aircraft    movements    at   Harrlsburg    Intl    Airport    S. 
updating   lomputat  ic-n   of    aircraft    crash    probability. 
TTROWaRIuQC,  0.  F.       Bhauff     Plttman-    Cott*    t   Trouibr  idge, 
TROHflRIDSE,  0,  F.       General    Public    Utilities    -  GPU  Service    Corp. 
B2/11/05,        EISGNHUr-D-C.        Oivt»ion    of    Licensing.        3pp.         1A022:  126. 
S4X    Fiehe:50-2B1?,  32/11/09-0211100148, 

02112403SI    Formard;*    laPttty    evaluation    of    utll    DE0802   proposed    solution 
to    problem  of    main    steam    line    rupture    detection    ays 
Isolating   emergentv    feerfuattr    flow   in    event    of    failure. 
Proposed    iolution   acceptable  &   AELB    condi  t  i  on    satiif  lad 
BTOLZ.J.F.      Operating   B<actors    Dranch    4.       GS/ll/lO.       HUH  ILL.  H.  D 
Oen«r»l    Publl*    Utilities    -  OPU  Service    Corp.       6pp.       16231:333.        ^ox 
Fieh  e  :  50-2S9.  02/1  1  /  to,  821  IS40391  . 

6211160047  Oaneric    Ltr   0S-2A    to    pouer    reactor     licensees    (except    Fort   St 
vrain)    re  NUREO-0744»R«vi*ion    I.     "Pr«s»ure    Vo.sel    Matl 
Fr*ctur«   Touohnets."   Forwards    NUREQ-0744-RevUian    1,  H/o 

EISEWHUT-  D.  fl.       Division    at    Liceniino.       S2/1I/12.  Consolidfltcil 

Edison    Co.    of    New  York,     In(.       32>p.        16232:  E13,       24X 
Fie  he:  50-000,  92/  1  1  /12,  821  i  loOO47. 
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aaiU9037l    Approves    B20H2O    T.qo«t    for    uithhalding    'TM1-1    Steam 

?;:r^H^^ra"it'  e->-*'^  '»-  p.«i.I-««!«uSM" 

STOLZ,  J.  F.        Operating    Ro»ctors    Dranch    4.        03/11/12        HUKTii     u    n 

"""'"  "-•  <••   ''•»  »" 


03/11/16.6211330498. 


opder  also  «"c 


^^  ..... 


"F"lur- 


Fich.;SO-000,e=/IO/22.820B19023*. 


s.  Vr's' 

B20ai9024Q. 


82031*0353    IE    Info   N»tlc.   B2-45,     "PWR  Low  Temp 
Protection."    Svc    lift   end.  P 


B20B1TO253. 


r«latBd    correspondonc. 


tnlij    operating    rept   for   Auj    1991 
Itan    Erfiion    Co.        01/09/16,        HCDOJJALD, 
ind   ProDram  Analyiif.        ip 
6211040305. 


ing   Ptpt    for   Aug    i,Bl. 


BJHM0310  MonthlV    o 

iCLM'.    M"troP°lttan   Ediion   Co.        61/09/15.        tpp 
ich.:SO-2S7.  81/09/16,0311040309. 


,UWTV 


SSa*Moil*ll« 


for   S.pt    1901. 


. 

-OPU   e.pvl«   Corp.       01/11/13 

- 


:ic^e:  50-OOQ,  93/O9/1A,  H20H190220. 


19930;  001.        24jj 


control 


"  " 


32M090423. 


"••""* 


i"a   rBpt   for   Oct    19B1. 

C0'       *     t"m'ri'1 


for    3opt    1983. 


19B2. 


P.     02/10/15, 


u  . 

in  .;«    aeneral    Public  UtilUi.a   -  OPU  Service 

Up,.       16038:309.       S4X  F(«b.:  50-2B9,  02/1  O/ll." 


Corp.        Ha/lfl» 


. 
(ch«:50-E09,  02/10/25,621  12900A9 


««thl|(    op.ratlns    rept   for   Oct    1988. 
MV;,1'*  U*"**'"   -  OP"   Bervice   Corp.       «/ll/». 
f   *      «  Btiource  rtan*gtMnt,    Dlp.ctor.        lp. 
iche:SO-SS9,82/ll/lS,B211190iB6. 


'"!  »Pb   for   Ocfc   19BZ 

1^  Utilltl"   "  CPU  Service   Corp,       BSA1/I3. 
Fichi:  50-299,  02/1  1/15,  021  1  1901B6. 


LERl 


""-d*   LER  82-01  1/79X-0. 
nr*Ipu' 


Ff  Che:  80-289,82/10/38,0211060066. 


.      n..,  ---    ~  <"*U   S«rvic*   Corp. 

n    I.    Office   of   Director.       lp  ~ 

rOO      O^f   in/nnr   y  ~ 


DOCKETED  ITEMS 


165 


--e2MD60Q79  LEU  02-01 1  /99X-0:  on   B20B11    b  31,Wylo   Labi    reported    severely 
corroded   &    pitted    condition    of    listed   PQRV   parti   received 
tat    refurbi  shment.  Cause    not    d  etermi  nod.  In  vestigation 
continuing.  Long-term  corrective   actions    forthcoming. 
5TEPHENBQN,  C,  J.       Ooneral    Public    Utilities    -  QPU  Service  Cor  p. 
02/IO/2B.  Region    1.     Office     of    Director.        3pp.        15931:119.        24X 

FLeha:  30-309,  B2/1O/23,  0211060066, 


8211040379   Generic    Ltr   82-25    to   all    pouer    reactor    licensees    re 
integrated    IAEA    eiercise     for    physical     inventory    at   LWRi    Aim 
commitment    to     participate     in    eiercise     i»    voluntary    t    any 
util    that    participates    will    be    reimbursed.  Svc    list    encl. 
EISENHUT.  D.  0.        Division    of    Licensing.        B2/I1/03.  Consolidated 

Ediion   Co.     of    tttia    York,     Inc.        llpp.        16019:001.        24X 
Ftc he:  50-000,  82/11/03,021  1O40379 


B21106013B  PN-Q-J  -02-069;  on   031030,  utll    press    conference    held   re    status 
ttt    iti-am   generator    repairs    &    technical    repair   process. 
Kinetic    expansion   of    first    1  1  1    roius    in   Q    nncn-through    steam 
generator    performed    on   821023. 

YQWW.F   i    CDNTE,R,  <    KEIMIOiR.       Roglon    \,    Office    of   Director. 
G2YSQ/E9.       lp.       15991:  130.       24X    Fie  he;  50-209,  B3/  1  0/29,  B21  1060  130. 

BUMBQ313  Forwards   LEO   OH-OI4/03L-0. 

HUtmt-ill   0.        General    Public   Utilities    -  OPU   Bervicc   Corp.      B2/11/04, 
HAVNGS.R.C.        Real""    ll    Ottlct    of    Director.        lp.       16141:137.       24X 
Flthe:  50-299.  02/11/04,0211100313. 

—  B2111B031d  LEU   02-01  4/O3L-0:  on    H21003,  p  lant    personnel    identified 
dafettlve    fire   barrier    penetration    aval.  EH  licone    foam   teal 
mat]    separated    from   odgns    of    harrier    after   curing.  Fire  watch 
pelted    Si   tire   burr  lor    penntrat  ion    seal    repaired. 
BTEPHENSQN,  C   J.       Oonoral    Public    Utilities    -  CPU  Service  Corn. 
&3/II/01,  Huplon    1,     Office    of    Director.       3pp,       16141:133.       24X 

FUfc»;  90-239,02/11/04,6211100313, 

T.     Hearing    transcripts    pn    non-nnt  i  trust    matters 

e2flQBOL90  Unofficial    transcript    of  O21014   public    affirmation/ 
dtscu»»ion    suasion    in   Mash  [iijton,  DC    re    SECV-02-3B9. 
1-en-ueit  ing    order   addrm'lng    issues    for   restart    proceedings. 

•  P    CtHimilillctnvri.       03/10/14.       14pp.        15973;  210.       24X 
Flchtr  30-209,02/10/14,  021  1000190. 

0311170124  Unofficial    transcript    of    021109  public    meeting    in 
Itarrimburg,  Prt   re   restart.  Pp    i-120.  Supporting    documentation 


ni.i«  toners.       R2/I1/09.       143pp. 

:  so-aav,  02/1  i/ov,  821  1  170124. 


16146:242.       24X 


8211170334   Unofficial    transcript    of   B31101?  public    meeting    in 
Hirrliburji  PA    for    oral    presonta  t  iona    on  rostnrt.Pp    1-171. 
Bupportini)    documentation    oiicl. 

«      Cenmi  11  inner.,       Oa/ll/09.       IQSpp.        16129:040.       24X 
Flcfte:  50-209,  02/1  1/09,  B21  1  170294. 


E»nminat  lono 


9310130019  Oenovic   Ltr   sa-lB    to   all    power   reactor    applicants 
llctnsBB*    ru    rpaetor    operntor   *    senior    reactor   operator 
TequaHFicaUon    e>ams.  Advi«BB    that    exam*    begin   at    facility 


•Efli.or,  Co.     of    Neu  York,     Inc.       19pp. 
Flehe:  30-000,  B2/10/  12-  0210130019. 


02/10/.2. 
16002:234. 


24X 


Con.oUdated 


DOCKET   80-293  PILOR1M  NUCLEAR  POUER_8TATION^UNIT^1 

F.    9*eurlti(,    medical,     amoraoncy    «.    Pire    Pro*«^^_P^' 

B21004006Q  O.n.ric   Ltr   02-17    to    all    P™?  V'""1*"1'""""'"   * 
applUant.   h    holders    of   CPi   ra    inconsistency    *»*«"".  . 

r.qulTemenfcs    of    IOCFR50.  94IU    t,   STB    for   performing    audit*   of 
«merQ«n<Mj    prejiarednass    proorami.  Bye    list   «""•  consolidated 

EIBBNHin-:D"o.       Divi.ion   of   Lic.n.ln«.       ^^/Ol.  Consolidated 

Ed  lion    Co.     of    NBI»   York,     Inc.        llpp.        16003.200.        S4X 
F  leli«:  90-000,  02/10/01,  B310040O6B. 

KJOW0019  C.n.rU   Ltr  B2-21    to   ^^""""".ti^IiSm"  "'  "UCl 
pflH>r    reactor,   r.   Tech    Spec,    for    fir.    protection    aud    t». 
Fc-rM.rd.    guidance    diicus.lng   S.n.ral    .cope    fc   d-.cribing 
•  l».r.t«    t.  be   included    in   •utfU.Bve    liy  JJ^  Con.olid.ted 

EJflEMHUT.  D.  0.       Division    of  Licensing.       BU  to/Oh.  ^anl 

Edl.on  Co.     of    Neu,  York,     Inc.       19pp.       15793;  33fJ.       24X 
Fic)i>:SO-000,Sa/  10/06-  B210070019. 

BaiOiniOB   Om.rlc    Ltr   02-23   to    all    »»«!«*  ^Ij""^1" 
lneon.I,t.ncy    b.tu.en   retirements    c-f    1«™™'":!'    ,      ' 
lor    p.rformlno    audits    of    iaf«flu-rds    contingency    plan. 

pl*n),6vc    H«t    enel.  aiQ/30  Consolidate^ 

*"J°' 


,  . 

EIBENHUT.D.O.       Division    of   Uc>i»**n»:  . 
EdUon  Co.     of    New  York,     Inc.       flpp- 
Fteha:  50-000,  82/10/30.  0210290103. 


24X 
24X 


B211290492   Forwards    SALP    rept    for    Sept    1981-June    1983 
HAYNES.R.C.        Rea'on    '•     Oen^t    of    Director.        B3/11/I6 
HARBINOroN,  W,  D.        Boston    Edison   Co.        4pp.        16226.  2BO        241 
Fi  che:  50-293,  H2X1  1  /16,  931  12?0492 

—8211290510  SALP    rept    for    Sept    1931-June    1963   Addl    attention   warranted 
in    areas   of     dai)-to-dai|    plant    operations   t,    fire    protection/ 
pr«venti  on    activities.  ,    _„.        .,,„ 

«      Reslon    1,     Office   of    Director.       92/00/12.       43pp.        16326:331.        J4K 
Fiche:  50-293,  B2/11/14,.  82  1  1290492. 

—  B21129056B   Disttuses    BALP    conducted    on   B20B12.  Meetins    scheduled    for 
B20901     to    discuss    aisesiment.  Ac  tions    taken    to    correct 
plant   operations  t   fire    protection/housekeeping    deficiencies 
should    be    cc-ninunicatoa-    within   20   days    of    meeting.  oa/nn/io 

STAROSTECKI,  R,       Division    at  Project   *  Resident   Programs.       B3/un/w. 

HARRIMGTGN.  W.  D.        Boston   Edison   Co.        lp.        16326    326        34X 
Fiche:  SO-293,  H2/1  1/1A.  B211290492. 

8211290469   Forunrds    IE   Safeguardi     Insp    Rept    SO-393/B2-2i   on   630^13-16 
No    noncompliance    noted. 

MARTIN.T.T.       Division    of   Engineering    fr.  Technical    P"9"«- 
HARSINOTON.M.  D.        Qoators    Edison    Co.        2pp.        16219:dlS        21 
Fiche:  SO-293,  62/11/24,8211290469. 

-0211290431    IE    Safeguards     Imp    Rept    50-293/32-26   on   030913-16.  No 
noncoropliance    noted.  Ma  jor   areas    inspected  :  secun  ty    plaTi. 
locki.keus     &    c  ambinatiorvs   !.    security    sys    pnuer    supply. 
Security   details   deleted    (ref    10CFR73.  21  1  D,n 


K.    Utility   Final    Safety   Anaysis 


9211290667   Forwards    Amend     1     to   updated    FBAH,  r  ef  Uct  ing    change* 


.B«.»-CS        «/„/« 
Nuclear   Reactor   Regulation,    Director.       lp. 
Fiche:  30-293,  32/11/09,3211290667. 


Office    of 
21X 


-0211290677   Amend     1    to    updated    FSAR.  Twenty-three    aperture    cards 

:MBi:UnE2l»nCo.        B2/10/31.       247pp.        16222:  ,21.       24X 
Fiche:  50-293,  82/1  1/09,  821  1290667. 


P.    Operating    license   stage 


EISENHUT,-.  „. 

Ediion  Co.    of    Meu  York,     Inc.       I5pp. 

Fiche;  50-0004  B2/09/20,  8209310027. 


9208290117  FQIA   r^est    for   «RC  P»J*«»«:«    J    'l^i..'11"1* 

.%r,r'itt:^ 

Division    of    Rules   and   Records.       lp        16092.  34B. 
Fiche:  50-293,  B2/09/23,  920  02901  17. 


reactor  shutdown  f  or  al  1  6"»*«-   _    .  a   Q2/iO/01.   HOHIS1.A.V. 

r-'s"'  ?ssi^*a"ss^,.h.=ao-»a.  02/10/01, 


B21  1030  11  4. 


Boston   Ellison    Co. 
021 1 0304  IS. 


fl3li.60010  Partial 


1S940:  154. 


a.        16122:096. 


MORIBI.A.  V. 
lche:50-293,  02/10/01, 


BUR   design 


HflFNER,  B. 
e;90-  000,  82/10/04. 


9311160010. 


DOCKETED  ITEMS 


'4190039  Discusi.s    propond    recommendation,    for    improving    reHa 

f    open    eye],    tvc    u«ttr    i<ji.  Asi  Utane*   rtqueited    to 

stabllsh    ilgnlficanc.    of  jottntial    safety   coivc.rn  of    we 

•  tir    >yi    fouling. 

IBENHUT.D    0.        Division    at   Licencing.        62/03/19.       HANAUER.S.H 

»vi*    on   o*    SUit.ms    Integration    (pout  8)10051.       4pp.        J61SS-340 

4X    Ftche;  30-000,  B3/10/Q4.  B2I  1 16001  0. 


4190041    "Study    on   Svc    Mater    Bg,   Fouling    " 

Operjtinj    Jleattor.    Atsesiment    Branch.        B2/02/5B 
il22:343.         24X   Fiche:  50-000,  B2X 10/04,  B31  1160010 


23pp. 


3130124    "Ensln,.  Tins   Evaluation  of    Salt    Sv<r  Hat.r    Sy,   Flou   Bl 
SnujT""1    KUCl"T    POW*r    Stfltian    fiV    Blue    Mutt,],     (KvtiJui 

I'JSS1^1        NBC    ~    M°   Dtt*il<">    Affiliation    Civsn,        B2/03/3I          1 
=,123:0.16.        E4JC   Fi  c  her  30-000,  &2/I  0/04,  B21  1  1  60010.        <"UJ/J1< 


aT'"-  0          ttn"    KPR-3S   *    ""tlet    of 

clarifi,,    conditions    for    containment 


.atiati   valve 


tion,     to 
operab  IB, 


**n     if    containment     iiolat  ion   v«lv. 

"'Jt'rV'    R"»t°™    Br-neh    2.       B3/10/2I.       4pp. 
!che.  50-293,  82/JO/21,  B21  1O50092. 


050097    HBtitt    of     i»u««    t    .v.il.bilitv    OP   flB,nd    6a 

SSALLD.O.  u.        Operati.nj    Reat  tor«    Branch    2.        82/10/21 
?65:017.        24X    Fi  ch.r  50-293,  02/10/21  .  B21  IO50093 


to   Llt,nlB 


5442  flppllejtlon  to  Jmend  Licenm.  DPH-33  Tfch  Setci  rifl 
ifl.lliHi*  «  fcitj.,  m  SBcti0n&.o.  -Aimlnl.tMtlv"  rifl 
-o  i  th  " 

rWrON.W    D.        Bomton    Ediion    Cc-.        92/10/25.        WSSALLO,  D   B 
itlnj    fieacton    Branch    2.        5pp.        1SS97075         2flX 
JJ  30-293,  B2/  I  0/35,  B21  1020442 


Tech    Spec    changes    to   Section  4.0. 


120452  FT  01 
itrols.  " 

!!l'S^nJ;l'ii0n    CD'        S3/10/2S.        10pp.        15667-030 
h  ( :  50-293,  as/  I  0/35,  321 1020442. 


i  strat  ive 


0»  O.n.ru    Ltr   S2-20    to    .11    poloer  r«etor    lie.r,..,,. 
•>•*    t  applicant*    for    CP   re    guidance   for    im.  lenient!™ 
uJ^Far^arrf,    NUREO-09O6.  NUREO    to    b.    „„,,    J,^";* 
re    until    Beg    Ouldo    1.70  r.vHed.  Svc    li.t   end 

n    £,       «'•    »DiVi11?'1    ?*    U"nai"3-        S3/IO/2A.  Conjol 

«S    ;»S       HBUI   Vt"'kl     lnc'        9CP-        15993:593.        24X 
:  30-000,  62/10/26,821026000-3. 


ning    it,  am  generator    tuba 


:  30-000,  32/10/34.3210270030 


S2I10WI20   Hotifi..    of    .««ptlon    from   f«.   requir.m.nt.   for    dil.tl.n 
of   nonr-dio   osic.l    a,u.tic    nmitino    condition.    f'roperltUn 
S   oth.r   «nmlt0rlr.B    requlr.m.nt.    p.r    10CFR170.  11  (b).  Li.t    of 
Ippl  leal  lo-n»    t,    paei    tncl. 
MILLER,  WO.        Lie-in.  >    Ft.    Minag.niBnt    Branch. 


i>..ult,   for 


fPOSdl    t0/°1A  r^u"t    fdr    Pr- 
S«n  IS?        1  r««top  .ccid.nt    coni.quen 

facilities  Ctocumfnti   ulthhild    per   B  Scott 
FELTOM.J.M         Division    of   Rul*i    and    Records.        82/11/03 

??*;*ei!!f™t    PufiUc    Int"»t   RH.earch    Group.       Ip 
Ffc^«:^0-29^,  BB/11/03,B311I50097. 


»13M10B  Forward,    Am^nd  63   to   Lic.n.,   DPfi-33,  .afetg    .valuation 
notlc.    o*    i,,uanc*   (,  avadafciJity.Am.nd   revis.s    TBch   Spec" 

:^s^:..i^1:c%:rJ!:«!::;1:<t:.BBr"tlDn*  .....  '"!:"- 


GCCLESTON,  K.  T.       Operating   R.flctora    Branch    2. 


^n      »iUt         t0,Li"n"    CPR-35-r.vi.lng    T.ch  flp.c.    la   Pr0,t< 
limiting    conditions    for    operation  &   survolllance 
r.nuirmnenti    for    icram   ditcharge   vent 

^7L^kD'B^«D^rfU^^flCtor'   Dranch    2'       M/H/10.       10PP 
16297.324.         24X    Fiche:  50-293,  B3/1  1  /  10,  B21  1300IOB. 

B211300I13  gafetu    evaluation  supporting   Amend    65   to  Llc.i...   DPH-35. 

»*v    I?  **'?*"*    "•B"1""""'     Director.       02/11/10,       3p 
4,         B4X    Ficho:  50-293.  82/1  1  /10,  B21  1300109. 


B2DPR-3515 


'"""" 


R"cto"   ^ncl,    2.       82/11/10. 
0-293,  B2/11  /10,  B31  130010B, 


*«nd  65    t.  LIctn,. 
ff>p  . 


«n"l    Svc     Ii"thBncl' 


n, 
,  Revi  *iOI,    i,     "Pr»*sum    Vessel    Mall 

44,  Revision    1,  W/o 


.  - 

lche;  50-000.  aa/1  1/12,821  1160047. 


16232:212.        34X 


B2I1190157    Documents    commitment  mod    re    tying     in   reactor   protective 
*y    pou.r    supply    protective  circuitry    during    outago  One 
cirtuit     tied     in    to    alternate   supply    ,ys    during    Q2100B 
^SrS',?"^    m?rltai'Bd    to   *••*    1"ign  reliability. 
'  B 


Region  1,  Office  of  Director 
-D-  B-»*-  "ison  Co.  4pr' 
,  B2/1  1/ifi,  B31  1290492. 


bility. 
VASBALLO.D.B. 


1982, 


24X 


-B2I1290510   SALP    rept    for   Sept    I9Bl-June    1982.  Addl    attention    us 


rtORlSI.Atf 


Pf 

I    definition    at    Urm  op*rablt. 

],D.  0.       Op*ratino    Realtors   Branch   2.       B2/10/2B 

:dUon    Co.        3pp.         16067:130.        2«   Fi  che:  50-3931 


Am.na   Afl    to  Lictni.    DPR-33,  modifying   T«ch  Sc.t,    to 
»'Veta"'tl    -»"»l*Jw   «*    tBrm  opVabI.          P 
D.  B.       Qperatins-   Reactor*    Branch    3.       B3/lo/2a        3OD 
.       24X   Fieh.:  30-393.  aa/IO/28,  Bail  130110  P' 


2fl  Woticr    Of 


of 


Bl,    °E'"*inS    "•«'""•'    Branch    2.        63/10/28 
S4JT  Fiche:SO-293,e2/IO/Ha,B21H30I10 


tffl   L 

2nn 


--_I'"P*e**0n    r»°-Drta'     IE  Bull.  tins  t,   correspondence 

6308190220    IE    Info   Notice  92-37,     "Crackin9    in    Upper   Shell    to 
PHR"  Evcnuj2"e^cl  °f  8team  0en8ratD1'   at  Of">">tlng 


"    of  En»ln»"in9   fc  Quality    Assurance.       B2/O9/I6. 

1  In-  I03pp- 


62p^!?f?  iE    '?PD   "oti"   aa-M.R.vl.ion    1,     "Held,    in  M.i*  Control 
Panals.       Svc     lut    tncl. 

rlri^    ?i-i*lon   Sf  E"9i««erinB    <•  Quality  Assurance,       BS/09/I7. 


a  LInr°nN'l?i"  BJKW<    "8VI   D.gr-d.tion  o*  Thick   WaH 

Bvc    H.T,n    1*      R*tirculation  5y.  Piping  at    BWR   Plant." 

JOMAN.E  L        Division  of   Engineering    i  Quality   Assuranc..       93/09/31. 
" 


IE    Inf0   Notice   82-38,     "Change    In   Format   fc  Di.tr  i  but  I  en  Ggi 

a  S  ittiEJ'Cl^cul*ri  *  Info  Notlc"'"   Sve   list  encl. 

O.R.C.       Director's   Office.    Office  of    Inspection   and 
Enforcement         fl.a/09/22.  Consolidated  Edi  son   Co,     of  N.LI  York,    :«c. 

IlOpp,       16018:021.       S4X  Fiche:  30-000,  B2/09/S2,  B208190223, 


DOCKETED  ITEMS 


157 


a20ai«=32    IE    Info   Notice   BS-AO,     "Deficiencies    in  Primary   Containment 
EUttric,*!    Penetratinn  Assemblies."   Bvc    list    encl.  ,no,o:> 

JDRDAM.E  L  Division  of  Engineering  fc  Quality  Assurance.  83/09/32. 
^oniolld.t.d  Edison  Cc,  ofN^Yark,  In,.  112pp.  19930:019.  24X 
Ft  cN*:  80-000,  82X09/23,  0208190232. 

B5111B0239   Bupplt   320306  response    to  noncomp  1  iance   noted    in   Him    1    of 
IE    Snip    R»pt     50-293/81-24.  Deadline    of    820331     for    rtvi.ina 
int    request*    Si    training    personnel    not   met.  Compli  anc» 

"AROBTCCKI,  R. 
16140:286.      21  X 


ton  Edison    Co.       82/10/12. 

Division   of   Project   !<  Resident    Programs.       IP. 
Fichi;  50-293.02/10/13,8211180239. 


&aOBl<?0239   IE    Info    Notice   82-41,     "Failure   of    Baf.tV/Rel  Iff  Valves    to 


Fl  eh*:  30-000,  62/10/22.8208190239. 

6211060246  Provide"    follauup    info    to    IE   Bulletin  BO-I7,Suppl  3, 
Temporary   Procedure    TP-BO-74,     "Determination   of   UeaH, 
Cantrol   flod    Drive    Scram  Outlet   Valves,  "    initiated    to  meet 


&21  1060246, 

S3111B0317   Suinraariiei   Region    i    B21005  mgt  meeting   re    development    *. 
implantation   of    util    performance    improvement  P™gr*«.         __.lo/a- 
STAROSTECKI.R.        Division    of   Project    (,    Re.  i  d  ent   Pr°a"n,i  .       83/1O/39. 
HAHRHJOTQN,  W.  D.         Boston    Edison    Co.        5pp.        16141:  1VO.        «!** 
Fich*:  50-293,  93/10/29,8211180317. 

B2U1S0197  Notification   of    821117    significant    licensee   meeting    ui/uti  1 
t-n  Pljnc-uth.  MA    to    discus*    performance    improvement    program, 
nSAaBERT   F          R»9°on    1.     Office    of    Director.       02/11/04.  Fl^ion     1. 

Qmcfof   bir^to?        IP         14067:331.       24X   Fiche:  90-293, 
3211120197. 


B211290660  Suppli   BOOoa?  retponse    to    IE    Bulletin  80-OA   re    HPCI 

auiiliary    oil    pump.  Mod    to    pump    circuit    not  necessary    since 

contact    autom*ticall«    shuts   douin   pump    once  turfiine    shaft- 
driven    oil    pump    deliver!    rated    pressure. 

MORiai-A    V         PQ.ton    Ediion    Co.        02/11/13.  HAVNES.H.C.         Region    J. 

5??!"    *>    blr!""          2PP.        1«23:03B.        24X  Fict,  .:  9O-293,  B2/1  I  /IS, 
611 1290640. 

B2081902ie    IE    Info   No-tice    82-43,     "Deficiencies    in    LWR    Air    Filtration/ 
Ventilation   S«i.  "    Svc    list   «ncl. 
JQRDAN.e.L.        Division    of    Enjineering    *   Qu.l  it^    A..«r.ne  t 

Con«olidated   Ediion    CD.     ofNeurork,     Inc.         Hipp.        1A171. 
Fiche:  flO-OOO,  02/1 1  / 16,  32051-70340 


82112904^3   Foi-uarilS    8ALP    rept    Par    Sept     19D!-June    19B2. 
HAVNES.R.C.       Region    1,    Office    of    Director.        B2/11/16. 
HARRINGTON,  W.  D.       Boston   Edison    Co.       4pp.       16236:200 
Fiche; 30-293,82/11/16,8211290492. 


24X 


-6311290510    3ALP    rept    for    Sept     1981-June     1982.  Addl     attention    warranted 
in   areas    of    day-to-day    plant    opera tions    S.    fir«    protection/ 


r«:gionn.rDrfccf    Director.        82/OB/.2- 
Fithe:  30-293,  BS/1  1/16,6211290492. 


«pp. 


-8311290569   Discusses    SALP    conducted     on    9300  12.  Meeting     schedul 
B2Q701    to    ditcum    asies  sment.  Act  i  ons    taken    to    correct 
Blan,t    operations    i    fire    protec  t  i  o.n/n  ouse  k  eep  i  ng    defic.encie 
should    6e   communicated    within   3O   days   o-    Beting. 
BTASOBTECKI.H.        Division    of    Project    !.   Re  s  id.n  fc    P"''1.^. 
HARRINQTON,W.  D.        Doiton   Edison    Co.         lp.         16336'  324.         2 
Fiche:  50-293,  S2/  1  1  /  16,  8S1  IS9O192. 


6211290534   Foruardi    reipansei    6    comments    to     SALP    I-BVLBUI,  per 
mneting,  Increased    training    programs    for    personnel    uii  I  1 
provide   acceptable   mechanism    to    improve    ability    to   meet 
nresunt    &    future    needs    I,    tttC     concerns. 

HwSmeTtW.  H.  D.  Boston  Edis«n  Co.  83/09/20.  ^TARnBTECK 
Division  of  Project  *.  Residant  Programs.  Opp.  1&226.  327 
Ficha:  50-393.  82/1  1/li.  82  11390492. 


H3O901 


eaiilB0293  Ack    i-ocelpt    of   B2040B    1  tr    informing   NRC    of    steps   tak.n    to 
eorrect   vjt-latlc-ns   noted    in    IE    Insp    Rept   5O-293/81-21. 
Item  A   determined    not   recurrent.  aajitJ\ti 

HAHTtW.T.T.       Division   of    Engineering    t,   Technics      Progr*™.       H^/11'iw. 

HARR1NOTOM,  H,  D.       Boston   Edison    Co,       2pp.        16141.228.       24X 
Fiche:  50-293,  B2/1 1/10,  821 1 1B0293. 

--8211IB3302  Responds    to  Nile    620309   Itr    re   violations    noted    in    IE    Insp 
Rept    80-293/81-21.  Item  A    inappropriately    classified    as 

HARRINGTON.  O"D'..       Boston    Edison  Co.       B3/04/08.       MARTIN,  T.  T 
Division   of    Engineering    4   Technical    Programs.       4pp.       16141.  rfJo. 
24X   Fit  he:  50-393,82/11/10,8211180293. 

5211290414   Forwards    IE   Insp    Rept    50-293/82-54    on  B20907-101B  &    notice 

sUosrECKI?R.        Division    of  Project   J.   n"id""*  P"B.raln^,,  H2/ll/la' 
HAHR1W3TON.H,  D.        Boston    Edison    Co.        2pp.        16219. 02S.        24X 
Flcfiei  30-293,  92/11/12,8211290414. 

—  B211290422   Notice   of   deviation    from    insp    on   B209O7-101B. 

*     Division    op  Project   t-   Resident   Programs.      83/11/13.       lp. 
16219:027.         24X   Flche:  50-293,  82/1 1 /12,  B21  1290414. 

—  8211390-119    IE    Insp   Rept    50-293/62-84    on  B2Q907-1  01B.  Noncomp  1  i  ance 

notedi failure    to   revise    procedures    for  radioactive 


EICHENHDLZ,  H.  ,   DRIQOB.L. 

R.lldent    Programs.      83/11/09.       llpp. 
FUhe:  50-293,  82/11/12.  8211290414. 


Division  of  Proj 

16219:028.       24X 


9209190253    IE    Info    Notice    83-43.      "PWR    l-ou   Ten,?    Overpressure 
Protection."    Eve    list    and, 
JOrtDAN.E.L.       Division    of    Engineering    !.    &ual  i  ty    A.aurance 

Cons-.lid.tert    Ed t. o-i.  Co.     of   New   York.     Inc.        93PP         1623E. 
Fiche  :  50-000,  B2/1 1/19. B2081TO253. 


B2/11/19. 
39H.        i24X 


6211290169    Foru-ardB     IE    B*f.gu»d»     *"*?    «•»*    SO-293/E2-26    on    B2O913-16 
No   noncomp  1  ia  nc  e   noted. 

MARTIN,  T.T.       Olvl.ion    of    Enoineerlng    i  Technical    P'«9r-«.. 
HARRrNOTON^W.  0.        Boston    Edison    Co.        2pp.         16219.015.         SIX 
Flche:  50-293.  93/11/24,0211290469. 

-B2112904B1    IE    Safeguard.    Insp    Rept    50-293/B2-2(.   on    820<713-J6.  Nfl 
noncompliance   notad.  Major    *reas    inspected:  securi  ty    plan. 
locks,  key*    i<   combinations    t.   security    sya    power    suppJij. 


82/11/23          4pp 


. 
16219:017.         B4X    Fiche  :  5O-393.  82/1  1  /24, 


Periodic    qperatlng    rBports    fa  ralated 


8211020264. 


—3211020276  Monthlil    operating    rept    for    Aug 
WHITNEY,fl.O.       Boston  Edison    Co.       82/09/13 
Fiehe;  5O-393, B2/09/1S,  B21 1O202A4. 


7pp.         15882:257.        24X 


E2imoi3S   H*.fondi    to  821020  ttlcon   concern    ng    Info   re    ins 
,,d.    FUHef   Requests   7  k   210.  Util   uithdrauing    r-lief 
r*qu«st   re  visual    insp   of   pressure  rstaining  melds   in  pum 


inservice    Imp 


B2U19013B. 

8311330394  Ac  k    receipt   of    B21026    Itr    inf  ""i""    ««    °*    '*tp> 
correct    viol»tions   noted    In    IE    Insp    Rept   50-293/82-22. 
SFARDSTECHI-R.       Division    of   Project    &   " 
KAS.SIHO'TnN,  W.  D.       Boston   Edison   Co.       lp. 
Flche:  90-893,  B3/1  1/13.  8311230394. 


__.,,,/,- 
Ba/11/IB" 


--B21I2304W  Responds    to   NRC    620928    Itr    re  violation*   noted    in    IE    Insp 
Rcot    50-293/02-22.  Corrective    actions:Tech    Specs    trainino 
proarM*   dBV.  loped,  scram    rept    description    revUed    t   drgu,.U- 
ta-toru.    vacuum   breaker    operablli  ty    *"J    P"f  "S^BnRTFCKI    R 
HAHRINOTON,  M.  D.       Boston   Edison  Co.       82/10/26.       8TAR08  TECK  I,  R. 
Bivliion   of    Project   &  Resident  Programs.       4pp.       16185.  08O.        24* 
Fieh*:50-293,  83/11/13,9211230394. 


B21tllOaB6  Monthly    operating    repb   f  or    Sep  J    11?B=- 
MHITNEV,0-0.       flostorv  Edison   Co.       83/10/10,       6pp. 
Fiche:  50-293,  82/10/12,921  11  10283- 


.^M         34v 
.  36-1.       H4X 


8211290393    "Marine    Ecolooy   Studies    r*    Operation   of    Pll|rlo>   Station, 

Jan-Juna    1932."    Son  i  annua  1    Rept    20.  MIWIFI         fls/lO/31 

aCOTTa[4,L.N.       Doston    Ed  i  >on    Co.       HUC3-E1,       83/1O/J1, 
SOO        24XFl=h.;  50-293,  B2/10/31.  6211290393. 
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« 


«        R-tictor   Qppration 

?;^^ooo,e^jB:S2f?o[oo,  «"•  »•«'«>."«« 


Branch.       B3/06/1S 


6211010164. 


.«.       "«fli0n   J, 
:  50-29-3.82/10/31, 


o™"-<i«   LEfl    S2-043/03L-0 

«r!c° 
S2IIQ40126. 

--SBI  10-40141    LER    B2-0«3/03L-0 


-293,  H2/10/27. 


--0-on    B30930    ,(.,„)„. 

!-!»«.„     u.t    ,OP    ..tor    ",r™d    «Ki    JaSraS'^??':    t"t 
iwtton   valv«.C4oi«d    bu    stlcka   ™t*r^      la°':35  ficfc   *""* 
fi.l.V    elwn.d.vilw.   tuc  lij   \,  *t  C!"*?  f  *!   °"   motor   tontroll.P. 
MHl  THEY.  0.0         Do.ton   E  liltcl         S=      0  27    *   «huld«n    ,n^d. 
««".r.        ip.       ,5«,:0».      ^P?^;° 


B21  1060144. 
B2MOSOIS8 


,33/10/27, 


Qffite    of    DlT»cloT 
S2II 060393. 


8211060399   LER    82- 

K£">"d*.;;:: 

AO-MM 


.gion|, 


d  Ur  L  n  .    „„• 
™       "T'  O 


B31  1040351. 


,  82/10/29, 


LtB    Ba-044/03L-0-on 

::,:;;-:;:;,'-: 
".:*£:sla!:." 

„, 


ssoi-3  dU( 


,32/11/02, 


8211130129  Forward*   LER   B2-047/03L-0 

Sm^^^r1  E;r 

H2I1130129.  P 


nt.LAifUHLl 


H.  J.       Qnaton  Edison   Co 

on 


B2111S0249  Foriuardi   LEH   62-043/03L-0 


3211180293. 


82-04B/03L-0. 

"".?? 

.  197. 


,  BS/I  I  /OS, 


';"'*•'•''•   LER  92-046/OIT-O. 

Air:?::;11  "{ 

9211290305.  P' 


"a=.ia-  a 


LEfl   82-OSI/03L-0. 


BS1  1290311. 


-393,a3/ll/lS. 


O-293,BS/Jl/12,BSH3903t], 


LER  B3-049/01T-0. 


• 


E>«mination» 


82I01300I9  Oen»r£c   Lti- 
lic.r....,  " 


M-  .....  nt  Branc 
B2U04036I. 


l  ch«:  SO-H94,  S2/IO/25, 
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2lt0403i3  Forwards   public    version   of    revised    emergency    plan,  par 
IMC  82  Dili    oineric    Itr. 

WCLKINaCH,  B..  W.      MicMsan  State    Univ.       BS/10/06.  Office    of 

Jluiclur    R««ttor  Regulation,     Director.       lp.       15946:273,       24X 
Ffeht:  50-29  4,32/10/25,021  1040361. 


-8211100473  Forward*    publit    version   of    Revision    1    to    Emergency    Plan 
Implementirta    Frocc-dura    EFIP    530-4,      "Ona  i  t  a    Radiological 
Emergency   Response   equipment.  " 

PLlr«-.G.        Conunoniuealth    EdUan    Co.         B2/J0/03.        DENTDN,  H.  R.        N!1C    -    Ha 
Detail  ad    Affiliation    Given.         lp.         16O41.232.        24K 

Fiche:  so~s79.  83/io/aa,  021 1  ioo4&5. 


m  IG4036A  Public   version    of   revised    emergency    plan.  Radiation 
accident  >merg«ncij    room   protocol   &   guide    for   handling 
radiation    accident   victim  end. 

»     Michigan    Sttt*   Univ.       88/10/06.       47pp.        15946:274.       SAX 
FichBL  30-294,  03/10/25,0211040361. 


-8211100475    Public    version    of   Revision     1     to    Emergency    Plan     Imp  1 
Procedure    EPIP    950-4.     "Dnalte    Radiological    Emergancy 

Response   Equipment."  

«      Ctmrniontjealtfi    Edi-jon    Co.        H3/IO/05.        6pp  16041:233 

FUJI*:  50-293,92/10/23,8311100465. 


emcnt  i  ni| 


24  X 


Operating    licenie   stage    documents   &    correspondence 

OD70013  Oeniric    Ltr  B2-19   to   research    fc   test   r»«ctor    licensee    re 
ubnittal    of    copiei    of   documents    to   NflC.  Clarifies    number    of 
apUi    of   certain   document*    to    be    submitted    to  MRC.  Svc    lilt 

•ISEfJUUT,  D.  0.       Divition    of   Licensing.       02/10/05.  Michigan,     Univ. 

rf.       EOpp.       1  5760:  HO.       24X  Fiche:  50-000,  02/10/05,  Q210070015. 


;KEf  SO-2-55    ZIQfJ  NUCLEAR   POWER    8TATION,    UNIT   1 
Eieurlty.    medical,     emergency    t    fire    protection   plani 

100*0040   Generic   Ltr   02-17    to    all    pouer  reactor    licensees   S< 

Ipflicantt   tt    holders    of   CPi   re    inconi  i  stenc  g    betwaHn 

r«iulnm«nt»    of    10CFR50.  54( t )    tc   STS   for   performing    audits    of 

innTOineij    pr«(ijr«dneis   ppogram*.  Svc    lilt   enel. 

-ISEWIUr.  D.  0.       Division    of   Licensing.       82/10/01.  Coniol  idatetf 

Editor   Co,     of    Weu  York.     Inc.       llpp.       16002:280.       24X 

Fit  he:  50-000,  B2/10/01 ,  021004006B. 

IO070D19  Oeneric    Ltr   92-21    to   all    licensees    Si  applicants   of    nuclear 

fouer  reactors   re   Tech   Spacs    for    fire    protection   audits. 

Formrdi    outdance    discussing    general    scope    !•   daseribing 

elinenti    to   be    Included    in   audit, Svc    list    ancl. 

eiBENHUT,  ».  0.       Division   of   Licensing.       02/10/06.  Consolidated 

Cdlsan   Co.     of    Neu  York.     Inc.       I^pp.       15993:339.       34X 

Ficht:  50-000,  B2/10/06.  S210070019. 

1101003^    Rvleaies   public    version    of    corrected    pagso    to    emergeTicg    plan 

Inpltnent Ing    praceduro. 

PELTCW,  J.  M.        Division   of   Rules    and   Records.       82/10/12.  Bacument 

H.ragenent    Branch.       lp.       19892:043.       24X  Fiche:  30-293, 02/10/12. 

6211010034. 

•0311010036  Forwards    public    version   of    corrected   Page    9    to    Revision    1    oP 
Eis.irga.ncu    Plan    Implementing    Procedure  GRIP    110-1.  Receipt 

PLIMl.^    'Commonwealth    Edison    Co.       02/09/14,      DENTON.H.R,        NRC    -  Na 
Detailed    Affiliation   Qlven.       2pp.       158?2:044.       S4X 
Ffeh«:  50-293.  02/10/1S,  02H010034. 

-B2110S003?  Public    version   of   corrected    P»ge    9   to  Revision    1    of 

EairfiTicu    Plan    Implementing   Procedure  EPIP    110-1.  

»     CuniflitKlUialth   Edison   Co.       BS/09/14.       lp.       19892:046.       24JC 
FICh»:SO-29D,  02/10/12,0211010034. 

211100040  .Releases    public  version   of   rnvlsed    amergancg    plan 
Inpliitint ing    procedure. 

FELTON.  J.  M.       Division   of  Rules    and   Records.       02/10/28,  De-eument 

runigenenb    Branch.       lp.  16032:354.       24X  Fi  che:  SO-299.  S2/10/2B, 


version    of    revised 


rjontg 


-B2111000S1    Foruards    public    version   of   Revision  6   to   Emergency.    Plon 
Inplinintlng   Procedure   EPIP   320-1.     "Activation    at   Qenerating 
Station   Emirgencu    Plan   Station  Oroup.  "   Receipt    form 

PUKL.O.       Commonwealth    Edison   Co.       02/10/06.       DENTON,  H.  fl.        °f*ic* 
of  Nuclear    Reactor  Regulation.    Director.        lp.       16032:355,       24X 
Fiche:  5O-2?8.  02/10/28,  B21 1100040. 

-821il0005(b  Public   version    of  Revision    6  to    Emergency    Plan    Implementing 
Procedure    EPIP  320-i.     "Activation    of   Generatino   Station 
Eieraencij    Plan  Station   Group.  "    IndeK   ii  Procedure   Change 
Riauest   A82-42S   encl.  „,„ 

.      Commonwealth   Edison  Co,       82/10/05.       4pp.       16032:356.       3-4X 
Flchl:SO-a?S.  02/10/38,8211100040. 


9aitliOOB9   Releases    publii 
implsm«n  tino    procadura. 

FELTOM.  J   M         JMvlsian    of    Rulei     and    Records.         B3/10/2B  Dncumcnt 

Manlfl.P.nt    Branch.       lp.        16052:349.       2«  Fi  c  NC:  50-295,  83/10/aH, 
BS1  1  1  100B9. 

__  B2I11I0091    Forwards     public    version    of    Revision    3    to    Emergency     Plan 
Imnleitientina    Procedure    I6O-1,      "Administrative    DirE-ctor.   " 
PLIMUO         Commonwealth    Edi.on    Co.         B3/10/OA-        DENTDN.  H.  fl.         NRC    -No 
Detailed   Af  Pil  i«  tion   Oiven.        lp.        16052:350.       34X 
Flche:  SO-2fS,  82/10/23,93111  100B9. 

—  B211110&97   Public    version    of    nevision    2    tn    Emergencu    Plan    Imp  lemont  i  ng 
Procedure    160-1.     "Adrain  istrat  ive    Director."    tnde<    & 
Procedure    Change    Request    AS2-373  encl.  ____ 

.       C«mfflanu«*lth    Edison    Co,        63/10/05.        4pp.         1*052:351.        24X 
Fiche:  50-275.  B3/1O/2S,  S21  1  1  IOOB7. 


0311110469  Releasfli    public    version    of    revised    emorgencv    plan 

FELTON:""""  £""2»" 

Manig^ent    Branch.         la 

cam  10400. 


*»***  and 

16041:333. 


«,r**.      «/  to/an.         o- 

34^   Fi  c  he:  50-295,  B2/  10/HB. 


-aatlll0491    Foriiiards    public    version    at    Revision    I    to   Emergency    Plan 
Implanting    Procedure    EP3P    950-9,     "Technical    Support    Ctr   6 
Operational    Support   Ctr    Radiological    Supplies."    Receipt   form 

PUML.O         Commonwealth    Edlsun    Co.        02/10/06.        nENTClN.H.R.         Office 
of    Nuclear    Reactor    Regulation.     Director-        lp.        16041:334.        StX 
Flche: SO-295, 02/lO/ae,  H21 1 1 1  04B9. 

-82111I04'?6   Public    version    of    RHvisfon     t     to    Emergnnc^    P 1  .in     [flip  lament  ing 
Procedure   EPIP    390-5,     "Technical    Support    Ctr   &  Gparattonal 
Support   Ctr    Radiological    Supplies,  "    Proceduro    change    request 


Coowi-Hh    Edison    Co         S2/IO/05. 
Fi  Ch<  :  50-299.  82/10/20,  B31  11  10490 


6pP.         16041:335.        24X 


02103*0100  QenerU  Ltr  92-23  to  all  »"«»«.* 
i^toniiatencg  between  requirements  of  10CFR73. 
for  performing  audits  of  .afeguards  eontlngeneij  plani 


24X 


Edi,on    CO       o>    Htui   York.      Inc.        BpP. 
Fiche;  90-000,  B2/10/3Q,  8210290108. 


8211110133  n>Lejiie«    public    version    of    revised    page,    to    revision    of 


ent   Dranch.        lp. 
0S1  11  10133. 


. 

«*  Fl  c^e:  50-379. 


1311100443  Releases    public    version   of    revised    imergencu    pl*n 
icpl tn*nt ITIV    procedure. 

FELTQN.  J.  tt.       Diviflon   of   Rule*    and   Records.       02/10/28.  Document 

rfan*gen..nt    Branch.       lp.       16041:231.       24X  Flchii  SO-295, 02/10/38. 
S21I10046S. 
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^  r^  cv^r  ;  ."'r  ' 

Fich.  :  50-000.  B2/1  1/03,  B31  1040379 


-Sai  II  60131    Foru.rdt    public    v.riion  of   «v*r>i  l! 


6211010002  Fo 


Amend    74 


arging    pimp 
4pp. 


. 

:  30-298,  S3/09/24,  821 1010002, 


• 

ichs:  SO-293,  SS/09/B4,  631 1010003. 


24  X 


,oPP. 


>«™™^ 

r»ni>^^^^ 

-S;  s;v:*i:s:'toniepp"j"u-  "'«'«• 


8211830040 


Fl  I  h.:  SO-aw,  SI/IO/S 


B20?2100a7    0»n«pjc    Ltr    BS-1A    tn    .11    DUD    t, 

6f.»..RMU.,t.  r.v  »  of  T.S  s^»  *«, 
-^iSS-^!^  — 

s*  »^;:r  f^'-iK- 

r:  50-000,  BZ/09/20,  B2092I0037 


.«/10/M.«1026009B. 


r.vi..d    p.g(t 


...... 


BMMTI 


R'Vf.ion  U  dtd  S00909  .ncl, 
Commanu«alth  Edlion  Co.  CE-l 
U.  2«  Flcfc.!BO-0 


"OA   Tcp  leal   Rift.  ' 
ERR.       0S/M/OL. 


1::mrr:f":;"''°""  S^TJ-SE:  t  ""•• 
T  !•"«»:  ;.s!::-"-Ksa',f^'.}'a™  - 


DOCKETED  ITEMS 
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—  031  1  1  30044  Notice    of    Issuance   (,   availability    of  Amends    77  t  67   to 
•Licenses   DPR-39    b  DPR-4B.  reap  ec  ti  ve  ly. 

VARCAi  B.  A.       Operating    Reactor*    Branch    1,       82/10/2B.       2pp. 
16074:359.       2-4JC    Fiche:  50-295.  Ba/iO/2B,  B21  1  130059. 

B21112033Q  Forwards    rev  i  a  ad    Pages    1-24   fc    1-25    inadvertently   omitted 
from  Revision    22    to   OA  program, 

BHAUSWI.W.J.       Cammoniuoalth    Ediion   Co.       82/11  /OS,       HAAS8,W.P.       Quality 
Atturance  Branch.        lp.       16012:053.       24X   Fiche:  50-000.  B2/11/OB, 


821  1  1  50203  Forward!    documentation    supporting    Commi  »slon  approval    of 
proposed    de    minlmls    release    criteria    for   uncontrolled 
release   of   niotl«    from  controlled    areas,  contained    in    util 
raj  lotion   protection    »td»,per   Reg   Ouide    1.  06. 

BHA.RTZ.  E.  D.       Commoniuaalth    Edison  Co.       82/11/10.       DENTQN,  H.  R.       Office 
of   Nuclear    Reactor   Regulation.     Director.       1  1pp.       14053:225.       SAX 
Fiehe:  SO-  MO,  03/11/10,0211190203. 

&2II1&OI84   Forward*    addl    revisions    to    inservice    test    program  for   pumps 
li  valves.  Revi  i  lan»    Incorporate    addl    safety    velvet   not 
prevlouilu    Included    In   program   &   corrections    to    certain 
valve    stroke    tiroes. 

LEHTINE.F  0.        Commonwealth    Edison  Co.       83/lI/lQ.       DENTONiH.  R.       Office 
of   Nuclut-  Reactor   Regulation,     Director.       2pp.       16087:047.      24X 
Fiche:  50-293,  aa/1  1/10,  021  1160184. 


6311110543  Ack    ricelpt   of    B20B09  &    10<12    Itn    u/payment   at    civil 
penalty     impos >d    on  B2O7O9. 

AXEURftO.  J.  ft.        Director'^    Offlct.     Office   of     Inipection   and 
Enforcement.       02/10/15.       O'COHNER,  J.  J.      Commonweal  th  Edison  Co. 
16048:  251.        24X   Fiche:  50-295,  82/1O/15.  BSl  I  11O363 


3pp. 


6208190239    IE    Info    Notice    B3-41,     "Failure   of    Saf  etu/Rel  ief    Valves    to 
Open    at    BWt.  "    Svc    list    end. 

JORDAN.  E-L,        Division    of    Engineering    &   Qualitg   Assurance.        B2JIO/33. 
Consolidated    Edilon    Co.     of   New    York,     Inc.        110pp.        15960    153.        34  X 
Fich*;  50-000,  B2/IO/22,  S20B1TO239. 

6211020147    Conflrini    821026    telcon    re    reviled    plans    For   B21  103 
en-f  orcenent   conference    ui/util    in    Chicago.  IL    to   discuss   QA 
aiiociatffif   U/  procurennnt.  installation    i   use    of   nonqualified 
valve    guides     in    electromagnetic     relief    valves. 

EPEB9ARD,  R.  L.        Dtviiion    of   Project    fc   Resident   Program.        B2/IO/27 
REEO.C.        Coflimonuiealth    Edison   Co.        5pp.        15381:317.        34X 
Fie  he:  SO-000,  62/10/27,821  1020147. 

0211090274   Forwards    IE     Inve  ttigati  on    Rept»   50-295/01-32   it   50-304/81-30 
on    011223-020615,  not  ice    of  violation  b  description   of 
requested    corrective    acCioni.Utit    nflu    drug    abuse    policy 
responsive.  Notice  of    violation   mtthheld    (ref    10CFR73  21). 
KEPPLER,  J.O.        Region    3,     Office    of    Director.        83/11/02.       BEEO.  C. 
Coit.monu.alth    Edison    Co.        fipp.        15990:190.        24X   Fichei  50-295,  B2/1  1/03, 
B2L  1080274. 


Revised    page*    for    interview    testing   program  for  pumps   t 

«      Commonwealth    Edison    Co.       02/11/1O.       21pp.       160B7.'049.      24X 
Fleh.:  30-293,  02/11/10,  8211  160104. 

6211160047  Qoneric    Ltr   02-26    to   power    reactor    licensees    <e«cept    Fort  Bt 
Vraln)    r»  NUIIEQ-O744,  Revision    1.     "Protsiire    Vessel    Matl 
Fratturt   Toilghno«i.  "  Forwards   NUREQ-Q744,  Revision    1.  W/o 
•  nc  1.  Bvc    list    end, 

EiaEWItUTi  D.  O,        Division   of    Licensing.       83/1  1  /IS.  Consolidated 

Ediion   Co.     of    New   York,     Inc.       32pp,       16332:212.       24X 
Fle^ie:  90-000.  02/11/12,3211160047. 

B21  1290680  Forwards    addl    info   rn    RC9  vents,  in    response    to  NJIC  renuest 
re    independence    of    power    supplies    to    roactor    coolant  vent 
vllvi*.  RCB   vont    rfnsign   complies    ui/intent   of    NUREG-0737,  I  tern* 
II,  B,  1    ti   11.  0.  1,  Diagrams    and. 

LENTlNe.F.O.        Commonwealth    Edison  Co.       82/11/19.       E1HENKUT-D.  0. 
Dlvi»lon   of    Liconsinfl.       flpp.       16222:080.       24X  Fiche:  50-395,83/11/19. 
&211&90&BO, 

Q211390643  Provides    info   re    .team   g*nerotor    tube    Integrity   p«r 
Oenirlc   Ltr   SS-2H.  No  major    steam  generator    repairs 
anticipated    *n    next   3  urs. 

DELOEOROE!L.  0.       Commonuiea  1  th   Edison    Co.       HB/11/24.       ElfiENHUT.  D.  0. 
DivlKon    of   Lic.niinn.       Zfp.       16223:806.       2«  Fiche:  30-295,  02/1I/C4, 
021  1290643. 

0.     Inspection   r»port».     IE   Bulletins  l<   correspondence 

6SOBI902SO  IE  Info  Notice  02-37,  "Cracking  in  Upper  Shell  to 
Tr4ti*itlon  Cone  Olrth  Wild  of  Steam  Oenerator  at  Operating 
PUR.  "  6vc  Ilsb  t-ncl.  mJ«oni 

JORDAM,E.       Division   of   Engineering   fc   Oualitg   Assurance,      02/09/lfi, 
Ccnioliifated    Edison  Co.     of    New   Vork.     Inc.       103pp.       13930:001. 
FJefte;  00-000,  SH/09/16.  0BOB190220. 


24X 


IE    Info   Notice   82-34.  Revision  1,     "Welds    In  Main  Control 
P<int  1 1.  "   Bve     liit   eitel.  ....  at  morn 

vtJROAN.  E.  l_.       Division   of    Engineering    (.  Quality   Assurance,      82/09/17. 

CumtDlldated    Edison  Co.     ofNeuYork,  Int..       107pp.       1989S:  1 
Fl«h»:  50-000,  B2/09/17,  B20B19022S. 


34X 


.«»»««    IE    Info   Notice   82-39,     "Svc    Degradation    of   Thick   Wall 
Btalnlesi  ate*I   Recireulation  Bys  Piping  at   BUR  Plant, 
Bve    lilt    enel.  _  na/no/Di 

JORDAN.E.L.       Division  of   Engineering   J.  Ou.l  I ty   Assurance       Bfl /09/B1. 
Ggnsolldated   Edison  Co.     of  New  York,    Inc.      Bipp.      16017:098.      a*x 
FUh»:SO-OOOr  82/09/21,  B20B1TO229. 

BZ06190223   IE   Into  Notica   B2-38,    "Change   In  Format  fa  Di»tributlon  B«« 
for    IE  »ull««  int.  Circulars  fc  Info  Notieei.  "   Svc   lilt  ancl. 
DeraJHO.R.O.        Director's    Office,    Office   of    Inspection  and 
Enfc.rc«.«nb        02/09/28.  Consolidated  Edison  Co.    of  New  York,    Inc. 

110?"      IMIBiMl.      MX   Fiche;  30-000,  Q2/09/ 22,0200190223. 

SaOaiWaSZ  IE   Info  Notice  ea-40,     "Defici.ncie.   in  Prim,rW  Containment 
EUctrleal  Penttratlon  Ai»embHes,"   Bve   list  sn='m  B2/09/22 

JtMDftN,  fc-.  U.        Division    of    Engineering    fc  Oual  it«   S"1""""'-,,.!?,       B4X 
ConieUdated   Edison  Co.    of  Neur  York,    Inc.       112pp.      1S930.019,      B4X 
Fieht:  30-000.  BH/09/22, 3208190238. 


—  B2110BOE77    IE    Investigation   Ripts    50-275/81-33   t,    50-304/S1-30    on 
81  1223-8206  IS.  Noncompl  lance   notsrf  :  f  ai  lure    to    fntlou    search 
pT-ocedure*    tor    hanJcarried    1  tem-s.  Al  legati  ons  ro    uideipread 
drug    use  not    substantiated.  End    3  withheld    (ref    10CFR73.  31>. 
CREED,  J.R..     HINOiJ.A.       Diviiion    of   Emergency  Preparedness   t 
Operational    Support.       DAVIS.  A.  0.       Region    3.    Office   of    Director. 
B2/  11/O2.        60pp.        15990:204.        B4X   Fiche:  50-295,82/11/02,621  10B0274. 

8211830464   Foruiartfs    IE    In*p    Repts    50-295/B2-22   t   50-304/82-19   on 
020901-1013  t    notice    of    violation. 

SPEBSAftD.  H.L.         Division    of   Project    !-    Resident   Programs.        B2/I  1/05. 
REED.C.        Common-UBalth    Eiiion   Co-        app.        16192:013.       34X 
Ffetie:  50-299,  flZ/1  1/05.9.21  1230464. 

—9211230470  Notice   of   violation    from   insp   on    020901-1015. 

SPESBARD.R.  t.        Division   of   Projoct    t>   Resident   Programs.       82/11/05. 
lp.        16192:  O20.       24X    Fiche:  50-295,  83/11  /O5,  021  1  330464. 

—0211230476    IE     Insp    Repts    50-395/B2-22    !<   90-3Q4/B2-19   on    820901-1015. 
Wonconplianee    noted:  positive    roactivitu    change    by   boron 
dilution  u/containmetit    iriteoritg    not    intact. 

WATERS,  J.R     ,     DUNAWAY,  F.  H.  .    HARTrWJ,  P.  L.        Division   of    Project   fe 
Resident  ProBr-ms.       B3/II/04.        12pp.       16192:021.      24X 
Fichn:  50-293,  52/11/03,8311230464. 

8211190273  Ack    receipt    of   BS1029    Itr    informing   NRC    of   steps    ta\en    to 
correct    violations   noted    in   IE    fnap   Repts    30-295/92-19  & 
90-304/82-17.  „„,,  ,  „_ 

BPESSARD.fi.L.        Division    of   Project   &   Resident   Programs.        B2/1I/15. 
REED.C.       ComMonuealth    Edilon  Co.        lp.       16149:254.       24X 
Fiche:  30-295,  B2/11/15,  0211190273. 

--B211190B76  Responds    to  NRC  830730    Itr   re  violations  noted    in    IE    Insp 
Rept*    50-29S/B2-11?  fc   3O-304/H2-  17.  Correct  ive  actions: 
standing    order  re    auilliary    Feerfuater  pump   operabilifcu 
requirements    reuirltten   fc  reviewed   prior    *"'""«"**•„„_,_..     ,   . 
DELOEOROE.L.O.       Commonuealth    Edison   Co.       B2/10/29.      KEPPLER.J.O. 
Region  3,    Office   af   Director.       3pp.       16149:335.       24X 
Flch«:  50-293,02/11/13.9211190273. 

820B190248   IE    Info  Notice    62-43,     "Deficiencies    in  LWR  Air   Filtration/ 
Ventilation   Sus,  "   Bvc    lift   enel.  a->,,,/,t. 

JORDAN.E.L.       Division  Of    Engin-.rlng    t.  Q^l  i  tu  Assurance        82/  11/16 

Consolidated    Edlton  Co.    of  New   Vor»,    Inc.       lllpp.       16171:233.       24X 
Fiche:  30-000.  82/1  1/16.  Ba081TO24B. 

6211230376  Foruards    IE  Mgt  Meeting    R.pts    50-293/82-26  t,   50-301/62-23  on 

KEPPLER-JO.       H.gionS,     Office    of    Director.       62/il/JB.       REED.C 
Co"on«..ltn    Edi.on  Co.       lp.       16192:199.      24X  FI  che:  50-295.  82/1  1/16. 
82  11  230378. 

--£•211230386   IE    M9t  Meeting   Rsptt    30-295/62-26  (,30-304/02-23    on   B211O3. 
Major   areas    dlscusuSiNRC   investigation   of   allegations   re 
drug    -but*    »V    employee,   at  site   b  other   allegations. 
CREED,  J  R.  ,     HIND.  J.  A.       Division   of   Emergency  Preparedness    J. 


8311240342, 


DOCKETED  ITEMS 


—  62IIS40346   Comratntt    on   SALP   rtpti    priftnttd    at    public   noting    on 
B206Q2  flppropr  i*tt    coni  taint  ion    o-f    poiitiv*   ptrforminct 
Irtniti   prior   t    lubitqucnt    to    SftLP     int«rv«l    ihould   bi 
cant  idirtd 

flEED.C.       ComniDnunltK   Ediion   Co.        82/06/13,        KEPPLEfi,  J   0         Rtgion 
3.    OMitt    of   Dir.ctar.       24pp.        Z4*    Fith*.  50-000,  83/1  1/18, 


8Sli2403il   Formrdi    SftLP   Rtptt    50-275/63-16   (,    30-304/83-14    For 
Jul     1980-Dtt     1981. 

KEPPLEfl.J.G.      Region  3.    Offict    of  Dirtctor.       B2/II/1B       REED.  C 
CoRni>nwt*lth    Etfuon   Co.       3pp.        Ii305:34l.        24X   Fichc  50-295,  B2/11/18, 
B2I  1340361  . 


8211040073  Foruardl   LER   BS-031/03L-0, 

GHAESSEft.  K.  L.       Commonuiea  1  th  Ediaon  Co.       93/10/27.       HEPI'LEFI.  J    0 
Rigion  3,    Of  He*   of   Director,       In.       15937:0/4.        34X 
Ficht:  50-293,  82/10/27,  B21 1040073. 

—8211040090  LER  82-031/O3L-0:  on    020707, power    rflngo    dotuc tnr«    inrf 
lou  by    46X   of   »pan   nonconitrvat  tvol  Y<  chang  ins    poiuor    rjuian 
fiijh    flui    i.tpoints    (23X  d   109X1. Cauood    bg    miocaillir    oC 
poutr  detector*.  Detectors   rBsdjuntod. 

CHlNiB.V.       Co,wionujefllth    Edl.on    Co.        02/10/.77.  nuoion    3,      Of 

of   Dirtctor.       3pp,        15937:077.        24X    Fiche :  30-H9S, 
B211040073. 


— Batl24Mia   SALP   Rtpti    50-293/83-16   «,    50-304/62-14   for 

Jul    1980-D«c    1981.  Hat   ptrformance    ltd    than    iftilrtd    in 
radiological   control!  &   handling   of   flint   modi 

-      R.gion   3,    Off  it,    of   Director.       B2/O3/3I.        39pp.       16206'001         21 
Ficftt    30-29S,B2/ll/ia,82U24036I.  toiua.oui.       *| 

B203190233   IE    Info   Notict   62-45,     "PUR    Lou   Ttnp    Ov.rpni.urt 
Protection,  "    Svc    lilt    .nel. 

JOTOAN.E  L.       Divuion    of   Engin.trlng    i,   Quality    A.iuranc.        BJ/1I/19 
Con.alKf.t.d   Edi.on   Co,     of   N.u   Vorfc.     Inc.        93pp.       162M:  298.       24X 


Ficfl.    50-000.  B3/1 


,  B2081M233 


opirjting   r.porti  (,  rtUtci)    corr.  ipondanc* 


"?1'111   •qntj1!'    «»•'•*!"•    "Pt.   for  M 

Commonwialth  Ediion  Co.  80/06/04 
Offii*  of  H*nj)t«»nt  jnd  Program  Analuili  1  a 
Fich«:  50-295.  BO/06/06,8211110444. 


j«  . 

T     .CDnlmonuea1^    Eifnon   Co.        80/-06/06. 
ich.:50-293.80/06/06,B311ll0444. 


<i    19BO. 
LOVELACE,  W,  H. 
16043:110.      34X 


llpp 


B21I050124  Forwarif*  CER   83-032/03L-0, 

CRAESaER.K.L.       Commonwaal  th  Ediion   Co.      Ba/lO/39.       KEPPLKfl,J   0 
Rioion  3,    Offict   of  Dime  tor,       lp.       13749:  30&.        SIX  "         '     ' 

Flint:  50-S95,  82/10/29,021  1050134. 

-6211050130  LEfl  82-033/03L-0:  or.   820929,  two    lwltrh«   cnntrdJ  I  Ing 
initrumtnt   «ir   eompr*»»on   found    turntd    off.  Causa 
undtttrmintd.  Sign  posted   by    compresaor    suite  hoa    to   ul«i-t 
ptnonnil   at    to   proper   mode. 

STftHMER.F.H.      Commonu.alth   Edison   Co.       HB/1O/EV.  flflflion    •]. 

KI10MIM    IPtet01''       '"'       157"9:CJ07'       24)1    F^h":30-a 

B211040305  Foruards  LER   B2-O33/01  T-0. 

ORAESSER.  K.  L.  Commonuaal  th  Edisari  Co,  B2/1O/S>V  KFPPI  l-'fl.  I 
R.g  on  3,  Office  of  Director.  lp.  15953:  QSV.  34X  w  '  LM"  '' 
Ficht:  90-293,  82/10/29,  SSI  1060303. 


tripped    during   aurv»i  1  1  anc< 


filteri    changed 

"n 


7™  < 
° 


J.       nagion    3,     Office    of 
.9981:048.      24X  Fleh.?SO-wi,  82/H/O3,  , 


(lo/i     /rt-i  .. 

M/I1/OJ         J  " 


' 


6211120340  Foruiardi    LER    B2-O35/03L-0 

' 


»Ic»  - 

n.gian   J.    Uffict    of    Director.        In,         16042:137 
Ficht:  50-295,  02/11/09,8211  120340  '•*•  la' 


Officeof 
BSIU20340 


erter  amp.ifler    transistor    BM-3915    In 


1SB'       24* 


.     fl/l  I/OS. 


'Tli*  LER  02-034/03L-0. 

icSTs^s^'ir 

,  B2/1  I/OS,  021  1  120334 


to    CloC. 

dlrt.Bol.no?d 


*-    Pr-.ence   of 

R"ion 

:3o-2?g,  sa/ii/oa,aaujaoai4. 


82MI50006. 


. 

»:  50-000,  BS/09/17, 


,  Bs/l  1/12,  821  1  190110 


--S2IU30159  PNO-IlI-8l-M9-on 

::s::"n:,:r;L;%i  r- 

Pl'nt  p.r.onn.l      1>MPi- 


4 


821H50006. 


B21I020535  PNQ-III-B2-I 
du.   to    IMU.;   Jr«  i 
«ltn.t.Urf;r  Uua" 
•  «»lov-t    td.ntil  " 
LOVENOALE,  P.  C    , 


info     . 


, 

nnp    "ned    1»""«  " 
^'ln,    l.aj   ioe-tiotl 

or   ««fcM*MH.n   of 
rtvie«"d     in    futurt 


»;BO-OOOi  82/09/17, 

; 

octurrtrf 
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163 


— 8211190229   LER   B2-03a/Q3L-0:  on    821015,  reactor   coolant    loop   D   cold    lag 
tiinp    Joiif   level    amplifior    ITH-431D    ipikad    intermi  ttant  ly. 
Caused    bu    ampKFler    fa  i  lure.  Spare   amplifier    installed, 
CANTWELL.P,  F.       Commnnueal  th    Edison    Co.       B2/11/12.  Region    3. 

Office    nP    Director.        Ip.        16149:310.        24X    Fiche:  30-395,  83/1 1 /12, 


0211120143  Forward*    request    for    addl    Info    re    83OA3Q   eubmittal 
presenting    life    shutdown    analysis    fc   necessary   nods    in 
camp  I  lance    ui/ ICCFR30,  App    R,  Sec  t  ton     1 1  [ .  C. 

VA5SALLD,  D.  D,       ape-rating    Reac-tors    Branch    2.        BS/IO/26.        PAflfflS,  H.  Q, 
Tannestee    Val  leg    Authority.        3pp.         16069:120.        24X 
Fichu;  50-23?,  B2/IO/26,  8211120143. 


eaHlS9074S  Foruardi   UER   B2-037/O3L-0. 

CRflESEER,  K.  L.       Commonuoa  1  th    Edison  Co.       02/11/19.       KEPPLER,  J,  0. 
Region  3,    Office    at   Director.        Ip,       16829:115.      24X 
Fie  h«:  30-293.  Q2/11/19.  BS1  1390743. 

— 82113<?074<?  LER   B2-037/O3L-0:  on    B21025,  penetration   pressurl lat i on    air 
compressor    1    failed    to   run   during   auto   start   upon    sansinj 
lot!   -air    supply    header    pressure .Caused    by     brahori    drive    belti. 
Ncu  set   of    belti    installed. 

SHIrt.K.       Commonwealth   Edison    Co.       02/11/19,  Region  3,    Office    of 

Director.       3pp.       16229:114,.       34X  Fl  che:  30-293,  B2/1 1/19,  821 1B90743. 


V.     Operator   Eraminat  ioiia 


9210290108   Generic    Ltr    92-33    to    all     licEniees     t,    applicants    re 
inconiietsncij    be-tiiion    requirement  i    of    10CFR73.  40J<  g  )    t>   STS 
for   performing    audits    of    lifeguards    e outing  one g    plans 
(security    plan). Svc    list    end. 

ErSENHUT.D.  0.       Division    of   Licensing.        03/10/30.  Consolidated 

Edison    Co.     of    Neiu    York,     Inc.        3pp.         15993:319.        24X 
Fiche:  50-OOO,  62/10/30.8210390108. 

B2110S0205  Submits  brief  description  of  Schuia  b,  two-drawer , 
f ir«-re« i stan t  locking  file  cabinets  uted  for  storage  of 
safeguard!  in  fa. 

MILLS.  L.  M.        Tennessee    Valley   Authority          B3-/I1/OI.        DENTDN.H.I?. 
Office    of    Nuclear   Reactor   Reijul  at  i  on.     Director.        Ip.        15749:316.       P4X 
F£ch«:  50-25=?,  82/11/01.8211050205. 


B2lOl'aCul9'  Generic   Ltr   B2-1Q    to    all    poiuor   reactor   applicants  fc 
]lc«tiliei    re    reactor    operator    tt    senior    reactor   operator 
Ttquallf  Ication   einms.  Advises    that   eiams    begin  at    facilitg 
aftrr   531001,  Svc    list    encl, 

E1EENKJT,  D,  0        Division   of    Licensing.       82/10/12,  Consolidated 

Edl*on   Co.     of    Neu   York.     Inc.       15pp.       16002:234,       24X 
Flche:  50-000,  92/1 0/  13,  Q2 1013001  9. 


82ltllO39fl   Rcipondc     to    620769    I tr    re    changes     tn    generic    security 
training    fe  qu«  1  if  i  cation    plan.  Changes    consistent    oj/ 
10CFR30,  34(p) ,  Implemanta  t  ion    schedulE    For   Sequayati    ti   Drauna 
Ferrij    raquBit  etf. 

ADENSAM,  E.  G.       Licensing    Branch    4.       B2/11/02.       PARRIfj,  H   9.        Tennessee 
Vallij    Authorltv-       5pp         16043:023.        34X  Fi  ch  e:  5D-OOO,  B2/1 1  /OS. 
821 11 10394. 


DOCKET  50-296   BROWNS  FERIIY   NUCLErtO   POWER   STATION,    UNIT   3 
f.     .Security,    medical,    emergency    &    fire    protection    plans 

&2LDOS014L    RulunjB*    public    vcreion   of    reviled    pages    to   emergencg    plan 
f  BID  I  •meriting    procedure. 

FELTDN.J.M.       Division   of    Rules    and   Records.       63/09/22.  Documant 

Har»aj»ment    Branch.       ip.       19663:238,       24X  Fi  che:  90-299,  02/09/23, 
62  L  0080141. 


Forwards    public    verainn   of    veviaad   Pago    3   to  Emergnncg   .Plan 
Implementing   Pracaduros    IP-20   fc   revised    rsviaion    log    sheet. 
Fticelpt    farm  encl. 

MILLS.  UH.       Tennnsaes   Valley    Authority.       B2/09/10.       DEWTON,  H.  n. 
Office   of    Nuclear   Reactor  Regulation.    Director.       2pp.       13663:289. 
24X  Fiche:  30-239,  Q2/O9/H3.  B31  0030141. 

B3100B0152  Public    version    of   revised    Page   3    to  Emergenig   Plan 
ImpUmuntlng   Procedure    IP  -20   &   revised    revision    log    sheet. 
»      Ttnnessee   Valley   Authority.       B2/O8/10.        12pp         19663:231.       34X 
FlcAe:  50-259,  S2/09/23,  8210080141. 


B3110flO379   Oeneric   ttr    82-25    to    all    pouier   reactor    licensoes    re 
integrateif    IAEA   exercise    for    physical     InvvntnTi)    at    LWRi.Anij 
commitment;   to    participate    in    eicvcim*     is   vnluntarij    t-   ani/ 
utll    that    participates    uilll    be    re  imbursod.  Svc    list    one  I . 
EISENHUT, D. 0.       Division    of  Licensing.       B2/11/O3.  Conaol i dated 

Ediion    Co.     of    Hew    Vnrlt,     rnc,       tlpb.        16019:004,       21X 
Flcfie;  50-000,  83/11/03,  B3t  1040379. 

6.311220231    Updates   B20525-    Itr    re    prompt    notification    sy«.  Funding 
provlrfed    to   purchase    65   tone    alert   radios.  Mob i  I  e    lirens 
received    L  operational. 

KILLS,  L.  H.        Tennessee    Valley    Authoritij,        93/11/16.        VA3SALLO,  D.  0. 
Operating    Reactors    Branch    2.       3pp.        1&IA3:317.       24K 
FichP: 90-299,82/11/16,8211220231. 


0.    Ad juiltcatory    coirrBspondBnce 


in    settli-metit    In    any 


3211100215  Adviiei    that    NRC   uill    assist    pdT 
uav    ponible. 

RAUSON.fi.J.  Hearing  Branch  4,  OS/  1  1  /O5.  LAROCKE,  H.  W,  Tenn 
Vallay  Authority,  Ip.  16-022:  04B  24X  Fi  ch  e  :  50-359;  B3/1  1  /OS. 
821110021S. 


62IOO4006B   Seneric    Ltr   83-17    to   all    pouier   reactor    licensees  (• 
Applicants   &   holders    of   CPs   re    Inconi  istanc  y   bntueen 
requirements    of    10CFR50.  94<  t)    &   STB    for    performing    audits   of 
•viiBrgencij    preparedness    programs.  Svc    list   end. 

EIEENHUT,  D.  G.       Division   of   Licenslnj.       82/10/01.  Consolidated 

Edison  Co.     of    Neut  York-     Inc.       llpp.        16002:208.       24X 
FiehK^  30-000,  82/10/01.  B210040O6B. 

e-310070019  Goneric   Ltr   S2-21    to   all    licensees    (c  applicants   of  nucltap 
power  nactors   re   Tach   Specs    for    fire    protection   audits. 
Forwards    guidance    discussing    general    scope    t*   describing 
•  laments    to   lie    included    in    audit.  Svc    list    encl. 

EIBENHUr,  D.  0.       Division   of   Licensing.       B2/10/06.  Conialidated 

Cdiion  Co.     of    Neu  York,     Inc.       19pp.        15993:336.       34X 
FUh»;  50~000i  02/10/06,  BS1007O019. 


Forwards   IE  Insp   Heptc   50-259/B3-3  1  ,  SO-260/82-31  fc 
SO-296/32-31    on  820913-17.  No  noncomp  1  iance    noted. 

VeflfiELLI.D.  M.       Division   of   Project  fc   Resident  Pron.ram».      BB/1O/13. 
PARRIBtH.  0.       Tennessee   Valley    Authority.       2pp.       16037:338.      24X 
Fit  hi;  50-359,  82/10/13,  B2111S0494. 

—  B211150501    IE    Insp   fiepts    50-239/82-31,50-260/82-31    t<   30-296/B2-3I    on 
e?0?I3-17.No  noncompliance   notBd.Majar   areas    inspeeteil: 
emergency    preparedness. 

CLlUGiW.  E.       Division   of    Emurgencij    Preparedness   &  Operational 
Supp&rt.       B2/10/12.       IBpp.       16057:  B40.       24X  Fiche:  30-239.  B2/  10/13, 
8211190474. 

6211110408  Responds    to  320831    1  tr    re   change1*    to   physical    security    plan. 
Changes    consistent  u/provision*    of    1OCFR50.  S4(p  I    & 
ace*p  table. 

VA33ALLO.  D.  B.       Operating    Reactors   Branch   2.       82/10/26.      MILLS.  L.  M. 
Txnncise*  Valley   Authority.       2pe.       16044:357.      24  X 
Flctif.  30-239,  QS/10/26,  SSI  1  1  1040B. 


B21109O464  Offers    aisigtance    ra    possible    lett  )  emert.  Not  1  Fieation 
raquBited    prior    to  831  122    deadline. 

RAUSDN.tt.J.       Hearing    Branch    4.        82/11/OS.       PYLE.it.  U.       Pylo,    H.  n.       l 
I600B:  324.       24X    Fiche:  30-239.  82/1  1  /OB,  6Z1  1  O90-1A4. 

B21110O221    Advliet    chat  NRC    uill    assist    par-ti»5    in    settlement    in  any 
ujij    poisfble. 

RAHSON.  R.  J.       Hearing    aranch  4.       82/11/00.       LAHOCHE.  U.  M,        Tennessae 
V*H*y    Authority.       lp,        1*022:064.       24J(   Fie  h  e:  50-259,  B2/  1  1  XOB, 
Q2H1002S1. 


Motion    far    axteniian    of    time    until    Q3Q112    to    respond    to   ASLD 
020920    order.  Time    necessarij    to    enable    pur  lies    tn    eiplor* 
poisibilltles    of    settlement.  Certificate    of    Bvc    enc  1. 
PYLE.R.B.       Affiliation  Untnoun,       BS/11/I7.  Atomic    Safety   and 

Llc«ming    Appeal    Panel.       2pp.        16164:367.        24X    Fiche:  50-239,B2/1I/17, 
G211280138. 

P.    Operating    license    stag*    documents    1.   correspondence 

8211160010  Partial    response    to  FQIA    rBO.vett    for    dacuments    re    UMR   design 
deficiencies    fc   major    interim  actions.  Forwiar  d«    documents 
llvted    In  App    A,  App    S   documents    available    from   PDR. 
FELTON,  J.  M.       Division   of    Rules    anJ    Records.        B2/1O/04.       HAFNEB,  B. 
Affiliation  Untnoum.       Bpp.       iA122:0?4.       B4X    Flehe:  50-000,  S2/10/01, 
£211160010. 

—  6010210730  fle  k    reoipt   of    CHc    of   Analysis    tt    Evaluation    of   Operational 
Data.   aOOBOl    "Rapt    or   Brouns    F'rri]   3   Partial    Failure    to    Scram 
on    B0062B.  " 

DENTDN,  H.  R.       Office    of    Nucltar    Reactor   Regulation,     Director. 
SO/  10/06.       MICHELSQN.C.       Director  't    Office,       2p^>  .        lit  BE:  124.       24  X 
Fiche:  30-000-,  S2/10/04,  B31  1  160O10. 


~ B204190041    "Study    on  Svc    Mater    8-y*    Fouling.  " 

*      aparatin}    Riactor*   Ass*s*meT>t   Branch.        SS/OB/2B. 
16132:343,       24X   Fiche:  90-000,  8.2/10/O4,  B21 1 160010. 


23pp, 


164 


DOCKETED  ITEMS 


it    Ltr    6J-32    to    .11   PHH    lic.n,..,    r.    CanBr,,.ionil 
t.    int»oritu 


to.^n-9.    Cinjr.fiBjn   £J   M.rt.Y    B2IOI9    qu 
j*r-n-*tor    tum    inttgntv    Svc    lut    tncl 


. 

N.u    veri.     In:         ]0pp         14099:332.       24X 


6211140047  Ointric   Ltr   82-26   to   pauir    reactor    llcenign    («* 
VrjinJ    r»  NUHBJ-0744,  Htvl  lion    1.     "Prtstwa    Vatnul    M«tl 
Fr»etur«    Toujhntu.  "    Forurardi   NUREO-0744,  Ravislon    1    M/o 
tncl.Svc    Hit    incl. 

EISENHUT,  D.  0,        Dlvl*ion    of   Lie. n. ing.        02/11/12.  Con.olfd-tad 

Erflion  Co.    of   N.iu  York,     Inc.       32pp.        16232' 212        SAX 
Fi(h«:  90-000.  82/11/12,  8211160047. 

82IIS30447  Application    for    amtnd    to    Lic.nit,    DPH-33,  DPR-Sa   fc    DPH-AI 
coniliting   of    propoied    changti    to    Tech    Bpec •    lncorpor*tl no 
r«quir«m.nt.    of  ASHE  Section    IX   Coda    int.rvlep    pump    t,  v*lv« 


Fort   (II 


'  Li  ?'  .,  T'ntltI"BB   V-ll.v  Authority.      B2/11/1S,       DENTaN.H 
Dfflc.    Df   Nuilt.r   Rector    R.flu]«t!on.     Director         Snn 
24X   Fiche:30-259.BZ/M/12,S211230447.  PP' 


Util 
t   LPCI 


TMI 


V*i=S*LLO.C   8         Osir.t.ng    H.jctor,   Br^ch    2.        B2/10/26.       PARRIS.H   0 
nr-rtii..   Vij]»v    nutftonty.        Spp         14102.319        24X  '     " 

*lr«*    .'J-.  59.  B2/IO/26.  6211160041 

:MI101S3   ftl.i.t.    of    it^ptibl,    ilt»rn»t»   ipprcnth    rt   Bind 

t*'   ^ncorfni-lt"*    "/    3   SJ'     ;Co'"nDn   Rlf   L»v.l."   Subj    it.m   ma. 

..r*.,..,  J    !  control    room   dnijn   nviiu    to    b« 

'I"'jL'  a   n"""  *<tlon    lt«"    1-0    I. 

i«n^.i...    1^1  i     Op:r*tlrl'    ""Ctor,   Brjnch   2        B3/1O/2Q.       PARRIS.HO 

-  .!      VJI**Y    Ajthorit^        3pp         14054:159        24X 

Fit*t    50-259.  6?/iO/;O.B211|10133 


a««»Cn  -nB 

of  flHME  S.ction    IX   Code    ln*Brvic«    pump  (,    v-lv«    tcitina 
*     T.nn.*i«e  V*lleU   Authority       02/11/1B.        144nn 
Fich.:gO-259,B2/ll/12,S2il230447.  PP' 

8211230092   Foru.rJi    r.qu-.t    for    .dd]     info   r.    TMI     It,..    I    A    B     1     4 
Upgr.dina    of    R«ctor   t.  S.nior   RB.Ctor   OpBr<itor    Tn        " 


VA8MLLO.D   B.        Op.  rating    B.«tgPt  nranch   2.        02/11/15 

T.IU»MM    V«ll.w    Aothoritg.       3pp.  16201'3    0         HflJ 

Fleft»:  30-239,  82/11/13,521  1S300SS.  ""'""^        "X 

82I123016O   Forujrdi    resronSB    tn   w 


«'»"*•       HBNTON.H.  H. 

ltlil!*op-      ^1 


MILL3.L    M        r»nn»i,( 
f3'f  I  c»    of    \ij[  1,  Jr    fl, 


V*ll(^   Authority.       S2/11/03. 
^*?I   R'JulJtion.     Oirettor.       2 


,„., 

: 


Authority 
5-B311I102S4 


li03B:270. 


16038:272.       24X 


Flch.:SO-2S9,  B2/1 1/22,  EKM 1290463,        "'        lrfll:tor'         'P- 
-:--"!!:.'^_::!,°r*«l    IE  ""»•*"»   <•    ^rr.lpond.nco 


group 


11,1 


it   Operation 

flnc*.        B2/09/1A, 


0»rtc      of   nl 


B2/11/OS.       OENTQN  H   R 

™ 


•  s-  '  ' 


B2l  1  150293 


DOCKETED  ITEMS 
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B21L130494    Forwards    IE    Imp    Repts    50-259/82-31,50-260/82-31    (. 
50-296/6 2-3 1     on   B20913-I7.No  noncomp  1  iance    noted. 

VERRELLI,  D.  M.       Division    of   Project   b    Resident  Program*,       02/10/13. 
PrtHRIS.H.  8.        Tinneisee    Valley    Authority,      2pp.       16037-239        24)f 
Ficher  50-359,  62/10/13.  821 1150494. 


Filtration/ 


6208190248    IE    Info   Notice    62-43,     "Def  i  c  i  enc  t.  s    in    Luc 

Ventilation    By».  "    Svc    list    enc  1 

JORDAN,  E.L.         Divi.ion   of    Engineering    (.    Oualit,    Alsuranc  m, 

Coniolidated    Edison   Co.     ofNtuVort,     Inr          i  17lsuranc '         B3/ 

Flche:  30-000.  0a/ll/l6,B30B19034B.  'lflp-         >»'7I:M3 


24X 


— SatllSOSOl     IE    Imp    Repts    30-239/02-31,50-340/82-31    (,   30-294/93-31   on 
820913-17.^0   noncompliance  notid. Major   areas    inspected: 
emeruencY    preparedness. 

CLINE.W.E.,     JENKINS.G.R,       Division    of  Emergency   Preparedness  i   b 
Operational    Support.       82/10/12.       IBpp,       16037:240        B4X 
Fiche:  30-259.92/10/13,  0H1 11 30494. 


OUl    T[ 


8203190253    IE    Info   Notice   82-45.     "PHR 
Protection.  "    Eve    list   «ne  I 
JORDAN.E.L.         Divi.ion   of    Engineering    i,    Quality 

Cons.lld.t.tf    Edl.on  Co.     ofNeuVorfc.     In*        « 
Fiche:  50-000,  B2/II/I9,  B2GB190253  P 


na/n/ro 
' 


9311150469    Foruard*    IE    Insp    Repts    50-259/62-39,30-260/03-33   d 
50-296/63-39    an   020920-24.  No   noncomp 1  lance    noted. 

VEJIHELL  I ,  D.  M.       Division    of   Project   &   Resident   Program*.       82/10/13. 
PfJtHIS.H.O.        Tennessee    valley   Authority.       2pp.       16057-214        24X 
Fiche:  30-239,  82/10/15,8311150469. 

-- 8311150475    IE     Imp    Repts    50-299 /B2-3 3,  50-36 0/B2-3 3    t,    30-296/82-35   on 
B20920-34,  No    noncomp  1  iance   noted.  Major   arsas    inspected: 
licensee    action    on    previous    enforcement   matters, QA/QC 
ailmlniitrat  Ion   program,  procurement,  receip  t  &   storage 
F«EDRICKSON,P,  ,    UPRIGHT,  C.  M.       Division   of    Engineering   4<  Technical 
Programs.        82/10/13.       6pp.       16057:216.       24X   Fi  che:  SQ-259. 82/10/15, 
8211150469. 

62(1150339   Aek    receipt    of    830928    Itr    informing    NRC    of    step*    taken    to 
correct    violations   noted    in    IE    Insp    Ropts    50-259/B2-23, 
50-260/82-23    t,    50-296/82-23. 

L£UrS,R.C.  Diviiion  of  Project  (.  Resident  Progrflin*.  02/10/21. 
PARRfa.H.e.  Tennessee  Valleg  Authorftg.  lp.  16087:043  24X 
Ffef>»:  30-259.  82/f  0/21,  821  1150339. 


-lodic    operating    rsports    I   related    corre  tponj  enc  i 


8211150193   Forwards   monthly    operating    repti    for   Aim     loni 

ABERCflOHDie,  H.        Tenne,,Be    V.ll.«    Authority.        Bi/O9/io  Office 

Hanagement    »rxd    Program   Ana  I  vf  is.        lp.        14059   202         S«  °'flcB 

Fiche:  50-357,  81/09/10,6311150198.  ' 

— S2IHSOB04    Monthly    operating   rapt*    for    Aug     1931 

THOM,  T.        TannBUBe   Valley    Authority.       81/09/01          40on         1AO5? 
24X    Fichu  50-259,01/09/10,6211150198.  "' 

021102O365   Forwardi   monthly    operating    repti    for   Aun     1992 

JONES,  0.        TBtine-siee   Valley    fluthority.        82/C-9/10.  Manaa.ment 

Information    Branch.        lp.        !SaB9:030,        24X   Fiche  :  5O-359,  aa/09/ 1O. 
821 1O20365. 


—8211020369  Monthly  operating  repts  far  Aug  1982. 
THOM,  T.  Tennessee  Valley  Authority.  82/09/O1 
24X  Flche:  30-259,  B2/09/10,  821 1020365. 


45pp. 


--0211190344    Responds    to   NRC    B20B30   Itr    re   violation*   noted    in    IE    Inep 
lUp-ts    SO-259/B2-23,  30-260/82-23   5.    50-296/02-23.  Corrective 
ac  tions  :  pro  cedures   revised   &    leakage    pathways    repaired. 
HH.LSfL.rl.        Tennessee    Valley    Authority.       02/09/28.       O'REILLY,  J.  P. 
Rejion   Z,     Office   of   Director.       4pp.        16057:044.       B4X 
Fiche:  50-239,82/10/21,8211150339. 


8211110292  Monthly   operating    repts    for   Sept    1983 
JONE9,  0.  T.  ,     THOM.T.        Tennessae    Valley    Authority 
1603H:2IB,        24 X    Fiche:  50-259,  B2/1 1/06.  821 1 1  10392 


S.     fleportable    occurrences,     LERi    &    related    cor  re  spandenc 


39pp. 


-8211IS0349   Foruardi    IE    Insp   Ropta    50-359/82-33,30-360/82-23   (. 
30-296/82-23    on    820730-0810   t.    notice    of    violation. 
LEWIS. H.  C.        Divlilon    of    Project   t,  Resident   Programi.       82/08/30, 
PARHIB.H.  0.        Tennessee    valley    Authority.       2pp.        16937:048.       34X 
Flche:  50-259,  B2/10/21,  B2H1S0339. 


0211040236  Foruiards  LER  B2-046/03L-0. 

OREEN,  H.  J.       Tennossee   Valley  Authority.      83/10/27.       0 'REILLV,  J.  P. 
Region.    2,     Office    of    Director.        lp.        15923:014.        24X 
Ft  Che:  50-296,  63/10/37,8211040236. 


-8211150351  Notice  of  violation  from  insp  on  820730-0310, 
*  Division  of  Project  b  Resident  Programs.  B2/O3/30. 
16097:050.  24X  Flche:  30-259,82/10/21,8211180339. 


lp. 


-B2111S0353    IE    Insp   Repts    30-259/02-23,50-260/82-23   I,   50-296/82-23  on 
B30730-OB10,  Noncompliflnce   noted: Surveillance    Instruction 
4,  7.  C,  secondary    containment,  did   not    account    for    inleaiage 
to    tecondary    containment    lane, 

cmSE.J.H.r     PAULK.O.L.,     CANTRELL,  F.  S.       Division    of  Project    i 
lit*  I  dent    Projrami.       sa/oa/24.       14pp.       16057:031.       24X 
Flche:  30-239,62/10/21,  821  It 50339. 


—6311040244   UER    B3-046/03L-0:  on   830938.  ujhi  1&    performing    SI    4.  9.  A.  4.  b    on 
dfesel    generator   3D.  meehanica  1    remote    speed    control    governor 
failed    to    function   prop  erly.  Caused    by   governor    friction 
drive    plates     slipping    eicen  i  vely.  New   governor     installed. 
PORTER, M.         Tennessee   Valley    Authority.       S3/1O/27.  Region    2, 

Office    of    Director.       2pp,        15925:013.       24X   Fi  che:  50-296,  02/  1O/27, 
021104033&. 


B21U50304  Forwards  LEU  B3-047/03L-0. 

OHEEM,  H.  J.        Tennessee   Valley   Authority.       82/11/O5.        0'P.EILLV. 
Region    3,     Office    of   Director.        lp.        16055:123.        24X 
Fiche;  50-276.  B2/1 1/05,  B21 1 150304. 


8209190-239    IE    Info  Notice    82-41,     "Failure   of    Safety/Relief    Valves    to 
Dp*n  at   OUR.  "    Svc    list    end. 

JOUJlANi  E.  L.        Division    of    Engineering    &  Quality    Asiurunce.       82/10/22. 
ConiolidJtod   Edison   Co.     of  Neui  York.     Inc.        110pp.       1B960:  153.       24X 
Fiehe:  30-000,  82/10/32,8208170339. 

D21119vo06  Ack    receipt    of   821014    supplemental    response    informing    NRC    op 
steps    taken    bo    correct   violations    noted    in    IE    Insp    Re>gti 
30-889/82-10,  30-26Q/S2-10    t,  50-296/S2-10. 

LEHIS.R.C.  Division  of  Project  d  Resident  Programs,.  82/10/28. 
PARfiIS,H,  0.  Tennessee  Valley  Authority.  lp.  16099:313.  24 X 
Flche:  50-257,  62/10/29,  821 1130606. 


—8211130303   LER    83-Oi)7/03L-0:  on    821007,  ulhi  le    performing    SI    4.  l.A-7, 
reactor    high    mater    level    auitch  as-found    calibr    -eiceeded 
Tech    Spec    r  eg.uirsments.  Caused    by    level    Indicating    suite* 
calibr   drift,  Switch   recalibr. 

IRBWD.J.        Tennessee   Valley   Authority.      82/11/05.  Region   a. 

Office    of    Director.       3pp.        16055:  134.       24K   Fiehe    50-296,  82/  1 1/05, 
3211130304. 


B21122O276  Forwards  LEFI  B2-049/03L-0. 
OREEMrH.  J.       Tennnsee  Valley  Authority. 
Region   2,    Office   of   Director 
Flche: S0-296j I 


--B2111S0617   Suppls  response    to  NRC   820429   Itr   re   violations   noted    in 
Irup    Rept»    30-239/82-10,  30-240/82-10   t,  50-296/82-10, 
Ccrrtctiv*    actlonsistd    practice   OF    IS.  17,  establishing    ltd 
format    for    responding    to   audit    findings.  Issued    8S033O. 
MILLS.L.H.        Tennessee   Valleu    Authorit«.       02/10/14.       Q'HEILLV,  J.  P. 
fl*>gltm   KP     Office   of   Director.       3pp.        16039:314.       24 X 
Fiche:  50-2S<?,  82/10/28,  8211150606. 


—  9211220279   LER    a2-048/03L-O:  on    831011 ,  follouiinj    rod    pattern    adjustment, 
calculated    R    factor    found    less    than   R   factor    used    to    sit 
avaraoe    pouer   range  monitor   scram  1  rod   b  loclr.  Caused    by 
Iniartion    of    pattern  revised   rods. 

NAVE.E.       Tennessee  Valley  Authority.      H2/11/09.  R«gion   2,    Office 

of    Director.       2pp.       16165:120.      24X   Fiche  :  50-296,  83/1 1/09, 
821 1220276. 


G21I150197  ConF  irmi   B21027    telcon   re   821105  misting    in  Raglon    2    ofcs. 
Hut  ing   will    -focus   on  recent   insp   findings   concerning 
violations    ro     tou    level    waste    shipment.  Proposed   meeting 
agenda    •ncl. 

O'REILLY,  J. P.        Region  2.     Office    of   Director.       83/11/01.       PARRIB.H,  0. 
T«nn*is*i   Val  liu   Authority.       2op.       1A09A:  160.       24 X 
Fieht;90-BB9,  82/11/01,8211150197. 


8211160194  NPDE8   noncompl iance  notif  ica  tion:  on  BSlOSf.  coni.ns.er    eoolina 
uater    sample    fnunrf    to  have   high    pH  content.  Caused    by 
overflow  from    sodium  hydroxide    storage    tank    at  makeup  water 
treatment    plant.  Water   neutraliied.  „„,,.,,,,       UAD,  .D     i 

EL-A8HRV.M  T.        Tennessee   Valley    Authority.       ™'»'10L.    "^AR,  J. 
Envlrormental    Protection   Aoency.      2pp.       16O93:  u/-       •"** 
Fiehe:  30-259,  BE/1 1/10,  621 1 160194. 


3211330074  Furuards   request    for   addl    info   re    IE  Bulletin   BO-Oi    on   EBF 
ratet  contrail.  Response   du>   in  30  d«v>- 

VA8BALLQ,  D.B.        Operating    RBffctori   Branch  3.       82/11/13.       PARRia,  H,  0. 
Tennesiea    Valley   Authority.       3pp.       16201:226,       24X 
FiEh*;  50-237,  B2/11/15,  8211S30074. 


8211230282  Forward*  LER  B2-049/03L-0. 
OREGN-H.J,       Tenneste*  Val  U«  Authority 
Region   2,    Offite   of  Director.       lp. 
Fich«:50-a?6,  B2/1  1/16,  8211230282. 


0'REH.LY,  J.  P. 


16193:293. 
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•-Cii'llJrijiS*   LEO    SZ-0*9/Ojl.-0   on    83I01B,  r  lie  t  or    low   ujt»r    level     luitcfi 
Lf£"3-;0jj    'iiltd    to    trip    belou   Tech    Spec     livel. Cauted    6y 
CA.1*    ivilcfi     ruSbinj    je(u»lor    «r»   Barton   Hodil    26B    luiteh 

ISfli.B    J         r.r.ntmi   VaMty    Authority.       B2/11/16.  Reoion    2, 

OMm    :*    Oir.ttor         Spp         16193   294.       24X   Fichi:  50-296,  B3/ 11/16, 

ST I  113 j£32 


1,-tf."   rt    J        T(nr.,llt,    v«Ll»,   Authontv.       83/11/19.       O'REILLV.J   P 
fijiai    J,     0**ic»    o*    Dinctor         If         14221:130.       34X 
Fifie    IID-H6.  62/1  I/  19,  021  I2KI327 

--S3H290331    L£fi    62-OSO/O3L-0   on    S21022,  during    S.  I.  4.  4.  ft.  1,  .tandbu    Haul* 
(  =  ftr0l    ,.j,     t,,t,v4lv»    3-63-5IB   di. covered    inoperable.  Cai»od 


r*tion    of    Dluj    tten   jlotn   valve   due    to    ttvcrt 
PIuj    r»p]jc»d 


R.oion    2, 
50-296,  B3/  1  1/19. 


,nior    re.ctor   operito 


19 

»^   Ooiit*    Stur*,,    of    Lou   L.vtl   Hj,t« 

J-';C;  I,    C         Advance*   Fuel    6  Spint   Fgel 
cite    _*Fttif    jnd    Licenjlno   Aooeal    Pir 


tniing   Branch,      62/09/23 
2PP.        15939:254.        34X 


6210040068  Oernric    Ltr   B3-17    to    all    poui»r    reactor    Hcimae*    t 
applicant!   !.    holders    of   CPi    re    Incoru  1*  tune  Y    b»twaiiii 
r»qulr«m»nt«    of    10CFR50,  31  1  1)    (,    STS    for    porPorminfl    luiltti    naf 
•mirgcncv   preparBdneae    proflrami.  Bvc    ll»t    oriel. 

E1BENHUT.D.O.        DivHiori    of    Licensing.        OOf  10/01.  Con.olld 

Ediion   Co.     of    Neui    York,     Inc.        llpn.         16002:8130,         21X 
FichB!  30-000,  B2/10/01,  B3lOOtOQl,B. 

B31101037S  Fpriuardi    prop  r  is  tnrg    p  Unt-uni  qu«    analu.j,    rvot*    *o 
R.pt.   uiithheld    Iref    IOCFH2.  770).  P 

5IEGEU  D.       OperaUng    ntactor*    Rranrh    2.         03/10/01          MrtJEiF,  Q 
Brookhaven  National    Laboratory,        lu,        1  3H7"?  •  111         24' 
Fiche:  30-398,  B2/IO/04,  021  1010373. 


B310070019  O.D.PK    Ltr   02-31    to 


licon,OOB    4   .|lplitailt, 


pou.r   ;«ctor,    r.    T«ch    Bp.e.    for    fir,    protnctlon      udl  U 
il™^*   !"   h*"!'    J1""1?1""    B-iwr-l    .c«pa    »    dMePlbini 
"•    l"^""""    '"    «U<fit.  five     li.t     .ncl.  * 

Divinon   of   Uc-nilng.       aa/lO/Ol,. 


nu(1|1. 


831029010B 


B311040379   Oeneric    Ltr    H2- 

^•K::J  ^jK 

*:      - 


««. 

093.       24X 


—  8311250061    Pub 


(ref    10CFfl73.2l) 

K'?j,ieD 

e:  30-298, 


9=10070015   C.n.rit    Ltr   B2-19   * 

: 


mrnw 


B21  1300334    Foruariit    IF    i 

''"1'*- 


»..,. 


- 

^^^^^^^ 


>    {Program    II)JPrQJ«ct    1    "*nrn*i/Ir*II'"?f  ^060-0737  Ruiftnit 
Noelnar   Station,  "    fin.l    teehnl        i  H.  B.  J  > 
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6311110069  FDruiflrds    coemption    from    10CFR50.  71  (e)   requirement!    ra 
updated   FSAI!    lubitiittal    da  to,  Submit  tal    due  330122. 

VASSALLCI,  D.  D.       Operating    Reacton   Branch   2.       63/10/22,      PILANT.J.M. 
Nebraska  Public    Poiunr    District.       3pp.        14>053;  046.       24X 
FJche:SO-E9Eli  S3/ JO/22,  821 1 1 10OA9. 

— B31111QQ71   Election   from   requirements    of    10CFH50.  71 1 e>   re   updated 
FBftR    nibfflltta  1.  Submi  ttfll    due    Q30133. 

EE&EMHUr,  D.  G.       Division    uf   Licensing.       03/10/22.  Ntbrast  *   Public 

Power    District.        3pp.         16033:048,        34X   Ft  cho:  SO-29B,  93/10/22, 
B2 1 1110069. 

8310260000  Gonoric    Ltr   Q2-30    to    all    pouer  reactor    1  icenseis- permit 
holders   (•  applicants!    Pur    CP   ra    guidance   for    implementing 
EOF    ruli.FofU.ardo    NUitEQ-0906.  NUF1EO    to    ue    uaed    a*    Interim 
Di*«iun    until     HUB   Ouiile    1,  70  revised.  Svc    list   oncl. 
EIEEMHUT,  D.  0,        Division    of    Licennino.       B2/10/36.  Consoliffa  tetf 

Edison    Co,     af     Hou    York,      Inc.        9pp.        15993:293.        34X 
Kiehe:  SO-OOD,  B2/10/26,  I321Q2AOOBB. 

6310270030  Generic    Ltr   (32-22    to    all    PUR    licensees   re  Congressional 
request   for    info   cone  orning    steam  generator    tuba    intigrltu, 
Foruardi   Congressman   EJ  Markey    O21019    questions   re  ataam 
g«n*rator   tube    Integr  ley,  five    list   encl. 

EtSENHUTjD.  0.        Division   of    Licensing,       B3/10/26.  Coniol  (dated 

Edison  Cc.    »F    Hem  York p     Inc.       10pp.        16079:332,       34X 
FleSe:  30-000.  H3/10/2A.  B21027QQ30. 

8BitllO5V4  Forwards    snfuty    evaluation    of    util    response!   ta  NUREG-0737., 
Item   U.K.  3.  21,     "ft  en  tart    of   Cure   Bprny    ft  LPC1   8ys,  "  Logic 
nod*    for  LPCI    &    low  prenauro   core    sprays   siji   unwarranted. 
WBBrtU.0,  D.  fl.        Operating    Jlnactors   Branch  3.       S3/10/26.      P1LANT.J.M. 
llec-raika  Public    Pouior    IM'jtrict.       Spp.        16049:201.       24X 
FlcN«:SO-a9£l!  Q2/ 10/26,  0311110374, 

B2I106O33Q  Forwards   revision    to    iniorvice    testing    relief  requests    re 
pump   vibration    testing. 

flLANT.  J.M,       Nebraska    Public   Pouier   District.      03/10/28. 
VABEALt-0.  D.  D.        Operating    Reactors   Branch   3.       2pp.       19953:  164.       34X 
FlehB:SQ-39B.  02/10/20,0311060238 


FnriuardB    plan  t-npoc  1  f  1  c    responses    to  NRC   B20713  rxfest    for 
addl    info  ra    NEDE-21'jaEl-P,     "Analuala    of  Generic    QHR  Safety/ 
Relief    Valve    Uperabllitg    Test    Results.  " 
PILANT,  J.  M,       Nebraofcn    F'ublic    Pmuer   District.      B2/10/29. 
VAS8ALLO. D,  u.        Opurnting    Reactors   Branch  2.       13pp.       13993:177.       2-4X 
Fiche:  50-290,  OB/IO/S9.  B21 10B0139. 

OS111I01I3  Forumrds    roquoat    For    addl    info  re   Mark    I    containfnent    program 
concerning   structural    aspects    of   plant    unique  analysis  npt. 
Rea,ue»t   based    an   Franklin    flossarh   Ctr    review.  Info   should  be 
provided  ulth  in  30  da-ja    at    Itr    receipt. 

VASBALl.O.D.  B.        Operating    dimeters   Branch  2.       02/10/29,      PILAHT,  J.  M. 
Nebraika  Pwbl ic    Pouer    District.       Spp.        16033:330.      24X 
Flcho;  30-S9B,  83/1 0/31,  B211110113. 

B2U340439  Forwards   request    foi-   addl    info  re   Qenaric   Ltr  91-04    on 
implementation   of   NUREOrD313,  Revision    l.Copu    of   responie, 
Idenitlfijlnij   RCPB   piping,  saf  e-endi   t>    fittina   matl   uhlcii   do 

not   m««t  ouidielinefl. should    he    sent    to    EOtO.  „.,  ,.,T     ,  u 

VABSALLO.  D.  Q.        Operating    Reactors   Dranch  2.       B3/11/OB.      PILANT.J.n. 

Nflbraika  Publ  ic    Pouar    District.       6pp.        16230:072.      24X 

Fleh«:  50-290,  B2/I1/OB,  021 124043S. 

D2111A0047  OeneTlc   Ltr    B2-26   to    poiuer    reactor    lionsees    (except    Fort  8t 
Vraln)    re  NUREC-0744,  HevI  alon    I.     "Pressure   Vessel   Mat! 
Fracture  Toughness.  "    Forward*   NUREO-0744,  Revision    l.H/o 
*nel .  Svc    list    one  1.  ,  .          . ,  Jmt^i 

EISENHUT.D.O.        Divla.on   of   Licensing.       B2/11/12.  Consolidated 

Ediion  Co.    of    New  York.    Inc.      S2pp.       1A332: 212.      24X 
Fleh*:  30-000,  83/11/12,0311160047, 

6211230106  Advises    that    TMI    Action    Item    II.  E.  4.  2,     "Containment 
Isolation  DependahiUtg,"    Positions   A   fc  7  complete   for 
plant  Sflfetg    Rvaluatian   encl. 
VA88ALI.O,D.  D.       Operating    Reactora    Branch  2. 
Nebraska  Pub!  U    Pouer    District.       3pp.        Io201:231,      *** 
FJcNe:30-aV0,  H2/1 1/13,  021 1230106. 

3211300218  Forwards   supplemental   r*»pon»e  to  order  m^if|''n«   lleeni>- 
R*«pons*  atsurea    that   all    future    info    provided   b«    i1""" 
r.   «n»Jyiii,  designs  (,  compliance  of   ig«   important  to  safetg 
1%    complete  i    accurate.  MMI/OI       DEyOUNO.R.C. 

JONES,  C.R.      Nebraaki   Public   Pouer   Di.trict.     J3*'**'33'      nEYUUNW'rl- 
Director'.   QFfici,    Offfica    of    Inspection  and    E"fore*7l"!..  olo        34y 
COt-LlN8,J.T.       Region   A.    Office   of  Director.      7pp.      16JJY.-""- 
Fich»:SQ-29B,  82/11/23,0211300213. 


Iniptctioi  reports.     IE   Bulletin!    !t  corre-ip  ondonce 


8211300334   Foruardl     IE    Imp    Ript     50-2^3/52-22    on    820630-0701.  No 
noncomp  1  lance    noted 

ITADSEN.O.  L.        Divlilan    of    Reiidcnti     Redctor    Prajett   &   Engineering 
Pt-ujrami.        B3/O3/03,        PILANT.  J.  M.        HEtrisfca     Publit    Power    District. 
2pp.         16236:083.        Z4X    Fiche:  50-213.  03  /OB/05,  321  1  300334. 


IE     Intp    Rept    50-?7a/B2-22    on   Q30630-O701  .  Ho    nonconp  1  lance 
noti-i.  Major    jreai     impecterf    comptiancp   u/  10CFR50,  Ap  p    E. 
Section    IV.  D.3   &    revised    ear  J  ij    uarning    541. 

MONTOOHERV,  J.  L.  .     COLLIWS,  J   T.         Rejion    4,     Office    of    Director. 
MESTEfiMAH,  T.F.        Division    of   Resident,     Reactor    Project    t,   Ensineering 
Prograna.        62/OS/04.        ipp.        16236;OB5.        24K    Fi  chei  50-399.  82/00/05, 
321  1300334. 

3211010460   Faruardi    ordep    eitending     tint     to    Q21003   for    submittal    of 
plan    required    by    Section     IV   of    order    mDdifyinB     licenn, 
affective   intraed  iate  l(j    U   eitending    timt    for    requesting 
hearing. 

DEYOUNQ.H.  C.        Director's    Office,     Office    of     Inspection    and 
Enforcement.        82/08/24.        HILL,  D.  U.        Nebraska    Public    Pouer    District. 
2pp.        15895:350.        24X    Fie  he:  50-298.  83/OB/24.  6211010490. 

—8311010497   Order    «itendinj     time     to    B3LOO8    to    reply    to   820909    order 
modi  fgtng    Jiienseie-ffecttve     I  mmei)  iatelij. 

DEVGu"NO,R.  C.        Director'!.   Office,     Office    of     Inapsctlon    and 
Enforcemant         82/03/24.  Nebraska    Putllc    Power    District.        2pp. 

15895:352.        24X   Flthe:  50-2SB,  82/08/34.  B21  1OIO4BO. 

B20St90320  IE  Info  Notice  82-37,  "Gractlng  in  Upper  Shell  to 
Transition  Ccne  Oirth  Weld  of  Steam  Oensrator  at  Operatins 
PUR.  "  Bvc  lilt  oncl. 

JORDAN,  E  Division  of  Engineer  ing  t  Quality  Assurance.  83/O9/14. 
Conaolidateit  Eiison  Co.  of  Neiu  Vori,  Inc.  IO5pp.  15930:001.  24K 
Fiche:  50-000,  B2/01?/16.  B30B1W220. 

820SI90222    IE    Info    Notice    B2-34,  Rev  i  sion    1.     "Welds    in   Main    Control 
Panala.  "   Svc    Hit    end. 

JORDAN,  E   L,        Division    of    Engineering    6   dualitu.    Assurance         B2/Q?/17. 
Consolidated    Edison    Co.     of   Neu    York.      Inc.         lO7pp.        13B93:  1EJ5         24X 
Fiche:  90-000,  B2/09/17.  6208  1  "70222. 

B3091'!€32[!    I£    Info    Notice    82-3?,      "Svc    Degradation    of    Thick    Hall 
Stainless    Steel    Recirculat  ion    Sya    Piping   at    BWH   Plant." 

JORDAM.E    L.        Division    of    Engineering    b   Quality    Miuranc  E.        B2/O9/31. 
Consolidated  Edl.on   C».     of   Weu    Vor  k  .     Inc.       86pp.       16017:093.       24X 
Fleh»:  30-000,  B3/09/21  ,  630BI  70229. 

B30B190223    IE    Info    Notice    83-33.      "Change    in   Format   fc   Distribution    By* 
for     IE   Bulletins.  Circirlars    t.    Info   Notices.  "     Sve    list    encl. 
BEVOUNO,R,C.       Dlractcr's   Office.    Office   of    Inspection   anfl 
Enforc«m«nt.       62/07/2:2.  Cons  0.1  idated   Edison   Co.     of   New  Yorl,     Inc.  - 

110pp.        16016:021.       2«   Fi  che;  5O-000,  83/09/32,  820B190333. 

B30B190232    IE   Info  Notice   82-4O,     "Def  i  c  iunci  e«    in  Primary    Containment 
Electrical   Penetration  fl^iemblies.  "    Svc    list    encl.  a-,,™/33 

OOHDAN.E.L.  Olvision  of  Enjin*  •"  no  t,  Ouality  flisuranc^  B2W/22. 
•  Consolidated  Edison,  CD.  at  New  Vert,  Inc.  liapp.  15930  0  19.  24X 
Fi  ch»:  50-000,  62/09/23.  820B190233. 

8208190239   IE    Info   Nptice    83-41.     "Failure    of    Saf  ety/Helief  Valves    to 
Oftn   at    BUR.   "    Svc     list    sncl.  oa/tn/oa 

JOHDAN,e,L.        Division    of    Engir.erinfl    &    Qual  1  t,j    A.aur.nce         B2/  1O/22 

Consolidated   Edison   Co.     of  New  York,     Inc.        110pp.       15960.153.       SIX 
Flche;  30-000,  92/10/22,6308190239. 

021109042S   Forwards     IE    Inap    R.p  t     50-29B/82-26    on    B2O913-17   t,   notice    of 

n  Division    of   Resident,    Reactor    Project   t,  Etva  inear  ing 

roc  Sa/IO/23.        PrLANT.J.tt.        Nebraska    Public    Pou.r   DUtr.ct. 

2pp          160097089         24X   FI  ch.  :  50-29B,  B2/  1O/2S.  821  1090125. 

a9llO9D429  Notice    at   violation    from   insp  on    820913-17. 
82J      Division    ofReald.nt,    fi^ctc-r  Project    fc   Engineering   Progra^ 
82/10/ES          l"       (6009:031.        24K    Fie  he;  5O-39B,  B2/1O/25,  Q2U090425. 

-S2I1070132    IE    Into   R-P*   5C-2flH/S2-26    c,n  020913-17.  Honcompl  lance    noted: 
fallun    to   ftave    documented    SA    proc  eduras. 

.J.S.,    CRD9SMAN.M.A.,     WESTERNS  T.  F-    n«vlMon   of  Re.id.nt, 
Project   »c  Enaineering    Programs.       BH/lO/lfl.       9(ip. 
2        24X   Flche;  50-29B.  82/10/25.021  1070425. 


ruardi    IE    Insp    Rept    5O-2°B/B2-a3    on  B2OB01-O930. 

DTvi.lon   of    Re.ldent,    Reactor    Project  fc  ="Bin"Pi»« 
92/10/25.        PILANT.J.M.        Nebraska    Public    Poui«r    District. 
*SA\        W  Flch0:30-29B,  82/10/23,9211150*71. 
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R"E?nds    *°   Nf   82»01"    »r   ra   shift  staffing   requirements. 
Staffing   problem*   due   to   shortage   of    licensed   operators 
Thr«t    itatlon    operators    duo    to    take   eiam   in   J»n   19S3 
PILANT,  J.  H.      Nebraska  Public   Pouier   District.      82/11/12 
•WASSftLLd,  D.  0.       Operating   Reactors   Branch   2.      Sap 
FUhe ;  30-298,  83/1 I/  12,  821 1290626. 


0211230407  Forwards   change    to  modified    amended    security   plan  Cliano* 
withheld. 

BLRSTElNiS.        Wisconsin    Electric    Power    Co.       82/11/10.        DENTON,  K  R. 
Office   of   Nuclear  Reactor    Regulation,    Director.       CLAFJK.  ft   A 
Operating    Reactors    Brancft    3.        2pp.        16192:102.        34X 
Fiche:  30-266,  82/1 I/1O,  021  12304B7. 


DOCKET   50-301   POIMr  BEflCH.  NUCLEAR   PLANT,    UNIT  2 

F,     Security,    medical,     emergency   &   fir*   protection   plans 

B211010457  Responds   to   820601   nemo   re   min   itaffing    level*    (or 
*merg*nc(|   it  tun  tiona.  Bub  j    now   before   Commission   in 
SeCY-Hl-IHG.  SECY  recommends   luppl    to   NUFIEQ-0737.  requlr  Ing 
licensee   responses    In  accordance  U/IOCFRBO.  34(f ). 
eiBENHUT,  D.  o.       Division   of   Licensing.       02/09/29.      KEPPLER.  J  0 
flvglon   3,    Office   of    Director.       app.       13902:103       24X 
Fiche:  JO-366,  6)2/09/39,0211010437, 

—  B2UO1O462  (i» quests    review   of   util    submittals  re  min  staffing    for 
emerging   s  i  tuatl  ans.  8af  ety    evaluation   needed   bij   B21022 
EI6ENHUT.D.  Q.       Division   of  Licensing.       B2/Q9/29.      QHIHES,  H.  K. 
Division  of   Emergency   Preparedness.       2pp.       15902:104.      H4X 
Fiche:  30-266,  BS/Of/39,  B21 1010437. 


9211170130   Forward*    Amends    1,7  &   72    to    Licenses    DPR-34    (.   DPR-27. 
respectively   A   notice   of    issuance  &   avaj  1  ab  i  I  i  tu.  Amends 
include    requirement    to    maintain     security    force    training    * 
qua  1  i  f  icatf  on    plan. 

CLARK,  R.  A.       Qpirating    Reactors    Branch    3.       B2/II/I5         FAY.  C.  H. 
Mi  icons  in    Electric    Power    Co.        3pp.        16148:  185.        34  K 
Flche;  30-866,  82/11/15,  S21  I17013O. 

—  BB1117O141    Amends    67    &   73    to  Licenses    DPfl-24    t   DPR-37,  r«spec  t  ive  ly, 
adding   requirement    to  maintain   -security    fore  a    training   & 
qualification   plan, 

CLARK,  R.  A,        Operating    Reactors    Branch    3.       S2/I1/15.        5pp. 
1A14B:  IBB.        24X    Flche:  50-266,  G2/1  I  /IS,  &21  1  1  7013O. 


-821117014(1  Notice    of    Issuance   fc   availabil  ity    of   AnBn 
Liceni»s   DPR-24  &   DPR-27,  re  ip  ac  t  ive  lij. 
«       Offio    of    Nuclear    Reactor    Regulation,     Director. 
IfcllB:  192,        24X    Flche:  50-266,  92/11/15,  B211I7O130. 


67  &   72   to 


2pp. 


Q211010469  Requests    revieui  at   min   staffing    levels   for   emergencn 

»itii4ttons. 

KEPPLEd,  J.O.       Region  3,    Office   of   Diroelor.      02/06/01.      DENTON.H.f?. 

Office   of   Nucloal-   Reactor  Regulation.    Director.      2pn.       13902:106 
24X   Fie  he:  SO-266,  P2/09/27,  821  101O457. 

B21O040060  Generic   Ltr   02-17   to   all   power   reactor   licence*!   t. 
applicants  d   holders    of  CPs   r»    Inconiistoneij   between 
rec;Ulrtfii*ntB    of    10CFR90.  34(1:)   &   BT8   for   porformlng   audits   of 
•mergencu.   preparedness   programs.  Svc    list   end. 

EISENHVr,  D.  0.       Division   of   Licensing.       82/10/01,  Consolidated 

ETdlion   Co.    of   NBU>  V»rJn    Inc.       llpp.       16002:  2 B9.      24X 
iF'icriB:  30-000,  33  f  10/01,8210040063. 

921007001?  Oinerlc    Ltr   [32-21    to   all    licensees   i.  applicant*   of   nuclear 
power   reactors    re  Tech  Speci   for   fire    protection   audit!. 
Forwards   guidance   discussing   general    acope   fc  descpiblno 
tlenmnti    to  be    Included    in   audit.  Svc    list    encl. 

erSEIJHUr,  D.  <J.       Division   of   Licensing.       B2/10/06,  Consol  tda  ted 

Edlion   Co.    of   Neu  Vor»,    Inc.       19pp.       15993:338.      24X 
Ft  ehe:  90-000,  02/10/06,0310070019. 


0.    Adjudicator^    corr sipondentB 


9211190657   Informs   of    completed    visual    flberscope    imp   for   loose   pirts 
In  Unit    1    iteam  ganeratoro.  Imp    revealed   presence   of   several 
forilgn   objects    in    secondary    side   of    ste-*m   generator.  Loose 
parts   bear  no    ralatlonihip   to    sleeving, Svc    list   *nel. 
CHURCHILL,  D.  H.        Sfiau,     Pittman,     Potts    1    Troubridge.        CHURCHILL,  0.  H. 
Wisconsin   Electric    Power   Co.      82/11X09.      DLOCH,P,0.,    KLINE.  J.H.. 
PAXTOMiH.C.       Atomic    Safety   and    Licensing   Board   Panel.       3pp. 
16061:  162.        24X   Fi  che:  50-266,  S2/1 1  /09.  B21I13O&57. 

0211160577  Forwards   330923   suramarij    of   B20909  meeting   8.  Ecttioi>s    11.  EV  & 
V. Tables    A-1.A-3.D-1    &    t-4    &    Apps    D   6    F   of    "Steam   Generator 
Insp   Program   Return   to   Pouier   Rent,  San   Onofre,  Nut  lear 
0*n«rating   Station, Unit    l.&ept    1932."   U/o  encl. 

OACHMANN,  R.  0.        Hearing    Branch    1.        02/11/12.        AND  en  SON,  P.       Wisconsin's 
Environmental    Deeatfa.        Ip.       16203:194.      24X   Fiche:  50-2A6,  B2/1  1/12, 

eai  1 160277. 

P.    Opentlng    license    stage    documents   d.   correspondence 


Q21IOBOOD9  Forwards   821007   examption   for   one-time   balls    from  annual 
Ful J-ic« In   emargencu    preparodnei*   eiarel»B   requiremenk    of 
10CFR  App   Er0ectlon    IV.F.  1. 

CLARK,  P.  A,      Operating  Reactors   Branch   3.       82/10/07.      FAY,  C.  H. 
mtconitn  Electric   Pouer   Co.       3pp.       1397Sr2B7,      H4X 
FIch*:  80-266,  02/10/07,8211030009. 

—  BailOBOOlO  E<emptlon  from  r»o,ulrements  of    10CFR50  App  E,  Sect  ion   IV.  F.  1 
r*   emergvncij    preparedness    •xerclsei. 

EIBENHUT.D.  0,       Division   of  Licensing.       82/10/07.  Ul»con«in 

fiUctrle  Power   Co.       4PP.       13973:290.      24X  Fich«:  80-264,  B2/1O/O7, 
S2110S0009. 


0211030163   "T«th   3p»c    for  Redundant   DHR  Capab  i  lity,  Po  int   Beach,  Uni  ta 
1    &  2-  " 

SrOFFEL.J.M.        £0*0,      Inc.        FIN   A-4439,  0211030162.        02/O7/3I. 

DOMC3HEM,  J-  N.       Division   of   Licensing.  IBpji.       15936:O3t>.       34  X 
Flche:  5Q-S66i  32/07/31,  021103O1&2. 

8211O4D01?  Addl    response    to   FOIA    request   for   record*   re   steam 
generators   &    turbines.  Forwards    docunentn    listed    in  App   C. 
Document*   4l»o   available    In  PDR. 

FELTON,  J.  H.       Division   of   Rules    and  Records.       B2/O9/10.       LOMO.  D.  J, 
Hlntnropi    Stlmson,    Putnam   k  Roberts.       3pp.       15947:061.       24X 
Flche: 50-301,  82/09/10, 821 104001 9. 


SailO2OB-U  Ack    receipt   of  821013   Itr   Informing   NRC   of   stipe    taken   to 
c-D-rrect   violations   noted    In    IE  Safeguards    Insp  fiepts 
50-Z6&/BZ-19   ti   90-301/02-19. 
MILLER.J.  R.       Division  of   Engineering   t   Technical   Programs.      82/10/E7. 

gURSTEIW,  S.       Wisconsin  Electric   Power   Co.       Ip,       15808:291.       24  X 
Ft  ehn:  30-266,  02/10/27,821  10H0544. 

--  0211020559  Responds    to  NRC   8209  20   Itr   re   violations   notid    In    IE 
Safeguards    Insp   Repts   90-266/02-19  fc   30-301/02-19,  RespontB 
uill    be   available    for   review   during    future   Inips.  Detail* 
withheld   (ref    10CFR2.790), 

BURSTEIN,  0.       UUconiln   Electric   Poutr   Co.      82/10/15.      MILLER,  J.  R. 
Division  of   Engineering   fc   Technical    Proorams.      2pp.       18880:292. 
24X   Flcht:  90-266,  82/10/27,  B2U020344. 


Otnertc    Ltr   02-23   to   all    licensee*   b  applicants   r* 
Incansli  tency    between  requirements   of    10CFR73.  40(g)   &  BT8 
for    performing    audits   of   safeguards   contingency   plans 
(**euMtY  plan).  Svc    ll»t  encl. 

EISEMHUr.D.O.       Division   of   Licensing.       82/10/30.  Consolidated 

Edison   Co.    of   Neu  Vork.    Inc.       0pp.       13993:319.      34X 
FJ  cha;  80-000,  02/10/30,6210290108. 


— B004100B22  Requests   cooperation    in   developing    prompt  response    to  K  Fal 
300313   petition   on   behalf   of    MI  Environ  Decade, Inc    Par 
Issuance   of   shou   cause    order    &  order   enjoining   return   to 
tve.  Draft   of   response   t   notice   encl. 

MimRftY,J,P,       Office    of    the  El  ecut  Ive  Legal    Director.       BO/Q3/19. 
DENTONiH.R.       Office    of    Nuclear   Reactor  Regulation,    Director.       3pp. 
18?47i  184.        S-4X    Flche:  80-301,  B2/0?/10j  821 1O40019. 

S3 092 10027  Cenerlc   Ltr    B2-16   to    all    PHR    licensees   re   NUfiEO-0737   Tech 
Specs,  Requests   r'vleui   of    Tech    Specs    to   determine   coniiltencij 
u/guldanee   provided.  For    i tarns   w/d«vlationij amend    to   license 
required.  M/o   stated    encls.Svc    llit   encl. 

EIBENHUTiD.  0.       Division   of   Licensing.       BS/09/2O.  Coniol  Ida  ted 

Edison   Co.    of   N«u  York.     Inc.       13pp.       15930:140.       24X 
Flche: 50-000,  82/O9/20, 8209210027. 

BailOIOOSS  Attl    responie   to   FOIA   request    for   recorils   re  Wnstinghouse 
steam   generatars   &   turbines.Foriuard*   documents    listed   in 
App   D, Documents   also   available    in   PDR. 

FELTON,  J.  M.       Division   of   Rules    arJ   Records.       82/09/30.       LONG,  D.  J. 
WtnUrop,    Btlmson.    Putnam  t,  Roberts.       4pp,       13946:015.       24X 
F£cn«:  50-244.  02/09/30,6311040033. 


B211O40S79   Centric   Ltr   02-29   fan  all   power  reactor   licenses*   re 
intagra.t*d   IAEA    exercise    for  phgiical    inventory  at   LHRs,  Any 
crcflifnltment  to    participate    in  exercise    Is   voluntary   &  any 
util    th*t   participates  will    fai   reimbur*Bd.  5vc   list   encl, 
EJSENHUT,  D.  0.       Oivition   of  Licensing.       82/11/03.  Consolidated 

EJison   Co.    of   New  Varl-    Inc.       llpp.       16019:004.      24X 
F*  th*s  SO -000,  02/11/03,  821 1040379. 


— S1IO30Q063  Forwards    request   for    adi!l    info  re   *Uam  geniratnr    tube 
•  liiwlng    project.  Quaition*   uiithh*U    (ref    1QCFRZ.  790), 
COLBURN.T.O.      Operating   RMctors  Branch   3.       81/10/32.      CLARK.R.A. 
Operating   Reactor*   Branch   3.        Ip.       13946:097.       24 X 
Fi  c  h  e  r  50-000, B2/09/30,  82 1 1040O53. 
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E2III70130  Foruard^   Amanda    f>7  b   72    to   Licenues   DPR-24   &   DPR-27, 
ttsptct  ive  lu    fc   notice    of    i nuance   d  aval  lab  i  1  itg.  Amends 
LncJudi   requirement    to  maintain    security    force   training    fc 
f.ua]  Citation    plan. 

•CLAfiK.fi.  A.       Operating   Reactors    Branch    3,       02/11/13        FAV,  C,  W, 
Uiieoniln  Electric    Power    Co.       3pp.       1614B;103.       24X 
F tich*:  50-246.  62/1 1/19,  3211170130. 

--0311170141    Amendi    67  t.  72    to   Licenses    DPR-24  t.  DPH-27,  r  rupee  t  ively, 
adding   r  f  mi  i  r  i  men  t   to   maintain    security    farce    braining-   t> 
tualifltatl  on    plan. 

CLCifiK.R.A.       Operating   Reactors   Branch   3.       B2/11/13.       3pp. 
J*]4B:IEB.        24X   Fiche:  3O-266,  B2/1 1/  15,  B21 1 170130. 

—321 L17014&  Notice    of    issuance    &    availability    op   Amende    b?   &    73    to 
Llcentei    DJ>R-24   &   DPR-27,  reap  ec  ttve  ly, 

*      Office    of   Nuclear   Reactor    Regulation.     Director.       62/11/15        2pp. 
16148:  192.        24X   Fictie:  30-266.  02/11/13,0211170130. 

E?  11340327   Ariviit  i    that   TMI    Items    l.A.2.1,     "Upgrading    Reactor    ti    Senior 
flaactc*  Operator    Training"    t,    II.  i).  4.     "Training    Cor 
Mftl^atinf    Cor*    Damage,  "    complete    for    facility, 
Ci.ASK.fl.  A.       Operating    Reactors    Branch    3.       02/11/19.       FAY,  C.  W, 
Ultccmiln   Electric   Pouer    Co.       4pp.       16231:242.       34 X 
Fitt,*;  50-366,  32/11/13,0211540327. 


Safety    evaluation    supporting    uti  1    responses,    tn    CE    Bulletin 
00-04,     "Analysis    of  PUR   Main    Steam   Line    Drank    a/Continued 
Feeduater   Addition," 

*      Office   of   Nuclear    Reactor    Regulation,     Director.       32/10/03.       V>p, 
IS973:aB7.        E-1X    Fiche:  30-2*6,  B2/10/O3. 


B2QBI70239    IE    Info    Notice    B2— 11.      "Failure    of     Saf* tu/Re 1 lef    ValveE    to 
Dp  in    at    BUR."     Svc     list    and. 

JORDAN,  E.  L.       Division  of    Engineering    &    Quality    Assurance.       D2/10/22. 
Consol  tdatej    Edi*on   Co.     of    Hutu    Yarl.      Int.         110pp.        1 39&O:   153,        34X 
Ficfis:  50-000,  S2/IO/22.  630B190239. 

B21102Q344   Ack    receipt   of    021015    Ur    informing    NRC    of    stops    taken    tn 
correct    violations    notorf    In    IE  Safeguards    Insp    Hispt5 
50-266/B2-19    (,    50-301/92-19. 
MILLER,  J.  R-        Division    of    Engineering    &    Technical    Programs.        B3/1O/27. 

flUflSTEIN.S.        Wisconsin   Electric    Pauier    Co.         lp.         15003:291.         34* 
Fie  ha:  SO-264,  O2/ 10/27, 021 JO20544. 

— B21S020559   Responds     to    NRC    (K0920    Itr     re    violations    noted     in     IT 
Safeguards     [n^p    Repts    50-2i6/B2-19    fr    50-301 /92- I  7. Response 
yill     be    available     for    review    during     future     i nap s . Beta i Is 
withheld     (ref    10CFR3. 79O) . 

BURSTErfJ.6.        Wisconsin    Electric    Power   Co.         92/JO/15.        M 1LLER,  J,  II. 
Division    of    Engineering    k  Tethnical    Programa.       3pp.        15BOB:  292. 
2flX    Fiche:  30-2&6,  O2/10/27,  S21  1020544. 


— 32 J 124033*   "Improvements    in   Training    t   Requalif icatlon   Programs   a« 
Required    bij    TMT    Action    Items     1.  A.  S.  1    t>    II.  B.  4    for    Point 
B*H«eri    Nuclear    Plant, Units    1    t<    2,  "    technical    evaluatio-n    rept. 
f       Science    rtpp  Heat  ions,     Inc.        NRC-03-B2-076.        SAt- 196-029- 12. 
aa/CS/17.  WHC  -  No   Detailed    Affiliation   Given.       14pp. 

1 623!:  346.        24X    Fiihe;  30-366,  B2/1 1/  1  9,  H21  1240327. 


S2110901H3   Atli     receipt    of    B30937     Itr     informino    MRC    of    iCeps     taken    tr 
correct   violations    noted    In.   tE    Insp    (lepts    50-266/02-13    1 
50-301/02-13. 

SPESSAHD,R.  L.         Division    of    Prajoct   ti    Re-sident    Proijrams,        62/10/27. 
BURSTERS,       Mlaconiln   Electric    Poyer    Co,        lp.        liO03:  O23,       2flX 
Fiche:  50-246,  B2/10/27,B2l  1010IB3. 


e^t  1E-9O33&  Foruarda    revised    Pages    10:11    *r   lla    to   response    to    NRC 
•O'jtition  2.3-4-l>    re   control    of    heavg    loads,  including    results 
e/t    r*aetOf    pressure   vessel    head    drop    analys  is.  Inf a    should    be 
inc ludtd    In   9-riontb   response   dtd    520111, 

FAV.C.H.      HI » corn  in  Electric   Power   Co.       B2/11/S2,       DENTDN.H.R. 
Offlcr  of  Hits  1  ear   Reactor    Regulation,     Director.       CLARK. R. A., 
Optritlnj    fle-actors    Branch    3.        <)pp.        16221:013.        24 X 
,  Q21129035i. 


~a2110?01B7   Responds    to  NRC    B2QE126    Itr    re    violations   noted    in    1L    Insp 
Repts    SO-366/B2-13    &    SO-301/02-J3.  Correct ivs    action*: 
defective-   cement    returned    to    manufacturer    &   orijinal    brand 
useit.  Rernai  n  1  rig   waste   di-urns   r  e-e»aiil  ned    t    roproc  esserf. 
FAY,  C    H         Ulsconain   Eltttrit     Pouer    Co.        02/09/27,        KEPPUER,  J   0. 
fiegion    3,    Office    of   Director,       3pp.        16003:024.       SAX 
Flche:  50-26A,  32/10/27,6311090103, 


B2I130O224  Forwards    appropriate    fees   for   B20930  application    For    amend 
•to    Linnies    DPR-24  t>  DPR-27, 

FAV-C.H.       Wisconsin  Electric   Pouer   Co,       Q9/11/23.       DENTON,  H.  R. 
Office   of    Huclear   Reactor   Regulation.     Director.       DIGOS,  R.  M.       License 
F«t    Hanagiinent    Branch,       lp.       16237:192.       24X  Fiche;  50-E66,  G2/  11/33, 
031  13QQ32Q. 


0.      Irjipaction    reports.     IE  Bulletins   fc   correip  ondanc 


IE  Info  Notice  02-37,  "Crackins  in  Upper  Shell  to 
Transition  Cone  Girth  Held  of  Bteam  Senerator  at  Operating 
PHR.  "  Svc  list  and, 

JOflrMM.E.  Division  of  Engineering  &  Quality  Assurance.  BS/09/16, 
C-QntQlldafced  Edison  Co.  of  Neu  York,  Inc.  109pp.  13930:001.  24X 
Fiche:  SO-ODD,  B2/O9/  16,  020B1  90320. 

82OSI  9O322  IE    Info   Notice   B2-34,  Revision    li     "Melds    in  Main   Control 
F*rb|1i,  "   3vc     list   ancl. 

JOflDAW,  ET.L,        Division   of   Englneerinfl    t  Quality  Assurance.       B2/0?/17. 
Cgnmlldatad    Edison  Co.     of   Neu  York,     Inc.        107pp.       15893:185.       24JC 
Fi  e  ft  *  :  SO-OOO.  S2/O9/  1  7,  S2001  902S2. 

63-05190229   IE    info   Notice   92-3?,     "Svc    Degradation    of   Thick    Wall 
Stalnliii   Stflel    Recirculation   Bge   Piping   at    BWR   Plant." 
Svc     List    tnfl, 

JDRDAH,E.L.       Division   of   Engineering    !<  Quality  Atsuranci.       B2/0<f/ai, 
Consolidated    Edison  Co.     of  N*ur  York,     Inc.       B&pp.       16017:093.       SIX 
Fleh»:50-OOO,  S2/0?/21,020BI90229. 

6209190223  IE    Info   Notice   B2-3B,     "Change    in   Format   h  Diitribution    By  5 
far    IE  Bullet  inn  Circulars    &   Info   Notices.  "    Svc    Hit   encl. 
C-EYOUNQ.  R.  C.       Director's    Office,    Office   of    Inspection  and 
enPcretn«nt.       S2/09/22.  Consolidated  Edison  Co,     of   New  York,     Inc. 

l<b01B:O21.       S4X  Ft  che:  50-000.  03/09/22,  820B190223, 


6203190232    IE    Info   Notice   02-10,     "Def  ic  lencie*    in   Primary    Containment 
Electrical   Penetration  A»«embHes.  "  Bvc   Hit  end. 

JORDAN,  E,  L.       Division   of   Englniering    «<  Qu«I  Itij  Assurance.       82/09/23. 
Cont-olldated   Edison  Co.     of  New   York,     Inc.       112pp.       15930:01"?.       BIX 
:  50-000,  02/09/22,  S20B1TO232. 


B21lQBQiaS    Informi    that  B004S5,  B20414   b  0504   retponsei    to    IE   Bulletin 
8O-D4.     "Analyijs    of  PHR   Main  Steam  Line  Break   U/Contlnu«d 
F**duat*r   Arftfition,  "    acceptable. 

CLAflK.R.A.       Operating   Reactors    Branch    3.      BE/10/00.      FAY,  C.  W. 
Utticontln   Electric   Pouer    Co.       2pp.       15773:225,       24X 
Fich»:  30-2A6,  BS/10/08,  B21  10B01B5. 


Foryards    IE    In^p    Reptl    50-26fc/B2- 1 3   fc   50-301/02-10   on 
62O801-O930.  Ho    naneoinpl  lance    noted. 

STREETERj  J.  F.         Division    of    Project    i-    Reaidcnt    Programs,        02/11/01. 
BUR6TEIN,S,       Hiaconaln  Electric    Pouar    •Co.        2pn..        16151:239.       31X 
Fiche:  S0-2i,6.  O2/ll/Ol,O3l  II -70206. 

— 321119021?    IE     Insp    Hoot!    50-26,6/83-18    t.    50-301/03-1 B    on    B20001-0?aO.  Ha 
noneomp  liance    noted.  Ma  j-or   aroni    i  ns  pectod  :  ojierot  I  onal    saifetg 
vflfif  ication,  rronthlLj   iiaint   &    sor  vei  1 1  anc  e  .  r  eceip  t    of    new 
fuel    !.   LER    t.    insp    re.pt    follQuup. 

HAOUE..R.L.  .     FITZPrtTfllCK,  B,  ,     REYES,  L.  A.        DIvUlDn    of    Project    (. 
Resident  Prograffls.       H2/11/O1.        dpp.        16131:  361.       34X 
Fiche:  50-366,  BE/  11/01,  931 1 190206, 

aaOB19024B    IE    Info    Notice    B2-43,     "Dof Ic i enc i c «    in   LHR  Air    Filtration/ 
Ventilation  Sua.  "    Svc    list    encl. 

JORDAN.  E.  L,        Dlvliiori    of   Engineering    t   Quality    Assuraneo,       82/11/16. 
Consolidated    Edison    Co.     ofHeuYork,      Inc.         Hipp.         16171:233.        24X 
Flcha;  SO-OQO,  B2/  1 1  /I6.  H20B 1 90240. 

B20S1902'S3    IE    Info   Notice   BB-4S,     "PWR  Lou  Tomp    OvBrpre«»ure 

Protection.  "    Bvc    list    encl.  ..,,„ 

JORDAN, E  C.       Division    of   Enjineerino    ft  duality   Assurance.       02/11/19, 
Consolidated   Erfl.on   Co.     ofNeuVork,     Inc.        93pp.        \l,S3£;  BIB.       E4K 
Flihe:  30-OOO,  02/1  »/  19.  B20B 190333, 

R.     Periodic    operating    reports   t*  related    correspondence 

0211160228  Forwards   monthly    operating    repts    for   Oct    19BH. 

BUFtaTEIN.S,       Wisconsin  Electric    Pourer    Co.        B2/11/II.  MRC  -   No 

Det* llta   Affiliation    Given.        lp.        16092:117.       S4X 
Ftchs:  50-246,  B2/1  l/l  1 .  B2I  1 160222. 


--B3I1160225  Monthly    operating   T»pts    for    Det     19B2. 

FAY.C.W.       Wisconsin  Electric    Pouer   Co.       B2/H/QB. 
I6O92:  MB,        24X   Fiche:  30-266,  02/11/11,031  1 16C-222. 


10pp. 


S.     Reportable    occurrences,     LER-s    t    related    correspondence 

8211020661    Foruardi    LER   BH-007/03L-0. 

FAV.C.M.       Wisconsin   Electric    Power  Co.       Ba/lO/23,       KEPPLEB,  J.  0. 
Heoion   3,    a**ica   of   Director.        In.        15Sat:OO3,       24X 
Fiche:  50-301.  BZ/1O/25.  B21 102O66  1 . 
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—6211030671    LEfl   32-007/03L-0:  on  520*35.  duri  fi}    iniervice    test   of 
pressurirer    PORV   I    block    valves, on.e    of    two   FORM    diicoverfl-rf 
inoperab  I  e.  C dused    bif    inadequate  uort    prottdure   perforrtud 
monthi    tarlier    due    to    cloietf    valve     in    tnitrumcnt    air    lini, 
FAV.C.  W.        Uitconjin    Electric    Pouer    Co         H2/IO/25,  Rigian    3, 

Offit.    of   Director.       3pp.       15806.094.      2-4  X  Fiche  :  50-30J  ,82/10/25, 
9211020661. 


92110J0237  Forward*    response    to   NRC   020504    Itr    re  Generic   Ltr  81-12 
an    firr    prot > 1 1 1  on.  Response    supenedes    util    B20630 
subml t fcal.  W/34S   oversiie    drawings.  Aperture    cards   are 
available    1  r>  PDR. 

BAVNAFD,P.Y.        Florida   Power   Corp.        B3/10/29.        EISENHUT.  D.  0.        Division 
of   Licensing.        120pp.       16099:345.       24X   Fich  a:  50-302,  B2/10/E9, 
9211010237. 


8211140204    Forwards    LER    B2-008/03L-CI, 

FAf.C.U.       Hisconsin  Electric   Pouer  Co.      82/11/05.       .KEPPLER,  J.  0. 
Region    3,     OFfict    af    Director.        Ip.        16091:890.       34* 
Fich.e:  50-301,  62/11/05,921  1160284 


—8211160295   LEfi    92-008/03L-0:  on   BElOOi,  low    steam    lini    pressure 
letting    for    pressure     instrument   2PT-47Q    found    lou»r    than 
ilSoueo1    by    Tech   Specs.  Cauied    by   temping   of    it  t  paint 
adjustment     knob.   Ins  t  rumen  t    tested    t,    realigned. 

FAV.C.W.        HIiconsin    Electric    PQU«T    Co.       82/11/03.  Reoion    3, 

Office    Of    Director.        3pp.        16G91.291.       24  X   Fiche:  SQ-30I.B2/  1 1/05. 
.921  [160294. 


T.     Hearing    transcripts   on    non-antltrus  t    natters 


62 102901  OB  Oeneric    Ltr   32-23   to   all    licensees    t.  applicants    r* 
lncon»i«t«ncY    bttunn    riquirementi    of     10CFR73.  40(g )    (,    STS 
for   perforning    audit!   of    safeguard!    contingency    plans 
[tecurltij    planl.Svc    list    encl. 

EIBENHUT.  D.O.       Division   of   Licensing.       B2/10/30.  Conio-1  i  da  tid 

fdfton    Co.     of    Neiu   Vork,     Inc.       Bpp,       I5?73;319.      24X 
FIch«:  50-000,  82/10/30,6210270108. 


821104037?  Generic    Ltr   82-25   to   all    poiuer   reactor    liceniBn    re 
Integrated    IAEA   nereis*    for   physical    inventory    at   LWRt.  Any 
tommitme-nt    to    participate    in   eiercise    is   voluntary    Si  any 
utlt    tnat   par  ticipatm  ui  1 1    be    reimbursed,  Bvc    list    encl. 
EISENHUT,  D,  0,       Division   of  Licanslno.       Q2/11/03.  ConiolidateJ 

Editon    Co.     of    Neu   Vork.     Inc.       llpp.       16019:004.      24X 
Fie  lie:  50-000,  S2/1  1/03.  0211 040379. 


8211040337  Te»t  imonij    of    UD  Fletcher  re    iilBHua-r-j    of  eddy    current 
t«i ting.  Csrtt f ic *t»   of    Svc    >nr 1 . Relat irf  correipandenee, 
FLETCHER.  M.  D,        Wiscnn*in   E]*£trlc    PotJtr   Co.        FLETCHER.  U.  D. 
W*ttinohouje    EUctric    Corp.      02/11/02.       IBpp.       13927:205.       34  X 
Fith*:  50-2i6,  B2/ 11/02.  B3110-)O337. 


0211230341    Foruards    IE  Safeguards    Insp    Rept    30-302/02-H7   on   02L034-?S. 
No    none  ompl  iance    noted. 

DAMCE,  H.  C.       Division   of  Project    &  Resident    Program,       B2/11/L7 
HrtNCDCKiJ.A.       Florida  Power   Corp,      2pp.       Ifili3;319        24X 
FlcJie:  90-302,82/11/17-9211220341. 


B2111Q0038  Tranjcript   of   321106   telcon    in  Haih ing t on,  DC    to  reialve   MI 
Environ   Decade    rt-quait    toir   con  t  i  dtrt  1 1  on  of    oral    notion    re 
special    diicovtry    matter.  Pp    1,  353-1,  3D2. 

*      AtamiE    Safety    and   Licensing    Board    Pintl.        SS/ll/03.        32pp. 
liO23:271          24X    Fi  che  .  50-2£>fi,  B3/1 1/OB,  B21 1 10003E7, 


B211230357   Tranmcript   of   821117    limited    appdarance    iBssion    in  Two 
RIvtri.HI    Pp     10.000-10,039. 

*      A  tarn  it    SaFety    and    Licinsing    Hoard    Panel.        62/11/17.        42pp. 
16192:23B.        24X    Fiche    50-266,  82/1 1/17.  B31 1230357. 


— -B2112202&0   IE   Safoguards    inap    Rept   50-302/B2-27   on  S31024-3S.  Ha 
noncomp  llance    noted.  Major   areas    Inspected  :  site   orientation, 
•security,    plan    d    implementing    procedures    t    security 
oraani  ration   &   mgt.  Deta  i  la   withhold    (ref    1OCFB73,  21) 
HOORE.D.E.  ,    MCOUIHE.D.R,      Division    of  Engineering   (,  Technical 
Program*.       B2/11/16.       Ip.       16143:321,       34X   Fiche:  50-302.  B2/  L 1/17. 
B2112S0341, 


P     Operating    licentr    stage   documents  &    correspondence 


B2I1230360   Transcript    of    021117    hearing     In   Ml  liuaukte,  HI,  Pp     1, 303-1, t03. 

*  At  omit;    Safety    and   Licensing    Board   Pjnel.       62/11/17.       24Bp[i. 
16196:001.        24X    Ficho:  50-266.62/11/17,0211330360, 

321 1230003   Transcript    at    B31I1S   htaring    in  Mi  luiauk  is,  HI.  Pp    1,604-1,033. 
«     Atomic    Safety    and  Licensing    Board   PantI,       B2/11/1B.       10*pp, 
16175,  225.       24X  fiche:  50-266,  63/1. 1/10.  S21 1330003. 

B211230320   Transcript   of    931110  hearing    in  Ml  lyaukte,  WE.  Pp    1,603-1^03, 
Supporting    if  ocumentatl  on,   encl. 

•  Atonic   Safety    and  C.lc»nsi»j    Daard   Panel.       32/11 /IB.       27 flip, 
161B7:  123.       24X  Ficher  50-266,  82/  11  /IB.  62!  1230320. 


V.     Operator  Eliminations 


Q210I300W  Generic    Ltr   32- IB   to   all    power   rt actor  applicant*   t< 
lUeniBei    VB-    reactor   operator  i    icnlor  reactor  operator 
requallf icatl on    eiamv.  Advises    that  eiamt   begin  at    facilltu 
aftir    BH1001.  Svt    list   encl, 

EISEJIHUT.D.O.       Division    of  Ljc.nung        62/10/12,  Consolidated 

EiJijon  Co.     of    New  far  It,     Ine,       15pp,       16002:334,      B4X 
Fiche:  30-000,  02/10/13.  821  013001-?. 


DOCKET   SO-303  CRVSTAL  BIVEB   NUCLEAH  PLANT,    UWIT  3 

F.    Security,    mtdlca],    Eiaergrncy  &    Fire   protection  plant 


9209210027    OenBric   Ltr   S2-lfc   to   all    PUR    licansoei   re  MJf!EO~D737  Tech 
Sped.  Renueati    review  of   Tech    Specs    to    determine   consieUnev 
u/putdanicff   provided.  For    items   u/dovla  tiona,  amend    to    license 
reijulred,  M/o    stated    ends.  Svc    list   encl. 

EISE«HUT,  l>.  Q.        Division   of  Licensing.       B3/09/20,  Con*ol  idat«J 

Edlion   Co,     of    New    Vork,    Inc.       15pp.       IS730;  HO.      21X 
FlcJie:  30-000.  62/09/20,0207210027, 


B21103O321   Clarifies   020712  request    for  addl     info  re   NUREG-0737.  Iteo 

II.  D.  3,     "Post-Accident  Sampling    Syi,  "  Clarification    section 
o*    prsviout    Itr    provldBa    guide  1  i  nes,  not   requtrenDnts,  for 
meeting    NUREO-0737  criteria, 

STOLZiJ.F,       Operating  Reactors    Branch  4.       02/10/07.      HANCOCK.  J,  A. 

Florida    Power    Core,       3pp,       13734:171.  E4X    Fiche:  50-302,  S2/10/07, 
B211O3D2Z1. 


02I10BOO°B  Forwards    Amend    50   to   Llcnn»B    DPR-72.ETB  b  notice    of    liiu 
tr  aval  tab  i  I  i  ti;.  Amend    deletes   all    uater    quality   rsquirementi. 
upgrades   &    changes    section   an   administrative   controls  & 
divides   App    ft    into    S  parts. 

STGLZ,J.F,       Operating   Reactors    Branch    4,       02/10/12.      H/WCOCH,.  J.  A. 
Florida   Power    Corp.       3pp,       15973:248.       24X    Fiche:  50-302, 
BSMC3009B, 


--821  1080099   Amend    50   to  License    DPR-72,  delet  ing   all    water    quality 
requirements,  upgrading   t>   changing    lection    on  aifministratlv* 
control's    t.    dividing   App    D    Into  2  parts, 

STOLZ.J.  F.       Operating   R«actors    Branch   4.       B2/10/12.       4pp. 
15973:851.       24X    Flche:  50-303,  BH/10/  12,  021  1000098. 


9210040068  0«n»ric    Ltr  32-17   to  all    pouier  reactor   licensee*   i 
applicants  &    holder!   of    CPs  re    Inconsistency   bitueen 
requirements    of    10CFRSO.  S4(tl   !.  BT3   for  perfornins    audU*   of 
emergency   prtparedness   proorami.  Svc    list  encl, 

EISEWHJT,  D-G-.       Division    of  Lfceniing.       BS/10/Of.  Consolidated 

Editon   Co.      of    New    york.     Inc..        llpp.        16002:280        24X 
Ficfie:  90-OOO,  02/10/01,8210040068. 

8210070019  OenBric   Ltr   02-21    to  all    licenie*i    <c  appljcantf   of    nuclear 
pouir    reactors   r*    Tech  Spect   for    fire    prediction  audlti 
Forwards    guidance    dtictJDing  general    scope    ti  describing 
elements    to    be    included    In    amfit.Svc    list   encl, 

EISEHHUT.O.  C.       Dlvi.ion  of   Licensing.       02/10/06.  Consolidated 

Ediion    Co.     of    Neu    VcrVf     Inc.        l*5pp.        15993-339        a^x 
Fiche:  SO-000,  82/10/06,8210-070019. 

82L 1 150122  Confirms   820903    tilcan  *rr Jnjsmint I   re   BE?I012   tnFarceinent 
conferince   at    Region  3  oft    to  discuts    020909  t  a?  tecurltu 
evants.  Propoted   meeting   agenda   encl. 

0'RE[LLY,  J.P.       D,B|on  z.    Office   of  Director.      92/10/06.       HANCDCK.JA 
Florida   Power  Corj.       2pp.       I60S6:444,      a«  f  Ichi;  50-3O2,  B2/10/00,       ' 


--92I1DS01O2  Radiological   ET8  t.    environ    protection  plan  for  Amend  SB  In 
Licenvi    DPR-72. 

»      Office    of   Nuclear  Reactor    flegulation.     Director.      82/10/12. 
44pp.       15973:253.       24X  Fithe:  50-302,83/10/13,8211080093. 

— 82110B0104  Notica    of    issuance   fc   availability    of  Amend   59  to  Llcinir 
DPR-7E. 

STOLI.J.  F.       Operating   Reactors    Branch   4.       82/10/18.      3pp. 
18973:  3t9.       S4X   Fiche;  50-302,  B3/ 10/1 2,  021 1000098. 

0211030349  Foruards    reo.uett    for   addl    info  ri    intake   canal    acctptancr 
criteria.  Info   required    to    continue  NRC   review  af  Tech  Spec 
change    rcquett    fe   should    be    faruarded    within    30  days   of 
receipt   of    Itr. 

BTDLZ.J.F.  Operating  Reactors  Branch  4.  82/10/13.  HANCOCK.  J.  A 
Florida  Power  Carp.  3pp.  13919:333.  K4X  Fiche;  50-302, 02/10/13, 
BSt  1030S69. 
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Qtneric   Ltr   93-20    to    all    power   reactor    1  icemees,  p  armi  t 
h*li*r«   t  applicants    for    CP   re    guidance    for    implementing 
SKP   ruli.  Forwards  NUREO-09Q6.  IJURE8   tn    be  used   aa    interim 
rc«iur*    until    Reg    Quids    1.70  revised.  Svc    lilt   end 
EISEKHUT,  D,  0.       Division   of    Licensing.       82/10/26.  Consolidated 

.E-dtj-on   Co.     of    Neu   York,     Inc.        9pp.        15<??3:295.        24X 
F  it  tit.  50-000, 


6210270030  Oeneric    Ltr  82-22    to   all    PWR    licensees   re   Congrenio  nal 
rro.u»lt    for    info   concerning    steam  generator    tube    Integrity, 
FaruarJt   Congressman   EJ  Markov    921019    questions    re    steam 
g*n»r»t-ap    tub*    integrity.  Svc     list    end. 

EISEIfHJT,  0.  0,        Division    of    Licensing.        82/10/26.  Consolidated 

Ediion   Co.     at    NHUI   York,     Inc.        10pp.         16099:332.        24X 
Flchr:  SO-  000.  62/10/26.0210270030. 

£311070335   Application    to  amend   License    DPfi-72,  consist  Ing    of   Tech    Spec 
CtiariBB  Reqoest    lOfl   permitting    chanijB    in   operational    rondos 
•^/intermediate   pressure   relief    line    isolation   valve    replaced 
M/u»Utd    pipe    cap.Certif  icate    of    Svc    encl. 

HANCOCK  ,J.  A.       Florida  Pouier   Corp.       82/10/36.       DENTON,H.R,       Office   of 
Njcle»r   Reactor  Regulatlnn.    Director.       3pp.       16001:069.       24X 
Ficihe:  30-303.  63/10/26.  021  1O90235. 


— 821JG9Q233  Proposed    Tech 
fsolition   valves. 
»      Florida    Pouer   Corp.       92/10/26 
FUher  50-302,  83/10/26,0211090235 


ec    Change    Request    104    re    containment 
2np.        16004:  092.       24X 


£311160054   Confirms   021026    telion    authori lati on   for    change    to    Tech 
S?«et  requected    by   821O26    telecopied    Itr.  License    DPR-72 
anirKfed    Sij   adding     Item    f     ta   action    section.  Provisions    of 
Sj*c   3.  O.  4  not   applicable    for    remainder   of    Cycle    IV. 
LAINAS.Q.C.       Assistant   Director    for   Operating   Reactors.       B2/1O/27. 
HANCOCK.  J.  A.        Florida   Pouer    Corp.        3pp,        16103:135.        24X 
Fi  c  h  e:  50-302,  02/ 1 0/37,  B2 1 1 1 60054. 

B211O4Q03B  Submits   addl    info   re   NUREG-Q737,  Item   II.  D.I,     "Safety    te 
Relief  Valve    Testing    Program,"    committed    to    in   820630    1  tr. 
Valves  uill    operate   as    intended    under    all    postulated 
transient   *v»nts.  Item   II,  D.  1    complete. 

BAYNAREI.P.  Y.        Florida   Potuer    Corp.        83/11/01.        EISENHUT,  D.  G.         Division 
of     Licensing          2pp.        15926:233.        24X    Fi  che;  30-302,  82/1 1  /Ol, 
821  1040003. 

£311150612   Clarifies   procedures    Implemented    to   assure    safe   operation 
of    cnc*-t  Pi  rough    steam  generator    blouidawn   lines   until   Refuel 
V. Procedure    DP-202.plant    haatup , mod i f i ed    tn    insure   valve 
closure  uritKin  2fl-h   after    reaching    1 5V.  rated    pouier, 

BAYHARD.P.V.       Florida   Pouer   Corp.       S2/11/08.       BTOLZ.  J.  F.       Opni-aling 
R«*ctort    Branch    4.        2pp.         16062:216.        34X    Fiche:  30-303,  B2/  1 1  /OB, 
821!  1506)2. 

E2IUfiC229   Foruiards    fees   determined    necessary    for   821032   t>  2fe 
*ubni  ttai  i. 

BAYWARO.P.Y,       Florida  Power   Corp.       Q2/11/OB.       DENTDN,  H.  R.       Offiteof 
KucJ«ar    Risctor  Regulation,    Director.        lp.        16092:123.       24X 
Fi  chi:  50-302,  02/1 1  /OB.  021 1 160339. 

6211170359  Clarifies   procedures    imp lofnented    to   assure    safe    operation 
of    one»-fchrough    steam  generator    blouidouin    lines   until    Refuel 
V,  Cnniurrtnce    to   maintain    1  Inea    in   high    energy    line    state 
during    each    startup    t.   shutdown    until    Refuel    V  requested. 
BAYHARD.  P.  Y.       Florida   Pouier  Corp.       02/11/00.      BTOLZ,  J.  F.       Operating 
R»  «c  tort    Branch    4.       3pp.        16106:031.       24X   F  iche:  90-302,  B2/1J /OB, 
SHIM  70359. 

S2UI6Q047   Generic    Ltr  82-26    to    power   reactor    licensees    (eccept    Fort  fit 
Vrjin)    r«   NURES-0744,  Revi sion    1,     "Pressure    Vessel    Matl 
Fr-actore    Toughness."   Forwards    NURES-0744,  Revision    l.W/o 
*ne  1,  Svc    list    encl. 

EISEHHUT,  D.  O.       Division    of   Licensing.       82/11/12.  Consolidated 

Ed  t  ion   Co,     of   New  York,     Inc.       32pp.        16232:212.       24 X 
Fiche:  5O-000,  82/11/12,831  1160047. 

0211220071    Requests   detailed    electrical    schematic    diagrams    showing 
automatic    Initiation   circuitry    fc   emergency    feediuater   sys 
pu*»   l<   valv«    control    circuits    to    be    install  ed.  Info    n«eded    to 
vAlldite    BER    conclusions. 

1  STOLI.J.  F.  Operating  Reactors  Branch  4.  B2/11/13.  HANCOCK,  J.  A. 
Fiorina  Pouier  Corp.  2pp.  16197:361.  24X  Fiche:  5O-302,  B2/U/15, 
021 1220071. 

8211240191    Advis*s    that   addl    info    requested    on   821013  for  T*ch    Spec 
Change   Riqueit   96  re    intake   canal    acceptance    criteria    mill 
ft*    tubnlttvd    by   830105. 

BAVNARD.P.Y.       Florida  Pousr  Corp.       H2/11/17.       BTOLZ.J.F.       Qperatinir 
R»»ctor*    Branch   4.       lp.        16207:092.       34X  Fi  che:  90-302.  9S/1 1  /I  7, 


8211240370  Requ»*t«    remittance   of    Clais    III    fte   within    15    dayB    far 
revleui    of  H20401?   application  ri    bypasaing    reattor    coolant 
pump.NHC   vieiui   B30409  application  a*    separate   request,  no  t 
supplemental    to   B204Q1    application 

MILLER, MO         License    Fit    Manage  man  t    Branch.         S2/11/J7.        HAMCDCK,J-ft. 
Florida    Fou*r    Corp.         lp.        16231:357.        24K    F  i  che  :  50-302,  BS/l  I/  1  7. 
821124037O. 

8211330136  Application    to   amend    App    A   D*    License   DPR-72,  consi,  st  inn    of 
Tech    Spec    Change   Request    53,R»vislon     l.alloiuing    calibr    error 
of    up    to   57.   rated    thermal    pomer    in    out-of-core 

Ln-strumentdtion-  _^- 

CAVHARD.P    Y         Florida    P°uer   Carp.        B2/1UI9.        BENTOW,  H.  R.        Office    af 
Mi^clear    Reactor    fiegu  lat  i  on,     Director.         lop.         1A193:-072.         24X 
Fiche:  50-302,  sa/ll/S*''  B21 1230  136. 

—3211230142  Tech    Bpoc    Change   Request    53,  Hav  i  sion    l.dllauiing    calibv    en  ur 
of    up     to    ZY,    rated     thermal    power     in    O'Ut-n  f -core 
instrumentation.  _  _,L 

*  Florida    PoLjer    Corf*.        02/11/19         5pp.         16193:076.         EMX 
Fithe:  50-302.  B2/1  1  /19,  BS1 123O  136. 

0211230286   Fin-uard*    adrfl     info    fc    corrections     to    B2I019    "rtdequacy    of 
Station    Electric    Distribution    9^3    voltage. " 

BAVNAnn.P.  v,        Florid*   Pouer    Cor  p.        B2/I1/19          SIOLI,  J.  F         OpBr^tu1B 
Reactors    Branch    4.        App.         16186:371.        24X    F  ,  che:  50-302.  B2/  1 1  /  19. 
B2112303B6. 

~921I230BBa    "Adequacy    of    Station    Electric    Distribution    Sys    Voltage," 

*  aimrt/CoMonuMm    Coa.        02/O7/OS.         4-lpp.         16136    280.         34X 
Fi  c  he  :  SO-302,  B2/  11/19.  821 123O266. 

B2I1240143    Advises    that    Tech    Spec    Change    Requests     16, 2O    i,    St..  pr  ovid  i  nu 
for    use    of    terrn   &    definition    for     lower     limit    of    detection, 
chanoins    K-40    values     in    Table    3    2    t    revising-     lower     limit    of 
rtntfrc  tion,  should    lit    withdrawn    from    Further     revioiu 

DAYHARD.P.V.        Florida    Pouier   Corp.        G2/11/I9.        DENTON,  H    R.        Office    nf 
Nuclear    Reactor   Regulation,    Director.        lp.        16206.335.        34X 
Ficlie:.  50-303-  92/1 1/19.  D21 12401  43. 

9211240209   Submits    addl     info    re    NUREO-0737,  1 1  em    II    E.I.   1,     "Aoii  liari, 
{EmersencyJ    FeeilwatBr    Ous    Evaluation."    per     820319     1  tr 
W/or.e    ovoraiie   raarked-up    draui  ng.  Aper  ture    card    la    available 

DrtYNAR»,P.V.        Florida    Po^er    Corp,        83/11/19.        STOLZ.J.F.        tJp^^ir.cl 
Relctor;    "ranch    4.        -)pP-         16207.256,         24X    rich*:  30-3O2,  fla/M/19. 
8211940203. 

9211300231    Foruarils    proprietari|    &    nanp  rnpr  i  obar  g    versions    of     "Crystal 
fiiver    Unit    3   fleactor    Protection    Sgs    InetTumemt   Accuratics. 
lupportlng    B20S2O  Tech   Spec    Change  Itoquetfc    93   ro    operation 
un    to     1400   HHt    w/3    rsactor    coolant    pumps. 

&VWRD.P.V.        Florida    Power   Corp.        O2/M/19.        DKHTOH.  H.  R         OF  f  ic  o    oP 
Nuclear   Reactor    Regulation,     Director.       Epp.        1623B.  027.       34X 
Fiche  :  50-302,  B2/1 1/19,  B3  I  1300231. 


itor 


Marl  ay 


—  3211300333  Nonpropr  i  etary    voralon   of    "Crgstal    River   Unit    3  Ft« 
Protection   Syi    Instrument   Accuracies."    Affidavit    for 

uithholding    proprietarij    info    end.  

«       BflttKk    1.    Mllcnt    Co.        BS/l  1/19.        33PP.         16E3Q:  029.        SIX 
Fie  he:  50-302,  93/1  l/l?'  331 1300331. 

Bail30017B    Forwards    nueatic-nnaire    responding     to    Rcpreaentat we 
concerns    re    atean.    ganerafcar    tube    i nfcogr tbu .  No    routine    sleam 
aenerator    imp    caused    eitaniion    of    outage. 

DAY«WD?P  V        Florida  Pou-er  Carp.       92/11/24.       HBENHUT,  D.  0. 
St HE«.ir.|.        2PP  16239.161.         2-X    Fiche:  50-302,^/1  1/24. 

B21130017B, 


8211300346  Submit.    respoi>»es    to   B207SO    1 tr   re    Generic    Item   B-24- 
"Operabilitv    af   Purge  Valves."    Reactor    bldg    purge    duct 
heabers    are  n  onsa  Fety,  nonqua  1  if  i  en"   r*s£atni»CE    heaters. 
BAVMARff,P    V         Florida    POUJer    Corp.        83/11/24.        STOLZ,  J.  F.        Operating 
Sors    br«JT        MPP.         16336:003.        24X    Fiche:  50-3O2,  S2/I  .  /M. 
S21 1300366. 

9211270330  Respond*    to    comments    contained    it.    draft    technical    avaluation 
&    dl«u«.ion*    ui/NRC    r»  HUREO-06ia.  Hand    operated    incore 
instrument   Container    Hoist    ICHT-Buiill    6e   admlni s trat i  ve  1  g 
iferatffd   &    eicludad    from   further    consideration. 

HAVNAnD.P,  V.       Florida  Power  Corp.       82/11/36.       BTOLZ, J_F        Op. ir.t in« 
.Rector.    Branch    4,        3pp.         1«H1:I6S.        S4X    F  ich.:  30-303,  03/1 1/36- 
B21 1290330, 

0.     Inspection  r.ports.     IE  BulUttnijfc    co^r"9P°^^ 

82091^0332    IE   Info   Notice  fla-34,  Revi s ion    1,     "Welda    in    Main   Control 

jSpDAN;  E.  L"    BivJs'on  of    Engineering    t   Qual  i  *! 
Cc.n.olidat..r   Edl»on  Co.     ofMsuiVork-     Inc. 
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820Q190220  IE  Info  Notice  82-37,  "OaeHnj  in  Upp.T  Shtll  to 
Traniitlon  Com  Oirth  W*  I  d  of  3  tun  Oenvrator  at  Optratjnti 
PUB.  "  Svc  III  t  end.  " 

JORDAM.E.  Dlvi.ion  of  Englnterlng  t.  Oualitv  A«iur»Tici,  B2/Q9/I6 
Consolidated  Edijcn  Co.  of  Neti  Yorl,  Inc.  IQSpp  1 5930- OO]  24 
Fi.:fn:5Q-OQO,82/09,'l(,,S20ei70220.  H  u.  vwj .  .:•.* 


. 

Ficr,.:SO-OCO,a2/ll/16,B20B19Q24a 


93091-90229   IE    Info   Notic*  03-39,     "Svc    Degradation  of   Thick   Hall 
Stainltii  StctI    Recirculatl&ri  Byj  Piping  at    DM9  Plant    " 
Svc    Hit    enel. 

JORDAN,  £.  L,       Division  of   Engineerinj    1  Qua!  I  tv  Al.urarcte        62/09/21 
Consolidated    Ediion    Co.      of    New   York,     Inc.        96np  ' 

Ft  che:  30-000.  92/09/31,920017033?. 


[E    !„*,   Not  I  e  •    B2-39,     "Chang.    in   For™»t   6   BUtr.butlW.   Bu, 
far    IE    Bullet  In*,  Circular*    t,    Info   Not  J  c  es,  "    Svc    list    «nrl 
DEVQUNO.H.C.       Director's   Office,    Office  of    In.a.ctlon    and' 
Enforce.  r,t.        92/09/23.  Contol  id-tod    Edit  on    Bo.     orN^Vort,     Inc 

1  10pp.        1  iOlB  :  oat         24*   F<c/,e    gfl-QOO, 


Inip 


5:  ,.  "'^^ss/;.::?^^^ 

Fich.:  50-302,  32/1  1/17,6211220241. 


—8311830350    IE    SafBguards    Imp    fiept    30-302/03-27    on   321034-23    to 
m-nconplta.u,    n0fcsd.  Ma  jor  areas    lnapccted  :  S  i  t.   ori  .«t*  tJow 
»«urlt«   plan   &    impUm^ting    procedor^   t,    ,."r?U 
^S?    i*J      "   ^  mlit-Detall>   withhold    (rof    10CFR73  an 
hOGRE.fl.E.,     HCOUIRE.D.R.      Dl  Vi  9  ion    of  Eng  in^Hna    6    Technical 


820&190232    IE    Info   M»tlc.    B2-40.     -D.Mci.Ml..    in   Priory    CMt.ln..ni 
Eltctrlcjl    Ptn*tration   Anemb  t  i  es.  "  Svc    Hit   end 
JOffDAIJ.E  L.       Diviiian    of  EnBinr  Bring   t  fluality  A5.Ursnde.       02/0?/32 

Consolidated   Ednon   Cq       af   H,u   fork.     Inc.         Ijgnn         1593O-Q19        paw 
Fi  chr:  50-000,  Q2/O?/23.  020B19023?.  " 

aanoaoOTO  Advi,B,  that  wtn  anaj,j,is  of  «ift  st,am  iine  brBifc 

™  S?  in!!"^  f"llust8r  "Idition  accrptabli  pur  IE  Bulletin 
BO-04.SafetV  evaluation  t  Franll  i  rv  Research  Ctr  tichnlcai 
BV4lu»tian  Ttpt  tncl. 

STDLI.J.  F.       Operating   R.sctors   Branch    •).      B2/IO/21.      HMCQCX.  J,  A 
'  3PP' 


!^ 

S20B190253.  16^32.  29B.       3^J( 


0211300179  FoTuarrf*    queationnaira    responding    to   Representat 

jss::-':.:,^:.!:?::^.''-  N°  ™-""  ' 


~B211oaD073  Safety    •vatu.tlan  ^porting  flnalu,Ls   of  mtia    ltea(n  ,,„. 
6r*j»    u/canttnued    feeduater   addition    (IE    Bulletin  BO-01) 
»      Co.ntB(nment  Systems   Branch.      62/tO/ai.       7po 
Ffthc  50-303,  B2/  10/21,831  1080070. 


Edition 


VDSBURV.F.H. 


^'?   S*Br   I:111'   DT"1    ""-nt'"-'  Feed^ater 
nitJl    evaluation    r«pt. 

FranHin    In.tl  tute/Fr»nklIn  R..B»rcfi   C.nter 
--.        TER-C5S06-127.       S2/09/31,        HFftRN  P,        WRC   -    Wo 

Detail.*  Affiliation   Givfln.       aipn.       1S971  2la       2d« 
FJehf  SO-302,  83/10/21.  B21  IOB0070. 


corro  3pc.nd.mCB 


?lo9      33o' 
16091.330. 


lorida   Pouer  Corp.       82/11/12. 

e;',     ?"iS'    °f    r"«P«tl™    "i-    Enfo 
Fi  che:  SO-302,  B2/11/12,  B21  1  1  60376. 


i  Monthl«    operating   ropt    for    Oct    1 9fl2 

DDOART.&.       Florida    Poiuer  Corp.       82/11/02.        flp 
Flcho:  50-302,  82/11/13,8211160376 


16091:331        24X 


Fiche:  50-000, 


. 

,  S20B]  V0239. 


8211150322  Aefc    receipt  of   B21013   1  tr   Informing  NHC  of   Use,   taken   to 
correct   violations    notsd    in   IE    Imp  H*pt   90-302/82-30 

€'A   "'r!1'?!!   °B    PrDJett    &   1"  H*M    PragrJM.       S2/  10/25. 
.A.        Florida   Power   Corp.        lp. 

:  50-302.  B2/IO/25.B21  113033?. 


—B211I50324    R?spond»    to   NDC   820913    1  tr    r«   violat 
R.pt   30-302/02-30,  Corrective   «*!•••.•:  «p«  "il 
k.ld   on  B20B2S   f&r   planning   coordinalA      '  c 

'<    dnter-1   aUliit  P""^""  r.vli.d. 
'       Florlda  P«u*n  Corp.       B2/IO/13. 


IF    !„.„ 


f 


-1.-™™!!!!™!.!!""'1'*""*!  ilER*   &   rBlatl!((   correspondence 
6211060416  Foruardi   LER   B2-060/03L-0 


Foruardi    LER   82-042/01T-0 

2np'ni    Bi'1"'^*   PTr  Corp'  -  ... 

WUOMiWB        Dlr"tor-       "•       '5952:333.      24X   Fiche:  50-303,  B2/  IC-flO, 


32/09/13 


-8211.50331^^.^   ^"JM"   J*«    I«P  on  8=0909-16. 
IMW:  331.       24X  Fiche:  3(K»2,  B2/Io/25°921  II  9MS* 


on  930S09-16.  N0n 
•r»      o   P"-rDrm  po.t-roaint    ttittng.  to    dUt 

«nl   It^  1*    '"   r><ll"r'?    l'm«    f"amt  *   to  «»'      >•  "t   * 

coamitt»i   quorum  requirtnuntt 

BELISt-E.O.  A.,  FHEORICK9DN.P,  ,  JftCKSDiN.LH  D(v).ln 
*  ^'i;'"1  '"ir-n...  aa/09/01  1™  14059  352 
Fteh.  •  50-30B,  &2/10/23,  S21  1190322. 


B21115032B  Act; 


OSll 


;    :• 

SaiUS03B3 


-, 
3pp. 


-0^n   821014,  rBCelv0d    confirmation   thai 
v   valve*    RCV-a  b  RCV-9  ring    .ettinji 

hitter  °p  fan  *°  !••«"  «*"*  * 

«ndtp«*«ndt«fl.V»lvfl.    replied. 

°!:;P   COrP'        S2/10/28'  ««Bi°n    *T,     Of  ffc.   >P 

;333,       34X  FUhe:  50-302,  B2/10/aB,  8211060309. 


B2IIOS0230  Forward1!  LER  93-061/03U-0 

SAV|»5?«'Ti    n^°r*da   P°r*P  C°r£-       B2/10/29.       O'BEJLLV,  J.P.      ne,l&n 
B2I108oISo        1(r«t«r.       lp.       15992:312.      8*  X  Fie  hi:  80-308,82/1  0/89, 


-«P«   operator   or,    InduitM.l 
.ng    In  reactor    bldg    average   air    t.mo 
?      »F.C««d   6,«ttP   in   ir-.trument'Slr  .g.  "E.   to 
2  «'"i  I"".-"  £l0"  V*1V"  FBV~2S0.  "a^p.r.  «lr*d    open. 

•=  ""MiLE0"1"  Corp'      «'"«*.          R-flion   B.    Offie.  *f 
r.       2pp.       J5992;3I3.       24X  Fiche:  50-302,  92/10/29,  B21  10B0250. 


»     n*«4    .   V'<    «^10rida    Pou"'  CorP-       ez''1l/">-       O'REILLY.J.P.       fttglon 
LliaaoaiO        D1P":t0r'       aPP-       16">S:034.       24X  Fiche:SO-302,B2/ll/10, 
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-3311220347  LER    B2-063/03L-0;  on    B2I01 1 , reac tor    bldg    average   air   temp 
nctedtd    130   F    limit.  Caused    by    strain   an    instrument    air 
tauiing    Hn*    to   iplit.Ltne   replaced    on  821011. 

O        Florida  Power   Corp.       82/11/10.  Region   2,     Office   of 

ip         TllwToM         84X   Fie  he:  30-302,  B2/1 1/ 10,  B2U220S60. 


-S2I  1010036  Forward,    public    venion   of    »"«*•-    P-B 
Emergency   Plan    Implementing   Procedure  EPIP    110-1. 


.'c.n«n«.IU.    Edi.cn    CD. 
Detailed   Affiliation  Olven.       2pp.        15893:044. 
F£eht:50-a?S,  82/10/12,9211010034. 


J°  " 
ceipt 


Foru«Fdi    LER   B2-064/OIT-0. 

-   V.       FJorida   Pou.r   Corp.       ea/11/12.       0'™»^.J^P.       fijg  i«. 
,    Oflic*    *f    Director.       Ip.       16106:021.       24X   Fiche:  30-302,  B2/  1 1  /13. 
E31U70310. 


-8211010039  Public    version    of   corrected   Page    t   to   Revision    1    at 

!ra'=Lea!t^d::rcr9  EKJ?"  e"r  "^w.  «« 

Fled  *  :  00-2?5,  S2/10/  12.  S21 1010O34. 


-Sr2lil7<KH6  LER  S2-Q64/01T-0:  on    B210S9.  conta  inment    isoUtipr   valve 
kuV-61    declarid    Inoperable    due    to    omission    of    leak    rate    t*it 
following    malnt.  CJuaed    by    pet-Bonne!    error.  Peraonnol 


'  Florida 


Corp.       92/11/12-  flegion   2,    Office    of 

.     %!4XFtch.:SO-3M.aa/IUia1Bail  170310. 


Foruartfi    updated    LEfi    Bl-031  /01T-1. 

V        Florida  Power   Corp.       B2/11/1S. 
Offltt    of    Director.       Ip.       14104:  Ml.       24X   Fiche:  30-302- 


B21U70270  Upd*ted    LEfl  Bl-031  /01T-1  :  on   010424,  Henry    Pratt    Co    notified 
t»dt  eanfcainmint    purge   valvei    AHV-IA,  IB,  1C   6   ID  could    F.il 
fvrlng   LQCA    Cauie    unlinouin.  Valves   modified    on  B10701.Hodi 
rnoLvfld    10CFR100    doso    rate    e»c»s*    identified    on   Q21101. 
HlPCHeE.P.O.       Florida  Power  Corp.       H2/11/19.  Region   2, 

Director.       3pp.        16104:202.       24X  Fi  che:  90-302,  02/1  1/1  3, 


Forward!    LEft  92-065/03L-Q. 

BAVMARD.P.V.       Florida  Power   Corp.       02/11/16. 
J,     ar^iii    of    Dir-ctor-       Ip.       16192:078.       24X   Fiche:  50-302, 


LER  B2-065/03L-0:  on   B21017,  conta  inmetit    itolation    valve 
(auld    not    be   operated    from  control    room.  Caused    by    stuck 
m»chtnicJl     int*rlock.  Interlock    cleaned   (.    lubricated. 
HLBWE8.P.O.       Florida  Pouer  Corp.       82/11/16.  Reg  Un  3, 

Dir**tor.         2pp.         16192:079.        24X    Fi  che:  90-302,  02/11/16, 


ruariis   LER  6S-066/03L-0. 

6AVIW1D,P.V-       Florida  Power   Corp.       03/11/17.      0 
?,    Offtee    of    Director.       Ip.       16193:044.       24X   Flche: 
3311330129. 


,«,         o=    *„„ 
J  P.       Bj»j«B 
-302.BB/1  1/17- 


&ZII&30I33  LER    BH-066/03L-0:  on   B21019,  routine   surveillance    indicated 
33-fl   ulnd    ipeed    channel    inoperable.  Causad    by    instrument 
di-lll.  Channel    recalior    (.  returned    to    we, 

HUQHEB.P.O.       Florida  Pou,.r   Corp.       B2/11/17.  Reg    on  2.    °*""    ?* 

Direttor.        2pp.        161-J3:  043.       S4X  Fiche:  50-302,  S2/1  1/17.  B21  1230139. 

.    Oferator  Exanlnatloni 


Generic    Ltr  B2-1B   to   all    power   reactor   applicants   fc 
llc*r*«ei    ft    reactor   operator    5-    senior   reactor    "Pe"tDr 
rtqwallf  tcation    e»*m*.  Adviset    that   exam*   begin    at    facility 
after  eaiOOl.Svc    list   end. 

EIEEKHJTrO.Q.       Division   of   Licensing.       02/10/12.  ConsoU  datetf 

Edtscn  Co.     of    Nflu  York,     Inc.       13pp.       16002:234.       24X 
«;  50-000,  02/10/12,3210130019. 


B21UOQ04B  Rfl*«»t    public    version   of    r.vinsd    epcrgencij    (.Ian 

implamnt  Inj    procedure.  u^/in/^R  nnr  ument 

issii.;  ^v:n,"  sis:  31.  -a?f  -,  ..?  asi  -/.sssr 

82111O004B. 

—  0211100051    FoPiuarilt    public    version   of    Revision    6    to    Emergency    Plan 
02  1!   I.™.ntin8    Procure    EPIP   32O-1,      ••Activation    of    O.n.r.tina 
Station   Emertfrncy   Flan  Station   flroup,"   Receipt    form 


..        Comn.onw.alth    Edi»n    Co. 
of   MucliflP   Reactor    HeouUtton,     Director 
Flche:  50-293.  02/10/23,831  (100040. 


Ip. 


-0211100056  Futile    ver.ioT,    of  Revtsiort   A  td    Epergencj   Plan    Imp  l 
Procedure   EPIP   320-1.     "Activation    of    GeneratinB    Station 
L^pgZncu  pT.n   Station    Sroup-  "    In*«    *   Procedure   Chango 

S^lLS^lh    Hl».    Co.        Bif/lO/Oil.        4pp.         16032:3,6.        ,4, 
Fl  che:  30-29  5,  82/10/26.  921  1  100O40- 

8211100465  Rel.a»«»    public    version    if    revised    emergency    plan 


B21  1100465. 

-BaH100473F»P«.Ti.    public    vision   of    Revision    1    to   E^ 
liplt«.«ting   Procedure    EPIP    550-4,     "an5Jie   H«tflolo.ic 

' 


Datailid    Affiliation  Qlven.        Ip. 
Fich»:  50-29B,  B2/10/2S,  B21  1100463. 

-0211100475  Public    version    of  Revisloa    1    to    E^rgenc,,   P  1  3n    !«.,»  l.m.ntln, 
Procedure  EPIP    35O-4,     "OnilH    R-diolegle.!    EnoTitneu 

;"5S«:nS2:iK'Hi«n    Co.        82/10/05.        6pp.        1A04I:»3.        34, 

Fiche:  90-295,  62/10/20,0211100465. 

82111100B9   R.leases    public    version    of    ptvlied    *«r9.ncq    pl-tt 


ssiiiiooa?. 


COCKET   50-304    ZIDN  NUCLEAR    PDWER   STATION.    UNITES 

e.    E»eurityi    medical,    emergency   fc   fire   protection   plan* 

82IOO400&B  Oenerte   Lfcr  B2-17    to   all    power   reactor    licensee!   & 
appllttnti    &   Jiolders    of  CPi    re    incons  istenev    between 
r»aiulrnn*nl»    of    1OCFR50.  S4(  t)    (.  8TS   for   performing    auditi   of 
•  Bi-rjifltu    prvparadnais   program*.  Svc    list   gnel. 

EI&EMflJI.D.O.       Divi*ion   of   Llc.n.ing.       02/10/01.  Consolidated 

Efitm  Co.     of    MBW  York,     Ine.       Ilpp.       16002:260,       S4X 
Ff'c;hs:30-~OOO<  SS/1O/01,  821  0040060. 


0«Tierlc    Ltr  82-21    to   all    licensee!    t>   applicant*   of   nuclear 
fonntr   rftaictorm   r»    Tech   Spec*    for    fire    protection   audit*. 
F&TW*rS»   guidance    (fiscu«*inB   oinepal    scope    fc  describing 
•  Ivwnts    to    !•    inclutfaif    in   audit.  Svc    li*t    inel.  uj.t.-j 

EISEHHUr.D.  0.       Division  of  Licensing.      B2/IO/O6,          Consolida  tad 
Etfi*on  Co.     of    Neui   York-     Inc.       19pp.       13993:338.       24X 
FI  c*»:  5O-OOO,  S2/  1O/06,  8210070019. 


SailOl0034  R*leaie>    public    version   of   corrected    pag**    to    «m«pfleincy    plan 
loplementlng    pro-eadure.  _.,,„,.-  n_ „. ,_.„* 

FELTOH,J.rt.       Dlvlmlon  of   Rule*    and   Records.       "'«>'«•  "SfS""1* 

Han.a^.nt    flpanch.       Ip.       15892:043.       24X  Fi  chit  50-295,  B2/1O/1  S- 


DOCKETED  ITEMS 


*11    liitniMi    i   jpplic»nti   r» 
ntnti    of    10CFH73  40<SI   &  6TS 

r  .-.  "a  i  f  fernir!  g    udili    d  '    n'»ju«rdl    eontinjincy   pljni 
-  ic.ntil    Dl'nl    u.t    lilt    tnrl 

|,":Hf>.iMijr.  C   5         Oi*»»ifl«   o*   Lictnii").       83/10/30.  CeniolU»t*d 

ni'ia-    '-'a      ='    '"-   'at.,     Irt        BPP        13973.319-      24* 
inn.     jo-CCO.  8J'IO/3«i.6ai02TO10S 


-B2II150165  ftdpondi   to  Conmliiion  reqoeit    for   option    to    tipidlti 
Inquiry    Into  illigad   drug   vie    at    faclli  t\j  .  NfIC   could    not 
impend   liceniei   of   operator*    or    require     utll    to    *uip«nd    or 
tflimiu  tmploi/ee    for   refuial    to   aniuer   queitloni. 
BICKMIT,  L,      Office   of   the  General    Counial.       G2/OB/O2. 
PALLAD1NO,  N.,    OILINSKr,  V.  ,    BRADFORD,  It.       C  ommltiionBri.        4pp. 
14098:017.       24X  Flch«:  SO-OOOi  0a/O9/17,B21  11S0006. 


"!."*  Oil  I  Jill   public    »trnon   of   r  iv  Hid    pJgi    to   rtvition   of 

*^    plii    ifjliaintirj   Btneiiuri 

J  «        Oi.mcn    of   Ruin    ind   Rtcordi.       82/11/01  Document 

t^t   B>i-.t"         IP         16MS   Oi7        24*  Fi  the:  50-295,  82/11/01. 


-8211190229  Foruiirili    lummirij  of    alleged    tfrup    tc  alcohol     Invntl  j*t  1  on  t 
d*t»j  In  rtipont*    to  B20322  requeit, 
KEPPLER.  J.  0.      Region  3,    Office   of   Dlrtctav.      02/O3/H3.       D1R>CKB>R  J 

Offlct  of    thi  EncutlvB   Director    for  Dperationi,        7pp.        JA098;  MQ 

84X  Fichi;  30-29S!  82/09/17,  HBi  i  i  50006. 


'111  IOI  i3  fervirJi    pubilt    vtriion   of    rivlnd   Pjgt   9   to   ftevlilon    1 
at   e«irilr-r,   Pltn    tr,}  Itntnlinj   Proc«dur«   EPIP   110-1. 


Ce.Matnif*ltli   E«iien   Co 
Affiliitisn   Sivtn        ]p 


BS/IO/ll. 
Ii043'0ia. 


DENTOH.H.H. 
24  X 


SB09210027  Otn«ric   Ltr   92-16   to   all    PWR    llc»n«B«i   rt   NUREO-0737  T*ch 
3pici.Rtqui*ti   nvltu  of   Tied   Bpec*    to   datamini   coniiituncv 
u/guld*nct  provided.  For    itemi   w/dtvia tionsi  *mtnd    to    licani* 
r*4ulnd.U/o    ititeJ    (ncli.Bvc    lilt    »ncl. 

ElEENHUTrD.O.       Dlviiion   of  Licen»iT^B.       B2/O9/BO.  Coniol  t  dj  i*<) 

Eilton  Co.    of   New  York.     Inc.       15pp,        15930:   140.       B4X 
Flcfii:  30-000,92/09/20,8209210027. 


•$211113144   Puilit    viriion   of   p*vinif   Pjgi   9    to  fiivition    1    of 
Cttrjtrcy   Plin    InpltBinting   ProttJur*  EPIP   IIO-1. 
•      Ci-Acnuiilth   Edncn   Co        B2/09/29       2pf>.       16045-0&9.       24)1 
fie**    W-2'S.  62/11/01.0211110133 


(E    Invtitigtt  Ion  H*pti   30-295/BI-3B  t   50-304/01-30 
notici    o*   vio!*tion   t   inscription   of 
ccrrictiui   utigni   ut  M    nut   drug    ibun   policy 
i  Natic*  D'   violition  uithhild   (nf   10CFH73  21), 
C        Rtjicn   3.    Offif*    of   Dirictor.       82/11/02.       REED,  C. 
lf    Ednon   Co        4pp         I5950:  198        24K  Flchi:  50-298,  B2/1  1/02, 


IE    In-ntigJtion  fltpti   50-395/B1-32  t   50-304/B1-30   on 
-0616  N  =  n:orMili»ntt   notirf-  f  <i  luri    to   falluu   Kirch 
(rccUurii    for   hindumii   i  t*ni.  Al  Itgttiont   rt   witfiipnad 
i'vi    »i>   nat    lubitintutid  End  3  withheld   (r«f   10CFR73.21). 
(.fteo.j  a       Oivinon  of  En»rg*ncv  PriptniJnm  b  Operjtlonsl 
SnHfiirt        «£PPLEfl.J  0.       Bijion   3p    Office   of   Dinetor        82/11/03 
6C»»         IS990   !04        24X   Fichi:  SO-295,  B2/1  1  /02.  831  10B0274 


9211010380  Adviiti   th*t   renulrimtnti    of   NU1EO-0737,  It  em»    H,E.4.fl,A   I, 
ll.E.4.8.7  n   valve   opinbllltu    hav*    bain   jn«t, 

VAROA.S.      Optrating   Reactor»  Branch     I.      02/09/30.      UELOEOROE,  L  0, 
Comfflonuinlth    Edit  on   Co.      2pp.        1S880:S4B.        21X  Ficht :  30-BT3,  OB/OW3!> 
8211010380. 

B211030469  Approval   001213   commitment    p»r  TMI     Action    Ittm    1  I.  H.  3.  3 
ri  riportinu    failures   or    chjllengvi    to   pnuier    operated    or 
ufity   Pilief   valviiifupj    to  rnviilori    of   T«ch    Bptci,  in 
mponi*   to  Oinirlc   Ltr   B3-16, 

VARflrtiS.  A.      Operating   fieacton    Branch    1.       BH/10/20,       DELOEORUEi  L   0 
ComnonueaUh    Ediion   Co.       2pp.       15939:209.        B4X  Fich>:  50-S9S,  Ba/IO/SO, 
8S1I030469. 

6211230060  Fomiardi   r»nue»t    for   uddl    Irfo  nioded    for   rev  law    of    muKtnra 
uill  iJetign.  Reiponie    due    In  45    days. 

VAROA,  B.  A.      Operating   Reactor*    Branch    1.       B2/1Q/3S,       DELQEOIiaG,  L   fl 
Comnonufalth    Ediion  Co.       3PP,       16201:313,        24X  Flch«:  BO-H7S,  aanQ/33. 


Ciniric   Ltr   B2-25   to   ill    pou.r   ri.ctor    liciniid   r* 
ir.t.)r*tu    IAEA   utrciii    for   th^tittl    invfntorv   »t   LHRi   Anu 
«»Miln«nt    to    pirticipiti    in   titrciii    ii   voluntirg   t   inu 
uti!   t^4l  pjrticipitts  utll  dt   rilnbumd.  Svc   Hit  incl 
ClSewr.Ofl        Div.non   of   Lu.n.ing.       83/11/03.  Con.olidated 

tdlun   Co      o'    Niu   Vert,     Inc.       llpp.       16019   004        24X 
f'lthi    SO-000,  92/11/03.  B2I1040379 


BS102600BB  O.neric   Ltr   83-20   to   .11    pauer  reactor    1  U0n>«i»,  p»rrtH 
holdtn  1  applicant!    fop   CP  re    gultfanc*   for     lmplgm«ntina 
Sflp  ruL.Foruardi   NUREO-0906.  NUREO   to   be   uotd   a.    intnrlm 
miaiur*  until   R(g  floide   1,  70  r»vli»d.  8vc   Hit   encl 
EIBENHUT,  D.  0.       Divlilon   of  Llceniing.       82/10/SA,  Con.olid*  tif 

Editon  CD.    of   M»u  York,     Inc,       9pp.        !S993'a93        B4X 
FlcherSO-000,  B2/10/a6,B2l02tOOBB. 


Oi 
" 


*  p"fclle  v'rlion  of  ""tctiU  •rr-ittabllihil   ontite 

torr    cjp. 

i.ion   of   Rgl,,    mi  fl.cordt.       B3/1I/08,  Docu«.nt 

•       '"        I612l;352      MItFJ«.t:SO-29S.6S/ll/0«, 


19311160131    ForU1rd,    pul,|,t   vir.lon   of   aviriltt.  carnctcd 

"™'1111*'  noniiDMn'  ""•tian  «P.  *»«*«!;  cartf 

'  .   Co™Dri""m  E'"°"  Co.      82/10/26.      DENTON.H 

™ 


50-304/B2-14  for 


--™11"^!!  *U|*   *««"«*»  1  C0rr..p0njtnc. 


ISf^ITi'  Ur  Ba"?3  t0   lH    PWR    »»""•«•    «   C0nflr». 
requ.it  for   Info  concerning   iteam  g.ntr.tor    tobi   tntvgritu. 
Foruird.  Con,r...lnan  EJ  Marktu    (321019   que.fajan.    re    .tSam 
gfnipator  tube   integrity,  Bve   list   «ncl 


n  u 

Eifi*on  Co,    of   Neu  York,    Inc,       10pp. 

FicKe;SO-000,  82/10/86,8210270030 


14099:332        34X 


Rejt0"5'  F°rU"dl  r»vi""    P"S"    to   CE-l-A.R.vl.lQi,  23,     "OA  Teple*l 

SHARTZ.E.D       Cofflmonuealth   Erfi.on   Co. 


-ttIl«OU*. 


pag.«    to  CE-l-A,  R,vi.lon    S2, 
vi»ion    14  dtd    B00909   incl. 


"QA  Topiial    R«el.  " 
122  ERR.       BSfi  1/01. 


DELOEOflffE.L.O. 
Fiche:  80-893, 


<*0«4 


PHILIPS,  H.H. 


»'ll, 
Enfeni 
I  BOOM, 
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SlIIKJMQ  Forwards    revised   Page*    1-24   t>    1-25    inadvertently    omitted 
fts»   Revision    33    to   QA  program. 

SMMiSKE.U.  J.       CofnmonueaUh   Edison   Co.       B2/1  1/00.       HAASS,  M.  P.       duality 
•  iiunntf   Branch.        Is.       16042:053,       24X  Fie  he:  30-000,  B2/1  1/OB. 
3311120390. 

KL11W303  Foruardi    documentation    supporting    Cummin  ion   approval    of 
prcpand    de    minimi*    release   criteria    for   uncontrolled 
Filial*   of   until    Prom  controlled    arias,  contained    in   util 
TidFi*tion   protection    stds.per   Reg    Guide    1.  86. 

5-W*TZ,E.D.       Cmnmoniunalth    Edison   Co.       88/11/10.       DENTON,  H.  R.       Office 
a.f  l*jcliar   Reactor    Regulation,     Director.       llpp.       16053:228.       24X 
Fiille:30-Q00,  S2/  1  1/  10.  921  1  150203. 


Forward*   addl    revisions    to    inservico    test    proaram   for    pump* 
*  vilvet.  Revisions    incorporate    addl    safety    valves   not 
jrtulDuiIu    included    in   program   fc   correctioni    to   certain 
titv*   stroi*    tima*. 

LEN^INE,  F.  0.       CammomuBalth    Edison  Co.       B2/J1/10.       DENTON.  H.  R.        Office 
c*    FAjclrac-   Reactor    Regulation,     Director.       2pp.       16Q87.-047.       24X 
fi  ctiCJlO-293,  B2/11/10,  8211160104. 


Reviled    pages    for    inservice    testing   program   for   pumps 

*      Ce-ftinonwealth    Edison   Co.       02/11/10.       21pp.       14007:049.       24X 
Tich*:  SO-29S,  B2/11  /10,  8211  16O1B1. 


Oeneric    Ltr  G2-26    to    power    reactor    licensees    (except    Fort   Bt 
Vrain)   r-t   NUHEO-0744,  Revision    1,     "Pressure    Vessel    Matl 
Frittur*  Toughness.  "   Forwards    NUREQ-0744,  Re  vision    1.  W/o 
»:r:e  J.  Sve    list    ene  1. 

EISSUHUT.D.  0.       Division    of    Licensing.       02/11/12.  Consolidated 

Ed  Lion  Co.     of    New    Vari,     Inc.       52pp.       16332:212.       24X 
Fitfc*:9Q-DO'0.,B2/1  1/12.  821  1160047. 

112>?OaeO  Forwards    nddl    info  re    RCS  vents,  in    response    to   NBC    requaiil 

r*    iTidtpandance    of    power    supplies    to    roactor    coolant   vent 

•,aJv*i.HCB  vent    design   compile*    m/intent   of    NUHEQ-0737,  I  terns 

II   B.I    &    II.  0.  I.  Diagrams    encl. 

1.EHTINE.F.Q.       Commonwealth    Edison   Co.       02/11/19.       EIBSNHUT.  D.  0. 

Division   D»    Licensing.       9pp.       16222:030.       24X  Fiche:  50-H95,  82/1  1  fit, 


Provides    info   re    steam    generator    tubs    integrity    per 
Ctneric    Ltr   03-32.  No  major    steam   generator    repairs 
anticipated*    In   neit    5  IJTB. 

CeLftEOBCE.L.O.       Commonwealth   Edison   Co.       82/11/24.       EI8ENHUT,  D,  0. 
Divill&n   of  Licencing.      Spp.       16223:206.       24X  Ficho:  90-295,  92^  1  1  /24, 


Inspection    reports,     IE  Bulletins   fx   correspondence 


IE  Info  Notice  B2-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Oirth  Held  of  Staam  Generator  at  QpsratinB 
fW*.  -  Svc  list  •nel. 

H.-OHDAM,  E.       Division   of   Engineering   (.   Qunlit«   Assurance.       82/O9/16. 
Can«alf4»tBd   Edlion  Co.     of   New    York,     Inc.        103pp.       13?30;OOI. 
Fich»:&0-000,  62/07/16,8209190220. 


34X 


IE   Info   Notice   02-34,  Revision  1,     "Welds    in  Main    Control 
Ptntlt.  "    Bvc    Hit    oncl.  „-,„,,,.•. 

JORDAH.E.  L,       Division  of   Enginoering    t.  Quality   Assurance.       B3/Q*t/lf. 

ConiQlldated    EdUon  Co.     of  Neu   Vork.  Inc.       107pp.       15893:  IBS.       24X 
Flfjit:  30-OOO.  82/07/17.  0208190222. 

6206190327    IE   Info   Notice  B2-39,     "Bvc    Degradation   of  Thlci    Hall 
Stafnletc    Bt*el    Raclrculatian   Syi  Piping   at    BWfJ  Plant," 
Sve    lilt    encl. 

JORDAN,  E,  L.       Division   of   EnainB^ring    4  flualitu.   Assurance.       BSffPtfai. 
Con*o.|irfa^fld   Ediion  Co.     of  N«u  York,     Inc.       86pp.       16017:099.       24X 
FteH*:  SO-000,  82/09/21,0209190229. 

3SOei90323    IE    Info    Motici   02-30.     "Change    In   Format   It  Distribution    Bg» 
far    IE  Bulletin*,  Circulars   &    Info   Notices.  "    Bvc    Ii«t    encl. 
CttVOUrVO,  R.  C.      Director's  Office,    Office  of    ln«p*ction  »nt 
rnlort«n*nt,       83/09/22.  Consolidated  Edison  Co.     of  NBW  Yor*.     Inc. 

ai.       24X  FIcne:50-000,B2/09/22,B20SJ90223. 


£206190232    IE    Info   Notica   82-40,     "Def  Icieneiet    In  Primary    Contalnmant 
Fl^ctrltal    Penetration  Assemblies.  "   0vc    lilt    fncl. 

JORIMW.E.L.      Division  of  Engineering   &  Qualltg  Assuranct.      92/09/32. 
Consolidated    Ed  i  ion  Co.     of  New  York,     Inc.       112pp.       15930:019.       24X 
Fit.  he:  30-000,  BS/OW22,  0209190232. 

SSOai*M»39    IE   Info   Notice  83-41,     "Failura  of    8afet«/RelI*f  V*lve«    to 
Op««i  at    BUR.  "    five    list   end.  ,    „ 

JOflDAM,  E.  L.       Division   of   Engineering    fc  Quality   Aisurance.       Ba/lO/aa. 
CoMolldatm    Edison  Co.     of  Neu  York,     Inc.       110pp.       13940:193.       24X 
fl<h*:BO-000,  62/10/23,8203190239. 


B21I02Q147  Conffrmi    9210B6   telcon   re    pavi-sed    plans    for   B21103 
inPoreement    eonftrencn   u/util    in   Chicago,  IL    to   discuss    QA 
4isoci*ted   u/procurement,  inatjl lotion   &    use    of   nonqualified 
vilve    guides    tn    *l»ctr<jmaBnet ic    relief   valve*. 

SPEBSARD,  R.L.       Division    of  Project    !<   Resident   Programs.       82/10/37. 
REED.C.        Commonwealth    Edison   Cq.        3pp.         ISBS1:317.        24X 
Fiche:  50-000,  B2/10/27,  621 102OI  47. 

S3110SOE74  Foruardi    IE    Invest  ioation   Hept*   5O-29S/B1-32  t-    50-304/B1-3O 
on  81l223-S?0615p  notice    of   violation   !-    description    of 
requested   corrective   action).  Uti  I    neui    drug    abuse    policy 
responiive.  Notice    a*   vialation   withheld    fref    10CFR73.21). 
KEPPLER,J.O.       Region  3.    Office    of    Director.        02/11/02.       HEED,  C. 
CowmoT.uie.lth    Edison    Co.        6pp.         15790:193.         24X   Fich*  :  50-275.  83/1  1  fOS. 
8211030274. 

--8211080277    IE    Investigation   Repts    50-293/91-32   (.   50-304/B1-30   on 
ailZZ3-fl20615.  Noncompliantf    noted:  f a i lure     to    follow    search 
procedures    for    handcarrled    i t  im».  Al 1 egat i ons    re   widespread 
drug    use    not    .ubstantia  tad.  En  c  1    3  withheld    <ref    10CFR73.  SI  I . 
CREED,J.R..    HIND.J.ft.       DivisJpn   at    Emeroe-ncij    Prepared  ness    6 
QDurational    Support.       DrtVIB.fl.B.       Region    3,    OffUe    of    Dirsctor. 
BB/II/OB.        60pp.         19990:204.        24X    Fiche:  5O-293,  OS/I  1/02,  S2I  IOB0274. 

6211230464    Forward*    IE    Insp    ftepls    SO-295/B2-22  &   50-304/63-19    on 
B20901-1013  6    notice    of   violation. 

SPEBSflRD,  R.  L.       Division   of    Prnjsct   *c   Resident   Programs.       S2/11/O5, 
REED.C.       Commonuealth   Ediion  Co.       2pp.        14192:010.       34X 
Fiehe  :  80-293.  82/1  I/OS,  B21 1  330464. 


-0211330470  Notice  of  violation  From  in*p  an  B2O9O1-101 5. 
EPEBSARD,R  L  Division  of  Project  !<  RBSident  Programa 
lp.  14192:020.  24X  Fi  che:  5O-295,  9S/  1 1  /O5,  021 1  230-164. 


aa/ii/os. 


—0211230476   IE    Insp    Rapt*    50-295/02-22  ft    SO-0-04/B2-19    on  830901-6015. 
Hc-ncnmpliance   notB*:  pos  itiv*    reactivity    change    ty    bc-ron 
dilution  ui/conta  inment    Integrity    not    intact. 

WATER8.J.R.,     DUHAMAV.F.H.  .    HARTKAM,  P.  L.        Division   of   Pi-ojac  t   & 
Resident  Projrami.       62/11/04.        IHpp.       16192:021.       24X 
Fiche:  90-293,  B2/  1  1/05,  821  1230fl6-l. 

8211190272  Act    receipt    of   821029    Itr    informing:    NRC    of    steps    taken    to 
correct    violations    noted    in    IE    Insp    Rcpts    50-29&/S2-I9   (, 

SPEBBARD.R,  L!       Division   at   Project  fr   Resident  Programs.       02/11/19. 
REED.C.       Comm,ony«alth    Edison   Co.        Ip.        161-49:  B3-4.       24X 
Fiche:  30-295,  BH/H  /IS-  B2t  II  90372. 

—  8211190276  Responds    tu   NRC   830930   Hr    re  violations    noted    in    If    Insp 
Repts    50-29  3/63-  19   &   SO-304/B2-17,  Correct  ive    actions: 
stamflnB    order    r«    air-iliarij    feedwattr   pump    oporability 
l-eeuiremints   rewritten   &   revinjueil    prior    to    i*suance, 
DELOEOROE,  L    0.        Com-nonwea  1th    Edison    CD.        83/10/2?.        KEPPLEn.J.  0. 
RBBlon   3,    Office    of    Director.       3pp.        16149:233.       21X 
Fiehe:  50-295,  82/11/15,8211190372. 

BBOB190248    IE    Info    Notice   9S-43,     "Dof  it  lenc  i  e*    in   LWR   Air   Filtration/ 
Vtntil-tion    Bus."   Svc    list    encl.  oi/i./ij. 

JORMM.E.L.       Division  of    Engineering    it  Oualltij   flisurance.       02/11/1*. 
Consolidated    EdUon  Co.     op  Neu   York,     Inc.        llljp.        16171:233,       E4K 
Fiche:  30-000,  8S/1  1/16,  8B0819024B, 

6211330376  Forwards    IE  Mgt    Meeting   "opts    50-295/62-36  fc    50-  304  /  62-23   on 

KEPPLER.J.O,       Reoion   3.    Office    of   Director.        Sa/ll/lQ.       REED,  C. 
cWonu.eltn    «£.on   Co.       Ip.       16192:189.       24X  Fiche,  30-295,  Xfl  I/I  B, 
B21123037a. 

—  S2112303BB   IE    Mot    Meeting.   Reptl    »0-a95/B2-2c,  ft    50-304/83-33  on   621103. 

Major    area*    discussed:  NRC    Invest  ijation    of   allegation*   re 
drug    abuse    by    «mploijte«    at    lite   <•   other   allegations. 
CREED.J.R-.     HINC-,J.fl-       Division    of    Emerofncy    Preparndnos«   t> 
Operational    Support.       DAVIS,  A.  D.       Region    3-    Office    of   Direc  tor. 
62/11/16.       3pp         16192:190.       24>T  Fi«h  •:  BO-39&,  B2/1  I/IB,  021  1890378. 

82Iia403«  Forwards   8ALP    Repts   30-254/32-11    &    50-265/82-13  presantBd 
on   820603  covering    asietswent   period    Jul    1980   -  Dec    I9B1. 
KEPPLER,  J.O.       Re  Hi  on  3,    Qfflca    of    Director.        82/ll/IB.      REED.C, 
C«MiDiiN»lth    Ediian  Co.       Off.        14307:223.        SIX  Fie  he:  BO-OOO,  B2/  1  1/  IS, 
8211240342. 

—  Ball24034o  Coi»m»nti    on   SftLF   rept*    pretenteil    at    public    moeting    c-n 

B2060S,  AppropTi«t«    consideration   of    positive   performance 
trends    prior   !c  su  (unguent    to   flALP    int*rval    should    be 


coBimc-nuj«alth   EJi.on    Co. 
3,   Offle*   of   Blr«(ror.      24pp.      2 

3211240342. 


B3/OA/IB        KEPPLEfl,  J.  0. 
X   Fiche;  50-000,  B2/ll/ia, 


DOCKETED  ITEMS 


I    50-304/52-14    for 

Gi*,t.    of   Dir.ctar.       62/11/18.       HEED.  C. 
3!»         I*!K1S   361.       24<  Ficfii:  50-295,03/11/18. 


.Mii'j.i;J   !:«L.P   rttjtt    '-0-i«/£iS-l6   t    53-304/62-14    for 
..•jl    !^_-:-^i;    S-S.-M    fji    pt-'orainct    Itn    thin   duirtd    In 
*«.([  alaiici  1    tsnsrsli    t    hir-iiirg    of    flint   noJi 
•      Hfji,-.-    ;',     C*»ii*   of    Dir*Etor.       B2/GS/3I.       39pp.       16304:001.       34X 


8211030113  Foruartfi  LER  B2-02B/03L-0. 

CHAESBER.  K.  L.       Commonweal  th  Ediion   Co.      82/10/29.       KEPPLER.  J.  0, 
Region  3,    Office   at  Director,       ip.        15949:314.       24X 
Fleht:  30-304,  0S/1Q/29,  B2I 10501 1  3. 

--8311050119  LER  B2-029/03L~0:on    820929,  SO  MSIV   failed    to    dote    tH  thin 
5-t    (20-i   cloiurel.Cauied   by    mining   O-ring    on   cloiinp    aide 
accumulator    n ch»r()e/vent  valve  allowing    nitrogen    to 
lut   ou tiiftpr ill uri ilng    accumulator. 

OAJIC.Z.      ConMionuealth   Edlion   Co.       B2/10/29.  Reo,lon    3,     Offte*    of 

Dirictor.       Ip.       19949:313.      SIX  F  Iche:  90-30-li  B3/10/2V,  O21 1 030 1 13. 


,••3^*11    lv     !''*o   'ijtiet   £-;i-45i     "PHR   Leu  Tfnp   Overpri-tiurf 

",r,J'^"  '"!"  ^  JC"  •trinn^/lralltllAllLirlnCif  32/1 1/19 

Ci'^iUit'-t!   £i)ii:n   Co      of  tit  a   Vort,     Ire.       93pp.       16233:293.       24X 


jting    nptt    For   Haij    19SO. 

on   Co        SO/Ofi/04        LOVELACE.  H.  H. 

»n   Anjlyiii         Ip        16043:110.       2 


8311090309  Forujrd*  LER  92-026/03L-0. 

ORAESSER,  K.  L.  Commonweal  th  Edison  Co.  02/11/01. 
Rigion  3r  Offic*  of  Director,  Ip.  16009:  1AB,  2 
Fithi:  90-304,  Q2/ll/01,B2ll090a09. 


KEPPLEI^  J.  0, 


—8211090514  LES  BS-026/03L-0:  on    B210'£>a,  uj/uni  t    in   cold    9  h  u  t  d  own  , 
prtiiuriJ*'1    level    channel   2L-461    failed    to    zero  Si  would    not 
rtipond  u/o  thvr   ratfundant   channel  i  ,  CauiBd    blj    traniinltter 
drift    (Ojrton  386)    '/   leaking    Kerotett    isolation  valva. 
CANTHELL,  P.  F.      Commonuieal  th    Ediion   Co.       E12/11/01.  Region    U. 

Qffic*  of  Director.       Ip.       16009:169.      34X    Fiche:  BO-3O4.  B3/t  1/01. 
3211090309. 


»^  M;r.iM^    :ptr»tin)   rtptt    For   KJV    "SO  NsTTttlvt   lumnarv   tncl. 
J  H        C-Miiir^ujni    EJiton   Co        80/06/06.       llpp.       16043:111. 
ii'i    Sj-SIS.s'O/GA/O!!.  SSI!  110444 


n;nth|if    optrjtirij   r»pt!    fop   Dtc    1981. 
n^:rj»jlth   EDitiin   Co.       B2/OI/OB.  Office   of 

tsgni    An«^»l».        Ip          16023'  113,        34X 


=p«r«ting   r»pti    For   D*c    1981.  Narrative   sumoarg   mcl. 
rii.tfltii    etiton   Co.       B2/01/08.       llpp.       16032:113. 

,fl5/oi/oa.  eaii  loooo  7 


L-Si  1  lC"3i!«    C:r 


rlji   .iin 


epiratirj    r»ptt    For   Sept    1993 

CWJiESStO,  H   U         Cci.i^nsialth   Ediion   Co.       82/10/07.      LDUELACE.  H.  H. 
D*fi'.i    ='   I*»t*)»sf!it   JM   Projra"  Analyiii         Ip.       14034-311         SIX 

fttfi  ?•:-;•'  s.  ej'13'07,  5211100252 


63110B0204  PNO-III-B2~123:  on  8ail03,NHC   ulll    meet   u/utl  1     in    ChiciflO.  JL. 
to  dlicun  NRC    inveitlgat  ion  of    drugt   &  alcohol    allegation*, 
No  u!de»pread    uie   of   drugi    found.  Drug*    did    not   affect    in  ft 
operation  of   plant.  Utll    initituted    rehabilitation  program. 
CREED.  J.,    HIND.J.      Region  3,    Office    of   Director,       02/11/03.        Ip. 
1S9B1:04B.       24X   FlcJie:  SO-293,  02/1  1/O3,  021  10H0204. 

B21M90097  Foriuards   LER  92-OE8/03U-Q. 

ORAESSER,  K.  L.       Commonueal  th   Edison   Co.       B2/I1/12.      KEiPPUER*  J  0 
Region  3,    Office   of   Director.       Ip.        16190;  H13.       24X 
Fictie:  50-304.  62/11/12,0211190097. 

—  B3I1I90104  LER  93-020/03L-0:  on    B2101-1,  dur  ing    raonthlv    »urve1  1  1  4I1H 
chectiiu/unit   at   cold    shutdown,  turtlne  auto    itop   pretiur* 
luitch  03  A8T-5   found    lou  at    trip    setpoint.  Cauied    by 
Inttrument   drift,  Siui  tch    recnlior   &    returnod    to    ivc. 
CANrWELL,  P.  F.      Commonwealth   Et/lion    Co,       (18/11/18,  Region    3. 

Offic*   of  Director.       Ip.       16180:214.      H4X    Fiche:  DO-304,  ttS/l  1/l'J, 
8311190097. 


tpti    For   Sept    19S3. 
E4i*en   Co        B3/10/07.       Mpo.       16034-312 


apirating    repti    fur  Oct    1982 
"  «l»n  Co.      B2/1I/OB.          Dir.ctor's 


19M.Bw.arv  of  op.r.Uno 

llpp         1*06  1  -009 
16U6I.O09. 


Cc»fflOB..-«*!th   E«(,oti  Co.       8S/IO/OB. 
50-2?!.S5/lI/OB,8aillM148 


LEfl%  l  "lat*<l  "".ipondence 


. 
M-OOO.K/06/lB.MllOlOMl 


8211230399  Foruiardl   LER  B2-027/03L-0. 

ORAEBSER,  K.  L,      Commonuealth  Ed  it  on   Co,      P2/11/13.       KEPPLER.  J.  0, 
Region  3,    Office  of  Director.       Ip,        16193:001.       24X 
Fiche:  30-304,  BE/i  1/19,  821 1S30299, 

--B3U230301  LER  ea-027/03L-0:  on  820931,  component  coollna    MX   rjdltbl 
monitor    I2fiE  0017)    found    failed.  Cauied   liy    natural 
end~of-life   of  photo  multiplier   tube.  Tube    replfleed. 
WILLIAIISiV.  8.      Commonuealth   Edison    Co.       BH/11/13  Raglon    3, 

l":t0r'       'P        IAI93'°°2'       24X    Flehi:  30-304,  BH/J  t/l  B. 


V.    Optrator 


B310130019  Generic  Ltr  82-10   to  all    power  reactor    applicant*   * 

llceniee*  re    reactor   operator  It    «enior   reactor    operator 

™!uil  ''««*'  «n  "<aras.Arfvi.ei  that    etamt   begin  at   facility 
after  821001.  Sve    Hat   end. 


p         a  uD'vi*iltn  of 
tdiion  Co.    of   Neu  Yorti     Inc. 

Fiche;  SO-000, 


ISpp, 


Q2/10/I2. 

16002:234 


DOCKET  30-303  KEWAUNEE  NUCLEAR  POWER  PLANT 
™!™i!!!;.J!!!l'lc*1'    imirotrle«   <>    "!•»    protection    plant 


. 

0-OW),B2/09/17, 


utll 


rferi    of   CPt  re    inconi  iit.ncu    b.tuatn 
'°CFR50'34'*'   *   STB    for   p.r?.£!n".W.    of 
!-I""   pp°flp*"'Bvc    «'»t  »n«l. 
'ViSlon   °f  ^"n.ing.       B2/10/01.  Cani.ll  d.  t. 

sa  S4X 


;21   to  a11   » *»"•""   *  -MHcanb.   .<   nucl.ar 

S|1"*  'or   ""•   Prot.ctlon  audit.. 
!!1:1111   BtntrM    «"P«    fc   *«"i.lnB 
-   '"  -""t-Bve    Kit  «ncl. 
"  ?'  "-'"""ing.       82/10/OA.  Con.olldal.rf 


DOCKETED  ITEMS 


179 


HIJJ3C344  Forward*  * laroption  from  *cheduUr  requirements  of 
]KFfl!t>.  *B(c)  f4).  *«teiiding  tima  requirement  for  completion 
it  alternative;  .fiutdown  «g*  to  Spring  1904  rafuoling  ou"---- 
F1EEWJT.  B,  0.  Divi»iion  of  Licensing.  02/10/07  fiicci 


niln  Public    Bervice   Corp.       3pp, 
:  90-304)  B2/]  0/07,0211030544. 


13916;042, 


OIEBLER,C.  W. 
24  X 


51IM05JI6.  E»BmptUn    from   schedular    requirements   of    1QCFR30  4BIc  11*1 
ril*n<inO   tlmt    re  q.ulr*ment   for    completion    of   alternative   ' 
fKu-idoun   «y«    kt-   Spring    1704   refueling    outage 
KNlOH.Hft,       Office    of   Nuclear   Reactor   Rogulatlon,    Director 
Mir  10/07.  Wisconsin   Public    Her  vim   Corp.       9pp         15916  044       na* 

Fith«;  30-303,32/10/07,  (131  1030344.  HH         '3*",.oi-».      34X 


F/inerLc    Ltr   03-33   to   All    licensees    t.   applicants   re 
t'tar<i  li  tency    betueen   requirements    of    10CFH73,  floig  I    t  STB 
far    gtrtornlng   audlbf    of   safeguards    contingency    plans 
dtcfrllv   plan>,£3vc    lilt   encl. 

flE£KHUr,D.  Q,        Division   of   Licencing.       03/10/30.  Consolidated 

Ellitn  Co.    c-f   Now    Vork.     Inc.       Qpp.        13993:31'?        24X 
F([t,l:  50-000,  63/10/30,0210290100, 


Qtniric    Ltr   02-33   to   nil    power   ronctor    licensees   re 
Lntr|rj|*<I   IflEA   ei«rciiB    for   phijBical     irivontory   at   LWrts   Ang 
t«i»Hfvint   to    participate    in   BuercUi)    if   voluntary   (.  any 
vtil   thit   par  ti«  Ipatoi   will   he    re  1mb  ur  sod,  Svc    Hit   oncl 
Et5EWHUr,D,  0,       Division   of  Licensing.       02/11/03.  Canaolldatud 

CJJicrvCc}.    o'   New   Yuri,    Int.       llpp.        J4019:  004,       24X 
ri(*H  90-000.  HH/l  1/03.0211040379. 

fJllil02Jt  Act    rtteipt    of  Q21Q3<!    Itr    informing   NHC   at    itept    Uken   to 
Itrnct   vJolltion-*   noted    in    IE    Imp    Dopt   30-303/02-16. 
KSlLERj  J  R,       niviiion   of   Eiig  inoar  ing    R   Tochnical    FTograms.      03/11/03 
KISLERpC.H.       Hf*coriiJn   Public    Bervlco   Corp,       In,       1A0371  161        34X 
Firht;  30-30J,  OS/  I  1/09,  0211110^94. 


— B21 1060340 


11060340  8i».t,    tv.l«*tlon   iupportl 
cont,lnment   !„»„•   rale   ti.tln, 
"      Diviilon    of  Litenjin,.       a2/0?/30 
r- 


8311060S95  Forward.  NRC    e«iu.tlon   of 
RCB    Uat.gt.Util    requesterf    to   Pr0pQ, 

B??t?r   ^*tif"   Utl1   33  3PT>  acceptable 
within  90  daU(  of  reeeipt   Df   ltr 
WfiOA.S.A,       Operating   Heact0rS    Brarc 
Uiiconsin  Public   Service   Corp        7PB 
Fich. :  30-305, 83/10/31, B21 1060595 


tch   Spec 
Tech    Spi 


15972. 137        24* 


CIEELEFI,  C   W 


B2102600BB  Cineric   Ltr   83-20  to  all    pouer   re 
holders    !.  applicants    for    CP  re    guidance    fo 
BRP   rule.  Foruards   NUREQ-0906.  NUREC    to    be   u 
measure    until    Reg   Guide    I    70  revised    =;„,-    i,.t 
l'fENHUT.D.0        D.vis  iDn   of  LIcM"        ^J    0J 
Edlion   Co.     of   Neu   Vork,    Int.       9pp         1S993  2^5 
Fiche:  50-000, 83/10/36, B3103600BQ. 


tor  ],„„. 
inp temerti 
t  as  inter 
t  end 

Cc 
24* 


SllllOM?  Fgru»r«l»    proprlet*rg    retponse   to    violations   noted    in   IE   In*n 
tt»t\    BO-305/D2-16.  fl»ipon»o   ml  tlilmld     (rof    10CFH73.  HI), 
*[ESL£fl.  C  U.       HUcaniin   Public    Borvico   Corp.       02/10/29, 
HELLER.  J  ft        Division   of  EnfllnuBrlng    fc  Technical   Pmorami        In 
2.       S4X    Fichi:  90-3011,  BH/I  1  /O3,  D21  1  1  10294. 


idmei    public   veviign   of    rovlind    omoraencg    plan 
upmtnnp    pro«mur««.  including   Protoduru*   El'-AD-a   re 
t'f.irfini^  clait    d»t»rmin«  t  Ion,  EP-AD-7    r*   notification   of 
wr-uiutl    tvint    b  CP   AB-Q   re   notification   of    Blurt. 

f  rUTWf  .  J,  II,       DIv(»ion   of   Ruin    and   ItecDrJ»,       03/11/00.  Document 

Kir.*n»Arn1   Or«nch.       lp.       IfiOM:  OQA,       24X  I'i  clie:  30-303,  Q2/11/OB, 


3210370030  Oenerit   Ltr    BS-32  to  all   PUR    licensees    re   C 
reque.t    for    info   concerning   ,Uam  jenerator    tub.    inte 
Foruartf.   Congresiman  EJ  Markeij    B31019   Questions    re    st 
generator   tuft  e   integritij.  Bvc   Hit  «ncl 
EIBENHUT,  D,  0,       Dlviiion   of  Licensing.       03/1 0/Si  C 

Eduon   Co.     of   Nsu  York,     Inc.       10pp.       16099   332        24X 
Fiche;  SO-000,  82/10/26,8210370030. 


III. 


B21JI10050  Forward)    request    for  addl    info   re    Till    Hen 
control    room   habi tabilitu. fleiponse   due    in   60   days 
VAROA.S.A.       Operating   Reactors    Branch    1        B3/1I/OI        01ESLER. C   U 
Hisconiin  Public   Service   Corp.       3pp         16053-154        24X 
Fiche:  50-303,  82/11/01,8211110050. 


•-BJIII209SO  Forward  t    public   verilon    of    revlind    Rmergencij    plan 
Enflrntnllng    proeinfurei,  inc  luding    Procedure*   EP-AO-S   re 
iair|tncv  clan    d  a  turml  nation.  EP-AD-7  r«    notification  of 
i,  nti  mil  ivint   tt  EP-AO-D  re  riotl  f  1  c«t  Ion  of  nlnrt. 
OIC8l.tfl.CH.      Hiicnniin  Public   Bttrvlce  Corp.      QH/10/26. 

R.       Office,    of   Nuclear   Hnjictor   ReguUtlon.    Director.      Spp 
,       K1X   Ficlie:  90-303,  OH/1  1  /OH,  [)3I1  180947. 


Public    virtlon   of   rsviied    emeroencij   pUn    Imp  Itmunt  ing 
ftoturttt  Including  Procedurei  EP-AD-H  ro   emargnnctj   clot* 
l*tnjKn*Ucn,Er-AU~7  re  natl  f  icjit  Ion  of    unuiual    event  (. 
fP-fiU'S  rr  notification  of  alert, 

H.L.       Miiconiln  Public    Service  Corp,       BH/10/13.       SOOpp, 
7i        H*X   Ficht:  00-303,  O»/l  1/OO,021  11200-17. 


8311110052  Foruardt    safety    evaluation  concluding    that   requirements   of 
THI    Items    II.  E.  4.  3.  h   re   operable   valves  fc   II    E.  4.  2   7  re 
primary    containment   hioh    radiation    to    close    vent    t.   ourge 
valvei    met. 

WHOA,  S,  A,      Operating  Reactors   Branth    i.      aa/11/01.      OIEELEH.  C  U 
Hliconsin  Public  Service  Corp.      3pp.      14053- 151        24X 
Fiche:  50-305.82/11/01.8211110033. 


6211110057  Rnqueiti    submittal    OF   £CCS  madrls    specifically    treating 
upper  plenum   Injection. Each  model   should   include   sample 
calculation*   encompassing   spectrum  of   large   break  LDCAs 
Response   rfue   bg  831213, 

VAROA,  8.  A.       Operating   Reactors    Branch    1.       82/11/01.       Q1EBLER.  C.  U. 
Wisconsin  Public   Service   Corp.       3pp.       14053:  14B        24* 
Fiche:  50-309.  83/11/01,8211110057. 


t.  Cjira-llflj   llctni*   «t*gt  documanb*  fc   corroi  potidenc* 


-Ttch  Spot*    for  Redundant  DHFi  Cupahl  11  1«,  Kiuiunee  Nucl.ar 
Pflwir  f  lent.* 

WfrA.C:    eoto,   int.     Fin  A-Ma9.     oauoaoasfi.     oa/oe/Di. 

,  M       Dlviiion  of  Licensing.       19pp.       13941:240,      B4X 
:  30-303,  Ba/OQ/aij  Q21  1030256, 


Oinirlt  Ltr  02-16  to  all  PUR    1  leant  it  01  r«  NUREO-0737  Toch 
u»«isi   rtvUu  of  Tec^  Hp«c*    to   rf«termin«   conii«t»nc« 
.t  frrcvlrf*ff.  For   Item*  w/deviat  Ion*,  amend    to   llcanii 
H/o  tUtsd   Brcli.evc    ll«t   incl. 

OO.       Oivlil«n  of  Liconiing.       02/07/20,          Coniolidated 
n  Co.    OF   Niw   Vork.    Inc..       ISjip.        1S930.'  140.       24X 
^0-000»  B3/09/S04  0207210037. 


finrdt   ti«mpUon  In    rnpcn»»  ko    util   730903,770104 
Itn  r*  **thodl  of  taltuUtlnj    leak    bight   inttgrltu 
ir  c«tit*lnBi»nt>  IV*   *<  «ompontnt»,  Operational    Imp  not 
iviilltuti   for   pniumitlc   Uak    t»it. 

«[5OWLrr-D.O,       DlvUicn  ot  Hcon.lnfl,       80/09/30.      OIEBLER.C.H, 
Uli<«)i«ln  t»«bllc   BtrvUe  Corp.       Rop.       10970:000.      a« 
fit  »  t  :  94-309'  ea/09/30j  B21  1060330. 


8311180022  Application   for  amend   to  License  BPR-43  consisting   of 
proposed  Tech   Spec  Amend   52  covering   tOCFRSO.App   j  re 
containment   leakage   testing. H/o   encl. 

OIESLERiC.W.       Wisconsin  Public    Service   Corp.       B3/11/IO        VARCA.S. 
Operating  Reactors  Branch    I.      9pp.      16137:199.      24X 
riche:  50-305.  H2/1 1/10,  821 1 180023. 


8211160047  Oenerlc  Ltr  B2-36  to  power  reactor    licensees   leicept  Forl 
Vrain)   re  NUREO-0744, Revision   1.    "Pressure   Vessel   Hatl 
Fracture  Toughness."  Forwards  NUHEG-0744, Revision   l.H/o 
enel.Bvc    list   encl. 

E1SENHUT.  D.  0.      Division  of  Licensing.      62/11/13.          Consolidated 
Edison  Co.    of  Ntu  Vortr    Inc.      52pp.      16333:212.      34X 
Fiche:  SO-000,  82/1 1/12, B21 1 160047. 

B21118003S  Informs   that  6-month  response  re  control   of  heavy   loads 
scheduled   for   submlttal   on  B21317. 

OIESLER.C.M.      Wisconsin  Public  Service  Corp.      82/11/15.      VAHGA.  S.  A. 
Operating  Reactor*  Branch   I.      lp.      16137:186.      24X 
FIch«:SO-303.  82/11/13,9211180029. 

B2111B017S  Submit*  results   of  safety  k  relief   valve  discharge   piping 
overstre**  problem.per  NURE&-0737.  Item   II.D.3,    "Reliabilitg 
Engineering."  Utll   u.111   Install   rupture  disci   in   !fi*charo» 
piping  during   I9B4  outage. 

OIESLEH.C.H.      WHeonsin  Public   Service  Corp.      62/11/15. 
EISEHHUTiD.O.      Division  of  Licensing.      2pp.       16137:160.      24X 
Fiche:  80-309,  82/1 1/15,  821 11B017S. 


DOCKETED  ITEMS 


-,'-4'«S9    Farvitit    rtqueil    'OP    itfdl    info   r«    rtvi.u   of   NUREC-0737. 
]t(M    II    F    1     *-*   rt   tonHir».tnt    erfi.uri  eoni  tor,  water    Jev»l 
„,...  tier    i    h,dro(»o   monitor   Ropome   ultMn   3D  d«g< 


Op. 


vite   Corp         lOpp 


.      82/11/17        (HEELER,  C.  H. 
14330:073        34> 


*"«*    Forward!    iU!u»    rrpt    on   rJUREfl-0737.  I  ton    II.  D    !>     "Reliability 
innrin)"    fc    H»n    III    0   34,     "Control   Room  Habi  tabi  1  1  tv    " 
'ES.C    «         Hi.  ton.  .n   Public    S.rv.c.   Corp.       03/11/83. 
'-H'jr.  D   0         Civilian    of   Liciniinj.       3pp.        16219:043.       24X 
"*    S3-  MS.  62/11/23.  S21  1290444 


itiif  pjjn  to  C^cle  a  itirtup  npt 
in  Public  Servitt  Corp  03/11/33. 
inch  1  tp  16316  391.  Z4X 


30-303:  82/11/23. 


-»iMU'0*55   fl»vitt(J    PJ3»1    (o  Cycle   3   startup    t«»t   r«pt. 
i       tfneenii  n   Public   S»rvic«   Corp.       52/11/33        4pp 
Ft  tit    50-305.82/11/23.0311390446 


821)110254  Ack    receipt    af  S21029    Itr    informing    NflC    at    *t*p*    tal-in    to 
correct  violations   noted    in    IE    In»P   Rept    50-303/02- li. 
HILLERiJ.fi.      Division  of   Engineering    &   Technical    Program*,       02/11/0: 
OEIBUEfirC.W.       Wisconsin  Public    Service  Corp.       Ip.        l£O37:lctl.       21« 
Fiche:  50-303,  82/11/03,8311110234. 

--8211110299  Forwards    proprietary    response    to    violation*    noted     In    IE   I 
Rrpt    SO-303/B2-16.  Response   luitnneld     (ref     10CF(I7,'i,  21  >. 
OIEBLEft,C.W.      Wiieonsin   Public    Service  Corp.       02/IQ/H9, 
MILLERiJ.R.       Division   of  Engineering    d  Technical    f'rooramt.        Ip. 
16037;  142.        SIX   Fiche;  30-309,  02/11/03,031  1110334. 

8208190243    IE    Info   Notice    82-43,      "Deficiencies    in   LWR    Air    Filtration/ 
Ventilation  Sus.  "   Svc    list   encl 

JORDAN,  E,  L.      Division   of  Engineering    tt  Quality   Assurance.       02/11/16 
Consolidated  Edison  Ca.     of  Neu  York.     Inc.        Hipp.        16171:33:],        24) 
FicKe:  30-000,  B2/1 1/16,  B3001 90240. 

8211330330  Forwards    response    to   Oenaric    Ltr  02-32  re    itoam   (*n«rfltDn 

During   9  yrs    of   operation,  p  Innt    has    never  e  uperiencod    breach 
in  steam  generator    tube    intogri  ty,  Eildy    curruiit    ini|)    im  t 
performed    in    1979.01    or  02, 

LONO,C,D,      Wisconsin  Puolic   Servic*   Corp.       02/11/16.        EIEiENHU  T,  T,  U 

Oivillon  of  i-i censing,       Spp.       16193:  103.  HtX   Plth»:  BO-30B.  K'J/l  1 1 14 
B2I123033B. 


l^"^-IO  IE  Info  Hatice  B2-37.  "Cratkin)  in  Upper  Shell  to 
,~iiiian  Cont  Oirth  Utld  of  Etrjn  Oenerator  at  Operating 
S  '  Svc  In  t  tncl 

CA»*.  £  Divinon  of  Enjinnrinj  !.  Qjalitu  flsiurance.  03/09/14. 
->»slii!»t«4  Etfuon  Co  ofNfuVort.  Int.  105pp.  15930:001.  34X 
t«»  50-000.  32/09/16,5308190320. 


0311330041    Foruavdi    updated    rosponso    tp    IK  Bulletin   79-OIDi     "EnvlTnn 
Qualification    of   Class    IE  Equipment."   fimpon*e   rafloctt 
dulgn  changet    Imp  lenn-tl  ted    during    1103   refueling    uutrtuo, 
OieSLER,C.U.       Wisconsin   Public    Servlco    Corp.        fia/ll/lB,        V/lFWAr  ff.  A 
Operating  Reactors   Branch    1.       D77pn.       16177:007,       S4X 
Fie  he:  30- 30S,  03/1 1/18,  Q21 1830041. 


:.>3L'SO?Sa    [E    Info   Hotic*   83-34.  Revn  ion    1,     "Held*    in  Main   Control 
Pm.lt    "    Svc     lilt    end 

«n«Di»"J.E   L         Diviuon   of    Enjin.iFins    1  Oualitg   /murance.       B3/09/17. 
Cs"iol  ifated    Ediion   Co      of   flew   Vofl.     Inc.        107pp.       15B95:  IBS.       24X 
fiO-t    5-0-000,   52/09/17.9309190332 


830B190253   IE   Info  Notice  0S-45,     "PWfl  Low  Tomp    Overprnaur* 
Protection."   Bvc    list    encl. 
JODDAW.E.L.       Divi»ion   of   Enginoering    (.   Qunlity  A*iufance. 

Conlolldatld  Ediion  Co.     of  NBUI   Vorki     Inc.       93pp.        1&3')'J- 3'iB 
Flchs:  50-000,  02/1 1/19,  020B1902S3. 


IE   Info   Notice   S3-39,     "Svc    Degradation   of   Thick   Wall 
Kit    Stitl    Rjcirculatiun   Sv>   Piping   at    BHR   Plant." 
lit    end. 

'*•  E.  L  Division  of  Engineering  4  Dual  i  Sy  Assurance,  83/09/21. 
lalidated  Edison  Co.  of  Neu  Yuri,  inc.  Bipp,  16017:093.  24X 
SO-000,  02/07/31.8300190327. 


lOeiWBaa    I£    Info   Notice   B2-38.     "Change    in   Format   t  Distribution   Bus 
far    IE    Bullftjni.  Circular!   !.   Info   Notice)."    Svc    list   encl 
DEfOtWO,  B   C         Director's   Office,    Offici   of    Insp.ction   and 
Erfarr..i,rH         E32/09/22.  Conjolidatnf  Edi  ton   Co.     ofNtuVorl,     Inc 

llOpp          16013    031         24X   Fiche.  50-000.82/09/23,8309190233 


R.    Periodic   operating    reporti  !*   related    carre aponJonc » 

8211020460  Forwards   monthly    oporattng    ropt   for    Pub    17HO. 

HATHEH8:E.R,       Wisconsin  Public    Borvlce   Corp,       00/03/10.  Offlr*    n* 

Management   and   Prooram  AnalusH.        ip,        ISHflc.;  ina,       24X 
Fiche:  30-309,  BO/03/10,  021 1020460, 

— B211020663  Honthlu   operating   rept    for    Pub    1700.  Narrnt  1  VB    iumnAr||    *nt  1 
RUITER.O.H.       Wisconsin   Public    Barvice  Corp.       00/03/29         4pp 
13836:  133.        24V   Flclie:  BO-305,  BO/03/IO.Bai  1020AAO, 


Info   Not.ce   oa-«,     -Deficlinel,,    in  Priw<l   CDnt-inment 
ElactricaJ    Pfnetration  Aisenib  1  1  es.  "  Svc    list  encl, 

JOBCAH.  E  L         Division   of   Engineering    t,   Qualitu   Aiiurance.       82/09/33 

C«nio!idated    Etfi.on   Co      of  Ntu   vork,     InCi        ,,a  15930:019        241( 

FitJi.    50-000,  B3/09/32,820B190232  JU.UIT.       ^t 


4rW*rd*    •'""I'*'0"   '"   i-etpon.e   to   util   750903,770104   t, 
Itrii    re   method    of    calculating    Irak    tight    integritu 
or    <ont»lnn«nt.  jv*    t   componmtt    Operational    imp   not 
Ubititute    for    pneunatic    leak    test. 
EISEIWUr.D   0.        Divii.on   of   Licensing.       82/09/30        OIESLER.C   W 

" 


*•*«•* 

82/09/30.  Hi.consin 

»«FUI.-;  50-305, 


02M030561   Foruardi   monthli;    oparatlno    rept    for   Nov    I9O1, 
MflTHEIJSiE.R,       Wisconsin  Public    BorvlCB   Corp,       D1/12/OV. 
Management  and  Program  Analu»i»,       ]p,        19(307;  11)3       H4X 
FI che:  50-309,61/12/09,  0211020961. 


--B211030967  Monthly    operating   rent    for    Nov    1901.  Narrat i  vi 
encl. 

RUirEfi.O.H.       Milcnnsin   Public    Hervic»  Corp.       01/1S/O1 
15BB7:  103.       24X  Fiche.;  30-303,  01/12/09,021  1030361, 

8211020350  Foruards  monthly    operating    rept   for    Dec    1901 
IttTHEHS.E.R.       Hdcornin  Public    8»rvlce   Carp.       03/01/OD. 
M«n»gemant  and  Program  Analysi*.       Ip,       19009:004        SAX 
Fieht:  30-303,  ea/01/OQ,Bai  1020330. 


u       n  y   °P""tlnB  r»P*   f01-   "ec    |9B1.  Narrative 
..™  Wisconsin  Public   SBrviceCorp,      03/01/04. 

13889:005.       S4X  FI  the:  50-303,  03/01  /OD,  021  10203SO. 


(JffiCf    Cl 


UfMc* 


4t>f, 


util    ettnption  requeitt  re 


r>d"r,-*   mDnthI«    "P"-tinn    rept    Cor   Aug    I90S. 
.,       Wisconsin  Public    S>rvic«   Corp.       03/07/00 
Retource  K*naglfflenti    Director.        Ip.        13009'  274        24X 
Fiche;  80-303,  02/09/00,  021 1020522. 


Off  i 


RUITER  0  H       u  g    ^'"''"S/'Pt    ^r    A^    I9a2,N.rr*tlv*    .u^.ry 
1389?  37*        ^v'r?n;ln™l"'IJe    8l"-vle'  Corp.       02/09/OB.       4pp, 
13889:275.       24X  Fiche:  50-305,  B2/09/OH,  021  I020S22 


oftr-ting    r.pt  for  B.pt   ITS9. 

ubll=    StPVlc.    Corp,        02/10/07. 


DfMtt  al 


RU  ISTi  H     ^  "   °'"**ln>  "P*   '01-  Sept    i9fl2. 

^JI£?n!'n  Poblll!   Q"-v'««  Corp.      03/10/01. 
1.       24X  Ficht;  30-303,  82/1  0/07,  H21  II 10224 


DOCKETED  ITEMS 
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I    «<»»TUbli    oecurT«ne»i,    LERt    &    nlatnf   corr»iponilenc» 

UitJIWtt  Forward*    LER    02-032/Q3U-0. 

MMtK.CH         Ui.con.ln   Public    Strvlc.   Corp.       B2/11/03.       KEPPLEF1,  J.  0. 
Eli|«n  a'.    Offltl    o-f    Dlrtctor.        lp.        16036:201.       24X 
Fi*fc.:»&-M3.  02/11/03,  0211110233. 

•-eaMU0240  LER   ea-OSa/oaL-O:  on   aaiOOl,  dl*eov«r«d   that  outir  door  of 
lirionntl    •tcloeli    ncctdtd    L**li    r-ti    .poe.-C.u.e   not    itatfd. 
Shin  init»ll«d    umfsr   outir    •••l.Door   v«t«itnl 

•-B^L   ^    Ul«con»ln  Public    Btrvlc*   Corp.       82/11/03.  Rifllon 

'  *'  i\  t       j-  •*•    n         t  n         16O36'  282        24X  Fl  ch9 '.  SO— 303*  B2/ 1 1  /03 


Mil  SW590  Forward  i    LEH   B2-033/03L-0. 
Q]E9.ER,C.W,        Hl«»n.in   Public    Btrvlet   £«?• 
RliUn  3-     QMUt    of    Dtrtctor,        lp.        16226,  14B. 
Fielli:SO-30Sr  B2/U/  19-  B21  1290350. 


KEPPLER.JO 
KEPPLER,  J.  0. 


--KMKH961 


aE-033/03U-0:  on   821020,  during   "r"1"!""  *"""" 
fan    colt    unit   »vc    ujt«r    outUt   v»lv*   BW-903D 


Cpiritor 


intrtc    Ltr   02-10   to    -11    Poy"1' 
«    M«tor    ap.r.tor    t.    .«nior 

M""-"  .»»..A-vi.i«  *"-*  «" 

jtliT  081001.  8vc     ll»t   •ncl. 

CIEtHHUr.D.O.       Division  of  Llc.n.ing. 

Elliot.  Co.     o*    N.H    York,     inc.        l»PP-        16003:234.       24X 


KKK£T  30-306    PRAIRIE    ISLAND_WCLEAR_BTMION,^N:[T_2 

"""" 


EISSWHUT.D.O.  Dlvlflon  of  Llc"»'n 
EJlier.  Co.  a-P  NH  York,  Inc.  •  »»PI*- 
Fie**!  30-000,  aa/  1  0/01,  0210040068. 


,l,,,.ntt    U    b.     included    In    «"*• 
of    "«"«• 

n    C*.     of    Him    York,     Inc.          ^P 
,  8210070019. 


"-""5'8'  of  n"elHP 
"crlMnfl 

con»l!d*tid 

24X 
- 


R.1  .....    public   v.r-lon   *t  r.vl»- 


protoduret. 
Dlvi.lon   of    «"'«'    " 
Branch, 


« 
• 


0211030397. 


-6=11030603  FDru.rd.  publ  Ic  /.riion  ^^^ 
l«#K»nUng  pmeriuri..  i^1""""  ;^f  1" 
inir^incu  ora«ni(*tlon.  F3-a  TI 


821  1030397. 
U11030AM  Pw 


11030AM  PwbH«  v.rtUn    "*  /""^^  ^^"""•Itttm. 
.rac.dur...  Including  t1""^":^!,   of  ««(.«!.. 

r.-.s;::^;-^-:1"-     :  "t-ln--s^ 


g 
.«!..  *  "3-9 


ilOOOMB  B.I  .....  P""Hc    vtr.lon   of  rtvl»*   •""g.^V  P  " 

atas:^  trv::r:>  «ffi.i.aM«?..iefc-s«!ffi>a/Isj.fc 

Kin««»«iirxt   Br-nch.      If.       19933.  u-- 
B21  1030AOB. 

IIW&6H   Fftr«.rd.  5u"iB/:"i^B°?rft«-"»"^A';i  "" 
lapl.ff.ntinn    proc.dur..,  inelu^nj  P  ^tUn,EPIP   i.l.SM 

''" 


-«IIW&6H 


ot   Dlrretor 
821103060B. 


—0211030613   Public    virtion    of   rivntd    iBirgtn 

proctdurti,  incluilina  Proc.durn  EPIP  111" 
im.rg.ncu  r.,pon.(  ors.ni  ..tion.  EP  IP  1  I  S  n 
(,EPIPl.l.3ripublitinfo. 

HARO'E  c.     North.m  at.t.»  Po-.r  Co      aa/  10/03 

24X   Fich>;  30-000,  83/10/25,6211030609 


6210=90106  O.n.rlc  L*r  62-33  t.  .11 


inconiUt.ncij    b.tw.tn   r.4iirtn« 

(or  p.rforninj  .udlt*  of  »f.|u.r«.  cont.n^n,,  pl.n 
(l.curitg  pUnl.Svc  liit  tntl.  (»/io/30 

E1SENHUT,D.O.  Division  of  Ll"n"n«  .  ,,S  3,9  24. 
Ediion  Co.  of  (liu  Vorl.  Inc.  6ft-  15™  319  24. 
Fi^t:  50-000,  82/10/30,  B210290IOB. 


oubHc   v.r.  l«  of 


Pccunent 
Ml/02. 


8211110103, 


B21  11  10103. 


—6211110112   Public   V1"^   statei'p^'^C*0    '82/09/23   "     l^PP 


utll  th-t  P*rtUlp«.i  - 

EIEENHUT,  D.  0.   Divi.ion 


f  Lie.     a 


I.     Fin«nti.l_tnfor»ation 


™™^^  *»««i  ««.««i:j  "I?*,"!1  *  ""•dtiif  iho"iri9  ; 

«   ,.n.r.t.d    ir,    l«l    *   pr?j«    •-    '°%^0/27  Dfflce    of    ««! 

HMJ..E.J.       N"thtp"      S!!!  "       19B90.  161         3"< 


all   pwR    Htenit"    r.   MJHES-0737    Tecli 


DPR  60' 
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DOCKETED  ITEMS 


CLARK,  Ft   A.         Dper 
1602B    SSt         Sty 


50-000,  B2/10/M.  0310260008 


Reactori    Hratith    3.        03/10/21 
-.  50-233,  &2/IQ/2J ,  ' 


p 

Fi  ch*  :  50-000,  aa/  10/26,  621  0270030 


Fich.:  90-000,  B2/09/I7.630B19022B. 


>n   1,    "H»id,   ln  Mlln  control 


IO?PP' 


;  s:  c  .^j^:: 

8206190232. 


. 

:  185'       MK 


1  ........ 


^ 


93/11/03. 

24X 


^ 


^ 


0B!WaS3    IE    Info  Notic.  82-4S,     "PWB   I  „,,  T.». 
Protection.*   Bvc    li.t    .nil  P 


V.    Op»r»tor 


'Itt-"  «»« 

v        '16'"9' 


DOCKETED  ITEMS 


5O-309  HA.1NE    YANKEE    ATOMIC    POWER    PLANT 
urity.     mtdlc.il,     orn»rn»neij    &    fir«    protection   pUn* 

Qtneric    Lfcr    82-17    to    all    power   ructor    licenteei   t. 
*>Hlc«nti    b    holtl»r»    of    CPs   re    lncon«  istsnc  g    betu)««n 
Tl^iriria.nli     of    IOCFR3Q.  31(  tl    fc    8TG    for   performing    audit*   of 
•*lT«»neu    c.r«Dfti-edn««s    program*,  Svc    list    end. 
EtSEHHUT.D  0         Division    «*    Llc.ti.inD,        02/10/01. 
filter.    Co.     Qt    N.u   York.     Inc.       UPP          16002:389. 

FieM:  JO-GOO.  oa/  1  o/o  i,aaioo4oo68, 


B4X 


Coniolldat«d 


Oen.rU    l-tr    02-21    to    all    licen».««    t,   applicant.    of  nuclear 
»6**r    Ttatton    rt    T»ch    Bpstt    for    fire    protection   audit*. 
Farvtrti     guldinc.    distillling    general     »eope    t.    describing 
*Eintnti     to    b.    included     In   *u<Ji  t.  Bve     li«t    «ncl  ,,,,..rf 

USEMHWT,D,0,        Civilian    of   Llc.niing.       B3/  10/04.  Con.oUd.t.iI 

f«(,on    C*.     af    H.u    Vork.      Inc.       l^PP          19W3:  33B.       SIX 
Fith*:  aO-000,  B3/IO/OA-R21.  007001  9. 


-8211300171    "ME   Yink»»   Ritponn    to   lOCFRM.App 
HCCUHBER.  J.  T.  ,    URBftNOHSRI.B.  F    .    fiQ3SfW*-R    J 
Poutr   CD.       VAEC-1330.       B3/U/10        S7po         1« 
F(  cli  I  :SO-309.eZ/ll/24,  83113001 67. 


torrispondtnct 


6211040066  Advim  th«t  *U    p»rti»i 


11040066   Advim   tn«t   *it    p»rm>   •  *,  •••    •"-•    ---•--•  - 

dlicoviry    .hould    unit    U*v<nct    of   ASLB   ordtr    rulln;    en   EIA 


p«l    lip.n.le.n-MiBl»inB    thr..    opin    it.M    m 

H.    H..nn,  Br.nch  a. 


e;tlilCK>7fc    Rtl*»t«>    pulillt     v.rilon    of    revlsod    emergency    plan 

rK:ssrs*r  &^:!u.":>  «ui«  «-  •*.--.,  «'»'«- 

^.,,n.nt    DrJnth.         lp.        16033:001.        24X  Fi  che:  50-309 
EJ11110O76 


B211300111    R.,u.,t.   ,c-nMr«.lon    that 
flPd.r   to   ihou  nutf   h»*  b""  *»>" 


... 

Office    of    Iniptttion   and    Enforet 
Fleh."  30-309.  82/11/17.8311300111. 


6,m/17 


Director'*  Office, 
1S1.   24X 


iUlCOBO  F<.r«-rd.    public    v.r.Un    of    revU.d    ""B"^    P1"1 
l»»Li«.*Atlnft    prnc-dur.i.intludlnB    Proc.dMTii   2.30.1    r. 
n&tjM<*lUn    of    unu.ual    .v.nt    I.   =.  50.^  r.    «.rB.ne« 
.«ult.»t    r«dln.«.    ch.ck.Hicj.tpt    '"«««•  of  Nuclear 

.        K.int     Vink.*    Atom*     PO«P    Co.        02/  10/1  5.  DfMe. 

H**(t0r   H»fftil«lltin.     Dir.ctor.        1P.        16053.002.       34X 
FitK.:  90-30  'f.  (J2/  10/20.  021  11  10076. 


wnwiv*!    twint 
Etitct.  J)»vl*td 

*      M*ln»    V-nk 
Ficl.r  :  90-309. 


B.  SO.  6    r.    .mergency    equipme 
.ri«»    lnd.<    .ncl.  ....- 

Atomic    F'ouer    Co.       B3/LO/13. 
,  H21  11  10076. 


14093:003.      24X 


08-83    t. 


'  ' 


nctf  ti.twtsn 
*.T  .rf4T«l«fl  -ujlti 
(t*«yrli<  pUnl.Qvc  ll 

E:BENHUT.D.O.      i>ivi«. 

E*iion    Co,     Of    N»w    Yor 

Ftth*:  aa-ooo.  na/  10/30, 


f    Mf.gu-rJ«    con 
t    encl. 

of 

Inc 


«.»rtC 

td    IAEA 


ulil 


D8-88    U    ,11    P-.  r   reactor 
ci«.    »or   P>"«tU*I      "v'^°nyt 
tp«U      n   •»•"'»    '!/|^i 
»    will    be    "J^opiS>Tuo3 
...  lan    of   ""Ming.       «/  1  I/UJ. 

Ediion    CO      of    N«ui   Vorli.     Inc.       UPP         li-oiv.  uu 
Fie  I.*:  30-000.  OZ/1  1  /03.  O21  10^0379, 


For    ll.M    to 

t    t-linptr     Ind 


1" 


j,  ang 

Encl 


mod.  Propo"1    ching.* 
"-    iQCFRSO.90. 
° 


..A,  Op.r-tlrg  Rt.eto 
H*lr..  ¥*«!••  Atomic  F'™er  Co 
Fith«:  30-30^, 


R.I  .....    PUbUc    ver.ion    of    r.vU-    «• 
ttnfl     proettfure, 
.W.        Division    of 


- 
:  80-309.  B2/U/17. 


Forwards    public   v»ril«n 
liBfilimintlna    Procedure    2.  SO  .IB, 
Monitoring    Proeodure.  " 
*      HMTit   Vankt-   Atomic   Pow.r   Co, 
A4tiH*ti'0"    Olvtn.       3pp. 
SSI  1320015. 


a'10/afl.  NRC  "  N*n5li  1/17, 
a  IW  FlchB;  50-30-?,  02/11/1?' 
. 


correipondenct 


^/b..    ». 

ji,tri!iuti0n.LeH»  on  f  i  U  .t  L 

A    "     "" 


Dirtctor  fn 


^ 

of  Rule!  an*  Records.   if. 
6807160086. 


^ 


.n«nt   por 


Public    v»nlon    of   Re 

ppc-ttdurt    2.  SO.  12.     "Emergency    

JToc.dun.  "     T«b»    Bncl,  00/10/28-       14PP' 

»       M«lnt   V.nlc.*    Atomic    Power    Co.       SK/iu' 
:  30-309.62/1 1/17.  -.•••"nnis. 


to    Em.pQ.neg   ""•>•'' lM"Btlll> 
Radiation   Mnnitorinfl 

b«.      24X 


OAHR1TV.J  H.  «*ln.  Vink"DAt0Tletionr 
afffci-  flf  Mucl.-r  Re-ctor  R'Bul-*  '"• 
MX  Vlchu  90-307.02/11/24,821  1300167. 


irector.       2pP- 
tr 
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6211080333. 


24* 

24X 


.  82/10/22, 


B2!  1160045   Advi,,,    that    ravi.u 
of   SEH    j^.,.    to    spert     ,B-1 


:  50-309.  02/10/33,  B21  1  U0045 


D«neric 


Fich.'  30-30-?,  02/10/30,9211020474 
S3110B0300   FDrL,ard»    AnonJ    AS    to    Lit 


r8a/IO/2B.  821  1080300 


"92sictlo02  Am""1  "   t0  L'cen"   DPR-3A,rBV|,lnt  h  r«r 

15974- S^:    S!rF"!IJrSS^»rw?"5£S  £,,  .s?ri??"" 


t1!!'  "eact["-'  ""neh  3.      03/10/27 

ieb.:  30-309,  82/10/39,  831  1 110323 


HEimER.H. 
B2H  100493. 


:50-309, 82/11/02, 


02/1  1/03,821  1120534 


S.f.   PBM.T    for    h  p 

B2111S007S.  P 


:  so-so?,  es/i  i/oa,  6211120412 


fls/H/oa 


021  11B0001 


, 


Flcht  :  50-309, 


8311190343 


0-3O9. 


*"• 
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0*n*ric    Ltr    B3-S6    to    p  oui.r   reactor    lictniiu    (aicipt    Fort  St 
Vr*|nJ    r*  WUBEO-0744.  flsvition    IF     "Praimurc    Vitiel    Mat! 
FraetuT*-   Touahnm.  "   Foruardi    NUREQ-0744,  Revltion    l.W/o 
inti.oVc    ll*t    *ncl. 

E1EEJWJT.  D,  0.        Diviilon   of    Llcaniiny.       62/1 1/12.  Coniolldated 

Editor  Co,     of    MBUI    Vort.     Int.       SHpp.        16232;  212,       24 X 
FUM:  50-000,  82/1  1M2.  B21 1  160047. 


--8211020300  Reipondi    to   NHC   520714    Itr    r.   violation!   naiid    in    IE    l.isp 
Rlpt    50-3Q9/S3-OB. Corrtct ive    action*    pertonntl     intruded    to 
nake   more    frinuent   chicli   of    hign    radiation   *ri*t    !.    *adl 
practical    training  providtd 

RANDAZZA.J.  B,       Maine   Ysntee   Atonic    Pc^er    Co        02/03/13 
HAYMeB.H.C.       Region    1,    Qffici    of   Dirtclnr         5pp         ISS-ll    353         24X 
Fit  he:  50-309,  02/10/39.  B21 1020293 


T*ch 


Application    to   amend    Licensa    DPH-36.  r»o.uaitiTio   permanent 
pat    cn«nn««    to    p  arm  It  Cycle   7    operation. 

A.  J,  D.        H»tne    Yankao  Atomic   Pouar  Co.      B3/11/18.      CLARK.  R.  A. 
OaerJtlna   Ri«e*op*    Branch    3.       2pp.       16196:294.       24K 

Fith»:so-309,  es/ii/ior  eauaaooas. 


tg    invoKinj    ui«}*    of   word    "are 
IE    Intp    Rtpt 


—9211030305  ClirlfUl    potential    anb 
on   Pagi   3   of   820B13   connltment    p 
50-309/B2-06.  Word    'tuiiclf    provide*   nor*    nuning 
OARRITV.J.H        Malnt    Vsnk.e   Atonic    Poijtr    Co        02/09/3U 

Rtgion    1,     Offic.    of   Director         lp.        15031    350        24< 
FU  he:  30-309,82/10/28.  0211030392 


HAVNES.R   C. 


--93H23003.9  Propoiad    Ttich    Bpac«    to   permit  Cycl*   7   operation. 

•     Hiln*   Yamkto   Atomic   Pauar    CD.      BZ/11/lfl.      6pp.      16196:296.      24X 
Fit  ht:  90-30*7.02/11/10.8811230033. 

&3110XIOU3  8fQjU»»fc*    .ubmlttal    of    tto    tar    review   of    B10213  application 

for   amend    to    LicBti.a    DPft-36.  

HIU.ER.  H   0         LUenie    Tea    Man*,n»ment    Urnnch.       62/11/1B.       QARRITY.J. 
Halm  YjnkM    Atomic    Power    Co.        2pp.        16257:391.       24X 
Flc.h*;  30-309.  es/  11/18,  B21 1300463. 

BIIIOOOSOD;  R««pond»    to    B21ORe,  »toara  oan»r*toT    tuba    Integrity 
timtlonnalv*.  Dfttailtd   r«»pon*B    not    posiihla    In    time 
r«4ui»tid.  8t«nm    jonBratar     tuba    l«*k    never    *  iperiancei!.  No 
itpalri.   «ntleip*t»il    for    9    yrt.  Workar    expo»ur*i    lou 
RAWDAIIA,  J.O.        Malna    Y«nh«>   Atomic   Pouiv   Co.       B2/11/2S. 
SieENHUTiD.  0.        DlvUlon    of    Lionilng.        lp.       16233:353.      24* 
Fieh«:00-30-J.  62/11/22.021  13CO20B. 

Q.     lTi»p»etlDii    raporti.     IE   BulUtin.   &   c  orroBpondancB 

62^190230    IE    Info    NotU«    3B-37.     "Cracking    In    Upp.r   Shell    to 
Tr*niltlon,  Com    Otrth    Hold    of    Staam  Oanevator    at   Operating 

Division"  of   Enolnnarlna    (•    Quality   Assurance.      B2/09/I6. 
itad     Edi»on    Co.     of   N>u   York.     Inc.       103pp.       13930:001.       in 
Flq hi ;  90-000.  03/09/14.  02OB19O220. 

eaOQlWSBa   IE    Info   Notlca  aa-ai.R.vi.loti   1.    "Htld.   In  Main  Control 


Ediion  Co.     ofMeuYovh,     Inc. 
Fleht:  30-OOOr  82/09/17.8300170232. 


8211100346   ftck    receipt   of   B20938    Itr    in|Drnin3    I«C    o<    ittpt    tsien    to 
corr.ct   violations   nob.d    in    IE    ln,p    Rept    SO-305/D2-04  „_..,.„. 

MARTIN.  T.T.  Diviiion  of  En9ineering  I  T"h"ical  P«S"«'  °l/ll/J^' 
RANDAZIA.H.B,  Maine  Yankee  Atomic  Poviei-  Co  E?PP  lto^>.  ^u.  *«* 
Fiche:  SO-309,  B2/1 1/04, 921 1 100346 

rtid    in    IE    Insp 


HAYNES.  R.  C. 


-8211100353  Hupondt  to  (IRC  330611  Itr  re  violations  net. 
Rtpt  SO-309/B2-04.  Stickers  emphatuing  th»t  sunatur.t 
TI quired  prior  to  beginninj  uork  placed  °n  «amt  r.^ut 
formi.  Procedure*  rsvised.  H-,, no/so 

OARR1TV.J.H.       Maine   Vank..   Atom,,    Pou.r   Co        M/09/2H 
Region    1.     Office   of   Director.       2pp.        16035.300        241 
Fiche: 50-309. 82/1 1/04. 021 1100346 

~B21I10K»BCl.rifi..    info    described    in    IE    Insp   R.pt    50-309/02-04    P. 
corrective    me-sures    for    Violation   D   T«r«n      f"'\lt-1    d"'3n 
change»/n.od»"  may   not   coincide  «/util    proce^r.s 


R.gUn    1,     Offic.   of   Director.       2PP 
Fiche:  50-309,  93/1  1/04,6211100346 


rn.ior.nj   will    l0* 


sa/lt/05  Operating 


B21  11600SO. 


8208190240 


IE   ln»._M.tU.   8Z-«.  ^'D.ficienc.e,    ,n   U«R   Air   Filtration/ 

*sur*n^^a3^        s^ 


tf^nainKaoi    IE    In«n   Motlca    82-39.     "Bvc    Deoradatlon    of  Th 
e™l.M».   ««t °R«"cul.tlon   &«.   Piping    at    DWfi  Plan. 

JORDAN.E   L,         blvinitin   "f    Enalntirlng     -  . 

Confftlli(*t«d    Edl.on  Co.     oFNeuYorh-     Inc.       86pp. 

F^t^»:^o-ooo. 


8200190=23   »    In*.  N.tle.   a2-3e,    •«.»•.   in  P 
^or   IE   Bull.  bin*.  Cfrcul-n  I.   Info  NatlcH. 


Hil1 


B2/09/31. 
;09B.      24X 


h,    Int. 


S20B1902S3   IE    info   Notice   82-4S.     " 
Protection."    Svc    lift   «ncl. 


WR   Lo.  TBB,   Overpr  .....  . 

Oualit«   Asiurance.       B2/H/1V. 

it         - 


2-27, verifying    measures    taken    or    to 
ampering    BV«nl    reported    on 

......  4.-,.         US/  1 1 1 19        RANDAZ  ZA,  J.  B. 


JORDAN.  B.L,       Division  of   E""'"" 

Con»*Hd«tt<r    EdUon  Co.     of   Nau 
FUhi:  30-000,  32/09X23.8208190232. 


»09» 


y/utll     U    dlicvi* 
terfernanc*. 


, 

h*:  30-309.  83X09/27,8211010264. 


.    |       _       o  A 

"cir™'ln'BHiVh«td*rMni    to    di.  (| 

Jii  or  "*n.rgu  balance  t.clinlqii* 
rRAMMELL.C.M,  NRC  -  Mo  Datailad 
-  Ho  D«t«ilt<f  Afftll'tion  Given. 
PlehtiflOHIOOi  02/10/07,8311030271. 


ni!t.      S2/09/aa. 
13930:  019.      SIX 


BB/09/27. 


"arching   th.ori 
itlon  Oiv«n, 

4pp.      13973:318. 


24X 


Con.c.lid-t. 


i««»8  *«*  «»ipt  -j  «"«  *d°s0«t?".{Wlf  Nfic  °f  "*" 

Ut.n    IB    qorr*ct  violation.  iwtid    in    IE  IMP 


eaU300208 


on,;  to  f  ,0,6 
.D.  •!  ' 


-"3:33, 


9211030177  lton* 


3pp. 


X^Xir-    om«.of 


rij    ancl. 


9pp. 


Office   of 
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"tine  Ttpt    for    Mar    1  7BI.  Narrativ«    iumn*r 
:  30-309,  Bl/04/ 10*BS1  1030I290'4''10'       5°f!>' 


Offit.    of 


Offici    of 


"• 


6o-353 
16033.353. 


FI  che:  50-309.  62/01/11,821  1030133.  '"' 

monthly    op»r«lin)    rept    for    Apr    I9B3. 
0211100243.  .  4X 

iperatJng    r>pt    tar    Apr    1982, 

Ich. :  50-309,  02/05/E3.S21  1100243.        '        5PP" 


Spp. 


.H 

Flch^:  50-309,  BS/09/ 13,  821 10300SO. 


3jip. 


Office    of 


,,036.02;J'      ^rpUrso^^SUl^^rB^iM^i0'0*'        S"- 


LER* 


BSl  II 10193, 

p  end  met 


e?i  1020379  Forward*  LEU  81-004/03L-0 
p???'^f\-Mjir"  V*nl1"  Atomi£  PQU- 
MJ'Jj'i1"1:!!'  atti"  Ot  th'  ">C-«to 
24X  F*  cli*;  50-307.  8  1  /-OS/01, 


81/05/01.  Rtjioi,     1, 

lp.        15039:  154. 


*eh.:SO-309.BI/OS/OI,flailOWa79.  P' 


9310360430.  ' 

8211010344  Foru^riJs   tER  B2-031/03L-0 


,  BZ/IO/'IB. 


02-Q34/03L-0. 


93-032/03L-0 


821I060SIB. 


S2llOi037?  Fo 

SS?f«  S*  D 

B2I1040379. 


LEft  02S/03X-1 


BS-030/01T-1 


'     '     - 


eaniooaoi. 


NEL&OH*R.H*r   MalnB^Iii'    r^°m?Bn^a 
n**,-.      .  _.    n"lne   Y«nkft  Atomic   Po 


8211100313. 


...... 


, 

e;  SO-30?,  93/10/39, 


*:  30-309,  03/10/37, 


-'  ..... 


*:  00-309,  aa/u/os, 


Sa/11/02.  Riolon   I, 

Flcht;  50-309,  93/1 1/03, 


Ich.:  30-309,  SS/1  1/02. 
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6211120169    Forwards   LER   82-033/01  T-l. 

SS!Jr'ri-f,,.SS:r 

B2I11204&1?. 


—  B311120479  LER   B2-033/01T-1  :  on    B21021  ,  during    refueling    shutdown, 
deformed    inner    surface    of   .pint    f  ue  1    *««*••<•   "»  >' 
diiccver.rf.  C.u.e    undetermined    One    cell    e.hibittno    inuard 


„ 


bulging    removed. 

affif  :iR.,,SK.v-s 

B31  11  20469. 

S3U2<50(.S3   Forwards    torrected   LER    B2-02W01T-  t. 
S^^lr^0rYtpk 
8211290495. 


-9211290469  Corrected   LER   82-029/01T-1  :on  B21019,  ,.««   current    ft.    of 

^^^^.d^^rada^'of        -  "«-  *•>••• 


f 

D.fBCtive    tube,    plugged    8-   Tech    Spec    mod  !,"Bd' 


3211290533 


tti  1290*03    Foruard,    LER    B3-037/03L-0   D.t.ll.o    •^/ItJiB1'"1^  !«"     »• 


B-o2IBdin   .o.pr.«l.n  «d...u..        «    P 
ure   t.    .him   rod    end    eye.  Du>hin9    ,tnt    for  ana   gsi.. 

'Kv-"-b,.-'.'«- 


8311390603. 


P.«tor    cool.nt    pump    I.  No    evidence   of    debrU    In    tno   ot 

KSSKIf;^piS^S*^S.«^!!^0£aS!^S• 

Ip.        16193:043.       2flX  Fich  e:  80-309,  82/  1  1/18,  8211230130. 
«2|  1290570  Updated    PND-I-B2-073A:  on  ^t  UB,  inve.tigation 

a:r/:^i\:-^rJ:.^:r^  :nIr.'? 

pip.  fitting    oeration.  Investigator    co 


Director, 

^^ 


V.     Oparator  Examination* 

6210^0019   OenBriC    Lir    «-«    to    all    pj«.r    "«t*^   -SJi^;11*'    " 
licen-i.es   re    reactor    operator   (.    senior    reactor   "£•""' 
T.qualirication    .»».  Aivi...    that    exams   begin  at    facility 

aft.r    B2I001.  Svc    llstencl.  np/io/lS  Conaol  Ida  te-d 

EISENHUT,  D.  0.       Division   of   Licensino.       EH/  10/IB.  Lon9t> 

Edi^Ti   Co.    of    N.u  York.     Inc.       19pp.       16002:231.  24X 
Fteh«:  90-000,  B2/1O/  13,  B21O130019. 

DOCKET   50-311   SALeM_NUCLEAR   OENERATIHO_BTATION^UNIT_a 
F~"s«c'ur^tgrmed'ical,    emergency    *_«^_P^!^™_^!|" 

B310040069  Generic   Lfcr   82-17   to   -11    t°o»*   *"?l*"™""   * 

fl«»"*F  r7"  rs"-lfc-  of 
^ 

Ediaon  Co.  of  Meu  Vorh.  Inc.   llpp-   16002.  29B.   E4X 
FIch«:SO-COO,  82/10/01,  021004006B. 


uda 
1 


Document 


.P 

For^-rd.    suidance    discusalns   genial    ""f1    *'""lbin 
element,    to   be    included    in   -""it.Svc    lit*      ncl 
EIBEMHUT,  D.  8.       Division   of   LUens  ing-       »/  1W06.  L0 

Ediion   Co.    of    NBU.  York,     Inc.       19pp.       15993.  33B,       24X 
Fi  ch,a:  50-000,  82/10/06,  B2100  70019. 

B211030030  R.1..M.    public    version   of   revi»d    em.rgoncg 
implementing    procedures.  D_,n,.rf«        B2/10/U 

" 


8211O30050. 


•9211030065   Foruard.    public    veriion    of    rff^i^* es^EP    IV-100    re 
implementing    ?rac eduret , inc lud ing    Proc  re    effluent 

rrotective  .action  i-ecommendafc  ton*  a 
do*.  «alcul*tioM.R.e.lpt  form  encJ. 
*  Public  Scrvlte  EUctrU  (.  ^fljp^°ch°j  7p 


.        B2/09/30- 
(  fc  fl         ^ 


Ltr    02-23    to    a  1 


, 

t.ecurlt-j    planl.Bvc    li^t    "c  93/10/30.  Con^o  I 

=4> 


)tBn«l8d    r.fu.ltng    ""B"-"""?         °n    in    .f  f.r  t. 

"- 


(ref     iOCFR73,21). 

iKE'S^urai:^'..0 

MX    Fie.  0=90-378,  BW  10/37, 


Jersey 
2pp- 


IfDEFI  I  TJ,  II  . 


int.in.d 


'cR73a 


t.ion   7    *„    ..curit,,    pi  -n.  RBvl9  .o 
BT-vir.   Electric    &    Has   Co.     of    Neu. 


Fie  h,:  90-273, 


Fiche:  50-0t>0,  32/11/03,  02110^037'?. 


-0211190139    IE   emera^il   Prapar 
a-14    Mo    B0nc«npll-nco    n^ 


iness    Insp    Rcpt   50-311/02-22   Un 


Flch  e:  50-3 


.  921  1  190163 
IE  BafegUflrdB    In.p 


30-273/03-36 


'H   A          FwblU    8.1-vlo    Electric    fc    Oa  i    Co.      Of    N*H 
33        24X    FUhe:  50-372.82/11/10.6211230292 
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H      ^trtr*l    c^fffipcrtdtntt 

SZllty.m   farutm   nulirg    addriii    changt   for    corporate    contact    far 
i ^r.i i) c-Jtn: |    rt    f jcili ty 

•  IEEM.E   A        Pullie    Etr.K.   Elictfic    t    Oil    Co      of   N«u   J(rt(l|. 
i-i/ior.3        VABSA.S   *        Cptritir,(   Hueter*   Branch    1.       Ip.        16024:053. 
JlllOC 

iljllllCJS'  *]«it»t   of   cna^ji  o*   adiiriii    rnulting   from  coniol  idation 

-*   rJiOTity    at    nu:l(jr    ogfrationi   1    luDport    function!   uithin 

LU=SITI.tt   *        public    Stfvict   Eltctric    t,   Oat   Co.     of   Ntu   Jeriej- 
i1i/II/03        SvOIT.  "   S        Division    of   Technical    Information   t   Document 
Csitrai         ipp         160J3   30S        24<    Ficht.  50-272.  81/1 1/03,  621 1 1 10287. 

SmSlu-.n   wininc    Llr    ES-16    to    ill   PUR    licinno   rt   NUREO-0737    Teth 

*i^LnLfftf   U/o    ititttf    rncli    Sv'C    Itlt   tncl 

•jr.D   S        Owiiion   of   Licinsing        82/09/20.  Consolidated 

Co      of    Htu   Vort,     Inc         I5p(i.        15730-140.       24X 
SO-CCO.  D2/0?/;0,  6309210027. 

Afl*ra    12    to   Lictnss    DFR-75.  lafetg    (valuation   (. 

BilSS.w    .'        3?fratins    R.JCtorj    Branch    1.       82/10/15.       UDER1TZ.R.A 
Fualic    Sirvici   Eltclnc    t,   Ga\   Co.     of   Hiu  Jtrng.       2pp.        15975:199. 
i4i   Ftcd*    =0-311,82/10/15.0211060109. 

--eSMOSJIIl    A-ntnd    12   to   Lictnn    DPR-73,  rjvis  ing   Tech   Spies    to    grant 
sr.t-tmt   atftrral    of   prtsiurt    drop    test    of    contairmtnt 

VAS5A.SA        Oper»tirj   Reactors   Branch    1.       62/10/15.       4pp. 
l!=f7S.201         Z4I   Flthe    50-31 1,  S2/10/  IS,  G21  10B010B. 

--SJIIC33113  Safrtg    tualuation   lupportlnj   Amend    12   to   License   DPR-73. 
*      Dffitf    of   wucliar   Reactor   Regulation.     Dlrtctor.       62/10/15.       3pp 
15575   ID3        24«   Fiche    50-311,62/10/15.9211090100. 

-"&;i!OBO!15   Natice    of    itsuarce   '.    availability   of   Amend    12   to   License 

vAHCA.S   A        Dp.r*lir,9   Reactors   Branch    1.       82/10/15.       2pp 
IS^'S   2ug        24*   Ficfn    50-311,62/10/15,0311080108. 

fi2lllCKj;i9   Risoonds    to   620419   Hr    rt   TM1    Action   Plan    Item    II    K   3   3, 

B. porting   H.li.f   v*]ve   Failles   I.   Challenges."   Although    no   ' 
(Fitturiitr    relief   va!v«i    evmfnt. PDRV   failures   occurred 
It:h  Specs   provide  adequate  currective  actions 
LIDEN.E  A       Publit   Service  Electric  1  Gas  Co.    of  N,u  Jerseu 

^zi*.  V^£n£\:%?t^™  -«"  •  '»•  '»»=«. 


62MO«Bia   F8,H.,(,   A^end    14    to   Lion*.   EPfi-75.  slf  ety 

=    s  -  ,;';u*:c;  *•  •"•"•w***-**"*  •uti.on,.,wd 

n*_ia-™3rth    Ttcl.   Sp.c    jurveillance    items   until    first 


valuation   I, 

"  on 


SDSS.U   J        Operating   Re.ctors   Branch    I.      92/10/22.       UDERITI.H   A 

'  "  ........  •  *» 


VW5A.SA        onr.t.n,   RMet 
140J9   348        24,  Fi£hi   50-3,  |, 


,  1090S2 


8210270030  Centric    Ltr  62-22  to   all   PWR    licensees    re   Conor »»« ional 
requiit   for   info  concerning    steam  generator    tube    integrity. 
Forward*  Congressman  EJ  Mar  key    831OI9   question*   re   ateam 
ginirator   tube    integrity.  Svc    n*t    encl. 

E1SENHUT,  D.  0.       Division   of  Licensing.       B2/1O/26.  Consolidated 

Ediion  Co.    of   Neui  York,     Inc.       10pp.       16099:  332.       24X 
FIche: 50-000,  62/10/26,6210270030. 

6211110063  Forward)    safety    evaluation   re    reactor    protection    lyi    tc  GBF 
actuation  tys    setpolnt  methodol ogy.  flequironi«nt*    pf  License 
Condition  2.C.3   satiafactori  ly    completed   on    basis   of    utll 
commi  tmrnts. 

VARCfl,  S.  A.  Operating  Reactor*  Branch  1.  02/  10/26.  UDERI  Tl,  fl,  A. 
Public  Ssrvice  Electric  It  Oas  Co,  of  New  Jersey,  2pp  1AQ53  066 
24X  Fl Che:  50-31 1,02/1 0/26,  921 II  10063. 

--0211110066  Safety   evaluation   supporting   renctor    protection    BJI   t,   F.Sf 
actuation   lus    setpoint   method ologg. 

*     NRC  -  No    Detailed   Affiliation   Given,       02/10/26,       Snp 
14033:048.      24X  FIche:  50-311,  02/10/26,021  1110063. 

8211100495  Notifies   that  radiological    effluent    Tech    Specs    due.    or> 
B21119  &  offtite   dose   calculation  manual    on    021203.  Request 
for  eitenslon    should    be   submitted   within    10    day*    of  receipt 
of   Itr. 

VAROA.8.A,  Operating  Reactors  Branch  I.  B3/I1/01.  UDEfllTZ,  I),  A 
Public  Service  Electric  (,  Oas  Co.  of  Men  Jur  BBU.  2pp  lfiQ<t  I  •  031 
24X  FIche:  50-272,  82/11/01,021 1 100493. 

6211110061  Respond!    to  830920   Itc    requestlnn    removal    of    interim 
operating   restrictions   re    control    (<    insertion    of   rods. 
Wtstinohouse    rept   on    subj    under   NRC   revleu.  Jluatr  ictlons    In 
force  until    revieu  complete. 

VAROA,  S.  A.      Operating  Reactors    Branch    1.       02/11/01.       ODER  IT  Z,  R  A 
Public    Service  Electric   &  Oas    Co.     of   New  Jenoij,       3pn         16O53    HA 
24X  FIche:  SO-572,  02/1 1/01,  021 11 10061. 

62U11033I   Forward*   compilation   of    documents    roquo»ted    by   NfiC    t    ttatirs 
of  submittali    to   complete    environ   qualification    of 
jafetu-related    electrical    equipraont.  Gchedul e    for    *ubmittal 
of   outstanding    items   requested.  H/o   cncl, 

VAROA.S.A,  Operatino  fleactors  Branch  1.  H3/H/01.  UBEFilTZiJl  A 
Public  atrvice  Electric  ft  Oas  Co.  of  Noiu  Jnraou,  Bnn  160^3  O49 
24X  FIche;  50-378,83/11/01,  0211110331,  '••••"*,. 

B21I300252  flpplicatlon    to  amend   License   DPO-7S- chanolng    Tech    Spues    on 
one-time  basis   to  permit    operation    for   addl    24-h    ui/componant 
cooling   u/ater   HX  rendoreif    InoperablB, 
'  ~  Public   Service  Electric    !<   Oaa   Co,     of   NBUI  Jeraui;, 

VAnOA.S.A.      Operating    Heac  lors   Drnnch    I,       Qap         'ifraaU'OB'i 
FIche:  30-31 1,02/11/23,6211300352. 


r,,  '- 

operation   for   atfill   24-h   u/componcnt    coolinp    ujdtor   ||X 

render  si)   I  n  op  era  b  Is, 

^n.1^8"^"*!1?*^1'  *  *"  Co<    "'  N.«  j.r««. 

1623B'  025,        24X   Fichc:  30-311 ,  S3/1 1/32,  B31 1300332. 
?-l.!?"!!°!!  r*P°rts'     [E  Bulletin*   I   corroBpondence 

6209190220  IE   Info  Motice   Ba-37,     "CracHn,,    in    UPPUr   Bhtll    t 
"          nim*."Ph   U0ld   °f  9te°"'  °'»'"t0r    .r^riltn 
.!!'™11"1   ^  E"9i""''">H   *   Ouollty    rts.urance, 


9apa::?^  ^'rc^^r  *^.»'v..i.n ,,  -«.».  ,„  H.,B  CBB*«I 


Svc    H,t   enc 


vc    "->»d.tlon    Df   Thick 
P*P'"3   at    DWFl  Plant." 


orn.n  9»    •      '•'"•t  «,  DI 

DEVOUNO,R  C        SIl      I6      "n^   Inf°   Not'"».  "    Svc    list 
'  °'"" 


« 

50-000.85/10/26,8210260088 
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fl.Pt. 


evptabla. 


chnical  e  va  1  nation 


D.t^l  a  . 

F  Uh«:  50-272,  BS/  10/20,  9311060394, 


of   violation    '".      n.p   " 


R.P*. 


•.... 

air    Fiehi:  30-273.  82/10/80.831  10A03B4. 


»h  ctr  tBChnital 


aa/10/20.       UDERIT2.  R.  A. 

*™..  •»• 


of    Safetg/Rel l«f  Valves    la 


IE    Info  Notice    93-41,     "Fa 

„„-••  ^  BWf!'  "    Svc    llst    !"ci'.*n..rina    J.  Quality   Assurance.       — 
JQRCAN.E.L.        Dlviiion    of    ErlSln,Hmr'"'    "    j...          ,l0pp,        199iO:153.        24X 

Cflniolidaled    Edison   Co.     of  Neu  York.     Inc.  PP 

Fiche:  30-000.  92/10/23,  SaOBlTO239. 


a^rraen      o. 

TRIPP.L.E.  Division  of  """J"*-* 
Division  of  Proj.ct  (.  Re5i<!ent  PT 
Fjcli»:  30-273,  B2/10/26,  92110<?OOS4, 


rUarflS    IE    In.pR.Pt 
ei.*»rc«m*n6    tcmforencB    scheduled    for 
Ii.litlon  of    .uillUr,,    f>td«t*f    »"P 

Qtn-trator  33.  ,    . 

STWWSTECKI.R.        Divi-ion    of   Project    fc 

" 


pronramt. 
rfl,'N<lll 


93/10/26. 
rteu.       Spf- 


e.M.2047.    IE    ,nsp 

f.llur*  IQ  follow  procures 
».ili.r,  '»-«•»"•  «PPl«  ' 
NORRHOLM.  L.  J.  ,  SUMMERS.  R. 


F»ch«:aO-311,  82/10/26. 


. 
on   of  Project 


Itr    re    violation*    nitod     in     IE    tnSp 

CorrBC  t  ive    actiDnS: 

R.pt.    50-=T2/B2-19     -    30-3         ^H.nn^l    «i  1  1     b«    d.«I-p-     to 
training    course    For    *""•'**    Jle    manit0rln9    equipment 
qualify    Pi-op"    ">»9B    £'    »"!  "eiletrle    fc   Oas   Co.     of    N-u    Jers.g- 
UDERITZ.R.A.        P^^C,,SBrr'^0p     i       Office    i>P    Dire.tor. 
BB/IO/OH.        MAYMES.R    C  •        "'J1"  Ol'"\   RB,idBnt    Progrnn...        3PP. 

.«i  10,00,0. 


ce    »f   Director.       lp. 


MARTIM.T.T. 


.-»   i»-  R-t 

h   T.chnic.I    P.^r^-       «/ 
u    i  «.><=«*.     of    N-u,    J.r..«- 


tnso    Rent    50-311/B3-22    on 


- 

BZIOI2-I4.W*    nBn(llr(lVln««eM 

'" 


Itr    informing    WHC    of 


ivi..-    =  -^  -^  - 

30-311/92-17.  Proiect    t>   Rusidcnt    Programs.        83/11  'OB 

BTWOBTECHI.B-        °         '°  i'tri*    «•   «»    C"       °f    Ne"    ^"^  ' 


^ 

^ 


--B2I123029S    IE 


SO-272/Q2-3&    I<    50-31  tV92-35    on 
v    area  s    inspected 


vl«l*tian.De*«ll<   &  notice    of   violation  unthheld 

irif   IOCFH73.  211-  .    _.    _.nr        og/  10/37.      UDEHITZ.fi.  ft- 

lfAVIC8,R.e.       R-8i«"    ».    Of'"    °f    Dir/±  J.r.eg        4  P.  l- 

Public  Service   Electric    h  «••   Co      of   Neu  J.r.eg- 
S4X  Flcfte  :  50-272,  82/10/27,  821  1  1M2W. 


lufflinatic.n.D.tail9   ul 


•  of    Director. 

^ 


k    r.c.ipt    o,   8..00B    i^ 
correct   vioLationi   noted    in    IE    ms 


^ 


Fich 
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—  9311040344   Monthly    operatinj    rept    far    Mar    19B1 
2!*;«^;i;-Kl       Public   S.rvU.    EUctrlc   &  C*.   C 

61/04/10.         9pp.        I5927:230.        24*    Flch.;  SO-SU 


1"^    <**"""«    r*P*    *»r    Apr     19(11. 

rvl"  E'"tric  L  Ca>  Co.  cf  H.H  J 
.""*"•  <>'"<•  "*  I-pKtU-  an 
i  c  he:  50-311.  Bl  /05/1  1  .  8811040237. 


lp. 


6311040342   Monthly    operating    r.pt    for    Apr 


Co. 


1  2pp.        I  592S;  002.        24X   F  iche:  50-311,  01  /OS/lT^l  1010237 
03.        24*    Fichs:  50-311,  Bl/Ofa/IO.  8311040220. 


821  1040224    Monthly    operating    rept    For-    Hay     19B[ 

sl/of/'.Ji  K  ,0publl?jEvi"  EJ""""  *  eas  co.    o*  Nau  J8M.M. 

81/06/10.         19pp.         151?39.  |M         24«    Fiehe-  50-31  1  ,  BI/04/  1  0,  B21  1040220. 


e^nt    Cl"'P         "MC-TR-Sa-Ol.       BS/oa/31.        ISlpp 
ich«:50-27a,62/lO/19.B21  1120344. 


B2/JO/20.        HAYNES.R.C.       Region    I 
45.        34X    FichB:  SO-3H, 


-S21103013S   LER    32-1  10/03L-0:  nn    B20-J26,  no    indication    of    „.!     tnt.T. 

K»::-:s-.::K:.-;.::"£::s'J,-!:.:r;^;  :«  ;"'  .....  " 
'1  b  " 


02/10/30.        HrtVNEe.R.C.       Region 
3.       24X  Fi  the:  50-31  l" 


M/IO/M. 
1SBBB;335. 


:  3o-3i  j.aa/io/ao,  eai  1020230. 


he.  50-31  1, 


821  1O20419 


in,    r.pt, 


ice   Electric 
(.        24X   Flch 


8211160315  Monthly    operating    rept    for   Oc  t    1992 
"        pu>>Ht   Service   electric   4  Cas   CD 
.gpp.        (MS4:0«.        24X    Fi^e  -.  50-3? 


n  160314. 


i^g    Rept    -   DE 


fct«  "NPDES   Di5charge    H 

Oct    I9B3.  Eicluiion    eip  1  anatlona     enc  1 
MILLER,*..K         Public    Service   Electric    !    Gas    Cn      n*    u^        . 

"'--£v^^^ 


..PP. 


correspondence 


r  •"• 

Weu 


tj«v  ju/*u.       rirtYWty,  R-c        Region    1      ttfflt        f   r\'          -~.-- 

18882:301.  24X    Ffche:  50-31 1,  B2/'|0/20, 831  lOHolo"                 3PP" 

-8211023H4  LER    B2-1 14/03L-O:  on   S20927   fc  29,  RCS   subtooll 

board    in  proctit    conputer   k  pr«vioi»*   repair   of*comp2t 


— BS110H0127  LER  B2- 107/03L-0:  on 


K-       Public    Service   Electric   (,   Oas   Co,     of   Ni 
30.  Region    I,     Offica    of   Director          In 

che:  50-31  1,  B2/1O/30.  621 102041 S 


15949:350. 


:  30-31  LB2/10/20,  3pP' 


outers    pugging   vfl|VO  JHBHS7.  DV,t.r. 

"•"  !:>r"»«^"'J=  si'v 

e  =„.        R89Jon    '•     °«t«:*    of   Director.        lp 

FUhe:  50-31  1,  S2/1  0/30,  621  1050!  IS. 

ii2?Ji?i    we"""    !"'p(llamental    LER  Ba-027/03X-l.  Detailed    event 


......  - 


p 

n  M5    Sarvlre  Eleitrlc    &  Oas    CD.     of  N01U    Jer.eu 
«,.       R«9(on    1,    Office    of  Director.       1P        15749313 
he:  50-311,02/10/30,6211050121.  13V»V.  JU. 


-  -  «•-  - 

1S9A1-OM        5I^',RL      ««Ri?lon    ''    °"iet   of    Director.       3pp. 
15951.062.       24X   Fit  he:  30-31  1,  B2/10/20,  £321  1060136. 


ta 


, 
.rvoltaDe  relay    failed    to    drop    out   on 

Sr^Ua°d  "g    OUt   °f   -J«  *«•••'   ?"  I.!    . 

>ted  fr  ••«»'«*oi-ng  t..t.d. 

M™  Service  Elect-ic   *  5aa    Co.     ofNeuJer 

82/10/20  fleglon    1,    Office    of   Director.       lp 


:  50-31  l,aa/10/30,B31  1060136, 


157S2.07S. 


»L-0i0n   «?«"••'«  ^D    "U"    drive   unit 

rfnSii.:  .!';  Ppsh-ffi;5in!H:;::;"JJ  s: 

"*""  °'  top 


o  .  ' 

,  .„         R»gtoit    1.    Offlcs    of   Director.        lp 

ich«:3o-an,sa/io/ao,Bai  1060213. 
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,      i  en   BO- i  i  H/<WL-0  Detailed    event    analgits    end. 


rich*:  50-31  I.  B2/  10/20.  B21  1060260. 

«,,OWa«   F.P«.Td.    ,uppl.«.nt.l    LEfi    B2-O02/03X-1.  Detai  i  ed    •«"* 
*inlyll>    fuel.  ,(.T.ir    fc   Oaa    Co      of    NBLJ    Jen*",- 

MIDUBfcKJ.        Public    8"Vie'.Eli|       nS.ic.    of    OiPKtor.        3pP- 

' 


Op»r»tir,g    'n.tvuction.    revise        o   aj 

.s«£  PUR.  ^'rcf^'or^e^r.  .P. 

FlcJie:  50-31  1-02/10/20,921104.0292. 

F.p«r-.    ,UPpU«.nt.l    LEfl   B2-072/03X-1.  Detfli  l.d    .v«  t 
1  "-ic.  E,«trfc    *  ...    C..     jf   N«  ^ 


fli»««tr,c  ,  «..  c-.  -  .s      . 

.  Region    1,     Office    of   Dir.ctor.       ip. 

Fich>:  SO-31  1,  B2/10/20,  821  106O327. 


tlOTOlW   F0r^ds    LER    M-I- 

MIOURfl.H.J.      PublU  S.rvle._Eltctple   fc  0«   co.      r 

"  ' 


coaler   will    b*    iMt.llid    ^'"fl    ou*a^B  Co  of 

FRfiHH.R.       P«bU«   BTV*»   EUetpt.    fc   0«C«-  ° 

BS/10/27.  Region    '•     Off  it*    of   Director.  ip 

Flel>»:  50-31  1,  B2/10/27,  Q2110V0159. 


ea!  ,0,0.43  Foruard,  L.R  ^121/03^0. 
HIDUflA.H.J-        Public    Bti-vte.   ei.etrl 


Ba;  10/27.  «at>n      . 

Flch.T50-31l,B2/10/27,Q211090343. 

r,.rd,  LER  M-1M/D3  L-0  0. 
M1DURA.H.J.       Public   e«vie«  El.etric 


M1EUHA,H.J. 


.-ppl.- 


tor.         Ip. 

. 

nU.     LER   82-025/03*-,.  D.t.i  ..  d    .v.nt 
N--   --- 


Fch-SO-311,  02/11/03.  6311390425. 


ent  analysis  encl. 


" 


B8II300W5  P.r« 


-!.  D.t-il- 


82113003911. 


.  Cooler 
"    " 


.  8311300325. 


aa/H/io. 


of 
.p. 


fl     event    analsis    end. 


Jej, 


•van*    analysis    en,cl. 
2o.     of   Metu  jBraey, 
D-lreetor.       4pp. 


ea/10/27.  Reoion    1.    <"»",? 

Fith.l  SO-31  1,  B3/10/27.  8Z1  11203B6. 

«.,»•»«  FoPuard,  LER   S2-.24/03L-0  D.J.U.-    -ent    "J^: 

MIDURA.H.J.       Public   fl»rvi"  EI"*Ti«ie;  It    Dipactor.       3pp. 
82/10/27.      HAYNES.R.C.       Rt!i«1/.««5 
16034:067.      24X  Fitha:  30-31  1,  92/10/27. 


--881I1MW1  UER  fl2- 

^:'r.T»UKa\r^u.-  «  «  ic  ° 

aiir  Vu!nr^;K:*;p;  £  '-  ' 

Sa/tO/27.  Rigion    1.    Office    of   Director.  _    i 

Flchl  150-31  1,92/10/27,8211150048. 


.„ 
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—6211290400   L€R    B2-127/03L-0:  on    821-030,  RCS   uattr    irwrntoru    not    performed 
within    timi    I jmi tt   Caused    by    personnel    oversight  &   license 
inadequacy.  Surveillance    completed,  personnel    counseled  & 
license    change    request    ctibmi  tied. 

FHAHM.H.       Public    Service   Electric    t<  Qai  Co,     of   tltui  Jersey, 
03/1J/1Q.  Region    1.     Office    of    Director.       Up.       l&22fi-04fi        34X 

Fiehe:  50-31  1,  B2/1 1/10.  921 1290590. 


8311060337  Forwards    comments   on  Revision   4   to    security    tratnino    i 
qualification    p  Ian.  Revliions   based    upon   comment*   requested 
End    Withheld     <reP     10CFH73,  21 ).  rBp.ue.teo, 

STQLZ.J.       Op*ratlng    Reactor*  Branch    4.       03/11/03.       MATTIMDE,J   J 
Sacramento  Municipal    Utility   District,       in.        15973  33-1        34*   '     ' 

n chu  so-312,  ea/i  i  /oa, eai 1090237. 


:ted   LEfi    B2-!  1  7/03L-0  Deta  1 I  ad    evi-nt  analysis 


0211300191    Forwards    i 
«nc  1. 

i  H.  J.       Public    Service  Electri-c    (,  Cas    CD.    of   Mew  Jernu 
MAVNGS.R.C.        Region     t,    Office    of    Director         3pi> 
24X    Fiche:  50-31  1,83/11/19,6211300191. 


E2/11/19. 
16239:  350. 


Approves    util    requeit    to    lornte   emergency    oppratlms 
In    utll    general    ofc   annei    in   Sacramento,  bcuonj    30 
tot  It    limit    prescribed    in    BECV-aj-lil    t>   NUREQ-069i, 
STDLZ.J.F.       Operating   Raactors    Branch    4.       B3/H'"-         ,ifirriHOE  J    I 
S.cramento  Municipal    Utility  Di.trlct.       3pp.       16331-347        3ay          ' 
Ff  eh.:  50-312,  92/1 1  /Q9,  B21 1240354.  •«-«/.        *1K 


—8211 300176   Corrected    LER    B3-1 1  7/03L-0  :  on   B20929,  svc    water    ftou    to 
containment    fan    coil    untt  23    observed   to    be   leu    than  S,  500 
jpra   required    by    Tech   Sp  ecs.  Caused    by,   American   oysters 
plugging    valve    23SH57.  Oysters    removed   S.   valve    reassemb 1  id. 
FftAHM.R.        Public     Service    Electric    4    Oaa   Co.     of    New   Jersey 
62/10/20.  Region    1.     Offics    of   Director.       Ip.       16238-353        24X 

Fithe:SO-3I  I,  83/11/19,3311300191. 


8211300I5B    Commits     to    r>v(Bul    Of    current    training    progra 
r.quirtm.nt,    (or   addl   matl    re   emerjencu   procodures    (, 
training    For    station   blackout   events. 
™,rlHC!E^J'  J'       Sacramento  Municipal    Utility    Di.trlct. 
IT    b      .-    ,.     Dp»r«tinS    Reactora    Branch    4.        3pp.        16238:130 
Fitht:SO-312,D2/ll/a4,  8211300159, 


to    ditrrnlnc 


24x 


83113-70359   LEH    B2-I36/O1P:  on   82]  1 24,  *ma  1 1    ivc     u*ter    leak    discovered    ftn 
containment     fan    23    coil    unit.  Cause    not    stated, Leak 
iio  1 J  ted. 

M1DURA,  H.  J.        Public    Service   Electric    i    G»    Co.     of   Neui    Jer**U 
83/11/24.        HAYWES,R.C.        Region     I.     Office   of    director         In 
16231:  017.        24 X    Fiche    5O-3I  I,  83/11/34.  BBl  I3W35?. 

V.     Operator  Eiami  nations 


0,    Adjudicatoru,    correspondence 


3210130019  Generic    Ltr    32-1B    to   all    power   reactor   applicant*   t. 
llCEnneg    re    reactor    operator   !<    santor    reactor   operator 
requallfieatlon    nam-s    Adviin    tnat    eiams   begin   at    facility. 
after    92IO01,Svt    ll»t    enc  1 , 

ErsEI.WI,  D.  0.       Division   of   LlcBnino.       ^2/10/12.  Coniol  ida  tod 

Edison   Co      of    Neu   Vor*.     Inc.       15pp.       16003- S34       'a4X 
TichB:  50-000.  02/10/12,3310130019. 


DOCKET   50-312    RANCHO   SECQ   NUCLEAR    CENERATINO    STATION 
F.     Security,    medical,     emersoncy   5,    fire   protection   plans 

8211010066  Ac*    ret  si  (-t    of    B20B02    Itr    transmitting    tecuritu    trainina   t, 
qualification    plan.  Bevition   acceptable. 

STOLZ.J.       Operating   Reactor*   Branch    4.      63/09/29,       MATT1MOE.J   ,1 
Sacramflnto   Municipal    Utility   District,       4pp,       IBe72'320       24x' 
Fi  the:  50-312,  B2/09/29,  G21 101O06A. 

B3100400i8  0Bn«r|c   Ltr   B2-17   to    all    pouer  reactor    license.,   t, 
applicant*   fc    holders    of    CPs   re    !nton*lstenc y    betueen 
retirements    of    1OCFR50.  3fl(t J    (.  ST3    For   performing    audits    of 
energen^y    preparedness    program*.  Svc    list  encJ. 

EISENMUT,  D,  0.        Division    oFLU»n»ing.        88/10/01.  Con*oHdat*tf 

Edison  Co,     of    Neui   Vork.     Inc.       11pp.       16003:  2BB       24^ 
Flche:  30-000.  H2/  IO/O1,  E31  0040O69. 


Advises    of    full    mitigation    of   civil    penaltfei    in   amount    of 

. r*    failure    to    Install    U    test    prompt    notification   mi 

bu.    deadl  Ine. 

DEYOUNO.fl.C,        Director't    Office,    Office   of    Inspection  and 
Enforcement         BE/JO/05.       MATT1HOE,  J.  J.       Sacram.nto   Wunicipal    Utility 
District,       3pp.       13970:136.       24K  Fith  .:  50-3  12,  S3/  10/05,  SSI  1060309 

&2100700I9  ^neric    Ltr  92-21    to  all    licensees    fc  .pplic.nt*  of   nuclear 
ooujer   reactor*    re   Tich   Bprci    for    fire    protection   audits 
Forwards    guidance   <fl»eu*iino   general    scope   *   describing 
atcfflints    to   fa»    included    In   audit,  Svc    list   end 

EIS€NHUT,  D.  O.         Division    of   Liceniins.        B3/10/06.  Cc-nsol  I  it  tetf 

Edison  Co.     of    Mew  York,     inc.       19pp.        15993-339       24X 
Fie4i«:  50-OQO,  B3/10/O6,  B21O070019. 

821029010B  Oenerit   Ltr   02-23   to   all    licensees    *  applicants  r. 
inconsf  *t*ncij    between   requirements   of    IOCFR73.  40Cg)   b  STB 
for   .performing    audits    of    safeguards   contingency    plan* 
(security    plan)    Svc    list    encl 
EISENHUT.D   O.         Dlvl.ion    of    Lic.mtnn         m-.« 


«,ta?rl'iII1i1    ?M    '"t*   "BeV'eW   °f   Ranch°  SECn   M^l^r  Oenoratt 
Station   Unit    1    Auxiliary   Feeduater  Sg  s   Rallabllito 

Analysis.   "    NHC    *tUI    eipects    to    complete    review   by    B213OI 

wnM^V'     ^"rlnS    Brtnth    3         S2/11/OB.        ROSENTHAL.A.S.  /BUCR.J.H., 
KQHLjC.H.        Atomic    Safety    antf   LicenEino    Appeal    Panel          SOoo 
16023:303.       34X   Fich  e:  50-312,  82/1  1/00,8211  1001Q3,  "' 

B&I1340B19  Memorandum    t  Order  ALAB-703,  requBs  ting    licensee    co™*nt.  D 
nr*d    for  addl    radioigraphic    insps    of    two   unmodified   HP! 
nonlii    bu   621214  &  WRC   comments    by   B21229 
SHOEMAKER,  C.  J.       Atomic   Bafet.,   and   Licencing    Appeal    Panel.       B2/J1/S3 

SaeHMnU    Municipal   Utlllt,    District.       16pp        162O7'  HOO        24X 
FI  che:  SO-312,  aa/1  1/53.  821  134031  9, 

P.    Operatlnfl    Itccnie    stage   documents  t   correapondonce 

6209310027   Omeric    Ltr   92-16   to   all   PUR    licensee*   re  NIH1EO-OJ37   Teth 
eptcs.Reiiue.tt  t-cvieu  of   Tech   Specs    to   determine   conn  i  s  tuncu 
u/guldaiicB   provided.  For    items  u/deviatlons,  amend    to    license 
required.  W/o    stated    ends.  Svc    list   encl 

EISENHUT.  0.  0.       Division   of  Licensing.       B2/09/20.  Con«d-Uda  tid 

Edison  Co.     of    New   York,     Inc.       15pp.       13930'  140       24X 
FUhe:  SO-OOOi  02/0^/20,8209210027. 


^rl'al    r"P;n"   *«  TO  I  A  request    for    d<,cumHnts    r.   DWR    de 
,4    1    i  A  major    interim  ac  tions,  Forioar  da    documents 

lifted    In   App    A.  App    B   documents    available    from  PDR 

°'vi"ion   °'  R°l"    «"1  Records.       02/1O/04.       HAFNEH,  D. 
.      2"X    Fich«:  50-OOO, 


v-.^_.,        j. dv;I"»    ttlat    immediate   action  memo   on   contamination   of 

instrument    air    line*  at    facility   revleuad    !.   discussed    u/IF 

Hoj-kng    sroirp    Bmtablished    to    identify   oenoric    implication* 

of   air   tyt    contamination. 

DEIJIC1MPH,R.       office   of   Nuclear   Reactor  Rogulation,    Director, 

B1/10/H6.       M!CHELSON,C.      Director's    Office.       14PP  612S  304        2*i 

Fiehe:50-000,B2/10/04,B2lll60010,  ' 

—9204190039  Di«cusfi«s    propotvd   recommenilations    for    improvlno  relUbllUu 
of   open   eucle    tvc    uater    sy*.  Assistance  requested    to 
establish    ilgnlficance   of  potential    safety    concern   of    sve 
water    sys    fouling. 

EISENHUT.D.  0,       Division   of  Licensing.       92/03/19.      HANAUEFIj  S    H 
2!^Jji0ri    °'    ^W'*Bms    Intigration    (pott   B11005).        4pp.         Ifil22:  340 
SW  FichB:50-000,B2/lO/04,9311l60010. 

821(010534   Cl-rtfi.s   820712  request    for    addl     Info  re  NUREO-0737,  fte« 
11,8,3,     "Po»t-Accld«nt  Sampling    By*.  ''   Clarification    .action 

Pr"viou»    Itr   provide,    guidel  ines,  not  requirement*,  for 
*ieet£nB    NUR&0-0737  criteria. 

STOLZ.J.F,       Operating    Reactors    Branch    4.       BS/IO/07,       MATTIMOE.J.J 
Gacramentd  Municipal    Utility  District.      4pp.       15901:360        24X 
Fleh*:  50-313,  32/10/07,9211010534 


S2110I0373  FWuards    "Irajn-ov»ments    in   Training    «  Requal  if  JcatEon 
Pro»r»mji    it   Required    fey   TMI  Action    Item*    I.  A.S.I    t,    II.  B   4,  " 
technical    evaluation    rept.  Items    considered    resolved 
9TOLI.J.F,       Operating   Reactor*    Branch    4.       B2/10/20.  '    MATT7MOE.  J.  J, 
Sacramento   Mujilcip.l    Utility   District.      3pp,       13BBO:073        24X 
Flth.:  SO-31H,  62/10/20,821 1010373. 


—Minnow?    "Improvements    in  Tr.inino    fc  fiequ.Hf  ication    Projra™. 
fiequiretf    by    TMI   Action    Item*    I.  A.  2.  1   fc   II    B   4   " 
Li«Si?2C*    APfll1***!0"''    Inc.       NRC-03-S2-096.       SAI-1  84-029-27. 
!2™X*7'  NRC    ~   No  Detailed   Affiliation   OJv.n.       14pp 

lSeBO:07S,        B4K   FUh.:  90-312,  B2/10/20,B21  1010373. 
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B2IQ2-&OOBQ  Q«n«r  tc    Ltr   (12-20    tp    all    poiuer   reactor    1  icentets.  permit 
Upljrr*    *•    applicants    for    CP    re    guidance   for    imp  lament  ing 
ESP  rul ».  Foru*rtf»    NUREO-09Q6.  NUREQ    to    be   used   ai    interim 
n**jr*    until    Reg    Quid*    1.7O  revlsod.  Bvc    list   end. 
EISENHUTiD  O         Dlvisirin    of    Licnming.       B3/10/26,  Consolidated 

cation   Co.     of    Noui    Vork,     Inc.       9pp.        19993:399.       24X 
Fl«fc»:  30-000.  B2/1  0/26.  B21036QOBEI. 

B310370Q3Q  Qan*rlc    Ltr   82-22    to    all    PUR    liconoe*    re   CongrasUanal 
r*qu«it    for     info    concornlng    fteam  generator    tuba    Integritg. 
Fflruardt    Conor •»*man   EJ  Karlieu    H21O19    questions    rn    steam 
]inrr*tor    tub«     intogri tg .  Svc    lilt    unc  1. 

D   0         mvlitim   of   Licensing.       B2/10/36. 
to.     of    Nau.    York,     Inc.       10pp.        16079:332.       24X 

:  3&-QGO.  Bu/io/36. 0210370030. 


Consolidated 


8311340335  Re^utit*   propoied    t«ch    Spec    cJunge     to   relyie    tini    reactor 
mag    rtituln   critic*!    u/onlg    one    dieiel    otn»r*tor    op«r»Mt 
RecoflMtndi   adoption   of    EM   ST8    or   reduced    Uniting    tanditUn 
for   operation. Submtttal    requeitid   uithin   90    da^t 

STOLZ.J.F.       Operating   B.actor.    Bf.nch    *        B2/II/IO        MAITIMOE.J   J. 
Sacramento   Municipal   Utility   Oiitrict         4pp         lt,23\    j30         24j; 
Fichc  30-312,  82/11/10.8211240355 

B2111600*?   Oeneriq   Ltr   62-26    to    poutr    reactor     lit.ru..    (..cept    Fort   Bt 
Vr*in)    re   NUREO-0744,  Riviiinn    1.     "Pretiure    Ve.ifl    rfatl 
Fracture    Tougfinei*.  "   Foruardt   fiUHEG-0744.  H.viiion    I    W/o 

EIEENHUT.D'O'    "ivuioti   of   Lit*n*.nj         aa/M/ia  Comolidated 

Idiion   Co      of    New   Vork,     Inc.       52pp.        16332    213        24< 
Fiche:  50-000,  B3/1 1/13.  6311160047. 


E-3UQ3O407    Forward"    «ddl    tnfn   re    loul    tamp   overpressure    syt,  per    S20-)09 
rtautit.  Atfdl     law   T-anfle   prB*»ore    -Urmi   not    noccesiarij,  per 
Mill    770317    &    7B0329   tubmi  tta  1  s  .  W/seven   ovni-HiiH    drawings. 
ABirtun    card  I    JPO    available    in    Pt>Ft. 

WAITtHOE.J.        S.cra-r.nto   Municipal    Utl  lltg    Diitriet.       M'">/OT. 
SIDLI.J.       Op.  r-ting   Roactor.   "ranch    1.       llpp.       13993:300,      24X 


6211140202  Advi»«i  that  util  already 
gathering  for  control  room  tilt  an 

SSS^S'?9  "«r«.nto  HU«i«ip-«  «t,Ut 
BTDLZ.J.F.  Op.r.tms  R"«ter,  Dranth  4 
Flche:  50-313.  83/11/13.631  1160202 


velg    pirti 
i,  in    r«ipc 


data 


140^025 


Multi-Plant    Item   C-14, 


MU0903SS    Cor.Plr.ni    that   approved    v-rsKm   of    TWO   described    in    DAW- 
10007    PA   r»PBrenc«d    In  NRC    H20922    1  tr    ur«    UM*    for    analgai* 
lupfuSTtlnj   Cycle    H    e«  ten.lon,  per    mquoflt.  Confirmation 


340. 


82111^0366   Forward.    iaf«tg    evaluation   resolving   Mu    ";p'a "*    >;•" 
"sliwie   Qualification  of   Eiltting   ftu.U.arg   F"""*'"   S"s 
Sgs    aol»    to   uithitand   SSE   t.   ^t''1   ""J0^ '"BJ/ii/is"      HATT1«OE,J.J 


«.t.    Hun.cip,.    Utlllt, 

BTOLZ.J.F.       Otur-tlng   Hector.    Drench    4.       lp. 
Ftcht:  80-313,  82/11/02,02110903613. 


Fiche:  30-312,82/11/13.0211190366 


crunrd*    DM4   »*«•!«•••    of    Capsule    HB1-B   8MUD  Flancho    SEc0 
Unit    I    -      S«t«    V....1    M.tU   awv.itl.nc.    PrUBr.m-     for    «. 
in    diviloplng     n.«    r-actor    v»»l    PrB».urB-t  .up    ll.tti    for 
6  vffactiv*    full    payer    yro    of    VMM!    «  P™u™,     ..  .    ,        a2/n/04. 
WTTIHPe.J,  J.        B.crfl^ntn    Municipal    Utl  !»*«    Dii*^e  \\  2af     a^ 
BTOLZ.J.F.       Op.roUng    ReactorB    Branch    4.       lp.       U011.2S4. 
ia.  02/11/04,0211090284 


of    au.iliarij 
itain 

2pp. 


-«U090a06 


of    CBP.U10 


Rancho   Beco  Unit    1    - 


Affiliation  Olvin. 
g2tlli!0366. 


ntrol    rod    poiition 


;». 


oa/ll/lS   KATTIHOE.  J. 


j.    B.C  .....  t-"-"'' 

-,  F.       Qp«ratinn    Roactori    Oranc 
Flch  1:50-312,62/11/04.0211070343. 

nmioooa  inv.t«  Hrtui,-*.™  J"  « 

Pl»»  Contvol  Roam  Creu-a.  "  Pfrt^'p 
3«n»r-l  PKy.ic.  Corp  a£ce«.  to  "^ 

BTOLZ.J.F,  aMT«tmi  R-«J««  "J" 
a»t»n«n.ta  Municipal  Ut  1  Uty  Distri 
Fith<;  BO-aia,  03/11/03.0211110003, 


ulator. 

AUBHE.  P. 


u 

pool    ««»«r*.  •»amln.    .pent    fuel    »ccoun 
tp«nt    full    m»««urementi.W/o    »*"  *•".,:  Jei 
8TOLI.O.F.       Op.rfltlng  R.actor.   Branch   4. 
fl*cr*i«tr.«a    Municipal    Utility   D    mtrlct. 
FUh.:  30-312,  B2/U  /OS,  H31  1110310. 


MATTIMOE.  J.  J. 
24X 


.  CommBntB 


R^pond.  to  82D9&0  Ur  re 
Ilitrlbuklen  volUg».  Vtr  If  ie.t  Ion 
during  r.ru*Un|  outsga.  «ehtJ«l»J 

1»*t  «««    ii"P-^t   fceiU  rt'lTt^inll   Uti  Hty   District. 
MATTIHOE.J.  J.        Sacramento    Munic  lp-1    Utu  ivy    u        16036:  337.      34X 
BTOLI.J.F-       Dpirating   n>»ctor«    Branch   4.      ^PP 
Fishe:  30-312.  02/11/08.  8211110246. 

8211090209   Farw-rdi    proposed    *••"***    *"    pSaUd'onlx   for 
T>ch    Bp«c».  ••eluding    •nvlt'(in   P"^*  ,0?57n  g%    propos.d  amend 
.Wand.    «/WC    .pproval    prior    to    Mag    1979.H"    P 


.  92/11/09-821109030-?. 


UII090BU  R»vlMd 
»  fl.cr«m.nto  Mu 
16003:001.  24X 


:  80-312- 


.  209i 

.HJ1 


194 


DOCKETED  ITEMS 


ul30<;->   Fofurdt    ccBjfilitlcn   of   iJti    rt    IMI   Action    Item    U.K.  3.  17, 
'O.pt    ci   O'jt.-jtt   of   ECCS"    rttuttti:)    bv   Frantlin   Research 
JMr    l"'0    iu»p  H    4tt*    proviom    in   6201 16   Itr    lo  HU  Reid, 

-J         Sjtrj-itnte   ^nitiptl    Utility    Ddtrict.       83/11/23. 
Ojtraling    Rnc»on    Branch    4        SOpp        16192:281.       S4X 


B2II1S01SS  Forward*    safety   evaluation  &    technical    evaluation   rapt    on 
utll  re«pons»    to    IE  Dullitln  BO-04,     "AnalgBln    of  I'lJFI   Main 
Stun  Lint  Break   U/Cnntlnued  Feedwater   Add!  tlun,  "    Licenso-a 
should   demonstrate   protection   against    runout. 

STOLZ,  J.  F.      Operating   Reactor*    Branch    4.       B2/11/O3.       MrtTTIMOE,  -J.  J. 
Sacramento  Municipal   Utility   District.       llpp.       1607"):  346,       24X 
Fichu  30-313-82/1 1/03,  3311120150. 


JinWISi  fit's  »se<jointi  cite!  in  B4U  621101  Itr  addniilng 
rituiriRrnK  of  NUSEC-Q737.  TMI  Action  Plan  Itio  II  K.  3.  30. 
|r*a  i4(tvitt]g  illreiKt  rtquir<s»nti 

rWTtlTOE.J   J         B«;r*9tnta   Municipal    Utility    District.       02/11/34. 
SJTOLl.J   f        Os»r*tin]   BtJttori    Branch    4        Ip.       16230:009.       24X 
FicM    SO-3I3.  03/11/34,521  1 3M356 


IJO  IE  Info  Hatie*  63-37.  "Cf»tHnj  in  Uppir  Shfll  to 
Tri-intici  Cor.e  Girth  Wtld  of  St*Jm  Ctniralor  at  Operatinj 
FW  '  Svc  !nt  >ncl 

JjPCAW- E        Divinon   of   Erjinnrinj   (.   Qualitv   Anuranct.       B2/Q9/16. 
Cc-tal  Uilicf    eaunn   Co      of   N.u   Vori,     Inc         lOSpp         15930.001.       24X 
1C di    SJ-0-30.  02/09/14.  6209190220 


IE    Info   "otici   SS-34.  Rtvinon    I,     "WtUi    in   rlaln   Control 

S.c    lul    »ncl 

L  Divmon  of  En9in..riro  1  Quality  Aisurance.  92/07/17. 
oliditid  Ediion  Co  of  Htu  Vort.  Inc  107pp.  15895:155.  34 X 
50-MO.  B3/09/17,  G203190222 


IE    Info   Notice   82-39.     "Svi   Degraifation   o*   TMcfc   Wall 
Sttinlttt    Stui    RicircuUtion   Sjt   Pipinj   at    BUR   Plant.  " 
S.c    1  itt    tncl 

JOHDAN.E  L         Divinon   of   Enjin.innj   i   Quality   Anurance.       S2/09/2I. 
Con»oli**ttij    Eauon   Co      of   tttv   \ark,     Inc        B6pp.       16017:090.       S4X 
Fitht.  50-000,  B2/OW21,  6203190229 

B20B190223  IE   Info  Notice  03-39*    "Change   in  Format  &  Dlitributi on  Syt 
for    IE   Buil«tin».Circuljri   !,   Info  Notices.  "    Svc    lilt   end. 
CE'OUNS-R   C         Oirtctor't    Office.    Offit*   of    Inspection   and 
Enforcipiiit         B2/07/22  Coniolidat it   Ediion   Co.     of   N«u  Vorl.     Inc 

HQpJ         1601B    021         34X   Fich*:  50-000,  82/09/22,  8203190223. 


—9209230210  "PUR  Main  Steam  Ulna    Oreafc    N/Cori  t iniioii   Focdujatffr 
Addition    tB-69)i  fiancho  Been  Nuclear    Oenuratins   Htntion,  " 
technical    (valuation   rept, 

VaSBURV-F,       FranHin    Inititute/Franlcl  in   lionuarch    Cuntor 
NRC-03-9I-I30.        TER-C9S06-136.        B3/09,','!!.        HFAH.M,  P         NIJC    -    Nl. 
Dltailed  Affiliation  Oivcn.       24pp.       16071:^57.       34X 
Fich  e:  SO-31  a,  B2/ 11/03,  821 11201  SB. 

5208190249  IE   Info  Notice   B2-43,     "Daf  ic  icnc  1  at    In  U-JFi   Air   Filtration/ 
Vintllation  Sgi,  "   Svc    list    mcl, 
JORDAN.  E,  L,      Division   of  Engineering    J<  Quality   Assurance. 

Consolidated  Edl»on  Co.     of  Neu  York,     Inc.        lllpp.       ltil7l-S33 
Fichii  30-000,  B2/1 1/16,  B20B190246. 


8208190253   IE   Info   Notice    BB-43,     "PUR   Lou   T«mp    Ovurpresa  uro 
Protection,"    Svc    list   end, 
JORDAN,  E.  L.       Division  of   Engineering    tt   Duality   Assurance, 

Consolidated   Ediion  Co,     of  Nem   Vorli     Inc.       9:iun         163'J2- 
Ficht:  30-000,  82/11/19,8200190233. 


8211290006  Requests    reconsideration   af   BSWSi,    ardor    impoBlng    civil 
p»n«ltltl. Prompt, comprehensive    correctivu    actions   hovn    biten 
undertaken.  Hearing    date    should    be   mtum/erf    30   days. 
MATrlKQE,  J.  J.       Sacramento  Hunlclpfll    Utilltg    District.       02/11/23 
DEVOUW.R.C.       Director's   Dfflcs,    Office   of    InspBction   and 
En  force  mint,       4pp.       16216-360.       SAX    Fi  che:  HO-3I2,  EJI.V1 1/33.  031  ISVQQQt, 

R,    Periodic   operating   reports  i   related   corre Hporidoni:o 

6311110222  Foruards  monthly    operaling    ropt   for   Dct    1903 
RODR10UEZ.R.  J,      Sacramento  Municipal    Utility    Dlatrict'       flS/11/01 
Director'!  Office.    Office    of   Inspection  and    Enforcement         Ep 
16037:  023,      24X  Fi  en  a:  50-313,  B2/11/O4,  021 1 1  1Q322 


9I09IWS32    IE    Info   Notice   8E-tQ,     "D.f  ic  ienci ,,    in   Primary   Containment 
El»tlric*t    Ptn»trition   Aneirbliei    "   Svc    list   end. 
JORDAN, E  L        Division   of   Engintering    (,   Quality   Assurance.       62/09/22 

Ccnigiifatitf    Ednon   Co      of  Htu   Vorl,     Inc.        I12pn.       13930-019        P4X 
FicNt    30-000,  62/09/22.  S20BI 90232 

"li?*™'  *'""'    of    '""    •»"!«tnm   of   civil    penalties    in   amount   of 
I    V    dl"        llur*    to    lfllta11   &   **"   prompt   notification  sys 
CEYOUNO.F)   C.        Director',    Office.    Office   of    Inspection   and 
Enfotce-tnt         92/10/03        MATTIHOE.  J.  J.      Sacramento  Municipal    Utl  Htu 
D..tr,ct        3pp.        15970.156        24X   Fiche:  50-312, 62/10/03, 8211060309     ' 

8211030322  Foruaris    IE    Insp    Rlpt    50-312/82-36   on   8309 H -30  Wo 
nun  coup  lun<>    no  ltd 

°Myin?Mt*1«T!l«*l,dln*'    ""Ct°r  PrDjett  *  enain"""!! 
n..i,.,»        !  ?!nn^TrlMOE"J        Sacramento  Municipal    Utility 

District        4ns         I58H2-OO7        wt   ciri...Kn_Tn  n^,.~ ,!._": ;  ;!„!!__ 

.B31102032S. 


—8211110227  Monthly    operating   pspt   for   Dct    1 9B!J. 

COLOMDO.R.       Sacramento  Municipal   Utility    Diotrlct        Qa/ll/OB 
16037:024.       24X   Ficho:  50-313,  03/1 1  /CM,  H21 1 1 10222, 

8.    Reportable  occurrences,    LERi,   (,    related   cor renpundoiicn 

B2!!.™?I?JF'"'w'"'dl    folloluuP   LEfi   H1-047/01X-1.  Detailed    event    analg 

I    Utility    Dlotrict.       BH/10-/HU. 
•  rector,       app.       1DOQ1:  001.       H4 


9aUOM073F.liiiyup   LER   BI-047/OI  Jt-1  :  an  (110930.  but   A   .m«rB 
pnssur    ler    heeter   bank   3  operated    intermittently    due    to 


!!  . 

0  ,"•'    *2  misorlflTlt»t'°"   °f 

R.ann    S      ni.,  HV'°   Mu"":!lpa 

Region  5,    OffU.    of   Director.       Ip. 

Flche:  30-31  S,  92/10/22,  BailOa0070 


by    ncrflw  not    .eating 
wnnher, 

Diitrlct 
15'.!Q1;003,       B4X 


D«*«iltd    -vent   analy.i,    iub.Ut 
acramento   Municipal    utiiitv    District.       Oa/lO/2?. 


tart 


"-nnB     perfuming    Burv.ilUn 
'°2  A't";rjtl>e»   "i"01   A   '"Hod    to    >Urt   on    oc 
I'*5'?!"1   btf   oil-llll(t   "lut-nc.    in   air    r.lay 
*v   =        '•""rvolr,  Valves    cleaned.  V 

?eP."l*0?"liei*1    UtnltlJ    Oistria.       BS/lO/flO. 


eions        »l. 

!9I      .„  „  Offjli   of   Director.         p. 

iche:  50-31  8,92/10/22.8211020609 


19006:049 
au«°'ullv' 


B21JIB0033 
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V.    Optr-Atar   EiamlnAt  lonn 


Otnoric    Ltr    02-18    tn    all    pouar    reactor   applicants  b 
llc*n»«*t    r-t    rractDF    nnevator    d    senior    reactor   operator 
T  iq.lr«l  t  ficat  i  on    «  l«m*  .  Advi  sot    that   eiams    begin  at    facility 
a(t»r    821001.  Bvc     list    end, 

CISEMIIUTi  0.  0,        Division    at    Licensing.       62/10/12,  Consolidated 

Cntlicm    Co,     of    MB  lit    York,     Inc.        1  3pp.        16002:234        S4X 
Fieh«: 30-000,  flS/lO/ia, O210130019. 


DOCKET    30-313    ARKANSAS   NUCLEAR   ONE,    UNIT    1 

F.    Security,     medital.     emergency    &    fire    protection    plant 

eailO20179   AdvliBS    that    division     1    to   Contlng  eticg    Plan  Procadure  9 
net    corap  l»t»d  .  D»lay    duo    to     incorporation  of    HRC 
T»  cc.jrun»nil*t  ions    re    Inclusion   of    Bo,reBmB>nts    of  addl    offsita 
tuSjvcTt    ajertc  IB*.  Rei/is  ion    expected    bg    BH0717. 

HARSHALLi  J.  rt.        Arkansas   Power    t    Light    Co.       S3/OS/09,      COLLINS,  J.  T. 
H*)le-n    4.     Offlc*    DP    Director.        lp.       1  3BB1  :  1  i3.       54X 
Fl  ch*:  80-313.  flS/OB/09,  321  1O20179. 


&2IOO70039  Generic    Ltr    05-31     to    all    licensees    fc  applicanti   of  nuclear 
fowtr    reactors    re    Toed    Spoc»    fnr    fire    protection   audits. 
Forward*    guidance    discussing    go-tieral    scope    ti   describing 
»l»Bi«nti    to    bi    Includad    in    aud  i  t.  five    Hat    end. 

ElBEHHUr,  D.  0.        Division    nf    Liconslng,       82/10/06.  CansaUdatsif 

tdicon   Co.     of    Nniu   York,     Inc.       19pp.        1SW3:  33Q.       34X 
Fichi:  30-000,  B2/10/O&.  0210070019. 

£2110^0265  Foruard*    IE   Emergoticy    PraparodnHBS    Appraisal    Repts 
5O-3I3/02-23    t    50-36E]/£ia-HO  on    B207W-23.  No    noncomp  1  ianco 
n  o-1!  tiJ> 

EEIDLE.tJ   C.        Division    of    HeBlrietit.    Reflttor    Project   t.  Enainearinij 
Pro*ram«.       Q2/1Q/IV.       C.AVANAUQH.  W.       ftrliannaB   Pniuer    1-  Light  Co.      2pp. 
16004:  13B.       24X    Fict.c:  30-313,  B3  /  10/  19,  O'Jl  1090263. 

--3211090371     IE    Emorgoncy    Proporednoso    AppraiHfll    Repti    90-313/02-23  i. 
50-36D/Oa-20    on    B20719-23.No    noncomp  1  lane  e   noted.  Major  areas 
Inspected:  procoduraa    fc   repmsontativa   records,  porsonnel 
InttrvlBtu*    &    auditor    obierva  t  ions. 

HACKNEY,  C.  A    ,     WAHHIMOTON,  K.        Division   of    Resident,    Reactor   Project 
I,    Enj(n.*i-lna    Programs,        EAnCE,  T.       Bottel  U  Memorial    "n'*'tut*' 
P»dfle    Northiusst    LabDratory.       0a/10/07.       44pp.       16004:140.       34X 
F1(h*:50-313,  0S/10/19.  021I09O26S. 

02lOa90LOB  Oflniric    Ltr    02-23    to    all    I  i«n««    ^  "PP1'""**   rfl 
inconilst-Tieg    b»tu«en    r»>i«lr..ncnts    of    10CFR73.  10fg)    (.  8TS 
tor    purformlna    jiudlti    of    «afeguar<f»    contingency    plans 

fi!"llbKul™to;"l»B.ln,.      «/to/»  C.B..lld.Ul 

Co.     of    Ntul   York.     Inc.       Qpp.       19993:319.       24X 
Flch«:90-Q00i  BH/1O/30,  OS1O29OLOQ. 


9311230303   Formrdi    IE   Biftjuards     !<i»p    Repts    50-313/03-31    (. 
30-360/32-30    an   83I01Q-21 . No    none ompl iince    noted. 

SEIDLE.tt.  C.       Division   of   R«jifltnt,     Reactor    Project   L    Engint-ering 
Prosrapni,       83/11/19.       CAVANAUOH.  W.       Arlransai    Pouei-    (-    Light    Co.        2pp. 
16193:  232.       24X   Fiche:  50-313:  BE/  1 1  /IB,  B21 1230303. 

--921123Q305   IE   Safeguards    [nip    Repts    50-313/02-31    t.    5O-3tB/B2-30    on 
B2101B-21.Ho   noncomoliance    notfd. Major   areas    inspected 
security   (ilan   t    implementing    procedures    t,    security 
oraanintion   -   personne  1.  Deta  i  I  s   ulthtield     (ref    IOCFR73   21  >. 
EVANB.C.ft.p     KELLY. J.        Division    of   Resident,     Reactor    Project    t 
Engineer ino  Programs.      02/11/10.       lp.       16193:264.       21 X 
Fich*:  50-31 3,  62/11/16.9311230303. 


I.    Financial    information 


9311090055   Advises    that    util    will    meet    Price    Anderson    Act    current 
gujpantie   reo,ulr«menti    birf    Alternative    5. various    Financial 
statements  (.   records   encl.H/o    19BI   annual    financial    rept 
LANOSTOH,  H  E.       Arlantas   Pouer   t    Light    Co.        B2/10/29.        SALTZMAN,  J. 
Asilstant   Director    for    State    (.   Licensee   Relations         App.        14.003.356. 
24X   Ficne:  30-313,  93/10/3°.  821 1090055. 

P,    Operating   licenle   stage   documents  t   correspondence 

aaill00065   Forward!    environ    nual  i  t  i  cation   of    saf  etij-re  1  ated    electrical 
equipment   per    Q2021B   commitment.  Detailed    justification    for 
interim   operation   pendins    final     resolution    of   open    items 

KARBHAUL,  J.  R.       Arlansas   Power   t    L,ght   Co.        B2/02/27.        E  [SENHUT,  D.  (J. 
Division    of   Licen.ing.        238pp          U024-001.        2«*   F.c  he    50-313. 
93/02/27,9211100065 

8211020130  Forwards   deception  of    design   changes  which    required    safely 

MARSHALL?"   R   ""rkaniJi   Power   fc    Light    Co.        82/03/31.        COLLINS.  J    T. 
Riglon   4i    Office    of   Director.        3pp.        15981:294.       24X 
Fiche;  50-313.  02/03/31,  B21102013O. 

B2073I0027   O.n.ric   Ltr    32-16    to   all   PUR    licensee,    re    KUREG-O737    Tech 
Spec,.  Revest,    reviey    of   Tech   Spec,    to    determine   cOn,  .st.nc,, 
u/guldance    provided.  For    items   m/deviation*,  amend    to     license 
rBfluireS  H/o    stated   sncls.Sve    list   end. 

ESK5.Q.        "ivl'i-   of    Licensing.        B2/09/20.  cOMO»d-t.d 

Edison   Co.     of    New   York,     Inc.        15pp.        15930:140.       24 X 
Flche:  50-000.  93/09/20.  3207310027. 

flatllMOtO  Partial    response     to   FO1A   revest    for    documents   re    BHFI    d»lg 
defUiencie,   I.  major    Interim  "  tion,   Forward,  docu-n.nts 


9211160010, 


Submit,    flrtdl    Info   re    B21003   r.ipon«e    to   App   R.  It.m  6. 
u  Pniiuri     Inttr'«M,  "    par   NUC   B31029    te    "n 
n    divlci    will    ba    provided    locally    to   permit   control 
ui-lisr    ERV    black    volvc. 


02I10WUI. 


62110*0379   O.n«rit    Ltr    B2-23   to    all    P™«r   reBctar    1'i:e"""  ™ 

nt,,«t.d    IAEA   »i.rcl»    for   physic"!      nv^n   or,,   ,t  LURvAny 
comltMnij    to    participate    In    e.ercise    1*  voluntary   fc  any 

utit    thftt    PflrtUiPat»»   wlllb-    "Jmhuil«^.f«M  Consolidate 

Ela£NHUr,D,0.        Division    of    Lic.n.lng         BZ/11/03.  consoiio 

£dl»n   Co.     of    N.UJ   York,     Inc.        llpp.        16019:004.  24X 
Ficbt:  50-000,  88  /  1  1  /O3-  021  104O37V. 


8211170337  Pr^vld,,  .ddl  Info  r 
eaiOOi  nMtIng  u/«RC.  Inf«  adtf 
r.qgt.t.  H.ir.9  cottUdnred  for 
MARBMALL.J.ft,  Arkansas  Fow.r 
Division  of  Lieanslng.  'PP- 


B20701    App    R    • 
essBf    fir.    ion. 

d«J«J   b«  NR 
fc  Light    Co. 
16103:387. 


EIBENHUT.D.  a. 
.      «        Ba/1J/U, 
ncne.au 


ftcv  rBC.,ipt  of  aaiooa  itr  »«'»«• 

viol.  tion.    &   dictation,    noted    in 


:  30-313, 


in.lruct.d    to    surveg    ho.t   reel    itatl  °"' 
MAHSHALL.J.R.      Arkan.-i   Powtr 
DtvUian  of   Re.id-nt,    R.«fcor 


BEIDLE,H.C, 
Pr09Pams.      9pp. 
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t:  50-313,  62/10/07.8211030210. 


CAVANAUOH,  U. 


B21I02042I. 


,BS/lO/gs, 


B21Q36008B  Generic    Ltr    B?-9n    i-.       n 

h.ld.r,   t   "p        ,n        for   £P  V      ,   ^  ?"*"    »«"••».  P»r.l 

=:.si-^;:;  K  F?™  «  F  ;:  »:  «?:"« 

°    —      -  -       =      . 


Ficn.  '  50-000,  e2/lQ/2i,B2102i0089 


8210370030   Generic    Ltr    82-2?   fn    >  I  i 


-  n    >  MD    ,  • 

r-iu..t    for    info   toncernnD    «f  ""    "jons"'   r»   Can9r 

:=;:/;;::•;;£  ?  H  «  ""-'KuilM-a:! 


Can9rBs,ionfl| 


:  30-000,  83/10/26,8210270030 


«»..,„..., 


p 

Ftch.:  30-313,  83/10/26,  821  [O40058. 
B3110I10135   Foruarifi    reoueit    en~    .jji    ,     , 

:::=:,'::;  s:;S%5:«;  ;: 

equ.pment  not  susceptlbls  to  h.t.  I 

I  e        n      "    \.p  "»'•    to   beta   damag 

/p.«2!:i 

30-313. 


status    up 


,.022.076. 


Fiche-  30-313,  62/10/28, 

83110-70031    Confirm,    implement 
Ltr  82-13,    "Nuclear  Power  p] 
Procedure,   revi.ed    to   incorF 
Brig  (netring    I,    teed 


on*   enel.  Tech   Spec 

mi 

PP-       14044:  13B. 
1*044:  140.       SAt 


™?^^ 

^^r^s,"-"  rrn  -/-?r:/- 

HAUOH,W.        Arljn;;      Po^  i'u  if  if '?"    "'    ""•'"I    '»•    •"«!• 
MHna   R.^tor,   Br-nchT     4pn '      i*Sw  S!i'l/09'      STOL2,J.F. 
r:  90-313,  B2/ll/0?,8 °M>       B41< 


^21.1,0360  R.vlli0n   0  to    .8t« 


Fich.:  30-313,  B2/1  1/10,  S21  1  170445. 
9211160047  Otnipic   Ltr   ns-nt   4. 


p 

50-313,  ea/li/12,  821123030?: 


• 

,  83/11/12,  831  12<70S4a 


Efflu.nt."    it 
•  WrtMind    » 
MARSHALL   J  B 
' 


PDR  3o 


EIBENltL/T.D.  0, 


"  including 
16179:247. 


accl(fen* 
0""1  * 


*   AiwlU*l«   of  Pla 
°n   B20913.Proc.dur. 


Co.      88/11/23.      STDLZ.J.F. 
A-      Op«Mtln,  8.«iif.   Br 
Flche:  50-31  3,  82/1  1/23,  8211300275. 
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6211300297  Foruardi    response*    to   821036  Generic    Ltr    82-32    re    steam 
g-enerator   tube    inttority.   Info    on    eipoiure    mociated   u/itean) 
generator  jctlvitiei    currentlg    unavailable. 

MARSHALL.  J.R.        Arkansas    Power   t.   Light    Co.       02/11/21.      E1SENHUT,  D.  0, 
DivUion  of  Liienalnfl.       3pp.       16237:213,       34X   Flcfi  e  :  50-313,  B2/1 1  /24, 
32 1 1300397. 


--B211060214    IE    !nsp    Rept*    50-313/82~19   &   50-3&B/B2-16    on    820901-31. 
Deviation  n oted: environ    qua  1 1 f ica tl on  at    electrical 
equipment    Info    not    submitted     to   tJRC    contractor    as    committed. 
JDHN3DN.W.D.  ,     CALLAN.  L.  J.  ,     HI/NN1CUTT.  0    M.         Division    qf    Resident. 
Realtor   Project    ti    Engineering     Programs.        B2/O9/1O.        9pp. 
13953:109.        24X   Fl  che:  10-313,  B2/10/07,  B31 1O6O193. 


Q      Inipection    report*,     IE   Bulletins    &    corre»p andence 

B3i  1020 117  Bummarliefi   020908    telcon    re    IE  Bulletin   82-01,  Revis  I  on    1, 
Sup  pi    I, Bulletin  requires    radiograph    loti    of   uelrii 
a«iociated   ui/plpt   ualli    lem    than    1/2    Inch    I   applies   only    to 
Unit  2, 

MARSHALL,  J,  R .       Arkanaai    f  oner    b   Light    Co.       03/07/13.      COLLINS,  J.  T, 
H  eg  Ion  4,    Office   of    Director.       l(i,        l3BQb:ZH1.       SAX 
Fiche:  90-313,  £33/09/13,0211020117. 

S2OEH90220  IE  Info  Notice  sn-37i  "Cracking  In  Upper  Shell  to 
rraniitlon  Con*  Olrth  Wold  of  Bin  am  Generator  at  Operating 
PWfl,  "  Bvc  list  end, 

JORBAN.E.  Civilian  of  Engineering  &  tlualltu  Assurance.  (12/09/16, 
Camolidflted  Editon  Cn.  of  Neiu  York,  Inc.  109pp.  15930:001.  24K 
Fl  che;  30-000,  02/07/16.0200190230. 

Q  a  081 90232   IE    Info   Notice    02-34,  IHvi*  i  on    I,     "Uolila    In  Main  Control 
Panel  i."   Bvc     Hit   and. 

JOH.DAN.E,  L.       Division    r>f    Engineering    *•   Qunlltg   Asiurance,       02/09/17. 
ConiolliUtid   Edlion  Co.     of  New    York,     Inc.        107pp,       15993;  135.       H4X 
Fl  che:  30-000,  B2/0?/  17,  02OD1 90322. 

&2QBWQ331   IE    Info  Notice   02"39.     "Bvc    Degradation    of    Thick  Wall 
Stalnltt*  Steel   Recircula  t  Ion   Bgs    Piping   at    BWR   Plant.  " 
Svc    Hit   end. 

•JGRDAN.E.L.        Division    of     Engineering    t,    Quality   Assurance,        B2/07/3I. 
Consolidated   Eifiion  Co.     up  Neiu    York,     Inc.       Hipp.        16017: 0?a.       HflK 
Ficrte;  30-000,  fl2/0?/31 ,  82OB1 90329. 


eai!OSOI51    FoTi»ard»    safety     evaluation    of     licensee    SOQ5O7.  O7O9-  1  Ol  5, 
31 120 1    &   020730    Itra    re     IE   Bulletin    BO-O4,      "Main    Steam    Line 
Bi-e«*    W/Cont  inued    Feedua  ter   Addition.  "    Licensee    ajialgsis 
icq»p  tab  ID. 

8TOLZ.J.F,        Operatinj    Rsactos-s    Oranch    A.        82/10/13         CAIMNAUSH,  W, 
Arkanias   Power   Si  Light  -Co,       2pp.        16010:317.       Z4X 
Flche:  50-313!  32/10/13.621  1O50151. 

— 9211050155   Safeti)    evaluation    acceptino     licensee    analyse*    of     IE    Uullc-tir 
BO-0*,     "Main   Steam  Line   Break    W/Continucd    Teeiluater 
Addition.  " 

*      HRC   -  No   Detailed    AFfiliafcion    Oiven,        &2/1O/13.       7pp. 
16018;  319.       24X    Fichu:  50-313.  32/10/13,021  1050151. 

--B210OI031S    "PUR   Hain   Steam   Line    Break    U/Continueif    Feeduater    Addition 
<D-49),rtR   Nuclear   One, Unit    1."    technical    evaluation    rep  t. 
VOSBURY.F,  M.        Franklin    Inst  i  t'Jtff/Fr  ankl  in    Research    Center. 
NF1C-03-B1-130.        TER-C3506-1Z2.        S3/O9/2a.        HE/iFtN,  P.        HUC    -     Nn 
Detailed    Affiliation    8iv*n.        26pp.         1601B:32ft.        2-JX 
Fi  che;  50-31  3,  02/10/13,  OailOSO  151. 

O2110B019B   Foridards     IE    Insp    Repfcs     50-313/62-20   !-    90-36-9/82-26    on 
020901-30  t   notice   of    violation. 

SEJDLE.U.C.        Division    of    Residenti     Reactor    Project    t    Engineering 
Programs,        92/10/10.        CAVrtWAUSH.  W.        Arkansas    Power    I,    LigJit    Co,        2ou 
15919:331,        24X    Fie  Pie:  90-313,  92/10/13.321  1050193. 

--B211050202    NotltO    at    vialation     from    Insp    on    030901-30. 

M       Diviiion    of    Resident.     Reactor    Project     &    Engineering    Programs. 
82/10/ifl         2pp.         15949:333,         24K   Fl  the:  50-31  3,  S3/  1O/1B,  831 1  OSiO  19B. 


(jaOBI90223   IE    Info  Notice   ua-3a,     "Chanoe    In    Farma*    fc   Illi  trlbutinn    HyB 
far    IE  Bulletin*,  Circular*   (.   Info    Matlcel,"    Qvc    list    inch 
DEVCKJNO,  II.  C.        Director'*    Qfflc*.     DrficcoF    Inunction   and 
Enforciment.        02/09/33.  Coniol  Idated   Edlicvn  Co.     of  Meu    York,     Inc. 

IJOpp.       li01S:03i,        24Jt    Fiehe:  SO-OOO,  02/&9/22,  0208190323. 

0203190532   IE    Info  Notice    02-10,     "DeP  1  c  1  enc  ie»    In    Primary    Containment 
Electrical   Penetration   At  nmtilie*.  "    Svi    list    ancl. 

JOHDM.E.L.        DUUion   of    Enolnaei-  ing    (•  Qunlltg  Aiiur-tnee.       B2/O9/HS, 
ConiolidatBd   Ediion  Co.     of  New    York,     Inc.        tlEpp,       13930:019.       2-1X 
Flche:  30-000.  B2/09/2S,  13200)90232. 

BH11020143  SummorliBi    interim  octiona    taken   tig    util    In  r»*pon»D    to 
I£   Bulletin   BO-06.  Development    of    procedures    1-   guideline* 
supporting   regulfltorg    reiponio    prDflram  being    oxpedlttif. 
CftVrt«AUOHiW.        Arlinniai   Power  b  Llglit    CD,       03/07/39,       COLLINS,  J1.  T. 
Region  4,    Office   of    Director.       4pp.        IOBEI1:3B1.       21X 
Flthn  30-313,  03/09/29,0311  1020143. 

eai!020l69  Supp  1    080D02   reiponie    to    IE   Bulletin   03-02,    "Degradation 
of    TKreadtd    Faiteneri    In    RCPD    of    PWR    Plants.  "    Dplt«d    closure 
iBMkt  not  compute.  Remit*    of    revieu   mill    b*    provided    by 


MARSHALL-  J.  R.       Arkanaai    Pouar   t   Liglit    Co.       82/09/2*?,       COLLIHH.  J,  T. 
Region  4,    Office   of   Director.       3pp.        1SBB1:O2H.       SflX 
Fiehe:  90-31  3,  83/09/29,0211020169. 

OailOAOOB6  Forwardi    IE    Intp    nepti    30-313/03-20  &   30-068/02-17   en 
O2O3I6-20.Na    noncamplianct    noted, 

BE1BI.E,U.C.        DivUlon   op    Reildent,    ne*ttor    Projuct    d  Engineering 
Program*.      B2/10/OB.      CAVANAUOH,  H.      Arkan»j»   Power   fc  Lljht  Co.      3pp. 
13931:043.       34K  Ficher  90-313,  82/  10^03,  021  lOAOOOt. 

--  BS1  1060090   IE    Imp   FlepU    50-313/82-20   (.  30-36B/B2-17  on  B20Bli.-20.ND 
nonconnllBnice   noted.  Major   aTf«*    inipseted  :  opera  tor 
rnualifie*tlon    training,  training,  onslte    revlou    committee   A 
procurement.  . 

MUHPHY.M.E.  ,    FUIPPO,  T.  A.  ,    HUNNICUTT,  D.  M.       Diviiion  of   Re«identr 
RMctor  Project  (.  Engineering    Proorami,       82/09/13.       3pp. 
ia«l;047.       24X  Fiche;  BO-313,  BH/  10/03,  BH1  10AOOSA. 


—  82110B0207    IE     Inifl    Repta     50-313/S2-aQ    f.    50-369/02-26   on    3209O1-30. 
Noncomp  I  iancfl    noted:  fai  lure    to   adhere    to    r-eq.ui  laments    of 
operations     training    prooi-am    t     to    adtiero    to    refueling 
ihuffle    procedure. 

JOHNSON,  H.  D.  ,     CflLLAWiL.J.        Division    of    Resident.     Realtor    Project    & 
Enjine«r!ng    Progr-ama.        03/10/13.        11pp.         15949:  333,        21X 
Fi  che:  30-313.  92/1Q/1E3.  021  !O5Ot9B. 

0211090263   Forward*    It   Emergontij    Preparedness    Appraisal    Jlepts 
50-313/B2-23   t.    50-34B/B2-20   on    B20719-23.  Na    noncompl  iance 

no  t  ed. 

SEIDLEiW  C        Division    of    Resident.    Reactor    Project   S-  Enalneering 
Proffraral        82/10/19.       CAVANAUGH,  W.       Arkansai    Poiucr   &  Light    Co.       2|ip, 
1A004:  13B.        24X   Fie  ha:  50-313,  (J2/  1O/S9,  B21  109O2A5. 

--82II09027I    IE    Emer^enci)    Preparedness   Appraiaal   l)&|its    50-313/0^-33    b 
50-36B/S2-EO   on   820719-23.  No    noncomp  I  iant  e    noted.  Major    -areas 
inspected;  procedures   &   representative-   ret  ords.  personnel 
interviews    1:   auditor    atservat  i  ona. 

HACKHeV,C(\    ,    WASHINGTON.  K.       Division,  of    Resident,    Henctur    I'raject 
&  EnsineerinB   Programs,       EARLE,  T        Rattelle   MemnrUl     Institute, 
Pacific    NoTthiueit    Laboratoru.        Q2/10/07.        44pp.         16004;  11Q.         S-1X 
FUh  1:50-313,02/10/1'?,  821  10902^5. 


8309190239    IE    Info   Motice    02-41,      "Falluro    of    Sa  f  ety/Re  1  ief    Valves    to 
Open  at    BUR."    Svc    list    end. 
JORDAN,E.L.       Dlvi»ion    o-P   Engineering    k 

Coiuc-lldstrd    Edison    Co.     ofNeuVorV,      I 
Flche:  SO-OOO,  02/10/23,  a20B19O239. 


v    ftssurnnce, 
110pp.         13960:193. 


. 
SIX 


Baltia0330  FaTuavd*    IE    In«P    Rapt*    30-313/82-14   81   30-360/02-11    on 
820621-23  b   0913-17-notic*    of    violation  i    notice    of 

COLLIMSi  J.I.       R*gion    4,    Office    of   Director.        Ba/lO/25.       CAVANAl/OH,  W. 
Ark«r*a«  Pouiec   h   LlgJtb   Co.       3pp.        Ifrl37:€91.       SIX 
Fiche:  50-313,  B2/  10/25.  9211180330. 

--B21113Q4E3  Motice    of    violation    from    insj    on    B206B1-23. 

»      RBglin    4,    Office    of    Director.       83/10/25.       Ip,       IA137:G94.       2-1X 
Fiche:  50-31  3.  fla/IO/25.  BB1  1II3O330, 


SSI  1040193  Foriatrtn   IE   Imp   Rept*   30-313/B2-11?  «.  3Q-3S.il/fi2-l*   on 
620601-31  d   notice   of   deviation. 

eEIDLE.H.C.        DlvltlDit   Of    Rnildent.     Reactor   Projoet    fc  Ei>flin»»rlnfl 
PTajrami.      82/10/07.       CAVANAUOH.  W,       Ark«n«a»   Power    fc  Light   Co.       2pp. 
13933:106,       24X  Fiche:  30-313,  92/10/07,021 1O60193. 

Sail060B02  Notice    of   deviation    from    in»p   on    830801-31. 

*      Dtvl*ion    of  Resident,    Beat  tor    Project    Si   Engineering    ''"fl^J'J*- 
Sa/10/07.        Ip.       1S9S3:  108.      24X  Fiche:  50-310,  82/  10/07,  021 10&0193. 


-3211130434  (Jot ice    of    deviation    (frcm    insp    on    B2Q6al-35, 

*      Region    4,    OPHct   o*    Director.       02/10/23.        Ip.        16137:093. 
Fiehe;  80-31  3j  82/10/35.  BH1 1160330, 


34  X 


-S2111B0455   IE    Insp   Rept«    SO-313/B2-14   t  30-36B/B2-11    on   820i31-H3   «. 
0913-17.  Moncompliance   noted:  fai lure    to   provide    proper 
container   certification,    for    four    radioactive  matin    shipmants 
&    fallur*    to    raiolve  MJREO-0737,  Item    II.  B.  3  open    item, 
MILBQRrf,L   r     CMANEV,  H.  B.  ,    MURRAY,  H.       Division    of   Vendor    t  Technical 
Program*.       62/10/07.       47pp.        16137:096.        24X    Fiche:  50-313. 83/10/23, 
6211160330, 
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82II0209B6  Ac*  receipt  a?  B2O924  Itr  informing  NSC  of  ttep. 
correct  violations  noted  [n  IE  Imp  Rtpti  50-313/92-13!, 


taken    to 

itions    noted     in    IE    Inio    Beat*    SQ-nn/na-n   t. 
30-368/82-10. 

SEIDLE.W.C.       Oivision    of   Risident,    Reactor    Project    t,  Ena Jneir inn 
Programs.        B2/1O/27.        CAVANAUflH.  W.        Artanui    Pou.r    t.   Light    Co          IB 
13B9B;OS4.        34X    Fitne:  50-313,  B3/10/27,  831 IO30586. 

— B2I1020593   Responds    to    NHC   B30727    Itr    re   viol. lion,    noted    in     IE    In., 
tf.pts   50-313/S2-13  4    30-360/62-10.  C orree t iwe   actions: 
Adminiitrat ive    Protidure    lOIJO.  SB    rivised     during   820414   t 
•062E    for    inital  lat  ion    (.   removal   at    jumper  t. 
"•""'"LLi  J .  R.        Arkansas    Pou»r    I   Lijht   Co.        B2/OB/24.        SE1DLE,  H   C 

on    OF    R.Ud.nt,    Reactor   Project  I  Enjineerins   Projrjiras.       4pp. 

:055.        24X   Fiche:  50-31  3.  82/  10/37,  B2  1 10205B6. 

B31ll603fi3  Eubmlti    response    to   HRC   B30323  i.  0303   Itrs    Tt    insei-vlce 
in»p    relief    requeitm  Connolirfated  response   will    keep    overall 
program    in    persptc  tive. 

MARSHALL.  J.R.        Arkansas    Power    t    Light    CD.        62/11/12.       SrOLZ.J    F 
Operating   fltactoTS    Branch    4.        7np.        I6092'O67        24X 
Flefic  50-313,  S2/11/12.B21  1 16026.3. 

B21IU039I    At*     receipt    at   B3100B    Itr    informing   WRC   Of    st.ps    taken    to 

correct    viol-atlont    (.  deviations    noted    in   IE    Into   Rents 
50-313/32-15    (,    50-36B/B2-13.  '         P 

SEIDLe.H.C.       Oivi.ion  af    Resid.nt,    Reactor   Project  S.  Enoineerino 
P^OB^••Jn^.        B3/1I/1J,        CAVANAUQH.  M.        Arkansas   Pourer   5,   Light   CD         3»B 
24K   Fithe:50-313,S2/ll/13,8311160291 


ne.pond,    U  NRC   B20aCi.   Hr   T.   Vlolatlnns  4  d.vUtinn,    noted 
in    IE    Imp    JitpH    50-313/B3-15   4   50-368/92-12.  Correct!  ve 
actioni:.Uctric    iv»   developed    to   >upt.-Vi,e  fc    loclc   rigor.   (. 
staff    itiilructed    to   survey   hole   reel    station. 

MARSH  AL(.i  J.  R.        Arkansas    Power    t    Light   Co.        82/10/OB        S£IDLE,M   C 
"J*™!^?*    "•'i'fent.    Reactor   Project  t,   Engin,erin9  Projram..     '  ?(,0 
160-J1:321.        24*   Fi  che:  30-313,  82/11/  12,  6211  1402?!  . 

B21I230504   Responds    to   920BO3    Itr    transmitting  BER   re    IE  Bulletin 
BO-SI,     "H**onry    Mall    Oe«(9n."  Field    survey    confirju.d    no 
large    Item*   4ttachtd    to  wall..  Stress    resultanti   accefttable 
No    Further   ua  1  1    lurvei^i    planned. 

MARSHALL,  J,  R,        Arkania*    Power    t-   Lijht    Co.        S2/I1/I2        STOLZ.  J   F 
Operatins   Reactor.    Branch    4        CLARK,  B.  A.      Of-Bratinj   Rcacturs    BrancJi 
3-        2pp.        16184:333.        24X   Fiche:  50-31  3,  «U  I  1/12.  SSI  1230504 


In   LW,   Air 


t«   A,»Uranc».       B3/1IXJ4 

lllpp.       16171:233       24K 
t»if  i.«j.        ^i* 


uain  ,:. 

Ventilation   Syi."    Svc    list   end. 

JOflOAM.E.L         Division    OF    Ensin»eP 

=-,    ^"Srt^i"      edls011  Co      of   N'u 
Flch»:  50-000,  82/1  1/16,  8300190245. 


32HB30303   Foruardi     IE   SjFeguardi     Imp    Rents    50-313/82-31    i, 
SO-36.B/B3-30.    on    D21O!8-2I.No    noncorap  I  iance    not^d 
SEIOLE.H.  C.       Division  of    Resident,    Reactor   Prt-jact  tt  EnglnBerl 
'  Ba/]1/la        CAVAKAUCH.H.       Arkansas   Po^.r  (,  Lloht"t 

B2.        24X   Fi  che:  50-313.  B2/1  I/IB.  B31  13303O3. 


2pp 
PP' 


r.   50-368/83-30   on 

.o   riontompliance  roted.  Major  artai    Inspeetitd' 
s«curitu   plan  «.    lmp]em«nting    proctdures   S.    sicurltu 

n  ~  *"rsonne  '•  Stalls  withheld    <reF    1QCFR73  211 

KELLY.J.        Division    of   Re.irfent,    fl^tor   ProTB,t    I. 
Enolneenns    Proorams        BS/I1/10.       ]n.       I6I93-3H4       S4K 
Ficht:  30-31  3,  93/1  I  /IS,  62(1230303. 


T.mp 


6303190253   IE    |n.0  Notice   82-49,     "PHfl 
Protection,  "    Sve    list  enc  1  . 
JORDAN,E  L        Division  of    Etigin.erlna   t,   Dual  ltv  Assu 

Consolidated   Edison  Co.     of  H.^  Vorfc,     ue.       Wpp 
Fiche:50-000,  &2/1  1  /19,  S20B1902S3.  P 


92/11/19 
' 


8311300E75  Advists    of    corrective    action   taken   re  Dp*r.   itvm  of 

Effluent."    identified    In    IE   Imp    on  820913gproCedur**UsOiHl 
addrcsiing    sampling    und«r    accident    conditions. 

MARSHALL,  J^R.        Arkansas    Pow.r   &   Light   Co.        HB/H/aa.       8TOLZ.  J   F 
Operating    Reactors    Branch    4,        CLASH,  R.  A.       Ooiratinn    R«aet«r.    B«n,h 
3.        2PP-        I623o:070.        24X    F(ch.:  3O-31  3,  B2/Tl  «3.  eSu^S 


S211I50649  Foruard-i   monthly    operating    rept  for   Jul    1931 

TRIMBLE,  D.  C.        Arkanias    Power   4    Light    Co.        Bl/Oa/14        HALL  FH   H 
Of?U.    »•  Man.Bem.nt   and   Prosram  Analysis.        lp         16W|1    24^ 
Flche:30-313.  Bl/OB/14,  8311150649.  16061.245.        2 


8311150652  Honthlu 
TT,L,  S.  ,  X 
IM&1:24«,  34)T 


r«ot    for    Jiil     i  am    u.  ___  i., 
flrSan;:;    P   ia    ^'L"         ^    "" 
:  30-313,  0!  /08/  14,  B2?  1150649. 


B311I50154  ForuiariJs   monthli;    operating    rept    for   Oct    19B1 

TRIMBLE.  D.C.        Arianaas    Pouor   t    Light    Co.       Bl/11/10        HrtLLER,  M   H 
Office   of   Hanag^ent    and   Prosram  Analysis         ID 
Fich.:50-ai3,BI/ll/10,B21]150154,  P' 


B211150140   Honthlij    openating   rapt    for    Oct    19B1 
BflAHLETT.L.  S.        flrfcansa,    p!w.r    I,   Ligh?   Co         fli 
14054,135.        24X    Fiche  :  30-313,  Bl/1  1/  1O.  831  i  1  501  54 


mnnthj1' 


i,,n       ., 

Apo          """ 
PP' 


atino    ropt    for   NDV    1901 

Tarl"a       ouer   !,   Light    Co,       Bl/13/15        HALLER.N    M 
*"'*"*    an"    Pr°9ra'"   rtnatyaiG.         ip.        16041    353         341! 
,Bl/l2/15,a311I506Bl.  'woi.dsa.        34)! 


9211150604  Monthly    operating   rept   for    NoV    1  9B1.  Narrative 

,    OERTBCH.  A  J.       Arkans 
».        24X    Flthe:  50-313, 


""^!   monthl'J    "P'^Hng    rept   for   Dec    19B1 
c.        Arljjisss    Pouj.r   (,    Lioht    Co.       B2/01/1S 
Office    of    Management    and    Program   Analysis          IP          16056 
Flche'50-313.e2/OJ/15,B21I150144.  P"        16056 


B21I1501')6   Mgnthly    operatino   reot    for    HOP     i  Qm    xi«  ___  u 

DHAHLETT.L    R         ncuropLj   *     .   '"£'1ror    uec     1  vai  ,  Narrative    summarLi 
undni-ti      ,  u.  B.  ,     OERTSCH,  A,  J.        Arkansas   Pouer    &   Lioht 
4pp.       !*05r.;l7H.       24X   Fleh.:  50-313,  82/01  /  1  9, 


SU*Tl1t"""ltlllS    °Perfltin9    rept   for   Aua    1962. 

Ottic.    n      i  Arkansas    Po^er    ft   Light    Co.        B2/09/23.       HALLER,  N  M 

^J    J       CS  *„"•  "»"•'•    «»nag0ment,     Director.        lp.        ISBBa-16?         24K 
Fi<h.  :  50-313,  B2/09/33.  B21  1020322, 

-S2I1030227  Honthl«    operating   rept    for    Aug    1982, 

CEBT3CH.A.  J,       Arkansas    POUBT   i  Light  Co        82/09/HT       /,«  n 
.        S4X    Flche:  30-313,  32/09/33,321  1030233  "' 


"d,    monthly    operatins    rept   for   Bept    1982. 

r.    «      M  Ar'"n9"    P""""-   «•   Light    Co,        S2/10/13.       HALL  Eft, 

'it*.;V;n"9*'"nt    and    Program   Anslysis,        lp. 
che:SO~313,  BB/1O/15.  B21  1  1  10300. 


Montnl^    operatino  rept   for    Sept    1982 


. 

MAHBHALL.  J.  R.       Arkansas   Power  !,  Light   Co,       83/10/27       BTfJLZ.J  F 
Op.  rating    Rnactor,    Branch    4.        lp.        139S5-337         =4V  8TOLZ'J'F 

Fiche:  50-313,  B3/10/37,B31  1060434. 

Ban06043aim,ino.ment  monitoring  results  at  intake  for  Sept  1WR. 
*  Arlansa.  Power  (.  Light  Co.  83/10/19.  9pn  15955-23B  3« 
Fich.:SO-3I3,  82/10/27,8311060434.  13953.338.  2« 


V^V^P'-B^'nt   monitorino    data    for    Dct    1983. 
D»  tApl"ni!a'   PoulB''   *   Liflht    Co.        B2/11/1B.       8TOLZ. 

Op»ratlnB  fltactori    Branch    4.      In,       16218-296        2flK          olul-£ 
Fich*;  30-313,  B2/I  I/IB,  B21  139042B. 

B211S90434    Imp  ingamtnt  monitorina   data    for   Oct    19B2 

£,    L       JS"*    P<llJtr    *    U"ht   C[>-        8S/11/15.        Bpp          1621B-29-7 
Fi<he;  30-31  3,  82/1  1/18,  831  129042B,  P 


2*X 


I1*"!;-;   •DB*hi"    OF'Mtin,    rept  for   Jun.    i-Bl. 

.       Arkansas   Pau.r  fc  LiDnt   C«.      BI/07/1S.      HALLER.N   M 

;"4?""nt   ""   p"flr""  Ai«luU.        IP.       16035   149        M* 
i(he:SO-313,Bi/07/15Ja31U50282.  1000^.143,       IMX 


B211  190306  Month  la  operatlno 

SCH.O,  Arkin,;,  polj 

FicJit:  30-313,  8.1/07/15,6211150392. 


PP' 


correspondence 


*   dl$'Sn  chat19"   h'v"   «>«•-   over.p 
en   tmergincy    feeduater    pumo    No 

villi"nei  *••*•  *  •'"Udueto 

io"    tiBnals    identifitd. 
**'!!."   *n*ll'*i*    """.neh.        BB/06/35, 


trip 
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LIQW3S1   S.  <iu.it.    info   T.    .Baled    fire    barri  er   penetrations    p.r   LER 
E2-OI8/03L-Q    submitted   B20BQ5.  Response   requested   uithin 


.       DSvi.ion   of   Resident,    Reactor    Prcjact  i  f^in« 
82/10/10.       CAvANAUQH.W.       Arkansas    Pou.r    (<   Light 
24X    Fiche:SO-3i3,a2/10/lB.B2110<?0391. 


IP- 


KLIIW330  R.ipordo    f   B21013  raque.t   for   command   on   two   concern* 
irintmed    in    AEDD   rept   re   overfill    event.  Several   BfcW 
Hrtns*es   con.ideTing    fe.tJuatoT    ave   mods   uhich   maij   resolv. 
snci-ihrcugh    steam   generator   overfill    concerns. 
DCKWVH.J        OfficAf   the   E.ecutive    Dlr.ctor   for   OP/"""1^ 
ea/IUOi.       fiHEftRNE.J.F.       Commissioners.        3pp.        16169.319.        24* 
FUll  1:80-313.  92/11/01,8211190330. 

-=aU030575   Inform*   of   review   of    caie    studg    of   abnormal    tr««lM 
etir.tlm    uuidMi-.es   as   applied   ta   Apr    1981   overfill   event. 
Sivii-il   BW    plant    licensees    committed   to    or   considering 

m 


tt/10/07.        t,ICHEL50N,C.        Director's    Office.        Ip. 
Fit  he  :  50-31  3.  BBS  1  1  /Ol-  B21  1  1<?0330. 

?OatS0173   Forward,   comments   on    revi  =  u   of   analgsl  •   of   abnnrma  1 
tranient    operatins   guidelines,  in   respnnse   to   B2040? 
rttu.it.R»n*lg«l*   n«d.d   prior   to    final    publication   of   cafl* 

EISEmur.D.G.       DiviBton   of   Licensing.      M/07/30.      ««»E«DN.  C 
Oir«t0r',     Office.        5PP.        16167:325.       24X    Ficho:  50-313,  93/1  1  /Ol 
&EU19033O. 

SO^lBOOaO  Reoussta  NRR   comm3ntB   on   two   potentially    significant 
fdlcitnciirs    in   BtM  plants   ra    ovarfill    tr^*'8nts.    ...   P,B,utive 
«EARNE,J.         Co^Usioners.       B2/10/13.  Office    of    th.    Executive 

Director    For   Opurations.       2pp.       16169:33^.      w- 
Fit**:  50-31  3,  82/11/01,621  1190330. 


MIllAOMQ  WIO-IV-Ba-0«:iMi   BailOB.unit    shut    doum   for 
vt»    -r.ad   of    .ch«dul>   due    to    itching    B   "ac  tor   "o 
JOmSaN.ft.D.         Region    4-    Office    of    Director 
16092:  107.        34X    Ficho:  50-313,  BS/l  1/10,  8S1  1  1AOS60. 


lp. 


83110*0219  P.1  .....   P«bUC   v.rsion    o      revs. 

implementing    procedure.  Records          B2/10/2S. 

FELTOM.J.H         Division    of    *»U    _  -nd    R.  cords  ^^  ^ 

MaMgement   Branch.       lp.       lavta.  J*o 
021104021-7. 

F.,..rd,    p.  b  ,  1  =   ..T.I,   .      »-   '  S 


P  1« 
Document 


"  "    "'"" 

.  „„  .  „. 


'' 

Uhe:  30-315,  B2/10/25,  821  1040219. 


B211100029  Rtl  .....   P«blU    version   of    p.vl..-    «.r«.ncg    P  1  «n 

implementing    procedures  Records.       B2/1O/2B.  uocumtnt 

FELTOW.J.H.        Division    a*    «^»,  ^   Re^7^  che:  S0-315,  B2/  10/23- 
Manas»ment   Branch.       lp         ifioja.  BJ 


-6211100032  F.^T-.    P-""^"^ 

^u:SSSnE;";«r^t«« 

KHF  SST'SpW    •««•»• 
»      I^rfiana    L  Michigan  EUctri 

K:i!5tar 

-B2...0M4, 


V.     Opat-ator   Examinations 

B21Q1300LV  0»n«Tlc   Ltr  B2-1Q   to   all    pouer   reactor   applicants  & 
IfciriMts   re    reactor   operator   t.   senior   reactor   °Pe"*Dr 
rt^allFUation   exams,  Advises    that   e.sma   begin  at   facility 
alt*r   921001-  Svc    Hat    enc  1 ,  ~,,.n/*o 

EISEMHUT.  D.  <5.       Division   of   Licensing.       B2/1U/IW. 
£4  if  an  Co.     of    Neui   York.     Inc.        ISPP-        16002:234. 
Fit  he:  50-OOO,  82/10/12,0510130019, 


Conioliilated 
COIHOH"  * 


SOCKET   50-315    DONALD   C.     CGOK   NUCLEAR  __ 

f.     Snurfty,    jnedical,    emBi-gencij   *_fl™   p^"*i!"_^!H! 

fiaiQOIOOfrB  Oen>ric   UT  82-17   to   all   po^er   reactor   licensee*   k 
a»plUMit.   S.    holder,   uf  CPa   re    incona  i«tency   b0*1"""  , 

r.4«tr»n.nta    of    IQCFH30.  94(  t)    ft  STB   for   performins   audits   of 

fnLv    preparednesB   programs.  Svc    list   *"*'•  Consolidated 

D.  O.        Division   of   Licensing.       f=''^2       OA-, 
.     of    Mew  York,     Inc.       Upp.       16002:280.      3** 
Pith!'.  50-000.  BB/10/01.  B21004006B. 

Bai007001'P  Oen.ric   Ltr   B3-21    to   all    licensees   *  -PP"""*1    of   "uclltar 
pcvec-   factors   re   Tech   Specs   fon-   fir-e   protection  ««••• 
For-artf»   guiJanc.   discu.»inB   general    scope   t,  deicribing 
*l*«enti   to    be    included    in   audit,  Bvc    list   encl.  c,nloi  u«  tad 

eiSENHUT.D.e.       Division   of   Licensing.       «/'»^'  ConloU"" 

£Ji*i>n  Co.     of    Meu  Vorfc,    Inc.       19pp.       15993:338.      *+*. 
Fieh*:50-OOO.  82/10/06,621007001*?. 


-IlO  Notices   that   020702  fc  0020   »r.   t.   all    '«*»'•   ^S 

v.    *ir.   protection   should    be   sent   to   JO  KappKr   of   Reoior   3. 


Mtin,   HMctor.    Branch    1      g 

Indiana   fc   Michigan  Electric   Co,       2pp.       13902:336.      *** 
Flcfit  :  50-31  3.  BH/10/OB.  B311020159, 

eat  1090172   Fo^ards   order    imposing   civil   "»"*«X-P/3uU«rid    ""'•t 
of  tM,000)   for  fire  protection  program  violations  di*cov»r«d 

during   8IOfi01-OB13   Inaps.  „.«.»„„   ,nd 

Dir.ctor's   Dfflct.    Office   of    '"'P«"on  •ll|1.etf.|t 
B2/10/14.       DOLAN,  J-  C.       In"-"  *  "'^  »'"   EI'ctrit 
03,      24X  Fiche;  50-313.  62/10/14,  B211050172. 


a211100Ml    R.l.«»    P^lic    ver.ion    of    corrected    Page,    3   &    4    nf 

eiidij   preparedness    P1^"  Records         B2/1O/2B.  Bocument 


-MlllOOOW 


.n   of   corrected   P^ 
O/.I- 


*    »   -* 

^       "C   -  Ho 


-Blll0007a  Public   version   of   r.vi..-    P.l»    ^   4   of    «»,.nCy    pl« 
"  .   Michian    Electric    Co.        B2/1O/J1.        2PP. 


all    licensees    i   applicants   re 


Fih0-b<)0,  82/10/30, 

BBUUOS44   R.I  .....   P«bli« 

implemantina    proctdure- 


Doiumant 


82111103*4. 


FUh«:  50-315.32/1  1/01.8811110344. 
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B2 11 040379  Otnwrit    Ltr    B2-S5 . to   *11    power    reactor    licenitet   re 
integrated     IAEA    tiercite    tar    phijilcal     inventory    at   LURi ,  Any 
commitment    ta    participate    In  •  itrci.it    It    voluntary  b   anu, 
util    that   participates    uill    be    T« imburssd.  Svc    lift  end. 
ErSENHiyT,  D.  <3.       Division    of   Licensing.       83/11/03.  Contolida  bad 

Edison   Co.     of    N*u  York.     I  tic         llpp,        [4019:004.       24  X 
Flcne:  50-000!  33/11/03.93110*0379. 


8211QS0273   Foruarda   Amend    6<t   to  License    DPR-5B,  saf ety   evaluation  t 
notice   of    Issuance    >i   aval  labi  li  ty.  Amend  permits    one-time 
uteniion   o*    current    72-h    out-of-svc    time   of   one    safety 
injection   pum.p    to  312-fi. 

WIQOINTCW,  D.       Operating    Reactors   Branch    1.       02/10/18.       DOLAN. J 
Indiana  A  Micfilj.an   Electric  Co,       2pp.       15974:380        24X 
Flche:  50-315.  B3/1O/ 1  5,  921 1080273. 


8211160544   Advise!    that    320927  changes    to  modified    amended    security 
plan    acceptab  1*. 

VAROA.S.A.        Operating    Riactors    Branch     1.       B2/11/03.       HumER.R.S. 
Indiana    (.  Michigan  Elictrit    Co.       2f>p         14121:353.      24X 
fl  ch«  :  50-31  5.  B2/  1  I  /03,  B31  1  1  60544. 

8311150426  Forwards  IE  Safeguard*  Imp  R>pt»  SO-315/B2-20  j. 
30-3J6/B2-20  on  021004-08  &  notice  of  violation.  Notice  of 
violation  ultfirieltf  tret  10CFR73.  21  )  , 

NO.REC-Il»S,C,  E.       Division    at   Engineering   &  Technical  Programs. 
62/11/10.       DOLAN.J.  E.       American   Electric    Power   Set-vie*    Corp. 
DDL  AN,  J.  E.        Indian*   t>  Michigan   Electric  Co.       Epp.       14057:210.       24X 
Flche:  30-313.  82/11/10,631  1150426. 

—  B21I150437    IE    Safeguard!     Imp    Rept    50-3I5/8S-20   b    30-316/62-20   on 
B21004-OB.  Honccmp  li^nci    noted  L  i  so  I  ation    i  one    along   on»    tide 
of   protected    ari&   perimeter    not  t\a  Intaini  6   at    requlrid    bij 
jacurltij    plan.  Detail*    withheld    (r«f    10CFR73.S1). 
CHfUSTOFFER.O.  .     PIRTLE,  D,  L.  .     CREED,  J,  B.        RD|)jDn3,     Office    of 
Btnctor.       fl2/  1  1  /OB.       2pp.       16037:212.       24X  Fiche:  50-315,  03/1  1  /10, 


B21130021A  Requtitt    change    to  B30B02   application    for   amend    to  Licenses 
DPR-3B  tf  DPR-  74,  mnsistlnj    of    prdpated   change*    to   Tech   Epur 
3.7.9.3   re    fire   protection   iiji. 

HUNrEfl.fi.  6.        Indiana   6  flichigan   Electric  CD.       BS/  11/23.       DENTON,  H,  R, 
Qffict    at   Nuclear    Reactor    Regulation,     Director.        hot         JA237   2O2 
24X    Fith  •:  50-3!  5.  B2/1  1/23.  8B1  130021  1, 

—  6211300219  Propoied    change    to    Tech    Spec   3.7.9.3  T»   flrt   jroter  t  ion 
t1«. 

•      Indiana    t  Michigan    Electric    Co.       B2/I1/B3.       9np,       14239'  20B 
H4X   Fl  cher  50-315,  B3/11/23.B?!  1300316. 

P.     Operating    llcenie    itag*    document*  £   eorres  pondence 


— B21108Q275  Amend    i4    to   Licenie    DPR-5B,  permi  tting    one-time    axUniion  Of 
current   72-h    out-of-«vc    time    For    safetu    injection   pump    to 
312-h    to   allow   levera  1    minor   adjuitmenti    to    return   pump 
to  peat    performance. 

VAROA,8,A.       Dperatinn   Reactor!    Branch    1.       B2/10/15        4pp 
15771:202.        24X   Fl  che:  80-319,  B2/10/ 15,  821 10B0273. 

—8211090276   Safety    evaluation  lupporting  Amend    i4    to  Lictn>«  DPK-3B 
•i      Office    of  Nuclear   Reactor   Regulation,     Director        B2/10/15       3nn 
I»974:9S6.        S4X    FUho:  50-31S,  B2/10/15,  B21 10B0273.  '  P' 

~SaiH>a02B3  Notice    of    issuance  fc  aval  lab  il  itij    of   Amend   i4    to  LUant* 

VAHSA.S.rt.       Opti-atiugi    Reactor!   Branch    1.       62/10/15        2pp 
13?74;2B9,       24X   FicJie:  BO-315,  62/10/15,0211080273. 

BSU010317  Approval    UIB    of   ABHE  Code   Cage  M-307  ro    revised    ultratonlc 
e>am  vol    for    Clan    I    boltino,per    util    830201    request. 
VAROA,S,A.       Operatinc;    WBJlctorB   Branch    1,      B2/10/22.      DOLAN,  J 
Indiana  fc  Michltan    Electric  Co,       2pp.       1SBBO:  316        2flX 
Fiehe:  SO-31H,  B2/IO/22.  9211010317. 

B2LI10000I    Foruard*    Amends   69  t  46   to  Licenaat   DPfl-se  (,  DPH-74, 
r»ipectivelD,,  E1A  &   notice    of   iituance    t  a  va  i  lab  i  1  i  ty.  Amends 
chanji    Teeh   Gaeci,  App    B    by    delating    renuireraents    for 
tCDudng    t,  eroiion    itudiei. 

ORBTENHUIB,  M.       Dp*ratingi   Reactors  Branch    1.       B2/10/22,       DOUW.J 
Indiana    (,  Michigan   Elaitric  Cu.       2pp.       Ii032: 294        24X 
Flche;  50-313,  83/10/23,8211100001. 

—BS111 00002  Aminoi   45  &  46   to  Licenses    DPR-5B  t,  DPR-74,  reipect  Ive  lu, 
chanilng   Tech   Spgci,App    D  by    del* tins  requlrament)    for 
icourlng   &    eroiion    ttudlei. 

VAROAiS.  A.       Operating    Reacton   Dranch    1.       BS/10/S2        9np 
£6032:296.       24X  FIch«:  50-315,82/10/22,8211100001. 


8211030244   Forward*   Amendi    iO  &   43   to  Liceniei    DPR'-SS  t<  DPR-7*, 
reipect  ively,  uftti;    evaluation    &  notice  of    iittuante  in 
avalLab  il  i  ty.  Amenift    ravin-    Tech    Spec!    to  reflect 
InitalUtion    of   RMS. 

CILIMBERO.R.  L.        Operating    Reactan    Branch    1.       S2/09/09.        DflLAN.  J. 
Indiana  t  Michigan    Electric   Co.       2pp.       15942'003        24 K 
Fit  fie:  50-315,  82/09/09,  B3 11 03024  4, 

--82I1030254  Amend*   60  5.  43   to  License!    DPR-58  t,  DPR-74.  respKtlve  1 1|, 
resiling    Tech   Sp*ci    to    reflact    instatlat ion  of  RUB. 


VAHOA,  E,  A. 
15742:003. 


Operating    Reactor*   Branch   I.       B2/09/09, 
24X  FIchejSO-3IS,  B2/09/09,  831  1030244. 


Sot 


—  S21103Q264    Safety    evaluation   supporting  Amende   60  t  43  to  Llcens** 

DPR-SS  t  DPn-74,re»peetively, 

•*      Offlcs   of    Muclear   Reactor    Regulation,     Director.      B2/Q9/09 
15942:033.        2«   Fi  che:  50-315,  B2/09/09,  82  1  1030244, 

—  B211030B70  Hotic*   of    issuance   fc    avaJlahlUtq    of  Amendl    60  i   43  to 

Licensei    DPR-5B  &    DPR-74,  resp  tctlve  1  y, 

OflQTENKVIS,  n,       Opxrating    Reactor*   Branch    I.      82/07/09       2ep 

15?42r037.       B4X  Fi  che:  50-315.  82/09/09,  821  1030244. 

S211010407  Foryardi    "DC   Coot    Nuclear  PUnt  Unit*    1   &  a,  Bi  limit 
Qualification    of  AuiilEarg    Feedwater   By  !,  "    t»chn£cal 
evaluation    rep  t.  Au>i  llary    feeduater   11/1    it    capable  of 
ulthttandlng    safe    *hutdoun    eartKq.irate. 

VARCA.S.A.       aperatlng   Reactors    Branch    1.      B2/10/04.      DOLAN^J 
Indiana   iilCfchigan   Electric    Co.       4pp.        13S79illZ       94x 
FicAe:  50-31  3,  92/10/04,  B2J  1010407. 


—321  1010412   "DC    Cook   Nuclear   Plant   Unit,    1    t  B.B.lMie   Qualification  of 
Auiillarv    FeerfuatBr    Sys,"   technical    evaluation   rapt 
L,'r;?r!?l:'    LivtrfllOTie  l-**(«r«topfl.       82/09/03.  NRC  -   No  Detailed 

B2II010407n  '  15679:  llfi.      2+X   Fiche;  50-31  5,  (J2/10/04, 


, 
on   hV<T°B»n   combuitior.  I, 


B*H  . 

*   5      ?  ,',7      r"    r"ul*',of   «-'" 
control.  Viiug-raphi    encl. 

BTAHLE.C.       Licensing    Branch    4.       fia/10/07,  Llcentine  Branch    4 

162pp.       15973;04B.       24K  Flche:  SO-000,  B2/IO/07.BS1  IOBOOB2 


9211100003  EIA  supporblng    Amends  65  &   46  to   Licenses  DPR-BB  &   DPfl~74, 
resgiec  t  ively. 

«     Office   of   Nuclear   Keactor    Regulation,     Director.       B2/10/HH       ioo 
16032:301.       24X    Flch*:  50-313,  B2/10/22,  031  1  100001. 

B2II100004  Notice    of    Issuance  t,  availability    of   Amends   68  t  46  to 
Lfceniis    DPR-3B  &   DPH-74,  respective  lu, 

VAROA.G.A.       DperatinB   Hcactort   Branch    1.       82/10/22       Soo 
16032:307.       24X  Fi  cha;  30-315,  82/10/22,  B21  1  100001. 


Ottierlc    Hi-   92-20   to  alt   pouer  reactor    licensee*,  parmit 
NJd*rt   ft  applicants    for    CP  re    guidance   for    implementino 
6flF  rule.  Forward*   NOflEa-0906,  NUREO   to    be  uted    as    interim 
rflt*iuri   until    Reg   Ouide    1.70  revised.  five    list   encl 
ei&EHHUT.B.O.       Diviilon   of  Licensing.       82/10/26.  Consol  Ida  ti-ij 

Ediian  Co.     of   Neu  York,     Inc.      9pp.       15993i295        24X 
Fle^•;  50-000,  B2/10/24,  82102600BB. 

9210370030  Oenerlt    Ltr    8H-22   to  all   PWR    licensees    re   CBnDr»»»iDiiiil 
T*qu*«t   for    Info    concerning   iteam  generator    tube    iritegritu. 
Forward*  Congreiiman   EJ  Herkeq    B21019    questions    re    steam 
genirator    tube    in.teorltg.Bvc   list   encl. 

EISEffiHUT.D,  ft.       Dlvl»ion   of  Licensing.       82/10/86.  Cont  allda  teiT 

Edium  Co.     of   N*u  Yorlr     Inc.      10pp.       16099:332        24X 
F  i  C  h  i  :  30-000,  B2/19/S6,  B210270030. 

02110?0146  Update*    820611    response    to   NRC  B10526   safety    evaluation  fc 
BA  Varja   BKOS03    Itr    re    equipment   qualification. 

HUNTEfl.fi.  S.  Indiana  &  Michigan  Electric  Co.  82/11/03,  DENTOHi  H  R 
Office  of  Nuclear  Reactor  Regulation,  Director.  ISHan.  14003:103, 
24X  Flche:50-ai5,  82/11/03,8211090146. 

S211JS0337  Clarifi*.    B10710  &  B20407  submlttals   r*   NUREO-0737,  Itan 
II.F,  1,  Attachment    1,     -"Noble  Oas   Monitoring"    (.  requests 
e»t<niion  of    time   From   implemantotion   data*   for  Attachments 
1  k  3,    "High   Range   Containment  Monitor.  " 

HONTefiiR.B.        Indiana   tt   Michigan   Electric  Co.       B2/11/OS.       DENTDN,H,fl. 
Pf*J«e    of  Nuclear   Raactor  RejuUtlon,    Director.       6pp        Io042-  iBB 
24X  Fie  he;  80-31  5182/11/03,  821  11  20337. 

0211120477  Forward*    B20922    1  tr,  transml  feting    addl    info   re   range   of 
steam  dump    tn    •tmosphere    monitor   p»r  N(JREO-0737,  Item   II   F.I. 
For   Inclusion    In  docket    File. 

ALEXICH,  M.  P.       American    Electric   Pouer   Service  Corp.      B2/11/OS. 
DENTOM.H.R.       OFFlee    of  Nuclear   Reactor  Regulation,    Director        Ip. 
16043:  122.      24X  FJehe:  30-315,02/11/05,  B2U120477. 
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-•E-JlliaOIOI    Forward i    addl     info    re    range    of    steam  dump    to   atmosphere 
»an,llor.e-.r    NUHEM>~0737,  I tem    II.  F.  I,  in   response    to   S   Varna 
81 11  SO   r»qu*st. 

HERINQ,  fl.  f          Indiana   <-   Hlchignn    Electric    Co.       83/09/22. 
0£Nro.rj.HH.        Office    of    Nuclear   Reactor  Regulation,    Director.       2uo 
14013:  lift.        .24X    Flcbe;  30-31  3,  H2/1 1/03,  U21 1 120477. 


Faru*rils    detailed    Info    r«   NUREQ-0737.  Him    U.K. 3, 
*f «»t-Accid*n  t   Sampling   Bus,"   requested    in   NfiC  020630   Itr. 
f  a  itpantinint     of     committed    data    for    sys    to    be    operational 
r*  iUMttJ,  NDU    d*te    lull  1    be    provided    LIJ    021831. 

t4.Mrr.RiR,  [),         Indiana   ft   rllcnlp.an    Electric    Co.       82/11/03.       DENTON.H.R. 
Off  Ice    of   Nut  l»«r    Heat  lor    ft  ego  In  I-  Ion.     Director.       27pp.       16043;  063 
?*«   ^lch«:  30-- flllJ  i  (13/11/03, 


S21 1030172  Forwards    order    imposing   civil    monetary    penalties    in    amount 
of  (32,000   for   fir*    prediction    program   violations   dlicovered 
during   810601-0313    (nips 

DEYOUNO.R.C.       Director'!    Offlc*.    Office   of    Inspection  and 
Enforcement.        82/10/14,        DOLAN.  J.C.        Indiana    t.   Michigan    Electric    Cn. 
2pp.        13943:  202.        ^4X   Fi  c  he;  30-313.  B2/1O/14.  021 1050172. 

— B21103017S  Ordir    imposing    civil    monetary  penalties    in   amount    of 
$32,000   for    failure   to    Implement    firs   protection  program  t, 
for   performance    of    leak    rate    test   resulting    in   breach    of 
containment    Integrity    for  <bO-h.  Evaluation    end. 
DEVOUNO.R.C.      Director's  Office,    Offica   nf    Inspection   and 
Enforcement.       BZ/lQ/14.  Indiana    S.   Michigan    Electric    Co.         15pp. 

15963:804,       24X   Fit  he:  50-319,  B2/ 10/14,821  1050173. 


EJ  II  1504-17   Advls«s    uf    Implementation    status    of    NUHEQ-0737,  Item    II.F.3, 
"  ln.|s>ti«enla  t  IOTI    far    Detection    of    Inadequate   Core    Cooling." 
iRuctar    vessel     level    ln«trum»ntat  ton    syt    Installed.  Bgs 
gp  •  ration    eipvcted    l>u   030301    fallaulno    receipt   of   all    dati. 
HWTEB.W.O,         IndUtiJ    (-  Hlchlg«n   Electric   Oo.       P2/11/07.       DENTONi  H.  ft. 
on*«»    cflluclBnr    Huautor    HcBul*iiam     Dirnctar.       2pp.       16061:070. 

3*.*  Ficht:  so-ain-,  us/  u/07. 


i  HI  600*  7    Ueneric    LtT   FI2-2/I    ID    pourer    rsuctur    llcenieei    (excipt    Fort  Dt 

" 


frftEt-ur*    Touohneii.  "   f-'orwardi    NUHEO-0714.  fleviilon    l.H/o 
me].  (Ivc     lint     nut  t 

Ulvlii.m    of   Licensing.       BS/tl/lS.  Coniolidi  tot 

n    Co.     o^    N»u    Vnrki     Inc.        tl^pp,        16233:212.       B4X 

:  ao-oooi  sa/i  i/ia, 


Si!  I  S'S'OOEJl    ft«-t)UD*t*    reiponn    within   'M   d«gs    to    enct    ren.ueit   for    addl 
in**    re    HUR(-0~O73/.  I  turns    I.  ft.  a,  1,     "Wpgradinfl   H««ctar 
Oji«r*tur    i  titular    Denclar    tlpurstor    Tralnlna"    t>    11.0,1, 
*Tri1nlnfl    far    Mltluatlng    Corn    Damage,  " 

VARQA.U.A.       Opfri-atino   l(e*ctor«    Ui-anch    1.       na/11/12,       DOLAN.J. 
In41*n«    I.  MltMgan    Flue  trie    Co.       4pp.        l&249::920.       24X 

rit  IK  so-:na. 


Gubmlti    Ultimate    of    r»nuli'*d    Annual    purge    «ij*   operation    time 
e*ti<rlng    ()ji(r*t  lano]    Mu<)»(    I'-liin    response    to    request. 
Eelln*t«d    «nnu«l    pirrge    op*r*tlon    time    of   U00*h    for    each    unit 
til**    on    plant    c«P*tily    factor    of    77X, 

tUHIEM.R.  n.         Iiidldtta   (.  MicMgnn   Electric    Co,       Q2/11/I1?.       DENTON,  H.  K. 
artist    of   riuc!a*r    Itenctor    llegula  t  Ion,     Director.       2pp,       16193:003. 


Riquetlt    crhanoe    In    0201)02   application    for    amend    to  Licenses 
CPH"SO   l<  W'n-'7*,  miniitlHg   of   proposed   clianflet   to   Tech  Spec 
3   1,  t,  'J   r»   flr«    protection   ius. 

HUNfEH.H.  tl,         Ir.JUnfl    1.  Michloan    Eleclric    Co.       Q3/lt/S3.       DENTON.H.B. 
Qt  tit  i    of  Hue  l»ar   It  Met  or   IliguUtinn,    Director.      6pp.       16239:203. 
541    rich  t;aO~;il  !J,tl£/I  I  /a.!.  (121  130021*. 

I'ropoiini   ch*ng»   to   T*ch  llpec  3.  V.9.3  re   five   protection 


]n*i«n*    It  Michigan  Electric    Co. 

t.  rich>:  no-nio 


(12/11/23.       Bpp.       16239:  HOQ. 


B20B190239   IE    Info    Notice  03-41,     "Failure   of    Safety/Relief   Valves    to 
Open  at   BUR,  "   Eve    Hat   encl. 
JORDAN,  E.  L.        Division    oF    Engineering    &    Quality    An 

Consolidated   Edi«gn  Co.     of  Mow  York,     Inc.       1 10pp.       15960.  153. 
FI che:  30-000.82/10/22,1 


02I11S0426  Foriunrds  IE  Safaguardi  Imp  Fleets  50-315/83-20  b 
90-316/82-20  on  931004-03  &  notice  of  violation.  Notice  of 
violation  withheld  (ref  1QCFH73.21). 

NORELIUS.C.  E.       Division    of  Engineering   d  Technical   Programs, 
B2/11/IO.       DDLAN,  J.  E.      flraerican  Electi-lc  Power  Service   Corp. 
DQLAtJiJ.e.        Indiana    fr   Michigan    Electric   Co.        2pp.        16057:210.        24X 
Fiche:  30-31  3i  B2VI  I/  10,  B21 1 150126. 

—8211150437    IE   Safegoarifa     Imp    Sept   50-315/82-30   &   50-316/82-20   on 
fl2100fl-OB.  Mottcomplianc*    noted:  isolation   lone  along   one   lide 
of   protected    area    perimeter   not   maintained    at   required    by 
security    plan, Details   withheld    fr«f    10CFR73.2O. 
CHF1ISTDFFER,0.  ,     PlfiTLE,  0.  L.  ,    CREED,  J.  R,       Region   3,    Office    of 
Director.        82/11/08.       3pp.        16057:212.       24X   Fiche:  50-315, 32/1 1  /JO, 
82  HI  30424. 

92111?0273  Responds    to  921014  order    imposing    civil    monetary    penalties, 
Funds   for    flnet   r«    Items    I.  0,  I.  Hi  I.  I,  1 1.  A  f.    II.  B   encl. 
H«queit«    reconsideration    of  fine   re    I  tern  I.  I. 

HuWER.R.B.       Indiana   &  Michiflan   Electric  Co.      B2/H/12.       DEVOUNO.  R.  C. 
Director'*   Offlcei     Office  of    Inspection  and   Enforcement.       19pji, 
16149:174,       24X   Fl  che:  30-31  5,  BE/1 1/12.  B21 1 190273. 

B20B1902AB    IE    Info    Notice    82-43,     "Deficiencies    in  LHR  Air   Filtration/ 
Ventilation  Bus.  "   Svc   li.tencl.  oo/n/i/ 

JOHDAN.E.L.       DivUlon  of   Engineering    t,   Qual  lt«  A«up»n«.       ^2/11/16. 
Consoliifated   Edison  Co.     of   Heu   Yor* ,     Inc.       lllpp        16171.233.       ,?1X 
Flche:  30-000,  B2/  11/16.  3206190248. 

8208190253    IE  Info   Notice   BB-49,     "PHR  Lou  Temp   Overpressure 

jGRDwIfiT       D^i.lon  ofCEnjln..MnB    1  Qual  lt«   Aisur. nce_      62/11  /><>. 
Consolidated   EdUnn  Co.     oFNswYort,     Inc.       93pp.       16232:398.       ,MX 
Flche:  SO-000.  82/11/19,0200190233. 

R,    Periodic    operating    report*  fa   relate*    correspondence 


0       1n,t»lcllon    report*.     IE   llulletlnt   fc    correspondence 

MOOlMaaO  IK  Info  Notice  PB-37,  "Creckltin  In  Upper  Bhill  to 
Tr-xnvltlfln  Cana  Oirth  W»ld  of  Bte*m  Oanerator  «t  Operating 
PUS*.  "  Bvt  Hit  end.  »»,.B,,t 

VOntWU^e,  Division  of  Englneerino  I.  Qualito  Assurance.  B3/09/16, 
Cen-sotldiled  E<fl»on  Co,  of  New  York,  Inc.  lOOpp.  l3-?aO:001.  E4K 
30-OOO.  H3/07/16.  020(3170220, 


IE   Info   Nolle*  83-34. Revision   t.    "Htlds    In  Main  Control 
P«nils .  "   Bvc     Hit   «ncl.  «» /no/if 

JOftDAM.t.L.       Division  of   Engineering   fc  Quallt"  Assurance.      «'ov'';' 
Comolld*t»d    Edison  Co.     of  New  York.     Inc.       107pp,       13B?3;1BH.      2« 
FieK*- 80-000, 


£WJ,«, *,    IE    Infa   Notlct  02-09,    "Bvc    Degradation  of   Thick  H*ll 
Bl*inliti   et*»l   Rerclrculatlon  Sgt  Piping   at   OUR  Plant. 
Bvc    ll*t  encl. 

JOfttWH'E.L,.       DtvUlan   of   Enijlnterlfifl   l<  Ou»ll t«,/»iur*""'    ..., 
ComiDlldeteiif    Ed  Uon  Co,     Of   Neu  York.     Inc.       S6pp.       160I7:09B. 
Fiefc»:30-OOO.  0^/09/21.  8800140389. 


IE  mm  None,  aa-ae.   "Ch«mt  in  Format  *  m.tr  butun  BWI 

f«r  IE  8uU«tiM.Clri:ulars  »<  Info  Motlees."  Bve  1U*  »ncl. 
OCVOWNO.W.C,  Director's  Offle..  Office  of  Inip-ctlon  and 
Cfi'arc.wtnt.  aa/07/BS.  C0ns*Ild.t.d  "i.on  Co.  of  N.»  York.  lite. 

tHO-p.       16010:0=1-      B4X  FJeht:SO-000,flK/09/22.BBOB190223. 

30ai'H>B3B   IE   Info  Notice  BB-40,    "DtflcUneUi    In  Prlfli-rv  Containment 
Clictrlc*!   P»n-tr«tlon  Aneinbl  i»»,  "   Bve    Hit   tnel.  H3/09/22 

JHWW.  R.  L.       Dlvi.lon  of   Er,8ln..rir.g   fc  Ou.l  IU  A"""" 
Ccn«olii.t.J    Etfison  Co.    of  New  York.     Inc.       112pp. 

i  oo-CKH),  ea/09/»a, eaoaiwaaa. 


B2111BOH29   Forwards    monthly   operating    rapt   for   Feh    i^Bl. 
SMALLER,  D-  V        Indiana  8.  Hlchlsan   Electric  Co.      Bl/03/11. 
Sement   and    Prosran,  ^.igsis. 
Flche:  30-313,  91/03/11.82111503=9. 


16060:290.       24X 


--6211130235  Monthly    operating   rept   for   Feb    19B1. 

OILLETT.W.T.       Ind  Una    t  Mie  higan  Electric    Co,       B1/03/O2. 
«:       MX    FUM:  90-313,81/03/11,6211150229. 


6211130190  Foru.rdt    """'S1!!.''!:!1"*1 
BHALLER.D.V.       Indiana   fc  Michigan 
Hanagement   and   Pr»B™"   Anal^il*. 
Fiche:30-31S,Bl/04/10.  921  1150190. 


Pro 

l.e  tr  c   Co 

lp.       16056.  15fl.      24X 


-HcnnEl.cicCo        81/04/02. 
'  S4X   FUh.:  30-31  S,  Bl/O-V/  10,  B211  150190. 


B21112037B   Forusrds   flyonthlg   operating    rept   fof   Apr    »WJ- 
SMALLER.  D.  V.       Indian*   «•  HUhtg.n   E   ec  tr  c   Co        01  /OS/13. 

-30i 


*B*i«ir.  . 

fab7        MX   Fich.:  90-3.3,  B1/C.9/13.B21  1  1S0375, 
B2IU20318   Foruara.    monthlg   op.r.tlng    rept   for   M.g    19B1    >,  revised 


OfPiCD      Of 


5pp. 


at 


5pp. 


202 


DOCKETED  ITEMS 


— 9211120321    Rivisid   montnly    operating    i-ept    POT   Apr    1981. 

*      Indian*    f,  Michigan,  Electric    Ca.       81/05/04.       If.       16043:236. 
Fich  e;  50-31  5,  81  /Ob/ 1 1 :  321 1 130313. 


--82UI10360  Monthly    operating  rept    for   Sept    1982. 

TErZLrtFF.A.  L.  .     BVENSSON,  0.  A.  ,     CAMPBELL,  D.  H.        Indiana    t,   Mith  l«,,n 
Electric    Co.        02/10/13.        Bpp,        16039:  339.        24X 
Flcht:SO-3l  5.  62/10/13.0211110351. 


—821 1180333  Monthly    operating    rept    For   May    1981. 

TETZLAFF.rt.  L.        Indiana   4   M(chls*n   EUctric   Co.       Bi/06/04. 
14042:  227.        24X    Fiche:  30-315,61/06/11,9311120313. 


B,    Hip&rtabU    occurrence*.     LERs  t   related   correspondence 


6211120329  Forwards    monthly    operating    rept   for   June    1901. 
SMALLER,  D.  V.         Indiana    6    Michigan    Electric    Co.        31/07/14. 
Management   and   Program   Analysis.       Ip,        16042:168.       24X 
Flcfie.:50-3l3, 


8211040029  Foruards    updated    LER  B2-096/03X-1    t.   LEfis   B2-007/03L-0  ( 
82-O9Q/03L--0. 

5MITH,H.C.       Indiana   &  rtichijan   Electric  Co.       S3/1O/37. 
Region  3-    Office   of   Director.       lo.       15951:034.       24X 
Fieni:  50-319,  32/10/27,8311060029. 


— 9311120330  Monthly    operating    rept    for   Jime    1981. 

QILLETTiH.  T.         Indiana    &   Michigan    Electric    Co.        Bl/07/Ofa,        7pp. 
16042:  169.        24X    Fichc:  30-313,  61/07/14,3211120339. 


8211130356  Forward's    monthly    operating    rept   far   Jul    1981. 
SMALLER,  D.  V.        Indiana  A   Michigan  Electric    Co.      ai/QB/]3. 
Hanag.eflLB.nt   and   Program   Analytic.       1[>.        14042:  12?.       24X 
Ficho:  50-315,  81/08/13.6211120356. 


— 8211120362  Monthly    operatins    rept    for    Jul    1981. 

8ILLE1T,H-T.       Indiana    &   Michigan   Electric    Co.      91/08/04       7pp. 
I £042:  130.         24X    Ficfie:  3O-3I5,  Bl /-OS/ 13, 631 1 120356. 


— B2110fr0033   Update*    LER    B2-086/O3X-1 : on   930914,  uupp  ly    breaker     for    hat  I 
tnci    circuits    tr  ipped.  Cauied    by     loose   aluminum   mire 
connection    «t   mechanical    lug.  Leads    remade, 

PALMER,  R,  rt.       Indiana    (.   Michigan  Electric    Co.       B2/10/27  Ui-uiun 

3.    Office    of   Director,         Ip.        15951035.        34X    Fl  che-  50-313,  n'!/l(l/'<  J 
B2I1060029. 

--B2]  1060039  LEfi   83-089/O3L-0:  on   B3100S,  during    routine    testing,  mil    up 
tir*    Jaor  343  at    traniformer    suiitchgear   mom   did    not    cloau 
No  mechanical    problamj    discovered.  No   further   action   p  lannuil 
CARTEAUXiP,       Indiana   A    Michigan  Electric    Co.       82/10/36  II  I'd)  tin 

3.    Office    of    Director.        Ip,        15951:036.        24X   Fiche:  50-31  n,  II IV I  (I/  " 
8211040029.  ""...„ 


B2I1120514    ForuardS    monthly    operating    rept    for   flug     1981. 
SMALLER,  D,  V.         Indiana   *    Michigan   Electric    Co.        81/09/14, 
Hinagemenfc   and   Program  Analijiit.       Ip.        16043:232.       H4X 
Flche:Sff-315,  HI/09/14,  821 11B0314. 


— B2 111 2031 7  Monthly    operatlns   rept    fc-r   Aug    1VB1. 

MIGHT,  M.  A.  ,     S^ENSSOH.  B,  A.  ,     CAMPBELL,  D.  fi.        Inifian-a   (,   MUhigan 
Elottric    Co.        Bl/09/02.        7pp.        1A04.2;  233,        24X 
Flche:  30-31  3,  81  /09/lfl,  82111E0314, 


9211IS03E3   Faruardt  man t MY    operating    rept    for  Sept    1981. 
SMALLER,  D.  V.        Indiana   fc  Michigan  Electric   Co.      81/10/13. 
Management  antf   Program  Analysii.       Ip.       16042:213,       24X 
Fich»:SO-3I3,  91/10/13,  62-11120322. 


—3211060047  LER   32-090/03L-0:  on   821012,  during    routine   survei  M  .111,1 
vibration   discovered   at    inuth    safety    injection   pump.  C.iuso 
not    statfa.  Shaft     I  tra  i  g  htened,  impel  lera    b  alanc  ed,  spacer 
ilecvej  lacknut  ft    Impel  lor  hubs    lapped  fi  motor    realigned 
CWTEAUJ:,P.        Indiana    t   Michigan  Electric    Co.       83/10/27  Duo 

3,     Office    of    DirBi:tar.         Ip.        15951:037.        24X    Ff  che.  50-319,  Hi'/  |i 
B2llOi0029. 


6311060366   flO:  on    &2J.027,  6n  f  c-rroed     that     in    past     instances,  p  lant    did    mil 
correctly    Implement    Tech    Spue   3.3,3,7   re  defective 
pyratronio    ionliatlan   detection.  Annunc  lator    response 
procedures   revised   &    iparc    detectors    provided. 

5tirrH,W,0.       Indiana   *   Michigan   Electric   Co,       82/10/37.       KEI'Pl  lid  ,1   U 
Jlejion   3j     Office    of    Director.        3pp.        15952:391,        21X 
Flche;SO-313,  82/1  0/27,  B2i  1060266. 


— 6311120334  Monthly    operating    vept    for    Sept    1981, 

MIOHT.A.       Indiana    &  Michigan    Electric  Co.       81/10/05.       Spp 
16042:313.        34X   Flcha:  50-315,  Bi/lO/13,821  11S0322. 


B2111S0021    Forwards   monthly    operating    rapt  for  Oct    1981. 
SMALLER. B.  V,         Indiana   !i    Michigan   EUctric   Co.        Bl/ll/IS, 
Management   and   Program  Analysis.,       Ip.       9 60? 6- 083        SAX 
Ficne:  30-315.  BI/11/13,  B21  1 190021. 


— B21lt5Q025  Monthlv    oporating    rept    for    Qst    1981. 

MIGHT,  A.       Indiana    Si  Michigan    Electric  Co.       81/11/04. 
16056:-0a«,        34X   Flche:  30-31  3,  Hl/1  \l  12.S21 1 IS0021. 


BBI10600SI   Foruardi    LERs    B3-091/03L-0  fi  82-09S/03L-0. 

SHITHiH.  0.       Indiana    *   Michigan   Electric   Co,       B2/10/29.       KfPI'l  111,  ,1  « 
Rigion   3.     PFFIce    af    Dtreetor.        lp.        15931:011,        34X 
Fie  he:  30-319,  83/10/39,9211060031. 

— 8B1I06005B  LER  82-091 /03L-0:  on  S2092B, during    containment    entry. 
e^ualiJing    valva    on    inner  door   of    IOUJCP   containment 
personnel    airlock    t-attnd    leading.  Caused   by    loose    adjusting 
nut.  Nut  replaEtd    &   valv*    adjusted.  Door  returned    to   ivc, 
PIEHL,R.H.        Indiana    &   Michigan   Electric   Co.       93/10/29  HBQIUH     i 

Office   of    Director.       3pp.      15931:012,      24X  F!  che:  50-313,  till/  If)/^1*, 


S31112037G   Forua.rd(   manChly    opera-ting    rapt   'or   Nov    1931. 
SMALLER,  0.  V.         IndUna   &    Michigan   EUctric    Ca,       81/12/14. 
Management   and    Program  Analysis.       Ip,       16042:  OB?        24 X 
Flche- 30-315,  91/13/14,6211120378. 

— B21U2Q3S2  Monthly    operating   reot    for    Nov   1991. 

rtfOHTjA,       InJiana   i<  Michigan    Et.ctrie  Co.       81/1B/O3, 
1404B:O90.       24X  Ficha:  30-313,  BI/12/l4,e21  1180378, 

8231120316  Forwards  monthly   operating   rept  far  Die   19Q1 
SMITH.H.O.       In  if  I  ana   fc  Michigan    Electric  Co.       92/01/14! 
Management  and    Program  Analyiis.       Ip.       16043:218       SAX 
Flche:  90-315.  82/01/ 1  4iB2l  1120316. 

—63 it  180320  Montnlij    oparatlng   rept   tot    Dec    1991. 

tfrOHT-A,       Inifian*   b  Michigan    Electric  Co.       B1/I2/31 
16U42;Si9.       24X  Fi  ch»:  30-313,  B2/OI  /  14,  B21 1 130316. 


Office   at 


9pp. 


Office  of 


6pp. 


S2I1020B31    Forward*   monthly    operating   rtpt   tar   Aua    i«pss 

BMITH,H.e.       Indiana    t,  MichtBati    Electric  Co.       83/09/13!  Management 

Information   Branch.       Ip.       18862:193.       24X  Flcht.-  50-315,  B2/09/13, 
82 1 1 02023 1 . 


—9211020239  Mont  It  IK    operating   r*pt  for    Aug    lies, 

OILLETT,  H.        Indiana   i  rlichigan  Electric   Co.     'as/Of/IS 
15982:194.       24X  FicN«:SO-aiS,92/09/13,B2I102023K 

8311110391  Foriuard*  monthly   operating  rept  Far  Stpt   19B2 
SMITH,W.O.       Indiana    &  MicMuan    Electric   Co.       B2/10/13 

•      Data   Automation   It  Management   Information.       it 
Fie1**:  30-313,  B2/HO/13,  8311 110331. 


9pp. 


Dlviiion   Of 

SAX 
,      H4X 


—eat  1*60063  LER  SS-092/03L-0:  on   021003,  protect  Ion    set   4    biiUblet    •„, 
ov*r    temp    delta    T  6    overpressure    delta  T    tr  ipned.  Cauiod    by 
lio-lation    idpllfiar    sensitive    to  vibration. , Amp  I  i  fler 
replaced  &    channel    4    power  range   verified. 

PAMERrft.  A.        Indiana    d  Michigan  Electric    Co.       92/10/29  Opal'm 

3,    Office    of  Director,       2pp,       15931:014,       24X   Fiche:  90-31  a, 
eS/10/29,  6211060031. 


6211120338  Forward*    LER  8a-094/03L-0. 

SrllTH.H.Q.       Indiana   t<  Michigan   Electric  Co,       82/11/05, 
Region   a,    Office    oF   Director,       Ip.       16043' 1 '74        24X 
Fich«:  50-313,  82/11/05.0211120338. 


— B2111B0341   LER  S2-094/03L-0:  on   821007,  uie.t    component   cooling    unltr  H* 
eittntial    ivc    water    discharge    valve, WMO-737,  removed    from   ivr 
due    to    laafcaga. Caused    by    failure   of   H  Pratt    16-inch 
outtirfly   valve. 

ROBIHaON,D.       Indiana    fe  Michigan  Electric    Co.       82/11/03  flnai»n 

3.    OfFIc*   of   Director.        Ip.       16042:195.       24X  Fiche:  50-313,  03/1 1'OV 
S21I1203G8. 


S21112095?  Foruardi   LER   Ba-093/03L-0. 

SMITHjW.O.       Jnifiana    b  Michigan   Electric  Co.       02/11/05, 
Region   3,    Office    of    Director.       Ip.       16042:  1S3.       24X 
Fleht:  30-313,  S2/1 1/03,  SSI  i  120359. 


,  J  0 


— B21I120372  LER   93-093/03L-0; on  981006,  fire    protection   *yt    job    or.tn 
Indieatrd    fire   door*   &    Fir*   dampers    protecting    safety- 
relatetf  areas    mere    not    documented   as   having    operabilit« 
rettorio"   Following    ropa  irs.  Caused    by    personnel    oversight, 
BURKE,B.A,        Indiana   4   Michigan   Electric   Co.       85/11/05.  RB»lefi  3- 

Offict    of  Director.        Ip,       16042:126.      24X    Fiche;  50-913,  ea/1  l/*3, 
9211120397. 
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j,-:j  s  *•:••*  H  roruairiji  LIU  (i 

1'IT'N    W    U          Indiana     '-    Michigan    Klitt  Irlc.    CD.         02/tl/0[J. 
Ujl*1*    3,    OffHe    of     |}|r«i:lur         1  f          IA()91:aai.       34X 
fic»*    3  3  -JtiJ.  I  Cm  1  /Oil.  (U'l  11/iOflOI. 


KEPPLEH.J.Q 


Sim*,  •3*351  l  1J1    IIJ  -(W:>/o:H.  -()  on    tlUlOon,  «.,«„  tial    »vt    unUr    supply    volvi 
Is    M  {<ifiL*i  ri«n«iiL    *i>r*<;    HX    I  •  UMU  •'/  I  3    fmmd     c  luted    rendering 
"i     loafer-able    *!*»!•»  ml     Iig     (W»i  I  miking     vnl  vu     upuri     final 
*»i*»rjlliin    ii*     «iji    JtBlurn    l<i     «vc    prncndur  e    rDvlund, 

PI          [inliju.s    I,    HliMg  j»n   i;i«t  Irir     Co.       (la/10/00,  lluninn 


n.\n  i  i  mMfli,,i»   i  L:N  tt;i  -ov^/oi  !•  o 

11M.U    Q  ln-M,t»J     (•    Mulligan     l.lin.lili 

|  I  a  -i    .».     M»M,.     ,i  f     llnt'ectni-  I  IP  lA 

l»«    ?0    ill?.  1  1*'/  I  L/  I  ll.ti-1!  1  I  <«>1M  / 


u) 


US/11/10. 
a.        SIX 


KEPI'LCH,  J.  0, 


tVi-^Ji    UN    (HI    tl'JiWOlT    0   nn    (IHIOtf/.l'Yi'nldrm   dntoctnr    alarmed    fnr   no 
•  a^nl    I'D  j  t  nil    t;  jn-ml    Inj    1  111.1    «et|i<i  I  nl    <m    a  \«rm.  I-'  ire    mutch 

*»  l  iih*ii    l.    «*  i  pii  [nl.    *d  jiiilnd    In    proper    vuliia.  Aiinunc  tutor 
nw-'iii    pr  nc  •  il-u  r  »«    i.  hmtgeil 

{i>ji!i.(»  Ii,,n*"d     f.    ffirhignn    ICUitvu     C«,        UU/ll/IO.  nngion   a. 

(  lur  '<|ip          IMfll.  ^0:>.        y^lX    Ruin:  90--aiB.ua/lJ/10. 


fomt.r<)\    I  Ml    II-1    ()'V//(>ril.    () 

I  uti  1*1,*    r,   M<iMg*n    I  lotli-lr   Co 
llf'ltfl    .!»     llir»ilor          1 P         1  (jJniH:  ()'/(). 

:nfl,  rij'i  i  /  \e,.  iu 


KEPF'LtiH.  J.  0. 


EJllXiJiVft  HH    IIJ    IVJ//O:ll     0  nn    [UMOIV.  nil     Uflkagw   noted    on  ttHH   Pump 
U    Ci..i>     ,.iifl«lernln<n!    MtiUiighnii**    Model      I     UI1UI     Typi    I./tC 
r-3tur     h»a     >»fl  |  t     uil      ledk    Jit     up  par    bearlny     Cdwr    gasket. 
:  <  1 1  H     rfp\m.nt     |>  iimp     v  o  lul'im  (I     to     svi. 

FH-K  ,H    I*          It'll  mint    t    Iliihigan    l']»tlrli:    Cu.       l)y/ll/lft  Roglon   : 

c«*-i»  n»   iiii.ii.n         IP       i/,;':in  o/v       ;MX  ruhe;  so~ai!>,fls/i  i/1*' 
(•ji  ly.rj'jfj'it 


8211030I7S  Foruardi    nriler    imputing   civil    monetary    penaltiBi    in    amount 
of  »38i 000  tor   Fir*    protection    program  violation!   diicoverad 
during   810601-0813    imps. 

DEYOUNO,  R.  C.       DlPtctor's  Offict,    Office   of    Intpaction  and 
Enfarciment.       Q2/10/14.      DDLAM,  J.  C.       Indiana  &  Michigan   Electric   CD, 
2p.p.        151(,3:30S.        SAX   Flch«:  30-31 3,  82/10/14,631 1050172. 

— 6211090178  Order    imposing    civil   monetary  penalties    in  amount    of 
*52.000   for    failure    to    Implement   fire   protection   projt-am  t 
far   performanc*    of    leal   rate    test   resulting    in   breach    of 
containment    integrity    for  iO-h.  Eval  uation    end, 
DEYDUNQ.R.C.      Director's  QFMc«,    Office   of    Inspection    and 
Enforcement,       82/10/14-  Indiana    tt   Michigan   Electric    Co.         15pp. 

13963:204.        24X    Fl  cha:  50-315.  92/10/ 14,  B21 105O172. 

0311040219  Releaiti    public    verilon  of   reviiion   to   emergency   plan 
Implementing    prucBdure. 

FELTQN,  J,  H,       Divlilon  of   Rulei    and   Recordi.       B2/10/E5.  Document 

Managemtnt  Branch,        IP        15945:318.       24X  Fiche;  50-315.92/10/35, 
8511040219, 

— 8311040230  Foruiard*    public   venion  of   Revision  2  to  Emergency    Plan 
Impltmenting   Procedure   PMP-20BO  EPP,  015.     "Reiponsibi 1 Itlas 
of  Onslte  Emergency  Coordinator."  Receipt    form  encl. 
«      Indiana   6  Michigan  Electric   Co.       82/10/14.      GRIMES.B.      NBC   -  Ho 
Detailed   Affiliation   Given.        lp.        15943:319,        24X 
Fiche:  50-318,82/10/23.8211040219. 

— B211040240  PublU    version   of   Revision   2  to   Emergency  Plan   Imp  lamenting 
Procedure  PMP-2080  EPP.  015,     "Responsibilities    of   Onsite 
Emergency  Coordinator."   Plant   manager   procedure    inflei    encl. 
TOIJNLEV.E   L         Indiana   &   Michigan   Electric    Co.        B2/10/14.        16pp. 
15945:320,       24X    Fiche:  50-31  S,  83/10/25,  B21 1040219. 

0311100029  Releases    public  vartjon   of   revised    emergency   plan 
implementing    prDCBttures. 

FELTOW.J  H        DlvUion  of  Rule*   and   Records.       B2/10/28.  Document 

Management   DrancN.       lp.  16035:232.       24X  Fiche:  50-315. 62/10/ZB, 

aai  110002?. 


(»H    IIH  •O'MI/IM  T  •*> 

iirt    r.    nichlgait    l.'lnttr  U    Co.        (13/II/M. 
of    nirniHir          l(>         lAKIi/    1!10        atX 


.K-  ->^H   I  Ml    (I 
»m.pl4ul    nr« 
t-n    M!-rltn»    «• 


KEF'I'LCII,  J.  0, 


(1   mi    IWI  1011,  during    Invest  Igalion  of    pipe 
»    "f    denigiinting    Mr*    watched    In    4-kV 
i  HIM-    call  I  «    tunnels    il  B  twrmlPiBiI    tli    vlolnts 

l*ih    SIKH,    mn  lulnnir  «t*Htm. 
«.    Hl.hlU»H    Clmti-K:     Cit         IW/ll/Mt!,  f  «U  ior  i   J. 

,'HP       i*,a:i/  an      wx  nchi  so-tu 


-B3I1100032  Forward*    public   version   of    revised    emarD»ncu    plan 
implementing   pro*  edura,,  includ  ing   Procedure  PHP  20BO   EPP. 
001,     "Emergency    Plan  Activation  (<  Condition  Clanlficatlon 
«.  PHP  20Q1    EPP   OI4,    "Offslfc*   Dose  Assessment.  " 

t   P[nd?anl    ft   Ml.hlg.n   Electric    Co.        02/10/13,       GRIMES,  B.       NRC    -    No 
Detailed  Affiliation  Oiven.       lp.       16035:233.      24X 
FichB:  50-31  5,82/10/28,  821  1100025. 

0311100041   Public    version   of    revised    emergency    plan   implementing 
02   '    cTu  ...    needing  Procure  PMP   20BO  EPP.  001, 

"Em.rgency    Plan    Activation   t  Condition  Classification"   t, 

BMO  snai   EPP  014,     "Dffsite   Dose  Assenment. 


"'i«r*    i-e     r  *•!:(,  (IT    op«r» 
»t  *fii«U«n    *>«m«    Aci^i 
F     1*J(1W1     •(<.•»      Utt     »nt;l 
'^<«.D    U         tliviniiK   «.f    I.I.  'en,. 
l*liS"    ('(»        h-f     »»«    Vni'i.      Int.         1SPP 
kg  •<»     'S-i    0«it.  WH*1O/1U.  IWIOKKHH  V 


ait, 


to    all    |niui»r    r»ni:lur    •ppllcsntl 
tuf    '-    seliliir    re*<;  tor    fll|»''»t"' 
n     lhal    ».ams    begin   at    facilliy 


Nl-5<J*,"HS«,H  «in»rii;    »-,".<•    I 

UlUv^ti    b    hotrf*ri    o»  Cl1*    !••    inco«»or>cy    "• 
rfiuii-TMnli    af    10CVM&CI  91tt>    fc   HTB   'or   perfor 
.*».^»:ni4    »r*p*r-«dni**    proor«m»    flvt     ll«t  ••"*'• 
^V.D    Q          Divt.lon   of    kunuing.  ,    W'1''*1 
C.i       »f    M«w    Vflfl..     Inc          MPP         1(,00^:  300. 


In    »U    pow»r    r«a«  tor    1  icens*»*   t- 
"  .....  . 

a«"llt«  «' 

Consolidated 
CO 


r  ua-ai  to  .11 

T.eh    E!Mc.    for 


/lilon   of    Lleen^lnB' 
Yor%,     Inc          |9pf>         13793:  33Q 


MM  Dinlor. 
A  0 
i. 


n 
tliould    be    sent    to    ,«* 


Ung    Rt4tt«r«   »r.nch      . 

n   Cl«tfie   Co.       BPP        19902, 


DDL  AN' 


8211100061 


ft«lea,«s    public   venion   of   corrected   Pages  3  t-  4   of 


0211100061. 


-R31110006B  ForL.«l-d«   public    version   of    corrected   Pages 

-™ 


3  t  4    of 


Detailed  Affiliation  divan.       lp. 
Fiche:  30-313,02/10/26,0211100061. 


-0211100072  Public   version   of  revH.d    Pages    3   I,  4   of  em.rg.nc,,    pUn 
r.ndian^   Michigan   El.ctrU    Co         92/10/11.       Spp.        16035,0,0. 
MX  Fleh.:  90-31  8.SB/IO/8B.WH  100041. 


8211110544  H.1..1..    ."bile   version   of   revised    emergency    pl.n 

implementing    procidure^  Recori*.       82/11/01.  Docum.nt 

"a0f  ^."    ^X  Fich^O-315.  32/11/01, 


02/,o/20.      OR1ME8.B. 


B21  11  10544. 


Notlfic.tion«    -   R. 
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— 3211110397  Public    vtrilon    of   Revision   2   to   Ennrgeneu  PUn  Implementing 
Procedure   PMP   2080  EPP.  012,     "Initial   Of  ft  it*   Motif  icati  on«.  " 
Proterfure    1  nrfei    me  I. 

*      [nrfland    fc  Michigan    Electric   Co.       62/10/30.       6pp.       1604B:  2i4. 
B4X  Fiche:  SQ-315.  92/1 1/0).  B21 11 1O544. 


B2110B002?   Summary,    of    020B04-05   meotlngs   u/ut  i  U,  Westinghouso    t,    KPIN 
BethesiJJ,  MD  rt    results    of    research    on   hydrogen   combustion   ', 
contra! .  Vlewg  raphs    »nc  1. 

STAHLE.C.      Licensing    Branch   4.       82/IO/O7.  Licensing    flranth    t 

Ii2pp.        15973:048.        24X   Fiche:  50-000,  B2/10/O7,  821 IOQ0022. 


B211040379  generic   Lfcr   BS-29   to    ill    power  rxctor    liciniett   ra 
intigrafred    IAEA   <i»rcii*    far    phuii-c«l    invtntorij    at  LWRt.  Anu 
commitment   to    participate    in    titrtita    ji  voluntary    d  any 
utl!    that   par  tic  ip»tos    mill    be    ra  imbursed.  Svc    lilt    end. 
E1SENHUT,  D.  0.        Division    of    Licencing.        82/11/03.  Coniol  Ida  tsj 

Edison  Co.     of    Neu   York.     Int.       llpp.       16019:004.       24X 
FiChe:3O-000.  32/11/03,821  1040379. 

8211160544    ftdvl  us     that    B20927    changes     to   modified    arnanded    security 
p  1  an   at-c  tptab  la. 

VAHfiA,S.A.        Operating    Reacton    Branch     1.       32/11/O3.       HUNTER, R.B. 
Indiana    (c  Hichigan    Eteetrlc   Co.       2pp.       16121:323.       24X 
Fie  he:  BO-3tS.  32/11/03,621  1160544. 


8311010317    Approves    use    of    ASME   Cods    Cage   N-3O7    pe    revised    ullr 
u«.m   vol     for    Class     I    bolting, per    ut  i  1    B2020 1    request. 
VAROAjS.A.        Operating    Reactors    Branch    I.       B2/1O/22.        DtlLAN,  ,1 
Indiana    t   Hichigan    Electric    Co.        2pp          1SBBO:  316.        24X 
Fiche:  50-315,  B2/IO/22,  0211010317. 


B211100001    ForUBrd*    Amends    65  6   46    to    Licenses    DPF1-3B   ti   DI'H-74, 
respectively,  EIA   6    unties    of    issuance    !,   ava i labi 1 i ty. Amenda 
Chan?*    Teth    Specs, App    B    bij    deleting    requirements    for 
scooping   b    e-rosion    •studies. 

CROTENHUIS.JI  Operating  Reactors  Branch  1  B2/10/22. 
Indiana  &  hlchlgars  ElectPic  Co.  2pp.  16032:294  24X 
F 1 1  h  1 :  50-3 1  5,  33  /  1 0/22,  S21 1 1 0000 1 . 


B21H50426  Foruepds  IE  Safeguards  Insp  Repts  50-315/82-20  t 
30-3Ii/HB-aO  on  021004-03  &  notice  of  viola tlon.  Notlc«  of 
violation  withheld  frsf  10CFR73.21). 

NORELIUS,  C.  E,       Division   of  Enpinegring    t<  Technical    Program. 
82/11/10.       DOLAWiJ.E.       AmepicBn    Electric  Pouir  Service   Corp.       2pp. 
16037:210.       34*  Fiche:  50-315,  82/1I/  10,  B2111  50426. 


—8211100002   Amend!    65    t    46    to   Licenses    DPR-5B   «<   DPR-74,  reapoU  Ivu  I,,, 
cn^ngtng    Tech    Specs.App    D   61;    deleting    requirements    for 
scourtng  4    erosion    studios. 

VAR8A,  S,  A.        Operating    Reactors    Branch    1.        B2/10/22 
16032:296.        24 X    Fichs:  50-31  3,  82/10/22,621  1100001. 


3pp. 


—6211150437   IE   Safeguard!    Imp   fiept   50-315/B2-20  &  5-0-316/S2-20  on 
B2I004-QB.  Nancompllan,c>    noted :  1  tola t ion   ion*  along    one   ild* 
of    protected    area    parimetep    not  maintained    at   required    bu 
HCUPltv    pUn.DrtJiU    withheld     trtf     10CFR73.  21 1. 
CHRISTOFFER^O.        B«!jion    3,     Ofilcf    of    Dipactop.        82/11/08,        2pp. 
16057:212.       24X  Fl  c  he;  50-313,  32/1 1/  10,  B21  1150426. 

9211300316  Requ«iti    change    to  820602  application  far   amend   to   Licentai 
DPR-5S  fc  DPR-74,  con-sitting    of   propoied    changn    to  Teth    Spec 
3.7.9,3  re    Fire    protection    tyi. 

HUNrER.R.S.        Indiana    t.  Michigan   Electric   Co.       B2/11/23,       DENTOH,H.H. 
Office    of   MucJflap   Reactor    R«gul*tion.    DiPBCtor.       6pp.       16239:302 
S4X  Flcha:  50-31  5- B2/1 1 /H3.  3211300-316, 

"S21I30021B  Propossd    change    to   Tech,  Spec   3.7.9.3   p«   firt    protection 
tilt. 

•  Indian*    t   Kiehig»f>  Electric    Go.       B2/1I/23,       2pn.       16239:308, 
24X    Ficfit;  30-315,  B2/1 1/23,  B21  1300216. 

P.     QperatinB    lic*niB    itaga    rfocumnnti   !.   corr*«pondence 

631 1030244  Forward*  Amends    60  b  43   to  License!  DPR-3S  &  DPR-74, 
pB!p«ctfvelu,  iaf»tij    evaluatian   &  notice  of    iEiuance  & 
av«ltivllitv.  flmtndi    revise    l>ch    Sptci    to  rrfltct 
Intttllation    of  RMS. 

CILIMBEnOiB.  L.       Operatins   Reactors   Branch    1.      62/09/09.       DDLAN.J. 
fndiana   S.  Michigan  Electric    Co.       2pp.       157*2:003        34X 
FIch*:  30-315,  62/09/09,8211030344. 

— 92U030254   An»nd*    60   (.    43    to    Lloniei    DPR-SB   !c   DPR-74,  respective  1(|, 
revising   Tech   Spies    to   reflect    Installation  of   RMS. 
VAROA.G.A,       Operating    (Uactori   Branch   1.       B3/09/09,       3*Jpp 
139'12.'005.        24X    Flchl:  30-315,  82/09/09.821  1030344, 

— 921103Q2&4  Gafetv    evaluation   supporting  Amindi  60  fc  43   to   Llclniei 
DPR-&3  (,  CPH"74,rBapectlv*l«, 

*  Office    of  Nuclear  factor    Rioulfttlnn.     Director.      B2/09/09.      2np 
I3-?42:035.       24X  FicJi»;  BO-315,  B2/O7/09,  B2  I  E030244. 

—  Bail030270  Notice    of    lisuance   t,  availability    of  Antndi  60  t,  43   to 
Llcenits   DFR-56  !•  DPR-71,  reipectlve  ly. 

ORDTeMHUIB,  M.       Operating  B»»ctori   Branch    1.      B2/09/09        2pp 
18942:037.       S4X   Flche:  50-319,  82/09/09,9311030344, 

B2092100S7  (Sen. Pie   Ltr  82-16  to   all   PWR    HcBtneet  re  KUREO-0737  Tech 
Sp-tet.Fequesti    revlcu   of    Tech    Specs    to  determine   conilitencu 
Li/guldancB   provliled.  For    1  temi  w/d»via ti oni.  amend    to    licen»« 
r»qulr«d,M/o    itattd    onels.Sve    Kit  end 

EIBEHHUr.D.O.       Division    of  Liceniing-       62/09/20.  Coniolidi ted 

Ed  i  ton   Co.     of    Neu  Yopk.     Inc.       15pp.        13930:  MO       24X 
Fie  ha:  80-000,  82/09/20,820981002-7. 

821KH0407  Foru.pd.    "DC  Cook   Nucl.ar  Plartt  Unltt    1    t>  a.S.Umlc 
Outlifitttlon    of   Auitliaru.   Feiduater   Su«,  "    technical 
evaluation  rept.  Au«I  liary    Puduitep   i<ji    ii    cap*&le   at 
withiUndlng    tafe   ihutdoun   earthquifie, 

VAROArS.A.       Oji»ratlng   Reactori    Bpanch    1.      B2/IO/04.       DOLAN,  J 
Indiana   U  Michigan    Electric    Co.       4no         15379-119       otv 
Fiche:30-31S,82/IO/04,Bail010407.  «""*•'«*        MX 

-B21101041Z   "DC    Cook    MucUar   Plant  Unit.    1    t,   S.e.i.mtc   Ou.llflc.tion  of 
Auxlliar.)   Feiduat.p  8V*,  «    tochnical    .valuation   rtpt 
TI^'':?C'   L-J««rfflOp.  Laboratory      Sa/0?/03.          HRC  -  MD  Detaft.d 

"'     I5B7H?:lli-    a«F'ch.:5o-3i 


—  B211100003   EIA    supportino    Amends    6 

reiptrtlve  1  ij, 

*      Office    of    Nuclear    Reactop    Regulation,     Director 

16032:301.        24X    Fiche:  50-31  5,  B2/  10/23,  B2  1  1  100001 


46   to    Licenses    DPJ)--!ilJ    (,    ill'll 


83/|(i/L!i! 


--B211100Q04   Notice    of     issuance   t,    aval  1  abll  it  y    of    Amends    69   (,    1  f  ,    t 
License*   DPR-5B    Ii    DPfl-74,  reapet  tlvel  ij. 
UARCAi  3.  A.        Dp»rating    Roactops    Branch    1.        B2/10/22 
16032;  307.         34X    Fich  8  ;  50-315,  B2/1Q/22,  B21  1  1OOOOI 


Sao 


BS102600BB   Oeneric    Ltr    B2-20   to  all    power   reactor    1  icensces,  pormi,  | 
hoUert    d  applicant!    for   CP  re    guidance   for    imp  Icmont  ing 
SRP   rule.  ForujrdB    NUHEG-0906.  NUREG    to    he   usod    as     interim 
measure    until    Rig    Guide    1  .  70  revi  sed.  Svc    list    end 
EISENHUT.D.  8,         Division    of    Licnnsing.        B2/1O/26.  Conso  I  Ida  tin! 

Erfison   Co.     of    Neu    YorH,     Inc.       7pp.        15993   295         24X 
Flcfie:  50-000,  B2/1O/26,  B2103SOOBB. 

B210270030   Generic    Ltr    B2-22   to   all   PUR    licensees    ra   Congvogslonnl 
nq.UBit     fop    info    conicarning    steam   generator     tube    integri  tij. 
Fe-rwardfl   CongrBtaman  EJ  Martey    B2IO19   questions   ra    stonm 
g«nerator    tube    inteori  ty.  Svc    list   end. 

eiSENHUT;  D.  8.        Division    of   Licensing.       B3/10/26.  Cotisol  i.lfl  Icil 

Edlion   Co.     of    ttru    York.     Inc.        IDpji.        16099:332         24X 
Flehe:  50-000,  82/10/26,  0210270030. 


8211060642  NotUication    o*   BS1103  meeting   uj/util    t,   Enon    in 
r)D   to   iliscuis    proposed    use   of   Enon    17il7   fuel    in   Curio    4 


i  D.       Operating    Reactors   Branch    I.       82/10/26. 
Operating  (iBactori    Branch    1,      2pp.       15972:338.       24X 
Fit  he  ;  90-3  1  h,  BS/  10/26,  8311060642. 


VAROA.  Ii  A 


6211020037  Request    P0""    temporary    relief    from   requirements    0P   Teih    lii>«< 
3.  9,  ?  t,  3.3,  3,  ]    uhiln    in  Mode   6  &   Tech   Spet    3,  0.  4    to   allow 
crossing    from   Modes    5    to   6  uihile    in   action    Etatemcnt,  in 
order    to    initall    Isolation   valves. 

HERIWOiR.F.       Indiana    b  Michigan   Electpic   Co.       B2/10/S?.       DENKiri,  M  u 
Offlc*   of  Nuclear    Roactor   Regulation,     Direc  top,       4np        13flQI    OIA 
24)1   Fich»:  50-316.  82/1  0/29,  821  1020057. 

—  B21  1020062  Taeh   Sp«c    Page  3/4  9-9  re    containment   puroe   !-   eiKmul 
isolation    iijt. 

«      Indiana    (,  Michigan  Electric    Co.       B2/10/29.       lo.       ISHOliOail       i'4 
Flchl:  50-3  1  6,  Sa/iO/29,  8211020057, 

B311090I46  Updatas   B20611    response    to  NRG  B1052A   safatu    evaluflllun  t> 
SA  Varga   B20503    1  tr   re    equipment   qual  If  itat  ion. 

HUNrERiR.B.  Indiana  &  Michigan  Electric  Co.  B2/I1/03.  DEWrilMhH  W 
Office  of  Nuclear  Reactor  Regulation,  Dipec  top.  128pn  lt>Q03.  W.I 
K4X  Fiche:  50-315,  02/11  /03,  B21  10901-J6. 

BS1  1120337  Clarifiei    010710  i  830407   submittals   ru   NUREO-0737,  I  ten 
ri.F.  l.Attaehment    Ii     "Noble  uas   Monitoring"    &  requosts 
extension   of    time    from    implementation   dates    fop   Attachment! 
1    t  3i     "High    Ranoe    Containment  Monitar.  " 

HUNTERiR.B.        Indiana   k   HlchiOHn   Electric  Co.       Ba/ll/05.       OENTHW.  H  H 
Office   -of  MucU*r    Reactor   Regulation,     Diroc  tor.       6pp.       16042'  IBB 
a+X  FiicJier  50-315,  B2/1  1/03,  B21  If  20337. 

eailia0477  Forumpdi   820923   1  tr,  transmittinB   addl    info  pe    pange    of 
itaam  dump    to    atitmipliBTa    monitor   per   NUfiEO-0737,  Item   II.  F.I, 
fop    inclusion    In   docket    file. 

ALEKICH.W.P.       American    Electric    Pouer   Service  Corp.       B2/11/OS. 
DENfONrH.  R.       Office    of    Nuclear   Reactop   Regulation.    Dipectop.       IP 
1*043:  122.      B4X  Pit.  he:  50-319,  B2/1  1/03,  B21  1  1  20477. 
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-H1H3MBI    Fc.ru.ard.    addl     info    r.    rang.    •  •    t  tt»    dump     to    .tmo,  p 
«nt*»r!p.P    NUREC-0737,  Item    II,  F.I.  in   r.Spn".e    to    3    Varga 

311120   rtqueit.  O3/n9/32 

HEBlllC.fi.F.        Indian*   I.   »^"  i3-n   El  .ctric    Co        93/09/22^ 

E£MTOM,K.R.         Dfpict    of    Nuclear    R«c  top  "'''01'     Dir«Itor' 

1£043:1?3         24X    Fi  cfte:  50-31  5,  02/1  1/03. 


KUIMIBl  Fo««rd-.    detailed    info    r,  ^Rf^"7,  It.*    M.  K  3. 

•Pait-AcciJent    Stapling    B«t,  -    r  tg.uit  t.d    in    N^n^f^n'  r' 
Po.tpor.^nt    of   emitted    date    for    M,.    to    b.    operaUon.l 

n^tilri.N.u    dat.    uiill    be    provided    by    631231  nENTQN,  H   R. 

KjilER.K   S.         Indian    i   Michigan    El.ctric    Co.        M'"'°9-  s?o"3   £;,3. 

CfJUi   of  Nut  IMP   Reactor    Regulation,     Director.       27(.p.  SfiOtJ-"" 
24»   Fithe   =0-315.62/11/05,8211120493 

Ull  140047   fl«.r«    Ltr    B2-36    to    po«.P    rector     "«««•     '  "»">*    F°rt    9 
re  NUREO-0744-R.vision    1.     "PrB.sura    Vesiel    rf-tl 
744,  R.  viS1on     l.U/d 


for    addl 


*nd.Svc    li*t    «ncl. 

CIBEWUT.D.a.  Divl»i0n  of  Licens  m 
C4  1  tor.  Co  of  (Jtu,  York,  Int.  52pp. 
Ficht-  50-000.  82/11/12,9211160047. 


. 
16332:212. 


0? 


K.4U..t.  r.,pon.e  within  30  day.  to  .ncl  r. 
f»  ft  KUREG-0737.  Iti.i  I.A.2.1,  "Up  grad  ing  R.actor 
.r*tor  t,  Senior  Reactor  Operator  Training  t  II,  B-  *• 

•T.iiinj    for    Mitigating    Core    D*«<*9'-"  ._,...  ,2          DDLAN, 

VMM,  a.  A.      Op.rating   RMctor*    Branch    1        82/1  1/12.        "ULflNl 

InJiani    !.   MicMgan    El.etric    Co.        4pp 

Fiche    50-315,  02/11/12,0211290081 


16245.320.        24X 


of    r.q.ir.d    annual    pupfl. 


unit 


.  0 

E«ttB*t*il   annual    purge    operation    time    of    <iuu    n    rui 

bi*>d  on  riant    capacity    factor    of    "*.                     G2/1iXi^,  DENT  ON,  H.  R. 

KfJNTER.H.S          Indiana    6   Michigan    Electric    «•        ud''*'  ifi.93    083. 

Offlci    of   Hucle.r   Rector    Regulation.     D.rec  tor.        2pp.  IUVJ.  w 
2*1    Fich«:  50-315,  B2/1  1/19,  B21  1330131. 


DENTON,  H.  H. 


L^miJUii*   nequest»    cnaiiyii     -"   820B02   applica  Tn,s 

DFA-S9  t,  DPR- 74,  consisting    of    proposed    changes    to    Teen 
3    7.9.3    re    fire    protection    SUB,  «-,,,,  /3T 

HUHrER.R    S.         Indiana   t,   Michigan    Electric    Co.       SH/11/23. 
nm<r    uf   Nuclejr    Reactor    Regulation.     Director.        6pp. 
34Jt    Fiche:  5O-31  5,  B2/1 1 /23,  821 1300216. 

-aamOMIB   P.opo.ed    change    to    Tech    Spec    3.7.9.3    re    fire    protection 

Indiana    Michigan   Electric    Co.       B2/11/23,       2pP.        1*M9;  BOB. 
241:   Fleht:  50-31  3,82/11/23,9211300516. 

DC  Cook    Unit  2  Cgc le   4 


2112*03*9  Forward.   B.ppl    1    to   XM-NF-BS-SS 
Limiting    Cr.at    LOCA-ECCS    Analysis    Using 
CMSLE^.C.F.       Euon  NUCIMP    Co.,     Inc.      (subs,     of   E<  ion 
ea/ll/24.        EISENHUT.D.G.        Divi  s  i  on    of    Licensing.         lp 
2<J   Fitht:  30-316,52/11/24.8211290369, 

—8=112  =  0375   SUppl     I    to    "DC    Cook    Unit    2    C«cle    4 
Using    EXEM/PWR.  " 


- 

24X    Fich.:  50-316,  83/M  /24, 


B2U390377  Forwards    "DC   CooV    Unit    2  Potential    «*"» 
»*    incident.    Involving    High   E.posure    Fuel.1     Util    ui 
nfii-Mcing    rtpt    in   future    correspondence   re   Cycle 

^[E^F.        E.-on^learCo.,     Inc.      <.«b..      «'E.« 
ea/lS/24.       EISENHUT.D.O.       Division    of    Uicensing. 
24X   Flche:  50-316,  92/1  1/24,  921  1290377. 


"DC  Cook   Unit    2  Pot.ntial    Ratfioloaical    Con.equenc.i    of 

.H., 


na    DrBak    LDCA'ECCS 
„   m        Inc 

"! 

Con.e.uenc,,. 


Q       Insptction    r.pOPti,     IE    Boll.  tin.  _fc    co^»*p_°^*^" 

e30B390!20    IE    Info   Notic.    82-37,     "Cracking    in    "PP"    """    *" 
TT*niltlon   Cone   Oirth    Held    of   Stear.  Generator   at   Operating 


Coniolidat.d    Edi.on  Co.     ofNeyYork,     Inc. 
Fi«he:  50-000,  82/09/16,8208190220. 


820B190222    IE   Info  NotU.   B2-34,  R.vis  i  on    1,     "W«,Ids    in   Main 
^N.E.LVC    iUM".:1.,    -ngin.erin,    ,  OuaHt,    A;,U 
Con.olid.ted    Edi«0n   Co.     OP  N«  York.     Inc.       107PP. 
.   Fich.:  50-000.  92/09/17,  B2001TO222. 


,. 

iChe;  50-000,  B2/09/B1.  03OB1TO229. 


09190M3    IE    rn.o    Njti.j    «-»,  ^C--^-,  ^  '£  *  ,  ^  '  l%\  *»"  °"   ^ 
for    1C   DullitlM.CIrcul.rt  *>   ln*«    »tu...  ctiDO    and 

DEVOUWrR.C.       ^"^  clntoHd-    erf  Edison  %o.     oPNBu,YD1-k,     Inc 

K""""oiB  =  «l         »X   Fiche:  50-000,  B/«/aa.  9200190223. 


lectrical    P.n.tration 
^^•iUS'E.'- 
Fiche:  50-000,  H2/09/22, 


02/09/22, 


n.B  «„«„    B2-41,     " 
en   -t    BHR."    Svc    list    en  =  l-  • 


Open   -  .  . 

J"C^iilit.r£it^S..B:rK 
Fich"  90-000.  02/10/22,  9203170239. 


u.e    O,    B.f.t»xn,li.*    V-lv..    t- 
fc  Quality    A..ur«nc*. 


. 

Fleh.:  50-313.  02/11/10,  BH1IM426. 


ecurity    pi  .n 

Slff.SSr 

021  1150436. 


o      3-    OpM«    "* 


HUNTCT.R.B. 


t... 

tion    of   *UB   re    Ite.    II.  _       DEYDUNOl  R.  c. 

-*  ha 


020,190243    IE    I 


nfo    Notice    aa-43.     »*««  i  -  1  e,    in 


BHNH9HS3    IE    Info  Notice   8?-45.     "PWR    L«   Ten,p    Ov.rpr...ur. 


wnthljl    "P""*'^  ^E^  /^  .  D"  i/o!/U.  Opfl" 

' 


Fl  C  ho    90-316,  BI/03/1  J  , 
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—8211110323  Monthly    operating   rtpt   tot-    Fib    J9B1. 

OILLETT.W.  T.       Indiana   A   Michijan  Electric    CD.       ai/03/OS 
16037:  146.        24)1    Fichu:  50-316,  31/03/11,8211110321. 

B2U11&24B  Foruard*    monthly    op. rating   r»f>t   for   M»r    19B1 
SMALLER,  D.  V,        Indiana    &  Michigan,  Electric   Co.       B1/04/1Q 
Managament    and   .program   Analyii*.        lp.        16034:333         B4X 
Ficht;  30-316.  31/04/10,8211110243. 

— -8211110256  Monthly    operating  rept   for    Mar    1<!B1 

QIU.ETT.H.  T      Indiana    &  Michigan  Elettric    Co,      81/Q4/02 
16034:331.        84  X   Fithe:  SO-316.  fll/04/  10,  S31 1 1 10348. 

9211110392  Foruardi    monthly    operating   rept   for   Apr    19BI 
SMALLER,  D.  V.        Indiana    i  Michigan   Electric    CD.       Bl/03/13. 
Management  and   Program   Analijifi.       lp.        16039'27a        S41f 
Flch«:  SO-316.  Bl /OB/13,  0211110392, 


5pp. 


Office 


4pp. 


Office    of 


— 6211120403  Monthly    operating   rept    for    Nov    1981 

HIOHT.A.        Indiana    it   Michigan    Electric    Co         81/12/03 
16042:037.        2«    FI  che:  50-316,  01  /13/  14,  BS1  1 13O394. 

B211150060  Forward,    revised   monthly    operating    rept    for    DE 
SHirHiU.O.       Indiina   tc  Michigan    Electric   Co        82/10/25 
Managament    and    Program   Analuiis.        lp.        16056   O5B         34* 
Ficfie:  30-316,  03/01/25.  B21 1 1  50060. 

—0211130137   Rfrvis«<f    monthly    operating    rept    for    Dec     1981 
MIOHr.A        Indiana   &   Michigan   Electric  Co        81/13/11 
16056:059.        34X    Fie  he:  50-316,  B2/01  /25,  B21  1 13006O. 

821(020334    Foruapdi    monthly    operating    rept    fop    Aua     19B2 
SMITH.W.O.        Indiana    i   Michigan   Electric    Co 
"Branch.         lp.         15031:399.        34X   f 


7pp 


i<;Q1 

Office 
"« 


7pp. 


-- -8211110399   Monthly    operating    rapt    for    rtpr    1981 

TET2tAFF,A.  L.        Indiana    6  rFiehigar.  Electric   Co.       81/05/04 
1603?:279.        24X    Fich«  :  SO-316,  BJ  /O5/13.S21  11 10373 


9pp. 


9211110361    Foriujpds    month ti/    operating    pept   for  Mail    19B1   1   T-»vl«ed 
r»pt    for   Apr    1981. 

SMALLER,  D.V.         Indiana    &    Michigan   El.ctrJc    Co.        Bl/06/11.  Office    of 

Manag»m*nt   and    Program  Analij-iii,       lp.       14037- 23B        24X 
Fiche:  30-316,  81/06/11.0211110361. 


--9211020333   Monthly    ooorating    pBpt    fur    Aug    1903 

rllOHIMV        Indiana    !,    Michigan    Electric    Cn.        62/09/07         HDD 
198ai:360.        24X    Fi  che;  90-314,  02/09/  13,  821  1020334 

B211110275  Foruartfi   monthly    operating    rept    Fop    Bept    1982 

EmTHH.G.       Indiana    (.  Michigan   Electric   Co        82/lO/n   '         nt 
Data   *ut«jtlon    t,   Management    Znfnrrafltlon         ,p  6036. 253 

Flche:  50-316,  B2/!0/13,  B21 1 1 10273. 


--B2I1110369  Revlied    monthly    operating    rtpt    for  ABT    1901 

TETZLrtfF,  A.  L,       Indiana    &  Michigan    Elsctrlc   Co.       fll/OS/04 
16037:239.       24X  Fiche  :  50-316,  Bl/OAfll,BSl  11  10361. 


—B2111103B1    Honthlu    operating   rent   lor    May    1991 
TETZLAFF.  A.  L.       Indiana    b  Michigan   Electric    Co. 
16037:240.       24X  Fiche:  50-316,  31/06^11,8211110361. 


821111O347  FortuaTi!«   monthly    operating   rept   for   June    IfBl 
SHfllLER,D.  V.        Indiana   4  Mlchioan  Electt-tc   Co.       Bl/0'7/14 
Manaflsment    and    Program  Analutii.       lp.       16040:033        24K 
Ficha:  50-316,  61/07/14,8211110347, 


4pp. 


Office   of 


MontJily    operatittj   rapt    for    June    1?91. 
1i«»*rl'£  T'       Indiana   &  Michigan  Electric    Co.       B1/O7/06        7pp 
16040:053.       24X  Fiche:  50-316- Hl/07/1  4,  321 1 1 10347. 


S211£20421   FoTuarrii    monthly    op*ratinj   rept  for  Jul    19B1 
S»ALLER,D.  V.        Indiana    !c  Michioan   EUctrlc    Co.      Bl/OB/13 
Manag«jn»nl  and   Program   Analuils.       lp.        16044-249        24K 
Fiche:  50-316,  81/08/13,  BEl  UBO421  , 


Office    of 


--B2I112O432  Honthlg   operafcing   rept  for  Jul    19B1 

2J«rf'WrTl'    S^^'B-*"    """W.C.e.       mii 
Electric    Co.       BI/OB/13.       6pp,        16044:250        24X 

Flch*  :  50-31  6,  Bl  /OB/13,  BH1  1  120421  . 


Michigan 


—  8211110282  Monthly  operating  rept  for  Sept 
TETZLAFF.A.  L.  ,  BVEM3SQN,  a.  A  ,  MURPHY,  C  E 
El.ctric  Co.  M/10/13.  9fp  llwl  \  354 
Fiche:  50-31  6,  63/10/13.  B21  1  1  10275. 


19B2 

lr.',n=n,    i 
34X 


™!!!l!**bl*    •"^rence*,     LERa   1<   related   correapondence 


,  L-0    t    G2-OQ2/03L-0 

Indiana    &    Michigan    Electric   Co.        82/10/27        KEPPLEH    J   O 

F?.ei°»    3,     Office    of    Director.        lp.        159S1-Q01         34X  «EPPLCR,  J.  0. 

FfehB:  30-316,  B2/  IO-/27,  931  106006S, 


«»»»    ""it    shutdown    RGB 
tBadu-state   Tech 


pation   e>CEeded 


-ae      ec 

Spec    limit.  Caused    by    UaUng    fuel    assemb  1  109.  Fuel    Dipping 
™l,i^        Performed    during    upcoming    refueling   outago 
'         Indlana    *    Michigan   Electric    Co 


ginBratDr,  Cau.ed 
line   replaced. 


slag    deposit*.  Mel  d    ground    out    k   drain 

*    *"    Mich'aan   El«etPi«    Co.        92/10/27.  Region 

«"-.         'P.        I3?5l:007.        24X   Fi  che    50-316,  B3/10/S7, 


.  flpru"''0«    monthlv    opai-ating    rept    for  Aug    1981 

SMALLER,  D  V.        Indi.na  &   Michigan  Eltctrlc    Co.      Bl/09/14. 
Managemint  an  tf  Program  Analuiii.       lp.        16043-046        S4Y 
Flehe:  50-316,  81/09/14,  B2I11E0393.  «v^--  uw.       B4X 

0211120400  Monthly    operatlnn   re-pt   for    Aug    1981 

?I2!?I'!!'fll        Indlarl»   «•   MIcMiflan   Electrie   Co.    'fll/09/02 
14042:047.       24X  Fiche:  30-316,  BI/09/I4.B21  US0395 


u*?ru*ri*   monthlj    operating    rept   for    Bipt    1931 
SMALLER. D.V.        Indiana  &  Michigan  Electric   Co.      61/10/13 
Managaffl»nt    and   Program  Analytic.       ]p.       16042- I  an        o*w   ' 
Fit*.:  30-316,  Bl/IO/13-  B211 120367. 

8311120374  Montlily   operatino  r«pt  for   Sept    19BI 
^^I'A'       It"'"lrl«  *  Mlchlnan    Eltctrtc    Co.       B('/ 
16042:141,       24K  Flche:SO-316,  Bl/10/13,  BB1 1120367. 


8211120363  Foruanfi  nonthly    operating  i-ept   for   Dct    19B1 
SHALL  Ed,  D  V.        Intftar*   «.  Mlchlaan    EUctrtc   Co. 
M«nagewer,t    ind  Program  Anal,ti«. 
Flcfta:  30-316, 


Office   of 


Office   of 


(p. 


Bl/ll/la 

ait 
Z4K 


Offlc. 
opflt* 


--^211120373   Monthly    op  (rating    r»pt    for   Oct   19B1 

H'lS^f'S™    Tniliana  i,   Mlchlg*n   El.ctric    Co.       81/11/04 
16044:093.       B4X   FItJ,»:  50-316,  fi)  fl  1/13,  821  112O36B 


. 
B1/1S/14 

36        24X 
".       34X 


,, 
.V.       Indiana  t  Michigan  EUetric    CD. 

HanageAi.nt  and  Projram   Analy.i,.       lp. 
Fich«:BO-3U,Bl/la/H-e21Ua0396. 


Office  of 


S211060093  l£R-oaa/03L-0:.nazi007.durlng    test   on    fire   protection 
carbon   d    oxide    .yt.umld    l«ah    developed   on    onD    leg    of   4-inch 
te.    mtitis.Caui-.d    by    dofeitive  ueld.ljeld    repaired   (, 
in»pact*d. 

D.         Indl«n»    &    Michigan   Electric    Co.        82/10/27.  Hcoi011 

"  "' 


aaiI060?66  nrJ:on  B51027,  informed    that    in   past    instances  plant   did    not 
corr.ctly    iffplemtnt    Tech    Spec    3.3.3.7    re   dCfHctive       9'P'ant  n<lt 

purotrontci    ioniiatinn    detection.  Annunciator   response 
Eu™  ,".r"   rtvl"<r  *    »P-«r«    detectors    provided. 

H.al.n    q      n*I?'ld*B!    *    Hielli>"1   E'«trie   Co.        82/10/27.       KEPPLEH,  J.  0, 
Rtaion   3,    Offlc.    &f    Director.       2pp.       1S9S2-  331        34X 
Flehe:  30-313,  82/10/37,321  1040366, 


S211050133  Forward!    LGR  62-OB3/03L-0. 

BMITH.M.  0.       Indiana    ft  Michigan   Electric   Co.       B2/10/29 
tttolon  3-j    Office    of    Director.       lp.       15949-304        24X 
Fieh«:50-316.  B2/10/29,  B2IIOS0133. 


KEPPLEff,  J.  Q. 


LE«   «-09^0^-0:on   820930,  HMO -2 40   found    to   have    Upa*   ]ea| 
packJng.C-UBe    undetermined.  MMO-240   back.eatfld    to 
"*",    H!"  Pa  =  ki"S-V»lve   repacked   !.  returned    to   avc. 
.        Indiana   A  Michigan  Electric    Co.       B2/10/29.  Region 

""-actor.       lp.       19949:305.       24X  Fiche;  30-316. 82/10/29, 


KEPPLER,  J.  C, 


8211190i4S  Foruiardi   LER   Ba-OB4/03L-0. 

SMimH.O.       Indiana   1  Michigan   Electric   Co.       B2/1J/11 
Reg  ion  3,    Offi.ct    o*    Diraifeor.       U.       16150-115        sax 
Fled.;  S0-316,-ea/ll/l  1,  S211IW143  Kfl 
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LEJ,  BS-OBVOSL-O-.  on  B2ioi2  i.  is,  uoi 

raiiiiri    carbon  dio.ide    *U.    in    penetration   cabl*    tunnel, 
L.j4Tant   2.  c-i«cov.red    in    i.olate   portion    w/o   posted 
MlnvDu.     fir.  uatch.CauSed    b,    nonco.pliance   «/PT«.dur.. 

' 


,B21  1190145. 


inB«36S   Foru/drill    LER    B2-OBS/03L-0 
SHtTH.H.0         Indian.   *   Michigan    fla£ 
P,)i<m    3,     Dfflc.    of    Director.         lp. 
Ficht:  50-316.  es/t  1/13.  821 I24O36S. 


.-itch  for  i°» 


82/11/12.       KEPPLEfi.  J.O. 


-»I1Z40371    LER   B2-QB5/03L-0:  on    821031,  turn    ,*glu...    «i    »n*.in«nt    .u«p 
level    i.   *l«w   monitoring    reorder    inoperab  It.  Caused    by 
kiting   of    records   mechanism   causing    it«lui«    to   r«.aln    in 
•  lightly,   raised   position.  na/it/ia  Reoion 

FALW3ML*..  Indian-  (.  Michigan  Electric  C°'  ^'il'go-316, 
3.  Office  of  Director.  2pp.  16203:339.  24X  I-  iche.  SO  316. 
E3/L1/I2.  8211340363. 


8211010024  Htl  .....    public    v.rilon    of   revi.ad    .»rg.n.V    pUn 

impltmentlrta    procedure*.  BB,nT-flq         B2/10/13.  Document 

si.  ""««.-  «,7.  «/,»,* 


8211010024. 


coolant 


^^ 

^ 


r^.m^r.    Oa,    t    EUctTic    Co.        B2/O9/24  .        77PP. 
Pi«h«:  30-317,  62/10/12.  B21  10100S4. 


52II30030S   Foruard.   LER    B2-OB7/03U-0 

EM1TK.W.Q.        tridiana   t  Michigan    Elo:  trie    Co. 
P«ji«n  3.    Office   of  Dirdctor.        lp.       16236:060 
Fieht:  50-316,  B2/1 1  /19.  B21 130O303. 


KEPPt-EH.  J.  0. 


LER   ea-oa?/03L-0:  on   azilOI.  circuit   br.akir    for   au-iliary 
.-    v.lv.    fron  uiit   au.iliary    f..d    pomp    to    •*.« 

:/::  ::£::  sa:.:::.      "'• 


BS  1  1  300303. 


V.    Operator 


6310130019  0,n»rtc   Ltr  B2-1B    to   all    pow^r   rMCtor    applicant*  8, 
Ilc.ni..t   re    reactor    operator   I.    «niop    '-eactDr    OP"«" 
riuaH*t«tlon   eiama.  Advise*    that   examt   begin   at    facllltij 


E*i*on   Co.      of    New   York-     Inc.        13pp. 
Fi«h*;  50-000,  62/10/12.8210130019. 


16002:834.        24X 


ean  100134. 

-82H10013B 


10013B  F.r«.rd.    public    v.r*icn    of   Revision   3   t->    0mflrgBnc,    rD9po,,Bo 
n.Rec.lpt    form  fc   ii|.  t;««»B   *aS?Uw        DENTBM.H.R.       OP*ica   cf 
c^i^K^trAS""-    ««'*"?      3PP.       ,6035:047.       MX 
Ftere:  30-317,  B2/10/2B,  B211100134, 


t  Ha  E  %  1IM4  >    H      »•»      -»      --------  „  -,   . 

Fich  i  :  80-31  7.  82/10/23,  821 1  IOQ»34. 

82UU0041   R.lea,.*   P^llc    ver.io^    of    revlHO«l    .mergancy    plan 

Implementing    prc-c •JUT"'*-  .   Ro(.OI.dBi       S2/10/2B.  Documsnt 

FEe-TON,J.«.       D   v  .io.  -I   RuU,    «-   "'^      Fi  cft  o:  H0-3t7,  02/10/2B, 


- 

aMsament   Branch. 
B21I110041. 


30-317   GrtLUERT  CLIFFS  NUCLEAR 
Sfcuritq.     fnadical,     emergency    b    f 


*aill0037A  ForL,«rd»   revised    calculations    re    fire    protection-  par 
Lwndvill    B20406    Itr.  Cone  1  usion*    containod    in   original 
tubKiieta]    not    af  felted   bg    change*.  oa/nayai        CLAHK.  Fi    A. 

OLSWJ.R.C.L..      Baltimore   Oaa    i,   Electric    Co         ^2/04/29.       CUfflK. 
ap«r«tln»   R««ctorj    Branch    3.       16pp.       16026:261.       ^4X 
FitJSe:  50-317.  82/04/29.  B21  1100376. 

82100S0072  Forward,   scenario    for    S2093B    emergency    re.pont.    plan 
«  ••rein,  including    plant    parameter*   fc/^lol""*"4  .,  7  °'  HAYNEB.R. 
LUNOVALL.A.E.        B.ltlmore    Ofl.    t>    Electric    Co.        f^0'''*-        HAYNtB.M. 
Rejian    1,    Office   of   Director.        150pp.       13643:111.       irtil 
Fic*i«;  90-317,  82/09/14,8210080072. 

—  92JOOBO&74  Forward,    jcenario    for  B2092B  emerg.ncy    plan  -""i"- 
Plant   paran.,ter.   t  radiological    condition*   will    be   available 


Baltimore   «..    I.  Electric    C,,       M/08/13        H*V«BB,R.  C. 
fleglon    I.     Office    of   Director.       40pp.       13643:071.      24X 
Fich*:  30-31  7,  B2/09/14,  B2100B0072. 

—  saiMSQ074.  Foruierd.   objective,    for   B2092B   emerjencu   re.pOTi.e    plan 
.itrc  I  it.  Scenario  will    be   lubmitted    45  dag.    prior   to 

S*";A.E.       EUltimor.   8a.    S,  Electric   Co^      B2/07/01. 
Region    I.     Office   of  Director.      3pp.       15643:111.      «* 
Fiehi:  5O-317,  B2/09/14i  8210080072. 

eaiOO+OOiB    Oenertc   Ltr   B2-17    to    all    pouer  reactor    llcen»eti   t, 
applicant.    &    holder,    of   CP*   re    incon.i.tencv    b.tween 
rt^uirementi    of    10CFR50.  54  <  t)    (.  8T8   for   performino   ««iH  *•   of 
•  a«T9<ncu    ppep»redne«»   program*.  Bvc    1Il**"  =  ^'J  n_n«»nH 

EISeNHUT.D:o.       Division    of    LIcen.ing.       82/10/O1.  C-ntolld 

Edi.cn  Co.     of   New  York,     Inc.       llpp.       16002:  2BB.       24X 
Fieh«:  50-000,  32/10/01,8210040068. 

9310070019  0*neric   Ltr  82-21    to   all    lU.n.te.    fc  applicant,   of 
powir   re-actor*  re   T*ch   Spec,   for    fire    protection   »««*«• 
Forward*    flgidanie   di«cu«.ino   oeneral    .cope    1<   deacriblnn 
*I.HLint(    to    be    Included    in   audit.  Svc    li«t    encl.  .^U 

EISENHUT.B.O.       Dlvl.ion   of   Lic.n.ing.       B2/10/O6.  Coniolt 

Edl.  on  Co/   of   Neu  York.     Inc.       19pj.       13993:338,       24X 
Ftcht:  90-000,  B2/10/P6,  B21  007001  9. 


B21IH0041, 
H»1IOO«  Pub 


ri"(«?»»»El«*r"=Cc.        B2/.0/.3. 
Fit  hel  80-317,62/10/28,0211  1  10041. 


021U10107  R.I  .....   lullit   v.r.lon   of  r.vl»d    .»rB.f>c<i   pUn 

c«dure«.  Document 


8211U0107. 


B211110t07. 


FIeJ.eiSO-317.B2/ll/02,B2Ill£0107. 


FIclI.:SO-OOO.ea/n/03-S21  1040379. 
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62,101039, 


tion  .upporting  A.end  78  to 
eattor  Regulation,  Director 
:  50-317,  B2/07/a7, 


^t'nfl    R»actors   Branch   3,       S2/09/27        200 
p|  «h.:  50-317,  93/O9/27,  S21  101O376  *P 


5211100329  Foru 
lr,Sp  lt.pt,  ao 
r.pt  number. 


_   . 
-    8   Correct,  l 


J.        Baltinor»    Oat    &    Electric    Cn 
FiCh»:  50-317,  63/11/13,  SSI  118032? 


16137:037.        34K 


16137:  0£3B. 


PP" 


i!?^r''°'f.".ts**?-"?"I«a"c;n:fB:BCIM/o9/».  " r  ""!* 


g.       EH/o?/BO.  Can.olldat.d 

•:  HO.       S4  K 


0211010374  ForujMli   Am.nEl  ?a   to  Lic.n*.    OPB   1 

-  * 


:  30-317,  ea/09«7,Qail01037A. 


:  30-000,  82/10/04.  6311160010. 


;^s:rr;^^^ 

rj.dun4.ncu    l.r   safety-related    .g.    .hou  dbE   addres   Bd    r.ther 
S^DiflMt'i!il"n52Jln-iVll'll-I    event    «q«n«... 
™'R' 


^^ 


18971  - 
13*71, 


' 
i  che:  50-317,  83/10/13,6211060377. 


2pp. 


.-  -,.  . 

ith»:BO-00»,  02/10/86,0210360088 


tube    int 


«"   FATE83 


DOCKETED  ITEMS 


209 


Foruardi    cheraistry   assessment    indicating    compoiition   of   moat 
Limiting    longitudinal    u*ld    seam    in    reactor    vessel    to    iu»taln 
inlullifd  nr.isurl  led    thermal    shock    transient   ui/o    damage. 
LLwWu.A   E.         Baltimore    Cas    I    Electric    Co.        02/10/29.        CLARK.  H.  A. 
Cj«r*t)»g   R««ctor»     Branch    3.        4pp.        1(>022:040.        24X 
fi«*»:  50-317,  H3/10/28,  S3  11  10021  1. 

BHC.W*10   fttfvi...     that    .tartuo    testing     for    Unit    1,  Cycle    t    completed    on 
KN5717    Sujftmaru    of    test    results    submitted   021015   under 
er     ItT    Jncorrifctly    referenced    Unit    S.  Ltr    supersede* 

A*E.   ^Baltimore    Gas    (,    Electric    Co.        B2/11/01.         CLARK,  R.  A, 
irn      R«*ctart    Branch    3.        lp.        14169:305.        SAX 
FitM:  50-317.  82  /  11/01.  0311090410. 

JUISOOaO   Summary     of    821023   meeting    u/ut  i  1  .  WESTEC    !<   Dechtel     in 
EHh*iJj,«D   re    Phat.    I    review   of    control    of    heavy    load's.  Util 
ubunit    rijmainij.r    of     info    by    830131. 

.DH        Operating   Reactors    Branch    3,       02/11/04.  Operating 

or*    Branch     3.         4pp.        16073:352.        24X    F  ichB:  30-317,  83/1  1/04. 


Vr*inl 


fJB11A0177    Fo.ru.rdi    responses    to    addl    questions    re    3-yr    containment 
•H.-T-VIJ  llance    rtyt    per   031005   te  Icon.  Submi  ttal    include* 
it  *1  inert    re    value    af   modulus    of    elasticity    for   concrete 

'"™     "'saltiroore    Oas    !•    Electric    CD.        02/11/10.        CLftRK.R.A. 

Meat  tgrs    Branch    3.       3pp         16092:168.       24X 
:  50-3  l?p  H2/1  1  /1O,  B21  1  160177. 

Generic    Ltr    02-26    to    p  ouer    reactor    licensees    ie.cept    Fort   St 
e   KUHEC-0744,  Revision    1.     "Pressure    Vessel    Matl 

Toughness.  "    Forwards   NUREQ-0714,  Re  vis  ion    l,W/o 
ir.(  I  .  Svc     H  it     enc  1  .  ,ijfc.j 

tlSEWHUT.D.  B.        Division   of   Licensing.       82/11/12.  Consolidated 

EJii<m    Co.     of     New    Vorkp     Inc.        33pp.         16232:212.        24X 
Fich»-  SO-OQO,  32/11/12,0211160017. 

6S1IS30S11    Respond*    to   recommendations    in   pressuriied    th*i-mal    shock 
jutfit    rtpt    ftddl    dat*   on   chemistrv    of    longitudinal    welds 
»So«»     Large    maroln    of   safety.  Pressuri  i  ed    thermal    shock     issue 
will     not    require    precipitous    change     in    operation. 

LUNOVALL,  A.  E-         Baltimore    Gas    t,    Electric    Co.        02/il/lS.        CL^RK-H.fl- 
Op«T4tins    REactnrs    Branch    3.       4pp.       16193:220.       24X 
Fiefir:  50-317.  aa/Il/13.  B31  123021  1. 

621tS30005  Discussn    prellminnry    evaluation    of    relief    t    «*f«tg    valve 

t*stina-[>»r    TMI    At  t  ion    Item    II.  D.   1.  Final    rept    e.pect-d  for 

Unit     I    fibf   Mar     19B3    &    for    Unit    2    by    Nov    1903.  Evaluat  ion  for 

Mae*    valvtf     scheduled    for    Jan     19B3.                                 ......  „,„„,,    n    . 

LUTJDVALt.,A.E.         Daltimore    Oas    t    Electric    Co.        Q2/II/1A.  CLARK,  R,  A. 
GntTatlng   ReaetQP*    Branch    3.        2pp.        16193:361.        24X 
Fit  hi:  50-317.  02/1  1/16,  B21  12300O9. 

Supf  I    I    to    Q21015   t    1105  applications    for    amend    to  Litunse 
DPR-69,  chanfflno    STS    in   support    of    safety   analyses    for 
auiil-Urv    f»edu3ter    actuation    sys    in   Cycle    5   ensurnij. 
eon»«Tvative    operation   at    rated    thermal    power   of    2,  700    nW*. 
LUHOVALL.A.E.         Baltimore    Gas    &    Electric    Co.        32/11/17.        CLARK,  H.  A. 
OfiraUng   fteaeto-rs    Branch    3.       B6pp.       16150:001,       24X 
Ftcln:  50-31  B.  03/11/17,8311190244. 

GSIlSIOWt   PropoiBJ    STS   re    safety    sys    Bettl  ngs,  reac  tor    protective 
instrumentation   &  ESF  actuation   »ys    instrumentation.  Propo.a  l 
far    one-time    eomption    to   Tech    Spec    3,7-1.2  alloutmg 
thorough    test    of    auxiliary    feeduiater   actuation    SUB    "*<-l- 
.      aaltlncir.    Ca  *    t.  Electric    Co.       02/11/17.       24pp.        16130:087.       34X 
Fiehl:  50-31  B,  82/  1  1  /17,  BSI  1  190244, 


62QS190229    IE    Info  Notice  B3-39,     "Svc    D*,r«da felon    of    Thick 
St.lnleii    St. el    Rec irculat I  on  Sy>    PipinB   at    BWfl    Plant. 


- 

Coniolidat.d    Edi.nn  CD.     oFN.^ 
Fiche:  30-000,  BZ/09/21,  0203190229. 


7. 

Inc.       86pp.        16017. 


8208190233    IE    Info  Notice    BB-3B.     "Charge    in   ForMt   «.   Di.tribut  i  On   BV. 
for    «    »»ll.tln..Cl«uUr.    S    IT.  P.   «««»•/.  Svt     '     ^'anV 
DEyoUNO.R.C.       Director's    OCfic.,    Office   of    Inipettion   and 
r™for  =  ement        92/09/22.  Con.olUated  Edi«on   Co.     of   Neu  Vorfc.     Inc. 

HOpp          tfi01B:021         24X    Fiihe;  50-OOO,  Ba/0=/22,  G20ai90233. 

BS09190233    IE    Info   Notice    82-40,     "DeficlencU.    In   Priory    Containment 

Efectrtcal   Ptn.tr.  tion   A,.e^liei.  "    Svt    list    encl.  S3jol/3S 

JoSwM.E.L.       Division    Df   En0ineirin,    t   ^Ut^Msuran^        82/09/22 

Consolidated   EdUor   Co.     of   M.u  Vorfc.     Inc.        112pp.        19930.01?.       SA 

Fich«:  50-000,  32/09/22,8200170332. 

-11  "—" 


-  No    Detailed    Affiliation   Oiven, 
Fleh«:  30-000,  62/1O/O7,  821  10B027  1  . 


8211060098    Forward.     IE    Ini*    B.pti     50-317/82-26    fc   80-313/83-53    on 


LUNBVALL,  A.  E.       Baltimore    Oa»  fc   Electric 
Fiche:  30-317.82/10/16.8211060078. 


13951.092.        Z4X 


—6211060102  Notice    of   violation    from    in«p    on    B3091 4-10 1 Z. 

i      Bivisian    of  Project    S.  Resident    Programs.       62/IO/1B.       2pp. 
094         24X    Fiche:50-317,B2/IO/ie,a2110i009B, 


-82.1060105    IE    in.p   R.pt.    SO-317/8S-26    Ic  50-318/03-22    on   B2091  4-1012. 
Noncan-pliance   noted:  Fai  lur.    to    carry    out    Pu*l    pin    s.rlal 
nufflher    verification    !•   hydrooen    puroe    m*    InopffraoU. 

A  CH  na  i  e  ,   r^MULE^.c.,   K™*'^"*"*™**  Pr°iect  & 

R,  silent   Programs.       02/10/13.        13pp.       IWBUWi-       Z4X 

FlCha:SO-317,B2/10/lB,B21106009B. 

8208190339    IE   Info  Notice  BH-41.     "Failure   of    Baf  ety/HelloP   Valve,    to 


e:  30-000.  B2/10/23.  8208190239, 


.....  '" 


saari  r'Sft.^'.. 

Operating   Reactors    Branch   3.       2pp. 
Fiche:  50-317-  82/10/29,  6311090363. 


6311190194   Foru.H.    IE  Em.rflenc,,    Pr.par.dn.as    In.p   Rept"    50-317/83-S5 


LUNBVALL.A.E.       Baltimore   -5.,,   &    Electric 
i  :  30-317,  BS/1  1/04,8211190194. 


Forwards    fcuo   over*iie    drawings    for    au.il  iary    Feeduater    «ys 
ftodl    per  SQ092Q    1  tr.  Drauiings    should    be    u»ed    to   evaluate 
B2I  IO&  fropoi  ed    Tech   Spec  s.  Aper  ture    cards    are   available    in 

OLSON.  R.C.L.        Baltimore   Oas   fr  Electric    Co.       82/11/22.       CLARK,  H.  A. 
Opur'tlng   Reactors    Branch    3.       lp.       16207:295.      24X 
Flch*:  90-318.  82/11/23.  B21  12401B6 


0.      Jn*p«Ktion,   reports,     IE  Bulletins   (•   correspondence 


IE    Infc-   Notice   BH-37-     "Cracking    In   Upper   Shell    to 
on   Can*    Oirth   Held    of   Stiam  Generator   at   Operfltino 
fun.   "    Svc     l{«t    encl. 

JOSDAN.E.       Diviilon    of  Engineering   fc   Quality   Assurance, 
C«n*olldait«d    Ediion  Co.     of   Neu   YorV,     Inc.        105pp.        15930:001. 
FJcM.  SO-OOO,  63/09/16,8208190220. 


"Wtld*    in  Main   Control 


IE    Info   NotU.   92-34<Revislon    1 
f*n«li.  "   Bvc    li«t   enel. 
•JORBMiE.  L.        Division   of    Engineering    i  Quality    Assurance 

Consolidated    Edison  Co.     of  New  York.     Inc.       107pp. 
Fteh*:30-OOQ.  B2/09/I7.  B208190222. 


:  1SS. 
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--02111^0409   Corrected     IE   Safeguards    Imp    Hep  U    30-317/83-32   S. 
50-3IB/B2-1B  on  620736-30.  Noncomjil  iance   noted;vital    area 
Ireiji    (•    loci    nut   changed    according    to    lecuritu,    plan   Details 
withheld    <ref    10CFR73.2I), 

HCMEOHN,  L.M.  ,     GPDV,  A,  T.        Division    of    Enji  neer-ing    6    Technical 
Programs.        82/10/OS.        Ip.        14137:090.        3flX   fl  che:  30-317,  S2/1J/J  5, 
6211130327. 


821 1020453   LER   81-025/03L-0: on    810404,  outer    personnel    air    lock    door 
operating    mechanism   Fa  i  1  ed,  prevent  ing    door    from    closing 
Caused    by    orolen    cam  follower    in   door   operator    due    to    clutch 
malfunc  t  ion.  Imp    4   roaint    of   c  lute  ha j    added    to    procedure 
*      Baltimore   Cai   &   Electric    Co.       81/05/01.  Region    I, 

Philadelphia,     Office    of    the   Director    (01/03/01).        In          15BB6   QBH 
2-4X    Fiche:  50-317,81/05/01,6211020636. 


8211230259  Acl    receipt    of  321013    Itr    informing   NRC   of   lUfis    taken    to 
correct    violations    noted     In    TE    Inip    Repts    50-317/03-06   ii 
30-31  B/  02-05 
MARTIN,  T.  T.       DU-ision    of   Engineering    &  Technical    Programs.       &2/11/15. 

LUNDViALL,  A.  E.        Baltimore    Oai    &   Electrit    Co.        Ip.        16193:336.        E4X 
Flche:  50-317,63/11/15.9211230259. 

—  9211E30274  Responds    to   NRC  E20917    Itr    re  violations,   noted    in    IE    Insp 
fJepti    30-317/83-Ofi  1   50-318/82-06.  Carrec  t  ive  ac  ti  on>:  uarnin  g 
signs    potted    in    spurt    fuel    pool   areas    to    remind   uorlers    that 
hmaltli    phijsici    technician  required    prior    to   starting   work. 
LUNDV(U.L,  A.  E.        Baltimore   Cai    (.   Electric    Co.        82/10/13.        MARTIN,  T.  T. 

Division    of  Engineering   &  Technical    Programs.       3pp.,       16192:337. 
24X   Fit  fie:  30-317,82/11/13,821  133025?. 

0208170340    IE    Info  Notice  G2-43,     "Def  ic  i  enc  fei    in  LWB   rtir  Filtration/ 
Ventilation   Sy»,  "    Bvc    Hit   snc  ]  . 

JOflBAN,E.L.        P-ivision    of   Engineering    !<    (lifalitg    Assurance.        32/11/16. 
Consolidated   Edison   Co.     of   New   Yorl,     Inc.         Hipp.         16171    333         SIX 
Flche:  50-000,  82/11/16,  B2Q6190240. 


8311530018   Forwards    response    to   B20I20    request    for    addl    info 
schedule    for    analysis    of    addl    concerns    on    IE   Bulletin   &Q-04 
re    continued     fe-eduoter    addition    following    main    steam    Una 
breal. 

MILLER,  M.  H.        Baltimore    Gas    t  Electric    Co.        82/11/16.        CLARK. 
Operating  Reactors   Branch   3.      6pp.       16196:  270.       S4X 
Fie  he:  30-317,  B2/1I/IA,  031  1230018. 


B3QBI902S3   IE   Info  Notice    B2-45,     "PUR   Lay  Temp   Overpressure 
Protection."   Sve    list    encl. 

JORDAN  i  E.  L.       Division    oP   Engineering    d  Quality  Asmrance.       B2/11/11?. 
Cons-olidatod    Ediion  Co.     of  Nctu  Vorl.     Inc.       93pp         16232'  2*?8        J2>1X 
Fiche:  30-000,  82/1  E/J9,  8300190233. 

82H300093  Ack    receipt   ^f   82102*    Hr    Informing   NRC    of    steps    taiian    to 
correct   violations   noted    in    IE  Repts    50-ai7/B2~S3  b 
50-318/82-19. 

STARQSTECKI.fi.      Diviiian   of  Project   t-  nesident  Projrams.       82/11/21 
UUWDVALL,  A.  E.       &altinore   Qei  A   ElettrSc   Co.       Ip         16S30'0?3        a^X 
Fiche:  50-317,  63/1  1/24,  Q31  1300033. 

—9211300060  nesponds    to   NRC  830727    Itr   re  violations   noted    in    K    Inso 
Reptl    90-317/9Z-33   t    BO-3IB/Q2-I1?.  Correc  tlve    ac  tioni;  shift 
supervisor    ireinstruetBd   n    rfaclaration   Df    radiological 
events   d  partial    sys    valve    lineups    completed. 
LUND  V  ALL.  rt.  E.       Daltimore   Cos    &  Electric    Co.       B2/IO/2& 
STflRO3TECKI,R,       Region    1,    Office    of   Director.       Sop        16238-  09-1 
34X   Flche:  50-317,  82/1  1/24,  &ai  1300033. 

fl.     Periodic   operating   reports   fc  related    correspondence 


8311230033  Forward*  monthly    operating    rapti    For  Ocfc    19 
LOma,E.M.       Baltimore   Cat   *  Electric   Co.       B3/11/15. 
Office,    affic*    of    Inaction   and   Enforcanint.       lo. 
FIehB;SO-317.  82/11/15,92!  1230053. 


Dir«ctor's 
1(1193-336        3/tx 


ForuardS   LER   62-Q60/04X-0. 
RUSSELL,  L.  B.        Daltlmore    Cas   &   Electric    Co.        82/10/21 
Region    I,    Office   of   Director.       Ip.       15951-147        24X 
Ffchs:  5O-317,  82/10/31,  931 10601  BO. 


HAYNE3.  Fl.  C. 


9211040190    LEfl   B2-Oi,0/04X-0:  on    S3QB27,  o^ter    samples    shcuerf    (,  iqher 
nortnat    concentration   of    Ao-1 10m.  Causerf   6«    natural    tendency 
of    ousters     to    concentrate   environ    silver.  All    releases    in 
fir*t    half    of    I9Q2  uithin  Tech   Spec    allouable    limits 
BHOBSr,Q.e-.        Daltimore    Oa5   &    Electric    Co.        82/10/21    '          fieo  inn     1, 
Office    of    Director.        Ip.        15951:140.       24X    Fiche;  50-317,  B2/1 0/21, 
B2I 10401 00. 


821102003.9  Forwards  LER  82-057/03L-0. 

RUSSELL,  L.  D.        Daltiraor*   Qai   t.   Electric    CD.        82/10/26 
Reoion     1,     Office    of    Director,        Ip.        13B91    064         24X 
Flche:  50-317,  82/10/26,  82i  1 02003H, 


KAVNES.H,  C. 


-0211020043   LER   B2-057/03L-Q:  dn    B20927,  channe  1    A   Th    rcfld     11    de 
Caused    bij     increased    resistance    in    temp    detector     1-TE-112HA 
poltiblij    due    to    loose   connection    in    containment.  Input 
removed    from  Channel    A  RPS. 

LAOIEUSKI,  J.S,  .    UAVNOR.J.W.        Daltimore   Oa  5    t,   Electric    Co 
B2/10/26.  Renlon    1,     Dffice    of    Director.        Ip.        I58BI    065 

Fi  che:  50-31  7,  82/10/26,  S31 1020O3B 


821102O2Q6   Torwards   LEO   82-061/03X-0. 

RUSSELL.L.  0.        Daltimore    Oal   t   Electric    Co.        B2/1O/26 
Region    I,     Office    of   Director.        Ip.        1ESB1-1V6         24X 
Fiehi:  50-317,  B2/ 10/26,  021 1020206, 


HAVNEB,  If.  C. 


—8211020217   LER   B3-061/03X-0:  on    020926,  prB5BUri  ler     level    deviated    lr,m 
prooram    lavel    during   normal    startup, RCS   temp    swings    nf    10 
degrees    not    uncommon   during    a tartup.  Justi f Icati on    for    Tech 
Spec    relaiation  reanalyied. 

JUMOE,H.  A,        Daltlmore    Gas   «,   Electric    Co.        B2/1O/25  Region    1. 

Office    of    Director.        Ip.        158B1:197.       24X    Flche  :  50-31  7.  82/1  O/Pi, 
8211020206. 


831102-0*73   Forwards   LEF1    62-062/03L-0. 

RUSSELL,!.,  ft.        Baltimore   Qfl!    j,   Electric    Co.        82/10/26. 
Region    1,     Office    pf    Director.        Ip.        15889:226.        SIX 
Flche:  50-317,  B2/IO/26,  S2!  1020473 


HAYNES.B.  C. 


--  S21IOS0477   LER  B2-062/03L-0;  on   020927,  presgur  i  rer    level    deviated 
program    love]    fe  pressurlior    level    controller    found    in    local 
setpofnt   mode.  Caused   &u,    operator   error,  Procedure    changed. 
JUt/OE.M.iA,        Daltimore    Qas   i   Electric    Cq,        82/10/25  Region    1, 

Office    of    Director         Ip.        1SBB9:227.       SIX    Ficl.c:  50-317. 82/10/26, 
B2 II 020473. 


9B11230134    Forwards   LEU    62-059/03L-0, 

HUBSELL,  L,  D.       Baltimore  Oaa  t,  Electric   Co.       82/11/05, 
ftejion    1,     Office   of  Director.       Ip,       16193:081        24X 
Fiche:  50-317,  B3/1 1/05,  B21 1 230134. 


HAYNES,R,  C. 


--aEil230&S7  Monthly    operating    rants    for   Cct    IIBS. 

LOT1TO.E.       Baltimore   Oas  t  Electric   Co.       02/11/15 
1&113-.337.        34X   Fiche;  30-317,  62/11/18,631  1230033. 


10pp. 


Rtportatls  occurrences,    LEfls    t<   related    tarrtipondsnc* 


—  0211230139  LER  82-059/Q3L-0:  on  821007,  reactor    protective    SU.B    channel    U 
trip    unit*    for  high    pouer.  thermal    margin/low   pressure   (. 
ailal    shd;»    Indei    bypassed   for    corrective    maint.  Caused    by. 
ihorteif    iniTicator    lamp.  Lamp    replaced. 

LA01EH8KJ,  J.8.  ,    RAYNOR,  J.  U.       Daltlmore  Oas   !«  Electric   Co 
82/11/05.  Region    1,    Office    of   Director.       Ip.       16I93'082        SIX 

Fiche:  50-31  7,  62/11/05,3211330134, 


6211020545  Forwards  LER   B1-027/03L-0. 

RUSBELL,L.  B,       Baltimore  Oa»   !<  Electric   Co.       01/04/30       ORIER,  B  H 
(feglon    1.    Philadelphia,    Office    of    the   Director    (8!/03/on         Ip' 
24X   FUhe;50~317,ai/04/-30,BSlloa034g. 


1  5006;  232. 


BSU2<?Q83a  Foruardi   LER  82-064/03L-0. 

RUSSELL, L.  D.       Baltimore   Oas  t,  Electric   Co.       02/11/12, 
Reoion    1,     Office    of   Director.        Ip.        1A226;275.        24X 
Fie  he;  50-317,  02/11/12.8211290532. 


HAVNES.fi,  C. 


—8211020563  LED   ai-oa?/03L-0:  on   810401, durino   normal    operation, 
dlteovet-ed    that   several    *uppcrts    in   solid    raduaite   lubiusteni 
did. not  meet    interim  acceptance   criteria    of   IE  Bulletin 
77-14.  Supports   redesigned, modified    d  r«ji  laced. 

HECKBrtUaH.L.L.       Baltimore  Oas    fc  Electric    Co,      82/04/30  Raaian 

1.    Philadelphia,    Offic»   of    the    Director    O1/03/OU        2an 
18886:233.       24X  Fiche:  50-317,  Bl /04/30, 8S1 1020943 


—0211390538  LER  B2-064/03L-0:  on  821014.  dur  ing    aorveillance    testing, 
refueling   Lrater   tank    inadvertently    drained    to    spent   fuel 
pool    to    level   of   459   inches.  Caused    bu  missed    aten    during 
performance    of   surveillance    test.  Operator    reinBtructed 
LrtOIEWSKI.J.  a.      Baltimore  Oas   6  Electric    Co.       82/11/12  fiejion 

1.    Office    of  Director.       Ip.       16236;  276,       24X  Fiche:  80-317,  BS/1 1/13. 
9211290332. 


8211020i3A  FapLiarifs   LER 

RUSSELL.LB        DaUimcra  Oa-s   t  Electric   Co.       81/05/01. 
^Si?"n^  PhU.rf.lpdia.    Offic,   of    the   Dlr.ctor 

iaaa6:oa7.     ZAK  Fictn:  so-air,  at/os/oi,  021102043* 


CRfER.G.H 


B21 1290619   Foru«r<l*  LER   B2-063/03L-O. 

RUSSELL, L.  B-       Baltimore  Oa»  t  Electric    Co.       83/11/12 
H«oion    1,    Office   of  Director,       Ip.       16223-297        24X 
FJehe;SO-317j  82/11/12,8211290617. 


HAYNE3.(I.  C. 
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"8311390*34   t-ER    O3-OA3/03L-0;  an    921014.  spent    fuel    pool    cfiareoal    filter 
IfMlt   darnpnr    discovered    upon    &  would    not    c  lose,  render  ing 
lijl    Inoptrab  1  a,  Cai/and    by    mechanical    binding    of    damper    piston 
rod.  Peri  ad  Ic     Lubrication   ulll    be    performed. 

.."JWE.M.  A.  .      BABSQ.L.F.       Baltimore    Oai   t,    Electric    Co.       82/11/13. 
.RrBlon    I-    Office    of    Director.        IP          16225:  2?S.       2-1 X 
Fit  he,  30-3  I  7,  Ba/ 11/12,021 1290619. 


Forward*    LEO    L32-058/O3L-Q. 

L.  D.         Baltimore    Oas   S.    Electric    Co.        H2/11/18. 
Billon    Ih    Office     nf    Director          Ip.        I  (,226:  339.       24X 

rut*  so-a]?,  aav 1 1/10,0211290303. 


HAVNES.R.  C. 


8211010024   Rtltnii    public    v.nion    of    r.vuab    gr,trgincv    si*" 
imp  1  train tin)    procedures. 

PEL  TON,  0,  M.       Division   of   Rul«»    and    Record*         C-2/ 10/12  Documsnt 

Man»oem*nt   Branth.        Ip.        1SW3.  001         24«Fich«    90-317,62/10/13. 
B2 1101 0024. 


—0211010028  Forwards    public    version    of    revitid    tmtrg.ncg    p  Un 
implementinj   procerfuns.  Ire  ludltij   Procedure!   4.  4   7  3   r> 
post-accident   reactor   coolant    umplinj   fc    4.  4    7    5    ri 
post-accident   hydrogen   aralijs  It.  Rec  tipt    foro   «ncl 
»      Baltimore   Oas   t.   Electric    Co.       B2/09/37.       CLARK, fl    fl         NH( 
Detailed   Affiliation   Given.       2pp         15«3   002        24< 
Fl  ch  t:  50-31  7,  B2/ 10/13.  621 1010024 


-3311290513-  LER    O2-O3Q/03L-0:  on    831QI<J,ESF    actuation    igs    tensor   channel 
IE    «or    «l*»m    generator    11    pressure     foiled    in   tripped 
tondlt  lor,  Caused    bij    voltage    drift    In    Transmation   230IT 
l»al«t or    Eiolatur    rep  laced, 

PAYIB,  0,  3,  .      DASBD.L.F.       Baltimore    Ons    !.    Electric    Co.       82/11/18, 
Jtitlen    I.     Office    af   Director.       2pp.        16226:340.       24X 
Ft«ri«.  50-31  7,  02/11/10.82112.90303. 


—  B211010030  Public    version   o(   rtv»td    tcirginc^    plai    inpl«^»ntin 
procedure.  Including   Proceduffi   A.  A.  7.3  re    poit-attid*nt 
reactor   coolant    umplinj   i   4.  4.  7.  5    re   pas  t-acc  idtrt    hijdrooen 

!n*flalt  (inure   Oat    !.   Electric   Co.       82/09/34         77pp         15503   004. 
Flch«:  50-31  7.  82/10/12,  921  1010024. 


24X 


E«l):?J0201    PNO-  |~aa-07*V;  on   E1B1  1  !•?.  sraal  1    fire    discovered    in   outage 
rl  iTMiinj    room    ,Dn    •»conil    floor    of    south    svt    bldg   uhith    houses 
lit«    *dminl  «trst  Ive     Funct  i  DIIH.  Cau  scd    bg    liquid    being    poured 
en,    tJBl»    «dja«ont     to    uall    (.    set    nn    fire. 

M.  .      JOVNER.J.H.        Region     1.     Offlco     of    Director.        03/11/19- 
:i:17|.         H1X    Fiche:  3O-^  1  7.  t)2/  I  1  /19.  821 1230201. 

RD    B2-7O:  on   (321 1  I1?,  dor  ing    Mode    1,  o  va  luatlon   revealed    letdnu 
m    roanuctild     not    praasurlie    sufficiently    to    Initiate 
cMnlnl    fc    vo  I     control    i  so  lot  i  on.  Si  g  na  1    2Q    sensor    channel 
f]«c*l    In    trlppvii    condition. 

HUS5ELI..L    B.        Public    Service   Electric    *  Oas    Co.     of   Neuj   Jersey. 
H?S/II/I9.         Hft\NE9,n    C.        Rogion     1.     Office    of    Director.        2pp. 
001  21X     Ficlio:  50-317,  113/ll/i1?,  Q211290360. 


6211100134   Rtleetes    public  version    of    reviled     emirg*nc^    rnponse    plan. 

FELTON.J   H.       Dlvitlon   of  Suits    and   Records.        63/10/23  Document 

Management   Branch         Ip.  14035:046.        =MK   F,  chei  EO-317.  B2/ 10/2E3, 
8211100134. 

—8211100139   Forwards    public   version   of    Revision   3    to    creroencij    recpo. 
clan   fleteipt    form   k    instruction    sheet    etic  1. 

S      Baltinore   Oas   ft   Electric    Co.       82/10/1?.       DENTOH.  H   R        O"'"" 
Nuclear   Reactor    Regulation.     Director        3p  p         16035. 047.       24X 
Flche:  50-31  7,  92/10/33,  821 1100134. 


-B211100140  Public    version    of   Revition    3   to    « 
%      Baltimore   Oat    E,   El.ctrU    Co.       B3/10/19 
Fiche:  50-317.  92/10/38,931 1100134 


61pp. 


ruponse    plan. 
It035:050.       24X 


Consoliilated 


V      DpCTBtor    El  •ml  FIJI  t  i  on  i 

6JI0130011    Generic    Utr    03*1B    to    all    power    reactor   applicants  fc 
ilcenne*    ra     rnactor    operator    t<    senior    reactor   "P*™"' 
r**4UiU'icoti  on    •ion.9.  Adv(»es    th^t    e.ora*    begin  at    facilitu 
jj'tlt  OBLODI,  Bvc     ll»t    encl. 

ClSfc'H'I'jr.  JD.  O.         ttlvUlpn   qf    Licensing         Ba/10/lB. 
E«IIOti    CO       Of     New    York,     Inc.         15pp.         16002:234. 
Fleht:  3O"OOO,  B2/  I  O/  12.  021  01  3001  9. 


KKKET   50-310   CrtLUEflT  CLlFra 
r.     fT*EurltM'     fnedical.     emergency 


21X 


6211100376  Farw-rd*    revised    calculations    re    fire    prntec  tl  on,  per 
Lundtftil    020106    Itr,  CDncluBlons    eontalneO    In    original 
twtniltal    not     affected    by    change*.  ns/nA/ag        CLARK,  f  A. 

QLMM.R.  C.L.         Baltimore   On.    &   Elsclric    Co^      "'I*'"'       CLrtHt" 
Op*r»tlnfl    ne*ctoru    Branch    3,        lApp-        16036:261.       24X 
Ft«h»'  50-317.  03/04/39.0211  100376, 

62100130073    For^-Td.    scenario    for    B2092B    ,mer9  ency    response   pl.n 

,r,T<i*..  including    pl*nt    P»""-  *?".*   "^  "'"a^/H        HAYNEB,R.  t. 
LUNOVAU..A.G.         Baltlmare    Oa<    &    EUctr  ic    Co.       B  B/  09/ij. 

i-,    I,     afflc.    of    Director.        ISOpp.        13643:114.       S4X 

:  SO-317,  sa/01?/  14,  02  10000073. 


8311110041    Helea.«i    public    vsrtion 


ised    urgency    plan 


8211110041. 


-8311110049   F»r«P-.    5«»ie  .v'"i?nfl0      "" 
.     implementing   procedures,  int  lui.rg   Pr  oce  dgr 

initial    action   &   emergency   acl.on    l.vil.    ft   EHP  IP   3   7    re 


8211110041. 


2,1110048   Public    v.r.ic,   «•'   r«vU|-    --oencv    ^•^i^;"^""1 

Z^Z^'^l^^™^^^   «»""   - 
r^mn:"^.   ,   Electric    Co.       82/10/13.        ISpP         .4033:  .63.       MX 
Fiche:  30-31  7,82/10/28,  92111  10041. 


8210290.0E  Oen.ric  Ltr  B-M  I;  -U 

^s«"K:r:K«* 

'**    '"' 


(security    PU">-Sv«    J'**    '"'    ,tn5ing         82/10/30.  Contolidated 

^.r-  frYr":cu";i9,,  «x 

"che"  50-000,  82/10/30,  8210290IOB. 


Faru.rd.    scenario  , 

Flint    pir.moters    fc   radiological    conditions   will 
Htfl.r    Q20-?14.  B3/00/13.      HAVNES.H.C. 

LWIOVALL,ft,  E.        Baltimore    Oa.    l>   El  ec  trie    Co.       B3/u  u/w 

fl.-len    I.      Df*tee    of   Director.        flOpp.       15*43.071.       a-K 
Flch»:  50-31 


-0810080076 


.    objectives    for 
io   ulll    be    submitted    43  days   prior 


•  itrco.      cenJi 

«iirclli.  „,       .     .      .„        ss/07/01        HAVNES.R.C. 

LUNOVALL.A.  E.        Daltlmore    Oas    A   El  .c  tr  Ic    C«.       «/  07«i- 

n*dton    1.     Office    of   Director.       3pp.        10*43.111. 
Flth*-  3Q-3I  7.  aS/09/14,  8310080073. 


«.n.ric    Ltr   82-17    to   a  1  1    po.e  ^ 

'1  -  i: 


.  _. 

Edition   Co.     of    N«w  York,     Inc.        MPP- 
rithe:  50-000.  83/10/01. 821O040Oc.8, 


1A002; 


-n-ric  Ltr  02-=  1  *•  «'  '  ''""" 
r-.ete.i-,  r.  T.ch  Spec.  *«r  ""'" 
Forw*rdi  d«i**nc»  di»cut«ing  9»n.r«l  ««' 
*l^.nt.  to  b.  included  in  wdit.Svc  li.t 
CISEMHOT.  D.  8.  Divi.ion  o*  Lic.n.ing 
EHU6T1  Co,  of  NBU.  York,  Inc.  1? 
FleN»:  60-000,  62/10/06,0210070019 


cribing 

Conlolid.  ted 
B4X 
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Oaii;S=:0   AH     receipt    of   Szaai?    Itr    tr*ni«ittinj   Change,    to   securflg 
Ol.n   Uanjei    acceptable    Icj linen  ting    procedure*   tnc  1    in    itr 

"i  AflK.fi  A  Op«r»ling  Reactors  Branch  3.  83/11/03. 
e.ltirorr  <=.s  1  Electric  Co.  Ip  16064.023.  24X 
Fiche  SO -3 17,  85/11/03.521 11 E0320. 

GJU1TQ194   Fcruard*     IE   E«.r9tr,cy   Prepar.dnest    Imp   Repti    50-317/83-25 
>j    !0-3IB/ea-21    on    D30'f27-27.  No    tionconp  1  janee   noted. 
MARTIN.  T   T.        C.v...™   sf    Engin.«ring    i.   Techr.cal   Program..       0  a/"'«4' 

LUMVALL.A  E.       Baltinare   G».   t   Electric   Co.       3pp.       16151:062.       24X 
Flchl    -0-317.  92/11/0^,02 II 150194 

--S211190197    IE   Emrrgtncy   FrepandrfU    Insp   Repts   50-317/82-25   & 
5G-3lOVe2-2l    on   5^0527-2?.  [Jo   noncomp  1  ianc  e   noted.  Hajor   areas 

SMITH,  R.H       Division  of  Emergency  Preparedness  b  Operational 
Support         82/10/35        7jjp         16151:064.       24X   Fiche:  SO-317,83/]  1/04, 
5311150194 

g211L80:'S9   Foruardi    corr*cted   831000   Itr   b  cover   sheet    to    IE  Safeguards 
Insp   Riptt    50-317/82-23   !.   SO-31B/62-I8.  Corrections   change 
r«-pt   nunbirs     fron    3Q-317/B2-18   t.   50-318/63-22,  respectively. 
MAR  Till,  I   T         Divinon   of    Enginiering   b   Technical    Programs.       32/11/19. 

BdUKAKER-r*   J.       Baltinor*   Oai    i   Electric   Co.       Ip.       16137:087.        24K 
Fich..  SO-317,  02/1  1/15,  031  1  1  £5032?. 


Foruardi    corrected    IE   Safeguard*    Imp   Repti    50-3I7/B2-22    b 
50-318/B2-1B   on    820726-30  t   notice    of   vio  lat ion. De tai Is   b 
notUl    of   violation   withheld    fref    10CFR73.3I). 
rlAHTIIJ.T.  T        Oiviiion   of   Enjin»ring   b   Technical   Program). 
S2/10/08         BDHWAKER.N   J.       flaltimori   Oas   t   EUetrlc   Co.       3pp. 
16137   03B.        B4X    Fichi:  SO-317,  B3/1 1/15,  B21 1 180329. 


— 82)1060997  Safety    evaluation   supporting  Amends    79  &  59    tn    Liceiit<!i. 
DPR-S3   li  DPR-69,  respectlvtly, 

*     Office  of  Nuclear  Reactor   flegulation,     Director.       S2/1O/I3.       :ipp. 
I5?7I:347.        24X   Fiche:  50-317,  B2/10/13,  921 1O&0577. 

--  S211040S90  No  tics    of    iuuance   b   availability    of   Amends    79    !.   59   tn 
Lictnies   DPR-33   t,   DPR-69.  respec  tive  ly. 

CLAHH.R.  A.       Dperatinfl  Reactors    Branch  3.       52/10/13.       2pp. 
19971:  330.        24X    Fiche:  50-317,  03/10/13,021  IOAO577. 

B2 10260009  Qeneric   Ltr   B2-20   to  all    power   reactor    1  icenHees.  pcrmi  t 
holderi   S<   applicants    for   CP  re    guidance    For    imp  loment  i  ng 
SBP   rul».  Forward*    NUREO-0906.  NUREC    to    be   used    as    interim 
meaiure   until    R*g    Guide    1 .  70  revi  aed.  Svc    list    encl. 
EISENHUr,  D.  C.        Division    of   Licensing.        82/1O/26  Conno  1  i  da  tod 

Ediion   Co.     of    N«u    Vork.     Inc.       9pp.        15993:275.         34X 
Flch*:5Q-OQOi  33/10/26,5210260080 

6210270030   Senerfc    Ltr  BB-33   to   at]    PUR    licensees    re   Congressional 
r»a.ueit    for    info    toncerning    steam   generator     tune    integrity. 
Forwards    Congrmman   EJ   Marley    021019    questions    re    steam 
generator    tuba    integri  tu,.  Svc    list   encl. 

EI3EIVHUT,  D.  C.        Division    of   Licensing.        02/10/34.  Con  iol  i  tfalnd 

Editon   Co.     of    Men;   York,     Inc.        10pp.         16079:332.        24X 
FLttia:  50-000,  62/10/26,0210270030. 

B2I10904B4   Foruardi   nonproprietari;   d   proprietaru    versions    ol    C-E£ 
"Supplemental     Info    on   FATES3  Stored    Energy    CnnsBT'vati  srn"     to 
anlit    in    ais«itlng    conservatism    in    fuel    temps.  Affidavi  t    for 
withholding   ent  1 .  Proprietary  repfc  withheld    (rep    10CFfl2.  7901. 
LUNOvALL,  A.E.        Baltimora    Oat   >,    Electric   Co.        82/10/38.         CLARK. U. A. 
Operating    Reactors    Branch   3.      5pp.       i  6009:2*6.       24X 
Fi  che:  50-317,  BZf  10/20,  821 10904B4. 


Carrtcttd    IE  Safeguards    Insp  ftepti  SO-317/63-22  E. 
50-31B/B2-1B   or.    820726-30.  Noneompl  iance   not«ij:vital    area 
tev*  '   lock)   nut    changed   according    to  security  plan. Details 
withheld    lr»f    10CFR73   21). 

KCKEOMN,  L.  M.       Divlnon    of   Engineering   It   Technical    Programs, 
63/10/05         Ip.        16137:090        2-4X  Fiche:  50-317.  62/1 1/15,  621 11 S0339. 

6211Z332S9   Ack    nciipt    of   821013   Itr    informing   NRC   of   steps    taJi  en   to 
correct   violation*    noted    in   IE    Inip   Heptl    50-3I7/B2-06   !< 
50-318/02-06. 

MARTIN, r.T.        Division   of   Engineering   6   Technical   Program*,       02/11/15. 
iUJJOVALL.A.  E.      flalticiori  045  1  Electric  Co.      Ip,      16192:336.       34X 
Fie  he -30-317,  03/11/15.8211330259. 


—  8211330274  Reioondi    to  NfiC  020917  Itr   rt  violations  noted   in    IE  Insp 
fitpti  50-317/02-06  b  50-31B/B2-06.  Corrective  actionsruarnino 
signs   paitid    in    spent   fuel   pool  areas  to   remind  uorktrs   that 
ti tilth   phytici    technician  required  prior    to  itarting  uort. 
LWiDVALL,  A.  E.       Baltiinor*   das    !i  Else  trie   Co.      83/10/13,       MARTIN,  T.  T. 

Division  of  Engineering  &  Technical  Programs.      2pp,      16192-337 
24X   Fiche:  50-317.  82/11/15,8211330359. 


H     Q*neral   torrespondenee 


—8211090488  Nonproprietari)    "Supplemental    Info    on    FATE83   Stored    Em 
Coniarvjtilm.  " 

*      Combuttion    Engineering,     Inc.        CEN-2301 H  )-NP.        02/1O/OS.        I3!ip 
16009:271.       24X   Fiche:  50-317,  82/10/28,031  109O4B4. 

8211150080  Summary    of   B21035  meeting   u/uti  1,  WESTEC   t.  Hechtol     in 
Detheidar  MJ)  re  Phase    I   review  of    control    of    hoavy    loads.  UtM 
ulll   submit  remainder    of    info   by    030131, 

JAFFEiD.  H.      Operating   Reactors    Branch    3.      02/11/04.  Operating 

Reactors    Branch    3.        4pp.        16073:332.        24X   F  iclio:  30-317,  O2/I1  /Ol, 
8211130080. 


B31I170319  Application   for   amend    to   License    DPR-67,  chang  t  ng    Tucli    Up  PC 
re  auiiliary    feeduater   automatic    initiation    &    Flow   per 
HUREO-0737,  Item    II. E,  1.2   renuiraments .  Fee    end. 

LUNDVrtLL,  A.  E.        Baltimorn    Oas   b   Electric    Co.        03/11/05.        CLARK,  \t.  rt. 
Operating   Reactors    Branch   3,      5pp.       1*101:172.        24X 
Fiche:  90-310,  B2/1  I/OS.  021 1 170219. 

— S21 1170325  Propose*   changes   to   Tech    Bpoc   3/4.  7,  1.  a  re   auii  HdTj 
feeduater  sys, 

*     Baltimore   Qai    I<  Electric   Co,       82/11/05.        llpp        161(14    17V        f>1> 
Flche:  50-310,  02/11/05,8211170219. 


02UE902S3  Forward!    reviled   updated  distribution   list   for  NHC 
correspondence    to   util,due   to  reatilgnmnt   of  personnel  at 

LUNiDvALL.  A.  6.       Bjltimnr.   Oas   t   Electric   Co.       0S/1I/19.       CLARK,  ft  rt 
Operatinj  Reaclort   Branch   3.      3pp.      |fi319'090       24X 
Fithe;  30-317.  B2/1  1/19,  B31  1290333. 

P.    Operating    lictnta    stage   documents  &  correspondence 


.n:PU  L-r  ^'t  *°  ""  PHft   »""»»  r.  MUREO-0737   Tech 
Sp.ti.R.que.t,   r.vieu  of   Tech  Spec,   to  determine  con.Utencu 
w/SU  d.nc.   provid.o-.Fc..   items  ^/deviations,  amend   to  t   cense 
r.  quired.  H/o   stated  encli.Svc    Hit  encl  "tenie 

EISENHUT.O.o.       Division   Of   Llc.nsing.       B2/09/BO,  Consolidated 

Elf*  ton  CO.     of    Ntu   Vork.     Inc.       jSpn.       13930'  140        _.](1'llnloI1MtBI' 
Fich*:  50-000.  82/09/30,8209210027  ' 

8211060577  Forwards   Amends   79  t,  59  U  License!  DPR-53  b  DPB-69, 

"     tli 


- 

FUfct:  50-317,  83/10/13,8211060577  '-      ZH 

BaiJ0405B3  Aa.nd)    79  t  39  to  Lic.ns.i  DPR-53  b  DPB  *o  , 

*"*'-     --1  c 


13971:337. 


n «"•• 

Oj.r.ting  Rector.  Branch  3.      B2/IO/I3 
8U  Fiche:  50-317,  02/10/13,821 1060977 


10pp. 


8311160047  Oenerlc    Ltr  82-26  to   pounr   reactnr    licenseps    (oxcopt    fort    !il 
Vralnl   rt   WREQ-0741,  Revision    1,     "Pressure    vessel    Hntl 
Fracture   TougNness.  "  Foriuarda   NUREQ-0744,  Revision    l.W/o 
encl,  Svc    Hit    snc  1. 

ErSENHUT,  D.  0.       Division   of  Licensing.       B3/II/IH.  Conso  1  Ua  tuil 

Erftion  Co.     of    MHUI   York,     Inc.      53pp.        16332-212        24X 
Fiche:  SO-000,  93/  1 1  /12,  H31 1 160047, 

83I1S30005  Dlscuiie-s    preliminary    evaluation   of   relief  b   safety    vnlve- 
t»«  ting,  per  TMF   Action    Item  II.  D.  1,  Final    rept   expected    For 
Unit   1    by    Mar    I9S3   b   for   Unit  S   bu   Nov    1993.  Evaluation    Par 
black  valves    scheduled    for  Jan    19S3. 

LUMDVALL,  A.  E.       Baltimore  Oai  d  Electric   Co.       03/11/16,       CLARK. It  A 
Operating    Reactor*    Branch    3.       2pp,        16193:361.        34X 
Fiche:  SO-317,  82/11/16,0211330003, 

8211190244  Supp)    1    to   821015  b  1105  applications    for   nmend    to    LUenie 
DPR-d9,chajngin|.   STS    In   support    of   safety  analyses    for 
auxiliary    Peeduater    actuation   «ya    in   Cycle    5   ensuring 
toanrvative    operation  at   rated    thermal   pouer    of   2,700   MWt 
LUHDVALL,  A.  E,       Baltimore  Qts  t,  Elettric  Co.       83/11/17.       CLARK,  I)  A 
Bperating    Reactors    Branch   3.      Bipp.       IA150:  001         24X 
Fiche;  SO-31 0,  B2/1 1 J  1 7,  821 1 1 90544. 

-- 8BI119QE4"?  Proposed    STS  re   safety    sys    settings,  reactor    protectivo 
instrumentation  t   E8F  actuation   ay*    instrumentation  Propoia] 
for  one-time    tiemptinn    to  Tee^   Spec    3.7.1.2  allowing 
thorough    te«t    of    auxiliary   feeduiater   actuation    sga    encl 
*     Baltimore    Oas   ft  Electric   Co.       82/11/17.       Hipp,       16150:037        B4X 
Fichi:SO-310,  82/11/17,  0211190344. 
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flranch    3. 


:      1     Ituptttlon   r.porti.  JE  Bulletin! 


SVB.  *    Eve    Hit    *ncl.  Qu 

JSflBWf.E.       Division   df   Engineer  Ing   *  Q 

C«ni»lid<tid    Ediwn   Co.     of   "•"*"'•  Ine 
Fithi'.  SO-000.  82/09/16.  8308190330. 


u    Assurance.      33/09/16. 
g    M,  M30:001i       MX 

11WPP 


*F*Bili.  "   Svc     list    incl.  Quality    A.surante.       B2/D9/17. 

.«DAH,E.t.       Division   of    Eng.neer^S.   Quality^         ,MM:|B9.       3** 

Ftfh«'  50-000,  62/09/17,  030BI90222. 

KC81W29   IE    l"%^^,«^9;^;tf"it"m    ptanl'''*   "'" 

u ^'Lvi'sion   of    Engineering    fc   O.a  li  *«    A..ur-nc.y  ^2/07/21 . 

Con»e.Tiditm    Edison   Co.     of    Neu.    Vork.     Inc.  PP- 

ichf;  50-000,  62/09/21.  02OB190229. 


,E    in, 


;Ch;,nj:     in    F- 

:       - 


IE    info    Notice    B2-40, 


on*orf«t(d    EJisan   Co.     of   Neu 
Fichu  SO-000,  92/09/22,  B200190332. 


r 

n*PP 


vork, 


ince.       B2/09/22. 
15930:019.        243 


fleactort   Branch   3. 
6211160080. 


Itr    t-  cover    sheet    to    IE  Ba  faguards 


Flche:  50-317. 


--92.,,ao409 


"n5  *•  *°<urit*  >'-<"t8m 

lsto*    of   enBHiwi"*   *    TBCfl"i"!,/«n 
l.I-^        ^    F  jcha:  50_317,  93/  .  L/  .5, 


informing    NRC    of    iteps    taV  en    to 


,      t 

9211230274   R"P«d>    fc"         -3 
R.pt.   SO-3l7/a2-OA  fc  M-3 


Itr    rs    violations   noted    in    IE 
6   Corrtctlv.  *e  tlon»:  «rnlnfl 
«  nd    Morfc,r,    that 


Ct*    In   B.thnda.MD    to    dlscu"    "'T..          hinn     t 
u,r    pf    «.n.rBV    balance    technique  "    fc      a    ch    ng 
TRftHMELl-.C.M.        NRC    -   No    Deta.l-d    Aff.  1  lati  °"    u 
-    Ho    D«tiil«d    Affiliation    Given.        4pp.        15975, 
Fnch«-  iO-000,  82/10/07,  821  10B0271- 


.  „  _ 


SO-3.  7/B3-26    t,   90-3le/B3-aa   -n 


MIIO&OOM  ^.aro,    IE   Insp 

82091  4-1012  fc   notice    of    'lolatton.  Programs.      02/10/10- 

SrARQBTECKl.R.        Division    of    P"JTPrtric    Co          2pp          1  9991:  093.         X** 
LUHOVALL.A.  E.        Baltimore    Gas    &    Electric    Lo.         ^PP 
Fl«N*.  50-317.82/10/18.  821  1060090. 


out 


IE    in.p    «epts 

Nc,nCBfflpli«ntB    natBd.  failure 
number   v^ification  t,   h^rog.n    purge    •«•    ln^"fiD 
ARCHITZEL.R.E.,     TRIHDLE,  D.  C,  .     HCCABE.  E.  C_       ^" 
R..id*nt    Program,        82/10/13.         13pp.        15931.096. 
Fithe:  50-31  7,  02/10/10,821  1060090. 


,1   Q2091  4-1012. 
rial 

of    Projoct    tc 


IE    info  Notice    02-4..     "Failure   of    Saf.tg/R.Hef  V.l«.    ^ 

at    BHH.  "    Svc    list    encl.  ft,,ai,tu   Assurance.      S2/lO/aE. 

JOHDAH.E.L.       Division   of    Engineering    fc  Oual  i  tg   Ass  """c^  g        W|( 

G»*»lid.Ud   Edison  Co      of   N™  York,     Inc.        110pp.       >«^ 
Flc  h.:  50-000.  02/10/22.  02OSI90239. 

...     ., i    n^nren   of    inservice 


Op.r.ting  B.actor*  Branch  3.   2pp. 
Fiche:  50-317,  82/10/39,  821  1090363. 


160. 


3,11^0194    For-r..    IE  Emergenc,    Pr.par.d  nes»     '"P   « 
A    50-31B/B2-21    on   020927-29.  No    """""f.  """  '  .""J  "' 
HARTIW.  T.  T.       Division   of    Engineer   ng    fc  Techn  iwl   P 
LUHOVALL.A.E.       BalttoiorB    Sas   t    El-ctric   Co.       2pp- 
F(  cfl»:  50-317,  B2/  U/04.  S21  1190194. 


83/11/04. 
oia.       2«]< 


M  IE   E^.rg.nc.    Pr.pare-n."    '«'    ""^jo-". 

30-318/82-21    on   830927-29.  No    not«««pU«K  •   »"««•"••'" 
iMp.eU  ^observation    of    annual    •»•'';•««•""    pr,parednes. 
BrtlTH.R.R-    CROCltER.H.W.       Division    of  E«.rg«  nc«    Prep- 
o4r-*i""«l    Support.        Sa/IO/29.        7pp.        Iil51.064.        34X 
Fit  h«:  50-31  7,  82/1  1/04,  821  1190  194. 


CLARK'"'A' 


Inf.  Notice  ««-«.     "P 


Lc«  TBmp    Ov.Tpr...ur, 


Itr    re   violation*    notftd    I"    IE   InB'1 
19  Corrective   action6'.»ht*t 


, 

'" 


R.    Periodic 


-4»  1230007 


10pp. 
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3211020315   Forward!   LER  B1-019/03L-0 

RiSfonL;L'phl     °'ttilr">rl>    °"   *   ElectrJt    Co.        61/05/01. 
I58B2:QBB.        24X    Fich  /W-31& Sl%5/ol,  BW  102031  5 


,      «c»»,Ve   r«v   S,  «hi«to      to 
clearance  CUarance.    cheeky    annually. 
UENDEflLlCH.  R.  ,     R1ZZO.P.Q.        B.l  tlwr.   Cai    I.   EUstrle    C 

"      '''  -'' 


eaiioaooi?  Forwardj  LER 

RUS8EU.,  L,  0,       Baltimore    Qa<   t,   Elsetric   Co,       8I/OS/04        OBfEB    n  H 

?I£i?V'    pf"I-""1P«-    «««.    of   th.    Director    (Bl/03/01  I         In      ' 

i:OM.        34*   Fi  ch  .•  30-31B,  Bl  /OB/04.  SailO»MM  f1'™'0"'        l 


In 
lp' 


.*,,.,r.onn«l    eoun«*l.d. 

W£MDERLICH,R,L.        Baltimore   Oai    !,   El.etpte 
I.    PhU«d»lphi«,    Offle.    df   the   DIr.'Ur    t 


app. 


B3110B012a  Foruarrfs   LEIR   B1-01T/03L-0 

^;"FL";"" 

.  139.        B4X   Fi  cha:  &0-31 


SSI  1020156. 


Lr;ffi^^^ 
K  Ks^ssi,.;';::-^:^:"'  ^••*<Jz\zf£xi 


B2I10200QO   Fariuard*   LEK  81-020/03L-0 


8211020502  Forwards    LER  BI-QIB/03L-Q 


S2110205I1    LEfi    BI-0-ia/03L-0:on    B104I4.  .hnrt    *t  „    i- 

S33~- 


,  ea/io/aa, 


HAYNEBiH.  C. 


B2110S0164  Fovuardi    LER  B2-Q43/03U-0 

RUSSEH.,L.B.       Baltinor.    8a.  i   EUctrlc   Co,       BS/IO/2H 
fitjlon    I,    Off(c»   of   Dfr.ctor,       lp.       IS9S2'094       S« 
Plch*:«(Haia,«/10/8BB  l!W8BlOM-       ?4X 


lUacd?^l"Iat'ld   LEH   BS 

I?:I£ttM:r!'  E!pi 
,  02/10/38,8211060179 


"Sa!i°"t^^*t!d,^.92:004/01)!-1:0"^", during 


i  1  1  anc, 


«.«  ™ 

monltoTina    In.trumer,  tatlnn  panel   read   high.  Caused    bu    valve 
pachlng    lea],,  transmitter   recallbr  y    valve 

JUTOE.K.A.  ,      BASSO,  L.  F.        B.ltimor.'oa,   t,   EUctric    Co 
Allfen    1-     Office    of    Director         2  1595    M57         n« 

Flche:  50-318,82/30/28,621  1060179  13V51-137-        -«X 


B21I060319   Foriuapd»   LER    B3-04B/03L-0 
nUSEELL,L.B.        Caltl-nor-   Oa,   t,   Electri 

2?*;"n.i',?"le'    °f    Dit-ect"-        'P. 
Flch.:50-3la,  02/10/28,8211060319 


B2/10/2B 
23         24X 


HrtYNESifl.C. 


I,  B21 1060319. 

a3110t0269   Formrds    LER   82-043/03L-0 

RySSELL.t,.  Q.        Baltimore    Oat   (,   Electric    Co.        B2/10/29 
R«Bfon    1,    Office    of    Director.       lp,       13953-340        =dv 
Fiche;50-31B,  62/10/39,  B21 1060269. 


loin    Flow 


»t  =«n    B310O1 ,  reactQI-    PrOtecti011 

rp    unit    on   Channel    A   fai  1  ed.  Causod    bg    failed    ]OUi  nn^ 
,«PP1V     <LAHBnA   Part   LCD-2-44, .  F.I  l.d    pLBr       upp    y,-    p 
t    ttnt    to    vendor   for   -nalgsi,   (,  repair  rBpi 

^?^iCH'R-^', ««NM.J.H.     Balt?more  Oaa  fc  EItetrie 

82/10/29.  Region    1,     Office    of    Director          ID          139-53- 

Fithe:  50-318.  B2/10/29. 3211060369.  P          13952. 


B21I1501I2   Forward*    LER    B3-047/03L-0 

SonLi" Sff^:1^^"^:/ E!Bctr;:0c°:  B3/ii/M  H^EB.^.C. 

FicPie;SO-3IH,  82/11/03,8211 1501 12P  6°M'  '3S'       24>f 


2pp 


' 


v         ™-.         "»9tOn    1,     Office    of    Director. 
Ieh»:50-3la,  82/1  1/O3.B21  11501  13. 


6211390501    For-uarda   LER   Ba-OS2/03L-0 

iKi^iMi-Mif:1^:.?::,.*  "ir^ius^af "^r  HAvNE3iH- c- 

Flche:  90^18,62/11/^,821 1270501  1622i-339'       »« 


LER  «*-Ma«3L-0:M   a3102S,no  alible    ,OUrce   range 
?    "P'r^l^-AJl    4  viSual    indication   channel  9 

*!      Sg    """"ni'fative   cDntrn]s    failure. 
teBt    Procedure  corrected, 


eailS90S<40  Forwards    LER    B2-050/03L-0 

5SiSL'i!"S«,«"S"s;:.?::1.*  Eirtr^~^  .^ii/ia-  «AV«EB.R.C. 

FlcJiK:  90-318,  S3/1 1 /la,  B21 1290S40. 


WEMDEflLICH.  R.L.,     WEIft,P.J.       D*lti(nope   Oa. 

" 


LER   B3-051/03L-0. 

R..ion^OFf,f:I*JmD".ct:rfcEfrtr!---P'--B3''U/'2-       HAWEB'R-C' 
•""-•"-'" -.0211270566 


- 
: = 


B21I2WS-B9  Forward*   LER    82-049/01T-0 
HUBfiELL.L.fl.       Daltimope   Oa»  k  Electric 


HAVNEfi.Jf.  C. 
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tilSt^KB   Sorin   concentr-t  i  on.  Proc  Bdura  1    . 
th«cl    l.v.l     tv.ru    15   minut.s    of    ^"1!"n 

'rSnr^r  t^ssi:  cs« 


&2M210SS1?. 


an   tibli   .ijac.nt   to  Mil 

JDV 


Eia  ruinati  on» 


ector        fl2/M/«. 


lO,30019  O.n»l«    Ltr    BB-IB    to    all    pouer    factor    -PPli""*- 

::^;K!«:;.:r.^.^:«  ^r:::.;-::;^  r*  *«».i, 


Cc.     of    N.UJ    Vort 


16005.234.        24X 


. 
rich,»:  50-000,  B2/10/  12.  H21013OO19. 

S:«J.Er    5&-320   THREE  MILE    IBLAND_NUCLEAB_STATiaN.__UNIT_B 
r~B«urM7~«»«<«l^'p>"ne«_*_!i"--"-"-"------- 

62100*0069  G.^.ric    Ltr   03-17    to    all    P'^T''""*"^;1.*1""1    * 

--u::::t^rtoc^.^tr,!p;:i  ^:r-dits" 
"1 


iono.     of    N.u   York-     Inc.        1  1p 
Fitho-  50-000.  B3/10/01,  031  0040060. 


16002:338.        24X 


83,007001,   .rn.rU   Ltr   82-3.    to   •  '  *    '  '»""' 
p.u.r   Tt^ctor,   r.   T.ch   3pec>   for    fir.   J™* 
F^ru-Td.    fluidance    discussing    general     scop  . 
,|...nU    to   t.    included    in   -adlt.Svc    list 
EISEIWUT.D.O.       Division   of   Li  cen*  ing        *i 
Ediion   Co.     of    New   Yovfc.      Inc.        I'PP-        13993 
Fichu  50-000,02/10/06,321  0070019. 


ConiOlidated 


icc  o*   violation.  Notice   of   violation  t  rept   d. 
(T*»    10CFR73.31K  Techni^l 

j  Do»:;:?  ?'b?i!l5  tnt^s  -"fs'Srv 

2«%"h.:W-320.82/10/OB1fl2110M074. 


82/10/09. 


ifidlc*tiont   (.   annunciator,   pe 


B211I00549  R.  !..,.»   public    v.r.l.n   of   proc.dur.   change  r.v...t    t» 
.meriinty    plan   imp  l.menting   Proce3u",nrrtB         S2/10/3B  Document 


3211100553  Forward,   public    version   of   Procedure   ^"•p^"u"  ' 
B-aa-1190  to   Em.rg.ncy   Plan    loipUn-nt  "•    "*""'""   „    " 
1054.14,     "Monitoring/Contrnlling   Liquid   Discharges. 

fl.ceipt    form    .ncl.  ..    e__..lr,   rare          S2/10/13. 

GHMER.L.       O.n.ral   Public   Utilities   -  GPU    Servlc,  Corp;      ^/ 
DENTOM.H.R.        Dfftc.    of    Nucl.ar    B-«toT  H.  B^'j!11'    D"-"lor 
14040:334.       24X   Fiche:  SO-320,  S2/1O/20,  B31  1  100349. 


Public   ver.ion   ,f  Procedure   «•"•'  .g!*" 
E»irs.nci,  Plan   Implementing   Proc.dure  EPIP^OM. 

;*5±:i?•i:c.fi^oiii;^!Eiri^K•^;c£S.  9 

14040:339.      24X  Ftche:  50-330,  03/10/28,  B21  1  100549. 


82UOW12B   But.lt.   r.viey   of   util    020003   «.?«.•   *o  «J»"»  c   Ltr 
-e-«irfl»cV  Proc.dur..   t,  Trainin;   for   «•*!»»   J  IrtlS   or   RCS 
Ewnti.  "   R.ipon..   acceptable   until   unit  refurbish'*   or   K^a 

pr.iiuriittf   abov.   90   P*'S-  n3/io/29  KANOA,  B.  K.       Beneral 

SWOER.fl.J.      TH1   Program  Orfie..       82/10/2?.  ™"™'.        MX 

Public   UtilltlM   -   OPU  Service   Corp.       2pp.  13940.321. 
Fiehe:  30-320.  B2/10/29,  821  1040130. 


pl.n. 


Flche:  90-000-  B3/10/30.021029010B, 
B2U1I0093  R.I  .....    public   v.T.ion    of 


r,vl»- 


9511110093. 


Dir.ctor."   fi.t.ipt    Pom   .ncl. 


rtflcB   CB1.p.       83/10/2S. 


i  i.      oa- 

-p.  <  . 
'  ' 


hn   all    nouer  raactor    litoneeea   T 

%  -  »     » 


an   of 


eai  U601  19. 


*-=   "- 


Pr«.d«r. 


llpp. 


I*  BSOBOB-Q-911.NO 


ident 
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0.     Adjudicator^    Eorrnpontfenc  e 


bbatt   B2I10I   tit,  vi.it. 

.  I™  .  .  CommUiion.rs         4BD 

16QOB;?Sa.        24X   Fi  ch.:  50-289,  B2/I  I  /OS.  S2|  1090491  "' 


r.quett 


.  l>'"<    for    .,t,nlian    of   ti«    for 

.    of   ALAB-69?.  Util    r>c    lonjer    intend.   to 
ration. 
K*tropolJtan    Edison    Co.        TROWBRlBflE.O.F.        Shau, 


af    tin.    *„ 


o-   B  - 

.5.        S4X    Fi  char  PO-320,  B2/1  1  /09,  821  1  1  00235. 

-SS11I00244  UlthdrwftL    of    util    BSI020  motian    fur    ..t. 

PIE.   motion    for   recum  i  derati  on   of    rtLAB-492  r«    domnaon 
«n  aircraft    protein  ty.  Uti  1    no    Jan..r    Intends    to  P.M." 
T.con.Ueratlon.  Two  Certif  It,  t.,    of  Bvc    end 
TROWBRIwe.o.F.       Metropolitan    Ed],  or.  CD.       TfiDHBJtlODE,  0.  F.       fi 
P    ttman,    Pott*   6  Trotubridg..       aa/  11/09.  Atomic   Safety    and 

Licrn.inj    App.al    Pan.  3.       Spp.       16023   146        stX 
Fiche.-  50-320,  93/11/09,821  II0023B 


a21«7M»0  0.n.Mc    Ltr   S2-22   to  all   PUR    licensees    re  Congressi  onai 
requ.it    for    infD   t0ne.rnln,   .t.am   oenerfltor    tubB    lnfc.a!"J 
Foruurd.   Conflreiim.r,    EJ    Mar  keg    B2I01-7    queations    re    steam 
j.ntrator    tube    [nt* jrttg.  Svc    list   encl 

EIBENHUr.D.O^       Divl  ,  ion    of   Llc.na  Ing.        B3/ 10/24.  CDn9nl  ida  t.d 

Ed ii am   Co.     of    FJiu   Yorfc,      Inc.        lOpp.        16077332         24X 
Flih.:  50-000,  82/10/26,  3310270030. 

82110*0303   FdrwTd.   R.tov.rg  Operations    Plan    Change   Reque.t   30, 
contltting    of    changes    to    Tech    Spec    Pages   4    3-1    4    3-iA   t 
4.3-3    to   .provldi    alrborn.    psrtlculate    monitor    for    reacts 
bldg    atoioiph*r«.  >  "L  tor 

Otntral    Public    Utilities    -   GPU    Service    Corn         B3/ln/3D 
H.        THI    P^ograr,   Office         2pp.        15^3037        sSx  ' 

FUh*:  50-320,  62/10/39,  921 1060303. 

--S2JIOM309  Proposed    changes   to   Tech   Spec   Paoe3   4.3-1,4  3-1A  t   4  3- 
provida   -irborne    p-rticuUt.   monitor    for    reactor    b   1  4' J 

•Itffloipnere,  ^ 

•      Osneral    PooJic   Utilities  -   GPU  Service   Corp        H2/1O/39        in. 
m93:041.        24X    FichB :  50-320.  B2/1O/29,  G21  1040303.  "' 


6211160285  MMoramfuin  clarifying    *S!-fl  rulinj.    on   probability    at 
aircraft    crashes.  ABLE    hai    not   passed    or,  Unit    1    license 


SHOEMAKER, C- J.       Atomic    Saf,tu   ard   Lic.rning   App»l 
4pp.        I414JI2B4.        24X    Fleh.:  50-330,  88/1 1/16. 


B2/H/16, 


8311090516   Fpro»rdi    "Reactor   Coolant   Processing    PU,,   u/nrq  in   P=^.f     i 
Drains    Condition"    set-vino  as   suppl    i    toApp    i    t*  P««-*i« 

kS^'I!1!'  D*fflinB"''"7    3^'  Technical    Evaluation   flopt.  " 
KAI40A.B.K,        Central    Public    Utilities    -   GPU   Service   Corn         mi  i  i  jni 
MRRETT.L.H.        TMI    Pragr^   Office.        ,p.  '        33/ll/0:l 

nche:50-320.Ba/ll/03,B211090316. 


J  ,*      "r>*T«    «'    tf"    Cn«ii..|on.      83/11/18. 

utlvfl    Legal    Dlreitor,       Ip.       14149.191        24X 


?11   ALA£™'*"''"natiri9   r.vi.u,  of    inieui    d.el.ian  t 
J°n    !"'*!    *"    "t'"lt    P"vlo"«»«   0.odifi.d.Flr.£ 

flV?  radon  *lrefld"  ln  Inviron  ""'  »"*  tip 

!*    b'l-nce    *g»In»t  operation    of   .untl. 

.Ato?i5  ^';tu,r^u'niinfl 

,        34»   Pith.:  50-000,  fla/11/1  9, 

t   itfl9'   "focumsrvti  t,  torr««pond.nce 


^'"SS  •*»«*•   H.n.,w.nt.        Upp. 
t  chie:SO-3aO,Sa/OP/la,  OBI  1170333. 


,617432 


B2JW2I0027  O.n.rie    Ltr  82-16    to  «J  1    PHR    |tcln 

Spie.    R.quMt.   rivlau   of    T.ch    Bp.c*    to    rfft.  o 

M/mldiiici  ;  provtd.rf.Fop    ftMii    u/d.VUt  l«nt,  am.nd    to 
r.iuirerf.W/o    tint.  if    oneli.Svc    Hit    ffncl 
EISENHUr.D,  O.       Division    of   Lic.nslng,       B2/09/20. 


Pe  NUPEO-0737    Tech 


,ea/IO/07,BS11030«B. 


Tethnieal    Eval  uat  ion  Rept.  "  »r 

»      General    Public   Utilities   -  OPU  Service    Carp        (TVli/m 
16009:132.        SAX   Fi  eh.:  80-320,  02/1  1/03,8211090314 


site   vi.it 

.  .        B2/11/03.  Commiasioners         dnn 

16008:232.        24X   Flch.  :  SO-SQt,  B2/1  I/OS,  021  1090491  PP 

B2I1150573   D.tcu.,.,    ABLAB    reco^eMati  on    in    TMI-2    proceeding    re 
airplane   crash    computations  J,   effect    on  TMI-1    Licensee 
agr..d    to    lUrn,,    condition   to   require   anno.H    reporting    of 
Uniting    (•  takeoff    data    at    Harrisburg    airpnrt          """^""a    of 
TROWBRIDQE.O.  F.        Shauj.     Pt  ttmn.     Potts    I,   Tro^brtrtge         TROWDRIDOK   e   F 

u    11"  ~  w  ServlIB  CBr'  fl    <Fi 


eailifi027a  PPOVI.M    Final    evaluation  of    sampling    program,  per 
ltr.Itiy.itLBitip.nl    90pport   conclusion    that    combustible 

.;t.rr^iXr^cr0r^uistHd  ln  ateam  •"""•*•'• 


:  50-320, 


,  B2J  116027S. 


S211li0230  CUriflu    parameters   discussed    In 

.utffl.r,.d  4..1r,.r«li,.r    .v.    line  recombiner        vacuum 
auta«»ilng    tV(.  *ubmittsd    via  B21013    Ur.Wat.r    contant    in 
±11   H*    bJ    "iU;"'     fc°     iBIU"    —  R«-f   catal,"t    ",uU. 

EWBCTT'LH      ™-flP  PIJbMe  """»»»  -  «*  advice  cor        Q2/u/11. 

e7   *      i«   ™         ™'    Pr°9ram   Office.        Ip.        16093:151          24X 
FiEhi;  30-330,62/1  1/11,  •   " 


valuation 


B2S1170149  Forward.    Racov.r.,    Op,  ration.   Plan   Change   Request  21 
allouin      iu.p.n.iDn    of    .elected    surveillance   requirements 

«!rtU'0;e»'JT"  "hfl:r  "rf"m""  -nf*  j«S.r;;»nt' 

V          e«t-(n    »f-.ratlors  (,/or   lafetg   of    public. 

H        rX   „    Publicnu»"t'»    -  GPU   S.rvic,    Corp.      B2/II/1I. 
.H,       TMI   Program   Office.      2pp.       16107'097        24X 
30-320.  B3/1  1/  II,  Bail  170149.  »<""V.OV/,        24X 


—8211170141    R.cov.rv.    Operation.    Plan  ChangD   Request  HI    allouinn 

clrcu^  I™"    "lect"d    'wviilUnc.   requirement,  under" 

c.pt^    «!    \T  hBr'   P'rforffl'"'"  "Hflht   jeopardl.B  safetg    of 
certain    opirationi    t/ur    ««f«ty   of   public 

IS'    Pu*Mc   utfl'tie.   -   GPU  Service   Corp.       BS/I1/1I         In 
9:09?.       24X  FicNe:  50-320,  82/11/11,02(1170149.  P 


s:  JJ-JST-B:  SETTS  s.?  : 


FJch.:  30-QOO.  B2/10/26,  B21  02AOOH8 


. 


BTUi°"   3  t0   Bethtel    9enaral    ""'a"   criteria    for 
'  Incorporating   resolutions    to   NRC   B20401 
«*"    "•vi*l°11    1-R-vUion  2  not    provided   to   NRC 

'  PU6H 


'°    9<"'"'al    d"lBn  "Iterla    for   recovery 


i  -      33pp.       16104:226. 

.chf;  80-320,82/11/11.  SKI  1170218. 
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EL1IW»*7  0*r..ric   Ltr   82-26   to   pou.r   reactor    "»«"»    ('"e'p *   F°rt   S* 
v-rilnl   rm  «UR£0-0744,Revi»ion    1,     "Pre.iure   Ve..el    M.tl 
Trccluri    Toujhmii.  "   Forward*   NUREG-0744,  Revision    l.Ufo 


ck    rec.lP*   .*   «1* 


con»ii..*.d 


,  CO.    of   Ntu  York,    Inc.       S2pp. 
FiUl:  5O-000.  BS/1  1/12,  821  1  160047. 


2.       24X 


111230227    Inform.   of    improvement*   re   removal    of  reactor    coolant 

^n«s,a--X-;!S!-,r^;siv:r£sai:5- 

^'s"r"":sv:J!:.b:uus;:-^u  r  p'c|;, 

UMETT,C-H.      TMI   Proorim  Office.       lp.       16193.183.       WX 

fict>:  so-sao.  02/11/10-  021123022?. 


UHSA'B.K.     »entr«»  ru"">.  «.»*.-•-•  ..--...TO       OAY 

JWSETr.L.H.      TMI  Program  Office.      2pp.       16221.179.       B4X 
Fica*:  50-320,82/11/22,8211290339. 

1     In*p«ctlon  report*,    IE  Bulletin.   t>  correspondence 

KMITOB2Q   IE   Info  Notlc.   02-37,     "CracHng    In   ^P'r   f""*"    *" 
TT.Mlticn  Cone  Qirth   Weld   of   Bteam  O.nerator   at   Op  .rat  Ins 

JCflDAHjE  DivJilon  of  Engineering  fc  Oual 
C^n.oliidAted  Edi.an  Co.  of  New  York,  Inc. 
Fl<*«:  90-MO.  88/09/16,8200190220. 

IE  Info  Notice   B2-34,  R.vi.ion   1,    "Mild-    in   Hall   Control 


tij   Ediion  Co.     of  Haw  Vork,     Inc. 
i  82/09/17,  B20Q1TO222. 


iurance.       B2/09/17. 
i.       19893:183.       24X 


IE  Info  Notlc.   92-39,     "Svc   »••«'•««    »  S 

tii  8t..l   R.drculatlon   Sgi   Piping   »t   BHR    PUnt. 

^'I.LnCll,ivl.ion   -f   eB,in..rln.   **.H*y   *"«««•  ^ 
CcrnioIUat.tf   Edl.on  Co.    of  N.L,  York,.    Inc.       S6pp.       1A017. 


:  so-000-  aa/09/ai.  0203190229. 


IE  Info  H.tlc.  82-3S.  "Cb.nj.  In  F 
for  IE  lulUtlni.CircuUr*  k  Info  NotleM.  » 
OEVOUHO.R.C.  Director'.  Offl",  OJ«e.  o 
£nf4ir««in«nt.  SB/09/33.  C0"101^'* 

16018:021.      24X  Fleha;  30-000, 


™ IE  Info  Notlc.  02-40,    "D.f IclencUj  In  Prl«r«  Cont-inment 

eintritil  Penetration  A«i«mblia».  BJ't:.11J  J,.:  Ai'turanc*.  B2/O9/S2. 
"^Cc^BH^ted'EdliSn  Co.  ofNeuYork,  Inc.  112pp.  13930:019,  24* 
Fieh*:&0-000.  82/09/22,8308190232. 


EraLtMOC.74  Forward.  IE  M'.gu.rd.   In.p   R.pt 

notlca   of  violation.  Notlc.  of  violation  (. 


15381:0*5. 


. 

X  FUhil  80-320,  82/10/09.0211020074, 


c.  not.d:  fallur.  to  *« 
indication,  t,  .nnuneiatori  p.r  phy 
li(t*ni  wtthhtld  <r.f  IOCFR73.21). 


0311020074. 

IE  info  Notie.  82-41,    -F-ilurt  of  8.*.tg/R«H.f  V*lv«>  t« 

"tii  1^"^ 

13960. 


Coni.lld.t.d  Edi.on  Co.    of  N.u.  York,    Inc. 
FieKt;  SO-000,  82/10/82,8208190239. 


aanoHOov  M  r«ttpt  of  aaosii  itr  '"'T 

««rr*et  violation,  not.d    in   IE   Inip   R-P* 
Vlel«%ioni   A  (.  H  rtai.lgn.d  Security  l-«v.iv. 
BIAHOSTECKI.B.      DlvlilBit    of  Proj.ct   h   """J"*  ^"Bc"r 
RWWA.B.K.       C.n.r.l   Public   Util  it!..   -  *"«!"»"    Cop 
IMSO;053,       24X  Fich.i  80-320,82/10/28.  0211060009. 

~«11CWOia  R..pond.   to  NRC   820622   Itr   r.  vUI-il".    « 
A*pt  M-320/82-04.Cori-.etiv.  action.:  o.n.ral  "ntry   t 
initructlon.  modified  to  emph««H»  EOBnonie-ttoii*  «• 
f»T»i»*lon"  nt.d.d  to  enfctr  containmint.         -       , 
KMWA.B.K.      O.neral   Public  Utillti..   -  OPU  a»^'" 
HAVNH.N.O.      Region  1,    Office  of  Director.      llpp- 
Ft*  hi!  30-320,  82/10/28,  831  1060009. 


*"""  *° 

B8/10/8B, 


„       BS/OB/il. 


,p  320 

i"'^ 

p" 


on*   not.d    in    IE    I"*P 


. 

b«rri.p»-  utiiitiB*   -  CPU  Ssrvice   Corp.       82/10/14. 

K-       O.n.r.1    Pub  UjUt  ilit  .  .J        ^  ]A137:OS4.       SIX 

R   C         Region    1'     Offit*    or    uiriim--  rr 


corridor,  radioactive   «tl 

S^!    ^S/li: 
821  1270312- 

aaH1W».   IE   in,.  N.ti., 


contro1 


«».Mci.«.l..    .«  U*   Mr   rilt«t.«/ 

-,_.   t,   duality   /^sur.nc..       B2/U/li- 

r<1 


Fieh.:  30-000, 

,«-,   .    L  -int 

6211290602  Ac  k    recttpt 


-821,2906.7 


R..pand.    to  «RC   BOi  l« 


::a.K?5/7.«i»  «--s«t  rau:rt 

prior  to  removal  of  train  f  '«  J«B   _ 

-fl"      ""  " 


Itr   informing   NftC   of    it-ps   taken    to 
{*„   R,Dt   50-330/79-tO. 


B,rvice   Corp.       82/»0,a9. 


Ov.rpr..»r. 

tij   Aa*ur«nc..       BH/U/19. 


«M|9«n   IE    info    Natl«.   B=-«-     "'^  «-,«  T. 

Protection."    Bvc    lUt   enc  '•  .    flm 

^rof^.t.S'EiJ^ncS.^rr.r^^mc, 
Fieh.:  30-000,  S2/H/19,  8209190253. 

j    i.   -*   nonTO-v    Ifcr    Informing    NRC    of    *t«p.    t«k  »n 
8211300354   Ack   T-*c.lpt   nt   toom    Itr    into  rm      • 

l° 


Itr    r«  violation*   noted    in    IE    tnip 
r  to   fc.t.r 


Mgoa-l.       r 

K«,;0««2l«i««   bjt-M,,   «lnt   *   ...I.";  jni  ,-•    t 
d.v.lop.d.Co^l.t.d    job    «e."."J   •^iil*«FU   S.rvlc.  Corp. 
KKk|-;-C°iS.Sin^l^cL10V^«r.      SPP.       >623»;0 
FuI.rlo-320,  32/1  1/24.  B2U3003S4. 

R.    P.riodic    op.r.tlru    r.port._*^r.l«t«d_eori;«.,p.nd.i.ei 

—  _.---—  -»—  '  --  »—•*»'"•  —  —  ——  —  *      ""— 

92.0150631   Forward,   TMI   Pro,ra.  OK   U..kl«   .ft«.    r.jt    for   y,l 


82/09/37. 


FicNt:  90-320, 


^ 


of 


821.160063   Forw.rd,   THI   Praor-m  Of*   u,..klg   it.tu.   r.pt   for   *k 

vft.%r. 
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351133007?  Foru.rdi    TMI    Program  Qfc    wsaHu    it-it*.   rut   for    ut    of 
S21037—  33. 

BAF1RETT,  L.  H.       THI    ProgTam  Office.       B3/  10/23.       DEN  TOM,  H.  d.       Office    of 
fJ.rcl.aT    Reactor   regulation,    Director.       SNVDER.fl.J.       TMI    Proaram 
Office.        llpp.        16199:001.        24K    Fiche  :  30-330,  BS/lO/Si,  821  1230077. 


F°™«rd.    "TMI    A1uatic    S*«J«    Monthly   Rept    for  Sept    190S.  '• 
™   -R<       Otl>8rfll    P"61ic    UtilitU,    -  CPU   Service   Corp.       B2/10/2S 
H    CKEV.C.        NRC    -   No    D.t«ll.d   Affiliation    Olv.n.        Ip. 
Pi  che:  50-239,  62/10/35,  H211S90069. 


— 9B1129Q071  "THI  Aquatic  Study  Monthly  R.pt  for  Sept  I9B2  • 
NAHDACCI,<5.  A.  Ic  h  thgo  1  og  ica  1  Associates,  Inc.  B2/ 10/33 
16217:  104.  24X  Flche:  50-399,  92/10/25,  B21 1290069 


2Bpp. 


THI 


rept   for  tuk    of 


BARRETT,  L.H.        TMI    Program    OF-flc..        88/11/01.        DENTON.H.R.        Offic.    of 
Nuclear    R«a,ttar    Regulation,    Director.       SNYDER.D.j.       TMI   Pronram 
Office.        Aff.         16230:014.         E4X    Fi  che;  5O-330,  32/1  1  /Of  ,  321  1210397. 


«H«i«"r"*I-*    P"j"dic    r,pt     of    radioactive   «gt    program    to    detEct 
radioattive    water    lea*aca    to    gr  oundiua  ter.  Or  o  undue  tar 
monitoring    data    artel, 

fl^T?'  ?'  H    °'™^    Publlcn  ^iliti^    -    CPU   B.TVI,.    Corp.        02/11/11. 
BftRRETT,  L.  H.        TMI    Program   Office.        3Bpp.        16077-001         34X 
Fichu:  SQ-320,B2/M/ll,eaill60290.  »«<"V.U«I.        34X 


for 
w 


B3112400A7   FoTU.rd,     "TMI    Aquatic    Studij    Monthly    R. 
for   pljcsmunt    in   PDH,  t 

HICKEY.C.R         EnvironmBntal    Enginaerlng    DraneJ,.       B2/1I/10. 

l}Dcum*nt  nanaflsrasnt   Oranch.       lp.        1623-0-174        24X 
Fie  he:  30-3SO,  32/11  /IB, 


COLLINB,M 


BHt  1340073   Forward  i    "TMI     Aquatic    Study    Monthly    R.pt    tor   BEpt     19BH    " 
T^ITiI-2-        ^""Tal.   P"blic.IJt"itl"    "   «PU   eervf  =  e    Corp.        33/10/2 


HICKEY.C.       NSC    -   No   Detailed    Affiliation   Olven         lp 
2«X    Ficho:  30-330,33/11 /IB,  0311240067. 


p.        92/10/29. 
16230:175. 


B211240E17    "TMI    Aquatic    Study    Konthlu    Rept     for   Bept    1962    " 

?J5?SC^i0>A«vI^*!!g0i*'1"1     *••«!•*•«.   I"«.        82/10/35.        2Bpp. 
16230:174.        ?4X   Fi  chor  30-330,  B2/1  1  /  18,8B1  1240067. 


oecl"<r»nefl*' 


&    related   cor  t 


B2I1020I4B  Foriuards   LER    S2-02B/03L-0 

r       °'1"1:'"    CUhil!    Utllit£B.    -    CPU    Servic.    Corp.       aa/10/22. 


LER  , 

droppsd    from  63,000    to    4-?,  000   «fm.CaU50    onknown 
Inv«*tisJt(oii    ifndorwaij.  Flouratc    raturnod    to   35,000  efm 

G"7erai   Public   <Jtilttl'"   "  OP"  S.PVIC.  Corp. 

ijlon    1,     Office    of   Director.        3pp.        13BB2'  142         24X 


-E2U090473  Forward,    r.vU.d   t.chni.,1    r.pt    r,   .,po5Ure    of   head 
of    it*tlon    .mploueH,     »Inv*,ti  gallon    t,  Reai,.Bsrl(mt    of   Bttd 
*  Oanrna^fiadiatliin   E>poaur«   of   Auiiliari,  Operator    T   on 

KANQA.B.K.        O.n«ral    Puftllc   Utilitisi    -   GPU   B.rvics    Corn         H2 

H*VNEfl,II.C.       Reoion    1,     OMlc.    of    Director.       apf 
Fich,:  50-320,  02/11/12,331  1170099. 


of   rtu.iliary   Operator    T   on 


H 

S  -I;*Jon   E- 

ftavl  ilon    1. 

-     0»neral    Public    Utilitiei    -  GPU  Service   Cor 
93/09/10.        «pp. 


B21(a90aao   Forwards    LER    B2-033/01L-0. 

KAHOA.D.K.  Central  Public  Utilities  -  GPU  Sar> 
HAVNES.fi.  C.  R.jion  l,  Office  of  Director  In 
Flth»:  30-330,  S2/11/16,  B21  1290220 


PCI 


ice    Corp.       S2/11/1A 
16216: 294.        24X 


--6211S90226LEH   a2-033/01L-0:  or.   821014.  d  iscovered    surveillanco 
proe.dUre,    for    thr!e    Tech   Spec,    del flyed. Closed    by    failure    to 
Jntlcipatt    nied    for    r8covBr<j    operations    plan   change    reouest 
due    to    e.tend.d    *chedul e. Request    Bubmitted    021111 
CWPUM-aD.        0>nBral    Public    Utilltl«    -    OPU   Service    Corp. 
92/11/15.  Region    1,     Office    of    Director.       3PP 

Fiche:  50-320,  82/11/14,621 1290230. 


.vndicfltfn  nao,- 

ltv.1     indication    f a i led. resul ting     in    Indication    being 
declared    mop erabl..  Detai 1 9  ui 1 1    be    included    in    follouup 

KANGA.B.K.       Denn-raJ     Public    Utilitlea    -    GPU   Service    Corn         R3/11/1A 
HAVNES,fi.C.       R.jion    ,.    Offlce   „,  Director         lp        U?fl   i»7        MX 
Fiche:  50-320,  62/11/16,  021  1290437. 

V.     Operator   Eiami nations 


6210130019   Generic    Utr    02-1B    to    all    pouer   reactor    applicants    fc 
licensee,   re    reactor    operator  I,    senior    reactor   operator 

IJtUr   w  nSt'S"    S"m?-Adv;ses   '""*   •»«•   begin  at    facing 
aPter   B21001.  Svc    list   enc  1 . 

lnf.^IU?»Dlfi;    M^^T    ?f    LlcB"ln9-        B2/10/12.  Consolidated 

Edlion   Co.     of    New   York,      Inc.        15pp.        16002    234         24X 
Fiehe:  50-000,  B3/10/12,  B2101300I7. 


DOCKET   30-321    EDWIN    I.     HATCH    NUCLEAR   PLANT,     UNIT    1 
r__?!!!!!ty'     medi"l'_e"""'9*i'<:i    «•    fire    protertion    plans 


3211030120  Forwards   sevan    oversi.e   drawings   of   station    batteru    room 
u.t.rproof  doors.  ir>    response   to   NRC   B20BO3    repeat    to°acterlj    r<""" 
assist    In   revisw  of    utll    B20701    rtpp   R    submi  ttal.  Aperture 
cards  are   available    in  PDR. 

BECKHAM.J.  T.        Georgia   Pouer   Co.        82/QB/20.        KUBICKI.D         Office    of 
NucUar  R.actor  Regulation,    Director.       lp.       159H    33i        24X 
FJche:  30-321,  B2/OB/aO,  821 1030120 


B211OA0007 


LER    B2-030/03L-0 


,  - 

ice    Df    Director.         If,        15930:071          B-IX 
Fiche,:50-320,B2/IO/ag,a211060007. 


generator 
' 


6211290317   ForwarJi   LER   B2-O32/03L-0 


,  _ 

Fichs:  30-320,82/11/1  1,921129031  7. 


irector.        lp. 


«  "   B2-032/03L-0:0n   831007,09  4    tl.EPICOR    II    . 

Itmm    i        T'^r    "mP>"   P^P    ALC-RMI-1B    f.M.rf.Cau.ed 
S.™",/."**' pu""*  &   cr*c*»tl   Fu»   holder  r-epUt.d 
CHAPLIM,B.D.       0on.T.al    Public    Iftl  lit  i«  -"«iU  "esrvlt .   Corp. 
S?  i   ^i'^     "»»*»"   «'    Office    nf   DJrectar.      app 
Ficha:  30-320,  &2/H/1 1 ,  BK1 1390517.  . 


oil    dau 


— 82110600U  LER  Ba-030/O3L-0: en    B20925.  eoieri 

tank      B      ShOUfrd      IfVef      O-f     49O     nnTlnna      In    m*' 

i      ,    i     ..  .*  "«TW   gaiionv,  m   gAiAuri-fe    DBEOUT    reaulred 

.!  Hi:.,".?1"6}"'    cau"    identified.  Tank   refilled   I.   necei«lt<| 

3.       Snneral   Public    Uttlitiai  -    QPU  Service   Corp 

r,    L      =n  ,        Raaion    I,     dftiet    of  Director.       2pp.       1593Q-  07B        24X 
Fichu:  go-3BO,B5/ 10/23,  B2110i0007.  lavau.u/^.       24X 


34X 


^ 


««nl..,.  •»•     • 

appl    canti   fe    holders    of   CPa  re    inconsistency   between 

rsquirenents    of    IOCFK50.  S4(t)    t,  ST9  for  performing    audits    of 
«SESS!',TVIip"'""'*li    Pr°3rfl"".6v<:    list   encl. 

Ej!!on   !„      n,    (JDlVi'^"    ?f    U»"»""-        W/IO/01.  Con.olidatod 

EJiion   Co,     of    Neiu   Vork,     Inc.        llpp,        16002'  280         24* 
Flche;  30-000,  02/10/01,9210040068. 


of   nuclear 
nUC'ear 


B310070019  Generic    Ltr    S2-21    to  all    licensees   *  appli 
power   reactor,   re  Tech   Specs    for    fir.    protection   aiou 
Forwards   guidance   discussing   general    scope   t,  describing 
element!   to   be    included    in   audit.  Svc    list    encl 

EIBEHHUT.D.Q.        Division    of    Licensing.        BB/  10/04.  Consolidated 

Ed  I  .on   Co.     of    New  Vork,     Inc.       19pp.       15993:338        24X 
Fi  che:  30-000.  B2/  1  0/06,  B21  007001  9. 


ve    in   assuring   public  t,   environ 
saf.ty.No  response   necessary.  Related    matU    will    be    placed    in 

0'BEtLLY,J.P.        Region    2.     Office    of   Director.        B2/10/14         KELLY,  R    J 

2-       3«  Fi  che:  50-000, 


'°P 


,  30-424/02-14 
19a°~Jun*    '^'•Overall    performance 


*      R.flion   2,    Office    of    Director.      82/07/19. 
Fiche:30-000,'B2/10/14,  8211130357. 


23pp 


R™flnnw 

020928-1001.  No   noncompl  iance  noted. 

H^V'B'*;'      Sivli!°V  Pr°J'ct   * 
KELLY.R.J.       Oaorgla   Power    Co,        3np. 

Flche:  30-321,  92/10/21,0211130330. 


t,  30-366/82-3B   on 


"Jent   Programs. 
16035'  016        S4X 


B2/10/21. 


DOCKETED  ITEMS 


--021115033B    IE    Imp    Repts    50-321  /03-30    &    50-366/02-2S    on    820928-1001.  No 
noncomp]  iance    noted.  Major    areas    Inspected:  radioactive     linuid 
re  1  ea  sei, radiological    effluent   rep 1 1,  rad  i  oac live    gateau* 
re  1  e»s»ii  ra  diuaste    lupp  1 1  ej,  1  i  c  ensee    audits   b   training. 
WfiAY.  J.  R.  .     BARH.K.P.       Division    at    Engineering    t,   Technical    Program*. 
02/ 10/20.        6pp.        16059:010.        34X    Fiche:  5O-331.  02/10/21,8211150330. 

831 1150425    Ack     receipt    of    0210O4     Itr    informing    NRC    of    steps    takan    to 
correct    violations    noted    in    IE    Imp    Repts    50-321/82-23   1 
30-366/93-24. 

LEWIS, R.C.        Division    of    Project    (.   Resident    Programs,        02/10/21. 
KELLY.FI.J.        Georgia    Power    Co.         Ip.        16063:232.        24X 
Fiche:  30-321.  S3/  10/21,  83!  1 1  3O42S. 


— B31 1 150477  Notice  at  violation  from  imp  on  830632-0726. 
*  Diviiion  of  Project  &  Resident  Program*.  03/O0/23, 
16063:231.  24X  Flche:  90-331,  02/10/21.021  1130425. 


2pp. 


--0211150493    IE     Insp    Repta    50-321/82-25    t,    90-366/02-34    on    030622-0736. 
Noncomp  I  iance    noted    reactor    overpressure    Incident   &  Tech 
Specs    re    in  sta  1 1  lation    of    fire    doors, 

ROGERS,  R.  F.   ,     HOLMES-RAY,  P,  ,     BfiCUNLEE,  V.  L.        Division    of   Project    t, 
Resident    Programs.        82/00/20.        9pp.         16063:233.        24X 
Fiche:  50-32  1 ,  82/10/31.8211190423. 

8210290100   Generic    Ltr   03-23    to   all    licensees    t>  applicants    re 
inconiis  tency     hetiueon    requi  rements    of     1OCFR73.  40(g  >    &   SIS 
far    performing    audits    of    safeguards    contingency    plans 
(security    plan).Svc    lisb    encl. 

EISENHUT,  D.  G.        Division    of    Licensing.        82/10/30.  Consolidated 

Edison    Co.     of    New   York.      Inc.        8pp.         19993:319.        24X 
Fichu:  5O-000.  03/10/30,8210290100. 

021IO40379    Generic    Ltr    03-35    to    all    power    reactor    licensees    re 
integrated    IAEA    eierciss     for    physical     inventory    at    LHRs.Any 
commitment    to    participate     in    eiercise     IE   voluntary    &   any 
util    that   participates    will    be    reimb  urs  ed.  Svc    list    encl, 
EISENH'JT,  D.  0.       Division    of    Licensing.       83/11/03,  Consolidated 

Edison    Co.     of    Neu    Vork.     Inc.        llpp.         16019.004.        24X 
Fiche:  50-000.  02/ 1 1 /03,  B2[  1040379. 

0211120371    Releases    public    version   revised    emergency    plan 
imp lement  ing     procedures. 

FELTCN,  J.  H.        Division    of    Rulei     and    Records.        82/11/OS,  Document 

Manaoument    Branch,         Ip.         16066:186.        24X   Fi  che:  30-331 ,  82/1 1/0  3, 
5211130271. 


— 0211170028   Forwards    public    version    of    reviled    emergency    plan 
implementing    procedurss.  including    Procedut-ea  HNP-4422    rs 
notification    of    unusual    event    -   control    room  operators    t 
HNP-4822   re    alert    -    control    room    operators, 

SORRELLiE.C.        Qoorgia    Power    Co.        32/10/28.  Office     of    Nuclear 

Reactor    Regulation,     Director,        Ip.        16.147:093.       24  X 
Flche: 50-321,  03/11/09,  B21II70O1O. 

—8211170033   Public    version    of    revised    emeroeney   plan    imp  1  ement  ing 
procedures,  including    Procedures    MNP-412a    re    notification    of 
unusual    event    -    control    room    operators    &    MNP-4523    rs 
alert   -    control    roan  operator*. 

RQOEfiS.W.  H.  ,     NIX.H.        Ceorgia    Power    Co.       02/10/26.        IBpp, 
16147:093.         24X    Fichs-:  5O-321,  02/11/O9,  B21  1170010. 

8311290433   Forujrdm     IE    Bafaguardft     Insp    Rapt*     50-321/32-33    (• 
50-36A/02-31     on   821O2S-29.Ho    none ompl iance    noteJ. 
DANCE, H.C.       Division    of    Prajeet    &   Resident    Program*.       82/11/22. 
KELLY,  R.  J.       Oeorgia   POUJBT    Co,        2pp,        162SS:299.       21X 
Fiehe: 50-321.  B2/1 1/22,821  !29Oi33. 

--0211290640    IE     Insp    Repfca     50-321/02-33    t.    90-366/52-31     on    021023-29.  No 
noncomp lianc«    noted, Major    area*     i ns peeled : reviou    nP     security 
plan   fr    Impl ementlng    proc eflureej pers onno 1    &    commun lea t Ions, 
Details    withheld    <ref    1OCFR73.21>. 

ST^NSBEfiFJV,  W.  W.  ,     MCflUIBE,  D.  R.        Dlvition    of   £ngjreor  1  ng    &   Tachnlcal 
Program*.        82/1  I./ 19.        Ip-.        16223:301.        34 X    Ffche:  50-321,63/11/22, 
B21 129O633. 

P,     Operating    licetis*    stage    documents   &    corr  e-ap  ondenc  e 

B209S10027   Oenerlc    Ltr    82-lt    to    all    PUR    licensees    re    NUREQ-O737    Toch 
Specs,  HeftUBit  •    reviiu    of    Tech    Specs    to    determine   t  onn  i  itencj) 
ui/QUldance    pT  ov  1  d  etf.  For    1  toms    la/tevia  ti  on*,  amend    to    license 
required. W/o    stated    encls.Svc     list    encl, 

EISENHUT,  D.  O.        Division    of   Licensing.       82/09/20,  Conso 1 i da t»d 

Edison    Co,     of    Neui    Vorlr,      Inc,         15pp.         1393O:   140.        24X 
Flche:  50-000,  B2/09/20,  0209210027, 

B2U03O108  Clarified    S20B24    request   for    addl     Info   r  e  "NUREQ-0737 1  Item 
II.  D.  3,     "Pott -Occident   Samp  11  no    Sys.  "    Clarification    section 
of    previous    Itr    provides    guideJlneijnot    rec<  u  irementsi  POT 
iriBeting   NURE9-0737    CT-ttflria. 

BTOLZ.J.F.       Operating   Rsaetors    Branch    4.       82/10/O7.        BECKHAM.  J.  T. 
tJnorala   Pouer    Co.        3pp.        15936:124.       34X    Fi  cho:  SO-321,  02/10/07, 
021 1030100. 


— 0211120300  Forwards    public    version   of    Revision    14    to  Emergency   Plan 
Implementing    Proceduro    HNP-BQO'1,     "Personnel    Dosimetry 
Prooram"    t>    fievislDn    5    to    Procedure    HNP-S100,     "Pocket 
Dosimeter   Operation   b   Calibr.  "   ffecelpt    farm   encl. 

SQRRELL-E.  C.        Georgia    Poiuer    Co.        B3/10/28,  NfIC    -   No    Detailed 

Affiliation    Given.        Ip          16066:107.         24X    Fl  che  :  9O-321 ,  02/1 1 /OS, 
6211130371. 


821103004'?  Forwards    Amond    9!    to    License    DPR-S7,  sa-fetu    evaliratlon    & 
notice    of    issuance    '«    ava  i  labil  i  ty.  Amend    permit!    temporary 
revision    to    secondary    c on ta Inme nt    Tsch    Bpsei    tfur 1 ng     19SB 
Fofuellng    outage    to    permit    major   mod. 

BTOLZ.J.F.       Operating    Reactov*    Branch    4,       H2/10/22,        HECKHAMi  J.  T. 
Georgia   Pow»r    Co.        2pp.        19965:032.       24X  Fl  che;  30-321 .  BS/ta/S3. 
021 103004^. 


— 0311120209  Public    version    of  Revision    14    to    Emergency    Plan    Imp  1 emnntin( 
Procedure   HNP-Q004.     "Personnel    Do»imetry    Program"    t.  Revision 
5    to   Procedure   HNP-B100,     "Pocket    Dosimeter   Operation    t 
Callbr    " 

ROGERS,  W,  H.        Georgia    Poiuar   Co.        B2/1O/23,        37pp.        16066:180.        24X 
Flche: 90-33 1 , 83/1 1/03.  821 1 120271 


-B21IOS0050   Am*n.d    91    to    License    DPfi-57.  P  rov  i  ding    temporary    covloion    tt 
secondary    c attainment    Tech    Epeci    during    1  982  raf uel Ing 
outage    to    permit    major    nod   uork    concurrent   u/refuoling 
actlvlti**. 

STOLl.J.F.        Operating    Reactor!    Branch    4.        83/10/22,        8pp. 
15965:034.        24X    Flch»: SO-321. 82/10/22,821 1050049. 


0211I&Q104  Releases    public    version   of    revision    to   emergency    plan 
imp  lament  ing    procedure. 

FELTON,  J.  M.       Division   nf    Rules    and   Records,       83/11/05.  Document 

Management   Branch,        Ip.        16100:  139,       24X  Fi  che:  50-321,  82/1 1/O3. 
8211160104, 

— 8211160109  Forwards    public    version    of    Revision   6    to  Emergency    Plan 
Implementing    Procedure   HNP-8006,     "Decontamination." 
Receipt    form    enc  1. 

SORRELL.E.C,       Georgia   Power   Co.       82/10/27,  Region   3,    Office   of 

Director.        Ip.       14100:  140.       24X  Fie  he  :  50-321,  03/1  I/OS,  021 1 160IO4. 

— 0211160115  Public    version    of  Revision    &   to    Emergency   Plan    Implementing 
Procedure   HNP-8006,     "Decontamination.  " 

ROGERS,  W.  H.       Georgia   Power  Co,       82/10/25,       13pp.       16100:141.       24X 
Fichu:  90-321,  02/11/09,821  11&0104. 


—8211090053    Safety    evaluation    supporting    Amend  91    to    Lictn»e    DPR-S7, 
«      Office    of   Nuclear    Reactor    Regulation,     Director.       82/10/22.        3pp. 
1596S; 042.        24X   Flche: 30-321 • 0B/ 10 /HE. 821 10S0049. 

— B211O50093  Notice    of    Issuance    b    availability    of    Amend    91    to    Licence 
DPR-37. 

STOLZ.J.F.        Operating    Reactors    Branch    4.        62/10/23.        2pp.  ; 

1JJ963:  048.        S4X    Fiche:  9O-321.  B2/10/22.  H21  1030049. 

021O2&Q000   Qeneric    Ltr    82-2O    to    all    power    reactor    1 Icenseas,  permi t 
holders    &   applicants    for    CP    re    guidance    for    implementing 
SRP    rule.  Forward*    NUHE&-09DA.  NUItEO   tfl    ba    uaed  aa    interim 
measure    until    Reg    OuidB    1.70    revised.  Sve    list   encl. 
EISENHUT,  D.  O.        Division    of   Licensing.        BZ/lO/Sb.  Concolidatod 

Edison   Co.     of    New   York,      Inc.       9pp.        lSt?9-3:299.       E4X 
FU6e-.  30-000,  82/10/26,  021O2AO00a. 


8211170010  Releases    public    version   of    revised    emergency    plan 
implementing    procedures. inc lud i ng   Procedures   HNP-4422   re 
notification    of    unusual    event    -    control    room  operators    6 
HNP-4S22   r»    alert   -  control    room   operators. 

FELTON,  J.  M.       Division    of   Rules    and   Records.       82/11/05.  Document 

Management   Branch.       Ip.       16147:091.        24X  Fiche;  50-321,  02/11/05, 
0211170010. 


B2 10270030   Centric    Ltr    82-22    to    all    PUR    licensee*    re    Congritiional 
request    for    info-    concerning    steam   gener-atar    tube    Integrity. 
Forwards    Congiret  sman   EJ   Mar  key    821017    question*    re    ataam 
generator    tube    integrity. Svc    llit   »ncl, 

EISENHUT,  D.  0.       Division   of   Licensing.       83/1O/3&.  Conso-1  ida  ted 

Edison   Co.     of    Neu   York,     Inc.        lOpp.        16079:332.       24X 
Fiche: 30-OOO,  82/1O/26.  B210S70030. 
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DOCKETED  ITEMS 


<.»«    of   «   Curr.nl   Pou.r    on  P*mp    Srals.  "  Resns. 

accep  tab  1». 

STOLZ.J.  F.       Qpcntlng    Reactors    Branch    4. 


830SI90M3    TE    Info    Notic.    02-3S.     "ChflngB    in   Format    t   01  ,tri  butl  on    Hi,. 
for    IE   Bulletin!.  Circular*   !-   Info  Notice..  "    Bvc    H,t    encl 
DEVOUNtJ.R.C.       Dir.ctor',    Qffic,.    Offic.   pf    In,p«    Hn    an 
Enf0rc.mer,t        02/07/32.  ContoliJ.trt  Ediwn   Co.     of   New  Vork,     Inc 

110pp.        li.01B:021.        34X   Fltnt:  50-000,  03/09/22,  B20B190223 


0311170042  Comm.nti    on    utll    r.iponae    to    Cen.r  ic   Ltr   Bl-04 
R.vi.ion    I    to    NUREQ-0313.  Add!    info   »tul»d    r.    r.e.n* 
dBVflopminti     In    pip*    cracking    in    BNR«    uitnin   30    ifaui   Of 
r»£  tlptafltr. 
STGLZ.J.  F.        Operating    Reactori    Branch     4 

"' 


,i  .     . 

""'•villa.  AL    to    revitw    teit   &    insp    resulti 

"'•*«'""•*  va>"«  *  •"*•...  test,  4  u»pl. 
.     .       Operating    Reactors   branch    H.        3S/11/Q8 
Dperatinu    R»»ctopa    Branch    4.       2pp         16121-247        34! 
FIcfie  :  30-321,  BS/ll/OB,  S211160S5B. 


bV     NHC 

c.    »f  NUC 

:  50-321, 


Submit,    Info    r.    status    of    comta  i  nmBn 


, 

at    plant    tika    cannot    be    termed    sovere. 
IJECKHftM,  J.  T  .       O.orgla    Power   Co.       63/10/01. 


r«vi»ui.  R>f-pDiii«   nq.uB9t*d   within    ao  days. 
STOLZ.J.r.       Operating   Readers    Branch    4, 


Office   at 

n 


^ 


3211160047  Oensrlc    Ltr    83-26    ta    pou-.r    reactor    lie*n>»»    ltlc»t    Fort  st 
Vr.lt.)    r«    NUREO-0744,  Revision    I,     "Pressure    V*...i    H.tl  *  * 

Fratture    roughnesi.  "    Foruards    NUREff-0744,  Re  vi  linn     I    W/n 

encl.  Sve    list    gncl. 

ErSENHUT.D.  0         Division    o  C   LJcimlng.        Ba/ll/12.  Const-Hdated 

EdUon   Co,     of    Heu  York,     Inc..        93pp.        16?32-  212        S4K        """ 

Flcl»«:  30-000,  BB/lt/ia,  8HI1  160047 


^f^i/^n^5    B*'!I?    :hBCl(    Whlth     "P>««    '".cl,     inadvertently 
lo.t    from  B21009    suomittal    re    temporary   revision    to 
secondary    cuntjinment    Tech    Specs 
B^tlllti™      0"«ll-   P«««    Co.       fla/ll/w.  Office   of  Nuclear    Reactor 

eaiiaawBK    [""etljr-      lp-      <««:i*i.     w  Fiche:  so-sai,  n/i  i/ii. 


.     1n»p-ction^r«porti,     IE   nuiletin,    j,   lorreap  ondenc* 

208190220    IE    Info   Notice    82-37,     "Cracking    ,„    Upper    Shell    t 
""""1   W8U    °f    3t"'n   QBn"-a*0'-   •*   OP-raUnB 


id'f      1^i;iCn   ^f   enflln«ti.|nt    t,   Quality    Awi 

Con.olidated    Erff.cn   Co.     of  N*w   Vork,     Inc.        !O3np. 
Fich«:SO-000,  B2/09/I6,  B30S190B20. 


HP«"?"«   Svc'lUt^ncr   Sa-a"'RevI*ion    ^     "w"^    *n   Main   Contro! 
^Cons'oliriat.d'ediion    So    C^ln"rln<    fc  0««ll*ll    Assurance.       82/09/17. 

Fich»;go-ooo,  ea/o9/i7,BBbei9osB2,    "**"    inc'      107ppl      ISB<?S:1BS'     H4* 

200190229   JE    Info    Notice    B2-39,     "3vc    D.»rfldatlcn    of   Thick  Hall 
Stainle..   Bte.l   Beelrcirlation  8u>    Pipfnj   at    BUR  Plant.  " 

JORDAN,  E.L.       bivi«ton    of    Enjinser ino    fe  Qoalitu   As«uran 
Coniolidated   Erflion  Co.     of   Neu   Yorlt,     Int       v^.HS*ur«n 
Fl.he'SO-000 -  '     Ine' 


nea         ™ 

:0<?a'     2"x 


EcricaPn  *.  Dflnma, 

Elictncal    Penetrition   Ammbliei    "   Svc    list    encl 

JQRDAN.E.L.        JJiyiilan    of    Engineering    t.   Quality    Assurance         02/09/22 

Con.olidat.d   Edi.on    Co.      ofNeu.Vork,     Inc          1  12pp          IS93O-  Ol  9        a« 
Fich.  ;  50-000-  B2/09/22,  B20S1M232.  PP'        1S9:JO-Olli'-       a4* 

B211150S&7  Advise,    that   BALP  rapt    reviBued  I,   appraved    for    issuance  utll 
«   .t      '"111*1"    "'«t'v.    in   a.surin,,   publ"   i    "nvtron  l' 

.*fit«.No   responlB   neceasary.  Related    matls    will    be    placed    in 

O'REILUV.J.  P.        ft»Dion   2.     Offic.    of    Oiractor.        02/10/14         KELLV   R     I 

" 


--8311150373   Acfc    r.celpt    of    NRC   620719    Itr    transmitting    SALP    rEpt 
BV»lua!iPe         rm*n"  '«Jliti...Util    has    no    comments    on 

DECKHrtM.J.  T.        O.oroia    Power    Co.        B2/OB/31  ,        LEWIS,  R    C         Reoion 

' 


F.che:  50-000,82/10/14,  B211I509S7. 


BALP   Raflt3    50"331/B2-IS.  30-364/82-1B.  50-424/B2-I4 
«cepabe          '°F    J"'     lW°-Jon'    »«>.t>«r«H    performance 
*      R«oion    2,     Office    of    Director. 
FichB;  50-000,  B2/10/14,  6211150557. 


n« 

01.  No    noncompliance  notsd 

/        °ivUi°n,,of   P";«t*   e 
.        Oeorgia    Potuer    CD.        2pp, 

FichB:SO-321,Q2/10/ai.B21  1150330 


ident    Progrflm6. 

16055    016         2fl 
ou"-  u'"-        2<J 


S2/10/2I. 


n  *  &   50-366/S2-2B    on    82092B-10O1. 

ance   noted.  Ma  jor   areas    inspected  :  rad  toac  61  ve    linuid 
re  UaseS,  radiological    effluent   rep  ts,  rad  i  oac  t  ive    gaseous 
,P,!i!"e!'ra'(U'"te    "PPl*«»-  H«n«e    audits    ft    trainina 
fl2/',0/20'     Tfl'K   ^n^IVl"0n   °f    E"9inBenng    ft    Technical    Pro[]ram5 
B2/10/20.        6pp.        1*055:010.        24X   Fi  che:  50-321  ,  82/10/21  ,  821  1  15033a 

B211150425  AEh    receipt   of   091004    Itr    informing   NHC    of    steps    takan    tp 
' 


'     ' 


nt    Progrnma         62/10/21. 

2'   24X 


o 

procedures    r.viaed   re   manual    Dperation  of    safety    relief 

valves   which    fail    to   operate    on   pressure 

BECKHflM.J.  T         Oeorgia    Power   Co.        B2/10/04.       0  'REILLV,  J.  P. 

*pp  16063:333  ^^-- 


Region 


0/       °ivisJ0"DD|1    Project  t,  Resident  Program.. 
J.        Q«opgia    Pouer   Co.        lp          16Q63'2S7         sax 
Flche:  50-321,  S2/IO/21,  821  1130425  ««J'  "•"•       =*« 


82/09/O3, 


82U1S0445  Correcterf   netice   of    violation    Prom   insp    on   020622-0726, 
?inli   ili         °*   PpoJeIt    *   Resident    Program..       B2/09/30         lo 
16063:228.        21X   Ffche:  50-321,  B2/1O/21,  B31  1  150425 


- 
notice    of    violation 

KELLV'R'J      2ivUf"n.  °f  PrSJ'rt  * 

KELLy,  R.J.        Oeorgia   Pouior   Co.        2po. 
Flche:  50-321,  82/10/21,821  1150425 


S   ft    50-366/B2-34    on 

""-"*  Pr»gr.M.      02/08/23. 

16063'  229         24ST 
»•"•  *w.       MX 


-BalllS.0477  Notice  of  violation  from  insp  on  B30622-07B6 
T,«riViJi0"  of  proJ|":*  *  R»*id»nt  Programs.  82/08/23' 
16063:231.  34X  Fiche:  SO-321,  82/10/21,  821 1 150425. 


2pp. 


DOCKETED  ITEMS 


--B21I150493    IE     Imp    Repts     30-321/82-25    &   30-36A/B2-24    on    B2Q62S-Q736. 
Noncomp  1  ianc  t    noted  :  rtac  tor    overpressure    incident    i  Tech 
Specs    re    instailUtion    of    fire    doors. 

RQGERS.R.F.  .    HOLMES-RAY.  P.  ,     BROWMLEE,  V.  L.       Diviticn   of   Project   & 
Resident    Proorams.        B2/OB/20.        5pp.         16063:233,        24X 
Fiche:  50-32  1.B2/10/21.. 821 11.30425. 


— 8211040200  LER   B3-OBB/03L-0: on    BBC9H4.HPCI     Inboard    valvr    operator 
failed    u/RCIC    tagged    out    for    ma  int.  Caused    by    failure    of   dc 
motor   lulnd i ngi.  Motor    rtpEaced    &    valve    suceesifullg    tested. 
TIPPS,  B.  fl.        Oeoraia    Power   Co.       82/1O/31.  Region    B.     Office    of 

Dlr»ctor,       J2pp.        lB929:OiQ.       24X    Fl  e  h  e;  30-321,  B2/1O/S1 ,  B21 1  0401B9. 


BSOB190239    IE    Info   Notice    62-41,     "Failure    of    8*  f  ety/Rel  i  at    Valves    to 
Qptn   at   BUR."    Svc    Hit    encl. 

JORDAN.  £.  L.       Division    of    Engineering    &   Duality   Assurance,       B2/10/22. 
Consolidated    Edison   Co.     of  Neu    York,     Inc.        110pp.       15960:  1S3.       24* 
Flche:  SO-000.  82/10/22,8308190239. 

8211270304   Discusses    failure    of    lafetu    relief    valvts    to   optn. Problem 
can    b*    attributed    to    pneumatic    actuation   sgi    or   main   piston 
sgs.  Ac  tuation     of    valves    may    result    in     simmering     leaks    or 
nonclnsure    in    minor    binding. 

NANJUNDESWARAN      India.        S2/II/03.        WAONER,  M.R.        Division    of 
Engineering    t,    Quality   Assurance,        lp.        16221:133.       24X 
Flche;  50-321,  B2/ 11/03.  831  1390304. 

8211120444  Forwards    responses    to    observations    in   Section    2  af    IE 
Performance    Appraisal    Repts    SO-32I/B2-17   &    30-36A/B2-17 
re    OA    committee    activities. 

OUCWA,  L.  T.        Georgia   Poutr    Co.        B2/11/OB.  Division    of    Reactor 

Programs.        14pp.        16043:285,        24X    Fi  c  he:  30-321 .  82/1 1/OB,  B2t  1 1  2O444. 

B31116055B   Notification    of    821115   Jj    16    meeting    u/uti 1 ,  Southern    Svc s    & 
Hyle    Labs     in    Huntsvl  1 1  s,  AL    to    review    teit    A    imp    results 
of    Target   Hock     safety/relief    valves    t.    witness    tests    tc    Insps. 
FAIRTILE.M   H          Operating    Reactors    Branch    fl.        82/11/OB.        STQLZ.J.F. 
Operating    Reactors    Branch     4         2pp.         16121:247.        24X 
Fie  he:  50-321,  82/11/OB,  B21 1 16055B. 

820B19024S    IE    Info   Notice   82-43,     "Deficiencies    in   LUR    Air    Filtration/ 
Ventilation    Sys.  "    Svc     list    encl. 

JORDAN,  E.  L.        Division    of    Engineering     &   Duality    Assurance.        82/11/16. 
Consolidated    Edison    Co.     of  Neu    York,     Inc.        lllpp.       14171:233.       24 X 
Fiche:  30-000,  82/11  /1 6.  B2O819024B. 

B208190253    IE    Info    Notice    B2-45,     "PWH    Loui   Temp    Overpreisure 
Protection."     Svc     list    encl. 

JORDAN,  E.  L.       Division    of    Engineering    &   Quality   Assurance.       B2/1I/19. 
Consolidated    Ediion    Co.      of   New    York,     Inc          93pp.        16232:298,        2-JX 
Flche:  50-000.  B2/11/19,  820B19O253. 

B211290633   Forward s     IE   Safeguards     Insp     Repti     50-321/82-33   b 
30-366/B2-31    on  821025-29.  No  none omp 1  lance    noted. 

DANCE,  H.C.        Division    of    Project    &   Resident    Programs.        92/11/22. 
KELLV.  R.J.        Georgia   Power    Co.        3pp.         16225:299.        24X 
Fiche:  30-321,  82/11/22,  S21  1290633, 

--8211290640    IE    Inap    Repts    50-321/82-33    (.   30-366/82-31    on    821O25-29.  No 
noncomp  I  lane  e    noted. Major  areas    in  s  petted  :  revi  eui   of   security 
plan   &    implementing    proc edurea,  per  a onnel    b   communication*. 
Details    withheld     (ref    10CFR73.21). 

9TANSBERRV.  M   U.  .     HCOUIRE,  D   R.        Division    nf    Engin«erino    fe    Technical 
Programs          B2/ 11/19.         lp.        16223:301.       24 X    Fichu:  30-321,32/11/23, 
B21129O633. 

ft.     Periodic    operating   reports   t,   related    correspondence 

8211190253  Forwards   monthly    operating    repti    for    Oct    19B2. 

NIXiH.C.       Georgia   Pouar   Co.       32/11/15.  Office    of    Resource 

Management,     Director.        lp,        lil47:2B2.        SIX    Fiche:  30-321,  B2/11/15, 
8211190253. 


82110*0353   Forwards    LER    82-O9a/O3L-O. 

NIX.H.  C.  Oaorgia  Power  Co.  e2/10/2i.  D  'flEILLY,  J.  P.  Reoion  2, 
Office  of  Director,  lp.  IciOOi:  202.  24X  F  lehe:  30-321.  02/10/26. 
B21109O353. 

— BS11090363   LER    B2-O92/03L-O: on    H2JOOt, attempt    to    callbr    reactor   mater 
cleanup    tijt     inlvt    flou    tranimitter    di*ctns»d    inoperab  i  1  i  ty 
of    tranimi t trr. Caus*    not    stated. Mru    transmitter    installed   b 
satlSifactorilg    calibr. 

TIPPS, S.  B.        OBorgia   Poiasr    Co,       S?/'tO/26.  Region    2.     Oftic*   af 

Director.        lp.        16006:203.       24*  Fi  ch  •  ;  50-321,  Q3/IO/afi,  821 1090333. 

9211040275  PWd- I I-02-M6:  on    H21O26,  1  i  near    indication!    in 
circumferential    ui 1 d    lone     in   RHR    auction    line    off 
recirculat  ion     loop    Identified.  Info    being    evaluated   Si    inipi 
at    remaining    mid*    In    linn    plannai). 

BLAKE,  J.  J.  ,     HERDT.A.R.       Region    2,     Office   of    Director.        82/10/37.        lp. 
1392B:  093.         H4X    Flche:  3O-321,  02/1O/S7,  B21 1  040273. 

B2111S0291    Forwards    updated    LER    79-083/03X-1. 

NIXiH-C.  Georgia  POUIOT  Co.  B2/11/O2.  O'REILLY,  J.  P.  Kegion  2, 
Office  of  JJirnctDr.  lp.  16OS&:  139.  24X  F  i  che:  90-321,  83/1 1/O2, 
BZ11150291, 

— 8211150300    Updated    LER    79-OB2/O3X-I  :  on    an    790823,  turb  Ins    failed    to    tri 
upon    manual     s igna i , Caused    hy    burned    out    turbine    trip 
actuator    coil*. On    B2O927, valve    again    fai 1 ed.  Caused    bg 
binding    in    spring    cylinder   at semb  1  if.  Atsemb  1  y   replacipd. 
TIPPS,  S.  B,        Georgia   Power    Co,       82/11/OS,  Region    3,     Office    of 

Director.        lp.        16O53;  1 4O.       24X  Fiche:  30-321,82/11/02.021113039-1. 

8211130422   Forwards    updated    LER    79-074/03X-1. 

H1X.H.C.  Georgia  Power  Co.  BS/11/O2.  Q'REILLV.  J,  P.  Region  2, 
Office,  of  Director.  lp.  16097:192.  H4X  Fiche:  30-321.  82/11/02, 
B2111S0422. 

— B21US0439  Updated    LER    79-O74/O3X-1 :  on    790923,  secondary    containmant 
momen  tari  I  it    violated   -when    refualln?    floor    ventilation    room 
air    lock    doors    opened.  Caused    by    unsecured    autiitfe   airlock 
door.  Second1  ary    containment   airlnck    doors    modified. 
TIPPS, S.D.        Georgia   Power    Co.       82/1I/O2.  Region    2,     Office    of 

Director.        lp.        16O57:  £93.       24X   F  i  Che  :  50-321,  83/1 1/O2,  0211 1  3042H. 

8211170320  Forwards    up.dat»d    LER    80-OA9/O1  X-l. 

NIX.H-C.  Oeurgia  Pnuer  Co.  B2/11/02.  O'REILLV.  J.  P.  Region  2. 
Office  of  Diraetor.  lp.  16I06:03H.  S4X  F  1  che:  50-321 ,  83/1 1/03. 
B21117O320. 

— B21117032A   Updated    LER   80-O&9/0 1X-1 :  on   8004,26,  UPC  I    failed    to    injoct    to 
reactor    pressure    vessel    after    receiving    auto   initiation 
signal    due     to    isolating    on    steam    11  nc    high    dP.  Caused    bg    poor 
turbine    speed    control    calibr    Lt   operab  i  1  Ity    procedures. 
SUMNER,H.L,         Oeorsia    Pouer    Co.        HB/11/O2.  Region    2.     PPflce    af 

Director.        2pp.        16106:039.        24X  Fi  c(i»:  90-321,  B2/1 1  /OS,  921 1  1  70320. 

0311170337  Forwards    LER    B2-OS7/03L-0. 

NIX. ft  C.  Georgia  Power  Co.  B2/11/O2,  O'REILLV,  J.  P.  Region  2, 
Office  op  Director.  Ip.  14,109:217.  H4X  F  i  ch«:  50-321,  03/1 1/02, 
B2I117O357. 


— B21119Q257   Monthly    operating    repts    for    Oct     1982. 

SMITH.J.A.       Georgia   Power  Co.       82/11/10.        12pp.        16149:283.       24K 
Fiche:  50-32  1 ,  S2/  1 1  / 1 5,  821 1 1 90253. 

S.    Reportable    occurrences,    LERs    b   related   correspondence 

62110400S7  Forwards    updated    LER   79- 104/03X-1. 

NIX.H.C.  Georgia  Power  CD.  B2/10/14.  O'REILLY,  J,  P.  Region  3i 
Office  of  Director.  lp.  15926:241.  24X  Fiche:  80-321,  B2/  10/  14i 
B2110400B7. 


— 8211170350   LER    B2-OB7/03L-O:  on    BS1005,  durin  a    run   mod*,RClC    flouj   iiul 
actuated    loui    b    declared     I noperab 1 e.  Caused    by   setpoint    drift 
due    to    loose    set    s-creu    on    RC I C    flow    I  nstr  urient.  Suil  tch    reset 
&   callbr. Set    scriuis    tightened. 

TIPPS,  S.  B,       Georgia   Power   Co.       83/11/02.  Region   2,    Office  of 

Director.        lp.        161O5:  HIS.       24X  F  i  c  he;  50-331,  B2/1 1/02,  8211170357, 

831117026-9  Forward1!    LEH   Ba~O'96/03L-0. 

NIX.H.  C.       Oflorgia   Pc-WEr    Co,       S2/11/O4.       O'SETLLV,  J.  P.       Region    2, 
Office,    of   Director.        lp,        16104:194.       24X   Flche:  SO-3S1, 
8211170269. 


— 8211040093  Updated    LER   79-104/03X-I :  on    791216.  standby    dlBtel    svc    ua 
pump    motor    tripped    during   performance   procedure. Cause d    by 
electrolysis    deterioration   of    pump     casing    bolts. Pump 
rebuilt  &   returned    to    DVC. 

TIPPS,  S.  B.        Georgia    Power   Co.        BS/1O/14.  Region   2,     Office    of 

Director.        I  p.       15926:242.       S4X    Fi  c  he:  50-331 .  82/10/14,  831  1040087. 

82110401B9  Forwards   LEH   S2-OSB/03L-0. 

NIX.H.C.  Georgia  Power  Co.  B2/IO/21.  0  'REILLY,  J.  P.  Region  3, 
Office  of  Director.  ip.  15929:059.  24X  F  iche:  SO-32I,  S2/1O/21, 
0211040109. 


— 8211I7O275  LER    82-09&/O3L-O:  on    a310OB,oil    pump   trip    signal    received 
for    B    rec  irculatlon    pump,  Cau-i  ed   bg    supply    breaker    to 
operating    oil    pump    being    placed    in    off    position.  Breaker 
reset    J-  B    rec  irculation    pump    returned    to    svc. 

SUHNEff,  H.  L.        Oeorgia    Power   Co.       B3/11/O4.  Region    2,     Office    of 

Director.        lp,        14104:175.       24K   Fichu:  30-321,  B2/11/O4,  Balll703o9. 

B21  1220187  Foruards    revlaict    LER    82-10B/-Q3IC-1. 

NIX.K.C.  Oeorgia  Power  Co.  B2/11/O4.  Q'REILLVi  J.  P.  Region  S, 
Office  of  Director.  Ip.  16163:258.  E4X  F  i  che:  50-321,  82/11/04. 
821 1220 167. 
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T  .iC    .(„„   lint    dp    s 

tuated    hiflh.C-ui.d  by    •  •tpolnt   drift.  Barton    Had.i 
™5-          eh    "(:'Illlr-A<'mintitr«tiv«    ntpoint    lou.red. 
TjPPS.S.B.       Oeorgfa   Pcuer  Co.       82/11/04.  Region    a.    Office    of 

Director.        lp.        16165:239.       S4X   Fl  ch«:  50-321,  S2/I  I  /04.  B21  1320137. 


8211170290  Forwardi   LEfi   B2-OB9/01T~0 
HlC'       S?°r8ia    P°wor    Co' 

"*"•  Ip' 


O'REILLV,  J, 


ShfDHEHAM   "UCLEAH   POUER    STATION 


^:yr^^^ 


-Ml  1  170299  LER  W-OW/OIT-0:  on  921034,  .av.n    code    rej.ctabl.    1  i*ear 
indication*    diiEovervct   on  ihop    fabricated    ualds    on   RHR 
iuction    lint   from  reclrculati  on   loop   B,  during    Inicrvlce    iniD 
f!;a2U5e2"°3131  Caua*    "i"'  *•«•«•  in**.  Instigation    underway. 
TIPPS.a.B.       O.nrgla   Pouer  Co.       62/11/08.  Region   a,    Office    of 

Dir.ctor.        2pp.        16104:140.       24X   Fi  che:  30-321  ,  02/1  1  /OB,  B21  1  170390. 


B2H170304  Foru*rdi    updated   LER  S2-041/03X-1 

nl!'/'c^  °"r!"i''  p°UBr  Co-     aa/u/09.     a- 
"•     '"' 


rr11  -"-"l    fl.n.rat0r    IB 

tripp.if    during   dl«i»l    generator  manual    itart   orDtedure 
P«p«rf0rm.d   S  all    raquipement.   mot. 

TIPPS.S.  B.       Oeopgia  Power  Co,       02/11/0?.  (legion    a,    Office    nP 

Director.        Ip.        1*104;  I3B.       24X   Pi  cfl,  ;  30-32l!  ol/n  /09,  92!  M  70304. 

9211170390  Foruartfi   ujidaterf   LER  60-040/03X-1 

niI',RC'D    ?"r«ia   Pouer    Co-       aS/11/0?.        0'ftEH.LV.J.P.        R.ginn    3, 

e*°P'      1P'      IMM:3M-      =«Fi^so- 


-9211170394  Updat.d   LER   aO-040/oaX-l  :  on  800433,  dryu^ 

2  »,^^     "    ^RU  :pt3"d   a*   LM  P'id.CaU9ed   by    GD 
•  ccumuIatioD.du.   to  design  problem    u/aansing    Una 

t?2S2"   r"locati"°    »»"iina    linst   complEtad    B2032A 
riPPG.S.B.       OeorSia  Power  Co.       88/11/09.  Rsio 

Director.       Ip.       1M05:  3SS.      2«  Fichfl:  50-3 


8311220224  Foruardi  LER  Ba-07H/03L-0 

sf  iaJar  "-^  c°'"»-«°" 


Office   of 
BSU170390. 


, 

per   T.ch    Sp.d.Caufi.d    bu  mUinterpretat  ion    of  Tech    Bo.c. 
•afetu-rilat.d    .valuation,  ul  11    be    revised  "P«i. 


TIPPS.fi. 
Director. 


O.orsia   POUIBT-   Co. 
!„. 


B2/llyW.  R 

Flch,:  80-331, 


8211820272  Forwavdt  LER  82-095/03L-0 
'C'          !°rlt!"   PDT 

r'     '"• 


««.o  nm 

unacceptable    initial    tut  reiulti   of   varloui    containment 

i,olatlDn  valv..    iJenti  f  i.d.  Cau,»  unknown.  Updated   re?t«i 

"id  ithln  30  "4yi  •'*"  un(t  •*«•£""      p 


B2092IOOH7   Generic    Ltr    B3-1A    tn    =11    Pun    11 

ap-cf.R.qut.t,    review   of    T.eh    B»»    tn    H  "n8" 

"",r:^:;  -,:«;      ':  i'- 


NUREO-0737    TBth 


FIch.  :  50-000,  82/09/20.  3209210027 


~wii?B??^»;±p3::;?j.tf?;ii:ie;:;riahw' "••- p—  "«»-.- 


iche:50-3a2.B3/09/30,^?0a^r/30-        *3S»- 


S211010S35   R»qU.,ti 


info   ra    toil     1  iauef  a  c  tinn    I     * 

-'-          ""•  "-    :»";" 


BSHOIOSEB. 


8211010539. 
a2110B030S 


:  50-322,  02/10  /07, 


,  BS/10/07, 


V,    Optrator  Etanlna  tioni 


r.actor    ap.r 

' 


E1BENHUT,D.O.       DJviilon    of  LlctnUng. 

«i!"n«"^j;'  H™  Vorl"   Inc'     18w- 

FlcheiSO-OOO,  82/10/13,821  0130019 


n 

"MS:01"- 


-  ;  a  r  s  » 
-  »  " 


Ficn.:SO-OOI>,  B2/IO/3i,  8310360098 
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821  1O6O350  Forwards    Hit    of    selected    containment    i  so  lation  valves 
considered    to    bt    tgptcal     of  uorst    cate    locations,  In   response 
to    Nf?C    -equoit.  Details    J.    justifications   for    location!    end. 
SMITH,  J.  L.       Long    Island    Lighting   Co.       03/10/36.       HAYNE5,  R.  C.        Region 
1.     Office    nf     Director.        41pp.        15935:140.        24*    Fich  e:  5O-322,  93/10/86, 


8211080335   Not!  fication    of    B2113O.I201    t,   02   muting*    u/utll    8.    EDO,  ID    in 
Wading    River.  NV    ta    close    out  questions    developed    a-t    result 
of    r«vio(.j   af     facility    pump    &  valve    inservice    testing 
pT-ojram. 

WEINKAM,E.J          Licensing     Branch    2.        82/10/33,        SCHWENCER,  A.         Licensing 
Branch    2.        4pp.        15973:114.        24X   Flch  e  :  50-322,  B2/1O/3B.  821  103O333. 

3211110368  Recommends    propnied    generic    1  tr  re   General    Design   Criteria    1 
not    b*    itsuad    jn    present     form.  App  1  leant   should    be   required.- 
during    Tech    BDBCI    final  i  i  ation,  to    asiuri  that   all 
important-to-safeti;    sys    i  temt    6*   recogniied, 

EISENHUT.D.  Q.        Division     nf    Licensing.        B3/10/29.        VQLLMER,  R.  H. 
Division    of    Engineering.        3pp,        16045:039.       24  X   Fie  he:  30-322, 
92/10/39,0211  110368. 

0211080039   Generic    Ltr    82-34    tD    BUR    applicant!    u/MARK    11    or    III 
containment     (ncflpt   WPPSS    3)    re    taf  oty/re  I  i  ef  valve    quencher 
loads     evaluat  ion.  Forwards    NUREG-  08O2.  Bvc    list    encl.U/o    encl. 
EISENHUT.  D.  Q.       Division    of    Licensing.       82/11/04.  Long    Island 

Lighting    Co.         5pp.        16053:192.        24X    Fiche:  30-000,  B2/1  1/04,  SSI  1OGQD39. 

8211150185  Foruards    response    to  NRC   Question   353.  100    re  valves     in 
control    roam    sir    conditioning    iijs.  Response    ta   bt 
incorporated     into    future    FSAH   amend. 

SHITM.J.L.        Long     Island    Lighting    Co.        B3/11/00.        DENTON,  H.  R.         Office 
nf    Hue  1  ear    R.  act  or    Regulation.     Director.       3pp.        16137:153,         24X 
Fiche.  50-332,  82/11/08,631  11  BO  185. 

8211170157   Notification    of    821116  meeting  u/util    h   OE    In    BekhesdBiMD    ta 
resolve   differing    opinions    re   adequacy    of  uelding    procedures 
used    during     fabrication    of    BWH   vessel    internals, 

WEINKAK.E.J.         Licensing    Branch    2.        83/1I/1O.       9CHWENCER,  A.         Licensing 
Dranch    2         tf  p          16  118'  179.        24X   Fiche:  50-322,03/11/10.8211170137. 

0211170145  Notification    of    321115  meeting   u/util   i,   S«-W   in   BeUesda,MD 
to    d  i  scuis    op  en    items    re    containment    isolation, 

WEINKAH,  E.  J.         Licensing     Branch    2.        B2/1I/10.        SCHHENCER.A.        Licensing 
nrancJi    2.        4pp,        16148:169,        24X    Fi  ch  e:  50-322,  82/1  1  /10.  931  1  1  70169. 

0311190033  Foruards    trip    rept   of    020831-0903    lite    aud  1  1.  Resolut  ion   of 
generic    open     Items    &    equipment-specific   open    items    to  be 
submitted   mi  thin  2  lutrs. 

SCHWEMCER.A.  Licensing  Branch  3.  82/11/10.  PPLLCCK,  M.  B.  Long 
Island  Lighting  Co.  3pp.  16154:231.  24X  Fiche:  5O-322,  B2/  1  1  /  10, 
Q21  I  190033. 


—  B2U  190033   Trip    rept    of    320831-0903   >ltD  auilit   re    fe 
qua  I  1  f  icat  t  on.  Aud  its    encl. 

LEE,  ft.  Equipment  OuaHfication  Branch.  B3/11/O3, 
Equipment  Qualification  Branch.  46pp.  16154:284. 
Fiche:  50-322.82/11/10,  3211190033, 


NODNAN,  V. 
24X 


3311160252  Responds    to   request   for    addl    info    re    instrument    lints 
penetrating    containment    &    provision*    of  Reg    Guide    1.  11 
tlncluifing    backfitting    requirement*). 

SMITH,  J.L        Long    1  1  land    Lighting   Co.       83/11/12,       DENTDN.H.R,       Office 
of    Nuclear    Reactor   Regulation,     Director.      3pp.       16092:141.        S4X 
Fiche:  50-322,  BE/11/12,  B21  11602S2. 

821  1390070  Forwards    revised    Figure    5   to   FSAR    App   2J,  i  1  lustra*  ing 
effect    of   varying    dgnamtc    shear   modulus  of    iiihgrade    toil    on 
seismic    response   of    reactor   bldg,in   response    to   B21007 
requeit    for    addl    info.  Four    aperture    cards  available    in   PDF). 
SMITH.  J.  L.       Long    Island    Lighting   Co.       08/11/22.       DENTON.H.  R,        Office 
of    Nuclear    Rtactor  Regula  tion,     Director.      7pp.       16516:307.        24X 
Fiche:  90-323.  02/11/22,621  1290070. 

E,     NHC    Safety    Evaluation   Report    tSEO),     suppls    «.  correspondence 


B211030266  Foruiards    "Review    of    Bhc-raham    Hater    Level    Measurement    3ijs," 
re   SER   Open    Item    II.  F.  S.  PI*nt    can   operate    «afalij    during 
interim   period    prior    to    ig<    Imp rovements. De  letion    of 
in-core    thsrmocoup Is   requirement    in    SER    requested. 

SMITH,  J.L.       Long    Island    Lighting    Co.       B2/1O/2S,       DENTON.H.R.       Office 
nf   Nuclear    Reactor    Heoulat ion.     Director.       2pp.        15710:001.       E4X 
Picrie:  30-322,  02/10/28.8211030266, 

— B2110302t7    "Revieu    of   Shoreham    Water    Level    Measurement    Bys,  " 

BURNS.  E,        S. Levy,  Inc.        HEWITT,  J.        Science    App  1  i  cations.      Inc. 
ELI-B221.        BZ/09/30.        204pp.         18910:003.        34X    Fiche: 90-332, 
B2/ 1 0/2B,  32 1 1 030266. 

B2 11 0301 65  Submits    c 1 aci f i ca t i on    for    several    SER    Items  rn    environ 
qualification    i  *sue. Re  vised    page   correcting    typographical 
error    In   B2O90?    Itr    re    status    of    equipment    in   TWI    Itom 
program    encl. 

SMITH,J,L,       Long    Island    Lighting    Co,       63/10/39.       DENTQN,  H,  R.        Office 
of    Nuclear   Heactnr    Regulation,     Director.       4pp.        13913:172.       29X 
Fiche:  80-322,  B2/1O/21?,  821  IO301A3. 

0EI123031.7  Submits    results    of    plant— »p  ec  i  f  i  c    application    of   OUft    ounem 
group    9  en  eric    rept    rerommendat  i  oris    re    i  node  qua  te    core 
cooling    1SER     I  tern    II.  F.  2). Deletion    uf    in-core    thermocouple 
requiremcnl;    justified. 

EKITH,  J.  L.        Long     Island    Lighting    Co.         B3/I1/04,        DENTQN, H.  R.        Office 
of    Nuclear    Reactor    Regulation,     Director.       3pp.        16193:020.       24X 
Fiche: 30-322.  02/11/04,  B2I I33O3I7. 

8211150233  Advises    of    Dec    1«?B3    implementation    date    For    installation 
of    high    nrffatian    signal     for    initiating    closure    af    A- inch   & 
4-inch    purge    valves,  par   SER    J-i*ue    1 1 .  E.  4.  3.  De  Jay    does    not 
affect    health    (<    safety    of    jGnaral    public, 

SMITH,  J.  L.       Lona    Island   Liahting    Co.        32/11/00,       DENTQN,  ».  f).        DFPicn 
of    Nuclear    Reactor    Regulation^     Directnr,        3pp.         16055:070.        24X 
Fi  che: 50-322.  82/11 /OB,  B21 11 50353. 

9211170211   iForuards    "High    ETiergij    Line    Treak/C  ontrol    Sgs   Failure 
Analysis.  "    per   SBC  tion   7.7    of    Bup-p  11     to  SER.  Poi-tulatad 
breakria/resultlnB    adverse    effects    of    nonsaf  o.tij    feature,  poses 
no   major    risk    fco    public    safety    &    health. 
SMITH,J.L,       Long    Island    Lifting    «»•        H2/11/OB.       DEMTDN,  H,  R.        OfFice 


of   Nuclear    Reactor    Regulation,     Director. 
Fiehe: 50-3B2,  32/11 /OB,  021 1170211. 


1&10D: 


— B21117O316  "High  EneTju.  Line  Break/Control  Sg§  Failure  Analysis.  " 
•  Long  Island  Lighting  Co.  S2/11/O1.  24fipp,  16103:  1SB.  2<!X 
F  led  e;  30-32  2,  S3/I1/OB,  3211170211. 

3SI 12E0141    Foruiards    response    to    HUREO-0803.     "Generic    SER    ra    IntDpritif 
of    DWR    Scram    Bye    Piping,"    ISIUB    Al,     "Serein   Sga    Piping-"    can 
b-e    cloieif. 

SMITH.J.L,       Long    Isl  and   L  i  ghting    Co,        B2/U/I7.       E£NTOM,H.n.        OFfico 
of   Nuclear   Reactor    Regulation,     Director.       37pp.        16159: 306,       24X 
Fiche: 30-322,  B2/ 1 1/17.  021 122O141 . 

B2 11220090   Faruards    justification    far    interim   operation    af    s.iPotg- 
ral*ttd   inrchanlcal    equipment,  in    support   of    resolution    of    SER 
Outstanding    Isouc-   9.  Just i flea tl on   assures    safe   operation 
pending    completion    af    environ    qualification   program, 

SM1TH.J.L,       Long    Is  land   Lighting    Co,       32/11/19,        DENTON,  H.  R.        Office 
of   Nucl«ar   Rtactor    Regulationi     Diroctor.        13pp,        16164:034,        24X 
Fit  he: 50-322,  32/11/19.  BB1 iSSQQIB. 

8211290466   For word »    response    ta   SER    Issue   B   re    dynamic   qualification. 
SMITH.J.L.       Long    Is  land   Llfl  hting    Co.       32/11/23,        DENrON.  H.  R.        Office 
of    Nuclear  Reactor    Regulation,     Director.       13?pp.        Io2l9:0?9.        2-U 
Fich»:50-3K2,  32/1 1/23,  321  12V04fiS, 

6211300193  Foruardt    SER    input    on    environ    qjal if icat ion  af    safety- 
related    en.u  1  p  metit.  Input    relevant    tn    Suffolk   County    (• 
ShflreFiam  Opponents   CnaJitlon  Contentloni    B    t>    19(h)r 
respec  t  i  velij , 

REPKA.D.A.       Hearing    Branch    3.        83/11/24.       DRENNER,  L.  ,    CARPENTER,  J.  L.  , 
MORRISj P,  A.       Atomic    Safety    and    L teens  ing    Board   Panel,       23pp. 
16239:011.       24X    Flcho:  50-322, BH/11/24, 821 1300193. 


8211030328  Requests   addl    info   re    NUREO-0803,     "Oenertc   BER   on    Integrity 
of    BUR   Scram    Sys   Piping,"    to   clot*    out   6CR    ( t«m.  Not  i  Hcatlon 
requested   within    7  day*    if    submltta]    mill    be    later    than 
821130. 

SCHWENCERi  A.  Licensing  Branch  2.  S2/10/2B.  POLLOCK,!!  B.  Long 
Island  Lighting  Co.  4pp.  15975:231,  24X  Flchei:  5O-322,B2/Ol/Sa, 
S2110B0322. 

Bail030ao?  fio»pondi    to   820'JIO   tolion   re    luppl    to  Phase   I    submission    of 
SER   Open    Ken    59,     "Control    of  Heavy    Loadt.  "    fiaf*    laad   paths 
uiill    be    defined    by    tenporarg   use    of    pylons    li   tape. 
restricting    uork    area   or    path. 

SMITH,  J.L.       Long    Island    Lighting   Co.       82/10/2B.       DEWON,  H.  H.       Office 
of    Nuclear    R«actor   Regulation,     Director.      2pp.       15907:145,        24> 
Fiche:  SO-322.  82/10/28,  BSI  IO30S09. 


F.     Securitgi    medlcalj     amergenci|    li    fire    protec  tion    plant 

8210O40069  Generic    Ltr   32-17    to    all    power    reactor    licensees   & 
applicants   fc    holders    of  .CPs    r*    Incons  isfcenci;    betueefi 
requirement!    of    10CFRSO.  54( t)    &    3TS    For    pBrforming    audits    of 
etnerg«r.C!|   preparadr.ess    prog  rams .  Bvt     lilt   encl. 

EISENHUT,  D.<J.        Division    of    Licensing.        62/10/01,  Consolidated 

Edison    Co.     of    Mew  Ynrt,     Inc.        llpp.        16O03: SBB,       SAX 
Fiche; 30-000,  82/10/01. S21004O06B. 
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B2J0070019  Oen.ric    Ltr    82-31    to   «l|    !!,.„•..»    &   «plic4ii«i   of   nucU» 
pou.r  reactor.   r.  Tech    Sp.c.    for    fir,    prot.ctioVauSu.  ngclw 

i'nr  f1:^1!"1"  B""ir"1  •"••  «•  '••"•wi*; 

be    included    in    audit.  Svc    Kit    enel 

d(r°i    uDlvi-ir    ?f    LU.n.ing.       B2/1O/M.  Con.al  Id.tid 

Ed  i  ion  Co.    of   Hen  Yard,     Inc.       19pp.        15993'33a       SAX  a*™° 

FI<:h»:50-000.02/10/Of,,gai00700I9  ™-*»-      SIX 

8S1029010B  8.n.ric    Ltr   SS-S3    to   ,11    lU.n...,    (,  applicant.  r. 
incon.i.tincg    b«tui**n    requirement*    of    IOCFH73.  «(o)    &  STS 
for  p.rfo™  ng   audit.    of    ,«f.au«rrf.    coattno.ncu   MM" 
(f.curlt.)   planl.Svi:    li*t    anel 

EISEWHUT,  D.  0.        DIvKlon    of    Llean«lnt.        BB/  10/30.  ConiollJ.t.ri 

Edlton   Co.     of    N.iu   Vopk,     Tne.        gpp.        15993'  319      '  g,       t-on>011Ja  tBli 
Fich.:ao-000,B2/IO/30,e2l029010B 

0.    Adjudicfltorij    eorrtipondtnce 


24X   Fief..:  50-322,  B2/IO/OA,  BS1  101O243 


«  ™ 

««?;»     7   n    !  ""''V1"   BVBlu'tl0"   »'    "n*l    agree^ont    of 
i«ttHmint.  Ditii    for   document    filings    listtiJ 
LflUSeN3DN,J.A.       Atomic   Sifttg    and   LUen.fng    Board   Panel 
3pp.        1  8981  i  083.        34X    Fiche;  SO-322,  B2/1  1/04  ,  B21  1OSOI75 

0311090443  Motion    tar    admii^ion    into    evidence    of   portions    of 

" 


*n*  Licin.lng    Board   Panel.      Bpp.       16009-010 
Fieh.:  30-322,  82^  H/04,  621  10TO443. 


BaillOOUfl 


Canmli.lDn  UatBme 


p  o  1  icy, 


'«P«t,.«  Certificate  Df  Svc  encl. 
Branch  3. 


Imp    R.pt 
"        '* 


P.F. 


County, 
g 


. 
Ficn*:90-3.a3,  B2/  1  1/O8,  Q21  109041  1. 


S2/I1/OB 
fsa       ners.' 


Bait090433B,,p0n..    to    ASLD   821102   request    for    viaus    re    ftSLB   authority 
h«r"/Prro;.dU"oced0r   """**    """""    in    *"»   of   public  * 


iiBrtlficate   of   Bvc    tncl. 

REyELEV.W.T.       Long    I»land    LJohtlno    CD 


BORDENlCK.fl.H, 


»™rlno_Branch    3.       B3/U/QI,       BHEKNEB,  L   , 

,\      2J&™   e«*»tg    and    Licen.ino    Boari!    Panel 
lehe;  30-322,  BS/ll/OlrSai  1030047 


, 
Svc    and. 


annin,,    proCoedino. 


8211040324   Rupont*    to   ASLB    r*au*»t    For    vl*u.     nr. 
D1..U,..,   t.m.  required    -OP   c^pi.H^"!:"!^ 

if   »2  "nc'l*"'   "Ol'n0    "   1""°U    illUtifDUrl    P«"». 
LANPHER,  L  C        Suffolk   County.     NY.       02/11/01.       Mpp 

Fichf  :  90-322,  B3/11/01,  8811040324.  F 


to 


""""'' 


r.    dsposltions    on  Phaie   1    emergency 
',  ""*"*  JtM-PlMdingi    on  procedure    du*™  H2111S 
™      Atomi(:    S»fety   and   Licensing  Board   Panel 
026.       24X  F.cho'  SO-322,  B2/1  1  /09.B21  1  150005 


-r--^ 


' 


„. 


c""%1 


''" 


BBI  10801  M 
' 


NRC  BHilOS  trip 


of 


T   •*'"*   «"'    """'t  • 
or.h™  appon.nt.   Ca.lltl.ii 


" 
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--[J211I904B2  Motion    for    summary    disposition   of  Contention!   EP    2<B)    t,   Sffl) 
rt    traffic    congestion    fc   EP   5      t.  7<B1    re   staff    augmentation. 
Statement    of   mail    facts    as    to   which    there    ii   no   genuine 
issue    to   be    heard,  unsiflned   affidavits  E>  certificate   end. 
CHR18TMAN,  J.  N.        Long     Island    Lighting    CD.        CHR1STNAN,  J.  H.        Hunton   t, 
Williams.       02/11/09.  Atomic   Safety   and    Licenslnj   Hoard    Panel. 

SOp p.        16063:  141.        24X    Fichu:  90-322,  SH/1 1  /09,  B21 1  150456. 

8211170347  Forward*   Suffolk    County   Legislature   Resolution    1018-WB2, 
authorising    county    eieeutive    to    take    appropriate   meaiures 
to    tniure    hearing    fairnen. 

HOOERS,  W   H.        Suffolk    County,     NY.        82/11/01,        PALLADINO,  N.  J. 
Commissioners,        3pp.        16103:161.        2flX    Fiche :  50-322.  33/t  1/09. 
B2H  170347. 

92I11201B6  Response    supporting   util   821103  motion    to    strike    or    For 
reconsiderati an    re   Suffolk   County    supplementation   of  QA 
witness    panel. Util    did    not    demonstrate   uitnen    qualified    to 
testify    on    suo  j.  Certi  f  1  cate    nf    Svc    onl. 

OORDENICK,  B.  M,       Hearing    Branch    3.       B2/11/10.  Atomic    Safety    and 

Licensing    Board    Panel.        app,        16043:267.       24X   Fi  che  :  50-323,  B2/1 1/10, 
B211I20IB6. 

8211150433   Reipome    to    ASLQ    S21 1O2    ti    03    info    reoue  «ts,  Certi  f  lea  te    of 
Svc    end. 

EftRLEY.A.F.        Long    Island    Lighting    Co.        EARLEY.A.F.        Hunton    E. 
Williams.       B2/11/10.       2Ipp.       16057:270.      24 X  Flchc:  50-322,32/11/10. 
321  1150433, 

0311160343  Memorandum   on    use    of   deposition!    to    increase   hearing 
efficiency.  Procedure    permissible    li    desirable.  Procedure 
eitendi    reliance    on    written    testimony    >t   uould    not    prejudice 
parties, 

REVELEY.W.  I.        Long     Island    Lighting    Co.       REVELEY,  W.  T.       Hunton    t. 
Williams.        82/11/11          13pp,        I6O04:O73.       24 X   Fiche:  30-322,83/11/11, 
B21 1160343. 

— D2111A034B  Rept    on   completion    of    const. Plant  mill    be  ready    to    load    fuel 
during    first    quarter    1902  Const  4    preoperational    test 
schedules    show  020223   as   most    likely    completion   date. 
Certificate    of   Svc    encl. 

HEvELEYMJ.T.        Long     Island    Lighting    Co.       REVELEY.W.T.        Hunton    !. 
Mllliami.        02/11/11.        3pp.        16004:  086.       24X   Fiche:  50-323.  B2/ 1 1 /I  I , 
8211160343. 

0211130092  NRC    position    on    ASLB    proposed    deposition   procedures,  ABLE   has 
necessary    authoritg    to    designate    such    procedure    under 
Administrative   Procedure    Ac  t,  Hearsay    rule   does   not    preclude 
deposition   adml  si  Ion.  Cart  i  f  icate    of    Svc    encl. 

REPKA,  D.  ft.       Hearing    Branch    3.       B2/11/13.  Atomic    Sifvty    and 

Licensing    Daard    Panel.         llpp.        16056:106.        24X   Fich  e:  50-322,  H2/1 1/13, 
3211150092, 

0211160374  Forwards  NJ  DIMasclo  t:  E  Lleberman  executed  affidavits 
supporting  util  621109  motion  for  summary  disposition. 
CHRISTMAN,  J.  N.  Hunton  t.  Williams.  CHRISTHAM.  J.  N.  Long  I«land 
Lijhting  Co.  B2/11/12.  BRENNER,  U.  ,  HORR1S,  P.  ft.  ,  CARPENTER,  J.  H. 
Atomic  Safety  and  Licensing  Board  Panel.  2pp,  16091:336.  24X 
Flch»;  30-322.  B2/I1/12,  B21  1160374. 

--B21116037B  Affidavit    of    NJ  DiMascio    supporting    util    621109   motion   for 
summary    ditposition   of    contention    ri    emergency    planning. 
DIMASCIO.N.  J.       Long    Is  land  Li  ghtino    Co.       B2/11/1D.      7pp. 
160?1;33B.       24X  Fiche;  90-322,  82/1 1/12.  B21 1  Ii0374. 


B211220174   Rtfponti    opposing     util     t-   NIC    621109   motion    to    itrlkl 
portion*    of    Sirffolt    County    direct    te»timonu< Content lona 
EP    3A,  EP    14  &    EP  Sfl/BB.  Motions    u/o   mer  i  t.  Certif  lc«t«   of   Svc 
enc  I. 

MCMURRAV.  C.  H.       Suffolk    County.     NY.       MCMURRAY,  C.  rf,       Kirk  pa  trick. 
Loekhart,    Mill ,    Christopher    &  Phillips.       B2/11/16.  Atomic    Safety 

and   Licensing    BoiTd1    Panel.        15pp.        16163:001.      24X 
Fiche:  SO-322.  33/11/16.321 1230174, 

8211220157  Forwards    ShoTfham    Opponents    Coalition  reiponiB    to   ASLB 
prop oi*l    to    conduct    evldantlary    dspo-lltlon*    Qti    onslte 
emergency    planning    issuvi.  Related    correspondence. 
LATHAM,  3.  D.        TuiomBy,     Lit  ham   S:    Schroltt.        LATHAM.  S.  B.        Shoroham 
Opponents    Coalition.        32/11/17,         BftEWNER,  L.  .     MORRIS,  P.  A.  , 
CARPENTER, J.  H.       Atomic    Safety    and   Licenting    Board    Panel.       Ip. 
16164:  359.        24X   Fiche:  5O-33Sr82/I  1/17,  B2U220157. 

— 6211220163   R*sponi»    opposing   A3LB   821102  propoial    to   conduct 
evidantliry    depoiitton*    on    •nergincy    planning,  Regulat lone 
provide    for    litigation    of    content ioni    In    puMic    ad jud icatory 
forum.  Certi f  Icate    of    Svc    em  1 . Ro laterf    corrgipondence. 
LATHAM. 9.  B.         Sharaham   Opponents    Coalition.       LATHAM, 3-D.        Tuomey, 
Latham    t   Schmitt.       62/11/17.  Atonic    Safety    and   Licensing    Board 

Panel.        3pp.        1A164:  239,        34X    Fiche:  50-322,62/11/17.0211220137. 

9211220164  Opinion  re    const    completion    date.  Util    has    no    idea   tuhen 
plant    will    be    rea-tfij    to    toad    fuel, Related   correspondence. 
LATHAM.  S.  B.       Shoreham   Opponenti    Coalition.       LrtTKAM.  S.  D.       Tuiomey, 
Lat^afn  ft    Schmltl.       BB/ll/ia.        1  p.        16160:001.       24K 
Fiche:  50-332.  82/11  /IB,  93112201 64. 

6211330446    Advises    that    North    Shore  Committee   Against   Nuclear   b   Thermal 
Pollution   uaives   right    to    participate    in  021133  hearing    on 
motions    to    it  ri  be,  not  1  ans    for    summary    judgment   It   ASLD 
proposal    on    evidentiary    d  epos  i  t  loni.  (!a  lated    correspondBnce. 
SHAPIRD.R.       CammeT    f,   Shapiro.       SHAPIRO,  R.       North    Shore   CommititBe 
Afainat   Nuclear   t,    Thermal    Pollution.        92/11/10        BRENWER,  L.  , 
CARPENTER.  J.  H.  ,    MOHRJS,  F.  A.       Atomic    Safoty    end    Licensing    Board   Panel. 
Ip.       16192:131.       24X    Fie  h  e:  50-322,  BS/  1  I/IB,  B21 1230446. 

— 6211230456  Memorandum    opposing    ASLB   proposal    to    require   deposition's    an 
Phase    I    emergency    p lanning    content] one.  Appropriate   hearing 
Is   hearing    ttefora    ASLB    or   duly    designated    administrative 
tribuna 1 .  Ce rti f i ca te    of    Svc    ancl,  Related    CDrrdspondence, 
SHAPIRO,  H.        North    Chore    Committee   Against   Nuclear   tt  Thermal 
Pollution.        BrIAPIRO.ft.        Cammar    tt  Shapiro.       B2/11718.  Atomic 

Safsty    and    Licensing    Board    Panel.        7pp.        16193:  132.       24X 
Flcha:  50-323,  B2/1 1  /  IB,  3311530446. 

B2i  1230247    Memorandum  d    order   ruling    that   A'SLO  has   authorltv    t°    direct 
that    Initial     exam   of    pra-filid    t«itlmony    be    conducted   by 
method    of    depositions    as    del  1  ne«t»i.  Implementation    of    order- 
will    be    discussed    at    B21123    conference. 

BRENNER,  L,,    MDnRlH,  P.  A.  .     CARPENTER,  J.  H,       Atomic    Safety    and    Licensing 
Board    Panel.        92/11/19.        2Bpp.        16101:2™.       2«   Fiche:  50-322, 
82/11 /If  i  921 (230267. 

8211.230376   Response    opposing    util    821109   motion   for    summary    disposition 
at    emergency    planning    (Phase    I)    Contentions   EP   2B,EP   5-U   i 
EP   7B.  CoTitont  ions    preiont    genuine    Issues    of   matl    fact. 
Related    corre  spondance. 

MCMURRAY,  C.  H.       Buff  oik    County,     NY.       KCMURRAV,  C.  H.       Kir  kpa  trie  k. 
Locfcnart,    Hill,    Christopher    b  Phillips.       B2/11/1V,  Atonic    Safety 

and   ' *----.    o.^-i          ,,.„.         iiiei.  no        OAV 

Fie 


—8211160332  Affidavit    of    E   Litberman    supporting    utl)    B21109   motion   for 
summary    diiposition   of    contention    re    traffic    congestion. 
LIEBERMAN-E.       Long    t«  land  Lig  hting    Co,      L  IEBEHMAM,  E.       KLD 
As loc  late*.     Inc.       82/11/10.       4pp.        16091:  343,       24X 
Fiche:  30-322,  B2/1 1/12,  B21 1160374. 

6211170136  Advises    of    error    in  NRC   B21102  proposed    opinUm  f  1  nd  ings   of 
(act   t   conclusions    of    lau   on  unresolved   safety    tfiiuei. 
Last    sentence    of  Proposed    Finding    12    should    be   deleted. 
REPKA.D.A.       Hearing    Branch    3.       B2/11/15.      BRENNER. L.,    CARPENTER,  J,  L.  , 
HQRR1B.P.A.       Atomic    Safety    and    Licensing   Board   Panel,       2pp- 
16109:  100.        24X    Fiche:  50-322,  B2/1  I/I  5,  B21 1 1  70156. 

021117016B  Response    to   util    B21109  motioni    to    strike   fc  motion    for 
summary    disposition.  Al  1    motions    supported    eicept  motion   to 
strike    portion   of  PC   Flna)«y«on    testimony   re  Qaussian 
diffusion. Certificate    of    Svc   encl. 

GQDDARD.R.J.       Hearing    Branch   3.       B2/1I/1S.  Atomic  Safety    and 

Licensing    Board   Panel.       7pp.       16109:103.      24X  Ficha;  50-323-  B2/1 1/15, 
B21117016B. 


B311I90227  Status   rept   on    issues    currently   available    far    settlement, par 
ASLB   reeuett.  Certificate    of  Svc    encl.  Related    correspondence-. 
IHWIN.D.  P.       Long    Island    Lighting   Co.        IRW1N,  D.  P.       Hunton  d    Williams. 
B2/11/15.       3Bpp.       16149:312.      24X  Fi  che:  SO-322,  02/1  I/I  5,  B21 11  90227. 
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DOCKETED  ITEMS 


e211300E40  Forward*    BW  Staroitecli    021134  nemo    re  plant   GA  insn 
'H'       """"I    BMMh    3.        83/11/84.        BHEnSS.  L    .          ' 

™L'.U™"'5ISI^A-       At°ffliC   BllfBt*    •"*   H«n.jn,  Board   Panel. 
16336:   123.        24*   Fieh  e:  30-32H,  83/11/24,  921  1300160 


Forward*    SER   input    on    environ    qualification   at    nfetu- 
relatm    equip<Tunt.   Input    relevant     to    Siiffoll    Countu    5. 
Shor.h«ra  Opponents    Coalition   Contentions  B   &    I9fhJ, 
respec  lively. 

Hn™?sVa    H"rl"«  BMT.CII  a     aa/n/M.     BRENNER,  L.,   MBPENTW,  J.L. 

MORRIS,  P.  A.        Atomic    Safitij    and    Licensing    Board    Panel          32oD 
16339:011.       24X   Fie  ho:  30-328,  82/1  1  /2fl.  B3I  1300193. 


S211090490   Forward,    Revision,   0   &    6    to    prescrvitB     inap    program    J,    list 
of    controlled    documents.  in    rBsponsE    to    MRC    FfoqueBt    121     IA 
Ack   of    receipt    requested.  *  l6 

S*T'V'L      DL°n2     I*»aI"J    "-"""'"9    C°-        B2/10/25.        DENTON.H   «.        UF-fc. 
of   Nucl.ar    Reactor    Regulation,     Director.        3pp          16009-244          24X 
Flqlae:  30-322,  93/1Q/23,  821  1090470. 


evi,lon    fi.Field   Change    9    to   PrDct.durB    e,OAQ47S. 

?rS^Pn^       «"<:>•"    Ensrgy   Servico,     Inc.        B2/09/23,        2CD 
14009:047.        24X   Ficfte  :  50-322.  92/1O/35,  aai  I07049O. 


B311300277  Advise,    that  North   Shore   Commjtte.    Ag*imt   Nuclear   &    Th.P 
fallutinn   itill    bellevei    prot«dur«i    ordered    bv    ABLD   violate 
sut.it*ntiv«  d    procedural    due   procei  i.  Commi  ttee   uill    nut 
£,*,^:^pat"    in   P'-'hMrins    e.ara    of  Phaie    I    contentioni. 
rS^S?"1    i   S""!r    *'1Sh*fi™.        82/11/24.        BRENNER,  L.  ,     MaRRIS.P.A., 
,7^^   I'JlHl       Atomlc   Safety    and    Licen.iua    Doard  Pan.fl        2oo 
14333:016.        34X   Flch«:  50-322,  82/1  1/24,  B21  13G0277, 

H,     General    correspondence 


M         Tr1.^00"    °f    ™Cl    *'P'-«"°n=    •"    diaient    of    SufPoll 
u   United    East    End   Seniors    Co-unci  1    (,  Middle   County 

„       S"1    Dlltr(ct    irl    r"°-"J    °*    Shorenam  casB. 

L*«i»:,   n        !BpnP   ".""•-,   6Zf™JSb        BRENNER,  L.       Atomic    Safetu  mni 
6211040328  '"'        I5'=8:I8°-        24K   F^h.;  DO-3M.B9/10/K. 

Q.  ^Inspection  reporti,     IE  BulUtlns    V  ccrreep  onrienca 

S208I90220  IE   Info   Notice    92-37,     "Craciin9    in    Upper  ah-.ll    to 
I^"t«10n.?0?'  air*h   "eld    °f    Stea"1  B""»>-«tBT    lit  OperaUns 

rWrt,         oVc     lilt     encK 


i-  ,<j   t    "'Vlstor    of  Engineering    (.   Quality   Assurance.       B2/0971& 

X?    i ,        i«         *    Etfiatln    Co'     °f   Neui    Vort.     Inc.         105pp.        15930-001          34X 
Fi  che:  80-000,  G3/09/ Ifa,  B209190220,  i™«.uui.        rf^x 

^pl1^"  =E    '"J""0*1"  83-34,  Revi,  inn    I,     "Helds    in   Main   Control 
r anvil.      av-c    l  iat    enc  1. 


urfl^e.       B2/09/I7. 


Cnnnt 

Coni-olidated    Edlion   Co.     ofNeuiVork.     Inc.        107pp 

Fi  chB;  50-000,  92/09/17,  B200190222. 


3206190229    IE    Info    Motice    B3-39,      -Bw    Dogradation    of   Thick    Hall 
Stain   ei,   Steel   Rffc  Ircula  t  i  on   SIJB  Piping  at    BWR   PUnt    '• 


* 
JOJJDAN.EL.       DiviKon   of   Enjineering    t,  Quality   Assuran 

P,C?™Si1^Btl   Edistm  Co'     of  Meu    Vort'     *«•       HAPP 
Fiche:  SO-000,B2/09/Sl,,a20ai90229. 


92/09/21 


B209I90223  IE    Info  Notice  02-33,     "Change    in   Format   t  Distribution  Bus 
^r,J.LBunBtinSlClircl'lara    fe   tnfD    Notice.."    3vc    Hit   end 
DEYOUWO.R.C.       Director'.    Office.    Offlc,    Of    Ir,,p«Uon   aad 
Enforc.mBr,t.        82/09/23,  Cons*-!  idflt*d    Edi.on   Co      It    H^   York,      lne 

IIOpp.       16016:021.       34X  Fiche:  50-000,  B2/09/23,  9309190823 


EctrUapenr-M 

•ASSiM  £  ,    Penetratl°n  A**emblies.  "   Svf    list    *ncl. 
JURDflN-E.L.        Division    of    Eng  1-n.eer  ing    S.   dual  I  tu    Aeniranc* 
Consolideted   ErfUan   Co.     „?  Hsu  v»f«,     lne  " 

--JO-000,  62/09/23,  5208190532. 


-B2M090S04   Revision    O    to   Procure   80A2950,      "Ultrasonic    E.ap    Prote^re 
ninac  e"    "Bids.        Field    Change    1    au  t  hori  iat  ion    end 

14009:249.        24X    Fi  che  :  50-322,  e2/10/25.ZQ21  109O490.''20          '7PP' 


STAHOSTECKI.H.        Division    of   Project    t,   Oesident 
PDLLOCK.M.8.        Long     Iil«d    Liflht  in,    Co.       2pp 
Fiche:  SO-322,  B2/10/29,e211230495 


-32112304.97  Notlte  of  violation  from  insp  on  B2Q909-1O13 
^I0"  "f  Pr°Ject  *>  Resident  Programs.  02/10/2? 
:  340.  24X  Fiche:  50-333,  B2/10/2"?,  B21  1230095 


»n   BM909-1013.Nonco«pll*,.c 
drans  '"^          •"'•pTflt  Ion    of    CJ,angPa     into 

HIOGIN3,  J.C.,     HAWWES,P.H.,    GALLO,  n    11        Division    ,,F    proleft    t 
Resident   PTojrans.        82/10/25         I2pp.        1A1B4-341         n4X 
Ficf,e:50-322' 


C    of    5te 


9211100323    Ach     r.c-ipt    of    Ba072B    Itr    informin 

Snirr^i"!;"0?'  :°"3  in  IE  "isp  r(ept  M 

"IF*   ft    commitments,  based    on   discussions    durinq    uk    of    S30903. 

6-  &e   referrPd    tD   tlm    f°r    rev    .« 

EngInterInB    &    T.cn,.lE*I    Program.        aa/il/04 


B211I00337    Responds     to   NRC    030512    Itr    re   viuUtinn.    notfd     in     IK    In50 
Kept    30-332/62-04.  Corrective    ac  tion,:  app  !  ,eab  i  ."g^  ' 

s.ctians    uill    be    raviaad    to  match    as-built    configuration   t, 

'" 


•  CD-       fla'°7/SQ.        MARTIN,  T.T. 

:  ngineering    &  Technical    ProoramD.       2ZPP         lAOHl  •  COO 

Fiche:  30-322,  S3/1  1/04,  931  1100323. 


l^?^3   20*i""ti""    of    BSUBS.slgnif.cant     lic.n.ee   mating    u/utj  1 
in  King    of   Prus»la,PA    to    discuis   as-built   verification 

Region    I. 


PP' 


B2/1  1  /16,  S20B19024S. 


room  discrepancies. 


°«    9a'206  "ittin»  U)/"UI    in   Wa"in 
of    corrective   actions    for    control 


,  ,  A.        Hc.n. 

Fiche;  50-322,  B2/1  1  /(6,  B31  124039S. 


8211300383   Forwards     IE    Insp    Rept    50-322/62-30    on    821012-15   No 
nontonp  1  lance    noted. 

lpnLLo'J'  H  i    D1^flin?   ?'   engineering   *  Technical    Programs. 


pr«t»ing 

S/I[5'l2'L-n 
93/11/18.        Bpp, 


""•    ln"P«t«^«r 

*       "    m°nitorB 


3.  No   nt-ncomp 
ra-fiation   Mnt  tors,  process 
"'id.Iiqoid    t    gaseous    M.t 


M-M-       Resi°n    ''     Offi"    "'    Director. 

:065.       24X   Fi  che:  30-322,  63/1  1/16.  B3(  13003HB. 


;  30-000, 


"pwft 


i  «»   B*""t«kJ    831134  memo   re    plant  OA    insp. 
H"[-*n9    Branch   3,       88/11/34.       BRENNER. L   . 

-A-      Mmis    8afet«    -"Licens   ng    Doard    Panel. 

iche:50-322.B3/ll/34,B311300160 


DOCKETED  ITEMS 


S      flepnrtabla    occurrences,     LERi    6    related   car  respondents 

B21115041B    Interim    deficiency   rcpt    re    discrepancy    in   flHDEH  computer 
program   ut*d     to    develop    Mark     II    response    spectra.   Initially 
rjportnf    on    030727.  Prob  1  em    subroutine    corrected    to     include 
stiffness   matrices    of    triangular    subsec  tloii  i. 

MILLIGAN,  M  H.        Long    Island   Lighting    Co,       02/10/29.       HAYNES.  FI    C 
R*jion    1,     Office    of    Director.        2pp.         16056:358         SAX 
Fiche:  50-322.  B2/1 0/3?,  821  1150418. 

T      Muring    transcripts    on    non-ntit  1  trust    matton 

931  1Q10096    Transcript    of    B21023   hearing     in   Qetheida,  MD.  Pp     12.195- 
12.303, 

*       Atomic    Safety    and    Licensing    Board    Panel.        03/10/28          190pp 
13372:235.        24X   Fiche:  50-332,  02/10/20,8211010096. 

02UO2047B  Transcript    of   B21029   hearing    in  Be  thesda,  MD  PC     13,394- 
tS.  543. 


«      Atomic    Safety    and    Licensing    Board    Panel.       82/10/29 
13BB9:35I.        2 IX    Fiche:  50-322,  03/10/29,8211020470. 


160pp. 


B211040335  Transcript    of   931102   hearing    in  Dethesda,  MD.  Pp    13,544- 
12.  757.  Suppar  ting     documentation    encl. 

•  Atomic    Safety    and    Liceniing    Hoard    Panel.        B2/11/O2         aSSpp 
19925:039.        24X    Fiche:  50-323.  B2/1 1/02,  031 1040333. 

B211060233   Transcript    of    B21103    hearing     in   He  thesda,  MD.  Pp     12,  75B- 
12,  923 

•  Atomic    Safety    and    Licensing    Board    Panel.        82/1 1/O3          lASpp, 
15952:  146.        24X    Fiche:  30-322,62/11/03,0311040333. 

921  1O80001    Transcript    af   021104   hearing    in  Be  thesda,  MD,  Pp     12.  9  34- 
I3.O96 

»       Atomic    Safety    and    Licensing    Board    Panel.        83/1 1/C4          173pp 
15977:  300.        24  X    Fiche:  5O-322,  03/11/01,6311080001, 


— S21I23Q297  Corrected    page    fop    transcript    of    62111?   hearing. 

*      NRC    -  Ho    Detailed   Affiliation   Oiven.       B2/11/22.        lp.       16193:270 
24X    Ft  Che:  SO-322,  B2/ 11/23, 9211230SS3. 

82tl2-?00u4   Transcript    of   B21123   hearing     In  Xauppauga.  NY. Pp    14,713- 
14,  749. Support  in  j    documentation    encl. 

*       Atomic    Safety     and    Licensing    Board    Paml          83/11/23.        01pa. 
16217:019.        24X    FlcJie:  SO-3SS,  B2/ 11/23,  B21 1290004. 


V,     Operator   Examinations 


821O130O19    Generic    LtT    B2-1B    to    til    pousr   reactor   applicant*    Et 
licensees    re    reactor    operator    (.    senior    reactor    operator 
requ-aJ  if  Icat  i  on    t  Dam*.  Advise*    that    eiams   Begin    at    facility 
after    651001.  Bvc    list   sue  1, 

EISENHUT,  D.  Q.        Division    of   Licensing.        B2/10/12.  Consol iJa ted 

Edlion    Co.     of    NBH-    Yorlr,      Inc.         I5pp.         lfiOQ3':234.        24X 
Pic  he:  30-OOQj  S2/10X 13, B21O13001 9. 


DUCKET"   50-323   DIABLO   CANVDN    NUCLEAR    POWER   PLANT,     UNIT    a 

A.     Ap  p  1  lea  t  ion/  cons  true  tion    stage    do-cument*    It    correspondence 

B211110t.il    Appeals     partial     denial     of    FOIA   req.UBit    for     documents    re 
Cammliiion   de I ib erat 1 ona    on   Dlafilo  Cannon    Decision    ALAS-hfA. 
REYNOLDS,  J.  R.        Center    for    Laui    in    the    Public    Interest,       33X03/12. 
Of  flea    of    the    Secretary    of    the    Cnrnml B t ion.        Spp,        1607O' 199         34X 
Fiche: 50-323,  B3/O5/13, B21 1 1 1O41 1. 

B209210O37    Generic    Lt«-    B2-li    to    all    PUR    licensees    re    NUREO-O737    Tech 
Specs.  Request  s    reviaiu    of    Tech    Specs    to    determine    cons  ii  tency 
ur/Buldance    provldad.Far    i  terns    u/d*virt  tions.  amend    to    lite-nae 
required. U/o     stated    encla.Svc     list    encl. 

EISENHUT,  D.  0.        Division    of   Licensing.        82/O9/2O.  Comolidatud 

Edison    Co.     of    Nsoi    Voi-d,      Inc.         13pp.         13930:   110.        2flK 
Fich«: 50-000.  92/O9/20.  B2O7210O27. 


831t0'90251    Transcript    of    B21I03    hearing     In   De  thesda,  MD    Pp     13,  O97- 
13,  275 

*  Atomic    Safety    and    Licensing    Board    Panel.        B2/1I/03,         179po. 
16006:267.        24X    F  i  cha:  50-322,  02/1 1/05.  021 1090351. 

B21111016Q  Transcript    of   031109   hearing    In  Be thesda,  MD.  Pp     13.  276- 
13,460   Supporting     documentation    encl 

*  Atomic    Safety    and   Licensing    Hoard    Panel.       02/1  I/O1?        203pp. 
I  6036.  035         24  X    Fiche:  50-322,  03/1  1  /09,  B21 1 1 1016B. 

B2111603Q0    Transcript    of    021110    hearing     in   Be tnesda ,  MD.  Pp     13,  169- 
13.i80.  Suppor  t  ing    documentation    encl. 

»       Atomic    Safety    and    Licensing    Board    Panel.        03/11/10.        E23pp . 
16OB4:E33,        24 X    Fiche:  50-332.82/11/10.0211160300. 


B2 11  160261    Transcript    of   821111    hearing    in  De  thesda,  MD. 
.Pp     13,  601-13,  906.  Support  ing    documentation   encl. 
»      Atomic    Safety    and    Licensing    Board    Panel.       02/11/11. 
16077:239.        2-1 X    Fiche:  30-322,03/11/11.0211160361. 


242pp, 


B2110305B4   Staff    requirements   memo   re    B2O930    af f Irmat i nn/d iscua a i on   & 
voto    on    Indian    Point    hearing    order    b   FOIA  Appeal    B2-A-4    on 
Diablo    Canyon     seiimic    decision, 

CHILK,  S.  J.       Office    of    the    Secretary    of    the    Comml SB i on.        BH/IO/O1. 
DIRCKS.W.J,        QPfice    qf    the    E«ecutlve    Director    far    Operations.        lp. 
19913:032.        24X    Fi che: 30-OOO. S2/1O/O1 , B21 1O305B4. 

S211tlOiil7   Responds    to   appeal    re    partial    dtnial    nf    FOIA   request    for 
documents    concerning    Commission    deliberations  on   Diablo 
Canijnn   Decision   At  AD-A44,  Deni  es    release   o*    remaining 
documents    par    FOIA  E»amptions    3   &    S.  ] 

CHILK,S.  J.       Office    of    the    Secretary    of    the    Commission.        02/IO/O1. 
REYNOLDS,  J.  R,        Center    for    Lau    In    the    Public     Interest.        2pp 
1607O.-204.        24X    Fiche:  3O-323,  82/1O/O1 ,  BS1 1 1  10617. 

B311O30421    neijuests    preparation    of    assessment    of    basic    cause    of    dminn 
errors    per    B20901    mneting. 

EISENHUT.B.  0.        Division    of    Licensing.        Q2/10/OA,       COOPEn,  W.  E. 
T«lei(ynB    Engineering    Services,       3pp.        15<7"!0:  I4B,       24X 
Fltrhe:  5O-37S,  Ba/10/06.  B21  1O30421. 


8211160304   Transcript   of   021112   hearing    in  Be  tJiecda ,  MD. 
Pp-    13,  907-14.  025.  Support  Ing    documentation   encl. 
*       Atomic    Safety    and    Licensing    Board    Panel.        03/11/12. 
16084;  12B.       24X   Fiche:  50-322,02/11/12,0211160304. 


125pp. 


SZ111B0244   Transcript    of   021116   hearing    in  De thesda,  MD.  Pp    14,026- 
14,  324, 

*      Atomic   Safety    and   Licensing    Board    Panel.       82/1I/16.       197pp. 
161-10:207.        21 X    FichB    SO-322,  02/11/16.0211150344. 


8211190109  Transcript    of   021117   hearing    in  BB thesda.  HD.  Pp    14,225- 
14,  436. 

*      Atomic    Safety    dnd    Licensing    Board    Panel.       82/11/17.       214pp. 
16191:303.       24 X   FichH.  SO-333.  03/1 1/17,  S21 1 1  90109. 


8311100031    Responds    to   FOIA    request    for    dQCtim*nt*    re    environ 
qualification    of    electrical    equipment.  Forma rds    App    A 
documents    denoted    ui/a  star  i  sk.  App    &    documents   aval  lab-E  e    In 
PDH. Documents     14    fc    59  withheld     Iref    FOIA  Ei »mpt ion    9). 
PEL TOM.  J.  H.        Division    of    Rules    and    Records.       03/10/14.       CUBRANj O. 
Harmon    &   Weiss.       Bpp.        I6O31:O03.       24 X    Fich a. 3O-375, S2/ 10/ 14, 
8211100031. 

— 8111120649   Forwards    response    to    B1O91 1    motno    re    seismic    qualification 
saf  e  ty-gradle    electrical     equipment.  Facilitg    In    conformancH 
ii/Oeneral    Design    Criterion   2,  based    on   use    of   Hug    Ouide    1.  1OO 
k    IEEE-344,   1973. 

DIRCKS,W.  J,        Office    af    the   Executive    Dlracior    fov    Operations. 
Sl/09/ia.       BRADFOHDjP. A.       Commiss lonors.       flpp,        16031: BIS.       24X 
Fiehe: 30-27S,  S2/1O/I4,  8K111O0031. 


8311220002  Transcript   of  821I1S   hearing    in  Be thesda,  MD. Pp    14,437- 
14,  SB9.  Support  ing    documentation    enc  1. 

*      Atomic    Safety   and   Licencing    Board    Panel.       02/11/16.       160pp. 
16163:065.       24.X  Fiche:  50-322,02/11/10.  0311220002. 


9311060673  Requests    determination    of    eligibility    of    Bite    aLd-2    for 
inclusion    in    Natl    fleglltar    of    Historic    Platen, 
KERRIGAN,  J,  D.        Licensing    Branch    3.       B2/10/2I.       ROQERS,  J. 
Interior,  Depfc.  of,     National    Part    Servite.'       l£pp.        15972:397.        2-IX 
FJch«l 50-275,  BSflO/Sl. 321 JO60i73. 


Q2 112303?!    Tranccript    of   821119  OL   hearing    in   Oethesria.  HD,  Pp    14,390- 
14,712, 

»      Atomic   Safety    and   Licensing    Board    Panel.       82/11/19.        149pp. 
16195:  193.        24X    Fiche:  30-322,82/11/19,0211230391. 

8211230355  Foruards    corrected    page    far    transcript    of    B21119  hearing. 
*      Alderson   Reporting.       82/11/32.  NRC  -   No  Detailed    Affiliation 

Oiven.       lp.        16193:269.       24X  Fiche:  50-322.  02/1 1/2S,  B2 11  230255, 


S2102600Sa  Generic    Ltr    B3-2O    to    all    pouier    reactor    liconsus.  aermi  t 
holders    i  applicants    for    CP   p*    guidance    for     implement  ing 
SftP    rule.  Foruards   HUREfl-O9O6.  NUflEG    ta    be   used   ««    interim 
measure-    until    Reg    Guide-    1.70  revised.  Svc    list    and, 
EISENH-UT,  D.O.        Division    of    LIcenaing,        B2/IO/26.  Consolidated 

Edison    Co.     of    NBUI    York,     Inc.       9pp.        1 5993;  29S.       34X1 
Fiche; 50-000,  B2/IO/26,  9210260038. 


228 
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6211170490  Forward*    results    of    revitu   of    Interim  Technical    Hept  i    ITR-1 
through    ITR-S   submitted    und*r    Phase    I    of    Independent   design 
verification   program.  Cone  tpt  J<   process    of    i  i  suing   rept    for 
completed   technical   review  aspect    appropriate    t,   acceptable 
NOVAK,  T.h*.      Assistant   Director    for    Licensing,       32/11/03.       COOPEfl,  U  £ 

Tsledune  Enjinetring    Services,       25pp.       lil4B'118       24X 
Fiche:5Q-37S,  92/11/03,831  It  704  SO. 

6211190349  Board  Not!  f  ieat  i  on  B2-107:  forwards    info    r*   recent    lemiscal* 
ttit   results.  Resulti    of    feed   6    bleed   node    of   caoling    ttiauti 
that   n»  rnu  phenomena    a  ih  id  ited  .  Fe*d    ft   bleed    can   be 
adequately   predicted   bij    qc-mputir    cotfet. 

EISENHUT,  D.  Q.       Civilian   of   Licensilna.       62/11/10.       PALLADINQ,  N   J   . 
QIUNSKY.V.  ,     AWEARNE,  J.  F.        Commissioners.         IB.        16174-344         K4X 
Ficfis:SO-OQQ,aa/l  1/10,8211190345. 

--S211I903SQ  Requests    that    conclusions    of   seminal*   fe*d    b   bleed    tests 
b«   forward.  d    to  ASLB    &   A  SLAB.  No   ncu    phenomena    e.hiblted 
MftTTBDN.R.  J,       Division    of   Systems     Integration     (post    BI1Q03) 
B2/10/1-J.        EISENHUT,  0.0.        Division    of   Licensing.       3pp          16174-345 
24X   Fiche:30-000,B2/ll/10,B211170:343.  "••.ofa. 

821129-0386  Advises    that  no    response    can    be   provided    to  Generic    Ltr 
B2-2S  re   sttam  generator    tube    integrity  due    to    lack   of 
accumulation    of   gparating    eipcrlence    at   facilities 
CRANE.P.A.       Pacific    Oat    f.    Eloctric    Co.        SS/  1  1  /S4  .       KfVIOHrOH.O    W 
B"'8    Dranc'1    3-        'P  1*231:183.        34X    F  i  cSe:  50-275. 


F.     Setup  ltd,    medical,    emergency    S,    fire    protection   plans 

92IOQ4006B  O.naric   Ltr  82-17    to    all    poyer    reactnr    llonse.t    fa 
applicant.  !,    hnldars   of    CPs   re    itieons  (a  tanc  u    between 
requirement*    of    10CFR30.  541  tl    (,   STS   for    performing   audit,    of 
emergency  preparedness    pr  ograma,  Svc    list    enrl 

E1SENHUT,  0.  0.       Division    of   Lie  ena  J  ng.       62/10/01.  Consolidated 

Edison   Co,     of    New   York,      Inc.        I  Ipp,         16002-388         24X 
Fie  he;  30-000,  B2/  10/01,  821  004OQA9. 


0,     Adjudiejtory    eorreipondence 


8211090300  Order    »,  tending    time   until    B21  122    for    Comirisaion    to    a 
rcviiu  NflR    Director    denial    of   Joint    Intervenors    10CFR2   306 
renueit. 

CHItK.S.J.       Office    of    the   Secretary    of    the    Commission        B2/11/' 
Comiii  i  si  oners.        Ip.         1&O06:  135.        34X    Fiche.'  30-975,  03/1  1  /o-i. 
82  1  10?0300. 

621I1503B5   Dritf     in,    support    of   B20916    e.ceptions    to    ASLD    B20S31 
itecasion   authoriiing    Pull    pouer    OL.  Cart  if  icate    Qf   Svc    enc  I 
BHDWH.H.H.        CaUfnrnia,     State    of.        BROWN,  H.  H.        Kirkpatrick]     Loi 
H  11.    Christopher    ft  Phillip,.       02/11/OB,  Atomic    Bafetu   and 


B21HS039I    Bri.f    in    support    of   eiception,    to   ASLD    030B31    initial 
decision    in   reop«nad    full    pnuer   OL  proceed  i  ng.  Ccrti  ficate    of 
Svc    enc  i  . 

fiEVNOLDg.J.R.        Joint     Irvtervenors-Oiab  ID   Cangon.        REVNaLDS,  J.  R. 
C.ntrr    fur   Lau    in    the    Public    Interest.      82/11/OB,  Atomic    Sal 

and    Licensing     Appeal    Panel,       6Bpp.        16056:270.        24X 
Fi  the:  SO-373,  B2/11  /OS,  0211150391. 

B2111SOA3'?    Bequest    to    uii  thdraiu  E<  cept  ions   2,3    i    fl    to    ASLD    BZQB31 
initial    decis  ion.  rtSLD    clarifications    nn   BOP  s    f,   acquiescence 
by    appropriate     state    jurisdiction    to    SOPs    render    eicentions 
unnecessary,  Certificate    nf    Svc    encl. 

LOCKE.R.  F.        Pacific    Gas    *   Electric    Co,       B2/  1  1  /OH  Atomic    Sat 

and    Licensing     Appeal    Panel         3pp.        16O61-  1B1         SIX 
Ficne:  90-373,  B2/11/CB.  321  11  50639. 

92U150644    Brief     in    support    of    eiception    to   ASLD    B2OB31     initial 
decision    granting    full    pouer  DL.  Cert  if  icate    of   Svc    encl 
LOCKE,  H.  F,        Pacific    Gas    t   Electric    Co,       B2/  1  1  /OB.  Atomic    Saf 

ar>d   Licensing    Appeal    Pans],        llpa.        I6O61;OB7         24X 
Ftcfie:  50-273,  B2/1  1/Oa,  821  1  150641, 


821007001?  Qanoric   Ltr  82-21    to   all    licensees    &  applicants   of    nucl 
pouer   reactor,   re   Tech   Speca    for    fire-    protection    audits 
Forward*   guidance   discuiaing   general    scape    t,   describina 
BleiBBnt»   to  be    included    in    audi  t.  Svc     list    encl 

EISENHUT,  D.  0.        Division    of    Licencing,        B2/10/Oi.  Can*DliJ» tod 

Edison   Co.     of    Meu   Vork,     Inc.        19pp.         13993'  33B         24X 
FichB:  50-000.  82/10/O6,  931007001?. 


8211160230   Brief    supporting    Eiception     1     to   ASLD    B2OB3I     initial 
decision.  Addl    FEMA    findingt,   on    ade^uacg   of    state    emergency 
response    plan    unneccessai-y    before    issuance    of    full    pouer   OL 
CtrtJ-ficate    of   Eve    end, 
HA5SELL,D,  F.       Hearing    Branch    I.       02/11/12.  Atamic    Safety    and 


321029010B  O.nsric   Ltr  B2-23    tt,   all    licensee,    i-  applicant,    re 
Inconsiitencg    betuiion  requirements   of    10CFR73.  401  g  )   (,  6TS 
for  performing   audits  of    safeguards    cnntingency    plam 
lEeeurttij  plan).  Svc    list    encl. 

ElSENHUr.D.O.       Division    of    Licensing.       82/10/30.  Consolida  tud 

Edison  Co.    of    Neu  York,     Inc.       8pp.       J5?93'319        SAX 
Fie  he:  50-000,  B2/  10/30,  8210290108. 

B211160093  Releases   public    version    of   San  Lui«   Obispo  County    nuclear 
poiuer    plant   emergency   response    plan. 
FELTON,J,K        Division    of    Rule*    and    BecoriTs.        32/11/05.  Document 


M   F?ruarijl    PublU    ^rsion    of    San   Lui,   ObUpo  County    rucloar 
plant    em»rjency    response    plan 
CRAWE.P.A        Pacific  Oa,    &  Electric    Co. 

""  Pl 


B21  1160139  Releases   public    version   of   revised    em.Toency 
implementing    aroeeduras.  »"n.i) 

FELTON.J.  H.       Division  of    Rules    and   R.  cords. 

neh-     l' 


«M8rU1P"  fJUbliC   veralon  °*   '••vl.rf   Hwrvencu   plan 
Implem.ntin,   procedures,  in=  lud  ing   Procedures  EP   0-2  Te 
est»Mi,l,m,nt   of   omite    .meraenci,    organUatloo  t   EP  EF-7  re 
activation    of   nuclear    data    communication    svi 

CRANE.P.A.        Pacific    Oai    t   Electt-ie    Cd.        BS/10/S7         ENOELKEN    B   H 
R.gUn   6,    Office   of  Director.       2pp.        161O?'s34        S4X 
Fiche:50-27S,82/ll/05,82111iOia9 

S21HA0149  Public   version    of    revised    em.ra.nc,,    pUn    Implem.ntir,:, 
procedure,,  including   Procedures    EP   G-3   re    ..^.".Jj.:^? 

''11  Ep  EF-7  "  »»«' 


HQVLErJ.  C,       Office    of    the   Secretary    of    the    Commission        82/11/1' 
Cor:fr,issiopiers.         lp.         16105    161.        24X    Fiche:  50-275,82/11/15, 
821  1  17034&. 

B211240017   Notice    of    uithdraual    of  appearance    in   proceeding   Certil 
of   Svc    encl. 

JOWea.DW^      Hearing    Branch    1.        82/11/22.       3flp.        16206:141.        SIX 
Fiche:  50-275,  82/J  1/2S.  B21  1340017, 

8211240211    Order    a  «  tending    time   until    B21B01    for   Commissian    to    act 
T™!!  S"    DlTSctnT    B20723   denial    of    Joint    Intervenors 
IUI.FRZ,  sot,  pet  1  felon. 

CH1LK..B.J.       Office    o-f    the   Secretary    of    the    Commission        Ha/ll/HE 
Commis»ioners.         I  p.         16207:  199.        24X    Fiche:  50-275,82/11/22, 


d                 f"luesta    that    Sa"    J°"    Mercury    Neus  be    placed    on    ivc     li 

HARRIS,  T.H.        Affiliation   Unknoun.      83/11/22.  CHILK      Office   oft 

Secretary   of    the    Commfss  ion.       lp.       16237-333  H4X 
Ffche:  SO-S7S,  33/  1  l/2a,  8E1  130029O, 

6311300149  Responds    to    BSllU    1  tr   *  advises    that   NRC    has   added    ROB 
to   distribution    Hit    for    items    pertinent   to    plant 
independent    dasig-ni   verification    program. 

CHrtNDLER,L.  J.        Hearings    Division.        B2/11/26.        DVNNER.AR 
Ki^P"JrJE(;'     1-ockNart,     Hill,    Christopher  t-   Phillips,       lp.'       1623B 
24X  Fiche:  50-275,  B3/1  1/26,  B21  130016B 


H.     General 


ipondan-ce 


821105004A   Responds    to   820916   Itr    to  Chairman   PaUadino    expressing 
deiire    to    nav»    specially    equipped    fallout   shelters    provided 
for   communitfj    resirfants.  Ltr   forwarded    to  FEMA    for    reply.  W/o 

DEYCWJ9.R.C.        Direchor'a    Office,    Office  of    Inspection   and 
Enforcement.        HS/IO/OS,       RICHARDSON,  W.      Pismo   Beach,    CA        5pp, 
15'?63:094.        ZAt    Fi  che:  50-275,  92/10/05,  BS1 1050046, 

~eaoea?OI31    Requests    funds    for   fallout    shelters   &   demands   uithhol. 
OL    until    emergency    procedures    adequately    protect    citu 
RICHARDEQM,  W.       PismoBaach,    CA.      82/09/16.       PALLADINoiNJ 

l1         '°PP-         I5>?":099.        24X   FI  che:  50-275,  B2/10/05. 


DOCKETED  ITEMS 


821IO60671    Forwards    response    to    constituent   U   Richardion   B2G916    1  tr 
transmitted    on   B20924,re    request    for    funds    to   build    fallout 
shslt»rj    t    establish    procedures    to    protect    Pi«mo     Beach. CA    in 
event   of   nuclear   accident 

DIflCKS.fJ.J.        Office    of    the   Executive    Director   for  Operations 
H2/10/OQ.        LACOMARSINO,  R.        House    of    Rep.        Ip.        15971    305         24X 
Fiche:  50-275,  B2/IO/OB,  B21  1060671. 

BS1I04019B  Responds    to    B2O9I6  request    for   specially    equipped    fallout 
shelters.  FEMA    is    responsible    agency     to    evaluate    adequacy    of 
emergency    preparedness     plans. 

DEVQUMQ.R.C.        Director's    Office,     Office    of    Inspection    and 
Enforcement.        02/10/05,        RICHARDSON,  W.       Pisrao     Beach,     CA          4pp 
15971;  306          24X   FicJie:  3O-273,  62/10/03,321  1060671. 

--B2O9150005   Foruiardi    constituent    U   Richardson   8SO916    Hr    re    funding     far 
emergency    procedures    to    protect    Pismo  Beach, CA    from  possible 
nuclear    accident.  Response    requested. 

LAGQMARStNQ.R.        Hnuse     of    Rep.        82/09/24.        PALLADINU,  N   J 
Commissioners.        Ip.         15971:310.        24 X    Fiche:  50-375,  82/1O/OB, 
E2 II 060671, 

S2U1-60056   Responds    tn   021007    Itr    transmitting    constituent    CF   Mansfield 
H2Q312    Itr    re    multiple    pipe   breaks, pr emature   uea  It  en  i  nj    of 
studs   (,   bolts    (.   plant    seismic    c  apab  i  1  i  ty.  Probab  i  1  i  ty    of    pipe 
break     failures    ui  1 1    be    reduced     due    to    corrective     actions. 
OIRCKS.W.J.       Office    of    the   Executive    Director    for   Operations 
03/11/03.        CRANSTON.  A.         Senate         6pp.         16102:033.        SAX 
FLche-  50-275,  B2/1  1  /O3,  BE  1  1  160096. 

3211160062  Requests    findings   t>    vieus    on  enc  1    cons  titue-nt  CF   Mansfield 
B2O5I3    Itr     re    multiple     pipe    6 reaks, premature   weakening    of 
studs    '<  bol  ts    d   plant     seismic    capability. 

CHANSTON.A.         Senate.        S3/10/O7  Office    of   Congressional     Affairs 

5pp.        L6IO2   016.        24X    Fir  lie:  90-275,  02/11/03,8211  I60O56. 

M      Antitrust    correspondence 


9200190223    IE    fnfo    Notice    32-38,      "Change     in    Format    b    Distribution    SUB 
(at-    IE    flulletinsj Circulars     i.    Info   Notices,   "    8vc     list     end. 
DEYOUNO-,  R,  C.        Director's    Office,     Office    of    Inspection    and 
Enforcement,        B2/O9/23.  Consolidated   Edison  Co.     of    Neui    Vork.     Inc. 

110pp.         16018:O3t,         24X    Fie  ha:  5O-OOO,  B3/O9/33.  820B19O223. 

920B190232    IE     Info    Notice    B2-1O.      "Def j c innc is*    in    Primary    Containment 
Electrical    Penetration   A^sembl  1  «s.  "    Svc    list    and. 

JORDAN,  E.  L.        Division   of    Engineering,    &  Quality   Assurance.       B2/O9/23. 
Consolidated    Edison   Co.      of   Neu    Vork,      Inc.         112pp.         15930:017.        24X 
Fie  he: SO-OOO,  S2/O9/S2,  B2DBI -70232. 

620B190239     IE     Info    Notice    92-41,      "Failure    of    Sa fety /He  1 i ef    Valves    to 
Open   at    BWR.  "    Svc    list    end 

JORDAN.  £.  L.         Division    of    Engineering     &    duality    Assurance,        33/10/39. 
Consolidated    Edison   Co.     of    Neu    Vor  k ,      Inc.        110pp.        15960' 153.       2 -IX 
Fie  he: 50-000.  B2/ 10/22, B2OB19O239. 

6211E30398    Forwards     IE    Inap    Hepts     50-275/82-32   t.    5O-323/fl2-15    on 
S2I 004-04.  No     none omp 1 ianc e    noted, 

BISHOP,  T.U,         Division    of     Re-si  dent,     Reattnr-    Project    &    Engineering 
Programs,        B2/I1/05.        CRANE.  P.  A.        Pacific    Qas    i,   Electric    Co.         Hpp. 
16193:217.        SIX    iFich  e  :  50-273,  B2/ 1 1 /O9,  B21 1  23039B. 

—  8211330403    IE     Insp    Repts     5O-275/B2-32    tt   50-323/B3-1 5    an   B210O4-06,  No 
Tioncornp  1  Ian  ce     noted. Major    areas     ins  pected  :  imp  lementa  t  Inn    of 
independent    verification    program, Including    independ ence   & 
qualifications    of    p arsonne 1 , OA    programs    &    procedures. 

MOHR1LL.P.  J.  ,     HISHDP, T.  W.         Division     of    Resident,     Reactor    Project    & 
Engineering    Programs.        B2/1 1/04.       6pp.       LAI  92:  219,        24X 
Fiche:  50-275,  83/11/05,521  1230399. 

3206190246    IE    Info    Notice    B2-43,      "D&Fic iene i es    in    LWR    Air   Filtration/ 
Ventilation   Bya.  "    Svc    list    encl. 

JORDANrE.L,        Division    of    Engineering    &   Quality    Assurance.       92/tl/lit, 
ConiDJiiTated    Edison    Co.      of    Neui    Vor  k ,      Inc.         I  llpp.         16171:233.        24X 
Ftche: 50-000.  B3/ i l/!6, B20BI9O39B. 


5211110436  Confirms    telcon    advising    that   Ban  30  meeting    ii   acceptable 
to    all    part  i  e  5. 

VQGLER,  8.  H.         Hearing    Branch    2.        03/11/10.        MCDIARMtD,  R.  C.        Spidgel    & 
McDiarmld.        FALLIN,J.F          Pacific    Gas    (.Electric    Co.         1  p-.         16039:336 
2-1 X    Fiche:  50-275,  B3/1 1 /1O,  B21 1 110436. 


B2OB190253    IE     Info    No  tics    82-43,      "PUR    Lou   Temp    Overpressure 
Protection.  "    Svc     list    enc 1. 

JORDAN.  E.  L.         Division    of     Engineering     t.    Qualitg    Assurance.        92/11/19. 
Consolidated    Edison    Co.      of    Ueta    Vor  k ,      Inc.        93pp.         16232:298,        24X 
Fiche:  SO-OOO.  02/1  1/19,  B2091'70353. 


D211t^0147  Foruards  memorandum  of  lay  supporting  renewal  f eniiea  t  for 
issuance  of  order  enforcing  4  modifying  license  conditions. 

License    should    be    revoked    due    to    failure    to    comply 

in/Stanislaus    commi  tmertte. 

WCDIARMID.R.  C.        Spiegel     &    McDiarmid.        HCDIrtRMID,  R.  C.        Moi-thern 

California   Pouier   Agoncy,     Cal  1  fornia,  State    of,.       B2/11/15. 

DENTDN.H.R.  Office  of  Nuclear  Reactor  Regulation,  Director.  3pp. 
1A 1 3  1.267.  24X  Fi  che:  50-275,  B2/1  1/15,  B3I  1 190147. 

— 8211190213  Memorandum  of    law  re    utll    duty    to   serve    Northern    CA  Pouar 
Ao«ncy    (NCPA)    under   Stanislaus    commi  traent  l.  Utt  1    canno-t   avoid 
obligation    by    offering    unreasonable    agreement    Ei    than    claim 
NCPA   failure    to   accept,  frees    util    from  doty    to    perform, 
t      Northern    Cal  if ornla    Power    Agency,    Call fornia, State    at. .        * 
Spiegel    tc  McDiarmid.       Q2/11/I9.       23pp.       16151:269.       34X 
Fiche:  30-275,82/11/15.  B21119O147. 


T.     Hearing    t ran  scrip ta    on    non-ant i  tru3 t    matters 


8311010410   Unofficial    transcript    of    B2 1 007   public    affirmation, 
discussion   S>     vote    re    SECY-BE-377    k   377Ai  h  eavi  nj    r*quest    fop 
eitenalDi)    af    const    completion    da  te^s,  SECV-B2-3B3,  p(i  \fs  leal 
security    &   denial    of    FOIA    in    Wash  ing t on, DC.  Pp    1-2. 
4       Commissioner*.        8.2/10/07.        &pp.         1 3B7E:  29B.        24 X 
Fiche:  SO-OOO.  82/10VQ7,B21 1O10410. 

B2 11170303   Utio^  fie  iil    transcript    of    B211IO   public   meeting    In 
Hashing  ton ,  DC    re    recommBntfati ons    for    Phase    II    i-evorlf i  cation 
program,  Pp     1-S6. 

*       Commissioner!.        S3/I1/1O.        BBpp.         16145:  OB3.        24X 
Fiche:  50-2:75,  93/11/10,821  1170303. 


P      Operating    license    stage    documents   b    correspondence 


V.     Operator    Eia mtna ti ona 


B21119Q36H   Board    Notification  02-107:  provides    info    relevant    to    safety 
issues    re   semfscale    test    results    by    describing   recent    tests 
in    semiscale     fact  1  i  ty. 

NOVAK,  T   M.        Assistant    Director    for   Licensing,        82/11/10.  Atc-mic 

Safety    and  Licensing    Goard   Panel.       Ip.       16169:315.       34  X 
Fiche:  60-000.  82/11/10,821  1190364. 


0-enerie    Ltf    85-18    to    all    pouor   reactor   applicants    & 
licen»«e»    I-B    reactor    operator    &    -senior    reactor    operato-r 
i-equallf Icati on    e lams,  ftdv 1 ses    that    eiam*    begin  at    facility 
after    B8100I.  Svc    Hat    encl. 

EISENHUT,  0.  O.        Division    of   Licensing.        BS/10/12.  Consolidated 

Etfison    Co.     of     New   York.      Inc.         ISpp.         16003:234.        &4X 
Fiche: 50-000,  S3/1O/13.  B21O13O019. 


Q.      Inspection   reports,     IE    Bulletins   fc   c  oprespontfence 

9309190220  IE  Info  Notice  82-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Girth  He  1 d  of  Steam  Generator  at  Operating 
PUft.  '•  Svc  lis  t  encl. 

JORDAN,  E.  Division  of  Engineering  &  Quality  Assurance.  B2/O9/16. 
Consolidated  Edison  Co.  of  Neui  York,  Inc.  105pp.  15930:001.  24X 
Fiche:  50-000,  B2/09/ 1 6,  S3OB 190220. 

320B17O222    IE    Info   Notice    02-34,  Revis  i  on    1,     "Welds    in    Main   Control 
Panels,"    Svc     list    encl. 

JOflDAN,E.L.         Division    at    Engineering    t.    Oual  itij   Assurance,        82/09/17, 
Consolidated   Edison  Co.     of  New  Vorfc,     Inc.       107pp,        15995:105.       BAX 
Fie  he:  50-000,  B2/09/ 1  7.  6208190222, 

820B19O329    IE    Info  Notice    B2-3?,     "Svc    Degradation    of    Thick    Wall 
Stainless   Steel    Rec ircul a tion   Sys   Piping  at    BWR    Plant." 
Svt     I  ist    encl . 

JORDAN,  E.  L.        Division   of    Engineering    t:   Quality   Assurance.       82/O7/21. 
Consolidated    Edison  Co      of  Neu  Vor  k ,     Inc.       B6pp.        16017:078.       SIX 
FicNe:  SO-OOO,  82/09/21,8208190229. 


DOCKET    30-324    DHUNEWICK    STEAM    ELECTRIC    PLANT,     UNIT    2 
F.     Security  i    medical j     emergency    &    fire    protection   plan* 

B21Q010331    Discusses    systematic    assessment    of    licensee    performance 
(8A.LPI    for    Ju 1     1980-Bac     19B1    k    licensee    comments. All    future 
BALP   repts    will    be    basad    on    now    criteria    tfelinsated    In   FR 
no-tice    of    Mar     I9B2. 

O'REILLY,  J.  P.        Region    S,     Office    of    Director.       B2/09/13.       UTLEV,  E.  E. 
Carolina   .Power    *    Ligftt   Co.        4pp.        15572:316.       H-3X 
Fiche: 90-000.  BB/O9/I 5. 621001O331, 

— S210010375   Syitema-tlt    Afitessflisnt    of    Licensee   Performance    Repta 
S0-2i  1/B2- 17,  BO-334/B2-I5.  SO-329/Ba-lB,  90-400/B2-14    Si 
50-401/83-14    for   Jul    1980-Dac     19B1. 

»      Region   B,     Office    of    Director.        82/09/21.       4Ippr        15372:322.       £ 
Ficlve:  BO-OOO,  B2/09/15,  B31OOI0331. 


230 


DOCKETED  ITEMS 


o-ft:1^^^^ 

F(ch,:  50-000,  B2/09/1B.  8210010331  "* 


i™ 


rrdl   "«""*'•»  —  *    ">«»•    to    proviso   .-    industrial 

ffi^ii  *^:^%:r;  £"!« 

Fith«;  30-324,  B2/10/2-J,  831  1O10227. 


Fiche:  50-000.  62/10/30,8210370108 


B2^irci°e   arHBrmo"°n    "'    Aetion   Ltr   "l/8a-01    re   821014    emHrgBnCH 

^"l^l'p^r  l'tiliA*0Hir0f'^\Z-     °HF'":       UTLEV'E-E- 
F  i  che :  50-000.  82/1 1  /0 1 ,  B3 1  1 1 50202.  '  " 


idBnt    PrDgr3ms.        sa/H/19 


eail30037i6    Forwards 


for    B2Oftln 

" 


16245:094.       2 


-0211300379   Errata    sheBt,    for   B20630    fire   protection    plan 
*      Carol  ina     Pouier    U    Linhtrn         03/1  i  ,->-,         ~«,  P""n. 

F!cSBr  50-324,  B2/l,/a3,13m0037623         2O'"1P          '««="«.       MX 


S«F^^^ 

conudered   complete 


ItH 


S2M160010    Partial     re-spons*    to   FOIfl 


•cquest    for    documents    m    HUH    desii; 


0211100017. 


,  BS/UJ03, 


0C"°1"'*   P«"   *   Light    Co.        B3/,o/Sfi 

* 


9204190041     "Stud,,    Dn    SvC    M.ttp    aV>   Fouling 

" 


921  1O10294. 


B210240oa0 


BSS  Jit  SS'«S.rs: 


:  50-000,  H3/10/26,B210a600a0 


;  so-ooo, 


;  ; 


'-• 


:  50-334, 


rLi;ji-j.%r 


DOCKETED  ITEMS 


231 


-6211110370  Sefetg  evaluation  of  NUREG-0737,  Item  U.K.  3,31.  "Restart  of 
Cor,  Spray  (,  Lou  Pressure  Coolant  Injection.  »  JJWR  Ouner,  "8SCart  Of 
group  response  acceptable. 

HODGEB.M.W,       Operating    Reactors   Branch  3.       B2/1Q/26        taa 
16040:240.        24X   Ft  che:  90-324.  83/1  0/2*.  B21  1  1  10566  "' 

8311040194   Ac  k     820406    request    f  or    add  1     info    re    NUFiEQ-0737    Items 
II.  F.  I.  4,  II.F.  l.  5  i,    II.F.  1.6,     "Containment    Monitors.    " 
!?mraMAM  ce0eva'"at?d    durl"»    P^'-^P'err.entatian   review. 
O^^-'B       '.-    C-'olin.    PW.P    !,   Light    Co         B2/10/28.        VAESALLO,  D.  B. 
Operating    Reactors    Branch    2,        lp.         15938-356         24X 
Fiche.  50-324,  82/10/213,821  1040184. 


trip 


VASSALLCl,  D.  B.        Operating    Reactor 
Carolina   Power   t>  Light    CD.       9pp. 
Fichf  50-324,  G3/10/3B,  021  110O524. 


Grantrh   2. 
I6Q4O  079 


92/10/20. 
24X 


UTLEV,  E   E 
'     " 


8211I604B1    Foru..ri)»    safety     evaluation    re    NUJJEG-0737.  I  tern    II    E   4    2, 
'Containment     Isolation    Dependab  i  1  i  ty,  ••    based    on    review    of' 
B012I5.81063Q    (,    02Q322    submi  tta  1  5.  Mo     further    action 
required. 

vASSALLO.D.  B.        Operating    Reactors    Branch   a.        83/11/03         UTLEY    6   E 
Carolina    Power    1    Light    Co.        3pp.        1612S-273         24X 
Fichu:  90-321,  02/11/03,8211160481. 

8211150614    Confirm,    B3H10    mot   meeting     ln   Rejion    2    of.:    to    appraise 
recent    actions    taken    by    util    to    improve    overall    performance 
a  t    f-ac  i  i  1  1  1  es  , 

Q'REILLY.JP          Region    2,     Office    of    Director.        02/11/04         UTLEV,  E   E 
Carolina    Pouier    t,   Light    Co         lp.         16062:07'?.        24X  '     ' 

Fiche.  50-324.  Q2/I1/O4,  021  !  130614. 


umrnilri"!a    B31Q1'?    conference    call     w/NHC    to    update    utll 
B20524    Itr    re     plans    for    submitta!    OF    BUR    B  teady-5tate 
reload    analysis    methods.  Fi  nol     topical     rept    uill    caver 
technical    aapects    of    lattice    physics    fc    nodal    simulation 
ZIMMERMAN,  S.  R.        Carolina    Pnuer    4   Light    Co.        02/11/05.        VASSALLD,  D    B 
Pperating    Reactors    Branch    2.        2pp          16006   OQB         34X 
Fiche    50-324.  B2/1  1/03,  (!21  10VO30B 


..  aram. 

W/ili    ovtriii.    flourn.  Apirturt    cardi  are   avatlabu    in    PDR 

™,V2  Engineers    J,   Con.tructurs,     Inc.     Uuia.     of   Raytheon   Co    ) 

82/10/01.         490pp.         16103:002.       SAX    Ficha:  30-3S4,  82/1  1/1  1, 


S3'?4,"0    fOU10r   FMctnp    """»"    <i«c.pt    Fort    gt 
R«vi»  Ion    li     "Pr»t»ur»    Vessel    Matl 

Fracture    Toughnm.  "    Foruardi    NUBEO-0744,Reviiion    1   U/o 

vncl.  Svc    liit    end. 

EISENHUT,  D.  O.         Blvi*iQn     df    Licensing.        B2/II/12.  Consolidated 

Edi.on    Cc-.      of    N.u    Yor*,      Inc.        5Spp.         16232'  212         24): 
Fie  ha:  SO-OOO,  B3/  11/12,  B21  II  60047. 

8211130289    Application     for    Amendi    36   t,    50   to    Licenses   DPR-7  1    fc    DPR-ia, 
r..p»ctHvelyj  roplacina    digital    instrumentation  m/analoo 
counterparts.  Rovieu.    of    application   bv    821230  requested    to 
avoitf    unnscei  sary    manooiiier    tiponillturea. 

EURV,  L.    U.        Carolina    Power    «.    Light    Ca.        S2/11/12.        VASSALLD,  D    D 
Operating    Hsactor*    Dranch    3,       3pp,       1613a'051        24X 
Fiche:  30-324.  32/11/13,  BB1  1  1B0229. 

—  S2111B0233   Proposed    Tech     Sp.c     pages    covering    replacement    of    digital 
I  ni  t  rumen  t  a  t  ion    u/analoa    icimterpar  ts, 

*      Carolina     Pouier    S    Light    Co.        82/11/12,        D"?Dp          Ifil3a-n34         P41f 
Fie  he;  30-334-03/1  I/  12.  B21  1  130227.  "          16138-034.        H4X 

Bai  12305*5    Forwards    Amenda     51    I,    76    to    Lieonsas   DPR-71    1    DPR-A3, 
respectlvolij.  safotu    evaUation    S,  notice  of    Issuance  (, 
aval    abiliti/.  Amand    changes    Tech    Bpeca    re   reactor    protection 
9111    instruinentation    aotpoints. 

VASSAt-LO,  D.  Q,         Operating    Reactors    Branch    3.       62/11/12         UTLEV,  E   F 
Carolina    Pouor    t,   Light    Co.       2pp,       162O1-24B        SflX          ' 
Fiche:SC.-3B4.  02/11/12.0211230545. 

—8311230549  rtmenda    51    I,    76    to  Licenses    DPH-71   «,  DPH-62,  respect  ivelu, 
charging    Tech    Sppca    re    reactor  protection    sya 
Instriifnontation    se-tpoints. 

VA8SALtO,D.  D.       Operating    Reac  tors   Branch    2.       82/11/12        9Dn 
16201  ;  330.         34X    Fiche:  5O-321.  B2/I  I/  13,  £3211330545.  ' 


8211090450  Advises    of    intent    to    utiliie    updated   FBAR    for    parforming 
safeti;    analysis    revicua    t.     10CFR50.  59    evalua  ticns.  Original 
FSAR   maintained    as    arch  ivc.  Upda  ted    FEiAR   maintainod    as 
current    safety    basis    for    plants. 

EURY.L    H.        Carolina    Pouer    (,   Light    Co,        H3/1  I/OS,        DENTON.H.R.        OfFici 
of   Nuclear    Reactor    Regulation,     Director.        lp.         1600B   339         24X 
Fiche:  30-000,  H2/1 1  /OS,  1)2 1  1090450.  ' 

B211150623   Application    far    amend     to    Licenses    DPR-63   t«    DPH-71.  consist  im 
of   adoption    of    neu   special    tost    e.cm.ption  re   92-dau    interval 
corn    ipray    aiji    floiu    test    required    oy     Tech    Specs 

EOHY.L.  H.        Carolina   Pouer    l>   Light   Co.        B2/11/OB.        VA99ALLD,  D    D 
Bperating    Reactors    Branch    2.       2pp.        160Aro46        Hflx 
Fiche;  50-324.  B2/ 11/00,821  1130623. 


— 821H5062B  Proposed   revision    to    Tech    Spi-ca    re    core    spray    SUB 
special    test    eicoption, 

i      Carolina    Power   !«   Light   Co.        82/n/OQ.         llpp.        14061-048 
Fiche;  50-324,  02/11/00,0211190623.  ' 


24X 


8211320471    Forwards    request    for   add!    info    r»    Oener-ic    Ltr   01-04    on 
implementation    of    NUREQ-03I3,  Revi  a  ion     1.  Cup?    of    reBpons«, 
identifying    RCPB    p  ip  Ing- safe-end!   t,    filler    matl    uhich   do   not 
meet   guidel  inea,  should    be    sent    to  EOSiQ. 

VA5SALLQ.  D.  B.       Operating    Reactors   Branch  a.       92/1  1 /OB        UTLEV,  E   E 
Carolina   Power    tc  Light   Co.       6pp         16197  2fl7        24X 
Fiche^  50-324,  82/1 1 /OS.  B21 1220471. 

B2111S04B6  Forwards    proposed    Tech    Spec    Page   3/4  3-25   re    i.oUtion 
actuation    instrumentation    turveillance   requirements, 
inadvertently    omitted    from  Attachment   fl   of    820907 
application    for   amond    to    Licenses   DPR-71    &    DPH-62 

riHHERrlAN,  S.  R.       Carolina    Pouier    t  Light   Co,       32/11/11.      VASSAL  LO,  0  B 
Operating   Reactors    Branch    2,       lp.       16057:322        24J< 
Fiche:  90-324,  82/1 1  /1 1 .  821  1130486. 

—8211150499  Proposed   Tech    Spec    Page  3/4   3-23    re    isolation   actuation 
instruments  tion    survei I  lance    requl r ements , 

ZIMMERMAN,  5.  R.        Carolina    Power    t-   Light    CD.        62/11/11          [p 
16037:223.        24X   Fiche  :  50-324,  82/1 1  /  1 1.  B31  11S0484. 

S211170422  Foryards    "Plant    Unique   Analysis   Re pt: Mark    I    Containment 
Program.  " 

ZIMMEHHAN,B.  R,       Carolina    Pouier    &  Light   Co,       B2/11/U.       VA3SALLD,  D  U 
Operating   Reactors   Branch    2.       |p.       16103-001        24X 
Fiche:  50-334,  62/11/11.821  1170422. 


.,^f'Ce     °P    NuclBar    R»«=tor    Regulation,     Director. 
16301:239,         H4X    Fi  che  :  3O-334  ,  83/1  1  /I2,  Q2  1  1330545. 


—  &211230S55  Notice    o*    iaaunnce   t,    availability   of  Amends    SI    fc  7i    to 
Licenses    DPR-71    &    &PR-A2,  ro-spectl  ve  ly. 

VAS9ALLO,  D.  H.         Operating    Reactors    Branch    2.       H2/1I/12         3oo 
16201  r  261.         34X    Fi  che:  50-334,  B2/1  1  /  12,  B21  1230545. 

BSJ13SOI01    Forward*    lupp-leniipntdl     response    to   B01232   request    for    addl 
info   re    control    of    hoavy    loads.  Part    II    rept    addresses 
specific    requirement*    for    overhead    handling    sy  ».  Ajjerture 
cardi    available    In    PD/1. 

ZIMMEBHAN.S.  R,       Carolina    Pouer    &  Light   Co.       B3/11/16.       VASaALLU,D    D 
operating    Reac  tors    Branch    2.        SOpp.        161*1-  00?       24K 
Fiche:  30-324,  B2/I1/16,  021  1230101. 

8211300342  Foru/ariU    addl     Info    re    evaluating    voltage    drops    in    relation 

7?MSFfi&£C2    Sf    '^tl??    alrtric    ""fifc""™  igi   voltages. 
ZIMMERMAW.B.  R.       Carolina    Poui.r    t  Light  Co.       88/11/33.       VAS9ALLO,  D    B 
Operating    Reactors    Branch    2.        B4pp.        1A243-  047        H4X 
Fiche:  SO-324,  82/11733,  0211300342. 

Q^    Inspection    report*,     IE   Bulletin*  tc   correspondence 


D1"rClf'!SL,'!!'t*'n'*le    '""lml"1t  •>'    Hcen.ee   perform.nce 
for   Jill     1980-DBc    £981    &    licensee   comment.  .All    future 
SALP   rupts    will    ha    based    on    n«w    criteria  delineated    in   FR 
notice    of   Mar     1982. 

O'REILLY,  J.  P.       fle>olon   2,     Office    of   Director.      B3/07/19        UTLEV,  E  E 
Carolina    Power   &  Light   Co.        4pj>  .       15972:314.      B4X 
Ffche:  SO-OOO,  S2/09/1B,  B3I001O331. 

B2I0010354   Foruuirdri    Sijs  te-ma  tic    Assessment   of  Licensee  Performance 
R.pt.    50-2AE/B2-17,  50-3B4/B2-  1  9,  3O-32S/B2-1B.  50-400/82-14   I 
SD-401/aa-U    for   Jul    I9ao-DeC     17S1.  Evaluation  will    ie 
dficu*jed    in   Ra£elgh«NC    on    02O538 

Ljn^'R,'A         5lv1!!1"'   Sf    PWC*  *   Resident  Programs.       82/O5/H1. 
JONE8.J.  A.        Carolina   Poutr    fc   Liflht   Co.       2pp.       15373:313        24X 
Fieht:  50-000,  82/09/13,  62IOO10331. 


Repta 


«™™ 

,  50-334/82-13,  30-333/82-19,  50-400/63-14  & 
SO-401/92-14-    for    Jul     19BO-O«c     1981 

8B/W/B|-  "'"- 
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-6210010*22  Forwards   coiMiiritt  on    systematic    tiiessment  of    licensee 
per*or«jne«    for   Jul    1930-Dic    I9B1.  Aiiisiment   presents 
unbalanced    vl*u  af   util    put    safety    performance   unless   addl 
icplanatlon    li    supp  l«m«nt»!l. 

UTLEV.E.E.        Carolina   Pouer   (,    Lioht    Co.       32/07/23.       O'REILLY.  J.  P. 
Region    2.    Office   of  Director.       49pp.      13373:361.      24X 
Flche;  50-000.  B2/09/ 13.  B3I 0010331. 


-B210010439  Oranti    eitension   to   990730   for  response    to  Systematic 
Atleismint    or   Licensee    Perf ormjtic*   Septs    30-241/33-17, 
SO-324/B2-13,  30-335/62-19,  50-400/82-14   1    SO-flOl/82-14,  per 
util    B20609   request. 

LEWIS,  R.C.        Division   of   Project   b   Resident   Programs.       82/06/1O. 
JOUES.J.A.        Carolina   Pouer   1<    Light   Co.        Ip.        13373:048.       SAX 
Fiehe:  30-000.62/09/13.6210010331. 


820819024B    IE    Info    Notice   BS-43,     "Def  1  c  i  enc  i  E  i     in    LWR    Air    Filtration/ 
Ventilation   Sys,  "    Bvc     list    enc  1 . 

JORDAN, E.L.        Division    of    Engineering    &   Quality    Assurance,        aS/ll/JA. 
Consolidated   Edison  Co.     of   Neu   York,     Inc.        Illpp,       16171:233,       1MX 
Fie  he;  50-000,  02/1 1  '16.  S208 190348. 

6209190353    IE    Info   Notice   32-43,     "PWR    Lou   Temp    Ovorpresaurn 
Protection."    Svc    list   and. 

JORDAN,  E.L        Division    of   Engineering    t  duality    Assurance.       B2/11/1'?, 
Consolidated    Ediian    Co.     of   Neu    York.     Inc.         "?3pp,        16232:29il.        K1X 
Flche:  50-000.  83/1 1/19.  820B19Q253. 


R.    Periodic    operating    reports  &    related    correspondent 


—  B21G0104S4  Riq.u*tti   eitenslon  to  620730  to   comment   on  Systematic 
Asieitaent    of   Ltcsnue    Performance    Ripti    50-261/82-17, 
50-324/32-13,30-323/62-13,50-400/82-14   !.    50-401/82-14    for 
Jul    I9SO-Dec    1981,  per   9E052B  meeting. 

EIWV,  L.  H.        Carolina   P.   ;er   ft   Light   Co.       82/06/09.       O'REILLY,  J.  P. 
Raglan    2,     Offlci    of   Director.        2pp.        19373:049.       24X 
Fich»:3O-000.  82/09/1  3.  B21001033I. 

8206170230  IE  Info  Notict  B2-37,  "Grading  in  Upp.r  Shell  to 
Transition  Cone  Oirtn  Mild  of  Steam  Generator  at  Operating 
PWR.  "  Sve  list  encl. 

JORDAN-  E.  Division  of  Engineering  &  Quality  Aisuratici.  82/09/14, 
Consolidated  Ediion  Co.  of  Neu  York,  Inc.  103pp.  15730:001.  24X 
Fieh*:  30-000,  B3/05/16,  820BITO220. 

820B19O228   IE   Info  Notice   B2-34,  fieviiion   1,    "Melds    In  Main  Control 
Panels.  "   Bvc    list  end. 

JORDAN,  E,L.       Division  of   Enginsering   t,  Quality  As»ur*nce.      G2/09/17. 
Com  oliditBd   Edison   Co.     of   Mow   York,     Inc.        107pp.        1SB95'  IBS        54  K 
Fichu:  90-000,  B2/09/17.  B20Blf0222. 


IE   Info  Notice   82-39,     "Svc   Degradation  of  TftUlt  Hall 
Stainlm   Stul    RecircuUtion  S«»  Piping  at    BMP  Plant." 
Svc    11  tt    encl. 

JORDAM,  E.  L.        Division   af   Engineering    b   Quality   Assurance.       82/09/21 
Consolidated  Edison  Co.     of  Neu  York,    Inc.      84pp.       16017'09B        34X 
Flch«:  SO-000,  62/09/21,  B20B190229. 

B203190223    IE    Info   Notice    B3-3B,     "Change    in   Format   !<   Distribution   8ys 
for    IE   Bullet  ins,  Circulars  Si  Info  Notices."   Svc    list   encl 
DEYOUNQ'.R.C.       Director'.   Office,    Office  of    Inspection  and' 
Enforcement.       B2/09/22.  Cgnsolidated  Edison  Co.    of  Neu  Yort.    Inc 

110pp.        16018:021.      24X  Fiche:  50-000,  82/09/32,  8208190223. 

B20B190232   IE   Info  Notice   82-40,    "Deficiencies    in  Primary   Containment 
Electric*!   Panetratlnn  Assemblies.  "   Svc   list   encl 

JORDAN,  E.L.       Division  of  Enginierlng   &  Quality  Ai.urance       82/09/23 
Cons-oltiJated  Edison  Co.     of  Neu  York,    Inc.       HSpa,       1593Q-Q19 


Fieh«:  50-000,  B2/09/22,  B308170232. 


24X 


S2110B0371    Notification  of   B211O3  meeting  uAitll.  k  Franklin  Research 
Ctr    in    Btthesita.M[>  to  diicuis   design    (IE  Bulletin  80-11)    t, 
use   of    "energy  balance   technique"  t   "arching    theory" 
TRAMMELl.,  C.  M.        NRC   -   No   Detailed    Affiliation   Biven,       83/10/07  NRC 

«S.?^SiS^;i5^^J,S£S5i.  4"-  ls"9;31fl-  2" 

B3^^fB^.!1vc^ir,^41'    "F""""  °f   -"*««•»"  Valves    to 

/•_„.!  i  jj'.i    ?  2i?          2      EnBJnB*rin(l   fc  Quality  Aisurance.      B2/10/22 

Consolidated  Etfiton  Co.    of  Neu  York,    Inc        HOoe        I-iCAn.i-n       a^v 

Fiet,.:  50-000.  B3/10/22.B20BI90239.  "'  '      24J{ 


8211120335   Forwards    monthly    operating    repts    (or    Oc  t     1902. 

OIETZiC.  R.      Carolina   Poiuer  t,  Light  Co.       133/11/04.       DEYOUNQ.  0.  C. 
Director's  Office,    Office    of    Inspection  and    Enforcement.       Ip. 
16043:  196.        24X   Fiche:  30-324,  B2/1  1/04,  B21  1  130333. 

—  B211120327  Monthly    operating   repti    for   Qc  t    1902. 

HARP.ISDN.F.        Carolina    Pquer    !<   Light    Co,        H2/11/Q2.        13pp, 
16042;  197,        24X   Fiche:  30-324,  B2/1  1  /04,  B31  1  1  30323, 

S.    Refiortable   occurrences,    LERs    fc   relatert   correspundcnco 

6211010031    Discusses    inoperab  il  i  ti)    of    i  natrumon  tat  i  on    lines    cluu     to 
eitreme   cold    weather.  Enc  1    lists    affected    plants    &   LEHs 
during   uinter    of    19B1-S2.  Indus  ion   of    data    in    unit    Punier 
Reactor  Events   mould    help    inform    llccnseus. 

CHIRAMAL.M.       Reactor   Operations   Analysis  Draneh.       OB/06/  la. 
MICHELBON.C.        Director's    Office.        4pp.        ISEI92:On9         21X 
Fiche;  50-000,  B2/06/18,  S21  1O1003I  . 

820B290101   FOIA   request    for    internal    nonpublic    documnnts    ro    I'l    runctihr 
events. 

HCINNIS.D.      Naus   i  Observer.       B2/09/13.      CAflB,  J.       Division   of    Nuliis 
and  Records.       3pp.       16154:357.       24X  F  iche:  BO-OOO,  fia/09/  13,  H30EU*701Ol  . 

8211040159  Forwards   LEU   82-103/03L-0, 

DIETZ,  C.R.        Carolina    Pomer    fc   Light   Co.        02/10/22,        O'REM  LY.  .*.  I1 
Region   2,    Office   of   Director,        Ip,       13929:006.       24X 
Flche:  SO-324,  82/10/22.0211010153. 

—6211040164  LEH  B2-103/03L-0:  an   820924,  npqrab  i  11  ty    Utt    of    ronclnr 
instrumentation    isolation   erceas    flow  choc*    vnl  VD»,  ruquircd 
once   per    18   montha,  not   addressed    in    plant    prtic  oifuras,  Tasl 
procedure    developed   fc    implemented. 

PA8TVA,M,  J,       Carolina   Power   &  Light    Co.       02/10/82.  Iteoin-ll     ' 

el:t0r'       2PP'       13?29;007'      a4*   FtchP:SO-3! 


82110402B7  Forwards    corrected  LEO   81-146/03L-0. 

DIETZ.C.R.       Carolina   Power   k  Light   Co.      H2/10/H2        O'JIEIILV.J    l> 
Region   a,    Office   of  Director.        In.       I592Q110        K4X  '     " 

Fiche:  30-334,  82/10/22.8311040297, 

--B21I040297  Corrected   LER   81-M6/03U-0:  on  810920,24   t  1007,  die  .1.1 
generator   4    failed    to   attain    rated    speed,  Canned    by 

intermittent   electrical    connection    on  die.  a]    right  otartinn 

"  ' 


,    n, 


Liflflt    Co' 


81/10/19. 

X  Ficl.e:  D 


Regicii>   S, 


62110*0136  Forwards    updated   LER  B2-OA9/03L-1 

DIETZ-C.R.  Carolina  Power  *  Light  Co.  B2>  10/23. 
Region  S,  Of  He.  of  Director.  IB.  I392H'037  s 
Fichf:  30-334,  82/10/25,  8211040166  ls>«a-UJ'-  » 


J    P 
j,  i  . 


Flch*-;  90-334, 


aaitt7044B. 


!:.•";;; 


Di'U'1*"      fc 


B3III70448. 


e:  50-324,  B2/  1  1/19, 


S2U080139  Forwards   LER   B2-1  11/03L-0. 

DIETZ,  C.R.       Carolina   Pouier  t  Light  Co 
Region  2-    Office   of  Director.       Ip. 

FUh.:30-324,  82/10/2?,  8211080139 


Q3/IO/29        a-nFriiv     in 
nErl-LV'  J-  "• 


8211080139. 


Isolation   signal    rtiet  valve.  Valve 

B.      SIX   Flche:  30-324.  8B/  10/39, 
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FELTON.J   M.        Division    of    Rules    and    R. 


6311090309  Foruard!   LEfi   B2-1  18/03L-0 


lurgical    lab     for 


6311090208  Forwards   LEO  02-  105/03L-0, 

DierZ.C.R,        Carolina    Potuer    fc   Light   CD.        83/11/03         n 
BM'-n  a.    Office   of   DIr«tor.       Ip.       14004   305        34X 
Fiche:  50-334,82/11/03,  021  10TO200. 


" 


I*1*S:0"- 


:  30-3=4, 


B211170ail    FOI-UIPIU   LER   82-I23/O3L-0. 

OIETZ.C.R.        Carolina    Pou»r    &    Liaht    Co.        B2/  1  1  /O9         n'acu  ,  v     i    a 


8311170379  Foruardl    LER   fi  H~  1  30/0  1  T-0. 

.H.       Carolina    Pautr    t,  Light    Co.       08/11/11 


s    " 

PABTVrt.M.J. 


3211170390  Forwards    LER   S2-  1  30/O3L-0. 

DIETZ.C.R.       Carolina   Power   J,  Light'co.       Ba/ll/li         D'Bfrniv     j 
R.gfon    2,    OPflc.    of    Director.        Ip.        16IOS    139        a-lx 
FJchB:ao-3a4,  82/11/11,3311170330 


CD'''llnO    tempi    int 


.ufa  H  ,  - 

out  of   adjuitment.  Linkage    adjusted 
PASIVA.M.J.        Capoltn*    Po^nr    t    UBhfc    Co. 


6311100305  Forw^dt   LER   Ba-1  15/03L-0. 

DlETZiC.R,       Carolina  Power   t,  Light  Co.       B2/  1  1  /03        D'ncii  i  v     i    n 

''-   14°— 


samooos 


, 

"        '       "'     16033:33B 


Co.       02/11/03. 


.  Bail  100303  Forward!   LER  e2-122/03L-0. 

DIETZ.C.  R.        Carolina   Powir    d   Light    Co.        83/11/04         O'BPn  I  v 

-''  •«  ° 


n. 


Pou"r    *    Lj9"t    Co. 
"•       16023:361' 


B211150149  Foruardi   LER  03-1  I9/03L-0. 

DIETZ.C   R.       Carolina  Poy.r   (,  Lijht  Co.       B2/I1/03.       O'REILLV.J   P 
Rtgitm  2.    Offici   of  Dlr.ctop.       Ip.      160M-17/     a4« 
FUhi:  50-334,82/11/03,9211180149          1*U!»-"T'       24X 


failure    of   periodic    (eit    to 

,  1    '""t'-u"'«nl   nanifold    v*lv.. 

Carolina   P01U.r  t  Li9ht   Co. 


6211330293  Forward*   LER  82-I21/03L-0. 

DIErZiC.R.  Carolina  Pouer  i  Lijht  Co.  83/11/09  O'flETIIIV 
Rtsion  3,  Qffic.  of  Director,  Ip.  14IM-O4B  MX  REILLYl 
Fi  che:  50-334,  03/11/03.8211220293. 


aaoaeA   PND-ll-aa-tM:oB    BailJl,.mall    fire    in   onsit,    teleohon 
ulprjent    room  re.ulted    in    !„.    Of   cm.rB»n<  u    not"    cation 

'1"  .....  •.i™^."l 


9211230337  Foruardu    LER   B3-114/O3L-O 

D1ETZ.C.R.       Carolina   Powsr   (t  LigJit   Co.       B2/11/1B        O'REILLY  J   P 
Re|f£0n   S,    Office    of    Dli-.ctor.        Ip,        16IB3'  012        24X  ' 

Fich.:00-3Z4.  B2/1  1  /|Bj  B31  1230337.          ""'"•""•       24)< 

"8811230332  LER   82-1  14/O3L-O:  on    S81017,  control    rod   3B-39   had 
I..M,        it?-'    'U^    '"   *    fal1    oot    P°"tlon'   IndlcitUnrtlU 
I«iI^?J""lMI'l!*<!*V"d   ttf   dBf"tlvo    1C  «»IP   »n  ro/piuiun 
PAarSJ  *i  ",   pT^b*   ?;"'•'*'•«   b"""   "rd   inpIjt.Chip   ripucir 


arolina    Pou.r   &   Light    Co. 


Foru«rii    LEH   H2-1  1&/O3L-0 
OrETZ.C.R.      Carolina   Power   tc  Light  Co.      S2/I1/2!        O'REILLV  J   f> 

''-    14=K:(1"' 


.. 

DIETZ^C.R.       Carolina   pflyor    Si  Light   Co. 
H.Bi°n   a,    OfMc,    of    Dir.ctor.        "p. 
FIth»t  30-334,  B2/Il/28,Sail2TOi49 


rrnrniv     r    D 
"  ' 
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V.     Operator  E-iaininat  i  on* 

0210130019  Senerlc   Ltr    SB-IB    tp    all    power    reactor    applicant,   t, 
lfcens«ii    r*    i-eaetor    operator    &    Junior    reactor    opirator 
rec[uallf  icatl  on    e  mms.  AdVI  i  e  j    that    eiara»   begin   at    facility 
after    B2100I.  Bvc     list    end. 

eiSEMHUT,  0,  0.       Division    of   Licensing.       92/10/13.  Consolidated 

Edison    Co,     0*    NBUI    fori,      Inc.        C5pp.         16002:  K3+         34X 
Fit  ha:  50-000,  82/1O/13,  6210130019 


DOCKET   50-339   BRUNSWICK   STEAM   ELECTRIC    PLANT,     UNIT    I 
F.  ^Security,    medical,     emergency    1.    fire    protection   p  lans 


,  t>lfiqui*EI    "ustematie    assestmetit   oF    license*   performance 

(SALPI    for    Jul    I-J90-DEC    19B1   4    licensee    comra.nta.All    future 
SrtLP  repts    will    be    baaed    on   n«u   criteria    delineated    in  FB 
notice    of    Mar    1983. 

O'RErLLV,  J.  p.         Region    2.     Office     at    director.        33/09/15         UTLEY,  E   E 
Carolina  Power    i.  Light   Co.       tpp,       15572-316        24X 
Fie  he;  50*000,  B3/Q9/  IS,  8210010331. 

—0310010375   Systematic    Assessment    of    Licensee   Performance   Flipts 
SO-261/&2-1  7,50-324/82-13,50-335/82-15.  30-400/92-14    (, 
50-40I/B2-14     for    Jul     ItBO-Dac     1791 

41p>- 


--921110Q01B  Forward*   public   version   of    revised    emergency    plan 
Implementing   procedures,  including    Procedures   PEP   3  2   ro 
unuiual    event. PEP  3.3  re   alert   t  PEP   3.1.1    re    fotlowup 
notification*  i   communications. 

ZIMMERMAN,  S.  R.       Carolina   Power    !,   Light   Co.        92/10/26 
O'REILLV,  J.  P.       Region    3,     Office    of    Director.        lp          16O33-  160 
Fiche:  50-324,  62/11/03,0211100017. 

—8211100024  Public    version    of  revised    emergency    plan    implementing 
procedure*,  including   Procedures   PEP   2.2  re    unusual    event. 
PEP    2   3   re    alirt   t.   PEP    3.  1.  I     Pe    fol  loiuup    notifications    t, 
conmunicatl  ons. 

DOVER,  A.  E.        Carolina   Power   I*   Light    Cu.       B2/10/O1          72oD 
16035:161.        24X   Fiche:  50-324,  82/1 1/03,  621  1 10OOI  7. 


B21112055B  Release)  public  version  of  Revision  6  to  E 
Iroplimentlng  Procedure  PEP-02  1,  "Initial  Emerqenrii 
Actioni."  ' 

FELIQW,  J,  ft        Division    of    Roles    and    Records.        82/11/08  Docu 

Management   Branch.       lp.       16064:028.       24X  Fi  che:  50-32<1.  82/1  1  /08, 


ergency    Plan 


--Baill20S5-?   Formardi    public    venion    of    Revision    6    to    Emeroencu    Plni 
Implementing    Procedure    PEP-02.  1,     "Initial    Emergency 
Actions.  " 

ZIMMERMAN.  S.  R.       Carolina    Power    t,   Light   Co.        83/1O/29 
D'fiElLLY.  J.  P,       Region   2,     Office    of    Director.        2pp          16O6402-? 
Fich. '50-324,62/11  /OB,  821 1 12053B.  PP 


—  8210010422   Forwards    comments   oti    systematic    assessment    of    licensee 
performance    for  Jul    t  9SO~DBc     1981.  Assessment   presents 
unbalanced    view   of    util    past    safety    performance    unless   addl 
explanation    in    supplemented. 

UTC-GVi  E.  E.        Carolina    POUBP   &    Light    Co.        62/07/38        O'REILLY.  J   P 
Region  H.    Office    of    Director.       49pp.       13573:361        24X 
F*  «  h  e  :  SO-000,  82/09  /  1  S,  BS  I  QQ1O33I  . 

8210040069  Generic    Ltr   83-17    to   all    (louer   reactor-    licences  & 
applicants   t,    holder*    of    CPs    re    incons  I  itenc  y    between 
requirements    of    1OCFR.5Q.  54  1  1)    &    STB   for   performing   audits    of 
emergency    pr»  parxlnass    program*.  Svc    list   end 

EISENHUT.D.O.        Division    of    Licensing.        H2/1O/01.  Coniol  Ida  ted 

Ediion    Co.     of    Mew   Vork,     tnc.       llpp-.        16003-233        34X 
Flche:SO-000,  B2/10/O1,  aZlO04OOiB. 

9210070019  Oen,rtc    Ltr   B2-21    to    all    licen.ee,    &  applicant,    ,f  nucl,ar 
power   i-eactoi-i    re    tech    Spec*    for    fire    protection   audit* 
Forwards    auidance    iiacussino    general    «cope    &    describing' 
eUmenti    to    be    included    £n   auJlt.Svc    J  i  tt    end. 

EISENHUr.D.O.       Division    of   Liteniing.        B2/1O/OA.  ConioHdatod 

Ed  1  ton   Co.     of    Maui   Vark.     Inc.       I'Jpn.        !Sf93-  333        24X 
Fiche:5O-000,  82/10/Oi,  821O0700I9. 

8211040227  Foruardt    organ  i  tatlona  1    change    ta    provisions   of    industrial 
security    plan. 

HDWE.P.M.       Carolina    Pouar    e,  Light  Co.       82/10/2?.       VASSALLO,  D  n 
Operatinfl    Reactor*    Branch    2.       Ip,       1392-?-  135        34X 
Fl  clier  50-324,  ga/lo/39,  821  lO-)O3a7. 


~aaill20561    Public    version    of   Revision    6   to    Emergenc 
Procedure  PEP-02,  1,     "Initial    Emergency  Actions    " 
HOVER,  A.  E.        Carolina    Power   «,   Light    Co        32/10/19 
16064:031.        24X   Fiche:  50-321,  Q2/1 1 /OS,  831  1 120598' 


Plan    Imp  lemei 
15pp. 


921U7044B  Forwards    IE  Safeguards    Insp    Repts    50-324/02-43  J, 
30-325/62-43    on   831  101-05.  Mo   noncomp  1  iance    noted 

MrftcvLcIrD-     -DlvJ'ioV'    Pfa^tt   *   ""ident    Programs.        82/M/I3. 
UTLEV.E.E.        Carolina    Pousr   t  Light    Co.       2pp, 

Fiche:  30-324,  02/11/15,8211170448. 


8afBB"ards    In.p   fiepts    50-324/82-43   &    50-325/82-13   on 
B21101-05.No  noncompliance  noted.  Major  areas    inspected' 
re.ponse.accB**   controls,  barriers,  1  ighting   t,   communications. 
Detalli    withheld     (raf    10CFR73.21). 

TODIN.W.J.       Division   of   Engineering    t,  Technical    Programs 
S2/11/I2.         lp.        16106:204.       24X   Fie  he:  50-324,  S2/1  1/1  9,  821  1  1  70-MB 


|,r|;*P-:    "rVai:a    Sh"ts    toT    B2063°    fire    P«*«Uon   Plan. 
ZIMMERMAN,  9,  R.       Carolina    Pouer    fr   Light    Co.        82/11/23,        DENTDN,  H   R 
OfflCB    of    Nuclear   Reactor    Regulation.     Director          ID          16245-094 
Fiche;  SO-324,  82/11/23.8211300376. 

821130037?  Errata   sheets    for  820630    fire  protection   plan 

*     Carolina    Pouer  fc  Light  Co.      02/11/23        20ipp.        16245-  O95.       24 
FUhe:30-324.aa/ll/23.82I1300376. 

p__0P*ratin9    license    stage    Documents   b    correspondence 


9310390108   Oeneric   Ltr   S2-23   to    all 


enerc         r        -         to    all    llcen««    &  appHcant,    Tf 
inconsistency    between    reiiulroni»nt«    of    10CFH73.  40tg  J   tc  STS 
for    parforming    auiJita   of    safeguard*    contingency    oUni 
(•ecurJty    planl.Svc    list    encl. 

EIBEMHUT.  0.  0.        Division   of   Licensing.       S2/IO/30,  Consolidated 

Edi.on   Co.     nf    H.iu  Yflrk-     Inc.       8pp.       I5993'3t9        24X 
Fith»;  30-OOOt  83/10/30,  9H102901OB. 


6211030112   Foru*rdi    safety    evaluation    of    util    response    to    NUF?EG-0737 
Item  U.K.  3.24.     "Space  Cooling    for  HPCI   &  RCIC    "    Item 
considered    complete. 

VASBALLO,  D.D.       Operating    Reactors   Branch  21.       82/10/O1        JONES,  J  A 
Carolina  Power   i  Light   Co.       3pp.       15-736.-12I        24X 
FI  che:  80-324,  S2/  10/01,  891  1O301  12 


B211130202   Confirmation   a*    Action    Ltr   S6t/B2-01   re    921014   emer 
^erctie    at  HB    Robinson.  UtH   actions    to  resolve    apparent 
deficiency    in    emergency    prepared-ness    program   confirmed 

nw!iCiiV"f  Se*'Sn'  /hould    a["    be  applied    to   Erun.uick. 
0  REILLY.J.P.       Rogion  a,     Offics    of  Director.       92/II/OI 
Carolina  Power    fc  Light  Co.       3pp.       16035-191         21X 
Fie  he:  50-000,  92/El/Ol,  821  11  BoaOH. 

8211040379  Generic    Ltr    0a-BS    to   all    power  reactor    lic«ni«»   re 
integrate!!    IAEA    e^erclsa    for  physical    inventory   -t   LWRs    Anu 
"«?£"?*  M'-tictpate    in  fl,.rclsB    is   vo  1  unitaru    S,  any 

ueil    that    participates    uil  .'  1    be    reimbursed.  Bvc    list 
Er»T,D.0        wvl.ion    of   Licensing.  1"  * 


62/11/03 


FELTDN,J.M.       DlvUion  of   Rule, 

'"    •     if' 


B2!U1A0010  Partial    response    to  FDIA  request   for    documents    re   DWfl    design 
oef iclanciej   t  major    interim  actions.  Forwards   documents 
lilted    in  App    A.  App    B   documents    available    from  PDR 

i!VI??'^M'     ,,DivIlion    of    Rui"    "•"!    Records.        82/10/04.        HAFNER,  D. 
Affiliation   Unknown.      8pp.       16122:096.       24X   Fiche:  50-000, 82/1O/04, 


B21 1160010. 


-  S204190039  Diacutses   proaosed   recommendations    for    improving    reliability 
of  open  cycle    svc   water    sys.  Assistance  requested    to 
eftablish    significance    of  potential    safetb   concern   of    svc 
water    sys    fouling. 

EISENHUT.D.O.        Division    of   Licensing.       B3/03/19.        HANAUER.6.H, 
SHU  Si° r  Systems    Integration    (post  811005).       4pp:.       16122-340 

24X  Fich«;  80-000,  02/10/04,6211 160010. 


— B204190-041    "Study   on  Svc    Water   Sys  Fouling.  " 

*     Operating   Reacton    Assessment   Branch.       02/02/28 
16122:343.       24X  Fiche:  50-COO.  0S/10/O4,  021 1 160010. 


23pp. 


9211080100  SummarUes   agreements   reached    during   recent  meeting    re   draft 
radiological    effluent   Tech   Specs    forwarded    u/020902    Itr, 
draft   o-ffiite    dole    calculation   manual    b  process    control 
program   plan. 

VASSALLO,  D.  H.       Operating    Reactors   Branch  2.       B2/10/1B        UTLEV.E  E 
Carolina  Power  b  Light  Co.       2pp.       !5<764;356.      24X  '     ' 

Fiche:  SO-324,  82/10/12,  8211090100. 
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23E 


S2I026008B    Qtn 


i, 


SRP    rule.For^rd,    NUREC-09O6.  . 

n.a.ur.    until     Reg    Quids     1.70   revised    Svr 
EISENHUT.D.G.        Division    of    Helniin 
Edison    Co.     of    New    Vor*,     In,       "pp 
Fich.    50-000,  B2/IO/26,B21026QOBB 


, 

Con.olid.  t.d 


8211110566   Forward 


evaluation    at 

°f  '•"•  «  - 


WASSALLQ,D.D.        OpBrating    React0rS    Branch 
Carolina   Po*er    (,    Light    Cn.        s  , 

Fi  che:  50-334,  (32/10/26,0911110366 


UTLEV,  E,  E. 


"^Cori0"^3'"'*4''    BValuat'°"    "'    NUREO-0737,   lUm    U.K. 3.  21,     "F 


Reactors    Branch    3.        62/10/26.        3pp 
30~324i  B2/1O/26, "" •  •  ' 


meEtinB 


5311100524   Foruards    Franklin   Researth   Ctr    trip    rent   nf 
on    radiological     effluent!    Tech    Spcci 
VA88rtLLO,D.  Q.        Operating    R«etgr.    Branch    2.         Ba/lO/SB         UTLEV    P    r 
Carolina  PouBr    t,   Light   Co.       gpp.       16040:079        24X  ' 

Fiche:  50-321,  B2/10/2B,  831  1  10O524. 


VABBALLO.  0.  fl.        Operating    Reactors    Branch    2.        S2/1I/03         UTLEV    P    F 
Carolina   Poiuer    t,   Light   Co.       3PP         1612927^        sai  UTLEV,  E,  E. 

Flch.:  90-3a4.ua/ll/03.aaMI604Bi.  X 


LY,  J,  P.        Regions,     Of  f  ite    of    Hi  rBC  tar  .        B2/11/O4         (ITLEV    F   P 

'""^"- 


B2lI15O4ai   Foruiard*    propoi»d    Tech    SDOC 


'  30-324.  S2/1  1/1  1, 

Proposed    Tech     Spec    Page    3/4    3- 

S'i011    ;°rV  'UI*n"    "W»» 
,  S.  R.         Carolina    Paiuer    *   Linht 


„„ 

yASSALLO,D.H.        Qper-ting    neflctBr«    Branch    2.       B3/I1/12         UTLEV    E   F 


, 

O-000-  Q3/1  1/09,  821  10904SO. 


.. 

FiCh.  :  30-334,  B2/I1/OB.B21  1  130623 


Jon    letpuinti 


Mw 
16201:250. 


:  50-324, 


Ficd.  :  30-324, 


M*iB»    R"cta"     "ranch    3.        B2/11/1H          ,„ 
icha:  30-334,  Sa/1  1  /12,gai  1830349 


Uc...... 


eai  1230101 


B2U30034H 


"<         >o  ro 
ntnUtlon    of   NUREO-03I3.  Rtvlilon    l.Co 

^!(RCPa   P^U";"'  —  "-   *    Hll. 
mett   Buid*Hn»i,  should   bi    lent    to  EOJ.O 
VASBAUO.D.  B.       Opirating    Reactors    Branch   2. 

' 


ic   Ltr   81-04   on 

respond 

^    tPh      '  not 


-         P"- 
he:  30-324,  82/11/08,8211220471 


82/11/OB 
24X 
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_    In*(l*  =  **<111    "port*,     IE  Bulletin.    &   corr»tpondence 

2!2?.'£?3!   Di!cu»»"    *Y»tMiatic    i.ift.n.nt    of    license*  perf 
CMLPI     for    Jyj     l?f»-D«     1981    fc    Uetn...    <«».,*..  AM    Sut» 

££».!"«.*,    !«i.  °"   "IU   "itBri*   '•""»*-    '"   ™ 

O'REILLV,  J.  P.        Region   2,     Offic,    of    Director.        B2/CW/1B 
Carolina   Pouir   &   Lijht   Co.        -4pp.        15373:314         24X 
Flche; 30-000,  33/07/15,0210010331 


—  9210010334   Foruar.lt    Syittmatlc     Aintttnint    Df   Litansei   Performanc 

p3ti'5a"iT'30~3a4/B2-|5-s<H3BS/<ra-|S'""M/M'i  " 

14    for    Jul     19BO-D,c     19B1  .  Eva  1  tig  tion    u£l]    te 
uid     in    RalBigb.NC    on   830533 

'".'*        ~1Vl?!°n   °f    pr«J«t  *   R"«,nt  Progr-ams.       82/03/21. 
.J.ft.       Carolina   Power  t   Lijjht    Co.       2pp.       15373-3(9        241; 
:  50-000,  82/09/13.  B3IOOJO331. 


Bsment    of   Licenne   Performance   Riots 
2-14    for    Jul     19SO-DHC     1 9B1 

id!:?«:ooo.s^;,;rfls!s;£s;i.  M'M'ai-  "'»•  i&573;32°-  3<* 


.3n«  . 

^r.  2,    Offic.    of  Direttor.       4?PP.       15572:361        24X 
.:  50-000.83/09/15,  9210010331. 


—  B2100J0439   Or.nt* 


jt  *•   R"iriBnt  Program,.       82/06/10 

JONES,  JA.        Carolina    Power   A    Light    Co.        I  p. 


^ 
Ftch.:  50-000,82/09/15.6210010331. 


82S""   Sv,1?!^"!0  "a-3*'"""*™    1-     "W.1.U    in  «ain   Control 


B31I1600SO  aummar,,    of  821103  meeting   w/utlli    rc    IE   Bull. tin 
u«    of    "Ener9«    Baling    Technique"    i,    "arching    action"    for 
maionrv  uiall    qualification. 


^ 


Fiche:  50-000,  92/1  1/16,8208190248. 


, 

16171:233.        i-4X 


^ 


correspondence 


t«    for   Oct     1782 

02/1|/04 


tniy    operating   ropts    for    Oct     19B2 

Carolina   Pouiar   ti   Lioht    rn         mn\mi 
16042:  177.        24X    Fiche;  50-324,  62/M /04?821  H3O3S5  "" 

!L_!:!^!:^_»«^«««^_l:ra._i_r.Ut.d   correspondent 

FOIA   request    for    internal    nonpublic    dotumanta    re    1<?    rDactnr 
f  ic he:  50-000,  82/09/13,  82OB2901O1. 

under    investigation. 

39.        24  X 


of       „      . 

Fiche:  50-323,  82/10/22,821  1040007 


8311040101    Foruai-ilt  LER  B3-102/03L-0 

4X 


h 

S21IIBOSi2.  .0.      24X  Fie  hs:  30-000.  S2/I  l/Ol  , 

8211100207  Forwards  LER  82-I12/01T-0 
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S211100293   Forward!    LER   82-10S/03L-0. 

DIETZ.C.  R,        Carolina    Pouer    J,   Light    Co.        02/11/04         n-npn  I  v     i    a 
R.giBn    2,     Off  IC.    of    Director.         lp.        16024    271         24X 
Fiche:  30-323,  62/11/04,8211100293, 

—8211100297  LER   B2-IQ5/03L-0:  on    B21009,  c  ontr  ol    rod    oo.it-  <„„.   *,A 
indie.  tion,.C.u,.d    by    defective   po.m™    rlea      w?"      ,°" 

el"?J*'ili    "'    rf"l""i    <"»•*"•    upswing    outage. 
Carolina    Pouer    (,    Light    Co.         B2/H/04.  Region    3, 


8211150500   RO    l-02-127:on   821  103,  requi  red    dl.i.l    generator    quick     ,t,rt. 
for    dle.,1    generators   5,3  4  fl    not  performed    utthln    lS-h 
requirement.  Caused    by    per.onnel    error,  Inves  tigjt  ion    in 
progress.  Qulc  k    starts    immediately    performed 

DIETZ.C.R  Carolina  Power  I.  Light  Co.  82/1I/O4,  O'BEELLV.J  P 
Region  2,  Office  of  Director.  lp.  16063:01)3  24X  "ttLLYW-  Pl 
Fiche:  30-335,  32/11/04,3211150300. 

B211220295   Forwards    LER    82-  10B/03L-0 

»«IfnC3R'n.S?POllS"n^I"'tP    *   Li9ht    C0'        Ba/1"<2.        0'REILLV-,J.|> 
c    9i       J'™f'Cf    °f    Dir"t"'-.         lp,        16163:100.        24X 
Fi  che:  30-323,  82/11/12,  S2I122O255. 


reached.  Caused    by     faulty    ipring    within    lolenold    valve 
MB?Sl  M"j10'Jn0if/"»"   *  Va'Vf   pilot  «••«">  Hi    replaced. 
n»M^'»;    n,    c«01'"-   P0"1""   *    Usht    Co'       02"-l"S.  1-Bipn    2, 

0SU2202SS  ^          "P          "I":  101.        24X   Fiche  :  50-335,  02/  1  •/  12, 

8211230386  PND-II-G2-l24:on    B21tll.».ll    fire    in    onsite    telephone 
equipment   room  resulted    in    logs    of   emergency    notification 
line.fljckup    communications    s<,B    imp  ]  cmDnted.  Firq.   caused    bu 
faulty    fan    in    computer.  * 

?EHL'?.Vn;   VEflRELLI.D.M.        Region    2,     Office     of   Director, 
lp.        16192:193.        24X    Fl  ch  e  :  50-334,  S2/  1  1  /13,  621  1330306 


02112901S6    Foruardi    LEB    S2-I33/03L-0. 

DIETZ.  C,  H.       Carolina    Poui»r   S.  Light  Co.       02/11/1B        O'REILLY,  J    P 
Region  2,    Office    of    Director.       lp.       1*316-336       24X  "     ' 

Fie  he:  30-335,  82/11/18,  B21  1290156. 

--B21129015B  LER   83-13S/03L-0:  on   621019,  1  .  3-1  nch    dt.crepancu   b.tuoen 
narrow  (.   uiide    range    Initrumenls   revealed    during   performance 
of    luppreuion    pool    level    Indicator    operabllltu   tett   Cfluierf 
bi;    inoperabllitv    of    RTOB    ieuel    inBtruraent  «. 

PASTVA,  M.  J.       Carolina    Power   t,   Light    CD,       02/11/10.  Heoinn   3, 

2PP          16316:337.        MX    Fiche:  30-323. 


BailS'?0470   Foruardi    LER    32-  1  13/03L-0. 

OIETZ,  C.  R.       Carolina    Power   &  Lioht  Co.       B2/11/18, 
Reoion    2.     Office    of    Director.       lp.       1A327'OS3 
FIche:  30-325,  82/i  1  /IB,  831  129O470. 


D'flEtLLV.J    P 


"8811290409    LER    02-  1  13/03L-0:  on    621023,  sour-r  .    range   monitor   A    did    not 
n      =^SiJ/U      *    fTa<K    COTe    duri"!l   »ya    channel    functional    tut, 
On  B21024,  monitor    D    indicated    err.t  1  eel  ly  .  Caused    by    fraoment 
accuraulfltion   *,   «lectrical    «hort    in   output    slonal 
PASTyA.M.J.       Carolina    Pouer   t,   Light    Co.       B2/11/10.  Reolpn    3, 

0211290470  2P"'        '6227:  °34'        24X    F'Chei  5°-3 

0211290496  Forujiris   LER   BS-l  14/03L-0. 

DIETZ.C.R.        Carolina    Pouar    (,    Light   Co.        02/1I/1B         O'FIEILLY,  J 
Region    3,    Office   of    Director.        lp.       16226-277       24X  " 

Fie  ft  e:  30-323,  82/11/IS,  B2I129O496. 


r.'^   «1Ma"«"p.ri.on   °f    *Uppr-S!i0n   cha 
uater    level    indication!    on   RTOD  revealed    discrepancy    betuaon 
narrau  t,   ui  de-range    level    i  na  trumen  ts  .  Cau  %ed  bu    valves 
1-E11-F040   6  F049    falling    to    close    fully.  Valvoa    closed 
PASTWA.M.  J,       Carolina   J>ouer    (.   Light   Co.       SS/lt/lB.  Region    2, 

021  1290496  °r'        2PP'        I6236:27B         a4*    Piche;  50-323,02/11/10. 


8211230342   Forwards    LER    82-I07/03L-0 


Bnn 

Hegion    2,     Office    of    Director.         lp, 

Fiche:  50-325,  03/11/13,  B2I  1230342. 


. 
16185-036         34X 


n-RElLLV,J.P, 


8211290719  Forwards   LER    32-  1 1 1/03L-0. 

DIETZ.C.R.        Carolina    Potuer   t.    Light   Co.        62/11/19,        O'fiEILLV.J    P 
Region    2.    Office    of    Dlractor.        lp.       14223-047       24X  '     ' 

FIche:  50-335,  02/11 /IH.Bai  1290715. 


ou«enan  "*:  «"    B21018,  primary    containment   atmosph. 

oivs-n    anal^.r    indicated   drywell    o.ygen    concentration    of 

0.5/.  uhllo    redundant    instrument    indicated    o.pected    druuell 

SIS?,*,*    ""c  •"*••**  ^n    "f    a.OX.  Caiit.d    6U   oscillation., 

n«I^      Vn,    c"olln«    P^T    t   Light   Co.       02/11/15.  Reeion    3, 

021    2303^2  P          16185:037.        24X    Fiche:  50-325,  82/1  I/ 1 3, 


-8211290726    LER    02-1 1 1 /Q3L-0;  on    021020.PCW    HHR   pr0cCS,    ,«pi.     v.l 
1-E11-F079A   did    not    fully    close   on    command.  Causad   by 
mispositioned    unutlllied    limit    switch    actuator   arm  Arm 
repoaltioned. 

PA9TVA.M.  J,       Carolina    Pouer    «,   Light   Co.       SS/ll/IB.  Re-gion   a. 

021129071  5DII1'etop'         '"•        1A222:04a.        34X    Fiche;  30-325,  (U/l  1  /IB, 


B31129031B   Forwards   LER   82-136/03L-0. 

DIETZ.C^R,  Carolina  Pou,er  i.  Light  Co,  82/11/ls.  O'REILLY-J  P 
Region  2,  Office  of  Director.  lp.  16331  ISA  aflx  Bluur'1'' '  ' 
Fiche:  50-325,  82/1 1 /I  3,  B21 129031  5. 


0211290679  Forwards  LER    B2-1 13/03L-0, 

Dierz.C.H.       Carolina    Pouer    J.  Light  Co.       O2/H/21        0'HEILLV.J    P 
Region   2,    Office   of    Director.        lp.       16332-093        24X 
Fiche:5O-32S,  02/11/^1,  S31 1H90&79 


"82U29031B   LER    82M36/03L-0:  on    021O23,  during     p!ant    shutdown,  ,  Upp  res*  ion 
pool     level     indicators    operab  1  1  i  tij    Test   PT-O0,  1,6  revealed 
levels    oceedlng    Tech    Speci.  Caused    by    improper    leg    trickle 
floiu.Lug    trickle    flow  adjusted. 

PA8TVA,M.  J,       Carolina   Power   (-   Light    Co.       02/11/13,  Region   S, 

021    290313  a"P         "aai:IB7.        24X    Fiche:  SO-323,  BZJ 1 1/ 1 3. 


— BailS906B2  LER  B2-1 1  S/03L-O:  on    021024,  d  urlnu    ihutdouu,    operations, 
control    rod    30-19    did    not  have    full-in  RTOD    position 
indication    while    fully     imerted.Qn   021OH5, control    rod   26-15 
«c™!JVTe   fuU7out    HTOG    Indication   uhlla    fuilv  ytthdrawn. 
PASTWV.M.J.       Carolina    Power    I,   Light   Co.       82/11/21.  Region    2, 

Bai    290679        °Ct°r'        IP 


S31I230432   Forwards    LER   82-127/01  T-0. 

DIETZ.C.R.       Carolina   Power   t  Light  Co.       B2/ll/|i.       D'REILLV,J  P 
Region   2,    Office    of    Director.        lo.       16190-305        24X 
Fiche:  30-323.  02/11/16,021  1230432, 

—  02M23043B   LER   0B-127/01T-0:  on    021103,  quick     itart    testing    of    dlesel 
generators    2,3  &   4   not    performed   as    required.  Caused    by 
perionnel    not    entering    requirement    into    daily    rept.  Personne  1 
ins  true  ted. 
PABTVrt.M.J.       Carolina   Pou.tr   !<   Ui9ht   Co.       83/11/16.  Region   3, 

irtetOP-       2"P-       IA190:30A        S""    Fiche:  50-323.  03/11/16, 


8211390139  Forwards    LER   82-  1  10/03L-0. 

DIETZ.C.  R,       Carolina    Power   &  Light   Co,      02/11/18.      O'REILLYi  J  P 
Region   2,    Office    of    Director,        lp.       16216-330        24X 
Fiche:  30-323,  02/11/18,0211290139. 

—0211290141    LEfi   B2-HO/03L-0:  on    021019,  local     level    indie.  tor    showed 
-..5.3    inches    during    testing    of    suppression    pooJ    level 
indicators.  Caused    by    incorrect    input    signal    due    to    chanaa 
in    trickle    flow   to   uet    rtf    leg    of    common    transmitter 
PrtBTVA.M.  J.       Carolina  Power   (.   Light    Co.       02/11/1S.  Region  2, 

o^fi^n?LDlrtCtl"1'       Hop'       '*21A:33I.       S4X  Fiche:  30-328,  02/1  1/  IB, 
B21  1290  1  39. 


V.     Operator  Eiaminatiana 

3210130019  Oen.ric   Ltr    82-10    to    all    pouer    reactor  applicant,   (, 
llcenlees   re    reactor    operator    (,   senior    reactor  operator 
requaliflcation    xanis.  Advi  ses    that   eiams    beoln  at    facility 
after   031001.  Svc    list    fuel.  U 

EI6ENHUT,D.  0.       Division    of   Licensing.       Ba/10/la,  Consolidate,/ 

Edison   Co.     of    Mew  Vor*,     Inc.       15pp.       160O2'  334        2-1X 
Flcha:  50-000,  S2/10/I2,  B21O130O19. 


DOCKET   S0-32i  UNIV.    OF  CALIFORNIA  AT   IRVIMs   RE3.    REACTOJ1 
F.     Security-    medical,     emergency    t,    fire   protection   plans 

82-U22D353  Releas?«    public    version    of   emergency    plan 

FELTON-J.M.        Division    of    Rules    and  Record*.       03/11/17.  Document 

821ll20393   Dr4<nCh-       lp'        '«00:334.       24X  Fi  eJi .:  SO-3S6,  88/11/17, 


mLLER,OE0rUc.;;fSrn!ar   ^v'-of^Irvi^.^^/^/SS'^^fScrc, 

FKirsoSsi's/.^^^ruK*"-  lp-  16200;333'  24X 


238 


DOCKETED  ITEMS 


,  . 

1^*!:111!'     ""**•     °f'      IrVinB          «/  10/31.        33pp. 
Fi  che:  30-326.  82/11/17,8311320393. 


***»•    document*    «,    cnrrmnondeneu 


0,r        ;         t0   res""*    »•   *"t   ""tor    lic.ns...    re 
sunia      of    copieH    of    Jatumenti    to  NTC.  Cla  ri  f  ies    number   of 
encl"  c&rtj">   document.    to    b»   lufcmi  tted    to  NBC.  Sve    Hit 

EISEWHUT.D,  8.       Division   of   Licen,  ing.       82/10/03.  Michigan,     Univ 

c-f.         10pp.        15940:140.        34X    Fleftii  50-OOO,  fla/10/OS.  HaiMMOia. 


—8211000243    IE    Safeguard,    In.p    flepti    50-3S7/B2-21    !.    50-328/03-31     on 
e20B29-0902.Nonconpllance    no  ted  :  fai  lure    to    complete    «cuMt« 
program   aud  1  1,  Detai  U    uiithheld    (ref    10CFR73   21) 
MOORE.D.E.  ,     MCGUIRE.D.I).        Division    of    Engineering    5,    Technical 


831  1110394  Respond,    to   920719   Itr   re   changes    td   oenerl 
tr»InlnB  (,   nua  1  1  f  Icat  ion   plan.  Cnanges    consiatent   u/ 
10CFR50.  Sfltpt.   Implementation    jthedole    for    Sequouah    t,    Drn,.,n 
Ferrij   requeited. 

ADENSAM,E   O.        Licensing    Branch     4.       S2/I1/O3         PflRRIS,  H.  G. 
P'*V<  ""• 


a-curltu 


nQCKET^50-327    BEQUQVAH   NUCLEAR    PLANT.     UNIT    1 

1""tioRt  CBER1<  '"p?1* 


. 

Mm'STS   *V"r"g    "J16P   I.  ala™    function    adequacy    ,ncl. 
HILLS.  L.M         Tennessee   Valley    Authority.        33/11/04.        A  DEN  3AH,  E 
*    "'        ""'         "°M=3+B.        B«    Fl  che:  SO-si?!  eH/I  1 


B21U0334 


8211040379   Censric    Ltr    B3-25    to    all    nouBP    reactor    licensees    r 
Integratrd    IflErt    eierci<«    for    physical     invcntnrg    at    LIJR5    Anu 
commitment    to    participate    In   eierciie    it   voluntary    t.   anu 
otll    that    participate!    will    be    reimbursed.  Svc    list    end 
EJSENHUT.n.O.        Diviilan    of    LicBnsin9         03/1  1/03'St      Consoli 
Edison   Co.     of    Neu    Vork,     Inc.        llpp.        16019:004         2<JX 
Fi  che:  30-000.  02/1  1/O3,  B21  IO10379. 

P.    Operating    license    staga    documffnti   t.   cnrrespondence 


t 

appltcanti  6  fic-ldrn  at  CP»  re  inconi  Litenc  J  betueen 
r.q^Ir.ment.  of  10CFRSO.  54  (  tl  *,  9TS  for  perfarmina  - 
emeroeneg  preparedness  programi.Svc  lt»t  end 


don*  u 

Ed  lion    Co.     of    NBUI   Yflrfc.     Inc.         llpp. 
Fithe:  SO-000,  BS/1O/O1,  8310040063, 


16003'  BBS         24X 


8310070019  Oeneric    Ltr    B2-S  I    to   all    licenaea,    &  »ppllcantt   of 
potj.r   reactor*    r>   Teen    Spec,    PDr    f(re    [.rot.  c  tf  on    audit* 
Forward!    D"i<lane»   diicuialna    general    icop*    t,   dBscrloino 
«22«2,,i  ~°   ""•    lnclljdslj    *"   audit.  Svc    list    end. 


d^n       ,  w 

Edltfln    Co.     of    Ntu   Yort,      Inc.        I9po. 

Fich«:  90-000,  83/10/06,  BS10O7001  9. 


1599O-33B 


FeLTDM.J.H    Division  of  Rules  and 

n  "' 


82/JO/SB. 

.:  30-327, 


SZIIIOIHOS  FDP.«r*»    puilU    ver.ion    Of    revi.ed    emerBervcy    plan 
implementing   procedural,  inc  lutfins    Procedure*    IP-i    r« 
activation    of   technical    support   ctr  t,   IP-ID  re  medical 
emergency. 

n«Va<L  '?"*  Tenrleaa««  Valleg  Authoriti;.  fla/lO/07.  DENTOM,  H  fi 
Office  of  Huclear  Reactor  ReouUtl  on.  JH  rector.  Ip  16030  09 
E4X  Flche;  30-337,  02/10/30.821  1100400.  iWJU.UV 

82U100410  Public   version    of   i-.vl«*d    em.roencw    plan    ImpUment  Inn 
procedure.,  inclutfing   Procedur.B    1P-6  re    activation   of  ° 


B21027010B   O.n.ric   L*i-    82-S3   to   -11    li«.n.«,    !.  applicant,    r, 
lncc-i»lit»ncg    betueen  retirements   of    IOCFD73.  40(fl  I    J,  BTS 
for    |>er-formlns    ,udlt.    of    iafeflU»rd«    contlnoency    plat,* 
<»«curltij    plan).  Svc    Hit    •ncl.  P««n» 

EI8EMHUT,  B.  S.       Dlvi.ion   of   Lic.niino.       BH/  10/30.  Conio  1  Ida  tfflf 

Ed  it  on  Co.    of   N»UI  Vort,    Inc.      Bjp.      13973'aic.       a4X 
Flch.  :  50-000,  B2/lO/30,S2102?01oe  •".-"*•       J4X 

B21IOS024I   Ack    receipt    of  821021     Itr    inarming    NBC   of    ttw.    t.k.n    to 

So^asm-rss^ssja-  IE  s  ......  Trft  --^  »•'" 

"!'^? 

1K 


^^ 

MILLS.L.M.  Tenncnee  Valleg  Aythorltu.  BS/1O/31  O'REILLV  I  P 
Region  3,  Offi*.  „,  Dir.=  tDr.  Ip.  13992:349  SAX  REILI-Y'J-P' 
Flc*e:  30-327.  BH/1  1/01,  B2I10B&24I. 

9211080243  Forward*    IE  Bjfeouarifi    inift   foot* 

80-328/82-21    on   mHBV-OfSa  ft    notice    o^v  J0  on» 

rSt.li  „  S   no""    »f  violation    uithh»ld    <r*F    IOCFH73  31) 

S  ft  «ci  .  "{ffiiS.^'BS'UkKTJr^T"  i  '  B"'R 

Flehe:  30-337,  flfl/1  1/01.  6311080*41.  'S*^-33O,       34X 


B207210027   Oeneric    Ltr    B2-li    to    all    PUR    licensees    re    NUREG-0737    TBch 
Spec.  ReqUe,t«    revteu    of   Tech   Specs    to   determine   consistency 
u/ouidance   provided.  For    items   u/deviati  on«,  amend    to    license 
required.  H/o    *tated   encls.Svc    list   end 

EISENHUT.D.fl         Division    Df    Licensino.        B2/09/20.  Consolidated 

Ediion   Co.     of    Neu    Vork,     Inc.        1  5pp.        15930-  MO        24X  ""aien 

Fiche:  SO-000.  82/09'/ao,  B2092I0027. 


t,    EPBI 
rh     fl 


ST^HLE.C.       Licensing    Branch    4.        S2/1Q/07. 
162pp.        15973:04B.        24X   Fiche:  5O-000,  82/10/07, 


8211170034   Add!    response    to    F01A    reque9t    for    dncuments    re 
prelnplementation   review  of  NUREO-0737.  Item    1  1   F  2   on 
detec.tion  of    Inadequate   core   cool  ino.  Foruardi   documents 
listed    in  App    B, 
FELTON,J.M         Division    of    Rule,    and   Records.        62/10/08.        CONNOH,  L 

PP'        1&13°:029        2«   Fiche:  50-33^,92/10/00. 


™'™::    ?\W"Vn!"IO''"'C-E'BM'   *  GE   ou'""-=    nro 
7B.  Shnrt-Term  Lessons  Learned    Item  2   I    3(b) 
concerning    unambiguous    indication   of    inadequate    cnre 
0m"'!l"latl0n*    f°P    e°l^"f   «tlon  provided. 

.8aF%tg    7°Br-m   Evflluflti<">    "ranch.        82/10/C8. 
Core   Performance    Branch.        7pD         1413O'  ma 
FiChe:  50-000,  82/10/08,9211170034.  3 

8211040372  Notification    of   83101B   meeting  w/util    in   Bethe5dn,H 
discus,   adequacy   of   hydrogen  mitigation  3ya.  "^enesdn,  M 

STrtHLE.C,       Licensing    Branch    4.        B2/10/14,        AD  ENS  AM,  E   0 
aranch    4.       2pp.        15969:337.        24X   Flch  ,:  50-327,  B2/"o/iS; 


fr"   Tor"nal« 

flDENSAH.E.O.       Licensing    Branch    4 


ng   uater    lines    to    install    seuage 

*"  '    prot°£Uan  """"<>    *"   "  —  t   damage 


uncovering    of 


BH1  1060374  Forwards   Amend*    16  (,   7    to  Licenses    DPR-77  t,   DPR-79, 
reip.ct   ye],,,  s.f.tg    evaluation   t   notice  of    issuance  S, 
availability.  Ami  ndi    change    ft.  am   generator    lou-lou    level 
AWUG**  rrnP    *  "u<ll;or«    '"rfwtir  P»mp    start    setpoints. 
SLT^r    i    «'      ,""nliB»    Drinch    4-       82/10/21.       PrtRRlS.H.  0.        Tin 
KU0403M  *'  '5^69:339.       34X  Fl  che:  50-397,  82>10/2? 


*   7   to 


<•  DPR-79,  respectively. 


-         •         -,  re 

chanfllna    >t.am   generator    lou-lqu   level    reactor    trip    t, 
•uxlliarv    feeduatsr   pump    start    letpolnta 


Ba/io/ai- 


*  7  *• 


rtReaCl;0r   HeSulatl<""     Director. 
lche;  30-327,  08/10/21,  8211060374. 


8311060384  Notitd   of    Issuance  *  availability    of  Amend.    16  fc  7    to 
Lictntes   DPR-77  fc   DPR-79,re.pectivelg 
ADENSAM.E.O.      Licensing    Branch    fl.      82/10/21.      3pp. 
Flch  »:  30-337.  83/10/81,8211060374. 


holderi    b  applicant*    for   CP  r«    guidance   for    implementinc 
SHP  rule. Forward*   NUfiEQ-0906.  NUflEO   to    be  used    a>    interim 
meaiure    until    Reg   Ouide    1.  70  revised.  Svc    liit    end 
EIBENHUJ.D.O.       Diviiion   of   Liceniing.       B2/ 1 0/26.  Coniolidated 

Ediion   Co.     of    N.u    Vorfc,     Inc.        9pp.        19993-293         S4X       an*c**a">g 
Fiche:  30-000.  82/10/26,8210260088, 

8310270030  Generic    Ltr    B2-23    to    all   PWR    Hceni.ei   re   Congr.*, tonal 
requ.*t    For    info    concerning    (team  generator    tune    integrity 
Forward*    Congr.nman  EJ  Markeg    82101?   ftuestlon-i  re    iteam 
generator    tube    integri ty. Svc    list    encl 

EISENHUT.  0,  0.       Oivi»ion    of   Liceniino.       82/10/24.  Consolidated 

Ediion    Co.     of    Neu   York.     Ine          10pp.        16099-332         34X 
Fiche:  30-000,  82/10/26,8210270030. 

8211010142  Requeiti    that    end    to    B21O1B    Itr    providing   addl    info    re 
CLASIX    computer    code   be   withheld    from    public    ifitc  I  o.ure,  per 
10CFR2.  790. a*    »ncl    containi    info   proprietarg    to 
Uaf  tinghouie, 
MILLS.  L.  M.        T.nnenee   Val  ley   Author  i  ty.        Q2/ 10/26.        ADENSAH,  E 

IS.        24X   Fiche:  30-327,82/10/36, 


Q.     Inspection  r»porti,     IE  Bulletin*  &   correipondencB 

9208190230  IE  Info  Notice,  Q2-37,  "Cracking  in  Uppo-r  Shell  to 
Transition  Cone  Oirth  Held  of  Bte*m  Generator  ot  ap.ratlnn 
PUR.  "  8vc  H*t  tncl. 

JORDAN.E.  Diviiion  of  Engineering  t,  Quality  A!«uranto.  03/09/16. 
Consolidated  Ediion  Co.  of  Netu  York.  Inc.  lO3pp.  15930'OQl  24X 
Fleh«:SO-000.  82/09/16,  B20B1TO220. 

6208190882    IE    Info   Notice    B2-34.Heviii.rn    i,     "Welds    in  Main  Control 
Pan.li.  "    Svc    liit    end. 
JORDAN.E.L.       Divi»ion    of   Enoineering    fc  Quallti;    Aosuranco        83/09/17 

Coniolldatfld   Ediion   Co.     of  Neu  Vort,     Inc.        lO7pji.       1SR75' 185        24X 
Fit  h.:  30-000,  02/09/17.8208170222. 

8200190229    IE   Ttifo  Notlc«    82-39,     "Svc    D.gradation    of    Thick   Wall 
5t«inleii  St*el   Flee  Irculation   Sgi  Piping   at    DWR    PUnt    " 
Svc     lilt    encl  . 

JDRDAN.E.L.       Division    cf   Engineering   (,   Quoiitij    Amurnnee,       03/Q9/81 
ConiolitfatBd   Ed  if  on    Co.     of  Neu  Yorfc,     Inc.       SApu.       16017- OVQ         SAX 
Flehe:  30-000,  Ba/09/21,  B209190229. 


8311040294   Foruardi    reipooiei    to    TM  Novak   BB0917  (,  E  Adeniam  031001 
r.queiti    for    adcfl    info   on    hydrogen    control    for    Ice    cnndenl.r 
planti   &   .quipment    temp    reiponie    to    hgdrogen   burni, 
r.ipectlvely.  Remlti    of    Taijco    igniter    te.tt    inclutfed 
HILLS.L.H.        T»nn«.iee    Valloy    Authority,        B2/11/-01,        ADEN  BAH.  E 
Lie.  ni  ing    Dr.nch    4.        193pp.       IS92B:I73.       3flX   Fichu  50-337,  B3/  1 1/01. 


0211040294. 


B21I100399  Foruardi    reviled    "Pump    !,  Valve    In*«rvici    Te»t   Program." 
in   reiponie    to   aoreament    reached   at   Q206GO    meeting 
HrLLB.L.M.        Tenneisao    ValUij    Authority        B2/11/04.        ADENHAH,  E 

n":h    4'        ""'        1W>36'169'        24X    Fichp:  30-327,  82/11/04, 


—8211100404  R.viied    "Pump    (,  Valve    Inasrvics    Teitlng    Progrom   » 

-      Tennesie.    Valley    Authority.        SS/11/04.        91pp.        160S6'  170         SIX 
Fiche:  SO-327,  02/11/04.  821  1100399. 


9200190223    IE   Info  Notice    82-38,     "Chang*    in  Format    t,   Distribution  Hun 
for    IE  BumtJniiCirculari   i<   Info  Nntlcai.  »    Svc    tut    and 
DEVOUN8.H.C,       Diroctot-'i    Office,    Office   of    In«p»ctlon   and' 
Enforcement.       82/09/32.  Coniol idatetf  Edl  »on  Co.     oPMeuVord,     1m 

llOpp.       160IB:  021.        H4X    Fiche:  30-000.  Q2/09/aS.  B20B 190223. 

820B190232    IE   Info  Notlc.    82-40,     "Def ie i.nci.i    in    PrJmarg   ConUlnflHit 
Electrical   Penetration    Anembllei.  "   Bvc    liit    ond. 
JORDAN.E.L.       Dlvislor    of    Engineering    t   Quality   A»*urnnce.       Oa/09/as 

Coniolldat.d    Edi»on    Co.     of  New  York.     Inc.        llHoo         1393Q'01<?        :Mit 
Fi  che  :  80-000.  02/09/23,  820BI90232. 

B211130309  Foru*rd.    IE    In»p    Repti    80-327/02-23   i.  SO-33&/Q2-22  on 
BZ09HO-24.  No    noncorapllanee   noted. 

VEBRELLI.  D.  M,        Dlvition    of  Project  k  Roildent   Proarama.      a2/iO/SO 
PAnniS,H.O,       T.nnnioe    Valleg    Authority,      app.        1(,035:  161        24X 
Flcho:  SO-327.  92/10/20,  631 1 1B0309. 


B211160047  Oen.ric    Ltr    Ba-26   to    pouter    reactor    llc.n,.,.    (,,«.pt   Fort   St 
Vrain)    re   NUfiEfl-0744,  flevl  il  nn    1,     "Preiture    Venel   Matl 
Fracture    Toug  fitien.  "    Foruarifs    NUREO-0744,  Re  vl  I  i  on    1    W/o 
end. Svc    list    incl. 

EI8ENHUT,  D.  8.       Diviilon    of  Liceniing.       B8/1  I/la,  ConiolidatBd 

Ediion   Co,     of   Neui   Yorl,     Inc.       32pp.       16232' 21 S        24X 
Fiche:  50-000,  82/11/13.8211160047. 


— B21U50313   IE    Imp    Rflpt.    30-327/83-82   &  SO-32B/Bia~aa  on  020920-34,  No 
nDneompliance   noted,  Major  ar*ai    inipoctid:  innrwlcQ    imp, 
IE   Bulletin    79-13,     "Cracking    in  Fe»dmater   Ptpina"  t    followup 
on   allegation  r.    uialdtng    p.rformed    by   untiual  Iflorf  uoldir 
COLEV,  J.L..     BLAKE.J.J.       Diviiion  of  Engln»*rinfl    (,  Technieol 
Program*.       B2/10/1S,       tpp        160S9;  166,      24X    Flchv;  30-.1S7,  E12/10/SO, 
B2111S0309. 


8311230329   Forward*    rsviied    request    for   rolief    from  hudroitatic 
preiiure    teit    requirimBnti    for    replacement    portion!    of 
emntial    rau   eaolinB   water   lya    piping.  M/one    ovenlie 
draiulng.  Aperture    card   available    in  PDR. 
MILLS,  L.  M,       Tenne*iee   Valley   Authority.       83/11/1B.       ADENBAM,  E. 


B211300460  Reo.ueiti    lubmittal    of    Clan    III    fee    for   revi«u   of  BS1021 
requeit    to    initall    leuage    treatment    facility    line*. 
MILLER,  H,  0,       Litenie    Fee    Management    Branch.       82/11/18.       PARRIB.H   0 
Tenn.i»».   VaMey    Authoritg.       ip.       16237'3flO        34X 
Fiche:30-327i  82/11/18,8211300460. 

8211B90aS6  Forward*    revliion   to   880806    Itr   updating    ichedulet   for 
manpouitr    leveli    before   b   after    deferrali,  mod    ichedule    for 
major   commitment    Itami    over   neit    IB  month*, liit    of    deferred 
cojnmitmenti    t-    addl    juitif icat ion    for    commitment    deferrali 
MILLB.L.M.       Ter.ne«iee    v»lleg   Authority,       82/11/82,       A&EN8AM,  E. 
9211290296        ^    **'        MpP'       162SO;331-       MX    Fleht:  SQ-SJS7,  8S/H/SS, 

8211300173  Forward.   Revi.ion    1    to    "Teiting   Criteria    for    Integrated 
Leakage   Rate    Teiting    of   Primarij    Containment    Btructurei    for 
Nuclear  Power   Plant*."   providing   baiii   for   requait   to 
perform    ihort    duration    integrated    leak    t«*t    (Tgpe  A) 
MILLB.L.M.       Tenneoee   Valley   Authority.       82/11/23.       ADENSAM,  E 
Liceniing    Branch    4.        Ip.       16239:037.       84X  Flehe:  50-327.  88/11/23, 

— B110090037  M*r(:ed-up    "Teiting    Criteria   for    Integrated    Leakage    Ftata 
Teiting   of   Primary   Containment  Structure*    fop  Nuclear 
Pouier   Planti,  "    Rtviiion    1, 

CHANaroN.o.  v. ,   BROWN,  R,  H,  .   BLASINOAME,  J.H.     B.chtei  com      BN-TOP-I 

BOl.       72/11/01.       110pp.       16239:040.       24X   Fiche  :  30-337,  BK/1 1  /S3, 
581 1300173. 

8311300077  Forward!    baili    for  reviled    location    of    Ignittri    in    ice 
condenier   upper   plenum  r.gion.  P. rmin.nt  hgdrogtn  mitigation 
lyiiu/revlied    location*    for    Ignlteri    in   ic.    cond.ni*r    upper 
plenum  region, uiil   perform  Intended   function. 

MILLS.L.M.       T.nnenei    Valley   Authority.       G2/11/S4.       A  DEN  B  AM.  E. 
Lfeeniing    Branch   4.       3pp,       16233:121.       24X    Fiehe;  90-327,  sa/11  /24, 
B21 1300077. 


6311130632  ftetpondt    to   62091B  Itr    re    imp,  required    by    IE  Bullntlr, 
79-13   «t    fir!t    refuelino,    outage.  Areai   uh.r»   RpgJiirt   3  dona 
not    concur    in    utU    actloni    llited. 

LEMISrR.C.  Diviiion  of  Project  &fl«gld>nt  Proji-ams.  8S/10/2O. 
PARRrs.H.O.  Tinntiiae  Valley  Authorltu.  2pp.  16061-313  34X 
Flchir  30-327,  62/10/20,8311130638. 


"Failure  of    Saf ety/Holief  Valves    to 


IE   Info  NotU*    82-41 
Open    at   BUR,"    Bve    liit    end. 
JORDAN.E.L.      Division   of   Engineering 

Coniolidateil    EdUon   Co.     of  Neu  York 
FIe*e:  30-000,  BH/10/as,  B208190239. 


Quality   ABturancn 
Inc.        llOon 


62/10/33 

'  133        a4Jf 
.  iao.       &X 


02110B0310  Fortoarif*    lafaty    evoluation   b    technical    avflluation   rept   re 
PWR  main   iteent   lin<   break   w/eontlnuetf   i'lediuDtvr  addition. 
per    IE  Dulletin   80-04.  Analyil*    acceptable  No    -further  action 
required. 

AuENBAM.E.O.      Llctniing    Branch   4.      BS/10/liB.      PAnniQ.H.O.      Tonninsos 
Villetf   Authority,       2)>p.        16013:294.       24X  Flch«:  90-337,  62/1O/HB, 
B2110B0310. 

—  B8110a03IB  Bafetv    »V»lujitlon  lupportino    utl  1    an«ly.U    re  m«ln    uteam 

Unt   break   w/contlnuid    faeduater  addition 

<1E  Bulletin  60-04). 

»      Containment  S«*t(nn»    Branch.       B2/10/8Q.       7ft,.        16015:394.       B4X 

Fit  h  .:  50-327-  8B/IO/8B.  821  1080310. 

—  B209aeoaai   "PUR  Main   ete&m  Line   Driat  W/Contiru*iI   Feiduiatar  Addition 

(B-69I.TVA,  8»quo«aft   Nuclear  power  Plant  UniS   1,"   technical 

•valuation    rept. 

VOSBURV.F.U,      Franklin    Inititute/FranUIn  Fi»i*«r*h  C»nt.r 

HRC-03-8I-130.       TER~CS506-iai.      BB/07/24.       HEARN,  P.       NRC    -   No 

Detailed  Affiliation   Oiven.       34pp.       16013:303.       S4X 

Fiehe:  50-327r  aa/IO/aB,  B2UOB0310, 


BB11180430  Ack   rtceipt   of   B2091i   Hr   informing   NPC   of   flttpa  taken   to 
corrtet  violation*   natad    In  IE   In*p  R.pti  30-387/03-10  & 
30-32B/B2-1B. 

VEHRELLI.D,  M,       Divitlon   of  Projtct  ti  Reildint  ProgramB.      B3/10/29 
PAHRISiH.O.      T>nnin*t   Valley   Authority.      Ip.       16007:176       84K 
Fleht:  30-327,82/10/29,  •0811130430. 
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* 


«, 

Flch.  :  30-337,92^10/39,  8B1  11  50430 


8211080H41    Act    t-ee.i 


Fich.:  30-327, 


-f.t.iU    I,   Bute,    of 
LEHIS.ff.C.       Dlvl.lnn 

.  H.  e.       T,nn],"e 
:  50-327,82/1  1/01, 


LEHBEROER.M.       T.nn«i™  wT,!^/ 

I»» 


si  "S 


h»:  30-000, 

^fliLJ!*!™*"1"   "PWti  *  T»lDt.d   corrt 


' 


:  33°'        MX 


"eurity 


«:  SQ-327, 


—  -.  */ii/». 

a.       S4X 


1991, 


:  314.       24X 


. 

•"•nt  Jn-  Pro'  (J  »*"„  "«. 

.:  50-327,  H2/01/2B,  9311100284. 


«.  •«.n.,D1.    •-?.  «/w 

:  50-33?,  B2/07/19,  821  loMSfl  '5997:042, 


13pp. 


LrtWNrNS.M.D.  RMC'OT  L^Hl 
HICH6L80N.C.  DIr.c  ^r-  "ff  c° 
F|ehi:M-W7.Ba/03/M 


M' 


6211080333  po 

a'aaj. 

MICHELSON.C. 
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-B2110B0332  Forward.    ca*e    .tu<jy    re   leparate    event.   re.ultina   in   LOCA 
during    cold    .hutdown,  Ev.nt   could   have   resulted    in    lo.i   of 
DHR   redundancy.  Kept   contain.    det-ilfd   description   of    event, 
finding*,  conclusions   «,   recommendations. 

MICHELSON.C.        Director  '  .    Df  f  I  ce  .        03/11/02.       DENTON.  H  R 
^   *"   ^Ct°r   n«?ulatiDn'    "ir.ctor.      DEVOUNO.B   C        D^r^ 
Offiet-    Office   of    Infection   ind   Enforcement.      MINDQUE.R  B 
of   Nuclear   Regulatory   Re.earch,    Director.       2pP        15975   129 
Fiche:  50-327.  02/1  1/02,  BS110BQ325, 


ir*n* 

U 

Office 


FCO-AIK  "-«B«'T-0!0n  03, 109,  di.cov.r.d  that   .octicn   Jamp-r 

FCO-31A-14    had    not    cloud   allouins   itlract    flow  path    to 

ou*ild«   «nvlron.  C.uied    t>g   faulty    air   opiratid   aoltnold 

va.W».  Dimptr   r*pafrtd   *   opm-«tion  vtplfiid 

HARDINO.M.R.,     RDOERS.H.H.       T.nr......    V.ll.g    AutharitM.       82/11/22 

R«Bion  2,     Office   of   Dlr.etop,       Bpp,       14221:361        24X 
FIchff;  30-337,83/11/22,8211290705. 


--8811080334   ''  I  nad  vertant   Lo..   of   Reactor   Coolant   Event.    at   S.a.uov. 
Nuclear   Plant,  Units    1    (,   2,"   can   study   rept 

LANNINO.H.D,       Director  '.    Of  f  i  c  e.        02/1O/31.       24pD          13973-  130 
FUhe:  30-327,  92/1  I/OS,  021  10BQ32S,  "'        i3*73'130' 

021t0903fl8   Forward.    LEH   82-121/Q3L-Q, 

fjnEEN.H.J.        Tenneitea    Valley    Authority.       82/11/02        n'flEULV     IP 
Region    2.     Office    of    Director.        Ip.        160O6-1SO        24X  c'<-'-"  J-  >". 

Fiche;  50-327,  £32/1  1/O2,  B31  1090348. 


BK10130019  O.n.rie   Ltr   Ba-18   to   .11    PDU.T   nactor  applicant.  *, 
llcvnii.i   ri    nactor    ojiBratar   i   i.nior    r-.actor   opirator 

:;s:  MiSSi.^c"":;-":!1" th"* hiialn  at  f 

EISENHUr.D.O         Diviiion    of  Lictniing.       BS/10/1S. 
Edlion    Co.     of   N*ut   York.     Inc.       ]5pp.       J6O02' 234 
Fich«r  50-000,  B2/1O/ 12,B21 013001 9. 


LER  B2-121/03L-0.on   Q21004,  .„.  i  1  larg    fBedwat,r   valv, 
LCV  3   175   found   not   operating    correctly   on   620921.  Cduied   tu 

p!!i-urS2i-    TITSV   Ma"n'llan   Vfllv«   P^ition.r   pn.iim.tlt 
relay.  Rtlay    f,   flttinj   replaced 

BOOERa.KH.  ,    HANOINO.M.R.       Tenne...,   Val  I  .y   Author!  ty.      BS/11/03 
Reolon    2,     Offic.    of    Dtr.ctor.        Ip.        1600A-191         24X  H""1/u'i' 

Flehr:  SO-327,  82/1  1  /02.  B31  1O9034B. 


cnui  !Pl   °n    in-«runt    1...   of   r.acto,   co 

1  J'»   Dffi"   °f   the  ei«uti«   Director   for  Operations 

PALLADINO,N.  ,     OILINSKY.V.  ,     AHEAHNE,  J.       CDmmi,.Un. 
2.        S4X    FUho:50-327.B2/ll/09,821H202f? 


1. 
P' 


DOCKEf   SO-32H  SEOUOVAH    NUCLEAR  PLANT.    UNIT  Z 

uppl1 


8^11100334   Informs    of    compl  atlon   of    Irttallatlon   of  RHR    lou  floui 
in  r.ipon*.   to   B.ction   5.3.2  of   Suppl    1    to   SER   T«it 

MTL0|CRd|Ur«   toTv"if«   <",1I15V  *  al"m   func*i("'   -1-qu-cg   «ncl. 
MILLS,  L..M.      Ten«ie«s««    Valley   Authority.       03/11/04,      A  DENS  AM,  E 

"  *'      I3pp'     lioa4:3'1B'     "tFtch.iM-a 


(-.^Security.    meSIcal,     emoroency   b   flro   protection  plani 


— B211130323   "Inadvertent   Lo»»   of    Reactor   Coolant  Events    at   Beq 

Nuilear   Plant, Units    1   b   2,"    ca.e   »tudy   rapt  o-q 

U^^°^D-      F1"ct<"'   Dperatloni   Analu.U    Branch.       S2/1O/31 

1*066:033.        24K    Fi  che:  30-327,  82/11  /09.  B3  1 1 120219.  "1"dl- 

G211220313   Foruiard*    LEO    02-123/01 T-0. 

OREGN.H.  J.       Ttnnmee   Valley   Autnoritu,      Bs/ll/10        D'REILLV,. 
Region   2,    Office   of   DirBctor.       Ip.       16143-170       24X        "tll-l-Y' 
Flche:  SO-327,  B2/1 1/10,  021 1220313. 


LER   B2-133/01T-0:on   B21029   t,   1109,  during   Mode   6   op»raH« 
control    room   emergency    vent   ay.   dec  lured    Inoperable   due   to 
partial    closing   of   .uction   damper.   0-31A-102  (,   0-31A-103 
Caused   by   duct   vibration. De.ign   change   being   eioedlted 
ROOERa.H.R.  ,    HAflDIN.M.R.      Tenne-.ee   Valley   Author!  ty.       B2/1  l/io 
Region   2,    Office   of   Director.       2pp.       16163' 179       SM 
Flche:  50-327,  82/1 1/10,  821 1S20313. 

0211160404  NPDES  noneompllance   not! f (cation:  on   B21018   t  36   routine 
monitoring   sample*   contained   total   suspended,    lolidi 
coneentratiom   eiceeding    mai   permit    limit. Cause   unJmoiun 
Bump   pumped    out   J.   cleaned    following    each   sample 

EL-ASHR V,  M_T,       Tennessee   Valley   Authority.       02/11/12,       MARUAR,  J. 
Region   4,    Office   of   Director.       2pp.       16091:213       24X 
Fiche:  30-327,  B2/11/12,  B21 1 160404, 

8311890371   Forward*   LEU   83-126/01T-0. 

OREEN.H.J.       Tennenee   Valley   Authority.      82/11/1B.      O'REILLY,  JP 
Region   2,    Office   of   Director.       Ip.       16226   037       24X 
Fiehe:  30-327,  02/11/10,021  1290371. 

-B211290579  LER   B2-126/1T-0;  on   821105,  loop    1    check   valv.    (1-623)    d  i  *. 
separated   from   item  t,   lodged    dounitream   in   .team  dump 
header. Caused   by   valv*   counterweight*   .lidfng   down   .wing 
arm*    due   to    broken   .tern   connector   *tud.  Di.c   retrieved 
ROOERS.H  R.  ,    HARDINO,M.fi.      Tennessee   Vall.y   Authority.       B2/11/1B, 

Region  2,    Office   of   Director.      3pp.       16226:030       34X 
FUhe:  30-327,  B2/1 1/10,8211290371. 

B21I290700  Forwards   LER   62-123/03L-0. 

OHEEN.H.J.       Tennestee   Valley   Authority.      62/11/19,      O'neiLLY.J  P 
Region   2,    Office   of   Director.       Ip.  .       1 6222  •  031        S4X 
Fiehe:  30-327,  82/11/19,8211270700. 

-8211290700  LER  B2-124/03L-0:  on   021023   I,  2S,  liquid   radwa.t.   effluent 
line   monitor   failed    to   meet   surveillance   requirement.  Caused 
by   contamination   buildup    in   sample   chamber. Sample   chamber 
cleaned.  Procedure,   under   review. 
ROGERS,  H.  a.  .    HARDINO.M.R.      Tennessee   Valley   Authority        82/11/19 

Region   2,    Office   of   Director.       Ip.       16222' 022       24X 
Fiehe:  30-327,  02/11/19,  82H290700. 


821004004,0   Generic   Ltr   B2-17   to  all    power   reactor   licen.ee.  (, 
Applicant*  &   hold«r.    af   CP*   re    IncomiUtencu   botuieon 
requirement,   of   JOCFR3O.  34  (t)   t,   8T3   for   performing   au 
•  merysncu   preparvdnais    program*. Svc    li.t   encl 
EISENHUT.  D.  0.       Division   of   Liconiinfl.       62/10/01. 
Editor   Co.    of    Htia   Yurki     Inc.       llpp.       1600H' 2BS 
Fiehe:  3O-000,  B:  MO/01,  SaiO-OflOOiB. 


dlts   of 
Consolidated 


8210070019   Generic    Ltr   S2-ai    to   all    licence,   t,  applicant,   of   nuclear 
power   rwtor.    n   T.ch    Sp«CS   for   five   protection  audit" 
Fopiuardi    guidance    dlscuiBlng   general    tcope   I.   de.crlblng 
element*    to   be    Included    In   audit.  Bvc    Hit   encl 

EISEMHUf,  D,  0.       Dlvl.lon    of   Ucen.lnif.       82/10/06,  Consolidated 

Edi.on    Co.    of    Neu   York,     Inc.       19pp.       1S793- 33B       24X 
Fieha:  30-000.  82/lO/Oo,  B21O070019. 

BEH1100400  Releai**   nubllt  ver*ion   of   reviled    emergency   nlan 
Implementing    procadums.  *        v   p 

FELTOM.J.  M       Dlvi.ion   of  Rule,   and   Record-*.       B2/10/86.  Document 

8211100400  Br*n*h'        1P'  I*030:0'"'       24K  Fi  Che:  30-327,  flB/lO/SB, 

T-aaill0040B  PoriMrdi    public   v.r.lon   of   revi,»d   .merg.rcy    plan 
ImplBmentina^procadure:*,  Including    Ppomdure.   1P-6  ra 
ac  t 

eme 
Mil 


B211290709  Forwam*   LER   92-12B/O1T-0. 

OREEN.H.J.       Tennatiee   Valley  Authority.      82/11/22.      O'fiE-ILLY.J  P 
Region   B,    Office   of   Director.       Ip.       16221:360       24X 
Fiehe:  30-327,  82/11/22,8211290703. 


B  r 


'  vi1*""' 


.pt,    30-387/83-51   t 
f  vl.UtU    ™.t 
fr.f   IOCFB7S.SI). 


t 


. 

Flch.l  80-000,  Sa/10/86,  BfllOBWOSB 


K 

'       MX 


^^    ..... 


?vr-''«- 

EIBEHHUT.D.O.       Divliion   of  Littniln 
Uf.on  Co,    Df  Ntu  vork,    Inc         S 
Flctc:  SO-000,  ea/IO/2fi,  8310270030 


^^ 


Lleinninj  Branch  A. 
.       15973:049.       »X   FlchD: 


aZII170034  .firfJi    r..POn»,  to 


™  3211170040  CoBim*r 


- 


"  "'-' 


821  1060371. 


.^^^ 


:.^^^^ 


, 

HILLS,  L.H, 


iij  Authoritu. 


"' 


8211300077   Forwards    basis    for   revised    Ideation   of    igniters    in    i  r . 
cor.den.er    upper    plenum   reg  ion.  Permanent    hydrogen   mitioation 

S!,*,"^,  r''ion'wi11    Perform    intended    function.  up»*r 

MILLS.L.H         Tennessee    Valley    Authority.        02/11/24. 


Q.     Inspection   report*,     t£   Bulletins   t,   correspondence 

B2QB190220    IE    Info  Notice   02-37.     "Crackir,fl    in    Upper    Bh  e  U    to 

«,2n"  ^'otl.Cone   Clrt"    We"    »'   Steam  Ger,Brator   at    Dperatino 
PHH.       Svc    liit    enc  1  • 

JORDAN.  E         °l  "I""    of    Engineering    (,    Quality    A.surance.        02/Q9/14, 
Consolidated    Edison    Co.     of    Neu    Vork,      Inc.         lOSpp  1593O-OO1          S4« 

Fiehe:  30-000-  03/09/16,  B20B1TO320.  1593O.  001.         24X 


-Bai  1130'l3a  Notice  of  violation  from  imp  on  B3070"6-OS05. 
•  Dlvidan  of  Project  fr  Retldirnt  Pronrami.  02/OB/aO 
16097:182.  24K  F  i  clie:  9O-327,  82/10/S9.  B3I  1 1  SO13Q. 


--021113044,7 


Ip. 


n,p    nepta     50-327/03-10    «.    30-339/02-10    on    3207OA-OHO! 
NontorapllBDce    notod  ;  f  a  i  1  ur«    to    inatall    properly    siiud 
control    power    fusas    in    Q    control    room   Bmargoncy 
pr«i»UTliat  ion    fan    breaker. 

FCRD.E.J.,     BUTLER,  5.  0.  ,     QUICK,  D.  n.         Divi  a  ion    of    Projcc  t    i    Re  n  t  d«r 

03.        24X    Fir:h  e:  90-3H7, 


9211080241    Ack    receipt    of    B21021     Itr    inf  arming    MC    of    .top.    t-aka 
corr.ct    violations    noted    in    IE    Safeguards    I  ncp    Rcpts 
SO-327/OS-2I    &    90-338/02-21. 

n      D|vlallftl    "'    P^Jett    &   Residant    Prooran..       QS/ll/OI. 
,  H.  G,       Tennesaeo    Valley    Authority.        In,        i  59-?3  3-JO        24X 
Fieh»:  80-327,  B2/U/OI.B2UOQOS4  I. 


tu.   Assurance 
I07DO 
PP' 


n«  »  r 

Consolidated  Ediion   Co.     ofNeuVorfc,     Inc 

Ficr,e:50-000,a2/09/17.B20eiTO2a2. 


82081?0229    IE    Info    Notice    82-39,      "Svc    Degradation    „  ,    Th  j     fc    „    „ 
St.(nl.ls    Ste.l    Reclrcoldtlon    Sys    Piping    at     BHR   Plant" 
Svc     lilt    enc  I  . 
JORDAN,  EL         Division    of    Engineering    5,    Quality   A«6uranCe.        03/09/31 

Cnniolidated    Edison    Co.     ofNeuVorfc,      Inc.         Hfipp 
Fich*:  50-000,  B3/09/21.  0300170229. 


oEn      "'"   ^tie:   B2"?9'     "Chan9B    in  Farn"lt   «•   "I,  tribal  on    9ya 
for    IE   Bui  let  int.  Circulars   *,    In  f  o  Not  ic  es.  "    Svc    list    end 

DEVDUND.R.C.        Director's    OHU.,     Office    of     In,    eci    on    anj 
Enforce^nt.       B3/09/22.  Consol  idated    Ed  i  son  Co.     of    Ne^   York.     Inr 

MOpp.        16015:021          34X    FJ  che:  50-000,  S2/09/S2.  0306190233 


Conta 


Eerap  ;  nr 

Electrical   Penetration  Assemblies."    Svc    list    enct 

^^'MH',    J'ci!10"  ^   e"9ineer'"B    *  Ouality   Assuranc 

Cdnsolidated   Edison   Co.     ofNeu,York.     Inc.        112pp. 
Fiche:  30-000,  B3/O9/32,  020BI90333.  P 


rilJardl  IE,fn9p  R*pts 

.     o    noncomp  1  lane  e    noted 

PARRIBLH   a   "'  T   DiVilI°Vf,''POi'^   *    " 
fftRHlB.  H,  fl.       Tennessee    Va  1  1  eu    Authoritu 

FichB:SO-337.S2/10/20,a211150309. 


2pp        |AO3a- 


82/09/23 


03/10/KO. 


f»  *    30-320/82-23    on    020930-34.  N0 

pance    noted.  Ma  JOT-  areas    inspected  :  insarvic  ,    inso, 
E  DU    Ut    n    79-13,     "Cracking    in  F«du»t.r    Piping   i    fcl?ouup 
J2,  2i      *.       on    re    UBll"n9    performed    by    unqualified   ueldor 
CQLEY,j.L.,     DLrtKE.J.J.       Clvlsion   of    EnglnBering    «  T"hnlcal 

B21?ig0309    B3/10/l3'       6pp         IMMil".       24X  Fie  he:  50-327,  D2/10/20. 


79-  ,lr    "    ln>"    «q«l«d     "g     IE    Bull.  tin 

7913  4t    first    refueling    outage,  Area,    uihare    Region   a    does 
not   concur    in    util    actloni    li.t.d 


c  1. 


a^^i    ra«pan«e    to    NRC    030722    Itr    r*    violations    noted 
guards     Insp    Dnpta     50-327/03-21    (c    5O-33H/B2-ai,    H/o 


MILLS,  L.  M.        Tennessee    Valley    Author  itij.        02/10/21         tl  'REILL  V,  J    I1 
Roolon   a.    Office    of    Diroetor.        Ip.        1  5992    317        2-1X 
Fiche;  30-337,03/11/01,  B2110B024I, 

82110B0243    Foryarda     IE   Bafaguarila     Inan    ReptB    50-3a7/n2-3l    t, 
30-336/02-31    on    B20a29-0'?0a   t    notlci,    of    violation    Rept 
details    s,   notica    of    vlotatlon    utthheld    <rcp    10CFR73   21) 

C          DivlHll>n    Df    P"J«*    &    Resident    PragrMi.        02/09/22. 
/lUthoritu.         2po 


™«MM    BafeD<.ardB     lnlp    Repts    90~327/B2-ai    t,    50-330/03-21     On 
820329-0902.  None  ump  1  ianc  o    no  feed  :  fa  i  1  UT-B    to    camplete    Gecurltu 
prngrnn.    auJ  1  1.  Deta  1  1  B    withheld     Iret    10CFRI73   21) 
NOCHE,  D.  E.  ,     fICOUrnE.D.R.       Dlviiion    o'  En9  in.trin      t    r^chnicn 

" 


Mt'*r*Pd"    Revillon    °   to    aurvBULne. 
SOM  81-114.  I,     ^Inierviio    Ii>Bp    Progmrr    for    Tvfl 

MIH.S.L.M        T.nn.ssae    Val|B«   rtothorlty. 

""  "'      3"' 


B21  1060011    Ravlsion    O    ta    Burveillanca    Inofiructlon   E5QN  gi-l 
i£U£S™",jIh*£  Pr°3''am    ("1"-    T"A  Sequoyah    Nuclear   Plant." 


JOWBAM.E.L, 


Divi.lon    of    Eng  i  nnorlFifl    fc  fl.ralitg   A«*uMne..       OB/H/li 

o 


i* 
ContDlitfatetf   Edisoji    Co.     ofNci-York,     Inc. 

FJ  the:  50-000,  02/1  1  /I9,  BaOBlTOHSa. 


93pp 


F  flX 


0aillSO«0  Ack    receipt    of    B20916    I  tr    informinff    NRC   of    .tep.    taK.n    to 

111?!'"1""    not''d    ln    IE    InsP    Re"tl1    SO-327/a2-IB    t. 
2—  1  p, 

'  «  *'  T  Divllllnn,l0f  Project   fc   Resident  Program!.        B2/10/B9. 
.O.       T.nni.nB   Valley    Authority.        Ip,        160S7-  17A        aax 
Ficht:  50-327,  02/10/29,9211160430. 

—8211130440  Responds    to  NRC   B20B20   1  tr    r.    vlol.tion*    noted    in    IE    InB 
fli.t.    50-327/B2-18  t,   SO-320/S2-13.  Corr.c  t  (  Ve  «««U"n«,i 
plate    InstalUd    at    control    transformer    re    use   of    l-amp    fUle 
fT°tl^lna    "'•*«-"l»*^    equipment    eh.ek.rf. 

Tanneisee    Valley    Authority.        32/09/16        O'REILLY,  Jp 

1MB7:I77-  24X 


B.a/OH/20. 

a  «* 


oruards    monthly    operating    repta    fop    Nav    19B1 

Tennt*see    Valley   Author-it^.       81/12/13.  aCHca    of 

K™sr;s^;:Si?i3?;sraS?T,l^;b.  '"•  ">03S:3li>-  «« 


16pp. 


16022:315, 


, 

T.nnB«iee   Valley    Auth 
Man*S.ment    and    Ppogram  An«ly,U. 
FiCh.:SO-327,0a/OI/Se,B21IlM2B4. 


8211100285   Monthly 


n  ,, 

D.        Tannnaoe    Vail 

24X    Fi  ch.;  9O-327, 


Ip 


for 


1  Narrative 
i-i  t«  ni/ 
BSJ  1  100290 


0H/OI/28 


34V 

34X 
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I  CU 


ing    e  vj  luati  on 


0211040122 


Bai  1040  122 


.;:?;?-:^.:1;;*;!"!-^'-^ 

viron    dsslfln    er    tl.f       ^          Jnltt*11« 
*:;«"   '^^  '!»"*      «        '    "«   •M-.Pr-.r™ 

^ 

K|  I04O190  '  °36'       2™ 


LER  S2-120/03L-0. 

^rSiS^s.-J!-1 

82/10/29,  021  IOM&33 
B2I10B0244  LER  B2-1SO/03L-0-  on 


» 

Fic 


—8311000334  "Inadvirtunt  Loi»  of  R 
Nocl.ar  Flint.  UnlU  1  6  2,  -  «« 
LAWNIfVO.H.D.  Director',  DffJ" 
Fief,,:  30-327,  B3/1I/02, 


=         , 

**    "'    SBt""'M 

PP-        13975:130. 


—  S21U20223    "fn^v.rtBnt   L051   Of   React 
NtielHr   Plant,  Units    1    (,   3,"    e«" 


WIIKKKWI    LER   82-132/03L-0:  on    B3I02l  ,  durino    rt0dB    .    nn          , 

-"ri-^r:r;:.^a^hs™  --  ar  !:;«»"i 

55iS!S.^-  ^S!iseS-Bft  c  :"""  --"-  t0d:^ctiVB  Fu" 

«B9ion2,  o«uS™iKi^jr"pt*i^iv^thorit«-  B3/n/'-/ 

-  P         I61":313. 


,;  30-323,  B2/U/17, 


Flch.;  30-338,  62/11/18,0211270362 
—  8211B7036i   LER    B2-127/03L-O.  nn 

is  ".:s;r:.;;:^  ;  =  ; 
sssr-f  ;,r,^r-;; 

8E112?0362. 
V.    Opsrator  Eiamina  tlons 


0-33B,  S3/I  1/ia, 


82I01300I9   Oeneric    Lfrr   82-ln 

iiC.,sses  re  r;:s^;  flj,;Bt 

riqu-MMc-U,,,,   t.aM.Ad". 
B2I001.  Bvc    Kit    one  1 


MIDLAND   PLANT, 


J 


™ 

tfeilgn   revl.ui 


-  ::;j^     *™>«- 

opo.al    faf    independent 


. 

e:  50-3S7,  S2/1O/OB.  B21  1060655. 


B2/10/36,92102600BS 


0211020053. 


, 

iche:  50-327,  S2/10/2B, 


DOCKETED  ITEMS 
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8311080046  Notification   of   H2110B   meeting   w/util,8!<W  St  Parsons, 
Brinierhof.fluade    &   Doug  las,  Inc     in  Bethesda.MD    to    discuss 
qualifications    b   charter    of   S&U    re    independent  audit    of 
auilliarij    bldg    underpinning. 

HOOD.D.S.        Licensing    Branch    4.        82/10/37.        ADENSAM.  E.  0.        Licensing 
Branch    4.        3pp.        15974:360.        24X    Fiche:  50-329,  82/10/39,  821 1080O46. 

8211040470  Requests    addl    info   re    encl    remedial    »olls    activities 
Activities    scheduled    for    Oct    1982. 

SHAFEH,  W.  D.  Region  3,  Office  of  Director.  9B/I1/01  MILLER. D  D 
Consumers  Pouer  Co.  3pp.  15925:336.  24X  Fiche:  50-329,  83/11  /Ol. 
BE1 1040470. 


8211190356  Notification    of    881133   meeting  tu/util    in  Bethes  da,  MD    to 
diicuss    sys    interaction    study. 

HERNAN.R.W,       Licensing    Branch    4.       93/11/13.       ADENSAM,  E.  0        Licensing 
Branch    4.       3pjj.        16149:303.      34K   Fich  •:  50-337,  83/1 1  /is,  821 1 190356. 

8211190361   Summary    of    B3O727-30    audits    y/util    ic  Buchtel    in   Ann    Arbor.MI 
re    toil  i    remedial    activt  ti  ei,  Au  i  i  1  iar  v    bldg.svc   water    pump 
structure,  derated    water    storage    tank,  underg round    piping    t, 
dieiel    generator    bldg    d  iicuiied.  Handouts   end. 

HDOD.D.S.      Licensing    Branch  4.        62/11/12.  Licensing   Branch    4 

Slpp.        16174:  372.         24X    Fiche:  SQ-329,  82/11/12,  B211 190361 


B2I 1060349  Forward*    calculation*    of   clad    oxidation    for    1 1 00  F   re 
rffects    nf    pump    seizure    transient   on    fuel    integrity. 
Calculations    amplify    B30414  t  0635   submitta 1 i. No    fuel 
damage    uilll    result    at    calculated    condition, 
COOK,  J.  U,       Coniumers    Pouer   Co.       82/11/01.       DEMTDMiH.fl.       Office 


Nuclear   Reactor    Regulation.    Director. 
Flche:  30-339.  82/11/01,  B21 1060249. 


4pp. 


15953:159.       34X 


8311120455  Clarifies    util    8207HO    1  tr   re    independent    safety    engineering 
jroup    concept    in   NUREO-0737,  !  tern    I,  B.  1.  3,  di  scuisod   at   821014 
*  20  meeting!    u/NRC. Propoied    organ! lattonal    mod    of   nuclear 
ac  tivi  t  lei    dept    end. 

CDOK.J.W         Consumers    Pourr    Co,        B3/11/03.        DENTON.H.R.        Office    of 
Nuclear    Reactor   Regulation!    Director.       5pp.        16044' 1O4        24X 
Flche:  50-329,  B3/ 1 1/03.  831  1120155. 

—8211130439  Draft    Tech    Specs    re    organ! lati onal    mnd    of    nuclear    activities 
dept. 

«      Consumers    Poiuer    Co.        82/10/39,         12pp.         16O44;  109         34X 
PI  che:  50-329,  83/11/03,8211120455. 

9211100523  Notification   of    831109   meeting   u/util    (,   Structural 
Mechanics, Aitoc    in   Buthesdj.MD    to    rfiscuis    seismic    analyses 
of    svc    uiater    pump    itructure   b    barated    uater    storage    tank. 
HDOD.D.S.       Licensing    Branch   4,       82/11/04.       ADENSAM,  E.  fl.       Licensing 
Branch    4.        4pp.        16040:075.        24X    Fiche:  50-331!,  B3/  1 1  /O4,  S21 1 10ODB5. 

B211O9049S   Provides     info    on    appointments    to    QA   dept    as    of    8310H5, 
Related    correspondence, 

BRUNNER,J,  E.        ConHumers    Pouer    Co,        B3/I1/05.  Atomic    Bafetg     and 

Licensing    Board    Panul.        lp.        16008:278.        34X    Fiche:  50-339,  H3/  1(  /OS, 
8311090499. 


B2L11S0304  Foruardi    Affidavit   of    9vc    for  Amend    110    to   application    for 
CPs    6  OLs,  coniisting    of    Revision   46    to  FSAR, 

SULLIVAN, T.  J.        Cornumert    Punier    Co,       BH/11/13.      DENTON,  H,  R        Office    of 
Nuclear   Reactor    H«gul«tionj    Director,       3pp.       16137'  355        24X 
Fiche:  50-32?,  02/1 1/  13,  82111B02O4. 

8211160050  Notification    of    821116    meeting  w/util    in  fie thestfa,  MD    to 
tfiicuii    environ    protection    plan. 

HERNAM.fi. W.        Licensing    Branch    4.        32/11/16,        ABENBAM,  E.  0         Li  conaina 
flranch    4,       3pp.         14102.-O97.       SAX.    Fich  ,:  50-329,  83/1 1/  li,  BHU  160050. 

8211330334  Foruai-di    ''Methane    E»p]oslor>   Evaluation    for   OvBrprsssure    b 
MUiile  Effects    at    Saf etij-Relate-d   BtructurBS,  "    "Heat   Effncts 
From   Burning    Natural    Oa  >    at  Midland    Plant"    t,   "Natural    Oaa 
Buildup    inHelectad    Mid  land  Pla nt  Structure i,  " 

COOK.J.W,        Coniunera    Power    Co.         82/11/16.        DENTDN.H.R.        Office    nf 
Muclear   Reactor    Regulation,    Director.        9pp         16194-001         24X 
Fiche:  50-329,  02/11/16,821  1230334, 

-~B21 1230339   "Methane    Eiploaion    Evaluation  for   Overpressure-  t  Missile 
Effects   at    Saf  Btij-Relat  ed  Structures.  " 

FALLIN,  M.  R.        Nl/S    Corp.        NUS-1235,        02/10/31.        llpp.        16194'  O06 
24X   Fiche:  30-329,  02/11/16,831  1230331. 

— -B211230345   "Heat    Effects    From   Burning    Natural   Oas    at   Midland    Plant    " 
FULFORD.P.  J.  ,     HOXIE.C.L.        NUB    Corp.        NUB-4241,        82/11/01  I7pp 

16194:020.        24X    Fiche:  SQ-327,  B2/1 1  /  16.B21 1  330334 


-8211230349   "Natural    Oaa    Buildup     in  Selected    Midland   Plant 
Structures.  " 

flITNICKiB.  J,  ,     TOTH.  K.  J.        NUS    C^irp.        NUS-4342.        82/11/16 
16194:038.         24X    Fiche:  3O-329,  92/11/16,8211230331. 


Hipp. 


B211290466  Foriuardi    Amend    110   to    application    for   CP-s    I-   GL«,  containing 
Reviiion   46   to   FSAR    encompassing    site    emergency   plan. 
CQOK.J.U.        Consumers    Poiuer    Co.        82/11/05.        DENTON..  H.  fJ.        Office     of 
Nuclear    Reactor   Regulation,    Director.       lp.        16327:090.       24X 
Flche;  50-329,  B3/1 1/05,  821 1290166. 

— B21129Q472  Amend    110    to  application    for  CPs    to  OLs. containing    Revision 
46   to   FSAR. 

COOK,  J.  W.        Consumers    Power    Co.        82/11/05,         lp,         16337-0111          SIX 
Flche:  50-339,  82/1  1/O5.  831 1390466. 

8311160118   Summary    of    821023  meeting   u/util, Mgt  Analysis    Corp,TEFtA 
Corp   (•   Oovt   Accountability   Project   re    Independent    design 
verification    program,  Vleugraphs    encl. 

HarJD,D.  S.       Licensing    Branch    4.       63/11/OB.  Licensing    Branch    1. 

54pp.        16109:   liO,        34X    Fiche:  50-327- 83/1 1/08,  B2U  1601  IB. 

— 8211160133   Submits    addl    comments    re    independent   revleuj   program    ft    soils 
remedial    const.  Denial    of    independent   audit    proposal    in 
present    form  &    inclusion   of    public    comment    in  analysis    of 
proposal    requested 

OAHDErQ.A.       Government    Accountability   Project.       B2/IO/32, 
DENTONiH.R.       Office    of    Nuclear   Reactor   Regulation,    Director. 
KEPPLER.J.Q,       Region  3,     Office    of   Director.       19pp,        16109:213.       24X 
Fiche:  50-329,  83/1 1 /OB,  821 1 1601  IB. 


8311240336  Clarifies    application    of    site-specific    response    spec  bra    to 
iclimlc /dynamic    qua-lificatlon    of    equip-ment.  per  82 1031 
meeting    in  DetheadaiHD. 

NOVAK,  T.  M.       Assistant   Director     for  Licensing.       B2/11/I8        CnaK.J  H 
Consumers   Pouer    Co.       3pp.        16230:352.       34X    Fiche:  30-339,  82/1 1  /IB. 
8211240336. 

B3U240447  Foruards    Equipment  Qualification   Branch    request    for     info   re 
onslte   pump   t-    valve    operafc  i  lity    revieu   team   ft   seismic 
nullification    revleu    team    audits. 

ADEN9AM.  E.  0.       Licensing    Branch     4.       82/11/18.       CDOK,  J.  W.       Consumers 
Power   Co.      2<7pfl.        16230:031.      24X   Fich  e:  30-329,  B2/1 1/18,  831 12404-17, 

8211300004  Forwards    "Rept    on    Design   (,  Const   Problams    for   Period    Prom 
Start    of   Const    Through   3206-'JO,  "     in   response    to  8H0608 
renu»st.  Proposed    program    for    independont  design  !<    const 
verification    to    be    addreiaetf    in    future    6ER    suppl. 

NOVAK,  T,  M,       Assistant   Director    for  Licensing.      0H/1I/19.       SHEWMDN.P. 
ACRS    -   Advisory    Commttteo     on   Reactor    Safeguards.        3pp          16263'214 
34X   Flche:  50-329,  £12/11/19,8211300004. 

— B21I3000Q9    "Rept    on    Desion    t  Const  Problems    for  Period   From  Start    of 
Const    Through    920630.  " 

»      Region  3,     Office   of    Director.       9B/1I/19.       39pp.       16363:317        S4X 
Fie  he:  50-329,  82/1  1/19,  0S1130O004. 


8311190364   Board   Notification  03-107: provides    info   relevant   to    safety 
issues    re    semi  scale    test    results    by    describing    recent    tests 
In   semiscale    facility. 

NOVAK,  T,  M.       Assistant   Director    For   Licensing.       82/11/10,  Atomic 

Safety    and    Licensing    Board   Panel.       lp.       16169:319.       34X 
Flche:  90-000,  82/1 1 /10.  B31 1 19O364. 

3211150239  Provides    comprehensive    revieui   of   written   matls    t, 
presentation!    from   821035   fc    1104   meetings    between    util    (.  NHC 
In   Sethesda,  MD.  Ut i 1    plan    to   allay   NRC   b   public    concerns    over 
safety    questionable. 

CARDE.B.P.       Inititute    for   Policu    Studies.       B3/11/11.       DENTON,  R  R. 
Office    of   Nuclear   Reactor    Regulation,     Director.       KEPPLER.J.O,       Region 
3,    Office   of    Director.       7pp.       16055:084.       24X  Ficfie;  50-329,  B2/  1 1  /1 1 , 
6211190239, 


8211300283  Notifies   which    QA  Plan    MPOP-1    J<  a    changes   require  prior 
regional    appr ova  1.  per  NHC    821022    Itr.  Changes    requiring 
approval    Include    rea a signment   of    responslbi 1 itu   b 
organ  liationa  1    structure. 

SHAFER.W.D.  Region  3,  Dfflia  of  Director,  83/11/23.  MILLER,  D,  B 
Consumers  Pouer  Co.  2pp,  16237:359,  24X  Flche:  30-329, 83/11/23, 
8211300283, 

E.    NRC  Safety   Evaluation  Report    (3ERJ.     suppls    Si  correspondence 

83110103SH  Forwards    Suppl    2    to  SER.  W/o    and. 

NOVAK,  T.  M.       Assistant    Director    Par  Licensing.       82/10/06        COOK.J  U 
Consumers   Pouer    Co.        3pp,        15893:330.       34X    Fiche:  50-329,  BS/IO/06, 
8211010353. 


8311190094  Summary    of    821021    meeting  ui/uti  1,  B  echta  I,  BScW  Si   NUTECH    in 
Dethesda.MD   re    program    for    seismic/dynamic    qualification-  of 
mechanical    ft    electrical    equipment.  Vieugraph  s    encl. 

HERNAN.R.W.       Licensing    Branch    4.       82/11/13.  Licensing    Branch    4. 

36pp.       16156;  165.       24X   Fl  che:  50-331?,  B3/11/1  3,  821 1190094. 
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,,, 

circulation    t«,t   no     fl  ConS  •         I  a&'tracti.     Natural 

°f   SER    <NUneS"Jra)       nf=    .h^T^T    """    7    ln    S'ct">" 


««"»»tTat.d    during 


Ll»n»    CDndltlop         - 


- 

'?"    Util 
clo...    out  SEfi 


e2p"'apo?ed    SrSu^laUon'^/T"*    ""    "Dcumerlt   "    confidential 

iS^  A0"^?!;!!!?!!^^''"'*™""'"^1"""*1"^ 

8211050033"       nkn°L'n-       2pp         15?«3:OI3.       24X    Fiche:  50-329,  S3/1 0/  l'y, 
SS11D30401    Foruardt   audit    rents    t    other    dnr,,m=nf        • 

KrJMSS.l:,RSI-'^.f!!r»V'"!«».  '  lssued  bu  OA  dopt' 


correspondent  e 


0211020616  Order   extending    tJm.   until    031112    f0r   Commi .  .. 

revJeu   fiLrtB-fi9i.  »«nitf    ror    t-Dmrnission    to    act    tg 

la.        21X    Ficho:  50-339,  02/10/29. 


B21I0302B3   Memorandum   It   Order   LBP-82-99    arr.it  t-i 

"*«•!!"'"    bala""   co"t«"t'"n   a,    ..t    forth   S'.et 


3311030203. 


-329,  03/10/39, 


plal1! 


G21004006B    Qoneric    Ltr    92-17    tn 
•ppllc.nt.   t,   ho    d,r      „?  W,   r 


8210070019  Ooneric   Ltr   aa- 


=11    n 
TMc.r.    r.    T«h    se      *«i    ,    l"n":*    *  ""Hew*, 


9210290108    Gene 


32-23 


HILCQVe.M.N. 


Ing    Branch 


»IIS«I7!|  «.««„,!.„   „,   Mlara    .„,,  ,    „ 

";:^?,Lv;Mj,:r""a-n°  "•  ""-  s««:Ji  iS'stt:;,?.;" 


0,     AdjuiJleatori; 


lon    Unknown, 

of    Rule  i    and    Records.        in, 
* 


F«  rntj    ,»       „,    , 
e*   i      2  '  J'  H'      Div*s* 
Flcln:SO-3B9,fla/IO/01, 


FJclie;  30-339,  82/1  1/09,  031  1  1SOO22 


0-329.83/11/0^, 


5pp- 


52111304.31   Motion   for   reconilder* tlon   of  ASLB    B31039  memorandum   fc   order 
on  B   Btamirii   new   contention.  Subpartt    (a)    -    (d)   of 
contention  ihould   be  diemlind.  Economic  coniidvrat loni 
irrelevant, Certif icate   of   Svc    «ncl. 

KILLER.  H.I,       Contumen   Power  Co.      KILLER,  H,   I.       Iiham,    Lincoln*. 
B**le.       63/11/10.  Atomic   Safety   and   Liceniino   Hoard  Panel         &oo 

16061:33-1,      24X   Fiche:  30-329,  SB/1 1/10.  821 11  30631. 

B31I16Q273  Advittt   that  NUC   intendi   to  iponior  liitad   tectlona   of   SKB 
b  SER,  Suppl   S. 

UILCQVE.  M,  N.       Hearing   Branch   S.       B8/I1/12.       BECHHOEFER,  C   , 
COUAN.F.P,  ,    HARBOUR,  J.       Atomic    Safety   and   Lieentlng   Board  Panel         ID 
16098:039.       24X   Flcht:  90-329,62/11/12,0911  160373. 

9211160323  Order   utinding    tint   until   B21119   for   Commit *Un   to   act    to 
review  ALAB-o9t, 

CHrtK.S.J.      Office   of  thi  Secretary  of   the  Comnltiion.      B3/11/12 
Commillionen.       I  p.       16081:361,       SAX   Flche:  80-329,  8B/11/1S, 
B211I60323. 

6811230401    Ordir   eitendinj    time   until   831203    for   Commitiion   to   act    to 
revieu  ALAB-691. 

CHILK,  S.  J.       Office   of   thi   Secretary    of   the    CommiiUon.      62/11/19 
Cofi»ni  lii  oner  l.       Ip.       16106:361,       24X   Fiehe:  30-389,  62/11/19, 
8211230401. 

6211300273  Notice   of   621206-11   t,   030104-OB  b    10-14   evidentiary    hearlno* 
in  MJdland.MI.  M 

OECHMOEFER.  C.       Atomic   Safetg   and   Lieenting    Board   Panel        82/11X2-4 
Ip,       16337:332.       24X   Ficht:  50-329,  83/11/84.  B31 1300373. 

K.    Utility   Final   Safety   Analyiii    Report    <F8AR)   i   amindt 

8211E90466  Forward*   Amend    110   to    application    for  CPi   t,  OLt.  contain  ing 
Revision   46   to   FSAR   encompauing    lit*    emergency   plan. 
COOK.J.W.      Coniumen   Power   Co.       BE/ll/OB.       DENTQN.  H,  R.      Office    at 
Nuclear   Reactor  Regulation,    Director.       Ip.        16237:090        24X 
Fiche;SO-339,  83/11/03,  B31 1290166. 

--8311390478  Amend    110   to   Application    for  CPi    fe  OLi,  containing   Pavilion 
46   to   FSAR. 

CQOK.J.H,       Coniumen   Power  Co.      68/11/03.        In,       14257:091        24X 
Flche:  30-339,  B2/11/03,  BC1 1290466. 

--B2112904BO  Revlilon   46   to   FSAR,  coniliting    of   lite   emergency    plan. Two 
ovtniie  drawingi   encl.  Aperture  cardi  av«ll«bl«    In  PDR 
»     Conmmeri  Power  Co.      63/10/31,      356pp.       16337:093.      24X 
Fiche:  30-389,  S2/1 1/03,  881 1390466, 

0311180304  Forward*   Affidavit   of   Svc    for   Amend    110  to  application    for 
CPi   b  OLi, eoniiitinfl    of   Revition   46   to   FSAR. 

SULLIVAN,  T.  J.      Contunmrt  Poiuer   Co.      82/11/13,      DENTONi  H.  R       Office  of 
Nuclear  Reactor  Regulation,    Director.      3pp.       16137:335.      34X 
Fiche:  30-329,  08/11/13,6811180204. 

0.    AdvliOMj   Committee   on   Reactor   9«feguardi   raporti   t  correipondence 
-— * — .—-————•.—-—-,.-.,.— ^^—.. — -— —«—-^«-— —————— «~—— .^- —««_.«««  WT_M__^M^M_^,MM 

8211300004  Forward!    "Rept   on   Otiign  t-  Con»t   Problem!    for   Ptrioi)   From 
Start  of  Conit  Through  BE0630,  "    in  reiponte    to  630608 
r«a.ue»t.  Propoitd   program   for   independent   dciion  b  const 
verification    to   he   addreiied    in    future   SER    tupp 1. 

NOVAK.T.M.      Atiittant  Director    for  Lieenting1.      B2/11/19.      SHEWIION.P. 
ACRB  -  Adviiory  Coismittee  on  Reactor  &*feguardi.      3ppv      16363:214 
34K  Fiche:  50-329,  B2/1 1/19, 831 1300004. 


Q.     Inipnction   r«jic-rtt,     IE   Bulletloi   b   corro«pondaneo 

6208170230  IE  Info  Notice  88-37,  "Cracking  in  Uppar  Shell  to 
Transition  Con*  Olrth  H»ld  of  Staam  Oenerator  at  Oneratina 
PHR.  "  Svc  Hit  encl.  * 

JORBAN.E.      Diviiion    of   Engineering   fe   Quality   Ai»uranco.       Ba/09/16 
Coniolldatei)    Ed i ton   Co.     of  Neu  York,     Inc.       lOgnn.       1&930'O01         24V 
FleJie:  80-000,  Ba/09/li,BaOBIW3BO.  Ju.uui. 


6303190232   IE    Info   Notice    82-34,  Re  vU  Ion    1,    "Heidi   in  Main  Contrnl 
Panels.  "  Sve    Hit    encl. 

JORDAMiC.L.       Division   of   Enoineorlng    fc  dual  itg  A»«uranco.       OS/O9/17 
"of  New   York.     Inc.       107pp.       1SB93:  189.       24X 


Consolidated   Edfson   Co. 
Ftche:  SO-000,  B2/O7/17,  0S08190222. 


620B1MBE9   IE    Info   Notice:   88-39,     "five   De,flr*dation   of   Thick   Wall 
Stainlait   Steel   Recirculation  8yi   Piping   at   BUR  Plant    " 
Sve    Hat  encl. 

JORDAN,  E.  L,       Biviiion    of   Engineering    b   Quality  Anurance        BS/OV/21 
Coniolldat*d   Ediion   Co.     of  Neu   York,     Inc.       Bftnp.       1A017-  O'la        SIX 
Ficht:  50-000,  92/09/31,  6203190239. 

820BL90223   IE   Info   Ntitic*   63-38,     "Change    in  Format  (,   Distribution   SU5 
for    IE  BullctlniiClrculari   &   Info   Notice*."   Svc    li«t   «nel 
KrOUNO.R.C.        Dlre-ctor'a   Office,     Office  of    Induction   and' 
Enforcsment.       aa/O7/K2.  Coniol  l<fat*d  Edison  Co.    of   Neu  York,     Inc 

110pp.       16018:021,       a*)C   Fiche:  SQ-OOO.  9S/09/2S,  H20Q  190233. 

630Bl<?Oa32   IE    Info   Notice*   BB-40,     "Dnf  ic  ianciei    inPrimaru   Conta  lnme.it 
Electrical   Penetratton    Aiiemhl  lea.  "   Svc   list    end. 
JORDAN,  E.  L.       Livilion    of   Engineering   t>   Quality  Atturanco. 

ContalitfateJ    Ediioti    Co.     of  Neu   York,     Inc.       llBpp,       13930- 
Fiche:  SO-000,  ea/0-?/a3.  0208190332.  « 


B311O1OH39  ForuiaMJ*    IE    In«p   Repti   50-339/B2-17  t,  BO-330/82-17   on 
BBO309-13.  No   noncompUance   noted. 

LITTLE,  U.S.       Division    of   Project   &  Reiident   Proorani».       82/10/13. 
COOK,  J.  W.      Coniumer*   Poiuer   Co.      2pp.       13S6B:007       H4)( 
Fiche:  SO-339.  62/10/13.  0311010239. 

—8211010243   IE    Imp    ft»ptt    30-329/03-17   b  30-330/03-17  on  820009-13.  Nn 
(ic.ncompll*nc«   noted.  Major   area*    inipectod:  preDporational 
tut    program   •doiinl»irationi  document    control   dnaign   chanQoi 
b   modiimaint    tt   e<nrlpmffrit   protection. 

ROBINSON,  D.  L.  ,    RIMS.lt.  A.      Division   of  Prnjuct  6  Resident   PrariramB 
H2/09/20.       6pp.        13863:009.       S4X   Fiche:  30-329,  68/10/13,  031  1O1O23V. 

B20B1-90239   IE    tnttt   Notlco    D2-41,     "Failure   of   Safety/FJ.Hef   Volvos    tu 
Open   at   HHR.  "    Svc    liat    encl. 

JOR&AN.  E.  L.       Division   of    Engineering   &   Qunlitg  Aasuraiica.      Oa/10/L'H 
Consolidatad    Edl»on   Co.     of   Neu   Vort,     Inc.       ItOpp        15960'  133        »li< 
FicJi*:  30-000,  62/1O/82.  B200190239. 

8311140331   Forward*    IE    Imp   Repti   50-329/62-1  'P  &  SO-3aO/B2-lV  on 
630920-38.  No    noncomp  Liaoc  e   noted. 

LITTLEfW.S.       Divi«lon   of    Englneerlno   It   Technical   Programs        B3/10/2B 
COOH,  J.H.      Contiraieir*   Pouer  to.       5pp.        16091:318       H4K 


Fiche:  SO-329. 


B21116O3B1. 


—8811160384   IE    Imp   Reptt    80-339/82-19   &  SO-330/G8-19  on  820920-22.  No 
none  Qinpl  lance    noted.  Major  area*    impacted:  proopDrotional 
t»*t    program    tn    areai    of  muipment   protection  t  clennlinass. 
teot  ti  meaiurement   Bquipment  ti  parionnol   tralnina 
ROD  INBON,  D,  L.  .    JACKIH.  I.N.      Region  3,    nffiea   of  Director. 
82/10/27.       4pp,        16091:220.       S*X   Fich«:  50-329.  02/10/20,  B21  1  160381. 


—3211300003   "Rept   on   Detign 
Conit  Through  820630.  " 
•     Region  3,    office  of  Director. 
FIcnc:  30-329,  82/11/19,8311300004. 


Con»t  Prohlemi    for   Period   From  Start   of 
82/11/19.      29pp.       16263:217.      E4X 


P.    Operating   licente   itage  documenti  I  eorrespondenes 

^^—  M-««-™fc—_^^^___taMM1—  ».___«  _^^—MMl__^M________^__^^MM-  —  r_ 

8311160010  Partial   re»pon*»    to  FOIA  requeit   for   document*   re  BUR   d«j«tgn 
defieienciei  t  major    interim  *c  t  iont.  Foruardi  document! 
lilted    in  App    A.  App    D   documenti    available   from  PDF). 
FELTON.J.M,       Division   of   Rulei    and  Record*.       02/10/04.       HAFNER,  0. 
Affiliation   Unknown.       8pp.       16122:096.      34X    Fiehe;  30-000,  6S/  10/04, 
8211160010. 


— B304190041   "Study  on  Svc  Mater  Syi  Fouling.  " 

*     Operating   Reactor)   Anetimvnt   Branch.       62/02/SB. 
16123,343.       24K   Fiche:  50-000,  82/10/04,821 1 160010. 


B3pp. 


B211I9027S  Foriirardi    IE    Inap   Repti   50-329/82-21   &  S0-330/02-2i   on 
830920-1012  tt    notice    of   vloUtlon. 

HARNICKiR.F.  RBJ  i  on  3.  Office  of  Director.  B2/11/OB,  COOH,  J  C 
Conminer*  Pouor  Co.  2pp.  16149:246.  24X  Flche:  80-339,03/11/08, 
8211190275. 


-8211190278  Notice   of   violation  from  insp  on  820920-1012, 
HARNICK.R.  F.       flealon   3,    Office   of  Director,      83/11/08 
48.       E4X   frich»:BO-3 


Ip 


—8811190303   IE    Insp    Rnpta    30-339/88-21    S.  SO-330/Da-ai   on  820920-1012 
Moneompliance   noted:  fal  lure   to   maintain   latent   ravin  ion  of 
Qecht*!  QC    control  noticvi  manual,  Procedure  &-&  1 
BUROeBS.B.L.  ,    COOK-R.J.,    GARDNER,  R.  M.       Regions,    Office   at 
Director.       82/11/03,       5pp.       16149:3<)9.      34X  Flcho:  9O-329,  03/1  1/OB, 
SKI  1  1  90273, 

B30B19QE4B  IE  Info  Notic*  82-43,    "DeFicUnciei   in  LHR  Air  Filtration/ 
Ventilation  SKI.  "  Svc    Hit  encl, 

JORDAN,  E.L.      Diviiion   of  Engineering  I.  Quality  Amuranca.      83/11/16, 
Coniolidatext  Edi«on  Co.    of  Neu  YorV,    Inc.      lllpp,      16171:233.      24x 
Fichf:  30-000,  82/1  1/16.  aa08190240. 
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• 


LER* 


^BOSSfiJ-iMtimang   of  RD  P*c  k .  Burcharg.   program  at   dl..,l 
homogtniitg.  mat'    6   dlJ0   to   lack   of 


homogtniitij. 

PECK, R. B.       Coniuman   Puu«r  Co 

Flcht:  50-339,  83/09/OB,  SailtBOSW 


370pp.        16139:  134,        H4K 


^ 


,  33/10/39, 


granular   plant    fill 


/ing   uiater    from 
163pp.        I576S;03J. 


D1P.eto, 


•  =  »    "s 


?'T -Kris&^K"^    AtDmit 


—8211110493  Formal-id 


W/»0/a9,Bauo*W«:  "'       1!<?84r303-       MX  Fich.: 


h«rIB|    ,„ 


DOCKETED  ITEMS 


9211230042  Tranieript   of   621117  hearing    In  Mi  dland,  MI.  Pp    0,973-9,193 
Prof   qualif ication*    ot   Jtt   Hetlri    end. 

•  Atomic    Safety    and   Liceniing    Board    Panel.       62/11/17        ss4on 
16175:001.       24X   Fteln;  50-32?,  B2/1 1/1  7,  821 1230O42. 

8311230192  Tranicript    of   921118   evidentiary    h*arlng    in   Midland,  MI, 

*  Atomic    9afety    and   Ltcinting    Board    Pan»l.       82/11/1B        241BB 
16180:036.       24*  Fiche:  50-329,  02/1  in  9,  B211S30192. 

B211290041    Tranieript    of   S21119  hearing    in  Mi  dland,  MI.  Pp   9,429-9,4,43 
Supporting    documentation    tncl. 

*  Atomic    Safety   and   Liceniing    BoariJ    Panel,        B2/1I/19        aoSoo 
16211:001.        24X    FI  chfli  30-329,  B2/1 1/19,  SSI  1290041. 

B211290190  Tramiript    of   B2I120  DL   heaping    in    Midland, MI 
Pp    9.641-9,  779.  U/ilx    ovtriln    f  igure  i.  Ap«rt  ure    card*    art 
available    in   PDR. 

•  Atomic   Safety    and   Licen»ing    Board    Panel.        B2/1J/2O.       ISOpp 
16216:107,        24X    Fi  ch«.'  50-329,  B2/1 1/20,  B21 1H9O190. 


9211080046   notification    of    02110S    meeting    w/util.SiW  &    Pnr*ons. 
Brinkerhof,flu»ilo    h   Daugla*,  Inc     In    Bethetda,  K»   to    dlicun 
qualification*    Si    charter    of  BfcH    r»    independent   audit    of 
auxiliary    bid  g    underpinning. 

HOOD.  D.  S.       Licaniins    Branch    4.       S2/10/29.        ADENSAM.E.G,       Llcinning 
Branch    1.       2pp.        13974:360.        24X    Fich a: 50-329, BB/ 10/29,  821 1000044. 

B21104047O  Riqueit*    addl    info   re    »ncl    remedial    talli    activitloi. 
Aetfvltl«f    ich>dul»d    far    Oct    19S2. 

SHAFER,W.D.       Region   3,     Dfficn    o*    Director.       02/11/01,        MILLER.  D.  D. 
Consumer*   Pouier    Co.       3pp.        13928:326.        24X    Fi  che:  30-329.  82/1 1 /(Jl  i 
B211040470. 

82i:06O249  Forward*    calculation*    of    tl»d    oxidation    for    1100  F    ro 
e#f»eti    of    pump    «iiiur»    tr«nii»nt    on    fusl    Integrity. 
Calculation*    amplify    B20414  &   O629    *uomltta li. No    fuel 
damaga   ulJl    retult    at    calculated    condition. 

COOK,  J.  W.       Caniumen   POUBT    Co.        82/11/01.        DENTON.H.fl.        Oftlca    at 
Nuclear   Rector    RBj|ulation.     DiTBclor.        4pp.        15933:139.       H4J< 
FichB:  30-329,  82/11/01,821  !Oii0249, 


B211300336  Tranicrlpt    of   S21122  OL   hearino    in    Midland  ,  MI.  Pp   9,  7BO 
9,f92.Sii    ovtrtiif    fiflurei    enc  1  .  Aptrtupe   cards   ar*    available 
in  PDR, 

•      Atomic    Safety    •*>•!   Liceniing    Board    Panel.        BSfll/SS.       376DO 
16243:318.       24X  Fiche:  30-329,  S2/1  1/2S,  621  13003B6. 


B211300239  Tr*n.crlpt    of  B211B3   he 
1.0148. 

*      Atomic   Safety    and   Llctniing    Hoard    Panel.        BB/li/23. 
16236:235,        24X    Fichi:  80-327,  83/1  1/23,  B2U30O239. 


V.    Operator   Ei  aninat  i  ons 


in  Hi  dland  ,  MI.  Pp    9,  "J93    - 


Ififlpp, 


B210130019  Oeneplc    Ltr   B2-1Q   to   all    pouier  renctor    applicant*   fc 
Ifeinstt*   re    reactor    operator    &    senior   reactor   operator 
requalif  Ication    eiamt.  Advl  let    that   exam*   boflin   at    f*cilitu 
after   021001,  Bvc    Hit   end. 

EISENHUT,  D.  0.       Diviiion   of   Licensing.       B2/10/12.  Conml  Id*  ted 

Edlion   Co,     of    Neui   Yopk,     Inc.       19pp.       Ii002'  234        24X 
Fich»:  SO-000,  B2/10/12,  Q2I013001  9, 


DOCKET   SO-330  MIDLAND  PLANT,    UNIT   3 

A.    Appl  I  ca 1 1  on/ conit ruction    ttage    document*    It    correspondence 

0207180030  FDIA   pe^ueit    for    documtnti   re    Z«c  k    Co   JI/OP    ufnrh    performed    bu 
company    in   eon»t    of    faciliti»i. 

PfiENDEROA8T.fi.       Prenderga 1 1,    R.  J.       82/OB/09.  Dlvt.ion   at   fiuUi    and 

Recordi.       Ip.       16021:165.       24X   Fiche:  SO-OO-O,  B2/OB/09,  BB071B0030. 

9211090018  Partial    pe»pon«»    to  FOIA  rtqueit    for    documenti   I-B    Zach    Co 
fc/or   work    performed    by    company    in   con*t   of     facllitlef. 
Foruardt    document!    lilted    In  App    A.  App    B   document! 
available    In   PDR.  App   C    lift*    pertinent   LPDR*. 
PEL  TON,  J.  M.       Dlvi»lon   of   Ruin    and  fieeordi.        BH/09/I7 
PfiENDEROABT.fi.       Ppendei-B"t,    R,  J.       4pp.       liO21:  166.        24X 
Fiche:  SO-000,  B2/09/17,  B2t  109001  2. 

B2I10606BS  Notification   of   BB1019   meeting   ui/irtll.Hjt   Anjlg«i»    Co    & 
TEflA    in   Qethe*daiMD    to    dlicun    utll    propoial    for    indvpendint 
dnijn   pevleui, 

HERNAN.fi. w,      Llcenilng   Branch   4.      B2/10/OB.       ADENaAMfE.O.      Lle»n»Jng 
Branch    4.       3pp.       13972:336,       24X  Fiche;  50-329,  B2/ 10/OB,  821 106O6HS. 

9211110411    Board   Notification  S2-90A:  provide*    addl    info    J.   clarification 
of    utlding    dtflciencln    In  main    control    panal*. 

NQVAK.T.M.       Anlttant   Director    for   Lloniing.       BH/10/22.  Atomic 

Safety    and   Licenting    Board   Panel.       14pp.        16043:001.       24X 
Fiche;  SO-000,  92/10/22, 9211110411, 

B210B600BQ  Oeneric   Ltr    B2-20   to   all    power  raactop    1  i c*tnm,  permit 
hold*p«   1<  applicanti    for   CP  r»    ouHJance   foT     Imp  lament  ing 
6RP   rule.  Forward*   NUREO-0906.  NUREI?   to    be   ui  *rf    a*    interim 
meaiupe    until    fieg   Oulde    1.70  reviled.  Svc    list    tncl. 
E1SENHUT.D.  0.       Dlviflon    of  Liceniing.       92/10/26.  Ceniol  1  datpd 

Ediion   Co.     of    N*u  Yorh     Int.       9pp.       13993:295.       24X 
Flchl-  30-000,  B2/IO/26.B2102A003B. 

B2 1 1020053  AuUorln*    commencentnt    of   remedial    loll*    OC    requall  f  1  cat  Ion 
ictlvitiei.  All   uiork   on  remedial    tolli    *topp*d   until 
previouilg    decertified    QC   perionnel    requali  f  l*<f. 

KEPPLER.J.O.       Region   3,    Office    of   Director.       B2/IO/2B.       COOK,  J.  W. 
Con»um«rt  Pouitr   Co.       Ip.       1S9B1;021.       24X  F  ich*:  30-329,  92/10/29, 
B21 1020033. 


6211120483  CJariflei    Jtll    BE0720    1  tr    r*    independent    uPeti;    .nflinosrl 
group    eoncejt    in   NUREO-0737,  Item    I.B.   1.  S,  di  tcuned    jit   S21O14 
li  2O  mt»tinfl*    tr/NRC,  Propoied    organl  tat  lonal    nod    ot    nuclear 
activities    dept    anel. 

COOK,  J.  W.       Coniumnn    Pouier    Co,        02/  H  /O3.        DENTON,  H,  H.        Office    of 
Nuclvar   Reactor    R*julat  ioiij     Director.        9pp.        16044'  104         24X 
Fiehe:  30-329.  BSfl  I/O3,  B21  1  120439. 


--B2I1120439  Draft    Teth    Bp*c«    re    orjia 
dep  t. 

«      Con«umBr«   Power    Co.        B3/1O/29. 
Fichn:  30-339.  eS/1  1  /OS,  B21112O43S. 


i  iation*l    mod    oi    nut  Uar    attivl 
12pp,        16044.'  109         24X 


0211100-329   Notification    of    S21I09    mEie-tino    w/util    b   atructuTBl 
Mechanic*,  A*ioe    in    H»th«*dajMD    to    ciicun    mftrnic    Bhalu*«> 
o>f    tve    water    pump    itrocture    &    Borated    wator    »torago    tand, 
HDOD,  D.  8.       Licentfng    Branch    4.        82/11/04.        ADENBAM,  E.  0.       LtonEinn 
Branih    4.       4jip.        t604OrO73.       24X    Fie  h  o;  30-339,  02/1  1/04,  B21  1  1005B3, 

0211090493   Provtdti    info    on    appoi  ntm*nt  •    to    QA   dapt    at    of    B-2102S. 
Rrlatrd    corr*  ipondenca. 

BRUNWER,  J.  E,        CoTisumerB    POUIBP    Co.       S2/11/O3.       '     Atomic    Sapoty    and 
Lictn*infl    Board    Panel.        Ip.        16.008^273.       HflX    FichB;  30-329,  B2/  ll/OU, 
BSI10?O4?3. 

8211290466   Forwards    Amend    1  1O   to   application   for  CP*   &   DL*,  containing 
Reviiian   16   to  FBAR   «ncDmpaiiing    lit*    efn»pg*neg   plan, 
COOK.J.U.       Coniunvn    Pouec    Co.        82/11/03.        D£NT(JN,H.H,       Office    r  (• 
Ni»cle*r   B»»ctor   Regulation,     Director.        Ip.        16337:090,       E4JC 
Fiche:  30-3S9,  82/11/09,  8211290466, 

—  B2HB90472  Amend    110    to   application   for  CP*   t,  OL»,  containino   Rovlal 
46    to  FBAR. 


COOK,  J.W,       Coniumert   Pousp  CD. 
Flcht:  B-0-329,  B2/1  1/03, 


B2/11/O3.        Ip.        16237:091, 


821116.0118  Bumirnry   of   £32-1025  meeting   w/util.Mgt   /\neltf.ii   Corp.TEHA 
Corp    &    Oovt    Accountabllitg    Project   r«    lndttp«nifent    doilim 
vnrif  Icatlon   program.  Vlaugraphi    «ncl. 

HODO.D.B,       Ulctniing   Branch   4.       H2/11/OB.  Llc«n*lng   Branch    4. 

54pp,        14109;  160.        24X    Fi  the:  30-329,  B2/1  J  /OB,  921  1  liOHB, 

--B2111&O123  Submit  i   addl    comment*   r»   Indaptndvnt  ravigu  prooi-am  fc   *o 
rtmadlal    con*  t.  D*nf.il    of    Independent    audit    propotal    in  ] 

pr»»ent   form  It   Ineluilon   of   public    comment    in  analutli   of 
propoial    re<iif»ited. 

OARDE.B.A.        Oov*rnm»nt    Accountabili  t^   Project.        B2/1O/22 
DEHTON,H.R.       Office    of   Nuclear   Reac  tor  flagulation,    Dlr-Bttor,  : 

KEPPLEfW.O.       fission    3,     Oft  I  c  •    ftp   Dtr»etor.       19pa.        1&109:213         a, 
FI  eh.  :30-329.  82/1  1/08,  8211160118.  la.uy.wu.        rf, 

62HI903A.4  Board   Not  I  FI  nfcion  82-107:  provide*    info  TtUvsnt   to    i«f«fcy 
I**uei    r«    temitcate    teit    v*»ult«    by    dcicrloing    r«c»nt    ta*t* 


NOVAK.T.M.      AnUtant   Dir*ctor    for  Llcin«lng.      82/11/10  Atomic 

Saf»tu    and  Llcinting    Board   Panel-       Ip,       16169:313       24X 
Flch«:  50-000,  82/11/10,6211190344. 

Baill  30339  Provldti    comprehensive    ravieur   of    urittan    nt«tl*   fc 

ppBi»nt*fcion*    from   921028  *r   HO4  m«  •tinge    bvtiuten   utll    &  NRC  '' 

in   Btfchi.da.ND.Util    pUn   to   allay   NRC    b  public   concurn.   ovtr  ! 

eaf«tij    qutiti  onabU.  ; 

OARCE.B.P        rn^tttuta   for   Policy   atudl-..       02/11/il.       DENTONrH.R.     •• 
Oft  It*    of  Nucl*»r   R»«ctop   flejulation,    Director.      KEPFLEfl.J.O,       Rn<r  , 
Dlr>ctor-        7PP-        160!)S;Oe4.       24X   Fich.:  30-329,  82/11/11 


B211I90094  Bumnary   "*   B21O2I   m.etinn   w/utlU  B.cJtfcal,  B&W  h  NUTECH   in 
Btthi»dj,HD   r*  prnsr«*   for   ••i*nii</dunamic    qmlification  *f 
nicfianical   b    «l»ctrieal    aquipm*nt.  Vieuig-r*ph  •    (net 

HERNAMrR.H.       Li«»n«Ing    Branch    4.        92/11/ia,  LJc»ti«inii    Branch    4 

36pp.        16136:145.       24X   FUJ,,:  30-329,  88/11/12.  B2Ul?So94* 


DOCKETED  ITEMS 


1,1    in»t!-*;Ken 


(n   Bithndi,  KQ    to 


ADMAN,  £0.       Lic.n.ina 
50-329,83/11/12,8211190336. 


'  ?M7?'-M  ""*•  u/uti"    <•  Btcht.l    In  Ann   Arbor.  HI 
,:sw,l,n  Auiilurv   tldg.ivc   u.t.r  puap 


E.    NflC  Safety  Evaluation  deport    <SEfl),     luppls    1   correspondenco 

6211010352  Forwards   Suppl    3   to  Befi.  W/o    encl. 

NOVAK,  T.H.      Acditint   Oirectnr    far   Licensing.       82/10/06         COOK.  J   M 
Coniuratn    Pouer   CD.        3pp.        13092:330.        24X    Fi  clie:  30-339, 1 
831 1010352. 


....  ...       „ 

«t»;!r.^  Ptjjl.tlsn,    Dirtctor.      3pp 
" 


H.K.    01,1,.  „ 

341 
.      24X 


6211010133  Foruardi   FETAR  Change  NiitiK*    36oe  revising    deacrl  n  tipn    of 
nituril    cI«m,H0n    te.ting    in    test   .b.tr«t..     N.tur"         P 
C;r™";.u°,^    "tlna    i9   Confirmatory    Is,oc    7    in   Section    1    H 
of   SER    fNUREO-0793).  Info    should    close    out    |5Bue  '" 

COf!K,J.H       Con.umBr.   PotiBr  Co.       B3/10/I2,       DL-NrON,  H  (1        n*#ici,B* 

p 


.  •««.««. 


-••-•- 


.ar   •  »  , 

»   "  *  ? 


"Singl.   Loop   Matural    Circulation 


»>pM..    1D 

Ue.n.e  Condition   H 


iefc.:  50-329, 


S21004006B 


w    I      K    3 

em   »•  «•  3.  30- 


""' 
Btfu    ()ut   fiEB 


Ltr   82-17    fn       11 

;a    ;  •  :  ; 
"  -  «  -  ! 


Q21007001?   0.n.,P|E    Ltr    02-21    to   all    1. 

«=-:.":5ij:  B:S.SS  ;>' 

iisjuv  «" 


sa-  •• 


DOCKETED  ITEMS 


G.    Arfjudicatory    correspondence 


920913004,1    FOIA    request    for    document   re    confidential    proposed    QA 
stipulation    proposing    terms    of    compromise     betu>e«n   NltC    fc    utU 


rta  inl ng 
STANIRIS,  B 

of    Rules    and    Records, 
8209150061. 


sues    in    Facility    proceeding 

Affiliation    Unknown.       B3/IO/O1,        FELTOK,  J.  «.        Division 
Ip.        13963:012,        24X    Fiche:  50-329,  B2/  1  0/01, 


B2I1050033  Responds    to   FOIA   request    for    document  re    confidential 
proposed   OA    stipulation    suggesting    terms    af    compromise 
botuieen   NRC    fr    util    pertaining    to  Oft,    issues    In    proceeding 
Document    completely    withheld     (ref   FOIA   Eismptions    4    (.    7 } 
FELTON.J.M.        Division    of    Rules    and    Records.         02/10/13,        STAMIRIS.B 
Affll iatlon   Unknown.        2pp.        15963:013.        24X    Fichi 
BS11030033. 


:  50-33*},  B3/  1  O/  13, 


8211020401    Forwards    audit    repti    t.    other    document)    issued    tg    GA    dept 
W/o   encI.FIslated    correspondence. 

BRUNNEH.J.  E.        Consumers    Power    Co.        B2/10/27.        BECHHOEFEII    C    , 
HARBOUR, J.,     COWAN.F.P.        Atomic    Safety    and    Licensing    Board    Panal 
3pp.        15B<JO:  211.        24X   Fiche:  50-329,  B?./ 10/27,  B211020flOl . 

0211020391    Advises    that    lies  i  gnat  i  on    "privileged    t.    confidential"    on 
responses    to    interrogatories    should    be    ignored. Svc    list 
enct.  Related     correspondence. 

DRUNNER,  J.E.        Coniumers    Potuer    Co.        02/10/28.        STAMIRJS,  B.        Stamiris, 
a.        2pp.        15BB9   002.        24X    Fiche  :  50-329,  B2/  1  0/28,  B21  1O2Q39I . 

S3110206I6  Order  e. tending  time  until  021112  for  Commission  to  act  to 
review  ALAD-671. 

CHILK.S.J,       Office    nf    the    Secretary    of    the    Commission.       03/10/29 
Cofrtrtiisslnners.         In.         [5386:033.        24X    Fiche :  5O-329,  B3/1 O/39, 
02 1 1 0206  li, 

8211030283  Memorandum  i,  Order  LBP-B2-95,  accep  tiito    B    SUmiris    new   FEB 
cost-benefit    balance   contention    as    let    for  t  h.  Di  sccvery 
requests    on    contention    must    be    filed    within     15    daijs, 

BECHHQEFER,  C.        Atomic    Safety    and    Licensing     Board    Panel          BS/tQ/29 
Btamirit.     B          llpp.        IS910:  3O3.        24X    Fiche  :   50-339,  B2/1  0/29, 
02 1 1 030233. 

B31I030034    Advl.es     that    no    supplemental     testimony    will    he    filed     re    uvc 
water    pump    structure   &  permanent    deuia  terlng  . 
WILCOVE.M,  M.       Hearing    Branch   a        82/11/02.        DECHHOEFEfl.C   . 
COWAN.F.P.,    HARBOUR, J.       Atomic    Safety    and    Licensing    Hoard   Pannl 
2pp.        13939:300.        24X   Fiche:  50-329,  B2/1  i  /OS,  D3|  1030QB4, 

8211080310  Notice  of  appearance  In  proc eeding  ,  Certi fi cat*  nf  Svc  end 
LAUER.H.J.  Consumers  Power  Co.  -AUER.R.J.  luham.  Lincoln  S.  Beale' 
02/11/03.  3PP.  15970:330.  34X  Fiche:  50-329,  B3/  1 1  /OS,  S2]  10BOP10.  ' 

62110-10106   Partial    response    to  020030    interrogaturiea    fc   document 
renueats.  Certificate    of   Svc    one  1. 

W1LCDVE.M.  N.        Hearing    Branch    a,        83/11/03,  Btamii-U,      B          llpp 

15927:025.        34X    Fi  che:  50-G39,  B2/1 1/03,  021  lO40IOi. 

82110904B7   Requeits    that   H   Sinclair   Contention    1    be    rejected    a& 
impermlisible    challonge    to   Commission    reoul  Jtlona.  Ut 1 1    mill 
no    longer    send    parlies   ploaninns    filed    in    Supreme    Court    In 
VT   Yankee    IV    case. 

STEPTOE.P.P.  Iiham,  Lincoln  Z,  Deale.  H2/II/Ot.  BECHHOEFERr  C. 
Atomic  Safety  and  Licensing  Doard  Panel.  Ip,  16008' 24O  Sflx 
Fiche:  50-329.  B2/1 1/O4,  S3I  1O90497. 

8211090470   Momoranuum   !.    order    denying    B    Sta/niris    0209D4    motion     For 
partial    initial    decision    prior    to   commencement    of    remedial 
soils    activities, Possibility   of    benefits    too    imprecise    to 
warrant    imposition    of    severe    time  1   financial    penalties. 
GECHHOEFER,  C.       Atomic    Safety    and    Licensino    Do-ard    Panel         B2/1  1/OS 
Stamirls.     B.        6pp.        16009:176.        24X   Fiche:  30-329,  B2/  1 1  /OS,  921  IO'9047B 


8211130022   Requ«its    NRC    clarify    phrase 
in    Region   3    BSIOS2    ttr    to   util. 
BECHHOEFEfi!  C.        fltnmic   Safety   and   Licen»(no    Board1   Panel. 
PrtTON,  H.  B.       Hearing    Branch   2.       Ip.       16O5&:091.       B4X 
Flch«.'  SO-3a?,  02/11/09,6211150022. 


rga-n  ilatiotial.  ..changes"    used 


B2/1  1/09. 


8211150651    Motion    for    reconsideration   of    ASLB    BE1029  memorandum    fc    order 
on    B   StamiTis    neiai   content  ion.  Subparts     (al    -    (d)    of 
contention    ihould    ba    dismissed.  Economic    considerations 
irrelevant.  Cert  i  ficate    of   Bvc    enc!. 

MILLERjM.   I.         Coniumurs    Pouer    Co.       MILLER,  M.   I.        Isharn,     Lincoln     fc 
Beale,        82/11/10.  Atomic    Safety   and     Licensing    Doard   Panel  6pp 

16061:234,         24X    Fiefio:  50-329,  B2/1  I/ID,  B31 1 1  30651. 

8211160273  Advises    that  NRC    intends    to    sponsor    listed    lections    of   BER 

W1LCOVE,  M.  N.       Hearing   Branch   3.       S2/11/IS.        BECHHQEFER,  C    . 
COWAN.F.P..     HARBOUR, J.       Atomic    Safetu    and   Liciniing    Board    Panel         In 
39.        24 X    Fiche:  30-329,83/11/12,  821 1  160273 


a2111i60333  Order    intending    tlmt   until    B21119    for  Commission    to    act    to 
ravieui  ALAB-691. 

CHILK,  8.  J.       Office    of   tJie   Secretary    of    the    Commission. 
Commiaii  oners,        Ip.        16081:361,       34X   Flche;  50-337,  02/11/12, 
8511 160323. 

B21123Oaoi    Order    «<tending    time   until    921203    for  Commission    to    act    to 
review    At-A8-&91. 

CHILK,  fi.  J,       Office    of   the   Becretary    of    the    Commission.       B2/11/E9 
Commi  11  loners.        Ip.        16186:361,       34X   Flehe:  50-33f,  02/11/19, 
9211230401. 

B2113Q0273    Notice    of    B212O6-1 1    i,  B30104-OB   fc    1O-14    evidentiary    -hoaring^ 
t n   Ml dland,  HI , 

BECHKDEFER, C.       rttomic    Safety   and   Licensing    BoaPd    panel,       02/11/24 
Ip.         16337:  33H.         24K    Fiche:  50-329,  02/  1 1  /24.  8211300273. 

K.     Utility    Final    Safety    Analysis    Report    (F0AH)    t  amends 

8211290466    Forwards    Amend    110  to    application    for  CP>    k   DLs,  containing 
Revision    46    to    FBAR    encompassing    site    emergency    plan. 
COOK.  J.  W.       Cor>mmer«    POUIVT   Co,       B2/I1/OS.       DENrON.IiR.       Office    of 
Nuclear  Reactor   Regulation.    Director.        Ip.        16227'09O        24X 
Fiche:  30-329,  92/1  1  /OS,  B21 1S90466. 

— S311B?04BO  Revision    46   to  FBAR,  consi  s  timg    of    site    emoroBncy    plan,  Tiuo 
oveniie   drawings    encl.  Aperture   carrfs    available    in   PDR. 

*  Consumers    Pouer    Co,        82/10/31,        236pp.         16227:092         24K 
Fiche:  80-329,  B2/U/-05,  8311290466. 

B2111SO204    Foruard*    Affidavit   of    Bvc.    for    Amend    110    to    applitation    for 
CPs    fn    QLs, consisting    of    Revision   46    to-   FSAK. 

SULLIVAN.  T,  J.        Consumers    Power    Co,      02/11/13.      DENTON.  H.  R.       Dfficu    nf 
Nuclear  Reactor   Regulation,    Director.       3pp,        16137'39S        SIX 
Fiche:  30-329,  0a/l  1  /1 5,  B21 1 1B0204. 

0.     AJvisory    Committee    on   Reactor   Safeguards    reports   I-    corres(innd  enc  o 

B211300004   Formarda    "Ftept    on   Design  t.  Const    Problems    for   Period    From 
Start    of   Const    Through    B30630,  "    in  response    to  820608 
request. Proposed    program    for    independent    design  &    const 
verlficatldn    to    be    addressed    in    futur-e    BER    suppl, 

NOVAK, T. M.       At»t*t»nt    Director    for  Licensing.      82/11/19.       8HEWMDN, P. 
ACftS   -    Advisory    Committee    on  Reactor    Safeguards.       3cp,       16363-214 
24X   Fiche:  50-329,82/11/19.8211300004, 

--B2113000O5    "Repb    on    Design  fr  Const  Protloms     for   Perioil   From  Start    of 
Canst   TJirough    B2063O.  " 

*  Region    3,     Office    o-P    Director,       02/11/19.      39pp,        163A3' 217         24X 
Fiche:  30-339,  82/1  1/19,  8211300004, 


B31109Q495  Provides    info    on    appointments    to    QA    dept    as    of    821025, 
Related    correspondence. 

DRUNNER,  J.e.       Conaumers  Power   Co        B2/I1/C*S.  Atomic    Safety    and 

Licensing   Doard    Panel.       Ip.       16000:278.       34X   Ficn*;  50-327.  B2/  H/OD, 
B21 1090495. 

B211150445  Formard*    documents   responsive    to    820330    request,  Numb  ei"s    17    k 
23. Svc    list   d    index    of    documents    only    encl .  Related 
correspondent  e. 

BHUNNER.J.E        Consumers   Power   Co.       02/11/OB.       BTArllHIS.B.       Stamiris. 
D.       4pp.       16037:  172.       24X   Fie  he:  50-339,82/1  1/00,6311  150445. 

8211150446  Motion    to    extend    time    to    file   OA    testimony    &    for    deferral    of 
921130  QA  hearing    until    831213.  Applicant   unable    to    prepare 
responsive    testimony    within  allotted    time    f  rame.  Cerfci f i cate 
of  Bvc   encl. 

STEPTOE.P.P.       Consumers   Pouer    Co.       8TEPTOE.P.P.        Isham,     Lincoln    *< 
flsale.       82/11/00.  Atomic   Safety   and   Licensing    Board    Panel.        Spp. 

16057:120.        24X   Fiche:  50-329,  82/1 1/08.  821 1 1  50446 


P.     Operating    license    stage    documents  fc   correspondence 

S2111&Q010   Partial    r«*ponse    to  FOIA  request    for    documents   re   HWR    design 
defic(«ncies    &    major    interim  ac  tions.  Foruar d«    documents 
listed    in   App    A. App    B    documents    available    from  PDR. 
PEL  TON,  J.  H.        Division    of    Rules    and  Records.        B2/10/04.      HrtFNEP.,  D. 
Affiliation    Unknown.       8pp.       16122:096,       24JC    Fiche  :  30-000,  B2/1  0/04, 
S2111&0010, 


— B2O4I9O041    "Study    on    Svc    Water   9ys  Foultno. " 

*      Operatins    Heactors    Assessment   Branch,       B2/02/33 
16123:343.        24X   Fi  che  :  30-000,  82/10/04,  821  1 160010. 


23pp. 
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^t?BiMn'°J?°*i!CM  ?a~37'     'c'«>'lng    I"   Upper  8h.ll    t 
.  "Sv"    lift    , nil  °f    8*"m  °*n *"*«"•    »*   Op.ratin 

eh*:  30-000,  a2/09/IS.B20BI90220CT    '      '""'         10S''f'-        15930: 


B20&I90232    IE    Info   Wotica 


, 

^t.  '?ii::!: 

Fled.:  30-000,  Sa/09/SS, 


. 

:  50-329.  02/10/13,  B21  101&239  . 


«n.« 

.  e 


?r  t  * 

IISpP' 


16091. 


823  1  1  90275. 


-- 

lthe;  30-32?,  B2/  1  1  /OB, 


's— 


in>    rB(1Qrti   * 


correspondence 
ice  rept    for    Sept    I9H2,  i 


'^jw'       Coniuatri   Power  Co.       82/10/25.       DEyoUNO,  fl  C        Direct      ' 
Flch.:SO-329,S2/!o/25,'B2nSa005l0r"mBnt         l°3°PP'        l5t>B7-^.  * 


S^R.porUble   occurrfncBa,    LEBf   i   related  c 


orrespotidenc 


tffcit  led. Caused    bu    imprt 

replaced, 

•  M.  0,       Consumers   Potuer  Cc 

8211060177,  ^    Cr*          P"' 


ET 


^JIliST1    Int9rim    "•'*<'•'•««    rept    re 


iche:  50-339,  BS/10/29, 


t    tampered 


KSfSrii. 


03022B 


lerator    au«  i  1  a 
I    an    B20326. 
-ept 


EHmi<M98  Forward,  PNQ  i   utll    preS 

'"*""'    "fcl"   '*  " 
«»    eipectad    bu   831107 


B2II3001B7. 


ease    re    installation    of 
d    site.  Follouup    rept 


EISENHUT.B 


Fiche:  50-329.  B2/1  1  /15. 


™cJn  t:  ;r  i 


.:5o-ooo,02/n/i6.gaoaio2Ja. 


1"    '"   LWR  «"  F 

1  »*•-«-». 


• 


73,,. 


'|EM,H.  A.      DBchtel    Corp. 
Ficho:  50-329,  B2/07/03, 


DOCKETED  ITEMS 


— 83I11B0392  Teitimony    nf  WO  Corley   re    p  lent  .  cone rete    wall    crock    repair 
program.  Hep  t    entitled.     "Effects    of    Cracks     on   Servi ceab i 1 i tg 
of    Structures    at   Midland   Plant."    incl. 

CQftLEY.g.O.  Consumers  Power  Co.  CORLEY,  U.  0.  Construction 
Ttchnologg  Labor*  tories.  83/11 /OB.  4Spp.  16139:  113  24X 
Fiche:  50-327,  B2/O9/QB.  B21 1 IH0348. 


— 83H1B0356  Teitimonii    of  RD   PBC  V .  Sure  harg*    program    at    dieitl    uenerat, 
olrfg    e-Ilminjteif    ing    potential    future    s«  tt  lemenfc    problem) 
du»    to    coirpressibil  Ity    of    plant    fill    matl    t,   due    to    lack    of 
hoJtiog entity. 

PECK.  P.  B.        Consumers    Pouer    Co.        B2/11/O3.         376pp.         16139^154          24 
Fiche:  50-33?,  BS/09/09,  821 1 1B034B. 

--B2111B0362   Testimony     of    U    Bird    t-   R   Uheeler     providing     addl     info    on 
nonconformanee    repti    par  ASLB    request    In    B2O7O7   memorandum   & 
ord er , Proce durei    outlined   provide    Adequate    control*    to 
prevent    dJmage    to    underground    utili.Certlficate    uf    Svc     end. 
8IRD.W.  ,     WHEELER. R.        Consumer!    Power    Co,         B2/1I/15,         -10pp. 
16140:172.        24X    Fi  c  he:  30-329,  S2/09/OB,  B21  1 180348. 

B21021O4B1    Forwards    testimong    of   WC  Paris    re    permanent    deuaterinfl    mgs 
for    iit«    «•  RD   Moods    re    1  lo.uefac  tl  an   potential    at    aitr. 
Certificate   of   Bve    enc I . Related    correspondence, 
BRUNNER.J.E.        Consumers    Power    Co.       B2/1Q/1B.        HARBOUR, J    , 
BECHHOEFER.C     ,     COWAN, F.  P.        Atomic    Safety    and    Licensing    Board    Panel, 
4pp.         13763:026.        24X    Fiche:  30-327,  S3/ 1O/ 1H.  82102  IO491. 


3211230192    Transcript    of    821118    evidentiarg    hearing    In   Midland,  Ml 
Pp    9.  I73-T,  42B. 

*  Atonic    Safety    and    Licensing    Board    Panel.        B3/  1  1  /IB.       B'-Upp, 
16  180;  034,.        24X   Fiche:  30-329,  B2/  1  1  /IB,  BH1  1230192. 

S211270041    Transcript    of    831119    hearing     In   Hid  land.  HI.  Pp    9,  429-9, 
Supporting    documentation    »nel.  ._ 

»      Atomic    Safttu    and    Licencing    Board    Panel.        B2/11/19.       309pp. 
1621  I:QQ1.       24  X   Plena;  30-327.92/1  1/19,  8211290041. 

S21129Q19Q   Tranicrlpt    of    B21120    QL    hearing    in    HldUnd,MI. 
Pp    9,  fi44-9j  7T).  W/*li    ovenlie    f  1  g  uret,  Aperture    carrfi    are 
avalUole    in    FOR. 

*  Atonic    S»P»(iij    and   Licencing    Board    Panel.        B3/11/3G.       IBOpp. 

107.        24  X    Flchs:  30-339,62/1  1/BO,  B311B90I90. 


621J300356   Tr*ntcrlpt    at    B2  1  1  SB   OIL    hearing    In    Ml  dland.  Ml  .  Pp    7,  7GC 
9f  973.  Bin    ov»nlie    Pigurei    ont  1  .  Apert  ifre    cardi    are    available 
In   PDH. 

*      Atomic    Safvtu    and    Llcan»fng    Board    Panel.       82/11/28.       37-bpp 
1&Z43:  319.        24  X    Flchs:  50-329,82X11/32,  S2I13O0336. 

B21130023*?   Transcript    of    B21123    hearing     In  Ml  dl*ndr  MI  .  Pp    9,  "?73    - 
1.O14B. 

Atomic    S»P«ti/    an  if   Llcenitng    Board    Panel.        B2/11/33.       l£Opp. 
;  235,        24X    Ficfte:  SQ-329,  B3XI  1/23.  B31  1  300239. 


--B2102104BB   Tettimonu     of    UC    Pari*    re    permanent    dauiatering     t\jt     tar    site, 
Sgs    uill    provide   acceptable   niBthoi)    -for   rcmpving    uJater    from 
gr«nu]ar   plant    fill    matl. Related    corresponiiBnce.  Qver>  1  i  e 
draining!    end.  Aperture    cards    available     in    PDR. 

PARIS,  W.  C.        Consumers    Pcuer    Co.        B2/1O/15.        162pp,         1S762'O31          24X 
Fie  he:  50-329,  B2/ 10/1  B,  B2 1 021 0481. 

— B2IQ21O4ltM    Teitiraonij     of   RD   Uooils    re    liquefaction    of    saturated     sand 
during     earthquake    After    remedial    measures     taken, plant    uill 
be    safe    re    liquefaction    of    sands.  Re  fated    correspondent e 
tJvvTciie   drawings    enc  1.  Aperture    cards    available    In    PDR, 
WOODS,  R,  D.        Consumer*    Pomer    Cn,        B2/1O/13.        43pp.         157^3:193          24)f 
Fiche:  50-329,  SS/IO/ IB,  B2102I04BI. 

B21106O345    Foruartfs    JO   Keppler,D   Hood.J   Ollray.RJ   Cook.  ItD   Landsman, 
UN   Gardner    d    WD   Shafer    ceitimong    on   OA. 

WILCOVE.  M.  H.        Hearing    Branch    2,        B3/1O/29.         BECHHOEFEft,  C.  , 
COWAN- F.  P.,    HARBOUR,  J.       Atomic    Safetg    and    Licensing    Hoard   Panel. 
4pp.         15954.071.        24X    Fiche:  50-329,  S2/ 10/29,  B21 10AO345, 

— B211O60356   Testimony    nf    JO  Keppler   Bupp  lenie  nting   Jul     I9B1    teatiniony    ro 
QA,  Bolls    remedial     work    should    be    permitted     to    continue. 
Thirrf-partg    assessments    uiill    bo   per  formed ,  NHC    inap    effnrt 
increased    fc    uork    author  1  lati  on    controls     Imposed     by    NRC. 
KEPP-LER,  J.  0.        Region    3,     Pffice    of    Director.        B2/10/29. 
15934>    O75.        24X    Flche:  30-329,  82/10/29,831  1060345., 

— S211OiO3i4   Testimony    of   D  Hood    re    loose    sands    beneath    svt    water    piping. 
Related     events    prior    to    8<   after    B203li   notification    of     IOP«B 
sandi    discussed.  Deuiatering    control    during    plant    operation 
can    be    limited   ui/proposed    corrections. 

HOOD,  D.        NHC    -   No    Detailed    Affiliation    Given,        H2/1O/29,        Bpp. 
I5<?54:227.        24X    Fi  che:  30-329,  £12/10/39,  B21  IO60345. 

— aai!O6O371    TeEtimong    of   JUOllrag    pe    plant    QA   program    for    underpinning 
activities    on    svc    water    pump    structure    S.    ao»lllarg    oldg, 
Utll     reviled    QA    plan    for    lolls    remedial     luork    acceptable    to 
HRC. 

OILRAV.J.W.       Qualitu   Assurance   Branch,        B2/1O/39.       Spp.       1S951:24H 
24X    Fiche:  90-329,  B2/ 10/29,  B2 11 060343. 

— B2I1OA03B3  Teitimong    of  RJ  Cook.RB  Landsman, RN   Gardner    b   Wtt  Shafer   re 
QA.  Major    underpinning    activities  at    Pier     12   to    be    clOGelg 
monitored.  fJo   addl    activities    authoriied    unless.   NflC 
requlromenti    re    qualitg    elements   satisfied. 

COOK,  Ft.  vl.  ,  LANDSMAN,  R.  G.  ,  GARDNER,  R.  N.  Region  3,  Office  Of 
Director.  a2/lO/2<?.  174pp.  15734:303,  24X  Fi  cho '  50-329, 
82/1O/29,  B21 1060343. 

B2IIS2O14O   Transcript    at  821113   evld*ntlarg    hearing    in   Midland,  HI 
Pp    S.  547-B,  743. 

«      Atomic    Safetg    and    Licensing    Board    Panel.        B2/1I/15.       441pp. 
1616!  :  O59.        24X   Flcho:  50-329,82/11/13,  B21133O140. 

6211230035    Transcript    at   B2111&   hearing    (n    Mi  d  land  ,  MI .  Pp    8,  744-B,  973. 
Supportiv«  malls    sncl. 

«      Atomic    Safety    and    Licensing    Boavd   Panel.        92/11/lt.        2S5pp. 
16163:  I4O,       24X  Fiche:  50-329,  B2/1 1/16.  8311820033, 


Operator   E  rartii  nati  ons 


B210I3O019   Oen»rlc    Ltr    O2-1Q    bo    all    yauitr    reactor    applicants    & 
licensed    re    reactor    operator    &    aenior    reactor    operator 
reqiiBllf  icat  i  nn    eianris.  Ad  vi  sn    that    eiam*    begin    at    facility 
after    8210Ol,Svt     list    enc 1 . 

riSEMHUT,  D.  0.        Division    of    Licensing.        B2/10/J3.  Con  ID!  i  ilato 

Edition   Co-,     nf    N«ui   York.     Inc.        15pp-        J&O02:  234.       24JC 
Fichu: BO-000,  B2/10/13,  921O130019. 


DOCKET    50-331    DU«NE   ARNOLD   ENEF10Y    CENTER 

F.     Securltg,     medical,     emergencv    &    fire    protection    plan* 

B21004006B   Oeneric    Ltr    83-17    ta    all    power    reactor    llcensem    8. 

applicants    &    holdor-a    of    CPa    re     Incona  i  s  tent  ij    butuiDen 

reqejlrements    of    1OCFR90.  SH<  1 1    Z,    STB    for    performing    audits    at 

emergeTieg    preparednesia    programs,  Svc    list   encl, 

E1SENHUT, B.  Q,        Division    of    Licensing.        02/10/01,  Consolidntu 

Erflson   Co.     of    Neu   York.     Inc.        llpp.        IA002:2BB,       S4X 

Fiche: SO-OOOj  82/10/01,82(0010060. 

9210070019   Generic    Ltr    B2-21    to    all    lic»nieE>i    (,  appllcanti    of    tiue 
power    reactors    re    Tech    Specs    for    fire    protection   audit*. 
Fo'TiuflrdB    g-ui  dance    di  SCOBS  ing    genorfll     scope    !»   describlnu 
elaments    to    be    included    in    audit. Svc     Hit    *ncl, 

EISENMUT,  D.  G.        Division    of    Licensing,        Ba/10/OA.  Consolidate 

Ediion    Co.     of    Hwia    York.     Inc.        I9pn.        18993:338.       24X 
Flehe: SO-OOO,  92/ 10/OA,  B2IO07O01 f. 

B21I030006  Releaaei    public    version    of    rovltad    amtraencu    plan 
Imp- lenient  Ing    procedure. 

FELTON,  J,  M.        Division    of    Ruin    and    Record*.        B2/10/M,  Doc  um 

Managsmant    Branch,        lg.        IS93BrS07.        SAK  F( che: 50-331 ,  H2/10/ 1 4, 
B21103000A. 

— B211030007  Foruiard*    public    version   op    Revision    1    to    Emergnncg    P 
Implementing    Procedures    EPIP    4,4,     "Pr&boc t ton    Action 
Quitfei   It  e»po»ui-e    Limits.  " 

MEYER,  K.  A.        loua   Electric    Light   &    Power   Co.       02/09/28.       UENTQI 
Office    at    Nuclear    Reoc tor    Reguletlon,    Diraetor.       2pp         ISfJB 
24X    Fltht:  50-331,  B2Y1Q/ 14. 821 1O30006. 

— B2H030012  Puolic    version    of    Revision    1    to    Emergency    Plan  ! 

ImpUmentlng    ProcedurB    EPJP    4.  4i     "Protective  Action   Oulda* 
tt  Eipoiure    iimit*,  "    Revision    10    to    control    sheet    encl  i 

»       Ic-iu*    Electric    Light    (.   Pouer    Co.       83/09/23.        lino      ' 
24X   Ftche:  5O-331,  B3/ 1O/ I  4. B21 I03O006 


B211040001    Forui.rds    *uppl    to    utll    B20A32   response    to    fire    nrot»c 
rule    10CFR50,  4B(cKS)    b   Section    1II.O.3    of    App   n,  conPirmlna 


Item*    discussed    it    B210I4    meeting    u/mc.Mdl    justification 
for    exemption    rsqutati    mill    b»    «ulimlttB(I    nil  thin    H  uiki 
fiDOT.L.D.        loua   Electric    Light    8.   Power   Co,        BB/10/Se        DENTOM,  H 
Office    of   MucUar    Reactor    Regulation,     Dii-actor.       San         1392.6    23 
24X    Fiche: 50-331.62/10/28,821 1040001. 


8211230O42    Transcript    of   821117   hearing    in    Mi  d  1  and,  MI .  Pp    8,973-9,  192. 
Prof    qualifications    of   JR   Wrski    end. 

*      Atomic    Safety    and    Licensing    Board    Panel.        B2/11/17        224pp, 
161 75-:  001.       24X  Fiche:  50-329,  B2/1 1/17,  B21  1230042. 


B21J100B34  Release*    public    venion    ot    revit-ed    •mergencu    plan  : 

FELTONiJ.M.        Division    of    Rule*    and    Records.        B2/10/2B  Doeuih 

Kanaaement    Branch.        Ip.        16041:001.        24X   FI ch»: 50-331,  6S/IO/2BJ 
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B21029010B   Q*ii*ric    Lt 


FIch.:SO-000,  82/10/30, 

3211040379  fl«n»rit    Ltr   8 
lnf,«t.d    IAEA    ,,,rt! 


n    C..     a, 
.:  so-000, 


c  i  . 


'•Pl.y.Bt 

" 


P.     Qn.r.n,,,, 


si. 


.,jBSr 


:»».       S4X 


^  50-331, 


—  82I1O90I11    An.n,| 


9211090127  Safetu    «vaiuatinr, 

^-^^'  ^'-:h-^:  --Mr 


-  - 


*.  to  NRC  Q30739 
e  Test 


DENTON.  II 
15919:  30:).        Sift 


r^i^ 

--^ 


'  ASHE  ^»^»  teati 


DOCKETED  ITEMS 


0211160047    fleneric    Ltr    92-26    to    power    re-actor     licensees     (encept     Fort    Ht 
vrain)     re    NUREO-0744. Revis ion    1,     "Pressure     Vessel    Matl 
FrtckuT*    Toughness.  "    Foruardi    NUREO-O744,  Re  vision    l.H/n 
fnel.  Svc    Hit    end. 

EISENHUT,  D.  0.        Division    of    Licensing.         BS/ll/tS.  Con  sol  1  d*  todt 

Edison    Co.     of    New    York.     Inc.        B2pp,         16332'  312         24X 
Fichu  SO-OQO.  B2/H/12,BaiII6OO47. 

93I117O137   Application    far    proposed  Amend    RTS-144    to    License    uPH-44 
(iroviding    "PUn    for     Integrated    Scheduling    af    Plant    Mods," 
fifJOT.L.U.         l.iwa    F.lECtric    Light    fc   Pcuar    CD.         83/11/13,         DENTON,  H.  R. 
Office     of   Nuclear    rtaactor    (legul  ation-     Director.        3pfl.         li!O9'  O78 
24X   FfrhiT  50-331.  8^/11/12,8211170137. 

--B211170142    "Plan    For     Integrates    Scheduling     of    Plant    Modi." 

»       loua    Electric    Light    !<   Power    Co.        B3/1I/12.         12pp.         16109' 091 
24X   Fiehe:  50-331,  B2/1 1/12,921 1 170137. 

B211B3OI6B   Application    for    amend    to  License    DPR-49. ruf I  at  tins 
admini mtrat Ive   changes   made    in    poiition    title*. Class    II 
amend     f  tr    one  I. 

ROOT".  L.  D.  Iowa  Electric  Light  (.  Pouier  CD.  B2/11/I4,,  DENTON,  H. 
Office-  of  Nuclear  Reactor  Regulation,  Director  Spa  1M79'  312" 
34X  FIche:  50-331,82/11/16,821  1330168. 


620019-0223    IE    Info   Notice    02-30,     "Change    In    Format    &   Di»ti<ibutii 
For    IE    Bullitlnn  Circular*    <<    Info    Mot  lean."    Bvt    1  ut    end. 
DEYOUNO.R.C.        Director's    Office,     Office   of    Intpuction    and 
Enforcement.       82/07/22.  Coniol  Itatsif  Edison    Co.     of   Wow    Vorl 

110pp.        16019:021.       31X    Fiche:  &0-OOQ,  B2/O9/22, 020B1 70223. 

BSOB110S33    IE    Info   Notice    B2-4O,     "D«f  ic  i  enc  i  e s    in    Primary    Conto: 
Electrical    Penetration    As«e mb  1  i  OB.  "    Bvc    list    end. 
JORDAN.  E,  L,        Division    of    Engineering    Si   Quality    Assurance.       fJ2, 
Coti»o  1 1  dais  d   Edison   Co.     of   N*ui   Y-ork,     Inc.        IIKpp.        139.10:  OH 
Flch«:  SO-OOG,  BSJOf/SS.  0.2OB1  70232. 

8211090271    Notification    of    031103    meeting    m/utUs    If  Franklin   Flct 
Ctr    in    Hetheida,  MD    to    discuss    design     (IE  Bulletin   30-11)    f, 
use    of    "energy    balance    technique"    &    "arching    ttiaaru", 
TRAMMEL-L,  C.  M.        NfIC    -   No    Detailed   Affiliation   Oivonr       B2/1O/07. 
-   No    DutaiUd    Affiliation    Given.       -tpp.        1597BralB.       2"1X 
Fic.h«;  SO-OOOj  B2/1O/O7,  BSl  10B0371, 

8209190239    IE    Info    Notice    BH-41,     "Failure    of    Safety /fie  1 lef   Vulva 
Open   at    BHf).  "    Bvc     lift    oncl, 

JORDflN,  E.  L.        Division    of    Engineering    &  ttualltg   Ataurnncu,       f)S/ 
Coniali(fat«d   EJiion    Co.     of   Neui   York,     Inc.        110pp.        ISIt.Q;  ins 
Flch«:  SO-000,  B2/1O/2S, 


—9211330170  Proposed    Tech    Specs    reflecting    a dmini i trat i ve    chBnanB    made 
in    poai  tion    titles. 

»       IDWJ    Electric    Li^tit    &   Poiuer    Co.        62/11^16.         12PP  16179-314 

24X    Ft  che:  SO-331,  B3/1 1  /li,  B21  1230  IAS. 

Bail23O300    Application    to   amend    License    DPR-49,  chang  i  ng    App    A  Tech 
Specs    re    automatic    depresiuri i a tion    *ys    CADBI/cor*    spray    b 
AD3/RHR     (LPCII    interlock    nuitch    setpaints    to    provido 
coniiitencv    in    Inputs    for   all    ECCS  analysis . 

ROOTiL.D.       Iowa   Electric    Light    fc  Power    Co.        BH/S1/1B.       DENTDNiH.  fl. 
Office    of   NuclEar   Heaetor   Reoulation.     Director.       3pp.        1 A 193- 339 
24X   Fiche:  30-331,  82/ 1  1/18,8211230300. 


82I11400BO  Summarg    af   B2I103  meeting   w/otila    TO    IE    Bulletin    E30- 1 
ui»    of    "Eneroy    Balance    TechniquD"    tt    "arching,    action"    for 
mai-onru    u«l  I    qualification. 

TRAHMELL.C.  M.        Operating    fleactori    Dr»neh    3.        fla/ll/OS.  Clfier 

Reactor*   Branch    3.       32pp.        lc.lOB;33B.       K4X    Fi  cno:  30-OOO,  B2/1 1  / 
B2111600SO. 

8211290443  Foruarif*    IE    Inap    Kept    5O-331 /02-1 3    on   BaOQOl-0930,  No 
noncomplianca    noted. 

STftEETEH,  i/.  F.        Division    of   Project   &    ft  siifont    Cronrunn.       O3/11 
ARMDLD,  D.        law*   Electric    Light    S.   f'oua  r    Co.        3pp.        1A2I9'04!) 
Fie  he:  50-331,  B2/11 /09,  82J 1H90443. 


—0211230302  Tech    Specs    Table   g.2.B,Pa!)e    3.2.  11    re    ln«tr  umentat  i  on    that 
initiate*   or   control*    core   &    containment    cooling    sy*. 

«       Joua    Electric    Light    J,   Pouer   Co.        82/11  /IB.        lp.         16193-360          24X 
Fiche-:  50-331 ,  B2/1 1 /IB,  BSl  1330300. 

B21123O437    Discusses    problems    in    achieving    final    ags    opsrational    status 
for   NUREO-0737    Item    II. F.I,    "Post-ftcc tdent    Monitoring    Motfv  " 
Specific    Action    to   revise    operating   procedures    not    cost 
effective    or    nece*«aru    for   nuclear   safety. 

ROOTi  L.  D,  loua  Electric  Light  t>  Pouer  Co.  B2/ll/ia.  DEHTDN,  H. 
Officn  of  Nuclear  Reactor  Regulation,  Dir-ac  tar.  App,  lcil73'OB9 
24X  Fiche^  50-331,  83/t  1 /IB,  BSl  1230457. 


—921139045-1  IE  Imp  Root  5O-331/9S-13  on  B20BO1-0930.  Na  noncdmp 
nat»d.  Major  areas  Intpet  tad:  operational  safetg  varific.it  Ion. 
monthly  nalnt  &  surveillance  obiervatlon,  LER  f  ol  louup,  r«vleu 
of  plant  operations  &  plant  trlpi, 

CLARDY,L.a  ,     WALKEM.n.D.       Diviiion    of  Pv  a  JDC  t   6   flea  i  dan  t    Pv  a 
B3/I1/OB.        7ppi,        16219:047.        34X   Fi  cho:  »O-a3E,  Ba/ll  /09,  1121  1  B 


830B19034B   IE    Info   Notice   83-43,     "Dftf  it  i  one  i  a  •    in  LWff   Air    FiltPfl 
Ventilation    Syi.  "    eve     Hit    one  1  . 
JDRDAN.E.L.        DiviBion    of    Englntrorlng    tt   Quality    A«iuriinco.       O2/ 

Coniolldated    Edlinn   Co.     of   Hvia  Ynrt  ,     Inc.        Hipp 
Flc.h»:  aO-000,  B3.fl  1  /id,  G20BI9OH4B. 


B21129O754   Rrvi ted    application   to    amend    Licon»e  DPR— J9,  incorporatlnfl 
chans»s    to   reflect    surveillance    requl rement »    re    functional 
testing    of  mechanical    snutbera    per  820B2O    submlttal.No    addl 
fee   required. 

fiOOT.L.  D.        Ionia   ElHctric    Light    «.  Poiuer   Co.        B2/11/24.       DENT  ON,  H. 
Office     of    Nuclear    Reactor    Regulation,     Dime  tor.        Ip.         16229;  102         24X 
FIche;  5O-331,  82/11/24,8211290734. 

— BailH907&O  Proposed    Tach    Spec    changes    delaying    implementation    oP 
surval  llanct   requirement    for    functional     testing    of 
mechanical    inubber*    until    first    scheduled    refuelino    outage 
after    B30630  a   adding   manual    stroke    teat    in   Interim. 
»      laiaa   Electric    Light   (.  Poiusr   Co.       B2/11/34.       3pp         l£,3St-  103 
24X    Fi  che:  50-331,  82/1 1/24,  82 112D0754. 


8211230095  Ack    receipt    of    821103    UT    inforrainfl    HHC    of    itep*    tnh* 
corre-ct   violations   notatf    In    IE    Insp   neptj  30-3,11/02-11. 
NDRKLIUS-C.  E.        DlvUton    of    Enp  1  nBerln g    fc  Teehnicdl    Progrnrnt. 
H3/II/17.       ARNOLD.D.        Iou.a    EUttrlc    LiBfit    t:   Pouiar    Co         in 
16193:316,       24X   Fiche:  SO-331,  82/11/17,  B21 12J0093. 

-- B2U230105  Reipondi    to    NHC    B2I007    Ur    re   violatloni    noted    in    II 
R«pt    BO-Sai/BZ-ll. Corrective    net  inns; operabl  1 Itu    test 
procedure!    For    HPCT   ft   RCIC   revised    &    Instrufnvnt*    u«n<l    to 
measure    ins  er vice    teat    quant  1  ties    revlouied. 
ROnT.L.D.        low*   Eloctrlc    Light   I>  Power  Co,       -02/11/03.       HGPPLI 

R»B*on   3,     Office    of    Director,        lOpp.       1*193:317        aiK 
Flchs; 30-331, 83X11/17,8311250095. 


Q.     Inspection  reports,     IE  Bulletins   fc   correspondence 

B20B190220  IE  Info  Notic«  02-37,  "Cracking  in  Upp«r  Shell  to 
Transition  Cone  Girth  Meld  of  Steam  Generator  *t  Operatina 
PWH.  "  Svc  list  end. 

JORDAN, E.       Division    of  Engineering   &   Duality    Assurance         BB/09/16 
Consolidated    Ediaon   Co.     of  New    York.     Inc.        lOSpp.       1993O-001         S4X 
Fiche:  5O-000,  82/09/16,  82081902SO. 

B20B190222    IE    Info  Notice  82-34,  Revision    1,      "W.lds    In   Main    Control 
Panels..  "    Svc    list    end, 

JORDAN,  E.  L.       Division    of   Engineering    &    Quality   Anurance.       82/07/17. 
Consolidated   Edison    Co.     of  Neiu  York.     Inc.        lO7pp.        lg893'lSS         34X 
Fich*:  SO-000,  83/09/17,8208190222. 

BBOB190229    IE   Info  Notice   82-39,     "Svc   Degradation    of    Thick    Mall 
Stainle«»    Steel    Rec Irculation   Sys  Piping    at    BWH   Plant    " 
Svc    li«t    encl, 

JORDAN,  E.  L.       Division    of   Engineering    &    Quality  Atturance.       BZ/O9/21 
Coniollrfated  Edison    Co.     of  New  York,      Inc.       flapp,        14O17-09B.       JBIx' 
Fiche:  50-000,  82/09/K1,  8208190229. 


"PUR    Lou  Temp    Dv.roreinure 


B20ai902S3    IE    Info    Notice,    B2-45r 
Protection."    Bvc    11-st   sncl. 
JORDAN,  E.L.        Division    of    Engineer  ing    fc    OuolJty    Aasurancv 


Con*olld*ted    EiTI»on   Co.     of  N*u   Y*rh, 
Fiche:  BO-000,  8S/1  1/19,  0200190233. 


[nc.   13oa    16232- 
J«. 


B3/ 


8211230340  Ac*    re,c*ipt    af    831029    Itr    informlnu    NflC   of    .too.    t«k.i 
correct   violation*    noceif    in    IE    ln*p    Flept   30-331/02-13 
PAPERIELta,C-  J.       Bivialon.    of    EmorBoncy    PrBpar«dno«t    i-   Upnrfltloi 

?*5Sr^   ^IJ^'.    AS"OLD'[)-         ID1U"    Electric    Light    t    P«"  "J 
14183:007.       24X   Ftchu:  30-331,  B2/1  1/19.  B211H303-10.  T 


nnttd    in    II 


:  *"  mC  B2091°  ltr  r*  VI.I. 

S.Carrectlva    action*;  cal  i  br    (.i 
urlttin   for    countino   room   inftrume-nfcs   i>a«<t   In   performtna         : 
required    meaiurenienti    utJliilnfl   ETB. 
ROQT.L.D.        tout*    Electric    Llflht    &  Pauinr  CD.       Q2/10/29        KKPPU 

Reolon   3,     Ofifice    of    Dlractor.       3pp.       t&lFJS-OOa        34X 
Flehe:  80-331,  B2/U/19,  021  1230340.  »««o.«W.       B«  , 

8211390820  Ack    receipt    of    B2JOS9    ltr    informln,    NRG    of    .tips    t.kli 
t  n*t"S    In    IE  S-'-BX-'f   In.p   n.pt          P 


lp, 


«        , 

,D         lauia    El.«trJ<    Lljht    t.  tavir   Co. 
Fich»:SO-331,  B2/1  1/22, 
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^tr«tltig   i-iport*   fc  r«ljtfif   cc 


1*150:2(14.       24x  Fieh*'- 

S.    H»portjbl,    occurr.nc.i,    I  FB.    L 
••twrr«nc««,     LERt    (,    rtJjttd 


6pp. 


KEPP4.EH,  J.  0, 


-*  fl  — 


"  • 


IP-  iioosrw.  B*ir'  KEpf"-E"^.o. 


KEPPLEB.  J.  o. 


lp. 


-8211240290  LER   B2- 


B21  1240363 
r.*ctor    6 


r  »  r 

S     5  ?  f" 


92  1ft!  3001  9  etntl,ic   Ltr 
Ilc.n»*.   P.    r-«et»r 


KEPPLEfl.J.  0. 


J.  0. 


KEPPLEfl.J,  fl. 


KEPPLER,  J. 


-Itch,.    C0ntro,,lnfl 


Hln 


(B.  0. 

Edl.on  Co.    ., 
Fieft,:  so-ooo, 
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DOCKET   90-333  JAMES  A.    FIT2PATRICK  NUCLEAR   POWER  PLANT 

_ 

F.    Security,    medical,    emergency   b   fire   pratec  tion  plan* 

B21004006B  Centric   Ltr   B2-17   to   ill    power    r. actor    licenieei    t, 

applicant*   t>    holder*    of   CP»   re    lneon»iBtecic  u    betue-n 

retirement*    of    10CFRDO.  S4< t)    (,   STS   for    performing    audit*    of 

emergenci.    preparadnat*    program*.  Svc    li*t    and. 

EISENHUT,  D.  e.       Divl*ion   of  Licenilng.       82/10/01.  Coniol  Id*  ted 

Ed  1  ton   Co.     of    New   York,     Inc.       llpp.       160O2' HBB       J84X 

Flchi:  50-000.  62/10/01,8210040068. 

B210070019  Qeneric    Ltr   88-21    to   ,11    licent..i    &  applicant*    of  nuclear 

poutr  reactor*  ri  Tech  Spec*  for  fire  protection  audit*. 
Forward*  guidance  dl*cu»iing  general  (cope  (.  describing 
element*  to  be  included  In  audit. Svc  Hit  incl. 

EISENHUT.D.  0.       Diviilon    of  Lictnilng.       Q3/1 O/06.  Coma  1  Ida ted 

Edlton   Co,     of    Neu  Yorfc.     Int.       19pp.       19993:  330       B4X 

Fiche;  so-ooo,  sa/io/o6,Baioo7ooi9. 

B211030361   Forward*    IE  Safeguard*    Imp    Rept    30-333/Ba-aO    on   830914-13 
No  noncomp  1  lance    noted. 

MARTIN.T.T,       Dlviiion   of    Engineering    *<    Technical   Program*        82/lO/ls 
MCNE1LL.C.A.       Pouer   Authority    of   the    State    of  NIUI    York        Son 
24X    Fiche:30-333,B2/10/18, 8211020361. 


8211300391    IE   Sif  •guarxtt    Imp   Rept  30-333/82-21    nn   62092B-30.  No 
noneompllance    noterf.  Major  areai    inip«c  ted  :  iecuritv 
oraanliationj  tteurity    program   audit,  rtcarde  &  rap  ti.  teitlng  , 
m»int  t<    l&cH    &    ktija. 

MABDEN.W.  ,     ODDY.A.  T-       OivUlon  of  Enflln»>rInB  6  T«chnle*l   Proorflm* 
B2/11/09.       3pp.        16243:256,       24X  Fie  he;  90-333,  S2/I  1/ig,  031  I30037e! 


1SBB2:249. 


--B211030267    IE    Safeguardi    Imp   Rept   30-333/Ba-20  on    B20914-1S.  No 
noncompliance    noted.  Major  area*    Impacted  :  BNM  control    t, 
accounting,  facility    organiiat  Ion  5.    operat Ion, ihlpping    t, 
receiving,  itorage   &    internal    control    S,    phutical     inventoru 
COHEN.  I.,    WdLTNEn.E.,    GODY,  A.  T.       Diviilon    of  En_Mn*erlng   4 
Technical    Program*.       B2/10/13.       3pp.        13802:231         24X 
Fiche:  30-333,  BB/10/1B,  881 1020241. 

B311040321    Forward*    application    to   amen*    Licanie  DPR-39.  Amend    propotm 
editorial    changet    to   Tech    Spec*    to   clarify    high    ppoiiure 
water    fire    protection    tgi    »urveillane»    r*qu  lr«(nent«i  p»r 
IE  Unreiolved    Item   QI-13-02. 

BAVNE.J.P.       Power   Authority   of    the  State    of    Neui  Yor*.        B2/10/BB. 
VA3SALLO,  D.  B.       Operating    Reacton  Branch    3.        3pp.        1393ft' 343        34X 
Flche:BO-333,  B2/10/3Bi  821 1040321. 

—8211040333  Application    to   amend    Llcenie  DPR-&7, propoiLnj    editorial 
change*    to    Ttch    Bptct    to   clarlfg    high    prenure  wattr    fire 
protection    iijt    tui-velllanee   requirement i, 

BAVNE,  J.  P.       Pnuiep   Authority    of    the   St*t»    of  Neiu   York.       B2/10/SB 
If.       13?aB:343.       24X  Fl  ch«:  30-333,  QS/IQ/3B,  B21 1010321, 

— 8B110403S7  Tech   Speci   3.  12  t  4,  la  re    hi8^    pr.iurt    u»tar    Plre 
protection    lyi.  Safety    evaluation   end. 

•     Power  Authority    of    the  State   of    Mtu    York.      82/10/aa        App 
139BB:346.       B4X   Flche:  50-333,  02/10/88,8311040331. 

3210390100   Oeneric    Ltr   88-23   to  all    licentnel    3<  applicant,    re 
ineontittency    betuetn   requlremetiti   of    10CFR73, 40(g )    h    BTS 
fop   performing    «u<jlti    of    lafeguardt    conttnoancy   plant 
(ifcurlty    pl»n),Bvc    lilt    end. 

EISENHUT.  P.O.       Diviilon   of   Llcentlno,        B2/1O/30.  ConiolldatBd 

Edlton  Co.     of    Neu  York,     Inc.       Spp.       13993:311.      24 K 
Fiche:  30-000,  92/10/30,  8210390108, 


Aek    r.Etlpt    of   B20713  (.   1039    Itri     Informlno    NRC   of    itipi 
t«*en    to   correct    vlolatiani  noted    In    IE    Imp   Riot 
30-333/82-10. 

BTARQSTECKI,  R.       Division    of  Project  &  Reiitfent   Prooi-ami.      8S/11/17 
MCNEILL.C,  A,       Powar    Authority    of    the   State    of  Neu   York         la 
161?3:C"72.       24X    FlcJie:  30-333,  02/1  1/17,  B21  1330144, 

—  B3112301SO  Reipondi    to   NRC   BB0614   Itr   r«   violation!    noted    In    IE    Inio 

Rept    30-333/02-10.  Corrective   action*.-  f  ire    barrttn   cloiedi 
•nnunclatoT   procedure  written  *.  admintttrat  £v»  controlt   over- 
maint    tightened1. 

HCNEILL.C.A.       power    Authority    of   the   State    nP  N»u  York        83/07/13 
STAROSTECKI.R.       DlvUlon   of   Project  1  R*.  Jd.nt  f>pogr«nii.       Spp. 
16193:093.       H4X   Fl  Che:  50-333,  82/1  1/17.  821  1230144. 

8311240323  Forward*    "R»«it<miment    of  JA  Fltipntrick    Nuclear  Power    Plant 
for    Canformatiee    to  RequiTementi    of  App    R    to    IOCFR80.  " 
Clarification    of    Info    In    •valuation  d   three    ov»rtii» 
draul-nui   enc  1  .  ApertuTt    cardi   are   available    in   PDR. 
BAYNE,  J,P.       Power    Authority   of    the  Bt»te    op    Neu  York.       BS/  11/23 
OENTON.H.fi,       Office   oP  Nuclear  fleaetor  Regulation,    Director-.       »9pn 
16B04:OS4.       24X   Fi  cne  ;  30-333,  fla/1  1/S8,  G21  1H40323. 

--B211240333   "R  taiinimint    of  JA   Fitipatrlck    Nuclear    Pouier  Plant    Par 
Conformance    to   .Reqiilrementt    of  App    R    to    10CFRBO.  " 
»      Power  Authoritv    of   the  BUte   of   New  York.      02/07X13.       912pp 
14204:  114.       24X    Flche:  90-333,  82/1  1/22.  821  1240329. 

92U300204  Ack    receipt    oP  831013    Itr    Informina   NflC   of    itipi    tiV»n    to 
correct  vlolationt    nottd    In   IE  Emergency   Prepartdntit 
Appralial  Rtpt  3O-333/82-O3.  Due   date   for   tubmlttil   of 
emergincy   plan   changet    extended    to  B21214. 

MAfiriN.T.T.       DivUion    &f    Engineering    &   Technical   Proeramt.       92/11/24 
F1TIFATRICK.  0.       Power    Authority    of   the  State    of  Neu  York         Ip 
16239:001.       24JC  Firhe:  50-333.  62/11/24,  321  13Q02M. 

—  B2I130020S  Respond!   to   NRC   ES042B  Itr  re  violation!   noted   in   IE 

Emergency    Preparedna.il    Appralial   Reptr   90-333/82-03. 

Corrective   ac  tlont:  •>  lit  ing   agreement!   revtiwid  &   updated, 

E<  ten  lion    For    tubmlttal    of  changet    requeitid. 

BAYNEiJ.P.       Pou/er   Authority    of    the   State    of  Neu  York.       BS/10/13. 

HAYNEB.R.C.       Raglan    1,    Office   of  Director.      CRQCKERiH.H.      Olvlilon 

iff  Emergency   Prvparednm.      9pp,      16239:002.      24X 

Fichfl  ;  30-333,  52/  11/2-4,  BS1  1300B04. 

P.    Operating    lleenie    ttage    documenti  d  correipondence 

«--^_«-^«^.->.—  MM  „.______«  _M__^_M-M_M-MMM___-MMfc___i  _______ 

B211030B77  Forwardi   requait    for  addl   Info   re   811102  propoied   noit   to 
reactor   protection   nj*/el*ctrlc   power  monitoring   *ut   tub  \  of 
Multi-Flint    Action    Item  C-1I.  V  J 

VABSALLOi  D.  B.       Operating    Reactor*   Branch   a.       82/10/19.       SINCLAIR,  L.W 

Power    Autho.rlty    of    the    State    of  N»w  York.       3pn,       15943:037.       B4K 
Flche:  30-333,  02/10/19,  B3H030377. 


8211090374  Requeit*    update    on  itetui    of    augmented    oFPga*    treatment    «yi 
by  021130   if   *yt   not   operational   by   that   time,ptr   util 
880601    Itr   re    reiponie    to    IE  Health    Ph-y»lct    Appraltal    Rent 
30-333/60-20.  * 

MARTIN.T.T,      Division  of   Engineering   d   Technical   Programi.      82/11/01., 
MCNEILU,  C,  A.       Pouier   Authority    of    the    State    of  Neu    York.       Spp. 
1,006:067.       24X   Ftche:  30-333,  Ba/1 1/01,8211090876. 


Generic   Ltr   H2-2O   to  all   pouer  nattor   1  is  tnteei,  permit 
holden   d  applicant*    POT   CP  ri   guidance   Por    implementing 
Bflp   rule.  Forward!   NUHEQ-0906.  NUREO  to   be  uitd   ai   interim 
mtaiure   until    Reg   Oirid*   1.  70  revlied.  Svc    litt   end. 
EISENHUT,  D.  0.      DIvl«ion   of  Liieniing.      B3/1 0/26.          Coniolldj  t»d 
Ed  (ion   Co.    oP    Neu  Yorln     Inc.      9pp.       1B993:H95.       24X 
Fiche:  90-000.  B3/1D/26,  82102600QB. 


— B2H0902B2  Ailviie*    thet    committed   date    of    B20401    for   completing)    repair 
&  teiting   of   augmented   gai   treatment    iiji    cannot   b*  mvt   due 
to   problem*    u/druer    purge    line    ti  noble    gatei.jier    reiponi*    to 
IE  Health    Phyiic*   AppraUal    Rept   30-333/80-20. 

MCNEILLiC.A,  Pouter  Authority  of  the  State  of  New  Yorli.  B2/06/O1. 
HAVNE9.fi. C.  Region  1,  Office  of  Director,  Spp.  1600A;069.  24-X 
Flche:  SO-333,  82/1 1/01.  B31 1090276. 


B210270030  Oen.rlt   Ltr   B2-2H   to  all  PUB   licenieei  re  Conor. i.i onal 
reqveit    for    Info    concernins    *team  genir*tor    tub*    Integrity. 
Forward*  Congre«*iran   EJ  Marltg   821019  tuntioni   re   tte«m 
generator    tube    Integrity.  Bvc    Hit  end. 

EISENHUT,  D,  0,      Dlvitinn   of  Lictnilng.      S2/1O/S*.          Cantoltdjtad 
Edlion  Co.    of   New  York-    Inc.      10pp.      16099:332       24X 
Fiche:  30-000.  B2/10/26,  B210270030. 


8211040379  Qenerlc   Ltr  B8-&3  to  all   pouer   reactor   llcani»e>   re 
integrated   IAEA  exerci*e   for  physical    Itiventory   at   LURi.Anv 
commitment    to    participate    in  eierclie    it    voluntary    h  arty 
utll   that   participate*  uill   be   rtlmbur* «d.  Bvc    Hit    encl. 
EIQENKUT,  D.  0.      Dlvlilon   of  Liceniing.      62/11/03.          Ccniollda ted 
Erfl»on  Co.     of    New  York.     Inc.       llpp.       16019:004.      24X 
Fl  che:  80-000,  88/1 1/03,  821 1040379. 

B3U30037B  Forward*    IE  Safeguard*    Imp    Rapt    90-333/ea-8t    on  820928-30. 
No  noncoinpliance  noted. 

MARTIN,  T,  T.      Divlilon  of  Engineering   J.  Technical  Progrjmi.      82/11/19. 
MCNEILL.C.  A,       Power   Authority    of    the   State    of  Neu    York.       Hep, 
16243:  2Q4.       24X   Flche:  30-333.  82/1  t/IS.  021 1300378. 


8311160074  Foruardi   «af«tij   evaluation  for   MUBEO-0737.  Ittm   II.  H.  3  21, 
"fle*t*rt  of  Core   Sprig   &  LPCI   8yi,  "  Concuri    u/BWR  ountri 
group   petition  that   logic    modi    for  LPCI   ti  LFCS  unuarranterf, 
VABBALLO,  D.  B.       Operating    Reactor*   Branch    S.        B2/10/E6.       SINCLAIR,  L, 

Pouar    Authority    of    the   State   of  New   York,        S»n.       16101:093.       B4X 
Fieht:  80-333,  82/10/24,8211160074. 

8311040321  Foruardi   application  to  amend  Lictnie  DPR-99.  Arnend   propBu 
ntltortal   changei    to   Teeh   Sptei   to  clarify    high   prtnura 
uater   fire  prot*ctlon   iigt    murvelllance  raaulrementii  pel- 
IE  Unr«tolvtd    It*m  S1-1S-03, 

BAVNE,  J.  P.      Power   Authority  of   the  State   of   Neu  Yorlt.      Q3/10/9B. 
VASBALLO.D.  B.       Oflirating    Raactort  Branch    8.        Sop.       18988:343.       &4X 
Flche:  50-333-  B2/10/28,  S21 1040321. 


Amind  71    t*  i  . 

"" 


Faru.^, 


^ 


«  ...... 


^MM'Vi!!1' "DiUiiii"*tfnel-41'    "F*'lUr"  Df   8»*«t«'R«li»»  V-lv«.   t 

Cunt aliitfttttf  gijjfc,      ?     ^nS'^*»ring   %,  Oun j  j *,     * 
ric>i«H  qn_***A    __CH*'«'>   CoT     nf  Wan   &-. ,  i       .          *  'W    *^*iurancB         RO  ^  »n>- 


....... 


.«. 

"-   /  i  :;«.-,-;     r::;:;;; 


"  ......  '"' 


'"""  ..... 


...... 


•  ........  '  ..... 


......  - 


DOCKETED  ITEMS 


—9211230079   Re,  pond,    to   NRC   B20B1B    Itr    re    vi 
Fl.pt    50-333/82-13.  Corr.ctlv.    action,  ",r 

Sr^Jid  ?  ;ni,vpc  houri  "icuiat'd  <•  --«<"-<,.d,p   onn 

briefed    I.    folloujup    pair    tamplit    taken 

MCNEILL.C.A.        Power    Authority    Qf    th*    State    op    W.,,,   V«*L 


rtr    , 


--,-,.  in  „ 

«-»trol.   over 


3.        24X    Fi  che:  30-333,  82/1  1  /  17,  B31 
—  B211230153   ti.ipondi     to    NFIC    820614    Itr    re    viol 


8.        24*    Fi  ch*:  50-333.  BS/l  1  /  17,  B21  I23QI44  P' 

6208190253    IE    Info   Notice   B3-45,     "PWR   Low  Temp    0-erpre,  sure 
Prnt.ction.  "    Eve     list    end.  rpressore 

J°^n^'^H    *    ^i?""1   ^    En"in"r"'0    *   flu-Hill    Assurance.       B2/11/19 
ConsolLdated    Edison    CD.     of    New    York,     Inc          93DD          1A21P.  29R          nii" 
Fich*:  50-000,  B2/I  1/19,  B30BI90253,  "         1AS33.  290.         34X 


»r   D.c    1991. 
of   N.H   York.        B2/OI/07. 


.       ^ 
ich«:SO-333,  33/01/07.  B21  1020i45, 


„  , 

9pp.        13386:019.        24K 


- 

of    the   Statt   of   NBU   Yori        H3/0  1  /3  1 
B:  50-333,  82/01/07,  Q21  102O64S 


rdl    monthla    "p«r*tjng    rapt  for   Oct    I9B2 

PolU.r    Authority    of    th.    State    of   Neu    Vnrk         63/11/04 

• 


6ailO90a21  Monthlg  oparatino  rept  for  Oet  1993 
COOK.J  pou<lr  AuthDTlt.,  of  th,  Stat.  of  Neu' 
13pp.  16004,110.  24X  Fiche:  30-333,  S2/1  1  /04, 


821106O133  Foriu.rds    LEft   BB:-046/03L-O 

HAVWFRLnCrfll     DP°f"    *"*'!op'tV    <"    th«    Si.*,    of   New    Yor*.       B2/1 0/B1 
HAYNEB.n.C.       Region    1,     Office   of   Director.       lp,       159SM3i        Sax 
FI  che:  50-333,  B2/10/21.B21 1060133,  *"* 

"a^i!!D?1^|LERJl?~0J*'03L'0:oB    B31°°7'*nt.rme,(iat0   range  monitor    B 
.1       i    ?   j    U  p    *UnC*'on  di|l    no*    trip   D    side  RPS   logic    on 

simulated    doiunieale    si  flnal.  Causod    by    failed    diode    in  mean 
iquared    analog   nond u £ B- Dlod B    replaced 
*      Power    Authority    of     the   State    of    MBW   York. 


B31130020fl   Ac      r.t.lpt    of   831015    Itr    JnformlnB    WUC    of    9t*p*    taken    to 
correct   violatiDns    noted    in    IE   Emergency    Preparedness 
rtppr-ital    Rept    SO-333/B3-O3,  Due    date    for     Bubmitta)    of 
emHrgency    plan    changes    aitended    to  B21214 

MFlJipATRICK    1lvi!1011    ^    Engineerino    fc    Technical    PrpgramB.        B2/1  1/34. 
,™»  HI,     WlJl        Pouor    Authontg    of    the    State   of    Neui    Yort          lo 
16239-001,        24X    FiCh0:  50-333,  B2/1  [/34,  SHI  1300H04.  P 

~aail3MMB   Respond,     to    NFIC    02012B    Itr    re    violations    not.d    in    IE 
tirergonci)    PreparBriness   Appraisal   Hppt   50-333/B2-03 
Corrective    ac  1  1  ons:  e.  is  ting    aDfeements    reviewed   (,   updated 
Eitension    for    tubmlttdl    of   change,    i-cqueoted 

H*vwlaJiPr     Pr"I   Auth°niJ?    °f   t(lr   3tfltH    of  New  Yoi-&'      B2/10/15. 

HAYNES.n.C.        Region    I,     Office    of   Director,        CriOCKEfl,  H.  M.        Diviaion 
of  Emergancy    PreparodnB  s».       9pp.       I  A  239    OO2       34X 
FUhe:  50-333,  33/11/24,3311300204. 

R.     Periodic    operating    reports  &    related    correspondence 

B21102040G   Foruiards    monthlij    operating   rBpt    for    Juno    19B1 

PASTERMA«,R.        Power    Authority     of    the    State    of   NB«   York!        B1/O7/O1 
UFfiCB    of    Management    and    Program   Analysis,         lp.        13389    170         24X 
Fiche:  30-333,  HI  /07/01,  821  1020408. 


g2thl"    "P"fltln9    "P*    fl"-    Jun.    19Q1,  Narrative    summarij    .ncl. 
.E.       Power    Authority    of    the   State    of    Now  York         HI/07/31 
15SS9:  171.        24X   Flche:  30-333,  B  1  /07/01,  S21  103040B. 


6pp. 


8211020497  Forwards    monthly    operating    rept    for    Jul    l?BI 
PASTERNAK,  R.  J.       Pouer   authority    of    the    State    of   Meul   York. 


ai/OB/05 

' 


--B2I1020B01    Monthlil    operating   rept    for    Jul     19BI 

ZUFELT.E.       Power    Authority   of    the  State    of    N.w  York        Bl/OB/31 
9pp.        15SS7    323.        2flX   Fiche:  30-333,  fl]  /OB/03,  B31  1020497. 

B2HOa033S  Forwards    monthly    operating    rept    For    Aug    19QI 

LEONARD.J.  D.        Power    Authority    of    the    EiUta    Of    Neu    Vork.        BI/09/OB 
OPflee    of  Management    and   Prooram  Analusis,        lp        15BS2   OtA        34* 
Fich«;  50-333,  B1/09/OB,  B21  1020333.  ' 

—  B21I020337  Monthly    operating   rept    for    Aug    1981. 

ZUFEUT.E,       Power   Authoriti;   of    the   State    of    Neu  Vorfc,       B1/09/3O 
Bpp.        1SBB2:067.       24>T  Fl  che:  30-333,  B1/09/OB,  821  1020333. 

B21  1020340  Foriuardi    monthly    operating   rept    for    Nov    I9B1 

LEONARD,  J,  D.       Power   Authority    of    thi    State    of    Neu  York.       Bl/12/03 
Office    of  Han*gement   and   Program  Analu»ii.        lp,       138HS-O33        34K 
Ficho:  50-333,  91/13/03,  821  1020340. 


H3I1040355  Forwards    LER   82-047/03L-O 

US^™LiC/'     »**"?"   C"*^:'*1-    °'    th°   fitato 
HflVNES.fl.C.        Region    1,     Office    of    Director. 

Fieher  50-333,83/10/27,8211060355, 


1  p. 


'       83/10/27 

'  357         SAX 
.riS/.        ^OX 


o  «»•"•    •".*   occurred 

ocage    o      D  main   .team    line.D    inbosrd  HSIV  disc    separated 
from   «  tern,  Caused    by    shsaring    of    anti-rotation   pin  allowing 
pilot    dill    to    un»creu    t   part    from   item 

w  YDP*.      02/10/27. 


BB1  1060139   Forwards   LER    B2-04B/O3L-0 

HAV^^0/'  DP*?>r  *utt">rit«  »'  "••  a*.*« 
HflVWES.R.C.  Res  ion  1,  OPPice  of  Director, 
Fiche:  90-333,  83/10/39,  021  1060159. 


lp, 


eu   York,       H2/1O/39 
15951-072         BIX 


~  B21I060169  LER  B2-04B/O3L-0' on   B31020,  number   fl  plant    115-lV   lines 
removed    from   ,vc    far    2-h.Ca«,e<i   £.„    oxtension   cord    being 

M«SHS   ?C?J"    *WD   pflil4*B   of    "ne.LCne   de-energi.ed,  fault 
cleared   It   line   r»-energ  i  leif. 

LISENO.R    T.        Poui.r    Authority     of    the    State    of   New   York         82/10/2? 

Region    i,     Office   of    Director.       Ip.        1399]. 073        24JC 
Fiche;  50-333,03/10/29.  83HOi0159, 

B31115019B  Forward*   LER   82-043/O3L-0 

S^V1      BP°7*r   ^'HS.J*"    "'    thB    StatB    nf   NBU  *"•*•      BS/ll/01. 

??JRf^aigs?l??oi:BsriisSiSiDip"tlir-  Ip-  1MM1IW-  24X 

-B211150166  LER  83-04B/03L-0:  on    031O06,  i  ,olation  valves   02-39    t   10 
associated   w/pene  trat  itin   X-«  I    failed    to    isolate   on   all 
ilgndli.Cauied    by    failure   to    update   FBAR    t<  Tech   Specs    to 
(•jnuoetiae-   D    "a *    '"    *i9nala   <*UT*«9    const, Valves    closed, 
CONVERSE,  R,  J,       Power   Authprity    of    ths   State    of  New  York 
Region    1,    Office   of    Director.       2pp.       16035- 19i        nay' 
Flcha:  30-333,  83/1  1/01,  B2111S0150. 

B211330107  Foruardi   LEU   BS-O47/Q3X-1. 


ce    of   Director        ID 
r  30-333,  02/11/03,8211230107.  P' 


hat  -'^n    821007,  reactor    .craved    a.   result    of 

high    neutron   flat    on    power   range    monl  Sors.  Caus.d    by    blockage 

?«£n.3\'5T    "%?*  H*lv-»«*  BtBm  *  ptl0'  *i«  «..».!! 

inst.lled    u/twd   anti-rot«tlon   pin.    9O   degree*  ap.rt 

i      n?*r  Ao*h"'*«    °f    thfl   st«*B   «'   New  York.       B3/11/OS,  Region 


— B211020345  Monthly    operating   rept    for   Mov    J9S1. 

ZUFELr.E.       Power   Authority    of    the  State    of    Neu   York,       BI/12/31 
fipp.        13983:034,        34X   Fi  che:  30-333,  81  /13/03,  H21 1030340. 
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8210130019  O.n.Pic    Ur 


-'•-• 


OOUUB  O.n.rlc   Ltr   B2-17   to   al, 

PPl    cm*.  *    hold.r,    of  CP,    r.      '    P""*   rMetw    M««i,,M 
qUfr,m,nts    .,    JOCFMO.  54  mV  *S«    !  *ltfWU    ("tu"" 


""""  of 


, 


S2U230032   Notifi,.    that    ,„,  !_. 
' 


l  „ 


Op.r-ting    Rt-etqp.    Bp.«h    I         ^ 
Firh.:  5t>-33fl,  ™55?  124043"'       1 


VAROA,  S   A 


2pp.        15830:327. 


6211030537  Forward.    ,afet(J    evaluation   r 


8210370030   Generi 
«iu..t    for    in, 


^ 


8211120343  S.f.tu   tvaluatlnn 

-"a-iiy-1 


Sr;™'  --;"-»^:;'r-"  •» 
;  T  ;  spffisrs;,  ^H  ;'«  "  '-v- 

^"" 


•••-• 


DOCKETED  ITEMS 


—021114,01534   Saf«ty    (valuation   .importing    plant    .Meldino    dBiion    far 
acc*it     to    vital    treat    t,    corrective    actions     for 
post-accident    vital    area    access, per    THI     I  tern   II    B   3   2 
*..!?£*'"   of  NuclBar    ""ctor    Regulation,     Director!       B2/11/OB.        3pn 
14124:263         24X    Fi  crte:  SO-334  ,  H2/1 1  /OB,  B21 1  liOSBO. 

831123034,3    Forwards    Amen*    59    to   Lic.n.e    DPR-A6,  safety     .valuation   !. 
notice     of     inuance    «.    aval  Ubll  i  ty.  Amend    changes    Tech    Spec* 
by   adding    high-range    containment    radiation    4    noble    gas 
effluent    monitor*. 

TAH,  P.S.         Operating    Reactor*   Branch    1.       63/11/10.        CAREV,  J   J 
QjHuesnB    Light    Co.        3pp.        16301:017.        24X    F  iche:  30-334,  83/1  I/  I  0. 
62]  1220363. 


— 8211020613    IE     Imp-    Rept    SO-334-/Ba-21     on   B30907-14    S,   27-3O.  No 
noncomplian t e    noted. Major   areas    Insp ected : ac tion    taken    to 
comply    u/NUftEO-O737.  I  term    II,  F.I    !.     I ,  A.  a,   1 

LAZARUS,  W.  J.  ,     HAVER.KAMP,  B.  R.  ,     EAPEN,  P.  K,        Di  vi  i  i  an   of   Pro  JB  c  t    ft 
Resident    Pr  oordm*.         B3/10/J  5.         10pp.        15-3BB;  077.        SAX 
Fiche: SO-334, S2/1O/1B,  331 102O603. 

0309190239    IE    lnfa   Notice    82-41,      "Failure    of     Bat  etu/FlaH  eC    Valven     tn 
Open   at    BUR.  "    Syc    Hat    end. 
JORDAN,  E,  L,        Division    of    Engineering    &    Quality    Assurance,       82/10/22 

Consolidated    Edison    Co,     of   New   York.     Inc.        110pp.        13960' 133         JJ4JC 
Fiche:  5Q-000,  B2/10/22,  B208  I7O239. 


-831122036'?   Amfnd    39    to    Liter,,,     DPF1-66,  qhang  ing    Tosh    Spec,     by    adding 
nigh-rangs     containment    radiation    t,    noblo     gas    effluent 
mon  i  tor  a. 

VAROA,  S    fl.        Operating    Reactor*    Branch    1.         02/11/10          lOon 
163Q1     020         24X   Fichfl-  50-334,  B2/11/1O,  BS1  1230363, 


B211060259  Forwards    IE    In  up    Rept    50-334 /B2-22    on    B2QB17-0927  B.    nutlcs 
of   vl  ol  atioTi. 

STAnaSTECKI.R.       DIviaion    of   Project    fc   Re.ident    Program.,       B2/IO/33 
CAHEV,  J. J.       Duquesne    Light   Co.        2pp.        1S993:13B.       24X 
Fiche:  SO-334.  B2/10/22,  B21IOA0259. 


8211220376    Safety    evaluation    lupporting    Amend    59    to    License    DPR-iA 
•      Office    of   Nuclear   Reactor    Hogulation,     Director-       82/11/10        SRD 
16201-030,        34X    Fich*:  SO-334  ,  B3/  1  1  /10.  92  1  1220363. 


Nntlce    of 


VAfTCA.S.  A.        Operating    Reactors    Hranch    1.         B2/1I/1O 
16201  :  032,        24X    Fiche:  50-334,  02/11/10,321  1S2O3(,3, 


t,    availability    of    ftmend    59  to   CicBnE. 
2oo 


8311160047    Generic    Ltr    B2-26    to    power    reactor     licenieei     («icept    Fort    8t 
Vraln>     Te    NUHEO-0744,  rtovi  «  ion    1,     "Pre«*ure     Ves.el     Mat! 
Fractur*     Toughneia.   "    Foruards    NUREO-0744,  Re  vi  s  ion     1    W/n 
encl.  Sve     list    end. 

EISENHUT,  D.  0.        Division    of    Licensing.        82/1  I/la,  Consolidated 

Ediion    Co.      of    Heu    Vorfc,      Inc.        S2pp.        16232:212         24X 
Fiche:  5O-OOO,  02/11/12,  9211160047. 

0211390093    AdvtiBi    that    guidance    of   NUREG-0737,  1  tans    I.  A,  2    1    fl, 
"Upgrading    Reactor   Operator   &  Senior    Reactor   Operator 
Training"    !,    II.  D,  4.1,      "Training     for    Mitigating    Core    Damaoe" 
mtt.  Safety    evaluation    uncl. 

VARdA-  S.  A         Operating    Reactors    Branch     1.       62/11/13         CAREYi  J    J 
DuquB^ne    LighlCo,       Spp,        16246:001,       24X  F  ich  o  :  50-334,  83/1  I/  1  S, 


-B2110ii0263  Notice    of    violation    from    insp    on    830617-0927. 
Division    of    Project    6  Roiidnnt    Programs.       83/10/22 
^  140.        24 1C    Fichu:  50-331,  B2/10/22,  flS!  1060237. 


Spp, 


621106^272   IE    Irsp.    Rapt    50-334/B2-22    on   B20B1  7-0927,  Noncomp  H  anco 
not*d:accunulator    Isolation    valve    breaker    alignment 
verification    dirf    not    follow    procedures    b    *taam   generator 
callbr    fit  lad    Initial    equipment    clearance    conditipna 
TROSKOSKI.H.  H.  ,     TFUPP.L.E.        Division    of    Project    S.    Resident 
Proarams,        32/10/13.         17pp.         1S753:   142.         24X   Fi  n  he:  &0-334,  S2/1O/23. 
621  10602*59. 


'Slld!    *5    e2IO°a    ltr    re    IE    Health   ^U"'"    Appraisal    R.ft 
9,  R-eviard    camp  lotion    date    for    evaluation   of 
initrujnent   callbr    radiation   fleam    uni  f  orml  ty    acceptable 
MARTIN,  r.  T.       Division    c-F    Engineering    &   Tecfvni-cal    Pr-agrim*        B2/10/2H 

CA«EV,  J.  J.       Duqutsne    Light  Co.        lp.        159fl9:IO7        24X 
Fiche:  30-334,  02/10/20,  921  102019B. 

B311120243   Forward!    IE    Inap    Rept    30-331/93-23    on    B20EKM-0903.  No 
noncomp  1  ianc  e    noted  . 

MSRI^'  T-  T-        "iviolon    of    Engineeriuo    b    Teehnical    Pvoara™,       Q3/lO/y» 

CAREVi  J,  J.        Duqueine    Light    Co,         2flp,         t604SrHAO         34X 
Fiche:  5Q-331,  B2/IO/2B,B2I  1120343 


--B209030310    ••  Improvements     In   Training    (-   R8au  *1  i  f  icati  on    Program!    A; 
R. quired    Bg    TMI    Action    Item.     I.  A.  2.   1    (,    II.  D,  4    for    Beaver 
Valley    Pouer   Station,"    technical    evaluation   rapt. 
•      Science    Applications,     Inc.         NRC-03-B2-O9A.        S*U -186-029-O7 
63/0&/31.  NRC    -   No     Detailed    Affiliation   Given.         Jipn 

06,        24X    Fiche  :  50-334,  BS/1  I/I  3,  8S1  1  29OOB3. 


—8211120350    IE    Imp    Rapt    30-334/B2-23    DI,   620931-0903.  Mo    noncn-npl  i  aiu . 
noted. Major    areai    imp  act  td;  radio!  og  i  cal     control*    for    itoam 
generator   maint    outag e ,  in ternal    exposure    control, training, 
ratflfltion   uork    permits    4    radiological    surveys 

ROWE.C.fl.  ,     OnEENMAN.E,  0.       rtegion    1,     Office    at    Director         B2/1O/L'O 
1pp.         16043:262.        SIX    Fiche:  3Q-334, B2/lO/2Br B21 1 120243, 


0.     Inspection   reports.     IE    Bulletins   «.   eorreap  ondenee 

6203190220  IE  Info  Notice  02-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Girth  Held  of  Bt«am  Generator  at  Dperatina 
PKR.  "  Svc  list  oncl. 


JOHDAN.E.        Division    of    Engineering   C,   Quality    Assurance 
Con»ol(dat*d    Edison   Co.     of  New   York,     Inc.        lOSpp 
Fiche:  5O-000,  B2/09/ 16,  B20B19022O, 


83/09/16. 
15930:001.        24X 


8211330029    Informs    of    action,    talon    to    correct    item,    identified     in 
Section   C    of    IE   Emergency    Pre-pa redness    Inap    Flept 
SO-334/B2-1S.  Month!./    test    verification   of    siren    control    »V9 
will    be    performed    &   .puulic    info    coordination    Improved 
CAREY, J.J.       Ququa.ne    Ligho   Co,        B2/I1/15.        VAROA,  8.  A.       Opsratlna 
B3liB30027rani:h     ''        SP"'         16l9fl:34A-        MX    FIch.jDO-aM.BB/ll/lur 


•Welds    In  Main    Control 


0200190222-    IE    Info   Notice    S3-34,  Revision    1, 

Panels,"    Svi     list    end, 

JORDAN,  E.L.        Division    of    E(iBineering    iflualltii    Assurance.       02/09/17 

Consolidated    Edison   Co.     of   Neui    Yor  It  ,     Inc.         107pp,         1BB?5'   183         P«l 

Fiche:  30-000,82/09/17,3200190232.  iswra.   iaa,        ,-i 


JOSDAM.EL 


inD    taualit«    As.urance.       82/11/1A. 


B20BI9022-?    IE    Info   Notice    BS-39,     "5vc    Degradation    of   Thick    Wall 
Stainless    Ste.l    Rec  ircula  tioti   But   Piping   at    BHH   Plant    " 
Svc    list    encl. 

JORDAN,  E.  L.        Diviaion   of    Engineering    &  Quality    Assurance        B2/09/21 
Consolidated   Edi«on  Co.     of  Mem    Vork,     Inc.        Btpp.       li017'09B         Hflu" 
Fiche;  SO-OQO,  82/09/21,8208190229.  wi/.u-re. 


R.     Periodic    operating    reports   &    relatod    corre«pond«nce 


S30Q190?a3    IE    Info   Notice    B2-30,     "Chanje    in  Format   fe  Distribution    BUB 
for    IE   Bui  let  ins.  Circulars   t   Info  Notices.  "    five    Hit    end 
DEVOUMO.R.C.       Director's    Office,     Office   of    Inspection    and 
Enforcement.       B2/09/32.  Conso  1  idated  Edi  «on    Co.     of    Neurork,     Inc 

110pp.        liOlB:021,       34X   Flchs:  50-000,02/09/32,3208190233. 

B208I90232    IE    Info   Notice    82-40,     "Deficiencies    in    Primary    Cont.tiM.nt: 
Electrical    Penetration   Assemblies."   Svc    tilt    encl. 
JORDAN,  E.  L.        Division   of    Engineering    «-  Quality    Aituranc*        B2/09/ea 

Consolidated   Ediion  Co.     of  Neu    Vork,     Inc.        112pp.       1S930'019        24V 
Fiche;  50-000,  B3/07/22,  8208190232r 

82110S0605   Forunrds    IE    In«j>   fi,pt    5O-334/B2-24    an   S2O907-li   tc  37-30  No 
noncomp  1  lance    noted. 

8TAROSTECK1.R.       Division    of  Pro ject   &  R»» idant   Programs         Q2/IO/1B 
CAREV.J.J,        Duqu*ine   Light   Co.       Spp.       15890:075.       B4X 
Fichei  50-334,  B2/10/1S,  831  IOS060S, 


r*BFV    i     r   3r"*rd>  mt"1*";»«    operabinj   rept   for  Any    19B3. 

CAREVrJ.  J.       D^ue.ne   Light    Co.       B2/07/OB.  OPPlce    of    Fle.DurCB 

BaiioaSJao!  Dlr*ctot''   lp-  ^EBS-.H-J.  E4X  Ftche;  50-334, 03/09/OB, 


Fiche;  SO-334.  82/09/08,8211020290, 

0211110269    Forwards   month  lv    oper«tins    rept    For  e»pt    J9D2    (,   eorr*(ted 
monthly    operating    r«pt«    for    Jul    &  Aug     19Q2  eorr*<t»u 

CAREY.J.J.       Duquetna    Liohl   Cn.        sa/lO/Oo,  Office    of    Resource 

Dlrtcb"r-  lp'  " 


,,,,™,     "oritnl«   op.ratlnn   rept   for   Eltpt    19Ba. 
WEAVER.L.W.        Due.u<sne   Light   Co.       O2/10/07.       Bf  p 
Fich»:  &0-334,  82/10/06,831  1  1  102B9  PP 
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w*  rT**d    mDn,thlV   °r«rating    rept    tor-   AU«    I9S8. 

i       ™W'        Du1W**"»   Light    Co.        82/09/15.        Ip.        14,037-160         S4X 
ch»:  50-334,  BZ/JO/Qfi.Ba-miOBa?. 


,  Storing    T.pt    for    S.pt    19B2, 

Ouque,™   Light    Co.        82/10/28.        RElD.fiW         Oa>p«itina 

" 


""""B-  «nlt""1B   r.,t    far   a.pl   ,932. 

uqtxiiiB    Light    Co.        fl2/0?/30.        13pn          1SSB4,'  0<?1 
24K   Fl  tJii:  30-334.  B2/IO/SB,  6311030645, 


--S2I12907I4   LER   S2-043/03L-0:  on    QSIOiS.a.ial     flu,    diffo 
•  Um  di.cov.r.d    inoP8rable   due    ta    plant    comput.r    t 
C*uitd    bv    op.rator    error.  Tech    Spec    lurvBillance 


non(t| 


u,,  MP""    enjineer. 

.H.  S,        Duqueane   Light   Co.        82/11/08.  REgian    1,     Office    nn 

Dirtetor        Ip.        16222:069.       24X   Fic  he-  30-334,  Ba/lQ,ai,  a°l  I  2W70" 

9211230044   Foriuard*    LER    B2-047/03L-0 

Co         B2/U/04.        HAWES.R.C.        REJon    1, 

" 


-0211330091    LER   S2-047/03L-0:  on    B21O13,  PreS9ur  i  r.P    l.v.l    ch.ni, 
"" 


C  lM  .ran» 

C*Uf.d   by    lialring    initrutnent    valve    resulting     in    loss    Qf 

level    In   r.f    l.g    of    LT-flC-45?.  Valve    int.rn*".    r0pla,Ed 


«""" 


llSf^  ^tB|-°"'«':-0:'>neiW»'"T<nB  incre«e  ln  pQUer, 
flut  out  of  t*rg*t  band  .Earn,  P  «ce  !VE  J.  Cau,  .d  by  ,enon  pauBr' 
trat.fi,  nt  anociat.tf  u/poyer  cftanBe  ro,ultin9  in  incr«.lt 

r^i  u'='    ^"•"""•l.P»«r    inCreaS,    it0pp'd 

LACEVi  H.  S.        Duqueina    Light    Co         0I/O3/17  n.n<nn    n       *n       ^ 

' 


= 
.  S.        Duqueina    Light    Co 

Of»i«.    of   M.    Dlr,ct0r   ?B|/03Ol 
Fief,.:  50-334,  Bl  /03/17,  SSU02O104. 


iitrS^'r^ir1"1;;  in£p»T*«i«fl  °f  in.trum,^ti0n  un«  dUe  to 

»itnm«    cold    w»ath«r.  Encl    luts    affscttil  plants   &  LEB« 
^rln,    Hint.r    Of    !«!-«,.  lnctu,(on  o/ditS    "    n«t   ^.P 
"*1   L"JUl'f    "elf    ""OM    "c.n.M.. 


MirHFLnM  <•      "*?Ct<1I   "P-Mtlin-    AtMl|*l»  Branch.       62/Ofi/ia. 
MICHELSOM.C.        Olr«c  tor's    Office.        4pp.        1S092'039         24X 
Fi  eh*:  30-000,82/06/18,621  1010031.  =n«.«j9.       Z4X 


unfb0^^^0™"1"1^     "lrStigati0n    °f    bUl    "ble    «ct'°"    b.t«i« 
unit   tUtiun    ,vc    tran.  former   »etor>darV  4   Ifl    h.US    lopplu 

"'tfbl- 


821  1230222   Forward*    LEO    B2-042/03L-0 

C°'        BS/lt'°*         HAVNES,n.C. 
o.        MX    F,ch.:  30-3 


-8211230224  LER  8a-042/03L-0:  on  B210O7,  proh  1  Bm  u/iMl  cnilDctiQ1, 
ventilation  e.haust  fan  VS-F-4B  nport.d.  C-«..d  bu  "'  1'ctlon 
e  Uctr  cal  Iefld  cnnnection  at  -rotor  being  burnt  Off, 

L^EV  in5   ""n  "  *0.m«t".  «"*»'•    l«d    rBpl«>d. 

LACEV.U.S.        Duquesne    LlghtCo.        82/11/04,  Region    1,     Office    o 

Director.        3pp.        16193.202,        24X    Fi  =  h.:  B0-33fl,  02Jn/M.  rail  MoS 


B31  1290755  Foruaril*  LER   H2-044/03L-0 

C°         BZ">/03.        HAYNES, 


-8211290762   LEI1   8a-046/O3L-0:  on    B21023.  snutd  Oyn    ban* 
.nop.rable    uhen  rod   &   prior      voltfle   r.-d 


Region 


9211060183  Foruards   LER  B3-037/O3L-0. 

LACEV.  H.  S,        Duqunne    Li9nt   Co.        82/10/04. 


LACEV.H.S.        DuquBsne    Light   Co.        82/11/10.  R 

Director.        3pp.        16339:  loo        34X    Fi  =h.:  30-334, 

B211290406  Foruardi   LEU   B2-Q50/04T-Q 


'  ™:  -"" 


Si 


8311010134  Faru«rds    LER  82-041/03L-0 


5  e2-050/04T-0:on   821  103,  during    tnird    quartBr    19BP 
oj;"*1!!    Bfflue'lt    "^U.-tPltiui,   activity 
?    h  TS-Ci"Vj    !"    n°rfflfll    DP"^"-n.DiBCharge    reported 

-         rendel1     '"    incre"e    li»l*   P"     IOCFR20. 
.S.        Duqueane    Light  Co.        62/11/09.  Regior    i,     Of  fir., 

Director.        2pp.        ,6al9:057.        24X   Fi  che;  50-334, 


8211390352  Fgruardi   LCR   B2-044/03L-0 

C°'        e2/il"°         HAYNES,B.C.        Region    1. 
0'        24X    FichB;  30-334, 


"9211010108  LEfl   B2-041/03L-0:or>  B2l001^hlor  in.    d.t.ctor   C 
Wiii-j    drip    rate  A    dry    .l.ctrod.   foiinf   duriro    "outlw    > 

111  tlw        * 


CLA-VB-IOir 


^ 


-821I290S62  LER  62-044/03L-0:  on   Q20l2B,!pare    el0ctricfll    conduit 
«;a'bM,h°H    d':"v<"''    -10*  "»-l-"    nor    firiw.Ec" 
«tabli,hHd    after    completion   of    cable  run.  CaU90d    hu 
L«S5Si  •""•.M.IntMr.otm.l    reinStructed    on    procedureB. 
LACEV.W.S,        Duquesne    Light   Co.       B2/I1/10.  Region    1.     Office    of 

Director.       2pp.       «»*:,„.       24X  Fi  ch.  SO^B^?!/ !o,  82!!  ^0353 

BS112707oG  Foruari(<  LER  Ba-045/03L-0 
C°- 


SrTH^H^ 

B«ntrator»    1  &  a,  "»Brto   on  dl«nl 

'-      " 


JT"!  W  JS1 


B2il2-J0707  Foru.pdi  LER  S2-O43/03L-  0 


8Z11300333  Foruard«  LEft  ea-048/03L-0 


-  -  "' 


,ouon 

«»«r,.!        !    iB,*t**ion    «vc    tram  former  primary    aid* 

SHIS  «"J    f        g'°  .....  UIP'CtBd    *"   bB  •"»*«•"«"•    relay. 


fc 

h.:  SO-334,  82/1  1/  17,  B21  1300333. 
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V.    Operator  Ciaminationu 

8310130019  Q»ntrlc   Ltr  8&~ia  to  all   powor  reactor  applicant!  ', 

liceni««t   ro    renctor    operator  t,    *enlor   natter   opvrator 

"m  *m  "ami  b*"n  ai  f 


JlttNHUT,  D.  9.       Dtvltion   of  Llconting,       63/10/13, 

Ed  i  ton   Co.     ot    Neu   Vort.     Inc.       13pp.       16003:334        -. 

FIchB:  30-000,  H3/10/  la,  B21013001  7. 


8211300304  Advltei   that   util    <foe«   not   intand    U  provide  toparat* 
M«tior»logtc«l    lntferuM*nt*tlon   for    facllitioi   alne* 
equipment   in   place   neeti   HRC  meteorological   nun  it  or  ins    b 
emergency   planning   criteria   (NUREO-0&S4). 
UHftlQ.n.E.      Florida   Pouer    b  Light    Co.       B3/11/3*.      B I  SEN  HUT,  D   0 

"*-     04X  Fich»; 30-333,03/11/84, 


,     ln*ur*nce  b    indemnity    Information 


DOCKET  30-333  ST.     LUC  IE  PLANT,    UNIT   1 

F,    Socurltg,    medical.     or.orgoncg   &    tire    protection   plant 

8310040060  0«n«rlc   Ltr-  82-17  to  all   power  reactor   licenten*   t, 
applicants   fa    haldora    of  CPt  re    lneon»l*t»neu    between 
ria.ulrei»nti    nf    IOGFRSO.  34(  t)    «,   8T8  for  perforMng    audltt    of 
•ra»rsone(i   pTOjacsOnoBs   progron»,Svc    Hit  encl 

EIBEMHUT.  0.  0        Division   nf   LU*n«lnB.       »/IO/01.  Coh*olldfl 

Ed  1  ton   Co.     of   Nau  Yock,     Inc.       llpp,       14003'  flas       a««         «"•« 
Fiiha:  30-000,  U3/10/01,  Q210040060. 

B210070019  0.n.riG   LU    03-31    to   all    lic.nie*.    t.   applieanti    of   n 
power  roactor.  ™  T.ch  Gp0e,   for   fir«   protection  »udit.  n 

Fopuarfli    guidanco    dUcumtng   s«n»rat    *eop»    i    dotcriblna 
«l*m«nt*   to   ba   lficluil»d    In  audit,  Svt    litt   »ne  1 
H8RNNUT,  D.  9.       Division   a*   Llonting,       Ba/10/Ofi.  Coniollds 

Efllion   Co.     of   Now  Vort,     Inc.       19pp,       13993-33B        84  xtont0"'1 
Fichu:  30-000,  DS/10/06.8S1007001  9, 


«  ?w*rd5  t"vt!w  CDmmB"*«  «"»  PT-Dpo..d    llctnit  an*n 

protection  T*eh  Spsea,  Amend  unecctptablv  du*   to  deviation* 

from  STS  u/o   lufflclont    juttlft  cation.  Ft»vi*t<l   amtnd 

r«nuoit«d,  Detailod   comin»nt»   «ncl, 

CLARK.R.A,      Operating  Reacton   Branch   3,      BE/  10/37 

Florida   Pnu»i-    t,  Light   Co.       1pp.        16033;S09.       a«x 

Pieh*;  30-I133,  63/10/37,0311110023. 


of   fire 


ar"1   7   *"  Itid.iwitY   Aaretmtnt  D-76. 
Poy'r    *  Light   Co,       aa/IO/H7,       SALTZIiAN-J 


F     « 

:      .   F**''*"'*  Pou.r  fc  Light  Co, 
34X   FUhe;  30-333,  03/10^37,6211040427, 


83/10/87.      Ip. 


P.     Operatlivg    licence   it  age   documenti  i.   corr  upondonct 

aa09aiOOZ7  O.n.Me  Ltr   H-lt  to  .11  PWfi   lieon»«,  r.  HURn-0737  T«h 
Spie.   B,qu,.tl  review  of    Tech  Bptc.    to   dettrMn.  tonVutencg 
w/|ui4*nci  provldtd.For   Itemi  w/d*vlationi.  amtnd   to   lU»n« 
i-t^ulrm.  M/o   itatnd   end*.  Eve   litt  enel, 

EISENHyT.D.S.  Divt.ion  of  Licenilna-  aa/09/M,  ContolldBt.d 
U  Urn  Co.  of  N.w  York.  Inc.  ispp.  13930;  140,  M|t"aB™"a«« 
Fiehe:  30-&00,  Oa/09«0,  930^810087, 


intarlm  ac  tloni,  Foru»r«i  dacumtntt 
B  'locumenti  «v«lUbte   from  PDR. 
n   of  fi^"  ««<<   Heeordi. 


'" 


,. 

Utllt>own- 


B3loa90l09  Osnuric   Ltr  8a-El3  to  all    lUtnitti   «,  applicant,   re 
incon»i«t«ncy   betuoEn  ro<iulrBm«nt»  of   10CFR73.  40t  o )   fc  BTS 
for  performinB  audlti   of   lafoguai-di   contlngemu   pUni 
(neurltg   planl.Svc    list   and. 

EISENHUT,  0,  G.      Division  of  LiconiinB.      ea/10/30.          ConioHdattd 
Editon   Co.     of    H«u  York,     Ine,      Hpp,       1SV93;319        a*y 
fleh»;  30-000.  82/10/30,0310270108. 

8311100311  Foruartft   "InttrU  Finding*   R*pt  on   Ad«quatV   of   Radlolo 
Emnrg»neK  Raaponna  Pi-upar»dn«»»   for  Plant  Bt  Lucie.FL,  » 
bated   on  draft  plan   tubmitUd   bij  State  of  FU  ti  full-«cale 
«>«rcit«  conducted   on  0aoaiO-ia.  PUn  acceptable 

USSS'tl'     n!2?r°l  f*!";1"1*11  """"a*""1"*  Aoencu,     aa/ii/oi, 

?f5S28^Jl      Qffi"   af   *!>«  E.ecutlv.  Director   for  Operation*.       4) 
16023:333,       34X  Flch*:  30-333,  B3/11/01, 0311100311,  ""on»>       « 

—eau  100318  "Int»rim  FlndinB»  B*pt  on  Ad»<tu«tu   of  Pad  lologlcil    E*, 
R**pon»»   Prsparedneit    for  Plant  St   Uuelo.FL,  «  ™ 

*     Federal   Em»rgene«  K*nagom»nt  Agentg,      B3/09/B3.      3lpp, 
16033:833,       34X   Fich*:  30-333.  G8/1 1/01.881 1100311, 

6311040379  O.nerlc  Ltr  03-23  to  all   pouer  reactor   Itcinieet  r« 
intsgratad   IAEA  e>*rclt«   for  phgtical    Inventory  at  LWR»,  Anu 
eoTimltmsnt   to   participate   in  tierclte   H  voluntary  d  anu 
util   that  particlpatei  will   be   r-»imburt*<t,  Svc    Hit   end 
EI6ENHUT.  0. 0,      Dlvitinn   of  Llc»nilng.      B8/U/03.          Coniolldated 
Editon  Co.    of   N«u  York.    Inc.      llpp.       16019:004       34 X 
Fich»;  30-000.  83/11/03.0211040379. 


ct?        ue"    »"«*««•   RtBUlaUon  retponte  * 
Evaluation   of  Op*r«tional    Data 
t  re   BOOiH   natural    circulation   eagldoun 

•vent. 

H?™^^Rl      0"lc«   «+   Nueli.i.  Ro actor-  Rogulation,    Director, 
B1/04/OA.       KICHRLSOHiC.        DlrectOf'B    Dfflci,       Han,       U1B3-199 
Flche:SO-OOO.Ba/10/04. 8311160010. 

8aiQ3600aa  9enerie   Ltr   SH-BO   to  all  poyar  r-e.ctor    1  Utni»».,p»Tmit 
hol(»ri   *t  appUcantt   for   CP   r*  guidance   tor   impUnmtlno 
SRP  rule,  Forward*   NUflES-OWA,  NUREO   to   e«   uied  a«   Inttrtn 
meature   until    Reg   Ouide    1,70  rr-l«ed,8vc    Utt  end 
ErSGNHUT,  B,  ft,      Civilian   of  ttconilng,      03/10/34,          Canialida t»d 
Editon  Co,     of   New  York,     Ine.      9pp.       18993:393.      IM* 
Fleh*;  80-000,  BH/IO/BA,  8310SMJOBB, 

831<ia70l>3(l  Oeneric  Utr   afi-aa  to  all  PUR   llceninti  r.  CongrottUnal 
reituett   f*p   info   earicernino   ittan  generator   tube    intagrltu, 
ForwaTfli  Cangr-eiinan   EJ  M»rlieg   B81019   quettloni   rt  item 
generator   tube   Integrity. 8vc   Hit  en«l, 

eiaeNWJT.D.0,      Diviilftn   of  Lieenting.      Ba/10/36.          Coniolldateil 
EJtton   Co.     of   New  York.     Inc.      10pp.       16097:333       Q4X 
Fiche;  SO-000.  89/10/36,  8310370030. 


S311140360  FUleatu   public   vtnion  of   offnormal   t.  intratncu   OB. rat  ing 
(iroceduret,  including   Procedure!   0700040  r»    loti  of   fetdwater 
or  itream  generator   level. 1-0030143  r»   total    loti   of   ae 
poui*r  b  8-0030140  re   blackout  operation. 

FEL.TOH.J.M,       Divition   of  RuUi   and  Record*.       83/11/06.          Document 
>»n«h>       'P'      1A1B7:887,      S4K  FUlie;  30-333,  BB/U/08, 


-8311160364  Forward*  public  vertlon  of  effnormal   I,  emergent!)   operating 
procedure*,  Including  Procedural  0700040  re   lait   of   feodwattr 
or   *taam  generator   lev»l,  1-0030143  re  total    lot*   of   ac   oouer- 
(,  a-0030140  re  blackout  operation. 

HETHYiC.H,      Florida  Pouor  fc  Light  Co.      Q3/10/3B,  Dir«etor'» 

Office,    Office   of   Intpectton  and  Enforcement,       Ip,       161871883, 
i:  OC-333,83/1 1/08,  " "  P 


34X 


-B31H60366  Public   vtrtion  of  offnormal   t  emergency   oatratlng 
prociourei,  including  Procedure!  0700040  re   loti   of   ftedwater 
or  tteam  generator   level, i-0030143  re  total    loit   of   ac    Bow*r 
t  8-0030140  re  blackout   operation. 

*     Florida   Pouer  t>  Light  Co.      83/10/37.      303pp.       16)187;  SB? 
Ftehe;  80-333,  B3/1 1/08,  flBlU603iO, 


B4K 
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,  ™  O  a 

V«'S«i    h««    lumcl.nt   capability    to   uithitand 

Op.rjtins   R»»ctort   Ai**nnent    Branch 
24X  Flch.:SO-33 


-witwowo  "a.iwte  au.iificotion 

technical    evaluation   ript. 


HWlE«-i»7«.fl.vi.ifln   i.w/0 


. 

.ncl.a™  Ilit   ""I'"  F" 

EISENHUr.  D.  O.      Dlvliion   of  Lic.n.inB.      S2yiI/lB 

' 


t:  30-000.  83/10/33, 


Confirm.   B2U01    t.lcan    re  831123 
FL  to  revi,u   Pttl,it.    „,   fiplt  pha,B   annuai 


ing    in 
al    of 


Flcht;  30-000,  B3/1  1/05,  031  1150561 

B2111MOaO   8um*rV    of   821103   m.etlng    u/utilt    re    IE    Bulletin    BO    11 
un   of    "En.rgy  Balance   Technique"  t,    "arching    action  '•    ?nl 
m.ionr«   mall    qual  i  f  ication  "cning    action      For 

H.       Op.r.tlng    R,«ton   Branch  3. 

""  3-  32pp-  I6103;33B-  «* 


Flch.:M-OOO.aa/ll/14,820B19M4B. 


p* 
info  concerninj    it.io,  fl.neratnr    tub.    InUor  1  try.  Util   do 

pl-n  or,  BubMlttlm  furtt.r  Info  or  coflpl.Ung  qu*.  tlorn 
•  inc.  »r.»lou.l»  >«..!»..•  rept,  cont,fn  r.iS.K:."^ 
UHRIO.T.E.  Florida  Pau.r  (.  Li9ht  Co.  B2/1  1/34  ElEEN 

*  «•*""•""•   '-  »™ 


IE   Info    Matte.   B5-37,     "Craek 

'*11  Htld  °F  B*"n 


Fich»:SO-(K>0, 


:001. 


relted    "rre.pondence 


SCHH1DT,  A.  0.       Florida  Power  t  Light   Co.      BO/07/05. 
apiagBi-ient  atnl  Projran  Analujit,       ID.       16O34- nn*. 


. 
e:  50-333,  SO/07/05,  8211100254. 


SCKMIDT.A  D.       Florida  Power  (,  Light  Co.      SI  /OS/O7 

"        "•  »«*«• 


"  .....  t 


. 
f  «L}!iJ4.*«,?isKr- 


361.       S4X  Flch.:  90-333,  Bl/Oi/OA,B21 1 100274.  '       <'PP 


for  Mar 


ch.r5^335,B^4/JS^!f,^BB3/°V13:        <»•        I6°"a:a" 


Pll*'«ft   t  R.iUtnt 

Co-  **• 


Iapp- 


fc  rtlated   corr«ipandene» 


Forwardi  LEfi  82-046/03L-0. 

SB^'^SSfffi^"1'--10'!*.  °"E •'• 
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. 
OREEN.P.K.        Florida   Power    t,   Light    Co,       92/10/33 

" 


B21  1070196   Forward*    LER   B2-047/03L-0. 

UILLIAM9.  J,  (J.  Florida  Power  &  Light  Co,  92/11/01  D'RPrtlv  in 
Region  2.  Office  of  Director.  Ip*  IAOM-M9  2«  REILLV'  J'  P' 
FUhe:  30-335,  82/11/01,  921  1090176 

-9211090200  LER  92-047/O3L-0:  on   020930,  reactor   protection    ,u.    IMIC 
m,   rl.   relay   BD-2   faU.d   durino   periodic    te.ting   clu»d      !        ' 
relay   being    ,  i.ctr  teal  1  v   opened.  Relay   rep  l«c.d.  Periodic 
testing   win    identify    future    limlUr   failures        "1Oalc 
P^Cn'/'Ll       FlDrlda    Pou"tr   ««  Light    Co.       B2/M/01.  R.oion    2,    Office 

"' 


8311090340   Forwards    LER    B3-040/03L-0. 

WILLIAMS,  J.  M.  Florida  Power  &  Light  Co,  B2/11/02 
Region  2,  Office  gf  Director.  Ip.  Ii006'244  Sty 
Ficfie:  SO-333,  83/11/02,9211090360, 


O'REILLV.J.  P. 


-02    1090372   LEF)   BS-OflEt/03L~0'  on    921003,  <fi..e  1    generator    1A    fuel    oil    .„« 
Hound    inoperable   dOB   to    isolated   fuel   oll    tran.f"  Sump  U 

Caused   by    isolation   of    fuel    oil    pump   for   021001   preventive 
mint.  Su»    verified    &   returned    to    «vc.  pi"Bnnve 

PC''  Florida   Pow»r  J.  Light  Co.'    92/11/02.  Reoion2, 

' 


82111704S2   Forward!    LER    02-019/03L-0. 

WILLIAMS.J^W.  Florida  Power  (,  Light  Co.  02/11/09,  O'REILLY,  J  P 
Regions,  Office  of  Director.  Ip,  16104'  133  24X  neil-l-lr'  ^  <  • 
Flch»;  30-333,  02/11  /OS,  0211170432. 


. 

Foruarji    «uld«nc«    dlicu.ilng   general    icopa   t,  de.cribino' 
eienenti    to   be   included    in   audit.  Svc    Hit    end 

erBENHUT.D.O.       Dlvl.ion   Oe   Lic.n.lng.       as/io/oi.  Coniolldated 

Ed  lion  Co.    of   New   York.     Inc.       I9PP,        15993'  338  LOnioUlla  *B|J 

Fiche;SO-OOO,  B2/1Q/Q6,  921OO70019. 


6211090624   Releai.i    public    vertlon   of   revi.«d    emer 
implementing    procedural. 
FELTDN.J.  M        Divl.ion   of   Rirlt*   and  Ri 

"  "nch'      l- 


plan 
pian 


«nDrU"rd*    5ublle    wrilon   of    revi.ed   emHrBenc.,   plan 
Implimenttng   procedural,  Including   Procedurei  OP-goi    re 
incident   anetim.nt   &    clai.if  iiation  -  Unit   1   fr  OP-S50I    re 
*   «»««""nt   ft    clarification  -  Unit  2. 
.H.O.,    OPEKA,J.F,       North.a.t   Nuclear  Enargu  Co      (.ub 
<J'       N»rtn.«t   UtUI   W 


e 

ailenment    (,  c  1  «.s  i  f  lca  tlon   -  Unit    1    t,  OP-2501    re 
aitenment   (,  cl*»sifica  tlon  -  Unit    a. 
*     Mortfteait  Nuclear   Energy   Co. 
92/10/02.       47pp. 


621029010B  Generic   Ltr   82-23   to  all    lic.n.ee.   I,  applicant,  re 
lneoniltt»ncy    beturan    raqujremBnti   of    10CFR73.  40(a)   t,   BTS 
for   performing   audit*    of    .afeguard*   contingencu   plant 
(tecurlty    plant,  Bvc    lilt    «ncl.  H 

EIBENHUT.D.O        DiviilDn    of   Licen.ing.       02/10/30.  Con.oltdated 

Ediion   Co.     of    New   Yor*,     Inc.       flpp.       15993-319       „       ton"lllla*e(' 
Flche:SO-OOO,  82/1O/3O,  e21O29O10B. 


--831I170488  LER   82-049/03L-0:  on   B2101B,pulae    counting   function   Pi 
control    element   assembly   11    found    deleted . Caused   by    op.rator 
error   during    letup    for   moderator   temp   coefficient   test 
Operators    Instructed    to    run    deletion    log    after    read  iu.rn>Bnt 
BiDuo    n   M         i7i  __  i  j~    n ..    ..     ..    ~       •-»    «'«••!     i  eao  juiumene. 


MBKB.O.M        Fir-Id. 


&  U0ht   Co. 


S21109022B  flck    receipt    of   SBOS03    Itr   Informing   NRC   of   steps   taken   to 
correct   violation.    n«t.d    In    IE  Health   PhU.lc.  Apprallal 
Repti   50-243/BO-1S  *   30-33i/BO-ll  "ppmi.ai 

U  o   D'wUJSn   "J    5n"J""'1'ng    &   Technical   Progr-ms,       B2/I1/02. 

^       -        r    ?!™J    Nuclear  EnerBy  Co.     (iUB,.    Of  Norths.* 

>.       Spp.       Ii004:099.       24X  Flth.:  3O-24S,  92/11/02,  B2H  09023S. 


B21 1290605   Forward!    LER    82-050/03L-0. 

MILLIrtMB,  J.  H.  Florida  Power  &  Light  Co,  02/11/22 
Region  2,  Office  of  Director.  lp,  lt>233-  3IO  SAY 
Fiche:SO-33S,  02/11/22,0211270603  ' 


D'REILLy,  J.  p. 


M    th"   82-°50'03L-0:0n   B21023,dUrlng    rocov,rg    from  reactor 
trip,  all    three   chargino    pump*    operatlno    to   recover 
preisurlior    level   became   gafl    bound.  Caused    by   vol   control 
tank    pumped    dry   t.   hydrogen  admitted    to   pump    suction* 
LAUfliB.      Florida   Power   S>  Light   Co.       B2/11/22.  Region   2.     Dfflct 


V.    Operator   Examinations 


B310130QI9  Generic   Ltr   B2-1B   t0   .11   power  reactor   applicant.  V 
licensee*   re    reactor   operator   b   *enlor   reactor   operator 

'"-"i  that  .....  b-fllti  -* 


**>«<ti   uD1Vi"S"   ?f   Li""inB-       82/10/12.  Con.olldited 

Edison  Cn.     of   New   Vork,     Inc.       ISpp,       I  i  002-  234        S4X 
Fiche;  50-000,  02/10/12,  9210130019, 


—8211090242  Respond,    to   NRC   B10319   Itr   re  violations  noted    in    IE  Heal 
Physic.   Appr-li.l   Rapts    SO-24S/90-12   (,  SO-336/QO-II  "*«e«l 

Corrective   action*  :  off  s  trcam   liquid    effluent  monitor. 
obtained    to   replace    current  monitor.. 

^MM'^0'    «^J;^**    "•»»•«  6"i»-«  Co.     (,ud..    of   Northflaat 
«        U!^i-.      62/03/03.       HAYNE8.R.C.       Reoionl,    Office   0P  Director 
2pp.       16004:101.       &4X   Fiche:  30-24S,  92/11/02,  921  1070228       uirectar- 

8211040379  D.nirfc   Ltr    93-23   to   all   powar  rhetor   licensees   re 
lntegr«.ted    IAEA  fiarclto    for   phv.lcal    inventory   *t  LUR.   Ariy 
cDma.itjr.ent    to   particJp.t.    In   ...rclse    I,  voliinLru   j,  any 
pIJsljLi?  nPSP"£lp?*"    W*U   6*   «"•*'"•••*.  Sve    list   end 
Idf!»n   rn  "'Si   J^i"?11   ?'   U""""B-       82/U/03.  Con   olidatBd 

f?  !     .SD-    °'  "•«  Vork,    inc.       llpp.      14017:004.      24X 
Fiche;  3.0-000,  aa/H/03,  9211040379; 

8211070179  Forwards   el.rl  f  lea  tlcn   of  Revision   9  tn  mnrfnn.H   .m.n^.H 
security   pie 
COUM9IL,H.  O, 
Utilities) 


DOCKET   30-336   HILL8TONE  NUCLEAR   POWER  STATION,    UNIT  2 
F,    Security,    medical,    emergency   &   fire    protection   plant 

6210040068  Oeneric   Ltr   02-17   to   all    power  reactor   licensee.   * 
4pplicants   &   holders   of   CP*  re    inconsistency   between 
requirements    of    IOCFR30,  541 1)    !<   STB   for  performing   audit*   of 
emergency   preparednes*   programs. Svc    list   end. 

EISENHUT,  0.  0.       Division   of   Licensing.       82/10/01.  Coniol  Idated 

Edison  Co.    of   New  York,     Inc.       llpp.       16002' 2BB       S4X 
Fiche;  SO-OOOi  88/10/01,  0210040068. 


™          i*1!!1   "'/"I1    m"iS-tio"   «"   =ivll    p.naltie.    in  .mount   of 
W.OOO  r«   failure   to    in»tall    8.   test   prompt    notif ic.tion   su. 
bi;   deadline.  * 

I-EVOUNO.R.C.       Director'.   Office,    Office  of    Inipectlon   and 
Enforcem.nt        92/10/05,       COWJSIL,  H.  0.       Northea.t   Nuclear  Energy   Co. 
Isubs.    of  Northea.t  Utilities).       3pp.       18970:130       SAX  OV   U> 

Fiche:  30-243,  82/10/03,8211060303. 
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3311290661    Forward*    Revision    14    to    modified    amandsd    vecuritg    p 1  in 
Revision  uitHheld    (ref    10CFH73   21) 

CDUH3It_,H.  0.  ,     CrtOWETTA,  J.P.        Northeast    Huclea,-   Enerffu    Co       (»ut>*      of 
KSSSSr.lVfl'^i-V'i      COI"J9IL.U.<J,       Northeast  Utilities.      82/11/1?. 
EI5ENHUT.  D.  <j,        Division    of   Licensing.        2pp.         16223'  116         24X 
Fich«;  50-2-13,  02/1 1  /1S«  821 1B70661. 

8211300073  Act    rec.ipt    of    aajOl2  «,  29    Hri    informing   Ntt    of  .teps   t.k.n 
to   correct   violations    rioted    in    IE   Emeroency    Preparedness 
Appraisal    Flepts    30-243/92-Ql    !<    30-336/02-01, 
MARTIN,  T.  T,        Division    of    Engineering    ft   Technical   Program*         B3/II/23 

CCUNSIL,  W.  0.        Northoast    Nuclear    Energy    CD.      <iul>i      of    Northeast 
Utilities!.         Ip.         16238:062.        24X    Fiche  :  30-215,  33/1 1  /23,  SHI  1300073. 

— B31I3000BQ  Responds    to   KRC   020711    Itr    re   violations   noted    in    IE 
Emersencu    Preparedness    Appraisa]    JJepts    50-S45/B2-OI    !i 
30-336/B3-01.  Corrective    acti o na: emergency    plan   revised   (, 
position  of    emergency    planning    coordinator    filled 
f,?V?S!lT'W;G-       Nort''BaB*    Nuclear  Enersy  Co.     Uubs.    of   Northeast 
l/tiii  ties).        WEBNEW.R.  P.      Northeast    Utilities        82/1O/12 
SMITH,  a.  H.        Division   of    Emergency   Preparedness   t,  Opnrationa  1 
Support.        llpp,         1623B;063.        24X   Fi  che:  50-243,  B3/1 1/23,  821 1  300073. 

— B21I3000B7  Responds    to   HKt    B207 1 1    Itr    re  violation*   noted   in    IE 
Em»roencij    Preparedness    Appraisal    Repts   SO-245/B2-01    6 
3O-33A/&2-01. Corrective    actions.:  erne  rgenci,     plan    6 
implementing   procedures    revised 
CO(JHSIL,H.  0.        Nnrtheast    Nuclear    Energy   Co.      (subs      of    Northeast 

^Iri'n'i'1     nCAQNETTA'  J-  P        Northeast  Vilities       W/^/M. 
SMITH.  O.H,       Division    of    Emergencij   Prepare  tfngss   fcOpsrational 
Support.        4pp          1423B:074.        24X    Ficht :  50-24S,  62/1 1  fS3,  BS1 1300073. 


aaiC»70(HO   O.i,.rle    Ltr    82-23    to    all    PWR    licensees  re    CDngreaaiona] 
request    for    info   concernlno   *teflm  generator    tube    integrit» 

ForwsrJs  Congressman   EJ  Marfcey    £321019   questions  re    steam 
generator    tub*    integr  i  tij,  Svc    list   enc  1 

EIBENHUr.D.O.         Division    of   Licensing.        B2/10/26  Con.niiH^f    ri 

Editon    Co.     of    JJeu,   Yor*.     Jnc.        ,Opp.        16099    332  24  ,,C'"1"1  ldated 
Fiche:  30-000,  B2/10/26.  B210270030. 

B21I06021S    Inform    of    integrated     leak    rate    testing  schedule    Te>  t   ul 

b*    p.rformed    at    end    of    1983   refueling    outage  ' 

COUNSIL.H.G.        Northeast   Nuclear    EnBrou   Co        (subs  of   Nn^fi..,    * 

Utilities).       CdUNSIL.W.0.       N0rtheaSt    UtUit    es  B3/10%1          ' 

MAWE8.R.C.        Region    1.     Office    of    Dlr.ctDP          "'  T»M«il         Mr 

Fi  =  h.:  50-336,  B2/10/26,  021  106021  9.  3" 

B3noa006B  Forward,   requestei  doc  umenta  bion    of    completion    „(   Bflch 
criterion   in    NUREO-0737,  Iten,  II.  B.  3  re   post-accident 
mp  I  ing    igs, 

WDrth"5t   N«'"r    En.p9«   Co.      (Sub9  ofNarth^st 

ies.        CQUNSIL.H.O.       Northeast    Utilities  92/lV/oi 

CLARK.R.rt.        DPer-ting    R,«t«.    Branch    3.       33pp  Is970    236         34* 
Ficne:  50-336,  B3/1  1/01,  8SIIOB0068.  36'        WJi 

flaifOBOlU    Foruartfs    rflsponsea    to    NUHEO-0737,  I  tern    M.Q    3    criteria    re 
Pdst-accid^nt    sampling    Sys,  In   response    to  Q2O630   repeat 
Mods    !,    proCBi(ure»   L.1  1  1     ba    implemented    bu   0213TI 
cnUHBIL.  H.  0.       North-ast  NucUar    Energv  Co.      (3^B      nf   Northeast 

heast 


. 

.        Operating    Reactors    Branch    5.        35PP         15992-394 
FIche:  50-336,  82/11/01,8211060114.  13992.  39fl 


P.    Operating    license   stage,    documents    &   c  orrasponiJence 

6209210027   Generic    Ltr   62-16    to   all    PUR    lichees    re  HJRES-O737    Tech 
Spec^fieqoests   revleui    of    T.ch    Spec*    to   determine    consistency 
ui/guidance  provided.  For    items    u/deviat  ions,  amentf    to    license 
required.  W/o    stated    anels.Svc    list    ancJ. 

EISEfJHJT,  D.  O         Division    of   Li  cens  inff.        63/09/20.  Consolidated 

Ed  1 1  on    Co.     of    Neu    York,     Inc.        15pp.        15930-  140         24X 
Fichej  50-000.  92/07/20.  B209210O27, 

B2llOfi06ia  Foruarrfs    request    for    addl    Info  re    TMI    Item    I!    K  3  29, 
"Pouer    to   Pump    Seals,"   Draft   -transrai  t  tal    Itr    enc  1  '     '     ' 

MEGNEf^J.D.       Division   of    Licensing-       32/O9/30.  Division  of 

LI  cens  ing,        5pp.         |  9971 :  354.        B4X   Fi  e  he:  flO-000,  B2/09/30,  321 1060613, 


FELTON.O.  M. 


M«* 

?  A   rnajot'    inte<-tra  actions.  Foriuarifs    documents 

...  pp    "'  ftpp    &   do*ulmBnt*    available    from  pDfl. 


03/10/04        HAFNER.B 


A£4  j  1  f      ij  11      .  *.         ..---«      --.-     ..viuiva.  um,  ju/y*i.  MHrrVbH,  If. 

«        «n  S"   U"kllOUn-       QPP-       »*»W=0«-       MX    Fiche:  50-000, B2/1 0>04, 


8203040017  Agrees  w/rBComm&ndat  1  ons    in   Nov    1991    Dfe   Por   Analusis  t, 
Evaluation    of   Qperatlonal    r,ata    r-ept   r»   facility    loss    of 
133-v  dc    bu«    event,  Cartalrt  procedure,    should    be   revised    to 
reflect    concerns    identifies    b^    &vent 

SI/I?ri,?>R'       °fP'"    "e   Nucl"r    Rector  Hegulatlon,    Oirector 
B2/OI/04.        MKMELSON.C,        QirocUr's    Offlc..        2pp         ,*t33   302         54* 
Fit  he:  50-000.82/10/04,9211160010.  mi^.JOJ.        SflX 


to 


. 

"T  621004 
ra],    &A  program 


''     • 

.  Change,  proposed    to    ^..ov 

S  "'j;1    *:   ^'"P""**-    I"  vs 

NortheaBt   ytditles   Service  CP.       CDUNSIL,  U 

.f»ffl-  «:KfSft!i 


P" 


el.n..nt 


COUNSIUW  0. 


Northeast  Moclear  Energg  Co.  <«* 

0^!1"^0'     r*">*"—t"""ti« 

.ratln9   Reactor,    Dr«nch    3.       4PP. 
Flehe:  50-336,  Ba/10/22,  B2i  1O205L3. 


8311100394    Forward!    response    to   Questions    1,2,3   1,    g    of    NRC    B20B19 
revest    for    3dnl    info    to   complete    revieu  of    «til    SW304 
submitt.l.  providing    justification    for   measuremor.t 
uncertainties    utiliied    in   safety    analysis 

BrL.H.G.       Northaast  Nuclear    Energy   Co.      (subs      of  Northeast 
'*'     nCDlJN^L'Waa       Nortb«.t    Stiliti...       flSJll^ 

.       Oporating   Reactors    Branch    3.       i4no         1603-i  •  -iao       'wv 
Fit  lie:  30-336,  02/11/04,0211  100374.  16025.348.        J4X 

B2U160047    Generic    Ltr    02-26   to   pouer    reactor     1  icenae,.*    (B.r0.f   jrn 
VMlri)    r.   NUREO-07«,B.vi,lon    1,     "Pressure    vii."   ^    1  ' 

Fracfcurs    Toujfrn,.,.  "    Foruards   NUREO-0744,  Re  vi  sion    1.  W/o 
enci,  ove    list    cntl. 
E19EMHUT,  D.  0.        DiviSIon    of   Licensing,        B2/11/12.  Consolidate 

conso1—  tf 


c^v;;:^ 

"    *'  re"lution  of    °"Bn    »*•«  «'»    ^    completed 


CUWH  B   A          ;  ,    .       Operatinfl   Reactors   Branch    S. 

r,    u      «„   „„„  Operating    Reactors   Branch    3.      Bpp,        16165-  HI        H4X 

Fiche:SO-000,a3/ll/12,aail33027B. 

BS1130046S   Requesti    .ybmittal    of    CUss     II    fee     for     Items    1    t,   3   of    BHIO?" 

1  ' 


Northeast' 

16257  SJ7 
16257.347. 


^""?   F"    "f1"":"'"*   """h-        Q3/H/1B.        COUMBIL,  H.  B. 
lJ'L^^SS  SS'     <SUb>-     op  "'"•tneast   Utilities).       lp, 
4X  Fiche:  SO-336,  B2/1  I/IB,  sal  1300463. 

rit>"   "*IvI«"   "Tentlu   planned    for    1983   refueUnn 
ure    continued   operablli  t,,   of    steam   generators 

11  b-  iniuated  in  time  *!  -»•"" 

NortheaBt    Nu=>"r   Energy   Co.     (subs,     of  Northeast 

a   '   •*»'*"  —  *   Utilities.       92/11^9 

.      „„  eactors    Branch    3.      3pp.        16S29>092       24X 

che;SO-336,Ba/Il/l-?,B21I290757, 


IE   Bulletins   &   corrsspondBnce 


8203190220    IE   !„»•   Notice    82-37,     "CracHnj   In    Upper   Shell    to 
pffS'sirj?:'*11   WBl(f   °f  ^^  «•"•»•«-  "t   Operating 

*    Ou-Htg    Assurance.        B8/09/I6. 

ki  Inc'  105pp- 


;  r  ;^f  N::-i:;r  r^";;;' 

FJche;  80-000,  S2/1O/H6,  B21  02MOBB 


En>'ni»rlng    (,  Quality    Assurance.       S2/09/17. 
IMM!  1M'      "" 
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6208190223    IE    Inf0    Notice    B2-3B,      "Change    in    Format    fc    !»,..„•,.    *, 

^.r1::^!:'^;:^  ;;»/,    ;  ;  £  ' 
s;,r-::Si..sr£,  ...K-K-         '•"• 


B 

B" 


B211060S03   Advises    of    full    mitigation    of    civil     penalty     <„    = 

K7;™.;:/""1"    t0    ln5tfl"    *    teSt    "•"'*    "Su?!«"oin,rUnt    °' 
Enlorce^nt        SZ"wSS'*    CD^'"'    Dffl".("    Inspection    and 
Fiche    50-245,  B2/1O/05,  B21 1060503. 


-8211090243  Responds    to    NRC  810319   ltr    rt  violations   not.ri    in    IE  Health 
Phg,lc.    Appral.al    RBpt5     50-245/60-12    t,   30-336/BO*l1 
Corrective    ac  tionsr  of  F  3  trum    liquid    off  1  u«nl  moni  tor* 
ootait>ed    to    replace    current   monitors 

n^?!V'W-°'      Narth"st    Nuclear   Enerag  Co.     (suOs      of   Northeast 
Utilities).        CDUNSIL.M.  0.       Northeas  t    Uti  1  i  tie. 
HAVNEBR.C.        RBD,on     1  ,     Of  f  Ice    of   Di  rec    or       %' 
FUhe  :30-245,  02/11/02,  B21109022B. 


Saill9019a    IE     Insp    Rcpts     SO-245/B2-19    t,    50-336/B2-22   an   92O927-IODJ 

"'""""""«":"'  i'^^ii1:-!::;  •""  " 


Fich  e:  50-243,  B2/1  1/04.  B31  1(90190. 


307.        24X 


-    No    Dttaded    Affiliation    Glven         flpp.        15975 
Fi  (he    30-000,  03/10/07,  SailOBOa7l.  '^'3 


631  1090331    Forwards     IE    Insp    Rept    50-336/013-10    an 
noncomp]  lance    noted 


.  ::::.::::,          , 

generator    noiilo    dam   moil 

REYNOLDS,  S.   0.  ,     DUOR,  J.        Division    Df    Engin 


B21  1070497   FarwarrfE    IE    Insp    Rept    50-336/82-20    an   BH0920-31    No 
nonconp  1  lance    noted. 


n         u 

Northeast    Nuclear    Energy   Co. 

).     app. 


PrQgrflmS.        BB/10/19 
of   Northeast 

""" 


-BB11070501     IE     Insp    Rept    5O-336/B2-20    on   B2093O-31.NO    n^ncompl  iance 

^     i^n'°Vr"",    rPrted;fl'lB9ations    re    in9P*    conduc    e5 
bv    improperly    qualified    personnel    on  mods    (.    repairs    to 

£™,n,  S5nSr*tor9    aurina    fl'120S    to    B20414    outage. 
REYNOLDS,  S.  D.  ,     SHEPHERD.  R.  E.  .     DURfi,  J.  P.        Reion    1.     Ofe 

4pp  ' 


—0211240233    Bafetg    evaluation   granting    relief    from    in 
ro,ulr»mcnt,    Of    Section    K,   „,   rtgHE    BDl|er    &  pp^»n 

*'™,,0f    Nuclflar    "o^ttor    Regulation,     Director 
;30B.        24X   Ftche  :  SO-336,  82/1  1  /O4,  B81  1240230! 


83/11/04        7n  n 
VJfll'°*'        7p  " 


—  B31  1240237   Notice    of    granting    of   relief    from    inaBcvice    inm 
r.4uir.M.nt«    of    Section    XI   of   rtSME    Holler    (,  Pri!BSUre    i"PBel 

5!:S2='5^A'       °Pe^ating    Jleacton   Branch   3.       B3/1J/04        2oo 
16335:347.        24X    Fiche:  SO-336.  03/1  1/04,  021  1240230. 

8211330132  ACJ    receipt    of   BSIOOI    ltr    informing   NRC   of   .t.pi    taken    to 
coi-rent    violations   noted    in    IE    Insp   Hept   30-336/82-17 
rnup'n'^o    "'^'ir    °J    ^nS"»'B'-i"9    «•   Technical   Prooram,.       03/11/15, 

ut?^!f«V      '.    N  I-^!«t«Nuel"P  En"gg    CD-     (5ubB'     "'  Northaast 
Utilitie,).         lp.        16193:037.       24X   Fi  t  he:  30-336,  02/1  1/12.  0Z1  1330132. 

B21123013B    Reiponds    to    NRC    030908    ltr    re   violations    tint.ri    in     nr    ,n,» 
ff.Pt    SO-33o/e3-17.CoT-reCtive    actlonv  ?«ch    Specs    Vp«t  ll      ,     "    ^    ""^ 
Pt-ocedurea,  figures   A    forma   brought    up    to    turret   revision   (, 
document    distribution    ||sfc  e.pandpd.  evision   c, 

CDUNaiL.W.  0.  ,     CrtONETTA,  J.  f.       North.Mt  Ngtlwr  'EBMBU   Co      Cube      of 
Nor   heast    Utilities).        CQUNBIL,  W.  Q,       Nortfieast  Utilities 
85/10/01.        MARTIN,  T.  T.        Division   Df    Engineering    i  Tec   ncal 
Progr0mB.        3pp.       I61?3:  O40.       24X  Fi  che:  SO-336,  BS/l  1/13/6211230132. 


^ 


02/11/19 


iche:S.O-000,0?/H/16,e20Q19024fl. 


i    K 
iche:SO 


'S:-  ?;:te:n;?:Wi  "pm  Lou  Tarap  DV"'T  .....  ° 

S'^V11   0'    Etl?ineel-*nfl    *  Quality  Assurance. 
Bd    EdlS°n   Cn'     "f   NBy  York,     Inc.       93pp. 
.  62/11/19,3208190253. 


S30B190239. 


. 

.L^      Region     I,     Office    of    Director.        B2/IO/23.  Region    1, 

"*"'•        aPP'         IS"0:MB-        2"X    ""•-  50-000,82/10/23, 


1    I""'"'    °f    B20S03    ltr    in'owinB   NRC    Df    ,t*p<    taken   to 
«»rp«ct   violationi   noted    in    IE  H.alth    Phy.ic.    APPra|,al 
B»pts    50-243/SO-I3   «    SO-336/flO-Il  P 

M€OWBiL  u  a    °';±fhn   °f    Sn'l"tPin'    *   Technit:al    P'-ODram..       88/11/08. 
Ut7l  it  !„?      '  g  N  P*?!™J    ^Cl'*P   E"er9IJ  CD'      1*'">s'     of  Northeast 
Utilities).       app.       16004:099.       34X  Fi  che:  90-343,  88/1  1  /OS,  8211  O9023B 


B2I1300073  Ac*    receipt  of   BS1O12  1>  E9   1  ti-.   lnPormlnn   N«C   of  .t«P»    taUn 
ta    carpet    violation,    noted    in    IE  Emeroencg    Prepa^/nti. 
Appraisal    Rep  ts    SO-343/B2-O1    t,    30-336/B2-01 

MC™L'M  o    D'±tKn    °^    =n«}ll"1'in9    *   T"hntca!   Program..      B8/11/B3. 
Ut7iYti.iV         ,       "fSSSS  *    MuelMP   Energg   Co.      (subs,     of  Northeast 
Uti  1J  ties).        lp.       16239:062.       24X  Flthe:  90-24S,  B2/J  1/23,  031  1300073. 


IE 


Of 


P<H*V1'   ^    Ba°711    Ur    "   vlo"ti«nE   noted    in 
tp.redn...    Appraisal   Rept,    30-245/B3-01    (, 
2-01.C«rr.ctiv«    actions;  emeroBncg    pUn   revised   tc 
r™  •«"»19»ncif    plannlno    coordinator    filled 

COUN8IL.H.O  .,  ,     HERNEI1.R.  P.       Northea.t  No,  1  ear  En  rBu   Cn. 
Utlliti"'-       COUNSrL.W.O,       Northtast  UUliti.i 
1S"ITH'°;H-     ,Blvl"°'""   Emergency   Pr.pa'    Sn.  ,   I, 

PPQ  "-       1M3B:0«-       24X  Flche:HO-245,BB/ll/23, 
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ffisss? 


8211030253   F 

WOCZKA.E. 


...... 


)f  fl2!?Mn?.I,°""r'c    Ur   B3-'a 


.on  Co.     of   fjeu  v,_fn   ?f 

' 


6210040045   O.nBrie 


RMp(in((1  to 


reduction    tii 


?."  <--«  <  u      rjx' 

Co.     of    N^V  ?n'eLU""">'        « 

50-000,  M/10/oI! ^S2ISo70 "'        '^ 


Consul  iila  ted 


S210Z9010B  Generu   Ltr   B2-3-J   , 


B3M040379 


L 


, 

BIHBSI-—   - 


2PP. 


--  021   1270499 


"••-"•• 
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fl.    /tdjudic*torg    correspondence 


a!11040212  Ansuer    to   Louisa   County, VA   (<  Hoard     of    Supervisor,    of    Louii 
County   B21O22    petition    to    inter vene.  Adequate    interest 
established.  Applicants   mill    respond    to   contentions   wt,  en 
Hied   !.   do   not   object    to    consul  1  dati  on.  W/Ctr  t  if  icate    of    Svc 
GELMAN,M.R.        Virginia    Electric    &    Power   Co.         GELMAN, M    R 
Williams.        B2/11/02.  Comml  ii  loners.        Spp.         15929'OSB 

Fiche:  30-338,  82/11/02. 821 104021 2. 


Hunt  on 
24  X 


6211040215  Answer    to   Louisa   County, VA  !<   Guard     of   Suporvisors    of    Louisa 
Countu   821032    petition    to    inter vene,  AtJoquat e    interest 
established.  Applicants   mill    respond    to   content-ton*   uhen 
filed   &   do   not   object    to    conial  1  dation.  W/Ce  r  t  i  f  ic  ate    of    Svc 
G£(-MAN,M.  R,       Virginia    Electric    (,   Power   Co.        GELMAN.M.R.       Huntnn    & 
Uil  liams.        S2/ 11/02.  Commiss  i  oners.        3pp.         13739   O9B         34X 

Fiche:  50-339,  82/1 1/O2,  B21 104Q21  5. 

9311040210  Answer    to   Concerned   Cltiiens    of   Louisa   Countg    B21O2a 
petition    to    intervene.  Adequate    Interest    established. 
Applicants    uill    respond    to    contentions    lahen     filed 
Certificate    of    Bvc    end. 

GELMAN.M.R.        Virginia    Electric    (,    Power   Co.         GELMAN, H,R,        Hunton    t, 
Will  iams.        02/11/02.  Commiss  i  oners.        4pp.         15737'  166         ag» 

F(  che: 50-330,  B2/1 1/02, 021 104031 fl. 

B211040221    Answer    to    Concerned    Clbijens    of    Louisa    County    B2J022 
petition    to    i ntervene. Adequate     interest    eat  ab  1 1  ahed . 
Applicants   will    respond    to   contentions   when     Filed 
Certificate   of  Svc    encl. 

GELHAN.M.  fl.        Virginia    Electric    4   Power    CD..         OELMAN.M.R.        Muntan    t, 
UUl  lams.        02 /1 1/O2.  Commissioners.        -4pp.         15925   027          24X 

Fiche. 50-330,  02/1 1/02.  021 1010321. 

H3U040326  Notices  of  appearance  in  proceeding.  Certificate  of  Svt  encl 
GELIWJ,M.R  ,  HAUPIN.M.W.  ,  CHRISTMAN,  J.  N.  Virginia  Electric  b  Pouor  ' 
Co.  02/11 /OS.  4pp,  15927:  160.  24X  Fit  he:  50-333,  B2/11/O2, 

8211040234   Notices    of   appearance    in   proceed i ng .  Cer t if i c ate    of    Svc    encl 
OELHAN,J1.  R.  ,     MAUPIN.M.  W    ,     CHRISTMAN,  J.  N.        VI  r-glr,  la    El  ec  tpj  c     t,   Cower     ' 
Co.        02/11/02.        6pp.        19937:127.        24X    Fiche :  30-333,  E3/1 1  /O2, 
021 1040234, 

9211150586  Forwards   CA  Lewis, R  Drager,  VB  Albrccht.CH  Duck  leu   !< 
JM  Coleroan    notices    of   appearance,  Cor  ti  flea  te    of    Bvc    enc  1 
COLGMAN.  J.  M.        Deveridgc,     Fairbanks    t,    Diamond.        COLEKAN..  j'  M         Louisa 
Countg,    VA.       02/11/00.  Office    of    tho  S-ocretary    of    the    Commission 

8pp.        16063:  077.        24X    Fiche:  50-330,  02/11 /OB,  631  1 1305B6, 

0211150627  Forwards    JM   Coleman,  CA   Lewis. H  Qrager.VS  Albrecjit   8. 
CM   Duckleg    notices    of    appearance     In    proceed  inn.  Certl  f  icat  e 
of   Bvc    encl. 

COLEHAN,  J.  M.       Deveridge,     Fairbanks   (.    Oramond.       COLEMAN,  J   M,        Lou  1  en 
Countg,    VA.       02/11/08.  Office    of    the  Sacretarv.    of    the    Commission 

0pp.        16061:032.        34X    Flche;  50-33B,  03/1 1/DB,  O31 1 130627. 

8211160259  Response    to   Louisa  Countg,  VA  (,  Board    of    Supervisors    of 
Louisa   Countg, VA  (.  Concerned   Citiions    of   Louisa    County 
petitions    to    intervene.  Bo  th   groups   have   established 
standing,  Three    notices    of    appearance    cncl 

BWANSDN,  D.  T.  ,     MCOUBREN,  H.  J.       Hearing    Branch     1,        BZYIJ/12.  Atomic 

Safety   and   Licensing    Board  Panel,       l&pp,        16OB6:lt4        34X 
Fiche:  50-330,  02/1 1  /  12,  B21 1 16O359. 

--B311160269  Response    to  Louisa   County,  VA  h   Board    of    aupervisors    of 
Luuita   County    d  Concerned  Citliens    of  Louisa   County 
petitions    to    intervene.  Stand  Ino    established    for    both    gfouoa. 
Three    notices    of   appearance  6  Certificate    of   Svc    one  I 

MCGURREN.  H.  J.  ,     8WANSON,  D.  T.        Hearing    Branch     1.        92/11/12.  Atomic 

Safety    and    Licensing    Board  Panel.        17pp.        1AO86'  ISO         SAX 
Fiche:  SO-33H,  62/11/12,8211160259. 

0211240267  Memorandum  i   order   provisionally    orderins    hearing    &    granting 
•Concerned  Citiien*    of   Louisa  County    Si   Board    of   Supervisor* 
of   Louisa  Countv    petitions    to    intervene. 

FERGUSON,  0.  A.  ,    KLINE.J.R    ,    WOLFE,  S.  J,       Atomic    Safety   and    Licensing 
floarif   Panel,       02/11/22.  Louisa   County,     VA.        7pp.       lf,2Q&;QSli        24X 

Fich*:  50-330,  02/11/22,0211240267. 

B211340271    Memorandum  It   order   provisionally    ordaring    hearing    tt 
granting    Concerned   Citliens   of    Louisa    County    &   Board    of 
Supervisors    af   Countg    of    Louis*. VA   petitions     to     intervene 
FERGUSON,  0,  A.  ,    KLINE.J.R.,    WOLFE,  S.  J.       Atomic    Safety   and    Liconsing 
Board   Panel.       82/11/32.  Louisa   Countg,     VA.       7np.       14B05"  332        H4>f 

Fiche:  50-339,  02/11/22,8211240371. 


H.     0»n»ral    c  o-ri-  eipondanc  t 

B2MOaoi52   NotifiB,    of   Nuc  1  ear  Operat  i  ons    Dep  t   reorganl  >at  ion.  WL 
Stewart    will     replace   RH    Leatburg   as    Viet  Premident   of 
Nuclear    Operation*    (,   will    receive  1    address    all    UPC 
corrttf  ond«nc  -e, 

STEWART,  W.L.        Virginia   Electric    &  Power   Co.       S2/  1  0/36        DENTON,  H   H 
Office    of   Nuclear   Re-actor    Regulation,     Director.       EISEWHUT,  0  0 

O.       24  X   Fich  •;  30-OOO, 


P.     Operating    licenia    stage    documents   fc    corraspondBncB 


''Adequacy    of    Station  Electric    Distribution  Elgt   Voltages, 
Worth    Anna   Power    Stat  ion.  Units    1    (,  2.  " 

ODV.A.  C.        EOfrO.      Inc.        FINA-6429.        0311030206.       83/07/31 
PHEVATTE,  B,  L.        Division    o  P   Systems    Intaoration    (post  811005)          lC3n0 
13934:212,        24X    Fl  ch  e  :  50-335,  02/07/3  1  ,  B211030206  «'  >OUS'-         UPP- 

B311I50155    8ummaflt*m   B2090B  meeting   w/utll    S.    consultants    in   Region    2 
ofc    re    results    of    ravleui    of   util    nuclear   operation   mgt    bu 

O'REILLY.  J.  P.        R«olon    S,     Office    of   Director.       03/IO/OS 

LEASBUHO.R.  H.        Viroinia   Electric   (,  Po-uer  Co.       2pp         16-OSb-  1BZ         21X 

Fiche:  30-000,  B3/10/OB.  B2»  1  1501  55. 

8211110415  Foru.rd.    Amend    43    to   License    NPF-4  ,  safety    evaluation    t. 
notic*    of    issuance    i,   avai  1  abi  1  1  ty.  Amend   revises   Tech   Specs 
t.o    modify    containment    isolation   valves    in   Table  3  t,   \    to 
NUREO-0737    re  nuirajnonts. 

ENCLE.L.D.        Ojierating    Fleactnrs    Branch    3.        B2/1Q/3O.       LEASBURO,  R    H 
Virginia   Electric    t  Power    Co,       3pp.        16044-  322        24X 
Fiche:  50-333,  62/10/20,8211  1  10415. 

—  aailH041fi   Amend    13    to   License   NPF-4,  revi  s  i  ng   Tech    Specs    to  modify 
containment     isolation    valves    in   Table   3.6.1    to   meet 
MJHEC-0737    requir  ementa. 

CLARH.fi.  rt,        Oporatlnj    (Isactor*   Branch    3.        02/1O/SO        ISoa 
Ii014:325.        S4X   Fi  Che  ;  50-330,  02/10/30,  821  1  1  1O41  5.     ' 

—3211110420   Safety    evaluation   supporting    Amend   -13    to  License  NPF-4 

-      Office    of    Nuclear  Reactor    Regulation,     Directnr,       83/10/30        4no 
16041:310.         24X    Fi  cha:  50-33B,  B3/10/30,  02  1  1  1104  IS,  ' 


N°tlce    °f    ls*uanc» 


CLARK.W.A. 


availabilitij    of   Amend    43    to  Linen.;* 
2pp 


Operating    Reactors   Branch   3.       B2/10/20 
2-1  X   Fiche;  50-330,  02/10/20,B21  1110419. 


B211020336    Forwards    util    application    for   amand    to  Certificate    of    Public 
Convenience    *    Neceas  i  bg,  ET-1  17g  ,  State    of  VA   B201I-?   order 
requiring    notice    J.    scheduling    hearing    &  B2O333  amenilatory 
oraer,  W/one    overs  ite    drawing.  Aperture    card    in  PDR 

CHRISTMAN,  J.  N,       Hunton,  &   WUllams,       CHRIBTMAN,  J.  N.       virqtnia    Electric 
*    Pouer   Co.        82/10/21.       SUANSON.D.T,       NRC   -   No   De  tailed    Aff  i  1  i*tion 
Given.        S5pp.         15HB5:348.        24X    Flche:  50-33B,  S2/IO/21,  831  1020S2A, 

8210360039  Generic    Ltr    02-20    to  all    power   raaefcor    U  c  et.se  .s,  permi  t 
holders   t*   applicants    for    CP   re    guidance    for     implementing 
SRP    rule.  Forujard*    NUnEO-0906.  NUREO   to    be   used   35    intsrim 
m«asurB    until    Reg    OiitJe    1  .  7O  revised.  Svc    Hat   ancl 

EISENKUTrD,  8.         Division    of    Licensing.         B3/IO/26.  Consol  i  da  tcrf 

Edison    Co.     of    NBUI    Vork.     Inc.       9pp.       15993:293        34X 
Fich»;  50-000,  B2/10/36-  S21D26000B, 

aai0270030  Generic    Ltr    B2-22    to   all    PUR    1  icon  tees   re    Congressional 
request    for    info    concerning    steam  generator    tube    Integrity 
Forward*    Conor  essman   EJ  Marfcey    B2I019    nuestfons   re    steam 
generator    tube    integrity.  Svc    list   encl, 

EISENHUT,  D.  O.        Divillon    of    Licensing.       82/10/26.  ContolJdated 

Editon    Co.     of    Meu  Yort»     Inc.       10pp.        1  4099  •  333       24X 
FJ  che:  50-000,  82/10/26.  B21OS70030. 

8211020009   Fprwards    results    of   overvoltage  analysis    performed    to    studu 
emergeniu    but    voltages    durJno   periods    of    linht   electrical 
loading    on   TBs*rve    station    »vc    sys  uhich   occurs    coineiilent 
u/hlgn    *v»    voltages. 

LEA3BURO,  R.  H.        Virginia   EUetrJc   t,  Power  Co,       82/10/36.       DENTON,  H  n 
Office    of   Nuclear   Reactor    Regulation!     Director.       CLARK.  R  A 
Op  •rating    Reactors    Branch    3.       4pp.       13SB3-032       2flX 
Ff  eh  »:  50-335,  BB/lO/2i,  821  1O2000B. 

B2110204A8   Forward*    "VEPCQ    Nuclear   Design  RelUbilitu    Factors    " 

LEASBURO,  R.  H.       Virginia  Electric    k  POUIBT    fio,       02/10/S6.       DENTON,  H  R 
Office    of    NucUar-   Reactor    R«gulation,     Dlractor.      EIBENHUT,  D   0 
Division    of    Licensing.        Ip.       34X  Ficho:  SO-OOO,B2/tO/26re21  1O20160. 


—8311020476    "VEPCO  Nuclear    Design  Reliability    Factqri    " 

MILLERj  J.  S.        Virginia  Electric   (.  Power   Co,       VEP-FRD-4BA 
63pp-       H4X    Fich«:50-OOO,  82/10/26,9811020460. 


82/10/31. 
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BSI10&0232  Forward*   Amend   *   to   "QA  pl>09r" 
Amend    r*flects   m*jor   changes    In   onslte 


,0211060233. 

"QA  Pruora.n  Operations   Phase.  " 

,    'yi;,7nia   Electric   *,*.««•   Co.       VEP-I-4A.       B2/10/31. 
13933:806.        34X   Fi  ch«:  50-000.  B2/10/39,  821 1060232. 


Pha"'  "    UBP~I   " 


9Spp. 


B211090315   R.vi.ui   actions    takfln    ta   recover    too..   »•;*«'""  RCS.  Part. 
could   h*v»   been   generated    during    current   outage.  All    *n.oun 

SFIT^"   '"Strgtnla  El.ctri.    «-  P««r  Co.       B2/11/04.       DENTON,  H.  R. 
Office    of  Nuclear   Reactor   ReBU  1  ation,    Director.       CLARK.  R.  A. 
Operating;  H«actor»   Branch    3.       4pp.       16006:111-       SIX 
Fl  che:  50-336,  62/1  1/O4,  831  109O3I  3. 

0211190339  Conclude,    that    proposed   230-kV   transmission    line   to 
tubitJtton  rear  Louisa,  VA  would    not   affect    license 
conditions.  No    further    info   needed    unless   proposed    action 


A.     toting  ft..ctor.  "" 

Vlroinia  Electric    b   Pour»r   CD.       3pp. 
Flttit:  50-333,  62/11/09.3211190339. 


S211IB007S  Fc-rward*   Am*^   44    to   LUen«   NPF-4    t.  nctUe   of    ii 
availability  Amend   remove*   renuirement   far    Tijpr   C    toitinj 


.g   factor,    Br.nch    3.      88/11  /» 
Vlroinia   Electric   t   PUUIBT    Co.       3pp.        16134:275.       BIX 
Fiche:50-33B.  02/1  1/O9.  831  1  IB0073. 


ea/ii/os      STewART.  w.  L. 


,  H.  L. 


--BaillB007B  Amend   44    to  Li  tens.    NFF-4.  removi  no   reg.uir*riient   for   Tgpo   C 
testing   *OT    Valve   TV-SV1O2-2.  D0,,,,«e        ^.. 

CLAI1K,  R  A.       dp«r»ting    Reactors   Dranih  3.       B2/11/09.       5pp. 
l61B+!a7B.       24X   Fiche:  50-333,  82/11/0-9,  BaillWOTa. 

Notice   of    issuance   *.   avatlflbility    of   Amend   44   to  License 
up— 

CLARK",  R.  A.       Operating    Reactors    Branch   3.       92/11/-09.       3pp. 
16154:283.        24X    FUhe:  SO-33B.  H2/11/09,  BSl  1  10007S. 

921114&047  GBneric   Ltr   32-26   to   power   reactor    liceti.ee*    (except    Fort   8t 
Wain)    re   NUREG-0744,  Revi-sion    1.     "Pi-enurs    V««el   Mat! 
Fr-cture    roughness.  "   Forward!   NUREO-0744.  R«  vision    1.  M/o 

E^seljHUT.D  1.     "iv'ision   of   Licensing.       B3/11/12.  Consolidated 

MltmTce.      o>    MM  V»rfc.     Inc.       B2pp.       16232:212.       S4X 
Ficha:  50-000.  B3/1I/  13,  B21  1  160047. 

B21U-J0210  Application   to   amBli<i   LIcensB   NPF-4,  d  el  eting    Tech   Speca 
3   4   10    1    d   &    4   4.  1O.  t.req.uirinff    ultrasonic    e*an  of   f  1  ou 
strsighSenert    uih«n»ver   reactor    coolant   jump    shaft   deflection 


Officr    of   Nuclnar   Reactor   Regulation-    Director. 
Operating   ReactaT*   Branch   3.      2pp.       16191:249. 
Fich*:  50-338,  BS/  11/12,  331  1  19021O. 


CLAHK.R.A. 


-B21111!0214   Teth   Specs   3.  1.  10.  K  d   t  4.  4.  1O.  1    re  RCS   itructural    intagplty 
KF  cad*   Class    Ii2  t  3   eomponinti. 
Virginia   ElactPic   fr  Pouer    Co.      82/11/1?-      Bpf.       1A191:SD1.      34X 


,         . 

Fiche:  30-000,  83/09/21,6208190229. 


a=OB190323    IE    Info   Njtic.^a^,  ^Ch-ng^in    For-j.t^^Dl.tr  ibuti  on    3VO 

ns,  office.    Office   of    Inspection   ancf 

B3/09/23  consolidated   Edison   Co.     ofNeujVork:      Int. 

•  031         34X   Fl  the:  90-000.  03/09/Sa,  0309190233. 


aa09190333   IE   Info  Notice  32-40,    "Def  ic  ienc  i..    in   Prim.ru   CDntain»nt 


Fit  het  50  -000,  B2/07/22,  8200190232. 
921U503«   Foruarls    IE    In5P    Repts    50-330/02-35   &    50-339/82-35   On 


Fie  he:  30-338,  02/1O/21  .  B21  1  1S0343. 


-8211150332    IE    Insp    Repts    50-338/03-35    *   50-33^/82-35    cn    B20W7-3O.  No 
noncWliance  noted,  Major  arBa5    In.p-ct.J  :  .twm   Ben-rntor 

'-  •  " 


B211130345. 


8208190239    IE    Info   rJ0tlc8    82-41,     "Failure    of    Safety  /R«l  i  »f    V-lv« 


.  0.53 

Consolidated   EdJson  Co.    of  New  Vorl,    Inc.       1  10pp.       15960.153.       . 
Flche:  50-000,  82/10/22,  6203190339. 

receipt   of   821028    I  tr   informing   NRC   of   atops    t.ikan   * 
/t"ns   noted    in   IE   Inso   Repts   50-33B/B2-39  * 

DivUion   of   Project   t  Resident   Progr.m  »        02/1  t/OS 
STEWART,  H.L.       Virginia   Electric   «  Po««r  Co.       lp.       1605A.293.       J4X 
Flche:  50-330,03/11/03.  0211130377. 

-8211130304  Responds    to  NRC  Q21004   Hr   r*  violations   not.d    in    IK    I 
R.Jti    30-339/B2-29    t,   50-339/02-39,  Correct  iv«    oct.nna: 
atriodlc    te.t  written   t.   Implemented    to   insure   charcoal 
filter*    tested   per   Tech   SPBCS, 
STEHART.W,  L        Virginia   Electric   t  Power   Co,      02/10/2R 

0'RETLLV.J   P.       B-Sl»"    2'     0fficB    °f    B"*"*1"1'       app'        >«>»:2"- 
Fiche:30-33S,  83/11/03.8311190377, 

-8211150393   Forwards    IE    Insp    Repts    SO-33Q/03-29   t,    50-339  /B2-29    t>n 
B20806-0905    tc   notice    of    violation. 

LEWIB.R.C.       Division   of   Project  t  flesident   Programs. 
LEABDUnff.R.H,      Virjinia  Electric   (.   Pouer   Co.      anp. 
Ficbe:  30-330,83/1  1/05,  B31IIS0377. 

-6811180397  NoticB  of  violation  from  Insp  on  BSOBOi-0905. 
i  Division  of  Project  t.  Resident  Proorams.  Q2/10/04. 
16056:2SB.  34X  Fichs:  SO-333,  82/1  1  /OS,  021  1  1B0377. 


-8211150407   IE    Insp  Repts   50-333/03-29   t-  30-339/02-29   on 

NoncWlianc,   nit.dr  '.ilur.   to   conduct   periodic    surve  i  1  lane  B 
on  safeguard!   area  ventilation   sus   pur  Tech   Spec. 

w.    JULIAN,  C        Division   of   Project   t  Resident   Progromn 
nJJ        IMM^M"      24X   Kiel,,:  50-338,^/11/09,021 


820B190248   IE   Info  Notice  83-43, 


Contolid«t»d   Eiliion  Co.    of  New  York,    Inc. 
Flche:  50-OOOr  82/11/16.  B30B170248, 


Deficiencies    in   LWH   Air 

rin      ,  flu-1.*,   *.. 
Hipp 


nce? 
16171.233. 


9EOB190a53   IE   Info  NotU*   BB-45.     "PUR  Lou  Temp   Overpressure 
Protection,"    8vc    list   end. 

JORDAN.E.L.       Division   of   Engineering   fc  Qual  Ity   Assurance      MB 
Con.olldflted   Edi.on   Co.    ofNeu-York,     Inc.       93pp.       li232:39H 
Fich»:  50-000.  02/11/19,  8308190253. 


R.    Periodic    operating   reports  fc  related   correspondence 


8211020618  Forwards   nonfchlu    operating   repts   for  Nov    19Bl.Rept    for   Unit 

LEASER:  H.       Vlroinia  Electric   I,  Pouer  Co.      B1/1B/W.       H^LER,  N  .  M. 
Office  of  Manajemint   «nd   Program  Analysis. 
Fteh»:  30-333,  B1/13/1B,  821  10B061B. 


15886.043,       24X 
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--B21IQ2Q623  Monthly    operating   rept   for   N 
enc  1. 

ROGERS,  L.  L.        Virginia    Electric    t,   Pomer   Co.       S1/12/1B 
15806:044.       24X   Fiche:  50-338,  Bl  /12/  IB,  921  10206 IB. 


19B1.  Rept   for   Unit    1    not 
3pp. 


B2U29O14S   Forujrdi    LER    S2-OA7/O3L-0. 

CARTWRIGHTiW.fi,       Virginia   Electric    S.   Power   Co.      02/11/16. 
O'REILLY,  J.  P.        Region    2.     Office    of    DiToctor.        Ip.        16216:334>. 
Fiche: SO-33B,  82/11/16.  B2I 1290145. 


9211030164   Forwards   corrected   monthly    operating   rept   for   Unit    1    for   NDV 
1981    d   corrected    pigea    to    monthly    operating    rept    for   Unit    2 
far   Oct    1981. 

LEASHURG.  R.  H.       Virginia   Electric   t,   Pouier   Co.       B1/12/1B.       HALLEHi  N,  M. 
Office    of    Management    and    Program    Analysis,        Ip.        15912:085.        24X 
Flcne:  SO- 338,  B1/12/1B,  821  1030164. 

— 8211030166  Corrected   monthly   operating   rept    for   DC t    1981. 

ROGERS,  L.  L.        Virginia    Electric    d   Power    Co,        B1/12/O3.        3pp. 
I5912:OB6.        24X    Fiche:  5O-33B,  Bl/12/ 18,031  1030164. 

— BS11030169   Monthly    operating    rept    for    Nov    1981. 

ROGERS,  L.  L.       Virginia   Electric   t,  Pouier  Co.       Bl/12/03.       5pp. 
13912:089.        24 X    Fiche    30-338,  B1/I2/1B,B21  1030164. 

H211020594   Forwards   monthly    operating    repts    for   Dec    1981.  Rept    for   Unit 
2    not    encl. 

LEASHURG,R.  H.        Virginia    Electric    !.    Power    Co.        82/01/14,        HAULEH.N,  M. 
Office   of  Management   and    Program  Analysis.       Ip.       15asa:O63.       24X 
Fith*    50-338,  B2/C-1/I4.B21  1O20594. 

— B21 1020603  Monthly    operating    repts    for    Dec     1 981,  Rept    for    Unit    3   not 
enc  1 . 

ROGERS, L.L.        Virginia    Electric    tt   Power    Co,        82/01/05.        Spp. 
15083:064.        24X   Fiche:  50-338,  B2/OI / I  4, B21  1020594, 


— 0214290153    LEfi    B2-O67/03L-0:  on    H21O11?,  sucti  on    to   RHR    ay*    pumps    A    fc    D 
loit   for    36   minutes.  On   B21O20, pump    suction    lost   for  33 
minute*.  Cau ltd    by    ambiguous    RCS    level    indication    uhile    water 
drained    to    centerline   of    no i i t es, Wa ter   added. 

CAR  TWR ICHT.  H.  R.       Virginia   Electric    &  Poiuor   Co.      82/11/16.  RBginpi 

3,     Office    of    Director.        3pp.         16316:327.        £4X    Fiche:  SO-33S, 
B2/11/16.  H31129O145. 

8211290I6S   Foruiard*    LER    B2-06O/O3L-O. 

CARTWHI8HT,  W.  R.        Virginia    Electric    «.    Power    Co.       02/11/16. 
0'REIU.Y.  J.  P.        R«gion    3,     Office    of    Director.        Ip.        16216:339.        24X 
Fiche: SO-33B,  B3/i 1/16.  331 IH9D165. 

— 821129016S  LER   92--060/03L-O:  on    B21O19,  utali  on   battery    1-IV   failed    IB- 
man  th    discharge    surveillance     test.  Caused    by    natural    end    oP 
life.Battery   replaced. 

CARIWF1IOHT.  W.H.        Virginia    Electric    't    Pouer    Co.       B2/11/1&,  Reflion 

2,     Office    of    Director,         3pp.         16216::i40.        24X    Fi  cfie:  90-33B, 
83/11/16,  B21I290163. 

8311330328    PWO- II-B2-t2i:  on    B21 1 16. wh i  1  e    heating    up    reactor    fur    startup 
fol lowing    refuel  ing. ma  in    transformer    C    failed.  Small    hole 
bloujti   in    (jodij    of    transformer*  spraying    oil    into   adjacent 
•area.Cauie   under    investigation 

LAND18,K.D,.      JULIAN. C.  A.         Region    2.     Office    of   Director.        133/11/17, 
2pp.        161B4:  361.        24X    Fi  c  tie  :  50-338,  B2/1 1/17,  S21 123032H, 


B211020209   Forward!    monthly    operating    repts    for    flug    1982. 

LEAaBUHO.fi.        Virginia    Electric    &   Power    Co.        B2/O9/13.       HALLER.N.M. 
Management    Information    Branch.        Ip.         19881:187.        24X 
Fiche:  50-33B.  82/09/13,  B21  IO2O209. 


--B211020216  Monthly    operating    repta    for    flug    1982. 

SCHMITENDOFIF,  0.        Virginia    Electric    (i    Poiuer    Co.        83/09/01. 
15BB1:1BD.        24X    Fiche  :  5O-33B,  82/09/ 13.  S21  1020209. 


Bpp. 


Forwards    monthly    operating    ropta    for    Sept    1902. 
LEftSBURQ.R.  H.        Virginia    Electric    &   Poiuer   Co.        B2/1O/13.        HrtLLEH.N.M. 
Management    Information    Branch.        Ip.         16037:047.        24X 
Fiche:5Q-33B.  82/10/13,3211110148. 

--B3I.I110151   Monthly    operating   rents    for   Bspt    19B2. 

SCHMITENODRF,  0.       Virginia    Electric    t.    Pauior    Co.        82/10/01.        Bpp. 
16037-  048,        24X   Ficno:  30-338,  B2/10/13rB21  111014B. 

5.    Reportable   occurrences,    LEHR<   (-   related   correspondence 

82110400B2  Forwards   updated   LER  82-061 /03X-1. 

CrtRTlJRiaHT,  W.  R.       Virginia   Electric   t.   Power    Co.       B2/10/25, 
O'HEILLY,  J.  P.        Region    2,     Office    of    Director.        Ip.        13926:021.        24X 
Fiche:  50-33S,  82/10/25.  821 1040082, 

--B2110400BB  Updated   LER   82-061 /03X-1 : on   8201 23. spec i Pic   activity   of 
primary   coolant   eicoeded    1.0   uCi/g    dose   equivalent    1-131. 
Cauied   bg    1-131   migration   through    plnhole    leak*    in   fuel 
cladding   during   unit   ramp   douin. 

CARTHRIOHT.  W.  R,       Virginia   Electric    t<  POUIBP   Co.       02/10/23.  Roglan 

2.    Office    of    Director.        4pp.        13926.022.        24X    Fi  che:  50-33B, 
03/10/29.8211040082, 


\l.     Operator   Examinations 


8210130019    Oeneric    Ltr    B2-1B    to    all    pouer   reactor    npplicants    E< 
llctnieet    re    reacbor    operator    ft    icnior   reactor   operator 
requa  1  i f i cat i on   eiama. Advt H BS    that   exams   begin   at   facility 
after    8210O1.  Bvc     litt    enc). 

EISEWHUT,  D.  G.       Division    oP   Licensing.       82/10/12.  Consolidated 

Edison   Co.      of    Neu    York.      Inc.        ISpp.         16002:234.       24X 
Fiche: 50-OOQ,  B2/1O/I2,  8310130019, 


DOCKET    50-339    NORTH   ANNA   POWER    STATION,     UNIT   2 

F.     Becuritiji    medical,     emergency    &    fire    protection   plans 

8210040063   Genortc    Ltr   B2-17    to   all    pauier  reactor    llcenseos   d 
applicants    Ii    holder*    of   CPs    re    inconHistency    betwoen 
requirements    of    IOCFR50,  9<)(  t»    It    BTS    for   performing    audits   of 
emergency   preparedness    prog  rams . Svc    list  onel. 

EIBENHUTi  D.  O.       Dlvi*ion    of    Llecnsins,       82/1 0/01.  Consol  Ida  torf 

Edi«on  Co.     of   Hau    York.     Inc.        1  1pp.        16002:  SBB       24X 
Fiche:  30-000.  82/1O/O1.  8210C"K)Q.bB. 

0311130424   ResponiJa    to   B2O917   Itr    eipressing    support    for   reduction    in 
emersencv    exercise    Prequc-nca   requii-oments   for   state  (• 
local   jgenciei.  Isiue    preaonted    to   Conimi  ision   b  FEMA  for 
conclderat  i  an. 

O'REILLV,  J.  P.       Region   2,     OPFice    of    Director.       82/1O/04. 
LEASBURQ.R.  H.       Virginia    Electric    fe  Pouer  Cn.       Ip.       16037:191.       24X 


8211100270  Forwards    LGR    82-066/03L-0. 

CARTURIQHT.  H.  R.       Virginia   Electric   fc   Power    Co.       02/11/03. 
O'REILLY,  J.  P.       Region   2,    Office   of   Director.       Ip.       16028:003.       2AX 
Fiche:90-33B,  82/11/03,821  1100370. 

— G2H100277  LER   8S-066/03L-0: on   821008. during    instrument    calibr.f!u« 
penalty    Input    to   channel    1    overtemp    delta    T   setpolnt    found 
out   of   tolerance. Cause    unknown.  Channel   recallbr 
u/satlsfactarij   results, 

CAHTHRIGHT,  H,  R.      Virginia   Electric    (.   Pomer   Co.       S2/1I/031.  Rejjion 

2,    Office   of   Director.       4pp.       16028:004,       24X   Fiche:  50-33B. 
Q2/ll/03,B2tII00370. 

631 1100367  Forwards   LER   B2-064/03U-0. 

CARTWRIGHT,  W.  R,       Virflinia   Electric    t<   Power   Co.       82/11/O3, 

O'REILLY,  J,  P.       Region   2,    Office    of   Director.       Ip.       16023:332.       34X 

Ficht:50-33S.  82/11/03,821  1100367. 


—821 1100393  LER   B2-064/03L-0;  on   B2I  005,  ref  in  1  ing   water   storage    tank 
(RWST)    boron   concentration   fell    below  Tech   Spac    limits   b 
boric   acid    storage    tank    A  boron   concentration   etceeded   Tech 
Spec*.  Caused    by   constant   blending    to   restore   RUST   level. 
CARTHHIOHT,  W.  R.      Virginia  Electric    t  Power   Co.       B2/1I/03.  Region 

2.    Office   of   Director.       2pp.       16023:333,       24X  Fiche:  SO-33B, 
82/11/03,8211100367. 
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2pp- 


8211300028  Forward.    SER    re    Section,    III.  0.3  b    lU.i. 


24X 


H4X 


10CFfl3Q 


B  «  complianc,   u/r«qiM  rBnmnt  s, 

.R.A^      Oper*tin8    RBattDT9    Brand,    3.       BB/ll/in         GTFLJAHT    LI   I 
U  EUctrie    b  PDy9p   CD.       aop         163*3    177  BTeWAflT'  "•  L- 

90-333, 


0.     AdjuilJcBtary    c  orr«spand«  nc 
8211040212   Aniuir    to  Loui.a    Co 


FUd«:  30-339, 
S3I1O40215  Aniu 


« 

'        24X 


9211010218  Anaucr    to  Concerned 

'-11    ......  -«•;«« 


6311040221    Ansu.r    to   Concerned   Citi.en.    of   Louisa    Countu 
p.t    tion    to    in^rv.ne.ArfB^te    Inter..  t  0,t-61i,h^ 
Appl    cant,   u*lll    Te,ponil    fco   «n  tent  Ions   Jen    *n«S 
C«rt(flcatn    of  Hvc    end.  •**". 


GELMAH.M.R.       Virginia  E 

/ii'"w-     *«»n.i« 

,  02/11/02,6211040221. 


^ 


—8211140363   Rtiponit    to   Louiu 
L«l«    Countg    L   Con«rn.d   C 


. 

Fie  he:  50-339,  62/1  1/12,  B21  116025-?. 


8211240267  Memorandum  i  order  orovislnnj.!  ,.,    „...(„    • 

:r,s2  s::;;;";.;r,ts»:  c;;      -  •'  --"»-  '  '"""' 


,  O.A.  .     KLINE,  J   R    ,     WOLFE   *     ,         A,- 
»«r-   P.n.I.        Ba/    1/32  Lo^w   Count?      3 

Fich.:50-33a.B2/ll/22,Bail240367  g' 


'  °- 


H.    Qeneral    "rrBi 


itlng    lie«n*e   itage    documents   !,   corr 


provided  For 
S    stlte'enc,    .' 


•«  •   «««. 


;  50-000, 


Ficl,*:  30-000,  82/10/26,3210260089 

BSr°S^°f°'n'iriC    Ltr   82"a2   *°   a11    "Wf(    Iite"" 
Foru»Tit*  Congr*0  C°necjnHnB   *team  S'n'i'ator    t 

s;2^tV"fc^i?*!r"«-8«*'i""ncj!|U"t'0' 


,-K-SJP  !L"«  "J 

Fidit:SO-000,  82/10/36,8210270030 


'-»<»" 


621I02046B  Forward)    "VEPCO  NucU.r 

SS^W.ta«X'S.:'S:! 

FlCr,.:BO-000,S2/10/86,B2110204S8 


; 

Dlr<ctl"- 
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--3211020476   "VEPCO  Nuclear    Design   Reliabilttg    Factors.  " 

MILLER.  J.  0,        Virginia    Electric    &   Pouer   Co.        VEP-FRD-43A.        82/1O/3 
63pp.        24X    Fiche.  SO-OOQ.  B2/ 10/26,  S21 1O2O44.B. 

6211040095  Provides    addl    info   re    020927    request    tor    relief   until    end 
of   second   refueling    outage    For    mod    to    diesel    generator    3J 
I vb i    oil    sgs,   In    response     to   B21027    request.  Startup    u/o 
prt  lubricitinn    during    eitension    ui 1 1    not   degrade    generator. 
STEWART,  W.  L.       Virginia   Electric    6  Poiuer  Co.       02/10/29.       DENTON,  H,  R. 
Office    of    Nuclear    Reactor    Regulation,     Director.        CLARK,  R.  A 
Dp.raeing    Reactors    Branch    3.        2pp.        15926:125.        24 X 
Fiche:  30-339,  B2/IO/29,82I  1040095. 


630Bl9O3Sf    IE    Info    Notic*    82-39,     "Svc    Degradation    at    Thick   Mall 
8tainl«i.»    Steel    flee  ircul*t  Ion   Sy«   Piping   at    BUR   Plant." 
Svc     lilt    end. 

JORDAN.  E.  L.        Division    of    Engineering    fc  Qual  i tu    Assurance.       S2/O9/21. 
Consolidated    Edison   Co,      of   Neu  York,     Inc.        06pp.       14017:090,       24X 
Ficne:  &0-QOO.  B2/09/SI, BZQBifQSSf. 

8208170223    IE    Info   Notice    Q2-3B.     "Change    in  Format   S.   Distributing   Sy  B 
far    IE    Bui  let Insf Circulars    t    Info   Notices."    Svc    list    enel. 
DEYOUN-Q,  R,  C.        Director's    Office.     Office   of    Inlpection    and 
Enf art ement.        82/09/32.  Consol irfated   Edison   CD.     nf  New  Yor*.     Inc. 

llOpp,         16O18:  021.        24 1C    Fiche:  30-000.  82/07/23,  3200190223. 


B2U060232   Forwards    Amend    4    to    "QA   Program-Op  era  tioni    Phase."    VEP-1-4A. 
Amend    reflects    major    changes    in    onsite    I:   nffcite    QA 
organiiation    d   upgrades   Qfl   program. 

DAUH.E.A.       Virginia    Electric   !<   Power    Co.       03/10/29.      HAASS.  U.  P. 
flualltv    Assurance    Branch.         lp.        15993:205.        24X    Ficne;  50-OQO. 
aa/IO/29, 02110*0232. 


Q20019O232    IE    Info    Notice   B2-4O,     "Def  ic  iencio  i    in   Primary    Conta  iivmofit 
Electrical    Penetration    Assemblies."   Svc    list    end. 

JORDAN.  E,  L,        Division    of    Engineering    &  Qual  itu    Assurance,       62/09/23, 
Consolldatad    Edlion    Co,      of   New   York,     Inc.        112pp.       19930:019.       BAH 
Fiche:  SO-OOO,  02/0^/35.  H20B190232. 


— B2I1O6024B    "OA   Program   Operations    Phase." 

*      Virginia    Electric    t,    Pomer    Co.        VEP-1-4A.         03/10/31. 
15953:206.        24X    Fiche:  50-000,  02/IO/29.B21  1OAO232. 


9Bpp. 


B211090&06   Forwards    Amend    27    to    License    NPF-7i  sa  f  etij    evaluation     & 
notice    of    issuance    t,    ava  i  labi  1  i  ty.  Amend   revises    time 
stipulations     for    diesel     generator    reliability     &    installation 
of    nonqualified    pressure    switches. 

ENOUE.  L,  D.        Operating    Reactors    Branch    3.        B2/1O/29.       LEABBUROi  R.  H. 
Virginia    Electric    (,   Pniuer    CD         3pp.         16019:326.        24X 
Fiche:  50-339.  H2/ 10/29.  B21  1090ci06. 

— B21109O621    Amend    37    tn    License    NPF-7,  author  i  I  ing    mod    completion    nn 
later    than    second    refueling    outage    on   dlesel    generator 
reliabilitg    !,    installation  of    a  larmi  pressure    suiltchBK    d    neuj 
Tech    Spots. 

CLARK.  H.  A.        Operating    Reactors    Branch   3.        38/10/29.        2pp. 
16019:329,        24X    Fichu:  50-339,  02/10/27,021  1090606. 


8311130345   Forwards     IE    tnsp     Kept*    50-33B/B2-35    J-   SO-339/S2-35    on 
SH0927-3O.  Mo    none omp 1  lane B    notad. 

DANCE, H.C.        Division    of   Project    (.  Resident    Program*.       82/10/21. 
LEASSUflO,  R,  H,        Virginia    Electric    (.  Pouier  Co.       2pp.       16O95:  30B.       2-4X1 
Fiche; 30-333.  B2/1O/21,  S21 1130343. 

--Q21  11S03521    IE     Icisp    Repts     gO-33B/B2-35   !.   SO-337/82-3S   on    BE0927-30.  Hn 
none omp 1 i anc e   noted.  Major   areas    inspected: steam   generator 
tube    end    re  pair,  mac  tor    coolant   pump    diffuser    capscreuj 
replacement    ti    guide    tube    support   split  pin    replacement. 
ECOMOMas, N. ,     SLAKE. J, J.        Division   of  Engineoring    b  Technical 
Programs.         82/10/20.        6 pp.         16099:310.       24X   Flch  e:  SO-33B,  02/  IO/HI, 
3211150345. 

B20ai*7O239    IE    Info    Notice    B3-41,     "Failure   of    BaPoty  /Rel  i  at   Valves    ti> 
Open   at    BUfl.  "    Bvc     list    end. 

JORDAN,  E.  L,        Rivision    of    Engineering    &  Qualitij   Assurance.       S2/1O/32, 
Consolidated   Edison    Co.     of    Neui  York.     Inc.        llOpp,       15960:193.       JJ4X 
Fiche: 30-OOO.  B3/IO/22, 030819O239. 


— B21I090626   Safety    evaluation    supporting    Amend    27    to   License    NPF-7. 

*      Office    of    Nuclear    Reactor    Regulation,     Director.        B3/1O/29.        4pp. 
1401 9;  331.        24X    Fichu:  50-339.  Q2/1O/29,  02  1 1O90606. 

— B211090t30  Notice    of    issuance   !.   availability    of   Amend    27    to    Llcem.e 
NPF-7. 

CLARK,  R.  A.       Operating    Reactors    Branch  3.       83/10/29.        2pp. 
16019:336.        34X   Ficho:  30-339,  £13/10/29,821  1O90606. 

8211190339  Concludes    that    proposed    33O-W  transmission   line    to 
substation   near   Louisa. VA  uiould    not    affect    license 
conditions.  Ha    further    info   needed    unless   proposed   actian 
modi  f i  ed. 

CLARK, R.  A.       Operating    Reactors    Branch    3.      8H/ 1 1 /O5.      STEWART.  H,  L. 
Virginia   Electric    i   Power   Co.       3pp.        16163:310.       34X 
Fiche:  30-33B,  02/11/09,0211190339. 

B21I160047  Generic    Ltr    0a-2fa   to    poyer    reactor     licensees    (encept    Fort    at 
Vrain)    re   NUREG-0744,  Hevl  si  on    1.     "Pressure    Vessel   Mat  1 
Fratture    Toughness."    Forwards   NUREO-0744.  Re  vi  sion    l.W/o 
«nc  1.  Svc    list    enc  1 , 

EI5ENHUT,  D.  0.       Division    of  Licensing,       62/11/13.  Consolidated 

Ediion  Co,     at    Neu  York,     Inc.       52pp.        16233:212,       24X 
Fiche:  SO-OOO,  82/11/12,0211160047. 


02H1SO377    Ack    receipt    of   8210ES    Itr    informing    NRC    of    step*    taken    to 
correct   violations    no-ted     in    IE    Insp   Repts   3O -338/02-27   & 
SO-339/B2-29. 

LEWIS, R.C.       Division    of    Project   fc  Resident    Programs.       02/11/03, 
STEHAIT.H.  L.       Virginia   Electric    fr  Pouier  Co.        Ip.       16056:233,       SIX 
Fiche;  50-338,02/11/05,  B21 1150377. 

— 9211150354   Retaondl    to   NRC    G21004   Itr   re  violations   noted    In    IE    Insp 
Repts    50-336/82-29    !*   50-339/82-29.  Correct  1  ve   actions: 
periodic    tett    written    (•-    implemented    to   Insure    charcoal 
filters    tested    per    Tech    Specs. 

STEWART.  M.  L.       Virginia    Electric   Ic  Pouer   Co,       02/10/2B. 
O'REILLY,  J.  P.       Region    2,     Office   of    Director.       2pp.       16056:554.       24X 
Fiche: 50-330, 92/11/05, 821 11 50377. 

— B2111503?3  Forwards    IE    Insp    Repts   50-33B/B2-29   I.   90-339/93-39    on 
0203D6-O905    &    notice    of    violation. 

LEWIS, R. C.       Division    of   Project   &  Resident  Programs.       82/10/04. 
LEAfiBURQ.R.  H.       Virginia    Electric   &  Pouier    Co.       2pp.       14056:256.       24.X 
Fiche:  3O-330,B2/1I/03.  HS1I15O377- 


8211290823  Provides    supplemental    response   to    Generic    Ltr-    02-1D    re 
NUREO-0737,  Items    I.  A,  1,  3   J,    II .  D.  1.  Eva  I uation    of    safety    i 
rillef   valve    piping    &   supports    uill    be    submitted    upon 
completion   of    uork. 

STEWART,  W.  L.       Virginia   Electric    t>  Pouier  Co.        G2/11/22.        DENTON.  H.  K. 
Office    of  Nuclear  Reactor   Regulation,     Director.       EISENHUT,  D.  0. 
Division   of   Licensing.       3pp.       I6226;2i6.       24X    FUhe:  50-33S,  0a/  1 1  /22, 
B21 1390933. 

•Q.     Inspection    report).     IE   Bulletin*   &   correspondence 

8208190220  IE  Info  Notice  02-37,  "Cracli  ing  in  Upper  Shall  to 
Transition  Cone  Qirth  Meld  of  Steam  Generator  at  Operating 
PUR.  "  Svc  lilt  erul- 

JORDAN.E.  Division  of  Engineering  b  Quality  Assurance.  02/09/16. 
Consolidated  Edison  Co.  of  Naul  Vorlu  In(.  105pp.  1393O:  OOl.  2-VX 
Fiche:  SO-OOO,  B2/09/16.  02081902SO. 


B20B1902E2    IE    Info  Notice    92-34,  Revl»lon    1.     "Melds    in  Main   Control 
Panels.  "   Svc     list    encl. 

JORDAN,  E,  L.       Division   of    Engineering    fr  Quality  A»surance.       S2/O9/17. 
Conialldated   Edison   Co.     of  Neu  York,     Inc.        107pp.       15895:109.       &t 
Fiche:  30-000,  82/09/17,0208190222. 
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--B31 1020683  HintMy    ajuratinn   npt    for    Hav    1981.fi.pt    far   Unit    I    not 
•  nit. 

^QSSHS.L   L         Virginia   Electric    (,   Pourr  Co,       B1/13/1B        3pp 
15236:044.        24*   Fi CM '50-333,  61/12/18,0211020416. 

E231102<Jlfc4  Foru.rdt   corrected  nontMu   op»r»tina   rept   for  Unit    1    for  Nov 
1931    d   eorrtcttd    pdgei    to   nsnthly   operating    r>pt    for   Unit   3 
for   Oet    l-sai. 

LErtSsl/SC.n   H.       VirjinU   Electric   !,   Pouer   Ca.       81/13/18.       HALLER,N,M. 
Oltlci    at   ftanjgon«nt    and   Program   Anjlitftii.        lp         13912   083         34X 
FiEM    SO-3JE).  01/12/13,6211030164. 


— S2U100296  LER  B2-OA7/03L-0: on    B21017,  iteam    generator   C    narrow  range 
channel   2   (LI-3495)    indicated    high.  Caused    by    failure    op 
transmitter    amplifier   card. Card   replaced    &    loop    recallbr, 
CARTURlflHT,  U.  R.      Virginia  Electric    d   Power    CD.       B3/11/O2.  rtoolor 

3,    Office   of    Director.        2pp.        16024:330.        24X    Fiche:  50-339, 
82/11/02.8311100291. 

B21I10039B   Foruarifi    LER   82-04B/03L-0. 

CARTHHIOHT,  H.  R.       Virginia   Electric   6   Pouer    Co.       82/11/02 

O'REILLY,  J.P.       Region   2,    Office    of  Director.       lp,        16035'  310         P1X 

Fiche :  50-339.  82/1 1/02,  B21 1 10039S. 


--&211Q3016S   Corrected   nontMij    optratin)    rupt    for   Oct    19S1. 

ROCcftS.L   L         Virginia   Electric   Si   Pouer   Co        81/12/03        3pp 
15912:0^4         24K   Flch*.  50-333.  31/13/18,0211030161. 


ruardi   monthly    operating    rtpts    for   Dec    1961. Rept    for    Unit 

I'         Virginia   Electric   6  Pouer   Co.       82/01/14.       HALLEH.  N.  H 
UCFice    of   Hanajtirint   and    Program   Analyili.        lp.        130BB'043        24X 
Finkt:  30-333.  B2/OI/I4,  821 10M594. 

S21I020S09  Foruardi   nanthlj    opirating    repti    for   Aug    1982 

LEA.S3USO,  H         Virainia   EUctric    (-   Pou.r   Co.       82/09/13.       HALLER.N.  M. 

Fiche:  50-333,  E2/09/13.  021 1020309. 


—  B311Q202I6   Munthli;    operitinj   repti    for   Aug    19B2 

=nDfiFlC.   cVir*ir"'   Cl«tric    t.   Power   Co!       63/09/01. 
:  189.        24K   Fieh«.  50-33B.  83/09/13,821  1020309, 


Bpp 


021111014Q   Foruardi   mnntMi)    operatinB    npti    for   Sect    1982 

LEABBIfflO,R.H         Virgin!.   EU.tri.   &'  PoUe      C  i2      O'l3        HALLER.N  M 

flanag.aent    rnfDrnati  on   Branch.        lp.        16037-047        24X  HflLLER'N'H 

FJcfte:  50-333.  82/10/13,  021  1  1  10118. 


-0211110151    Monthly    operating   repts    for   Beet    19B3 

?ffSiTSSMF<0-       V'"if"»   Electric    6   PoEr   Co        B2/10/01 
16037:  04S.        24X   Fi  che:  50-338,  B2/10/I3,831  II I014B 


Bpp. 


,; ---I--— !_°""I"!]"*1  LERl  *  r*lateil  correipondenee 

eail040I2fl   Faruardi   LER   82-Q54/03L-0. 

%'JR^L<£"t:J'      R*S'on  2-    Office   of  Director."'  lp      '!  5934.  on 
Ftche:  50-33?.  B2/10/2A,B21 1040124.  P'        I"M-SM- 


ion   of   procerfur,   uh 


B21104037I    Foruardi  LER  82-044/03L-0 

" 


82/10/87 


— B211100402  LER  82-04S/03L-0;  on   B2I01Q,  uhi  le    inMada    1.  oner  all  1  I  i  ty    of 
offsite   electrical    pouisr    tourcea    not    verified    prior    tn 
removing   2J    emerasnc^    diesel    generator   from   BVC,  Caused    M 
panonnel    >rror  &  procedural    inadenuacij. 

CARTWRIOHT,  W.  H.       Virg  in  ia  Elscfcrlc    t,    Power   Co.       B2/I1/02  lloulni 

2,     Office    of    Director.        3pp.        16025:311.        24X    Fi  cho;  50-33?. 
B2/I1/02.B211I0039B. 


IMC 


B21133010B   Foruardt    LER    B3-069/03L-0, 

CARTHfilOHT,  H.  R.       Virginia    Electric   (.    Pouer    Co.       B2/I1/13 
O'REILLV,  J.  P.        Region   2.     Office    of    Director.        lp.         16193    O11S 
Fithe:  30-337,  82/11/13,  821 123010B, 

-B31I230115   LER    B2-069/03L-O:  on    631090.  g  Bnarator     n.ld    on    HJ    V 
dlesel    generator    failed    to   flash    during    p os t-proventi VB 
maint   operability    test.Cauaeil    bg    Failure    of    generator    Plaid 
contractor    latch    trip    coil    to    energ  i  i  e,  Co  i  1    replaced 
CARTWR1GHT.  W,  R.        Virginia   Electric    (,    Pouer    Co.        02/11/15. 


Co.       83/11/13. 


roundto  ,    cou,  tic    fflDnitor 

found    to  be    inoperable.  Caused    bv    failed    oign.il    from 

l''ter'0riSitiatln9    '"   ac"l"rometer    or    Pr 
rePlacad   "-/passiHe    channel. 

,      ^r!|inifl  E1"tr'c    ^  ^^   Co.       02/11/,  H.  H(MII01 

lr8Ct°r-        lp'        161S5:  09°         M*    Fich.r30-3a7.IIU/liXI-l- 


8211230416   Foruiardi   LER    B2-070/03L-0 


8211290263   Foruard*    LER   82-071/03L-0 

U'REILLYHJ  P  R'P  V!"9iSla  EI«*"«'»  P«"  co,  . 

OREILLV.J.P.        Regions,     Office    of    Director          In  I6S1D-  Til) 

Fiche:  50-339,  83/11/14,8211290263,  P' 


-  ...... 


V.    Operator  Eiaminatlons 


:  30-000.  83/10/13,  B31O130019 


F0r»ariJ«  LEft  B2-064/03L-0 

' 


ATOMIC   POUER   PLANT,    UNIT 


8311060099  LER  B2-064/03L-0;0n 


LER  82- 


Co- 


16024:337.       24X 


8209210027  O.neric   Ltr  S2-16   to  all   PUB    i, 

8p>».R.qu.,t.   rev  I«  of    Tech   B  »ct    L   i^"":1'  r° 

y/DUid.nc.  provid.d.Fdr    items  wSeviaMnn*8'''"'^ 

'    "  c"  ""-1111  t 


of  N  'iSp 

Fiche:  50-000,  S2/09/20,  8209210037 

B211010508  R.e,u.lt,  r^ttanc.  ef   c 
application   for   amend    to   CPPR-87 


BZllOtaann 


IT    ...   , 

review   of 

-"Fi  «/i«/o4.  T«. 

^X    Fi  che;  BO-341  ,  B2/10/0-1 
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B21037022B   Forwards    page    change*     to    util    B2O603   response    to    NURE8-0412 
n   control    of    heavy    loads.  Table    cross-ref    NUREO-OA12  action 
it  ten*   !•  p»ge    changes    enc  1  ,  Aperture    cards   available    In   PDR. 
rAUBER.H.       Detroit   Edison   Co.       B2/1O/15.       KINTNER.L.L,       Division   of 
Licensino.       A2pp.       15937:231.       24X   Fi  the:  BO-341  .  82/10/1  S,  B21Q270S2B. 

821026Q09B  Oeneric    Ltr    B2-2Q   to  all    pouer   reactor    1  iceniees  ,  perm!  t 
holdtri   t  applicants    for    CP   re    guidance    for    implementing 
SRP   rule.  Forwards   NUHEQ-09Q4Y  NUREQ   to    be   need    aa    interim 
measure    until    Reg   Ouidt    1  .  70  revised.  Svc    1  1  it    enc  1. 
EtSENHUr.D,  G.        Division    of    Licensing.        B2/10/26.  Consolidated 

EdUon   Co.     of    Neu    Vnrk,     Inc.        9pp.        15993:293.        24X 
Flch*:  5O-OOO,  82/lO/2i,  B2IQ26008B. 

8311020014  forward*   OE   820924    1  tr    to   NRC    tramml  tting    "Mark    I    Oumovs 
Huponir    to  Humphrey    Containment   Concernii"    since   documents 
applicable    to    plant. 

TAUBERiH         Detroit    Edison    Co.        B3/10/26.        K  INTNER,  L.  L.        Diviiion    of 
Licensing.        1  p.        19881:OB3.        24X    Fich  e:  50-341  ,  B2/10/2&,  B21  1O20014. 

6311100305  Arfvi  sei    that    further    Independent    design   review   necessary. 
Proposal    for    independent    design    verification   program   should 
be   provi  tfed.  !  nc  1  ud  I  ng    scape   of    uiork.  degree    of    independence 
of   persons    performing    work    t.  completion   schedule. 

EtBENHUT,  D.  C.        Division    of    Licensing.        82/10/29,        TAUHER,  H,        Detroit 
Edison    Co.        3pp.        IfoQflO:  094.       24X    Fie  he  ;  50-341  ,  B2/10/29,  B21  1  1  00505. 

.3211080381    Notification    of    821118    meeting    w/util     in   Bethosda.MD    to 
diicuss    completion   plans    re   environ    qualification   of 
electrical    equipment. 

KINrNEH.L.L        Licensing    Branch    1.       82/11/01,       VOUNQBLOOD.  It.  J. 
Licensing    Branch     I.        3pp.         13974:374.        24X    Fi  ch  a:  90-341  ,  B2/1  1  /<>!. 


0311150225  Respond*    to   NRC    B21027    telecopy    re    piping   vibration 
acceptance   cr  i  teria.  FSAR    will    be    revised    to    incorporate 
acceptance   criteria    agreed    on   at   831029  &    1101    meetings 
TAUDEH,  H.       Detroit  Ediaon    Co.       83/11/09.       KINTNERiL.L.       Division   of 
Licensing,       2pp.       16059:092,       S4X   Fi  che:  50-341,  S2/1  1/O9,  SSI  1  1  SQ22U, 

E32U140213  Forwards   Revision   0   to    "Mark    I   Vacuum   Breaker    Improved    Va  1  va 
Dijnimic    Model    -  Model    Development   !•  Validation"    &  Revision  O 
to    "Revised    Vacuum  Uraaker    Valve   Response    for   Fermi-2.  " 
TAUDER.H.        Detroit    Edison    CD,        Q2/1I/O9,        KINTNEfi.L.U.        Division    pp 
Licensing.       3pp.       16086:001.       24X  Fie  he:  90-341,  03/11/09.8811160313. 

—  8211160216  Jleviilon   0    to    "Nark    I    Vacuum  Breaker    Improvnd    Valve    Dynamic 

Model    -  Model    Development  &   Validation.  " 

SULLIVAN,  J,  M.       Continum  Dgnamics,     Inc.       BS/Q9/3Q,       40pp. 

16096:004.        24  X    Fiche:  SO-341,  02/11/07,031  1160213. 

—  9211160221    Revision   D    to    "Revised   Vacuum  Breaker   Valve   Response    fur 

Fermi-2.  " 

SULLIVAN,  J.  M,       Continura   Dgnamics,     Inc.       03/09/30.      22pp, 

16086:046.       24X   Fi  che:  50-341  ,  02/1  1  /07,  321  116O313, 

8211160234  Foruiardi    roaponies    to    NRC   Q20537   reo.uvst    for    addl    Info    tu 
verlfv   appllcabilftq    of    generic    safetg    ratlof   valve    test 
Tliul  tl. 

TAUBER.H,       Detroit   Edison   Co.       B3/  11/09        KINTNER.L.L.       Division  OF 
Licensing.       21pp,       1608S:  2B9,       24  X  fie  ho:  50-341,82/11/09,8311  160234, 


F,     Security,     rnedtcal,     emersencg    &    fire    protection   plans 

B210O4006B   Ooneric    Ltr    B2-  1  7    to    all    pouier  roactur    licensees    f. 
applicants    ti    holdor*    af   CPi  ra    Incons  1  itenc^    betuean 
requirements    of    10CFH30.  S4<t)    Sc   STB   for  performing    audits    of 
emergency    preparedness    programs.  Svc    list    encl. 

ETSENHUT,  D.  0.       Division    of   Licensing.       82/10/01.  Canso  1  ida  ted 

Edison    Co,     of    New   York,     Inc.       llpp.        16003:538,       24X 
Fiche:  30-000,  B2/10/01.  B21004006B. 

B21O070O19   Generic    Ltr    32-31    to    all     licenieei    Ic   applicants    of   nucloar 
power    reactors    re    Toch    Specs   Par    flro    protection    audits. 
Foruardi    guidance    discussing   general    scops    &    describing 
elements    to   be    included    in    audit.  Svc    list    one  1 

ETISENHUI,  D.  0,        Division    of    Licensing.       B3/1O/06.  Consolidated 

Etflsnn   Co.     of    New   York,      Inc.       l"?pp.        15993:338,       24X 
Fiche:  50-QOO,  82/1  0/06,  B21  Q0700E  9. 

8211010240    Advises    of    three    addl    TLD    locations    added   bg    the   State    of 
MI,  in    response    to    util    B20924    t  tr  , 

PAPEFUELLQ.  C.  J,        Division     of   Emorgency   Preparedness    &   Operational 
Support.       83/10/21.       KREUS.  R,  E.        Detrol  t   Eil  1  aon  Co.       In         ISBoB'OlS 
2*X   Flcho:  50-3fli-  0S/lO/aj,  O2110IO24O, 


B31102012O   Foruardi    revised    radiological    eme^roency    response   plan 
Subsection   L    3   d-eacr  i  b  ing    oniite    first   aid    capabilltlei 
rAUDEK,  H.        Detroit    Edison    CD.       S2/10/2Q.       KJNTNER.L.L.       Division    of 
Licensing.        3pp.         15032:171.        34X    Fi  che:  30-341,  B3/10/2B,  621  1020120. 

BH11O20136   Adviie*    of    change    re    on«ite    emergency   response    organiiation 
to    be    reflected    In   Revision  2    to    radiological    emergency 
response    plan. 

TAUQER,  H.       Detroit   Ediion    Co.       H2/IO/3B.       KINTNER.L.L.       Division    of 
Licensing.       Ip.        13BB2:  19O.      24X    Fiche:  50-311  ,  02/10/33,  B211020136. 

B21102031??    Forwards    eraergencg  preparedness    Info    brochure  uhlch    uiaa 
mailed    to    homes    in    10-mile    emergencY    planning    lone. 

TAUOER,  H.       Detroit   Edison    Co.       02/10/26.       KINTNEd  ,  L.  L.       Division    of 
Licensing.       9pp.        15G9O:  S?i.       SflX    Fie  he:  5Q-34  I,  H2/10/2Q,  851  1020397, 

8211020979   Formard-i    radiological    eme'roencg    respoiiBe    p  Ian,  Subtec  tion 
H.  3,  1.  1    re    offsiteneteorological    monitor  Ing.  Info   will    be 
included    In    forthcoming    Revision    2    to    plan. 

TAUDER.H.        Detroit    Erflson    Co.        B2/10/2B.        KINTNER.L.L.        Division    of 
Licencing.       6pp.        15088:069,       24X    Fi  che:  30-341.  BEV10/2B,  021  1020599. 

821O29010B   Oenerlc    Ltr    82-23    to    all     licensees    !<   applicants    re 
inconsistency    between    roq.uirement  »    of    10CFR73.  AQ(  g  )    !.  STB 
for   performing    audits    of    safeguards    contingency    plani 
(security    plan).  Svc    list    end, 

EIBENHUT,  D.  0.       Division    of    Licencing.       B2/1O/30,  Consolidated 

Edison    Co.      of    New    Vorfc,      Inc.        Opp.         13993;  31?,        34X 
Fiche;  50-000,  B2/10/30-  B2102'!01oa. 

8211240115   Releases    public    vursion    of    "Accident    Radiological   Do»B 
Assessment    -   Manual    Method    for    Enrico   Fermi    Atomic   Pouer 
Plant   -   t/nit    2.  " 

FELTON,  J.  H.       nivision    of    Rules    and   Records,        B2/1I/17.  Documont 

Manaoement    flranch.        Ip.        1&SQB-.3QQ.       24X   Fi  c  h  B;  50-341,  BS/  11/17. 
3211240115. 


B2 11 330243  Responds    to    BJ  Yaungblaod   020921    1 tr   re    reactor    pros  sure 
vltsel    uater    level    sensing    lines, DWR    ounars    group 
transmitted    rept,     "Revleu   of   DW(t   Reactor   Vessel    Mater   Level 
Heasurement   Syt,  "    on   820S13. R*pt    under   Milt    generic    review. 
TAUBER,H,       Detroit   Edison    Co.       (32/11/16.       KJNTNER.L.L.       Diviiion   of 
Llceniing.       Ip.       16192:  343,       24 X   Fiche:  50-341,82/11/16,8211230249. 

6211240248  Notification   of    821201    meeting   u/utll    in   Dethesda.MD    to 
discusi   li  clarify    Independent    design    verification   program, 
KINTNER.L.L.        Licensing    Branch     1,        82/11/16.        YQUNODLOOD.  D.  J. 
LIciniing    Branch    1.       3pp.        16230:398.       24X    Fiche:  50-341.  S2/1I/16, 
Sail24024B. 


E.    KRC  Safety   Evaluation   Report    (SER),     suppls    ti   correspondence 


8211160108  Forwards   draft    BER  Suopl    3  fc    draft    util    Input. 
Proposed   revisions    to   drafts    should    be    forwarded    prior    to 
S211 10, 

WWAK.T.M.       Assistant   Director    for   Licensing.       82/11/04.       LAINAS,  0. 
Aisiitant   Director    for    Operating   Reactors.       KNIOHTiJ.  P.       Assistant 
Dirietor    for    Components    k   Structures    Engineering.      JOHNSTON,  H,  V. 
AuHtant  Director    for    Materials    &  Qualifications   Engineering.       10pp. 
16103;  304        24 X   Fiche:  50-341,  B2/1 1/04.  821 1  liOl OB. 
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e2I10«03ie  Notlc 


of  ASLAB   constitution.  SF  Ei  Ip.rin.  chairs  I,    TB  Moor* 


.uostitution   .* 


iil«KIJd"lln'!n'«..    J.       MINUCK,J.R.      Citii.ni   for  En.rgy 

:  "''- 


-8211150035  E.c.ptions   to  A3LQ  021029    initial    d.cl.l.n.  Certif  i 


Flctn:  50-34  I,  93/1  1/08,  0311150028. 


821U30403  Order   t.   ihou  c  .....  »V   Cltlj.n.   f^  '°^nt 
appeal    fromABLB  821029   initial    decision   'hould  ™*  '• 
dismiss.  d   Party    appeal    miMt   relate    to    issues    raUed    in 
Ji"S»3    Mod    Sfl.*coi.cl«lBn..N.«ndJna.    .ub.    tt.-. 

UPK.N3.B-  A.       At^ic   Sa'.tv   »"Y      !»       "' 
Citlitni   t»T   Energy   t  Employment,      3pp, 
F(  Che:  50-341,  82/11/12.  681  1130*03. 


B20SI90229    IE    Info  Notice   82-39,     "Svc    Degradation    of    Thick    Wall 
Stainless    Steel    Rec  ircula  tion  Syi   Piping   at    BUR   Plant.  " 
Svc    list    end.. 
JDRDAM-E  L         Division    of    Engineering    ic  Quality   Asaurance. 

ConiolidatBd    Edisnn    Co.     of   New   Vorh,     Inc.        Hipp,         16017:O=?3.        34X 
Fie  he:  30-000,  82/09/21.  6308190229. 

6209190223    IE    Info  Notlie   82-39,     "Change    in  Format    S.    Dtstributian    9yB 
for    IE  Bill  let  Inn  Circulars   t   Info  Notices.  "    Svc    list    encl. 
DEVOUMO,R.C.         Director's    Office,     Office    of    Inspection    and 
Enforcement.         32/09/22.  Coniolldated    Edi»on    Co.     of    NBUI    Vorfc,      Inc. 

110pp.        16018:021.        24X   Flche:  SO-000,  82/09/22,  B2081  70223. 

8208190333    IE    InFo  Mo.tice   S2-40i     "Def  ic  ianc  le&    in   Primary    Containmant 
Electrical    Panptration   Assemblies    "   Svc    list   encl. 

JOflDAN,  E.  L.        Diviiion    of    Engineering    &  Quality   Assurance.       03/07/^3 
Consolidated    Edison    Co.     of  New  Vork,     Inc.       113pp.       1593O:O19        JMX 
Fiche:  50-OOO.  83/07/33.  6308190332. 

931  10201  «    Faruiards    TE     Insp    Rept    50-341/92-13    on    B20913-1S   S.    nnlice    o* 
vl  illation. 
LITTLEiU.  S.        Division    of    Engineering    ft   Technical    Programs.        OS/10/lf). 

WELLS,  D,  A.         Detroit    Ediaon   Cn.        2pp.        13891:329.        24X 
Flche:  50-341,  B2/1O/1Q,  8211020142. 


BBU1B0372   R.que.t.    clarification    of   ASLftB   821113   <hon   C«u.e   order     to 
r.auire.  Cltiieni   for  Energy  t,  Employment   response   to  be    in 
h*ndi    at   all    oarties    by   921  124.  Related    correspondence. 
vOIOT.H   H        LeBc.uf,    Lam0,    Leiiy    !.  MacR«.       VOIOT.H.H.       Detroit 
E±Hfc":      B3/U/15.       E.LPER.N.S.F  -  •    «°«^  j"™^"'  L"       " 
Safety    and   Licensing   Appeal  Panel,      2pp.       16137:026.      24* 
Fiche;  50-341.  02/1  1/19.  9311190372. 


6211290666   Ansuer    to   ASLAB   021112    order    to   5hou   cause, Filing    of 
proposed   findings  fc  remedy   of   default    is   op  tiamtl.  Remedy 
should    not   oe    invoked.  Complaint    of  A5LAD    Is    only   proceilur-i 
HIKQCKrJ,  R.      Cltiiens    for   Energy  !<  Employment.      MINDCK,J, 
J       82/11/31  Atomic   Safety   and  Licensing  Appeal   Panel 

16222-  030.       24X   Fiche:  50-341,  92/1 1/21 ,  B21 1390606. 


Hinock, 
Bpp. 


— B211290i9a  flniuer  jupporting  Monroe  County,  MI  92110H  motion    for 
iittniian  of    time   to   file  appellate   f  lead  ingt.  ASLAQ  ihoilld 
advise  Countij  fc  CitHeni    for   Employment  t  Energy   of  rules    re 
«pP»l    af    intervention   petitl  on.  Cert  I  f  icate  of  Bvc    entl 
MINOCK.J.R.       Citizen!   for  Energy  fc  EmploijmBnt.      MINOCKiJ.R. 
Minoct.    J.      B2/11/31.  Atomic  Safety   and  Homing  Board    Panel. 

3pp.        16322:033,       24X   FUhB;  90-341,  82/1 1/21,031 1390696. 

8311290072  Re«pon»e   opposing   Monroe  CountijrMI   92110B  appeal   of    A6L0 
B31027    denial    of  County   petition   to   intarvene. Appeal    i* 
procedural  In    defectivo  &   should   be  tummarily   dnnied. 
Certificate   of   Svc   encl. 

WOODHEAD.C.P,       Hearing   Branch    1.      03/11/23.  Atomic  Safety    and 

Licensing    Appeal   Panel.        lipp.        16817:133.       24X   Fich*:  50-3*1. 
B2/11/'23,B21121?0072. 

0211E90530  AdviiB»   that   will    elects  to  waive   procedural    Irregularities 
in  Monroe  County-Mi   831109   Itr   appealing  denial    pf   late 
intervanUon    in  ASLB   B21029   initial   dacilion.  Brief  opposing 
appeal    encl.U/o  encl. 

VOIOT.H.H.      LtBetuf,    Lamb,    Leiby   i  MscRae.      VQIOT,  H.  K.      Betroit 
Edi*an   Co.      82/11/23.      EILPEHIN.  3,  F.  ,    MOORE.  T.  3.  ,    OOTCHV,R.L.>     Atomic 
Safsty    »nd  Licensing   Board  Panel.      2pp.       1632fi!373,      24X 
Fiche:50-3Al,  82/11/83-6211390320. 

B211290A10  Brief   opposing  Monroe   CountyrMl  821100  appeal   of  ABtB  H21029 
initial   decision  denying  County   830827    Ute-fll«d  petition 
to   intervene.  Intervention  petition  correctly  denied. 
Certificate  of  Svc    encl. 

VOIOT.H.H.      Detroit  Edison  Co.      VOIGT.H, H.      Lefioiufi    Lamb,    Lslby    !c 
MicRae.      92/11/23.  Atomic  Safety  and  Licensing  Appeal   Panel. 

52pp.        16229:  316.       24 X   FI  che;  90-341,  02/  11/23,  SSI  1390610. 

Q.     Ini(><ction  riporti,    IE  Bulletins  &  correspondence 


—  B21102QH9   Notice    of    violation    from    insp    on    020913-15. 

LITTLE,  W.  6.        Division   of   Engineering    t,  Technical    Programs. 
62/10/15.         lp.        15BS1:3H7.       Z4K   Fiche:  50-341  ,  S2/1O/1B,  S21  1O£011;>. 

—8311030193    IE     Insp    Rept    50-341/B2-13    on   B20913-1  5.  Noncomp  1  i  an-c  a    no  tad: 
failure-    to    provide    adequate  acceptance  criteria    In 
preoperatinnal    teat    procedure. 

REIMAMNrF.W,  ,     JACKIM.I.N,       Region    3,     Office    of    Director.         03/10/00. 
7pp.        13881:320.        34X    Flche:  50-341  ,  82/10/19,  831  1020142. 

B211120427   Forwards    IE     Insp    Rept    50-341/83-17    on   820937-29.  Ha 
noncompl  1  anc-e    noted. 
LITTLE.  W.  B.         Division    of    Engineering    (.    Technical    Programs.         B2/IO/IM.. 

HELLS.B.A.         Detroit    Edison   Co.        2pp.         16041:539.        21X 
Flche:  50-341,  03/10/21.6211120427. 

—  6211120*31    IE    Insp   Rflpt    50-341/83-17    an  820927-29.  No   none  ompl  ianco 

noted.  Major    areas    1  nspec  ted:  preservice    Insp   uiork    activitleB, 
nondeitruc  t  Ive   mam   personnel    certi  f  i  cat  1  ons   &   datai  IE 
Bulletin   62-01    activities  &   10CFR50.  5S(el     Items. 

UARD.K   D.I     DANIELSON.  D.  H.      Region   3.    QPfUe   of    Director.       BS/lOfCt. 
Hpp.        16044:241.        2*X    Ficha:  30-341  -  B2/  10  /21,  H21  1120127. 


B2OB190237    IE    Info  Notice   SB-ill!     "Failure   of    Safety  /Re  1  1st    valvea    I 
Often  at   BUR.  "    Svc    lis.fc   encl. 

JORDAN,  E.  L.        Division    of    Engineering    (.   Qua!  Itu    Ass 
ConiQlldated    Edison   Cn.     of  Nou  York,     Inc.        110pp. 

Fiche:  50-000,  as/io/sa,  6200190237. 


nce,        0S/!0/aa. 
15960:  ISCI.       !!4X 


0211060024  Foruardi    IE    Inap    Rept    SO-341/83-IS    on   B2092I-2-1.  No 
noncompl  lane  B    noted. 

MILLER.  J.  fi.         Region    3,     Office    of   Director.        B2/1O/22.        WELLS,  D.A. 
Detroit  Edisotl    Co.       2pp,       15730:003,       SIX  F  iche;  50-31  1,  83/10/33, 
8211060024. 

—  B2I1060034    IE    I  nap    Rept    50-341/83-18    on  B2072I-24.  No    noncamp  1  ianco 
noted.  Ma  JOT    areas    Inspect  ed:preoperation    radiation 
protection    program,  including    organiiation    d   staffing, 
training,  radiation    protection    procedures    &   facilities. 
HUETERiL.  J.  .,    OREOERiL.R.      Division    of  Engineering    t-   Technical 
Program*.       82/10/2t.       6pp.       13950:007.      24X  Fl  the:  50-3-11.  B3/  10/1J2. 
B21  1060024.     . 

8211160444    Fopuiarns     IE    Insp    Rept    SO-341  /83-ifr    on    820937-30.  No 
none  amp  1  la  nee    note  if. 
LITTLE,  W   S.        Division    of    Engineering    fc   TecKnical    Programs,        B3/1Q/W). 

UELU8.D.A.        Detroit   Edison  Co.       2pp.        16091:277.       24X 
Fiche:  30-341.  93/10/20,9311160444. 


8203190220  IE  Info  Notice  83-37,  "Grading  in  Upper  Shell  to 
Transition  Cunt  Qlrttt  Wsld  of  Steam  Go  n  era  tor  at  Operating 
P(JR.  "  Svc  U»t  end. 

JORDAN,E.  Divliion  of  Engineering  &  duality  Atturance.  BS/09/14. 
Conialidated  Edison  Co.  of  Neu  Vort,  Inc.  105pp.  13730:001.  24X 
Flchr:  50-000,  HH/09/16,  0308170330. 


— B211I604S2    IE    Insp    Rept    30-341/02-16    on  820727-30.  No   noncomp  t  1  anee 
noted-Major    areas    Inspected:  preoperatlonal    test    procedures    ir 
Implementation,  const    testing    fc  verification   of    program 
ree.ulrament  «  fc    personnel    nuallflcat  ions. 

REIMANM.F.M.  ,    JACKIH.I.  H.      Regions,    Of  fi  ee   of   Director.       02/10/23, 
llpp.       16091:279.       S4X  Flthe:  50-341,  B3/10/2S,  B211 160444. 


B308170232   IE   Into  Notice  82-34-  Revision    1,    "Uelds   in  Main  Control 
Panels."   Svc    list   encl. 

JORDAM,E.L.       Civilian  of  Engineering  &   Quality  Assurance.      B2/07/17. 
Consolidated  Edl»on  Co.    ofNeuYorl,     Inc.       107pa.       13673:183.       24X 
FUhe:  50-000,  82/07/17,0303170322. 


9211190333   Forward*    draft   SALP  rept   input   for   Oct    19Bl-8Dpt    19H2, 
Revliu  rexiuei  ted.  Comments    receiverf   prior   to    021116  uiill    be 
coniiderttf    for    incorporation  into   final    rept, 

KINTNERiL.L.       Licensing    Branch    1.      B2/I1/10.      EIBENHUT,  D.  0.        DivisUn 
of  Licenilns-       MATTSON.  R.  J.      Division    of  Systems    Integration     (pott 
6IJ005),       VOLLMER.R.H.       Division   of  Eng Ineerino.       5pp. 
34X  Flche-:  80-341.92/11/10,8211190333. 
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82QB190240    IE    Info   Notice   SB-43,     "Deficiencies    in   LWR  Air    Filtration/ 
Ventilation   8ys.  "    Svc    Hit    end, 

JORDAN. E  L,       Division    of    Engineering    fc  Quality   Asmrance,       02/11/16. 
Coniolidated   Edison   Co.     of  New  York,     Inc.        lllpp.       16171:233.       H4X 
Fichu  50-000,  02/1 1  /  16.  B30B190248. 

8311190139  Ack    receipt    of    BSl 107    Itr    informing    NHC    of    steps    tak»n    to 
cornet   violation*    noted    in    IE    [n«p    Rept   50-341/03-12. 
SPESSARD,R.  L.       Division    of   Project   (.   Resident   Programs.       02/11/16. 
WELLS.D.A.        Detroit    Edison   Co.         lp.         16149:  3S7.        24X 
Fiche:  50-341,  62/11/16, B21 11901  39. 

— 9211190161    Fleipond*    to    NRC    B2100B    Itr    re  violation*    noted    in    IE    Inap 
Rtpt    50-341/82-12.  Corrective    actions:GA  records   storage 
procedures    revised    &    surveillance*    conducted    to   verifg 
Implementation.  Commitment  made    to    continue    audit   checklist. 
(JELLS,  D.  A.       Detroit   Edison  Co.       02/11/07.       SPEH9ARD.  R.  L.       Division 
of  Project    !.  Ruident    Programs.       3pp.       16149:399.       24X 
Fich«:  50-34  1,82/11/16,8211190139. 

0208190253    IE    Info   Notice   B2-45,     "PUR   Lou  Temp    Overpressure 
Protection,"    Svc    list    end, 

JORDAN,  E  L         Divilion    of    Engineering    4  Quality   Assurance.       BS/11/19, 
Consolidated    Edison    Co.     of  New   Vork,     Inc.       93pp.       16332:299.       24X 
Fiche:  30-000,  B2/1 1  /  19.  8308190253. 

9311300360  Acfc    receipt    of    621022   (•    1111    Hrs    informing   NRC   of    steps 
taken    to   correct    violation*  noted    in    IE   Inap    Rept 
50-341/82-10. 

NOREUIUS.C   E,       Division   of   Engineering    Si  Technical    Programs. 
B2/11/23.        WELLS,  D.  A.        Detroit    Ediion    Co,         lp.        16243:131.        H4X 
Fiche: 50-341,  OS/1 1/23, B21 130036O. 

--B211300371    Forwards    amended   reiponse    to  NRC    S20B23   Itr    re   violations 
noted    in    IE    Insp    Rapt    30-34 1 /B2-10. Corrac t ive    actions:QA 
program   ass  essment,  p  lanned    by    rig  t    Analysis    Corp,  star  ted    in 
Oct    1982 
HELLS. D. A.,     TRAHEY.O.M.   ,     ALESSI.T.A.       Detroit    Edison    Co.        03/11/11. 

NORELIUS.C.E.        Region    3,     Office    of    Dlroctor.        llpp.         16243;  132. 
24X    Fiche:  50-341,  82/11/23,021  1300360, 

—62113003B3  Respond*    to   NRC    Itr    re    violations    noted    in    IE    Inap    lleot 
50-341/02-10.  Correct  Ive    act  ions : ac t ion    item  uill    be    placed 
on   computer  lied    tracking    syi    to   assure   that    future    periodic 
Q A  manual    reviews    performed.  „„,.„,„„ 

WELLS,  D.  A.  .     FEHENCZ.D.  ,     ALESS1.  T.  A.        Detroit   Ellison    Co.        82/10/^2, 
NDRELIUS.C    E         Division    of    Engineering    b    Technical    Programs.        HBpp. 
16243:  MS.        24X    Fiche:  50-341,  B2/1 1 /23,  83  11300360. 

— 03113003B7  Provides    info    re    implementation    of   OA  measures    on    electrical 
conduit    installations, in   response    to   concerns    raised    during 
NHC    B2O909-10    *ito    insp.  Stop    uiork    order    for   pulling    cable    in 
empty    conduits     initiated    on    B20913. 

FAHRNER.W.J,       Detroit   Edison    Co.       02/07/1-1.      KEPPLER, J.G.       Region 
3.    Office    of    Director.       2pp.        16243:171.       24X   Fiche:  30-341, 
B2/ 1 1  /23,  82  1 1 300360. 

—3211300393  Confirm*   B2090B    telcon    request    to    eitenS   respons"    date    to 
IE    Intp    F?Bpt    SO-341/B3-10    to    821023. 

WELLS,  D,  A.       Detroit   Edison   Co.       02/09/09.       NQRELIUS,  C.  E.      Division 
of  Engineering    (-    Technical    Programs.       lp.        16243:173,       E4X 
Fiche:  50-34  1.  82/1 1/33,  9S1 1300360. 

S.    Reportable    occurrences.    LEU*   &    related    correspondence 

8311030523    Interim   deficiency   rept    r»    defective  Agaitat    relays. 
Initially    reported    on   820205.  One    AgaBtat  E7000  series    timing 
relay    found    in    switchgear    bus    72EB  POS    1A  fc    removed   on 
B210QI.Next    rept    expected    by   830211. 

UELLS.D  A.       Detroit    Edison  Co,       02/10/15.       KEPPLER.J.G.       Region    3, 
Office    of    Director,        lp.       15B09:E99.       24X   F  iche  :  50-341,  83/10^  IB, 
9211020523. 


8211230146    Interim    deficiency    rept    re    hydraulic   pipe   snubbers    supplied 
bg   POUJBT    Piping    Co,  Initially    reported    on  B21O13.  Prob  Itm 
appears    tn   be    contami  nat  i  on    nf    hydraulic    fluid  tu/mstal 
f  liina*.  Snubberi    *»nt    to    venoor.  N«<t    rept    due   on   830315. 
WELLS,  D    A         Detroit    Eifison    Co.        62/11/15,        KEPPLEfi.J.G.        Region    3, 
Office    of    Director.         3pp.         1*193:103.        24X    Fi  cho  ;  50-341 ,  H2/1 1  /13. 
3311230146. 

02:11390433    Revifed    final    deficiency    rept  re   Rockbe»tos    coaiial    cable- 
Failur*.  Orlgi  nal    disposition    Lias    to   replace    cable   u/cables 
meeting    •nviron    requ  iraments,  fnve  stigation    revealed   cable 
not   aval  ladle.  Continued    use   of    original    cable*  r eeommendeil. 
NELLS,  D    A,       Detroit    Edison   Co.        82/11/16.       KEPPLER,  J.  0.       Region  3, 
Office    of    Director.         2pp.         !A21B;30S.        24X    Ficho  :  50-341,  B2/1 1 /16- 
B2 11 270  4  33. 

821123OA71     Interim   deficiency    rop  t    i-e    loois    holding    stem  nut    key*   -on 
remote    operated    Powell    valve*. Initially   reported    an  B20621. 
Use   of    retaining"    plates    b    usual     staking   off    keys    mill 
alleviate    prob  1  ems.  Noit    rept    by    S3031E), 

WELLB.D   A.       Detroit    Edison    Co.        62/11/17.       KEPPLER.J.Q.       Region    3, 
Office     of    Director.        2pp.         16192:097.        24X    Ficho  :  50-341 ,  82/1 1 /17. 
8211230471. 

B31124O347    Final    deficiaticy    rept    re    cracking    of   diotel    genarotttf    fuel 
oil    stor»DB    tank    founds  tlon.  Ini  tially    reported    on  820222. 
Cleaning    solution    tamp    caused    fuel    oil    storage   tank 
expansion    resulting    in    cr-ac  king.  Repair  &  mod    completed. 
UELLB,  0   A        Detroit    Ediaon    Co.        82/11/19.       HEPPLEH.J.Q.       Region    3. 
Office    of    Director.        2[>p.         16203:353,        24X    FIchD:  50-341 ,  S2/1 1  /19, 
B21 1240347. 

B211290632    Final    deficiency    root    re    emergency    dieael    generator    relay 
failure*.  Ini  t  ia!  ly    reported    on    020222.  Cause  d    by    stationary 
contacts    falling    out    during   moving   t    improper   relnitfll  lation 
uhen    ramounteil.  Relays    raworliodi  Inspected  &   reteBted. 
WELLS, DA        Detroit   Ediaon   Co.        B2/11/19.       KEPPLER,  J.  0.       Regions, 
Office    of    DIrBctor.        2pp.        162E2:1O3,       24X   Fichu:  30-341,  02/11  /17. 
B2 11  290632. 

U.     Congre»»ional/ElBcutlve    Correspondence 

Q2H220003    Foruard*    A5L3    6210E9   decision  re    issues    litigated    during 
Apr    1982    adjudlcatory    hearing    held    in   Monroe. MI    &   decision 
concerning   Monroe   County    addl    r equests.  Ufa    encl. 
D1RCKS.W   J.       Office    oF    the    Executive    Director    for  Operations. 
B3/11/OB,        niEOLE,  D.  W.         Senate.         lp.        16190:360.        SAX 
Ficho; 30-341,  BS/ll/OB,  B211S20005. 

V.     Operator  Eraminat i nna 

B310130019   Oeneric    Ltr    B2-10    to   all    pouer  reactor    applicants   t 
licensees    re    reactor    operator    ft    senior    reac  tar    operator 
requaimcation    exams.  Adv  i  s  os    that    eiams    besln    at    facility 
after    921001.  Svc    list    oncl. 

EISENHUT.D  O.        Division    of    Licensing.       02/10/12.  Consul ida tod 

Edi.on    Co,     of    Mey    York,     Inc.        ISpp.       16002:234.       24X 
Fiche:  3O-000.  02/lO/ia.  S210130O1  9. 


X.     Omit"    Btorage    of    Lou  Level    Waste 

03111503S1    Provides    estimate    ot    incremental    occupational    radiation 
eiposure    incurred    by    operation    of    lou    level    waste   onsite 
storage    fae  i  1  i  ty.  Est  imal  e    includes    eiposure    duo    to   routine  fc 
special    maint    Be    normal    operation. 

TAUBER.H.       Detroit   Edison    Co.        B2/11/09.       KINTNER.L.L.       Division    of 
Licensing.       lp.        16053:152.       24X    Fi  ch  e:  50-341.  82/1 1/09,  821 1 150321. 


DOCKET   30-344    TROJAN  NUCLEAR    PLANT 

F.     Security,    jnedical.     emergency    &    fire    protection   plan* 


6211020660  Final    deficiency    rept    re   pipe    support    snubber    design. 
Initially    reported    on   B3O527.  Approved    inubber  reduction 
program  utll     itfentify    snubber*    unneceisary    from   thermal 
expansion   viewpoint.  Completion    expected    prior    to   fuel    load. 
WELLS.D.A.        Detroit    Edison    Co,        82/10/22.        KEPPLER,  J^O         R*9'°" 
Office    of   Director.       2pp.       15886:104.       24X    FI  chei  SO-341 ,  02/10/23, 
031 1020668. 


8210040063  Oeneric    Ltr    B2-17    ta    all    power   reactor    licensee*  (. 
applicants    fc    holders    of    CPs    re     inconsistency    between 
requirement!    of    (OCFH90.  54(  t)    &    STS    for   performing    audits   of 
emeroency    preparedness    proorams-Svc    list   end. 

EISENHUT.D   0         Division    of    Licensing.       92/10/01.  Con»oli dated 

Edison    Co.     of    NeuiVorl,     Inc.        1  Ipp.       16002;  2BS.      24X 
Fiiho: 50-000,  83/10/01,  eaiOO4OOAS 


8211110139    Interim   deficiency   rept    re    defective    »pot    welds    !H  pow&r 
strut    luppurt    matl.  Initially    reported    on  82021 1 .  Tuelv* 
simples    of    power    strut    formed   metal    channel*    exhibited 
failures.  Defective    hanger*    on   hold. Next  rept    by   930305. 
WELLS,D,A.       Detroit   Edison   Co.       82/11/03.       KEPPLER,  J.  O.       Rig    oj>   3- 
Office    of   Director.       2pp.       16036:360.       24X    Fiche:  50-341,  B2/U /05. 
0211110157. 


0310070019  Generic    Ltr    HS-21    to    all    licensee*    fr   applicant*   of    nuclear 
power    reactors    re    Tech    Specs    for    fire    protection  audits. 
Forward*    guidance    discussing    general    scope    i,  describing 
element*    to    be    Included1    in    audit. Bvc    list   end.  ,,...., 

EIBENHUT, D.  fl-       Division    of    Licensing.       02/10/06.  Consolidated 

Ediion   Co.     of    Neu    York,     Inc.        19pp,       15993:330,       24X 
Flche: 50-000,  B3/ 1O/O6,  821 OO7O019. 
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Insp  "•"  »-*«'«- 


3pp. 


CLARK,  R.  A, 
16032:  329. 


«      Portland    Oensral    Elec 


821IO40379   Ocnerlc 


-  -n    , 
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canndtjutnt    to    narHclD.it.    ?«    ;h»s«»l    inventory    at  LWR*.AnU 
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CLARK,  R.  A. 
If.       16067:  OJ6. 


8011180089  Pohlic    VBrsJot.    of  Rtvi5ifln    4  to    **u    i       , 


8311120370 


-  „?  'j  i/os-  «««,H.IT.  D.  „. 

SIX  Fiche;  90-344,  fl3/M/OB, 


J.M,       Dlvitlon 
Man*B*ment   Branch.       In. 
B3J 1140579. 


..-  30-344,82/11/03. 


50-344,  B2/1 1  /OS,  BS1 1160S79 


"     Portland    General   Electric    Co        83/tvtsti         •*«-» 

24X   Fl.h.:  30-344,82/1  1/05^21  U60S79  '        ™7pt'        16(2i:   l: 


,,       •  . 

.D.       Portland   General    Elactric   Co 
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CLflPW.  H.  A, 


.'       ;  .. 
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p  .rMi  t 


. 
po^Pd,  CDngr.nM  , 

B-neratar   tu6e    integrity.  S«   li.t   "nil 

K^;D-s>  H^^jr  ;:«LiejSpjB 

FlchB:SO-000,  82/10/26,8310370030 


B2HOS0232 


fi"*r'.;   Co'        82/10/37.        EISENHUT.  I),  i 
136.        24X   Fiche:  50-344.  BS/IO/2 


fla:SSS!"  Setl|':"  ^-'-«ofci" of '""« 


.  :  90-344, 


8211240220 


.„„..„„„  „,  „..„,  „ 


3pp. 


8211230069  Foruardi   rvqusit    for  addl    in»n  „„   TUT 
coftalnment    Pr..,0r.  mcnitar.nF   1    5   r.        ™I 
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,  BB/1  1/  13,  Q2!  1230063 


DOCKETED  ITEMS 


279 


B2H300494   AtJvisei    that    util    training    program    satisfies    all    NRC 
criteria    for    THI    Items    I,  A.  2,  1.4,     "Upgrading    of   Operator 
Training"   t    II. D.I,     "Mitigating    Cor«    Damage."   Safety 
evaluation  t    technical    evaluation   rept    encl. 

TRAnMELL.C.  M.        Operating    Reactors    Branch    3.        82/11/12.        WITHEflS.B.D. 
Portland    General    Electric    Co.        6pp.        16263:122.        24X 
Fiche:  50-344,  82/11/12,8211300454. 

— B207020274    "Improvements    in   Training    (.  Requal  if  ica  tion   Programs   as. 
Required    by    TMI    Action    Itemi    I.  A.  2.  I    fc    II.  B.  4,"    technical 

^'science    Applications,     Inc.        NRC-O3-B2-O96.        SAI- 186-029- 16. 
82/O6/30.  NRC    -    No    Detailed    Affiliation    Given,        14pp. 

16263:128.        24X    Fi  che  :  90-344,  02/1 1  /  12,  B21  13O0494. 

S21130041I    Forwards    supplemental    response    to    B10922   fc  820817   Itrs   re 
NUREO-0612,     "Control    of    Heavy    Loads.  " 
WITHERS, D.D,        Portland    General     Electric    Co.        82/11/17.        EISENHUT,  D.  G. 

Division   of    Licensing.        II  pp.        16240.  102.       24X  Fiche:  90-344, 
03/11/19,0211300411. 

0.     Inspection   reports.     IE   Bulletins   t,    correspondence 

6209190220  IE  Info  Notice  82-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Oirth  Weld  of  Steam  Generator  at  Operating 
pun.  "  Svc  list  encl. 

JORDAN,  E  Division  of  Engineering  (.  Quality  Assurance.  82/09/16. 
Consolidated  Edison  Co.  of  New  York.  Inc.  109pp.  15930:001.  24X 
Fiche:  SO-000,  02/09/16.  8200 190220. 

8208190222    IE    Info    Notice    02-34.  Revi  B  ion    1,     "Welds    in   Main   Control 
Panels.  "    Svc     list    ent  1. 

JORDAN, E  L,       Division    of    Engineering    (.  Quality    Assurance.       B2/Q9/17. 
Consolidated    Edison    Co.     of   New    York,     Inc.         lO7pp.        19395:189.        B4X 
Fiche:  50-000,  02/09/17,  82OB190222. 

B20B190229    IE    Info   Notice    82-39,     "Svc    Degradation   of   Thick   Wall 
Stainless   Steel    Rec  Ircula  ti  on   Sys   Piping    at    DUR  Plant.  " 

Svc    list    encl.  ,„„,„. 

JORDAN, E  L.       Division    of    Engineering    &  Qjality    Assurance.       82/09/21. 

Consolidated    Edison    Co.      of   New    York,  Inc.        B6pp.        16017:090,        24X 
Fiche:  30-000,  82/09/21.  0208190229. 

8200190223    IE    Info  Notice   82-33,     "Change    in   Format   t-  Distribution  Bja 
for    IE   Bullet  ins, Circulars    tt   Info   Notices."    Svc    list    encl. 
DEYOUNO.H   C        Director's    Office.    Office    of     Inspection   and 
Enforcement.       82/09/22.  Cpnsol  idatcd   Edison  Co.     of  Nou  York,     Inc. 

110pp.         16010:021,        24X   Fichs:  90-000,  B2/09/22,  6206190223. 

8208190232    IE    Info  Notice   82-40,     "Deficiencies    In   Primary    Containment 
Electrical    Penetration   Assemblies,  "    Svc    list    encl. 

JDRDAN.E  L.       Division    of   Engineering    *.  Quality  Assurance.       B2/09/H2, 
Consolidated    Edison   Co.     of  New  York,     Inc.        112pp.       19930:019.       24X 
Fiche;  50-000,  02/09/22,  0200190232. 

E211020047   Forwards    IE    Insp    Kept    50-344/02-27    on  020913-1001 ,  No 
noncomp  I  lance    noted.  .,-,» 

STERNBERO,  D  M        Division    of  Resident,    Reactor    Project   fc   Engineering 
Programs        82/10/19.       WITHERS,  B.  D.       Portland    General    Electric    Co. 
2pp         19881:031.        34X    Fiche:  50-344,  02/1O/11,  821 1O2Q047, 


8211020370   Forwards    IE    Enforcement    Conference    Rept    30-344/&2-29    on 
B2 1007.  No    noncomp 1 ianca    noted. 

ENOELKGN..  B.  H.        Region     3.      Office     of    Director,        33/10/27.        WITHERS,  13. 
Portland    General    Electric    Co.        2pp.        15089:015,       24X 
Flctie:  50-314,  B2/10/27,  821  102O370. 

— S2110EO392    IE    Enforcement    Conference    Rept   5O-344/B2-S9   nr.  B21QO7, 
No  noncompliance  noted.  Major    areas    d  i  SCIIH  sed:  NRC    enf ore pmen t 
policies    t    procedures.  LEFt   B2- 1  9.  ac  t  ions    to   bo    taken    In 
present    situation    Si   possible    future    NRC   action. 
FAULKEMBERR  V,  B.  ,     JOHNSON.  A,  D.         Region    5.     Office    of   Director. 
DDDDS-n.  T.       Division    of    Resident,     Reactor    Project  t  Engineorinfl 
Programs.        B2/ 10/23.         4pp.         19069:  017.       24X   Ficho:  90-344. 02/10/27, 
E2H020370. 

B2QB19024B    IE    Info    Notice    B3-43,      "Deficiencies    in  LUfl  Aiv   Filtration/ 
Ventilation   Bija    "   Svc     list    end. 

JORBANiE.L.       Division    of    Engineering    ft    Quality   Assurance,       BH/ll/lA. 
Consolidated    Edison   Co.     of   Nou   York-     Inc.        lllpp,       16171:233.       34X 
Fiche:  5O-000,  B2/1 1/16.  82OB 190248. 

8211B30425   At*    receipt    of    B21O24    1  tr    Informing   NRC    of   steps    taken    to 
correct    violations   noted     in    IE    fnsp    Rept  5O-344/Ba-H6- 
STERNBERQ,  B.  M.       Division    of    Resident,     Reactor   Project    fc  Eng  iniiur  Ing 
Programs.       02/11/16.       WI  THERE,  B.  D.       Portland   GensraJ   Electric    Co. 
lp,        1A1BS:  II  1,        24X    Fiche:  SO-344,  B2/  1 1  /16,  B2112304SS.        , 

— B211330-430  Responds    to    NRC    B210OA    1  tr    re  violations   noted    in    IE    Iusp 
Rept     5O-344 /S2-26.  Corrective    ac t i ans :  reac tor    trip    breakers 
closed, pump    switchas    lot fc td  ,  operati on   staff   relnBtructed   d 
shift     technical    arJviior     checklist    revisetf. 
IJITHERS,  B.  D.        Portland    General    Eilectric    Co,        82/10/36. 
ENOELKEN.R.  H.       negion    5.    Of  flee    o*    Director.       fipp.       161B5:1I2.       24X 
Fiche:  SO-344,  B2/lI/li,  B31  1230425. 

B20B190393     IE    Info    Notice    83-45,      "PUR    Lou   Temp    Overpressure 
Protection."    Svc    list    encl, 

JORDAN,  E,  L.       Division    of    Engineering    k   QUH!  ity   Assurance.      B2/11/19. 
Consolidated    EdiBon    Co.      of    Neu    York,      Inc.        93pp.        16232:290.        2AX 
Fiche:  30-QOO,  82/11/19.0203190253. 

R.     Periodic    operating    reports    t   relate*    corre spond  once 

B211100013    Forwards  monthly    operating    rept  for   June    19B1. 

VUNOT,  C.  P.       Portland    Oeneral    Eloctric    CD.        81/07/02.  Office   of 

Management   end   Program  AnalijifB-        lp.        16022:107,       21X 
Ftthe-:  50-344,  S1/07/O2.  021  1SOO01S. 


—  aaillOOOlfi  Monthly   operating    rept    for    Juna     19B1. 

DAIH.O    0.       Portland   General    Electric    Co.        B1/Q7/01. 
^  108.        24X   Fiche:  9O-3flfl,  81X07/03,921  1100015. 


B21I100037    Foruiards  monthly    operating    rept   for  Nov    19BV. 
YUNDT,C.  P.       Portland    General    Electric    Co.        81/13/04. 
Management   and   Program   Analysis.        lp.        14032:151        24) 
Fie  he:  3O-344,  01/12/04,8311100057. 

— S21I1QOO39  Monthly    operating    r«pt    for    Nov    1901, 

KENI.Q   J.       Portland    Oeneral    Electric    Co.       81/12/04. 
16022:  1S2.       24X  Fiche:  50-314.  81  /  1  2/04,  flEl  1100097. 


4pp. 


Office    iif 


Sjip. 


—8211020054    IE    Imp    Rapt    50-344/B2-27    an   B2O913-1001.  No    noncompliance 
noted. Major    areas    inspuc ted : p lant    operati ons, survei 1 1 ance 
testing,  maint    security    d  LEfl    follouiup. 

HALMROS.M.H   ,    DODDS,  R.  T,      Division    of   HUB  Identi    Reactor    Project    & 
Engineering    Programs.       Q2/10/11.       6pp.       ISBB1:033.       24X 
Fiche:  50-344,  B2/10/  19,  021 1020047. 

B20BI90239    IE    Info   Notice   02-41,     "Failure    of    Ba  f  etij/R"l  lef   Valvea    to 
Open   at    BUR.  "    Svc    list    enel.  „-,,„,„» 

JORDAN.E.L.       Division   of    Engineerino    t.   Quality   A-asurance.       B2/10/22. 
ConsoliilateiJ   Edi»on   Co.     of  New   York,     Inc.        110pp.       15960:153.       J4X 
Fiche:  50-000.  82/10/22.  820BI90239. 

8211120336  Foriuards    IE    Insp    Rept    50-344/B2-28    on  02092B-1001.  No 
noncompliance    noted.  , 

STERNBERO.D,  M        Division    of  Resident.    Heactor    Project   ft  Engineering 
Proorams        02/10/25,       WITHERS.  D.  D.       Portland    General    Electric    Co. 
2pp         16042:149        24X   Fiche:  50-34-1.  S3/10/25.  B21 1  120336. 


B21104O345   Formard«   monthly    operating    rept  -for   Dec    1981. 
YUNDT.C.P.      PortUnd    General    Electric    Co.        82/01/07. 
Management  and    Program   Analysis.        lp.        15937:237.       24X 
Fiche:  50-344.  82/01/Q7.  B21  1O4O349. 


Uffico   of 


— B2110403SO  Monthly    operating   rept    POT    Dec    19B1. 

NICHOLBONiW    O.       Portland    General    Electric    Co.       82/01/09. 
13927:240.       24X  Flch  e:  SO-344.  B3-/Q1/O7,  821 101D345. 


4pp. 


9311030307    Forwards  monthly    operating    rept    Por  Aufl    11B2. 
YUNOT, C.  P.      Portland    general    Electric    Co,        B2/09/10. 
Manaoement  anrf   ProgrJffl  Analysis.        lp.        15059:339.      24X 
Flehe:  50-344.  32/09/1O.  B21  IOEO5O9. 


DffUo   oF 


— B211C2OSEO  Monthly    opsrating    rept    for    Aug     1982. 

KAMKEYER.D.  J.       Portland    General    Electric    Co.       82/09/10. 
15839:336.       24X  Fi  cho:  50-344.  BS/O7/ 10.  321 1020309. 


4pp. 


-B21U2034i    IE    Insp    Rept    50-34-1/82-aB    on  020920-1001 .  No    noncompliance 
noted. Major    areas    inspected:  maint,  QA    program,  fire 
protection,  follouup    on    previous    insp    findings   J.    independent 

JOHfJSDN.P.H.  ,    wtLLETT.D.  J.  .     DQDD8,  R.  T.       Division    of  Resident, 
Reactor   Project   i   Engineering    Programs.       B2/1O/22.       App. 
16042:151.       24X   Fl  che:  50-344,  82/10/23,  821  1 120336. 


B2111HM35    Foruardi  monthlij    op»r«tlng    rept    for   8ept    19B2. 

VUNOT.C.P.       Portland    General    Electric    Co.        92/10/06.  Office    af 

Resource    Management'     Dir«ctor.        lp.        16036:  339.       24X 
Fiche:  30-344,  82/IO/O6.  9211  11OH55. 


— fl21iHO2il   Honfchly    operating    rept    for    Sept    1903, 

NICHOLSON.  W. 0.      Portland    General    Electric    Co.       92/10/06, 
16,036:340,        24X  Fl  che  :  50-344,,  02/  10/06,831 1 1 10293. 


6pp. 
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M.     Antitruit    correspondents 

B211060479  Requests   response    to  830009    1  tr  re    DL   antitrust   revi  eu 
uithin   2  uk»    of    Itr. 

TOALSTON,  A.  L.  Division  of  Engineering,  B2/1O/IB.  GREEN,  T. 
Paintsvilte.QH.  lp.  13963:349.  24X  Fich*:  30-000,82/10/18, 
6311060475, 

P      Operating    license    stage    documents   fc    correspondence 

021101O392  Forwards    "Davi  s-Besse   Nuclear   Plant    Unit    1, Seismic 
Qualification    of   Auiiliary   Feediuater    Stjs,  "     technical 
evaluation   rt  pt.  Aui  1 1  iarg    feeduater    sys  acceptable    subj    to 
completion   of    planned    mods    by   Jan    1983, 

STOLZ.J.F.  Operating  Reactors  Branch  4.  B2/1Q/O1.  CROUSE.R.H. 
Toledo  Edison  Co.  3pp.  15980:343.  24X  Fi  cho:  50-346.  B3/1G/0  1. 
B21 1010392. 

9211010397    "DavU-QessB   Nuclear    Plant   Unit     1.  Seismic    Qualification    of 

Auiillary    Feeduater   Sy»,  "    technical    evaluation    rept. 

»     Laurence    Livermora  Laboratory.       82/07/23.  NRG   -   No    Detailed 

Affiliation    Given,        6pp.        15380:346.       24X    Fithe:  90-346,  02/10/0  1 , 

8211010392. 


6211090113  Foruardi    application    to   amend    License    NPF-3,  changing    time 
uiithln    which    unit   must    ba    placed    in    hot   standby    after    plntit 
goes    outside    bounds    of    action    i tatfrment. 

GROUSE,  R.  P.        Taltdo    Edison    Co.       82/11/03.       GTOLZi  J.  F.       Operating 
Reactor*    Branch    4.         lp.         16003:342,         24X   Fi  the  :  30-346,  S2/1 1  /OS, 
82110901 13, 

— 8211090119   Application    to    amsnd    License  NPF-3,  chang  ing    time   uithin 
uhich    unit    matt    oe    place-d    in    hot    standby    aftar   plant    goet- 
outside    bounds    of    action    statement. 

CHOUSE, R. P.        Toledo    EdlinnCu,        B2/1I/OS.       3pp.       16003:343.        24X 
Fie  JIB:  50-346,  82/1 1 /OS,  831 10<?0 11 3, 

— B2U09O123   Proposed    Tech    Spec t    re    schedule    for    placing    unit    in    hot 
itantfoij    after    plant    goes    outside    bounds    of   action    statement. 
*      Toledo    Ediion    Co.        82/11/03.        6pp.         16003:346.        24X 
Fich e: 30-31 6, S2/1 1/03,  B31 10901 13. 

B211160079  Responds    to    S2Q902  roqusst    for  withholding    BAW-1719, 
"Fracture    Toughness    Test    Results    From   Capsule   TE1-F"    from 
public    di  sc In  sure. Affidavit   must    be    provided. 

STOLIpJF.       Operating    Reactors    Branch    4.       82/11/09,       CRDUSE.B.P. 
Toledo    Edison    Co.        Bpp.         161Olr2B5.         H4X    Fiche:  50-346.  SE/1 1/09, 
B2I116OO71?, 


6211020343  Forward*   Franklin   Research   Ctr   summary    of  8207Q2-O3  .men  t  i  ng 
w/NfiC  i  util    at   site    re   radiological    effluent    Tech   Spec*    & 
offsite    doie    calculation   manua 1 .  Revis ed   Toe h    Specs  &  manual 
requested    by    321115- 

DE  AOAZ10.A  W        Operating    Reactors   Branch    -4.        63/10/01.       CROUSK.  Jl.  P. 
Toledo    Edi.on    Co.        7pp.        15902:182.        31X   Fi  dh  e  :  QO-346,  Q2/  10/0  1, 
8211020343. 


0211160047    Oaneric    LtT    02-36    to    p  ouer    reactor    lleansees    <*ii:Bpt    Fort    St 
Vrain)    re   NUJIEQ-O744,  Ravi *i on    1,     "Presiure   Vassel   Mail 
Fracture    Toughness.  "    Foruard*    N"JHEfl-074-l,  RaviBion    1,  H/o 
enc  L  3vc    li-i  t    enc  1. 

EISEMHUT, D.  0.        Division    of    Licensing.        92/1 1/12.  Consolidated 

Edlton   Co.     of    Noui   York,     Inc.       SSpp.        16232:213.       SIX 
Fiche:  30-000,  82/11/12,  821 11 6004 T. 


0211030102  Clarifies    B30721    request    for    addl     InFo   T«  NUREC-0737,  Item 
II. B. 3.     "Post-Accident    Sampling    Sys.  "    Clarification    section 
of   previous    Itr    provides    guide!  inen  not  roo.u  i  retnents,  f  as- 
melting   NURGO-0737   criteria. 

STQLZiJ  F        Operating   Reactors    Branch    4.       92/10/07.       GROUSE,  R.  H. 
Toledo   Edison    Co.       3pp.       18936:  130        B4X  F  i  c  h  o:  50-346,  H2/10/07, 
B21103DI02. 


SBU230QaE    Ruspands    to    S2O920    1  tr     re    NUREO-0737    Teeh    3pats    (Oenavic    Ltr 
P2-16>. 

CROUSE.R.P.        Toledo    Edison    Go.        HS/li/13.       EISENHUT,  D.  0,      Division    af 
Lictnilnff.       9pji,        liI9A:2i-?.       24X   Fiche  :  50-346,  aa/ 1 1 /I  5,  821 1230023. 

Q.     Inlpaction    reports,     IE    Bulletins    fe   correspondence 


0311030131    Requests    confirmation    that    dlesel     generator    starting    during 
maint    is    prevented    by    closing   manual    valve*     in  air   d    Fuel 
iiipply   >'   that    valves   are    included    in    locked    valve   procedure 
>/.  entired    in    valve    log. 

srOLZ.J  F        Operating   Reactors    Branch    4.       82/10/07.       CROUBE.R.P. 
Toledo   Edisnn    Co.       3pp.       13936:077,       3-1X   Fi  c  he:  SO-346,  OS/  10/O7, 
B2U030I31. 

B21I060496   Foruardi    Ameni)    47    to   License    NPF-3    £.   notice    of     issuance    *r 
availability.  Amend    doleto*   Tech    Sjecs    re    socondory   water 
ch«mittry   t<   adds    license    condition   re    imp  lamentation   of 
nioni  tor  ing    program. 

5TOLZ.JF,      Operating   Reactors   Branch   4.      B2/1CV13.      CROUSE.R.P, 
ToUito   Edison    Co.       3pp.       15969:088.       24X  Fi  ch  •:  90-346.  82/10/1  5, 
8E11060496. 

--6211060507  Amend    47    to   License    NPF-3,  oe  let  i  no    Tech  Specs    re    sucotldary 
water    chemiitry    5<   adding    lieenia    condition    ra    implementation 
of  monitoring    program. 

9TOLZ,J  F        Operatins   Reactors    Branch   4.        Ba/lO/13,        5pp, 
15969:091.       24X  Fiehe:  50-346,  S2/ 10/13,021  106O4*?6, 

--82110605II   Notice    of    issuance   t*    availability    of    Amend    47    to  License 
NPF-3- 

8TOLZ.J.F.       Operating   Rtaitors    Branch   4.        92/1O/15.        2pp, 
15969:098.       24X  Fiche  :  50-316,  83/10/15,821  106O476. 

aai02oOOBB  Generic   Ltr   S2-20   to    all    pouer   reactor    1  icensem,  f  ermi  t 
holders    d  applicants    for   CP  re    ouldance    for     implementing 
SHP   rule.Foruiarils   NUREO-0906.  NUREO   to   be    used   1 1    interim 
measure    until    (leg    fluid*    1.70  reviled.  Bvc    list   e/ncl, 
EISENHUr.D.O.       Division   of   Lieonsing,       B2/1O/36.  Gonsol  i  rfa  ted 

Edison   Co      of    New  York,     Inc.       9pp.       15993:293.       24X 
Fiche:  50-000,  82/10/36,  8210260088. 

B210270030  Generic    Ltr   82-22    to   all   PHR    licensors    re  Congressional 
renuest    for    info   concerning   steam  generator     tuba    intejjrity. 
Forwards   Congressman  EJ  Marley    821019   questions    re   steam 
generator    tube    integrity,  Svc    list   end.  ,,.,,.,, 

E15ENHUT.D.O.       Division   of  Lictn»lng.       BZ/IO/3i.  Consolidated 

Ediion  Co.     of    Neui   Vork,     (nc,       10pp.       16099:  33S.       24X 
Fich»:  90-000,  82/10/26,9210270030. 

6211020351    Submits    addl    info   on    evaluation   performed    for    removal    & 
replacement    of    snubbers   at    facility,  in   ra«pon»e    to   NRC 
request. Evaluations    t,   computer    codes    used    In   B20118,O72B   !• 
080*   submittals   are    to   original    d«sign    criteria. 

CSOUSE.R.P.       Toledo   Edison  Co,       S»/ 10/23.        STOLZ,J.F.       Op»ratinD 
Reactors   Branch    4.        lp.       I3BGB:294.       24X   Fi  eh.:  30-346, 82/IO/2B, 
B2I1020351. 


B20B190220  IE  Info  Notice  BH-37.  "Cracking  in  Upper  Shell  to 
Transition  Cone  Qirth  Meld  of  Steam  Generator  at  Operating 
PHR,  l4  8vc  Hat  one  I. 

JORDAN,  E.  Bivislon  of  Engineering  &  duality  Aasuranca,  02/09/16. 
Consolidated  Etfiion  Co,  of  New  Vork,  rnr.  103pp.  I5?30:001,  34K 
Fiche:  30-000,  B2/O9/E&J  B2001TO220. 


92OB190ES2    IE.    I  tifo   Notice   S2-34,  Revl  si  on    1-    "Welds    in  Main  Control 
Panels."    Svc     list    end, 

JOSDrtN,  E.  L,        Division    of    Englneerinu    &  Quality   Assurance.       B2/O9/17. 
Consolidate*   Edison    Co.     of    Neui    York,     Inc.        107pp.       15895:185.       U1X 
FicNe:  SO-000.  B2/09/I7,  B20BI9022B, 

B20B190S29    IE    Info    Notice   8H-39.     "Qvc    Degradation  of    Thiek   Wall 
Stainless    Steal    ReeiT-cula  tlon    Sya    Piping   at    BUR  Piant.  " 
Svc    list    end. 

JORDAN.  E.  L.        Division    of    Engineering    8-  fluallty   Assurance.       S2/07/JI. 
Consol  irfated   Eifison    Co.     of    He.ui    York,     Inc.       86pp.       16017:093.        31X 
Fiche;  30-000,  BB/O9/2  I  ,  B2OB1'K>229. 

B208190223    IE    Info    Notice    B2-3B,     "Chanoe.    In  Format  &  Distribution    ByB 
for    IE   Bullet  Jni,  Circulars    %    Info   Notices,"    Svc    list    end. 
DEYOUNQ.R.C.        Director's    OfFiee,     Otftea    of    Inipection   and 
Enforcement.       B3/09/22.  Cons  ol  i  dated    Edison  Co.     of   NBUI  York,     Inc. 

llOpp.        16010:021.       24X    Plena:  50~000r  H3/09/22,  B20ai90223. 

B20B190232    IE    Info    Notice    B2-40i     "Dnf  tc  i  encies    in  Primary   Containment 
Electrical    Pane  trait  on    Assemhl  i  ei.  "    Bvc    list    encl. 

JORDANrE.  L.       Division    of    Engine  or  ing    tr  duality   Assurance.       B3/Q9/H2. 
Consolidated    Edison   Co.      oF  New   York  ,     Inc.        llHpj,        13930:019.       H4X 
Fiche:  30-000,82/09/23.6206190233. 

B2  11030271    Notification    oP    B21103   meeting   w/utils  J.   FrnnHiTi    Reaearch 
Ctr    in    BetJteid«,MD    to    discuss    <fe*ign    HE  Bulletin    QO-11)   It 
us*    of    "energy    balance    technique"    U    "arching    theorij". 

TRAMMGLL,C.M,        NRC    -   No    Dotailffd    Affiliation    Given,       B2/10/07.  NOC 

-   No    Detailed    Affiliation    Olven.        4pp.       13975:318.       £4X 
Fiche;50-0&0,  62/10/O74  B21  1O00271. 

8208190239    IE    Info   tfotica   B2-41,     "F*ili»r»   of    Safety  /Me  1  tef   ValVBE    to 
Of  an   ft    BWR,  "    Svc    Itet    encl. 

JOnDAM.E.L.        Division    of    Engineering    Si  Oual  1  tg  A»suranee.       B2/10/J2, 
Consolidated    Edison    Co.     of   Nau    Yorl,     Inc.        110pp.       13940:133,       H4X 
FUrte:  50-000.  32/  1O/H2,  820B19O231?. 

B2110201&7  Forwards    IE    Safeguards     Insp    Rept   SO-346/B2-20  on  B21012-13, 
No   no-ncomp  liance    not*d.  ~,,n,nt 

MILLER,  J.  H.        Division   of    En||in»*r  ing    tt   Technical    Programs.       BS/1O/27, 

CROUSE.R.P.        Toleilo    Edison    Co.        2pp.        13691:260.       24X 
fi  che:  30-346,  62/10/27,8511030147. 
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— B211020I77    IE    Safeguards     Imp    Rspt    SO-34i/B2-2a   on   821012-19.  No 
nonconpllance   noted. Major   aroai    Impacted  :  f  aril  i  ty 
organiraticn   t*    op  orat  i  on.  mgaiuTemffnts   t  control,  inventory    i. 
ihipjing   i    rocel  ving.  Duta  i  U    withhold    (ref    10CFR2   7901 
FINLEV,  A.  0.  ,     HrtDEDA.T.J.,    CREED,  J.  R.        ftrgloTi    3.    Office    of    Dir.ctor 
02/10/26.         Ip.        £3091:362.        24X    Ft  en  i:  30-3-46,  62/10/27,  631  1  020167. 

0311170255  Forward*    IE    Insp    Rept    50-346/92-39    on   921004-06  t>   notito    op 
vl  o  latiion. 

STREETER,  J.  F.       Division    op   Project    i.  Resident  Program*.       BS/l  1/03. 
CfiGUSE.fi.  P,         Toledo    Edison    Co.        2pp.        Jfil-49'217        24X 
Fit  he:  50-346,  GSfi  1  /03,  £321 1 190355, 


—0211190293   Notlcs    of    violation    fron    Inep    an    321004-06. 
STflEETEft,  J.  F.       Division   of  Project    l<  Resident  Proorami 
111.        14149:217.        24X    Fi  che:  50-3-ti,  82/11/03,  B21 1 190333. 


62/11/03 


— E32H19Q260    IE     Imp    Rapt    50-346/32-2-7    on   821004-04,  Moneompl lane*    noted' 
failure    to    review    training   con*ultant  written    eiamt, 
^f?!!!:/'- '1- '    KEves'L-*-       Division    of  Project  t,  Ret  tdent  Programs. 
6,2/11/03.        3pp.        16149:230.        24X   Fi  the:  50-346,  B3/1 1  /03,  8211  19025S. 

C21I230511    Foruards.    IE    tnsp    Rept    50-346/B2-2)    on  920614-OaJa   fc   notice 
of  violation, 

l«      *»vl«lon   of   aigi-n.»rlno    &  Tetnr>ic«l  Program.. 

CROUSE.H.P.        Toledo    Ediion    Co.        2pj.        lt.lB4>315         24X 
Fiche  :  S0-34i,  aa/ 1 1 /03.  321  1S30S1 1 . 

9311230512  Notice    of   violation    from    imp    on   S20614-OB13 

^fV™'C'El       Divl^ion    of   Englneerino   t,   TBchnical   Prajram.. 
B2/11/02.         4pp.         16104:217.        2-4X    Flche:  50-34A,  GS/J  1/03,  B2J  1  23051 1. 

&ai  1230918    IE     Imp  Kept    SO-346/B2-21     on   OS0614-O8I3.  Noncompl  i  anca 

notem:  failure    to  ppovide    tracaabi  ]  i  ty   to    matl  s,  (ai  lur »    to 

provide  adequnta  acceptance    critar i a, fai 1 ur«    to  lontrol 

design    chanoai   A  to    identify    noneonf arming   matl! 

neNDE:.n.,   OARDNEH,  R.  N.  ,   wiLLiftMS,  e.  c.     Rogion  3,  of*Ue  of 

l?Pf-        "184;  aai.        24X   FichB:  30-3«6,  93/1 1/03, 


8311110298  Fortuardi    monthlij    operating    rept   for    Aug    1901 

HURflAV,  T.  O.        Toledo    Edison   Co.        81/O9/OB.        HALLER.N        Offir.    of 
Hanagemant    and    Progran   AnalyiU.        lp.        16030-257         ->ax 
Ficfto;  30-346,  01/09/03,8311110290. 


—  8211110301   rtonthlij    operating  rapt    for    Aug    19B1 
SARSdUR.G.        Tolodo    Eili>on   CD.        Bl/09/00.        Son 
Fich.:  50-346.  81/09/09.6311110398. 


621I1I0371    Forward*    monthly    operating    rept   for    Oc  t    19B1 

HJHRAV.T.  D.  Toledo  Edison  Co.  01/11/07.  HALLER.N  '  Otfico  a, 
Hinjgement  and  Prograim  flnali;!i,.  lp.  14037-  247  24v  rlcoot 
Fichs:  50-346,  8]  /1  1  /Of.  821  1  1  10371  ' 


-6211110373  Monthly    operating  rept    for    Oct    19B1 
SARBOUR.B.        Toledo    Edison  Co,       Bl/11/09        Son 
Fiche:SO-34A,  B1/1I/O9,  021 11 10371 


16037:2-10, 


—8S11 11037*   Forward*    revised   operating    data    ropt    page    to   month  lu 
opirating    rept    for    Oct    1981.  ' 

MURRAY,  T.D.         Toledo    Edison   Co.        81/11/12.        WALLER,  N.        Office   of 
Management    and    Program  Analysis.       lp,       16037-293        3A1 
FUde;  50-3fl6,BI /I  1/09,  8211110371. 

""JJi'^iTOi.'"11    <">°ratln!'  dflts   "^   P-9-    *"   -nt.ly    operatln3   r(pl 

?"S^M^4J«;!?/s,i«?»?b37?1/11/w-  lp-  ift°37:354   "» 

^H/lffBAV06    Foruard'    mD"<:hly    operablng    rept    fop    Nov    19Bt. 

V.  T.  D.         Folfld'o    Ed"i9on   Co.        81/12/07.        HALLER,  N,        Offico    of 
nanaoBmenit   and   Program  AnalijtiB.       [p         16039:327.       S4X 
Fich.:  30-346,  01/12/07.  B21 1 1 10386. 


Monthly    operating  rept    far   Nov    19S1 
fiARSDUfl.H.         Toledo    Edison   Co.        Bl/13/07,        5pp 
Fichu:  90-346,  Bl/  12/O7, 0211 1 1Q3B6.  P 


0211230114    Forwards     IE    Inap    Rept    30-346/82-37    on   H50B02-1001    fc    notice 
of    violation. 

L'T    ?'^"i°?    °f  ^"J"*  *   R"(0erft  Program..       02/11/01. 
.        To-Iedo    Ediaan   Co.        3pp.        16193>0o0        24X 
Fie  he:  30-3*6,  B2/U/04,  B21 12301 14. 


-B211230121    Notice    of    violation    from   insp   on   B30S02-1001 
BPESSAHD.  R.  L.       Division    of  Project   &   Resident  Program., 
2pp.         16193:062.        34X    Fi  .rher  50-346,  BS/l  1/04,  8311 330 1 14. 


B2/ 11/01. 


ii?    S  f    ,          In!P    "'^  -.oiie«.p 

noted, failure    to   .inter    action    statement  or   place   unit    In    hot 
stantfbti   uithin    1-h    uhen    failure    to    perform    lur-veillanee   on 
lilted   valve's    diacovareri. 

REYE8.LA,     PEEDLEB.  T.  A.  ,     ROSERB,  W.  0.       Divi.ion   of   Proj.ct     b 
RBiidBnt    Pl-ogramn.        82/11/03,        9pp.        16193:064         24X 
Fiehe:  50-346,  B2/I1/04,  B2i  1230114 

B2UI60030  Bummary    of   021103  yn^tln^    ui/util.    re    IE   DulJetln  BO- 1 1    on 
uie   of    "Enerai,   Balance    T.chnUii."  t,   "archlna   action'    for 
masonry    wall    qua! if icat ion. 
THAHMELL.C.M.       Operating    Reactor.  Branch  3. 

1"1  33PPT 


B2U  1  10362  Forwards    revUed   monthly    operating    rents    for    1981    Hi-Die 
revised    to    r.fl.et    changes  mad.    to  ma,    dependable    capacity         P 
&  cumulative    data,  HOI  icy 

SH™'7-?'         y°»Bd°    EdUon   Co.        B3/01/OQ.        HALLEf),  N,        Office     of 
nan*g(-m«nt    and    Proaram  Analysis.       3pp.       16030:  2BD        34* 
Fichs;  30~346t  82/01  /OD.  £21  1  1  10262. 

8211110249   Monthly    o-naratlng   rept    For    Dec    1901 

BAR3DUR.D.         Tolad  o    Ed  i  son   Co.        83/01  /OB,        5np          16030.290         '>4 
Fiche:  SO-346.  G2/Ol/Oa.  331  [1  10262. 


"Vi1!ll!J    "-IS?    Mntl"«    "P^-ting 
.        ToUdO    Edison   Co.        B2/01/08. 
Fieh.  :  30-346,  B2/OI  /OS.  021  1  1  10263, 


'  mn"tlllg 


rept 
lp. 


for    Jan    1931. 
|Q030'295 


"P*    'or    Feb     1981. 


.         Toledo    Edison   Co,        83/01/00. 
Flche;  50-346,  S2/01/Oa.fiBJ  11  10262. 


"pt    For   Har    19BI. 
Ip.         1603(3297 


eVr5i°!;    ^J"  mDnthllJ    'Paratlng    r.pt    for   Apr    19S1. 
«,    ToUdo    Ediaon  Co.       82/01/08.       lp.        16038'  2  98.       24X 
Flcho:50-34i.  82/01/03,8211110362. 


BVrS!°[;    'J?  """^""J    op-rating    rept    for   May    19B1 

Toledo    Edison  Co.       S2/01/OB,        lp         1603H  299        SIX 
Fich<,:SO-316,B2/01/Oa,BSlI110262.  i^uja.  ^vv. 


^t8!11!;    l    *"   monthl«    °P«ratinfl    rept    for   Juno    19B1. 
.         Toledo    Edison   Co.        02/OI/OS.        Ip.         16038:300. 
Flicnf;50-346.a2/01/oa,  0211110262. 


montn"j    "Plating    rept    for  Jul    1991, 

tp-    I603B;ao1' 


6211110314  Monthly    opsrattng   rept    for    Aug    19B1 

9ARSOUR.B.        TolncTo    Edison  Co.       B2/01/OB.       Ip!        16038-302        24X 
Ft  eh«  :  90-346,  62/OI/OB,  021  1  1  10262 


RevU1(>11   J    fc"  monthly   operating   ropt   for  Sept   1981, 
SARSDUR.B.        Toledo    Edi.ati  Co.       62/01/09.       lp.        16038:303.       34 K 
Fiche:  50-346,  02/01/08,8211110262- 
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—  £3211110317   Revision     1     to    monthly     operating     rapt    for    DC  t     1981. 

SARBOUR.B.       Toledo    Edison  Co.       82/01/08.        lp.        16038:304.       31X 
Fiche'  50-346,82/01/08,  0211110362. 

— 8211110319   Revision     1     to    monthly    operating     rept    For   Nov    19B1. 

SARSOUR.B.        Toledo    Edison   Co,        83/01/08,         lp,        16030:305.        SIX 
Fiche:  50-346,  B3/01  /OB,  821 1 1 102i2. 

8211020406  Forwards   raonthli)    operating    rept    for   Aug    19B2, 

MURRAV.  T.  D.        Toledu    EdisanCo.        B2/09/09.        HAULER. (J.        Office    of 
Management    and    Program   Analysis,        lp,        15890:203.        21X 
Fiche.  30-346.  B2/09/09.  021  10204B6. 


— B211020500  Monthlg    operating    rept    for    ftug    1 983. 
SARSQUR,  B.        Toledo    Edison   Co.        02/09/08.         3pp. 
Fiche:  SO-346,  82/09/09.2311020496. 


15890:204.        24X 


B21111D242  Forwards   raunthly    operating    rept    for   Sept    1982. 

MURP.AV,  T.  D.        Toledo    Edison   Co.        02/10/08.        HAULER. N.        Office    of 
Resource    Management.     Director.         lp.        16O36:  280.        24X 
Fiche:  5O-346,  B2/IO/OQ,  62 1  1110242. 


B2112IM>37e    Forward*   UER    B2-034/O3L-0, 

MUHRAV.  T.  D.       Toledo    Ediion   Co.       83/1  I/I1?.        KEPPLEfi,  J1.  0.       Region    3, 
Office    of    Director.         lp.         16819:391.        2-4X    F  (  eh*;  50-346,  B2/1 1  /  19. 
3211290378. 

—  B211290DS9  LER    B2-054/O3L-Q;  on    021021 ,  Door     107    to   radiation    equipment 

found    partially    open   4    blocked    by    hoie    luh  en   personnel 

attempted    to    porlform   routine    flush    on   RE- 1B7B,  Caused    bg 

personnel    error.  P-ersDnne  1    counseled. 

WERNER. J.       Toledo    Edison   Co.        82/11/17.  Region   3,    Office    of 

Dir actor.        3pp.         143*9:  393.         24X   Fiche:  50-344,83/11/19,8211290378. 

S21129OS3S    Foruardi    LER   S2-O59/03L-0. 

MURRAY,T.D.        Toledo    Edison    Co.       82/11/17.        KEPPLEfi,  J.  0,       Region    3. 
Office     of    Director.         lp.         16226:211.        24X    F  Iche  :  50-346,  D2/I1  /  19, 
0211290535, 

—  82I12905'43  LER    SH-OS3/O3L-O:  on    B21021 .  saf  a  t  ij    features   actuation    ays 

channel    4    radiation   mo-nit  or   RE-2007   failed    lou.  Cause 

unkno urn.  Detectors    rep  laced. 

ELDRED,  D.T,         Toledo    Ediaon   Co.        B2/11/I1?.  Region   3,     Office     of 

Director.        3pp.         16236:  BIB.         24X   Fiche:  3O-346,  BH/1 1 /I  9,  B21 1  29QS35. 


— B2llll02fa4   Monthly    operating    rept    for   Sept    19B2. 

CABA,  E.        Toledo    Edison    Co.        82/10/08.        8pp.        16036: 2B9.        24  X 
Fiche:  50-346,82/10/09,  B21 1 110242. 

S.    Repoi-table    occurrences,     LERi    tt    related    correspondence 

6211020454    Foruardi    LEfl    B2-050/03L-0. 

MURRAY,  T    D         Toledo    Edison    Co.        62/10/20.        KEPPLEfi,  J.  0.        Region    3, 
Office    of    Director.         lp.         I5B89:296.        24X   F  Ic  he:  50-346,  B2/10/  30, 
8311020491. 

--B2I1020163   LER    B2-050/03L-0: on    B20921 ,  break  or    OE106    opened,  ca using 
MCCE12ft    to    de-energlie.  Caused    hq    momentary    ground    duo    to 
failure    of     eiiential    pressurtier    heater    ( UQ3-2 ).  Main*    Nark 
Order    92-2433    iasuud, 

LOWS,  J.  U.        Toledo    Edison    Co.        B2/10/20.  Region   3,     Office    of 

Director.        2pp.         13039:297.        24X   Fi  the;  50-346,  B2/10/20.  021 1  020134. 

6211030530   Forwards    LEFi    B2-051/03L-Q. 

MURRAY.  T.  D.        Toledo    Edison    Co,        B2/IO/20,        KEPPLER,  J.  S.        Region    3, 
Office    of   Director,        lp.       15808:285.       24X   F  i  c  ha:  30-346,  B2/1Q/20, 
B2I1020530. 

— B211020S33  LEU   82-031/03L-0; on    820931 . c ontr ol    room  operators    received 
full    trip    on    steam  1   fcodujnter    rupture  control    »g»    channel 
3. Caused    bg    component    failure.  N»i"   poucr    supply    installed. 
YAROER.K.       Toledo    Edison   Co         82/10/20,  Region   3,     Office    oP 

Director.        2pp.         15808:206.        24X   Fl  che:  30-346,  02/ 10/20,  B21 1020330, 

0211060054   Forwards   UEfi   B2-052/03L-0. 

MUf»RAY,T.D.       Toledo    Edison   Co.       82/10/27,       KEPPLER.,  J.  Q.       Fenian   3, 
Office    of    Director.        lp.       13930:334,       24X    F  iche:  50-346,  B2/10/27, 
8211060051. 

—9211060061   LER   B2-Q92/03L-0:  on    820920,  reac  t  or   quadrant    power    tilt    in 
UX    quadrant    e.ceedod    Tech   Spec    by   0.  2  X,  Caused   bg   natural 
flow    charai  teristiEB    of   i)C8  <•    cross    corn    shuffle    of    fuel 
combined   U/B2O927   plant    trans  i  enl,  Control    rod    group    berated. 
DIBGRT.D  J,       Toledo  Gdi*an  Co.       H2/1O/27.  Reoton   3.    Office    of 

Director.        3pp.         15950.  3S5.        24X   Fi  c  he;  30-346,  B3/IO/B7.  B21 106OOS4. 

8211160169  Forwards    reviled    LER    02-OS2/03X-1. 

HURRAY,  T   D        Toledo   Edison   Co.       83/11/01.       KEPPLER,  J.  O.       Region    3. 
Office    of    Director.        lp.       16093:270.       24X   Ftche:  50-346,  B2/1 1/04. 
8211160169. 

--9311160175  Revised    LER   B2-052/03X-1 :  on   B20928,  reactor    nuadrant   pouier 
tilt    in  WX    quadrant    eiceoded    Tech   Specs.  Caused   lig    xenon 
oscillation    producing    large    negative    imba lance. Control    rod 
group    7  berated    out    to    reduce    negative    Imbalance. 
DIGEST, D  J        Tolado   Edison  Co.       82/11/01,  Region    3,    Office    of 

Director.       3pp.        16093:271.       24X   FI  che;  30-346,  B2/  II  /04,  B21 1 160169. 

B2113001B1   Forwards    LEU   B2-033/03L-0. 

MURRAY,  T.  D.       Toledo   Edison   Co,       82/11/16,       KEPPLER,  J.  0.       Reg  i  on    3, 
Office    of   Director.        lp.        16238:135.       24X    Ft  che  :  50-346,  82/1 1  /  16, 
82 1 1300184. 


V.     Operator   Examinations 


B210130019   Oenerlc    Ltr    B2-1B    to    all    power    reactor  appllcanti  Ic 
llceniee*   re    reactor    operator    tt    senior   reactor   operator 
requal i Picatlon    eiams.  Advisei    that   eiams    begin   at    fsclllty 
after    031001.  Svc    Hat    end. 

EIEENHUTr  D.  O.        Division    of    Licipnaino.       83/10/12.  Consol  Ida  ted 

Edlmon    Co.     of    Mew    York,      Inc.         19pp.         16002:234.        24X 
Fiche:  &0-000-  02/1O/12.  B21O130O19. 


DOCKET   50-348   JOSEPH  N.     FARLEY  NUCLEAR    PLANT,     UNIT    I 
F.     Security,    medical,     emerg encu    b    fire    protection  plan* 

BS100Q006B   Generic    Ltr   62-17    to    all    pouer   reactor-    licensees   t 
applicant!  ft    holders    af   CPa    re     inconsistency    between 
requirements,    of    1OCFR90,  S1 1 1 )    tc  STB    for    performing   auditi   of 
flmorsencij    preparedness    programs.  Svc    I  i«t    en  el. 

ElBENHUTj  D.  0.         Division    of    Licensing.        B2/IO/OI.  Consolidatt'd 

Edlion    Co.     of    New  York,     Inc.        llpp.       l&OOH:  EBB,       3flX 
Fich-e:  SO-OOO,  82/10/01,  821O04006B. 

8210070019   Generic    LtT    B2-21    to    all    licensO'HB    li  applicants   of   nuclear 
poiuer    reactori    re    Tech    Bpeci    for    fire   protection   alidlta. 
Forward «    guidance    di  sens  slug    general    itO'p-e    fc  describing 
elements    to    bo    included    in    audit. Svc    lilt    end, 

EISENHLJT.D.  O,        Division    of    Licensino.       B2/JO/06.  Consul  Ida  ted 

Erfiion    CD.     of     Neui    Vorh.      Inc.         19pp.         15793:338.       24X 
Fiche;  3O-000,  82/10/06,  BE10O7OO19. 

B311020306   Releao-ei    jiublic    veriion    of    roviaail    emergency    plan 
imp  lamenting    procedure. 

FELTON,J.M.        Division    of    Rula«    and   Records.       82/10/12.  Document 

Management    Branch.        lp.        15903:222.       24X   Fi  che:  90-348,  H2/10/13, 
8211020306. 

— 821102O312  Foruard*    public    version    of    Ravi*  Ian   4    to  Emergency    Plan 
Implementing    Procedu--    mia-n-cra-m..     »n*e«t  ka  Mnt(»iration.  " 
Receipt    form    encl. 
*      Alabama    Pouer    C 
&iven.       lp.        199O3 


--B2U3001B7  LER   BB-053/03L-0:  on    B2101B,half    trip    alarm   on    steam   (• 
feeifuiater    rupture    control    sus    channel   2   received    due    to 
failure    of    iteam   generator    level    instrument    cabinet    channel 
2.24-volt    dc    power    supply,  Caused   lig    component    failure. 
YAROEfi.K.       Toledo   Edison   Co,       B2/1I/16.  Region  3,    Office    of 

Director.       2pp.        16338:156.       24X  Fi  che;  50-344,  B2/1 1/16,  021 1  3OO184. 
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321104,0563  fl.l.a.,1   public    v.riion   of    r.vii.d    g*ne-al   ofc    nucla 
gintrat lc-n   procedural. 

n    Div,!llc?   *'   Rul"    *""   R-eoTdi.       63/10/24. 

'       "' 


—3211060343  Revision   4   to    "JM  Farley    Nuclear    Plant   Unit    I    InSBTvic< 
TMtiTig    Program.  " 

*      Alabama     Power   Co.       B2/10/25.        lllpp.         19933-303         ajv 
Fiche:  30-34 a,  02/10/25,8311060341. 


BH1.F.Drl"rJ!!    "LM!C    v*T*'ori    °F    R-Vliicn   0    to   Ben.r-I    ofc    nuclear 

gltiBration    pi-ocedunn,  I  ne  lud  i  no   Procodura    OO-EIP-101. 

"Corporatr    Emergency.    Organ! la tion. " 

CLAYTON,  F.L        Alabama   Power   Co.       83/10/0*.  DPfic.    af   Nuclear 

Reactor   Regulation.    Director,       2pp.       IS949- 132        34* 

Flc  ha:  SO-34B,ea/10/26,a21 1060563 


9310260QSB  S.nerlc   Ltr   02-SO    to  all    pouer   reactor    1  i  censees,  per^i  t 
hoJd«rs    &    applicants    far    CP   re    guidance    for     imp  1 amenting 
SRP   rule.Fomardi    NUREO-0906.  NUREG    to    be    used    as     interim 
meaiure    until    fleg   Quids    1.  7O  revised    Svc    list    enc  1 
EISENHUT.D.g          Division    of   Licensing.        B3/10/26  Consolidated 

Editor:    Co.     of    Ngu   York,     Inc.       9pp.        15993'295         34X 
Fichfl:  30-000,  S2/IO/26,  B2102600BB. 


-B2110MB70  Public    version    of  Revl.ion    0  to    general    ofc    nuclear 
S»f>»r«tlon    procedurfi,  includina   Procadurn    QD-EIP-101, 
"Corporate    Drgjn.1  ta(Jon.  " 


6310290108  O.neric   Ltr   B2-B3   to  all    ifein»*>    (,  applicants    t-e 
(ncotlsitt.ncv    oitutsn   requlrementi    of    IOCFR73.  40<g  1   t,  STB 
Por   perfprnunff   audit*   of    lafeauardj   contingency    plan. 
decuTitu   pjant.svc    1  i.t    Bncl 

ri^^D'^   uDlvi"?n  ?f  """i-B.      M/10/30.          Consolid 

I?    J      .£   ™f    MiW   Vorltl     lnc-       flPP-        1S'?3:3J9.        24X 
Fiche:  SO-000,  82/10/30,  B21O39O10B. 


c  or  p"  ^^OTV  at  LWR.. 

!7T  J?   ?      to    participate    in   e.ercise    1,    voluntaru   t,  anu 
P  UL'r*'       "*'    Ul"    ie    "l«bUr..d.a«     Il.t    encL 


W  cn  *, 

Ed  lion   Co.     of    New   Yo  . 

Fie  he:  SO-000,  B2/1  1/03,  931  1040379. 


B2/11/03. 
nc.        I  lop.        lifll?    004         SflK 


«i    t0    10CFR50.4B   t,    App   R 
M  I?  conversations 

<      '^   J.™?   I'    B2°701    ""'fl"   """ription    for 
ive  fc   dedicated    ifiutdoun   tyi 

n'1"^   Al'bama,    P™«T  Co-       M/ll/03.       VARM.S.A.       Office    nf 


B210270030   Generic    Ltr    82-32    to    all    PUR    licensee    re    Congr...inn«] 
requ.it    *or    ir.ft,   concerning   steam   generator    tube    integrity 
Forwards   Cono  re  a  sman   EJ  Hflrkey   B21019   questions    re    steam 
oen.rator    tub  u    i  ntegr  itg,  Svc  .  1  i  st   end 

EISENHOT,  D.  0.         Division    of    Licensing.        B2/10/26.  Consolidatod 

Ed,,  on    Co.     of    Neu   York,'    Inc         10PP.        16099-332         24X 
F[  che:  50-000,  H2/  10/26,  B210270030. 


LiT'S"1    HM"n^oo«    rept,     "Pressurl.er    5afetg    S,   R.li.f 
Lin.   Piping    t,    Support    Evaluation.  "   ftept    snaly.es    downstream 

™?d!    J:"d,:n    EPHI    SafltlJ    *   reHef    valVB    *»*    Pfogr™    p" 

TMI   Action    Item    II.  D.  1.  Adequacy    confirmed 

CLAVTON.  F.  L.        Alabama    Power   Co.        02/11/04.        VAROA,  S.  A         Office    of 


, 
7A[ip. 


afetij    !<  Relief  Line  Piping    &  Support 

CJAHG.K.C.        Westinghouse    Electric    Corp 
004.        24X   Fiche    50-340,33/11/04,821  1 1  50'Ml, 


B211090230   Application    to    amend    License    NPF-2,  revi s inq    Tech    SDDC& 
requ  rlns    Imp  t  ••.•nt.tlan    nf  mechanical    snubber    functional 
te.tin,    prior     to    startup     following    fourth    refueling    outage 
to  be   changed     to    Follow   fifth    refueling   outage 

ClJWTOfJ,  F.  (..        Alabama    Pouer   Co.        02/11/05.        VAROA.  S.  A         Office    nf 
Nuclear   Reactor    Regulation,    Director.       4pp 
Fiche'  50-348,93/11/05, 8211080230 


•J.  Insurance  U  £nd«mnlty  information 

1""1*  47  ta 


.uit.n*.,  inc. 


.  A.       Operating  Reaefcora   Branch 


,,n  ?P°!?d   TeCh    9pBCS    re    '"1 

functional    testing    prior    to   startup. 

*      Alabama    Pouer   Co.       82/11/05.        4pp, 
Fiche:  30-348,  82/11/03,9211080230. 


19978' 


KtMa?trd%Sf!(JtLeValuation   fc    technical    evaluation    rEpt    ro 
Multi-Plant    Item    C-14,     "Sei,mic    Qualification   of   Au.iliaru 
Feeduater    Bus.   "    3g5    acceptable. 

VARGA.S.A,        Operating    Reactors    Branch     1.       83/11/08.        CLAYTONS    L 
'    C°         ^^        Iil47:02'         24X   Fiche:  50-34B,82/1]/0!J, 


-8311170077  Safety    evaluation  of    seismic    qualification    of    au.tlinru 
Ceediuater   «u«.  Sus   acceptable 

l*l25*A4r    °F^vC^0r   Reactor    R*3«lotion,     Director.        02/I1/OB.         |p. 
16147:031.        24X    F1  chs:  50-349,  B2/1  1  /OQ,  B31  1  1  70082. 

BS11170IOB    "Seismic    Qualification    of    Auxiliary    Feedi.ater    Sys,   » 
tBChnical    evaluation   rept.  SUB    acceptable 

;?"    JrJ"""""1:   Latpratorg,        82/10/01.  WRC    -    No   Ditallnrf 

~"    °'VCn-        5PP'        '6117032.       24X    Fiche.  50-348,  B2/1  1/00. 


8211160047  Generic    Ur  82~2i    to   ,o«,r   reactor    licensees    (e,cept    Port  tit 
Wain)    re    NURE4J-O744,  Revi  sion    1,     "Pressure    Vessel    Mail 
Fracture    ToughnuaE.  "    Forwards   NUREG-0744,  Re  vision    1    U/o 
encl,  SYC    1  f  st    end. 

EISENHUT,  D.  O,         Division    of   UtBnsin9.        82/11/12.  Consolidated 

ETdHon   Co.     of    Neu    vQPfc,     jnc,        52pf.         16232'  212         24X 
Ficfie:5O-000,  82/11/13,0311160047, 


-          APP""tion.*°  •*-nd   OL,  consisting    of    changes    tp    Tech    (fe 
reflecting    new    organuation   chart   t,   mgt    titles    Class     II 
amend    Fee   DUC  1. 

CLAYTON,  F.L.       Alabama  Pouer  Co.       02/11/16.       VAROA,  S.  A,       Office    of 
Nuclear   Reactor    Regulation,    Director.       2pp. 
ncho:50-34B,  B2/  11/16,82112301  10. 


8211040341    Foruardi    Reviilan   4    ^™    •>  IH    c       i          L.      . 

™  '  " 


B211H30115  Proposoif   Tech 
chart   fc  mgt    titles. 
«      Alabama   Pocjer-  Co.      82/11/16 
Flche:  30-3flB,  32/11/16,6211220110 


•c    changes    reflecting    new   orgaril  la  tinn 
llpp.        16164:003.        24X 


,  02/11/19,8211300174. 
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O.      Jnipection    reports,     IE   Bulletins    t,   correspondence 

B20SI90320  IE  Info  Notice  82-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Cirth  Weld  of  Steam  Generator  at  Operating 
PUR."  Svc  list  end.  „„,„„,., 

JORDAM,  E  Division  of  Engineering  t,  Quality  Assurance.  B2/09/16. 
Coniolidated  Edison  Co.  of  Neui  York.  Inc.  105pp.  15930:001.  24X 
Fiche:  50-000,  82/09/16,  820B1TO220. 

B309190223    IE    Info    Nntice    B2-34,  R  avis  ion    1,     "Welds    in   Main    Control 
Panels."    Svc     list    encl.  „,,-, 

JQRDAN.E    L.        Division    nf    Engineering    i   Qualitg    Assurance.        B2/09/J7, 
Coniolidated    Edison    Co.     of   New    York,     Inc.         107pp,         15873:183.        54X 
Fiche:  30-OOO.  82/0<?/l  7,  B209 190232. 

B3C-8190229    IE    Info    Notice    B2-39,      "Svc    Degradation    of   Thick    Wall 
Stainless    Steel    Flee  ircu  la  ti  on    Sys    Piping    at     OUR   Plant." 

JORDAN, E   L        Division    nf    Engineering    &  Qualitg    Assurance.       B2/Q9/21. 
Consolidated    Edison    Co.     of    New    York,     Inc.         S6pp.        16017:093,        24X 
Flche:  50-000,  02/09/21,0200190229. 

B2IOB190323    IE     Info    Notice    92-3B.      "Change    in    Format    &   Distribution    So  s 
for    IE   Bulletins.  Circular*   B.    Info   Notices."    Svc    list    encl. 
DEVOUNQ.R    C.        Director's    Office,     Office    of     Inspection    and 
Enforcement.        B2/O9/32.  Cons  o  1  idat  ed    Ed  i  son   Co.     of    NeuYork,     Inc. 

UOpp.         16018:021.        24X    F  iche;  5Q-OOO.  B2/09/ 22,  B209I9Q223, 

820B190232    IE    Info   Notice   82-40,     "Deficiencies    in   Primary    Containment 
Electrical    Penetration    Assemblies."    Svc    Hat    encl.  „„.„„.„„ 

JQRDAN,E.L.        Division    of    Engineering    i.    Quality   Assurance.        B2/09/..2. 
Consolidated   Edison    Co.     ofNeuYork,     Inc.        112pp.       13930:019.       2flX 
Fiche.  SO-000,  B2/09/22,  B30B190232. 

Q21I1504B4    Forward*     IE    Insp    Repts    50-34B/02-24    &    5Q-364/B2-23   on 
B20913-17.  Nn    none  amp  llanc  E   noted.  „„.,„,«, 

DANCE. H.C.        Division    of    Project    t.    Resident     Programs.        B2/IO/O4. 
MCDONALD,  R.  P.        Alabama    Power   Co.        3pp.        16037:163.        24X 
Fiche:  5O-34B,  S2/  1O/06.  BSl  11S04B4. 

--8211150490    IE    Insp    Repts    50-31B/92-24    &    50-364/B3-23    on    B30913-17.  No 
nnnconpliance    nnted. Major   areas    inspected : radiat ion 

PEERY,  W  W   ,     DARK,  K.       Division    of  Engineering   t,   Technical    Programs, 
83/10/03.       4pp.        16057:165.       34X   Fi  che:  50-34B.  53/10/06,  BSl  1  1  90404. 

9306190339    IE    Info    Notice    83-41,      "Failure    of    Safety/Relief    Valvas    t(. 
Open    at    BWR.  "    Bvc     list    encl. 
JORDAN,  E.  L        Division   of   Engineering    t  Quality   Assurance. 

Consolidated    Edison    Co.     ofNeuYorV,     Inc.         110pp.        15960:153, 
Fiche.  50-000,  B2/  IO/32.  S20BI9Q339. 


— B21104O174   LER    B2-056/03L-O:  on    B20927, contr ol   rod    bant    D   declared 
inoperaole   ui.fren   rods   mould    not    move    in  manual    control.  Cause  d 
bg    bank    sel«ct    relay    it ic k i ng , caus I ng   control    bank*    D   fc   D   to 
be    (elected    s  I  mul  taneous  1  g.  RB  1  au    i  n«peetBd  !.  rsinital  led, 
HAIRSTGN.W.  0.       Alabama   Pouitr    Cn.        93/10/26,  Re|jion   B,    Office    of 

Director.         tp.         19929:003.        B4X    Fl  che:  SO-34B,  B2/10/26,  B21104016H. 

8211060049    ForiK*ril»    LEfl   B2-037/O3L-O, 

CLAVTOM.F.L.       Alabama  Pouer    Co.        B2/IO/B9.  Region   2,    Office    of 

Director          lp.         13930:338.        24X    Fl  c  h.:  30-34B,  B2/10/29,  B21 1060049. 

--a2IIOiOOS3   LER    92-O97/O3L-O:  on    S21001 ,  durino   rtactor   coolant    purapi    bufi 
reactor    trip    undtr-vol  taje-   relog    cal  ibr.  reactor    conlant    pump 
1A   undervoltag"    relay    27-3   diicovared    out    of    spec.Causod    by 
setpoint    dr 1  ft.  Sstpoi nt    adjusted, 

HAIR3TOM.W,  O,       Alabama   Power    CD.       32/10/29.  Region  2.    Dffi"    "' 

Director.        lp.        13930:357.       24X    Flc  he:  50-348,  B2/10/2?,  831 1060049. 

8Z11290SOB    Foruard.    LERs    82-O5a/03L-0,  32-044/03L-0  t,  B2-045/03L-0. 
CLAYTOM.F.L.       Alabama  Power   Co.        93/11/32,  Re9(on2,    Office   of 

Director  lp.         16226:244.        S4K    Fi  che  :  50-34B,  82/1 1/23,  BSl  129090B. 

—  9211290518  LER    62-O58/O3L~0:  on    BS1O25,  dur  ing    performance    of   power    range 
n»utror.    *lui    channel    ca  I  i  tr ,  overtemp-del  ta    tamp 
instrumentation    loop    declJTBd     i nope rflblo.  Caused    by    dirfcg 
contacts    on    printed   circuit    card    C3-135.  Contac ts    cleaned. 
HAIRSTrjN.H.  0.        Alabama    Pouer    Co.         82/11/22,  Region   2,     "££'"     °f 

Director.         lp.         16224:245.        24X    Fi  t  he:  50-349,  82/1 1  /22,  B21 129050B. 

S21I290329  LER    BS-O44/03L-0:  on    921O23,  during   routine    shutdown  ,  turn  inc.' 

driver,    amiliary    feeduiatcr    pump    declared    inoperable   uhcn 
pump    tripped.  Caused    by.    overspeed    trip    linkage    being    in 

tripped    po»  1 1  i  pn.  Trip    linkage    re-set   t  returned    to   svc,         

HAinSTDN.H,   0.        Alabama    Pnuer     Co.        BS/ 11X23.  Reoiona,     Office     of 

Director,        lp.        16226;24A.       24X    Fi  c  he:  50-348,  92/1 1/22.  821 129050H. 

8211290534  LER    B2-Q45/03L-0: on    921033, dur ing    performance    of   pressuriicr 

safety    relief    valve    test, valves    declared    inoperable   duo   to 
relief    setpoint    being    out    of    to  1  erance.  Caused    btj    instrument 
setpoint    drift,  Setpoint    adjusted    K<    valves    declared    opepabU 
HAIRaTON.W.  O.       Alabama   Power    Co.       02/11/32.  Region   2,    Or-ficBOf 

Director.         lp,         16226:247.        24K    Fie  he:  SO-34B,  B2/1 1/23,  821 1290SOH. 

V.     QperatpT    Eliminations 

8210130019   Generic    Ltr  B2-1S    tn    all    power  reoctor    applicants   !< 
licensees    re    reactor    operator    &    senior   reactor   operator 
requal ificati on    »«ams.  Advi ses    that    eiams    begin  at    facility 

after    SElOOl.Svt    list    end.  

EIBEWHUT,D  0.        Division   of    Licensing.       03/10/1.!.  Consolidated 

Edison    Co.     of    Neu    York,     Inc.         15pp.         16002:234.        24X 
Fiche:  9O-OOO,  83/ 1  O/ 12,  B21  O13O019. 


9206190248    IE    Info    Notice    B2-43,     "Def  i  c  1  pnc  i  e  B     in    LWR    Air    Filtration/ 
Ventilation    Sys.  "    Svc     list    eric  1  . 

JORDAN.  E.L         Division    of    Engineer  ins    '•   Ou*l  tt«    Ai.UTMet         M/ll/16. 
Consolidated    Edison    Cd.     of    New   York,     Inc.         lllpp.         16171.  33J.        P4X 
Flche:  50-OOO.  82/11/16,  0208170348. 

B30B190253    IE    Info   Notice    B2-43,     "PUR   Lou  Temp    Overpressure 
Protection."    Svc    list    end. 
JDRDAM.E.L.        Division    of    Ensineering    ^   Ou.l  itg    Anuranc.. 

Consolidated    Edison    Co.     of    New   York,      Inc.         TOpp.         16533:293, 
Fiche:  50-OOO,  B2/  1  1  /  19,  9208190253. 

rt.    Periodic    operating    reports   t   r  elatedcorre  spondcnc  e 


8211020359  Forwards    monthly    operating    rept    for    June    1 
CLAYTON,  F.L.        Alabama    Pouer   Co.        31/07/13,  Office 

and    Program   An.l«il*.        IP-        15809:079.        24X    Fiche:  90 
8211020359. 

-B21  1020360  Monthly    operating   rept    for    June     1981  •«•" 
HAIP.9TON.W.  0.        Alabama    Power    Co.        81/07/01.        4pp, 
Fiche.  30-349,81/07/13.8211020359, 


"55""  alT  '' 
0BO.        24X 


DOCKET    50-352   LSMERICK   GENEtlATINO    STATION,  JJN  IT    1 

A.     Applieation/coTiatructinn    stage    documents   &   correspondence 

921015Q3&O  Foruiards  propriotary  vorsinn  of  Revision  1  to 
"Quantification  of  Limerick  PRA,  Event  Tree  Functions.," 
to  correct  typographical  errors  in  Glinting  dnc  ument.  Rep  t 


aEUctricCo.       „/»/«        «HT«.  H.  R 
Office    of   Nuelear    Reactor    Regulation.    Director.       2pp.       137rfI.JW». 
E4X    Fiche:  50-332,  B2/1O/12,  BH1OI  SO360. 

--  -  8210150367  Affidavit    of   JF   Quirk    rn   Revision    1  to    "Quantification   of 

Linerick   PRA   Event    Trae    Functions.  "  ,«,-,,.  -31  e,         '.fly 

QUIRK.  JF          General    Electric    CD.        83/08/16.  fcpp,        13721:310,         MX 
Flche:  50-332,63/10/12,  B21O1SO36O. 

0211050225   Notification    of    Instrumentation   8.   Control   5ys    Dranch 
821O27-29    Initial    technical    meetings    ui/util    in   San 

ABELSaN?H'C*LicenBlng    Branch    2.        03/10/12.       BCHWENCER.  A.      Licensing 
Dranch    2        3pp         159M:2i5.       34X    Fi  che:  50-352,  B2/10/I2,  031  1O50323. 


B2I1E20009  Forwards    monthly    operating    rept    far   Oc  t    19B2,  „ 

CLAYTON.F  L        Alabama   Po^er   Co.       83/11/15.  Management    Infor 

Branch          IP          16159:331         2-1X   F  iche:  30-34B,  82/1  I/  15,  B21 12200O9. 


--B211220010  Monthly  operating  rept  for  Dct  19 
HAIRSTON.W.  5  Alabama  Pouier  Co.  92/11/04. 
Flche  50-343,82/1 1/19' 321 1220009. 


Bpp.       16139:332. 


24X 


S.    Seportable    occurrences,    LERs    &    related    correspondence 


6310200091    Forward's    application    for   <Wend    40    to  OL  application, 
rontiitlna    of    Revision    11     to    FBAR. 

BRADLEY,  E"J.        Phil«*.lphl.    Electric    Co.        62/10/19.        DENTQN,  H.  R. 
Office    of  Muclear   Rsaetor    Regulation,    Director.      Hop,       15752:001, 
24X   Fiche: 5O-352, 62/10/19,  BEt0200091. 

9B1O2O0101    Application   for    Amend    40   to  DL  appl iotlon,  conii st  1  ng    of 

Revision    H     to    FBAR.  Cer  t  If  ica  t*    of    Svc   end. 

BAUER,  E  S.  -     BRADLEY-E.  J.  ,     KEMPER,  J,  9.       Ph  i  ladelph  is   Electl-i  t    Co. 

BB/10XIH          6pp.        15752:003.         SAX   Fi  che:  50-332,  92/10/  19,  B21Q20009I. 


B311040168  Forwarda    LER   B2-OS6/03L-0^  nttlc,    of 

CLAVTON.F  L        Alabama   Power  Co.       B2/10/Si.  ftegion   2,    °"'  =  «    °f 

Dire    tor        lp         15929:004.       24X    Fiche :  SO-34Q,  B2/10/26,  821 104016B. 
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S3II090Q04   Notification   of    031104   M.ting   u/utU    in   Betfte.da.WD    ta 
dlicuu   PRA   technical    revieu.CRAC    computer    code  uill   bo 
rtviiuid. 

ABELSON.H.      Llteniinj   Branch  2.      83/10/21.       SCHUENCER,  A.      Licensino 
Branch    3.        4pp.        16029:001.       24X   Fi  ch  e.  50-332.  B2/10/21  ,  0211090004. 


distr ibutinn    of   Revisian    IS    I 


9211160431    Forwards   Affitfavit  of   Svt 
FSAR   li   Revision    7    to    environ   rept. 
BHADLEV,E.J.        Philadelphia   Electric    Co.        E32/I1/I2.        DENTOH,  H   ft 
Office    of   Nuclear    Reactor    Regulation,     Director          5pp          160?l     2AQ 
24X   Fiche:50-3 


hon  CDr         »n...,.p.PBit 

hoH.ri  6  applicant)  for  CP  re  ouiddnce  for  imp  lemsnting 
SRP  ruU.Foruirrfi  NUREQ-0906.  WJREC  to  be  u5B1J  „  interim 
ffliaturt  until  R,g  Quid*  1.70  revised  Svc  list  end 

I]^nULD  ?,  HDitfi*1?n  ?f  Lic""in9      aa/io/w        consolidate 

tillmon   Co.     of    Ntu   York.     Inc.       9pp.        13993-299         24X 
F£  Chi-  50-000.  82/10/26,  321036008B 


,a;i)    ""'i''""0"   «-lOB:*».U*rd.    draft   NUREO/CR,     "Revie 
of  Llmtrict   Otnirating  Station  FRA"   &    "Affidavit  of 
P0fCnUu"C'r   &  AC  Thadani    re  Schedule    *Dr  staff  R^iehl  of 

rrtfl.        K/0     trie  If. 

MOVAK.T.K.       Aiiiilant  Director    for    LUeniitig.       B3/10/27  Atonic 

flif.ti   an*   LU.niino  Board  Panel.       3?p.       14014-352       a« 
FUSt:  SO-3Sa.es/tO/27,  6208190242.  ">utt.353.       34X 

B21  1020584   Foruardi   Amend    41    to   OL   apoltcation 

pl"1!-1h"  Ei.ctn«pco.     aa/io/a9. 


O.n.ric    Ltr   B3-24    to   BUR   appjlcanta   ^ 


S2J114042I. 


Di»euliB,  review  of  draf 


82U290411. 


Pltn-. 


i:  50-352,  03/11/24, 


8211150069   Responds    to    FQ1A    request    for    CRAC    &    CRAC2    anali>ae5    t,    rrct.t 
analyiing    or    commenting    on    analyses    re    fac  i  1  i  t  ius.  Forwards 
documents    listed    in  app. 

FELTON,  J.  M.        Division    of   Rules    and    Records.         IKV10/01         fuflflAN    P 
Harmon   (,   Weiss.        3pp.        16099:251.        24X    Fich  IT:  50-000.  02/10/01, 
321 J 1  SQQf?, 

—6211150094  Forwards   Accident  Evaluation  Branch    schedule    for    uvatuat 
parameter    inputs    re   EIS   risk    analyses. 
PASEDrtG,  W.       Accident   Evaluation   Branch.       91/OH/lfl        PACANO,  I'   0 

^•25s.ppar;??;:?5^sr«!,s;b.(rBSi;,^r  •"  "-Et  'Ufs>- 

8211190090   Forwards    Siting    Analyii5    Branch    nodi  Mod     fin.Jl     r»<iunati     fni 
addl    info   re    DES.  Schodule    for    responding    to     i  tomn    rP111ie3t«d 

SCHWENCER.A.        Licensing    Branch    2.        02/11/00.        BrtlJEH,  F   0 
Philadelphia    Electric    Co.        4pp.         161 5A' 206         HJX 
Flche:flO-352,  62/11/06,9211190090 


protoction    p  1, 


B21004006B   Generic    Ltr    82-i7    to    al!    pouor    reictur     lit 

applicants   (,    holders    of    CPs    rn     inconsisten.ru    Lutiunpn      '"^ 

re,u,rement9    of    10CFR50.  54(  t)    (,    ST9    for   pDi-formlna  'aodi  t.     uf 

emergency    preparedness    programs    Svc     Hat    ancl 

EISENHUT.D.O.        Division    of    Licencing         [2/10/O1  r  ,     H     ,      , 

Edf.on   Co.     of    Neu,   York,     Inc.        llpp          ifiOOa'aflO         afllt 

Fiche: 50-000,  62/10/01, S2I0040060 


iChe:50-000,S2/10/06,B210070019 


.p   a  t      a 

"'£  '^  !  * 
B^;s;;^B-s;i:  a- 

Ficde:  50-352,  B3/10/IB.  B21  1060534. 


1    Ed    "VNn< 

l 


. 

;  80-353,  B2/11  /24, 


9311300307. 


•        ,. 

24JT   Flche:  30-352,  82/1  1/24 


-8211300373  "Dttim  Verification  Test 
92/09/01.'    isipp. 


bu  82072B.  ' 

Fich»:  30-353,  B2/10/26.Q21 1010353. 

B21029010B  Generic   Ltr   B2-23  to   all 


ecurity    porionnol     trainlnn 
t.   0831. 


,  82/10/39, 


15099:001. 


2-1 X 


osh    ev.luati.n   of 


t  it  i  ™ 

di  on 


anl!    Inta 
order. 
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8211040349  Advises    that    appeal    to   PA  Supreme    Court,  not    affirmed    as 
stated    in   821029    Itr.  Related    correspondence. 

CONNER,  TB.        Conner    t,    Hetterhahn.        S3/I1/O1.        BRENNER.  L.  ,     COL.E,  R.  F.  , 
MORRIS,  P.  A.       Atomic    Safety    and    Licensing   Board    Panel.        Ip, 
15927:337.        24X   Fi  chu;  50-352,  B3/  1 1/01 ,  821 101034"?. 

8211040335  Order    directing    util    to    notify  ASLD    !<    parties    uhen    contract 
awarded    for    const    of    Point    Pleasant    intake    «c    pumping    station 
k    eipected    starting    date    of    activities. 

RHENNER.  L         Atomic    Safety    and    Licensing    Board    Panel.        BBS  1 1  /O2. 
t'hilfldel|>i.:.:    Electric    Co.        2pp.         15^27:204.         24-X 
Fie  he.  50-352,  PJ2/  1 1/02.  S21  1040335. 

8311100178  Proposed    findings    of    fact    i.    conclusions    of    lau    in    form   of 
partial    initial    decision   Notice    of   appearance    (.   Certificate 

C  OWNER,  T  D  Philadelphia  Electric  Co.  CONNER,  T.  D.  Conner  i 
Wetterhahn.  82/11/09.  164pp.  14023:001.  34X  Fiche;  SO-3S2, 
82/11/09,8211  100178. 

G21115039B  Forwards   Supreme    Court    of   PA   order    reversing    Commonwealth 
Court    t<    rendering    PA   Public    Util    Commission     order    effective, 
pending    determination    on    meri  ts    Related    correspondence. 
SUGARMAN.R    J.        Sugarman,     R.  J.        SUGABMAN.  R.  J-        Del-Aware    Unlimited. 
Inc         82/11/09         MORRIS,  p.  A.  ,     COLE,  R.  F.  ,     BRENNER.  L.        Atomic     Safety 
and    Licensing     Board    Panel.        3pp.        16036:021.        24X 
Fiche:  50-352,  62/11/09,821  1130398 

&311160307    Forwards    suppl     to    petition    requesting     suspension/revocation 
of    CPs    per    10CFR2  202   fc  2.  206(a  I .  Corps   of   Engineers    Failed 
to    review    effects    of    const    on    land    site   of    fliver    Road, 
SUGARMAN,R    J.        Sugarman,     R    J.        SUBARMAN.  R.  J .        Del-Auare    Unlimited, 
Inc         02/11/11         DENTON.H.n.        Office    of   Nuclear    Reactor     Regulation. 
Director.        2pp.        16078:137.        24X    Fich  e;  50-3  52.  Ef2X  1 1  fl  1,  521  116O307. 

— a2111M>364  Suppl    to    petition  requesting    sus  oonsion/revocat  ion    of    CPE 
per    10CFR2.  202   It  2.  3O6<a>,unt il    environ   review    of   Point 
Pleasant    Diversion    completed. 

EUOMH1AN.R.  J.        Del-Aware    Unlimited,     inc.         5UOARMAN.fi.  J         Su  garman, 
R    J         82/1 1/08  Commissioners.        237pp.          14.079:  139.         24X 

Flche:  50-352.  92/11/11' 921 1160307. 

— 82H160377   Testimonies    of    HW  McCoy,  JT  Phill  ippe.M  Kaufmanit-C    Emerij, 
P   Leuis    (.    8    Landis    re    aquatic     impacts   (.    results    of    NRC    site 
visits.  Prof     Qualifications    encl, 

MCCQV.R   W    ,     PHILLIPPE.  J.  T.  .    KAUFMANN,  H.        Del-Aware    Unlimited,     Inc. 
B2/U/09         66pp          16079:  312.        2flX    Fiche:  5Q-353,  G2/  1 1/  1 1,  831  I 160307. 


— 0211230493  Response    tn   ASLO   62101?  request    for    info   concerning    Point 
Pleasant    const.  . 

COMMER.TB.       Pti  i  lade  Ipft  ia  Elec  trie    Co.       CONNER.  T.  B.       Conner    & 
Uetterhahn.        62/10/30.        2pp,         16104:273.         24X    Fiche:  30-332, 
52/11/19,8211230411. 

8211340328    Order    admitting     Fr i tnd s     of     the    Earth    Contentions    V-3a    E.    v-3b 
as    rewritten    bv    ASLD.  Contentions     1.  a,  4,6,7,  a,  9  f,    10  doni  at. 

BRENNEH.  L    .    MORRIS.P.A-.     COLE,  R.  F.       Atomic    Safotu.    and    Licnnsltig    Honrd 
Panel          82/11/22.  Friends,    nf     the    Earth.         llpp.        16206:041.         SIX 

Fltke:  SO-332,  B2/U/22,  B2  1 134022B. 

D211290577   Forward*    pnposed    find  inos    of    fact    &  conclusion*    of    loui    in 
form   of    partial    initial    dec ision.  NfiC     is    not    filing    response 
to    utlJ     filing    on    cooling    water    alternatives    if    Unit   2 

HODQDDhLA  P  Hearing  Branch  2.  83/11/23.  BRENNER.L-,  MORRIB.P.A., 
COLE.R.F,  Atomic  Safetij  and  Licens.ino  Board  Panel.  Ip.  16226:063. 
2-DC  Fiche:  50-352.  82/1 1  /33,  821 129O577. 


— 0211E9&9B7   Proposed    findinos    of    -fact    t.    cone  luBions    of    lau    in    furra    of 
partial     ini  fcial    decision. 
HODQDDN,  A.  P. 


CHAN.  E.I.  ,     RUrBERO.  J.         Hearing    BTI 


67pp.         16326:064.         SIX    Flche:  50-352,82/11/33,3211290577. 
H,     Oaneral    corr eapondence 

B31107007B    Ack    receipt    of    921006    Itr. Info   pertaining    to    Interfaces    of 
facility    u/enuiron    contained    in    4   vol    rept.     "Environ    Rept-DL 
Stage."    Rept    availaile    at    LPDH    in   Pot tttaum .  PA. 
NOVAK,  T.  M,        Aaaiitant    Director     for    Licensing,        B2/1Q/25. 
LOCKINOTQM.  J.  V.        Affiliation    Unfcnaum.         Ip        .  16021:325.        24X 
Fiche:  90-352,  BS/ 10/29,  B31 1090D7Q. 


V. 


Utilit-J    Final    Safety    Analysis    Report    ( FSAR  >    !<  amends 


8210200091    Forwards    application    for    Amend   40    to  QL   application, 
consisting    of    flevisinn    11     to  FB(*R. 

BRAuLEY.EJ.         Pht  ladE  1  ph  ia    Elcc  tr  ic     C  p.        D2/10/19         DENTON,  H.  B. 
Office    of    Nuclear   fleactor    Regulation.     Diroc tnr.       2pp.        I573a:oin. 
2-IX    Fie  he:  50-392.  E2/10/  19,  B210300091. 

—9210200101    Application    for    Amend    40    to    DL    appl  icatlon,  c  nnsist  in<i    nf 
nevision    11     to   fSAR.  Cer tif lea te    of    Svc    Hncl. 

BAUER, EG.,     DnADLEV.E.  J,  ,    HEMPER. J.  B.       Ph i lade Iphia   Elactri c    Co. 
92/10/18         6pp  15732:003.         SIX    F  i  che:  3O-352,  62/ 10/19,  B21O200O«7I. 


9211190379  Forwards    Supreme    Court    nf   PA   03110B    order   vacating    stag    nf 
Comonuealth    Court    of   PA  Public    Util    Commission    order 
referred    to    in    counsel    8210H9  i    1101    1  trs.  R  e  lated 

CDNNEH'T"^"'  Conner    t,   Hetterhahn.       CONNER.  T.  8.       Philadelphia    Electric 
Co        82/11/12        QRENNER.L.,    CDLE,  R.  F.  ,    HQRniEi.P.A.       Atomit    Safety    and 
Licensing    Board    Panel.       2PP.       16138:24*.       24X    Fiche  :  30-352.  B2/  1  1  /  1  H. 
B21  I  1B0379 

8211190231    Proposed    findings    of    fact   fr   conclusions    of    laui   i    opinion, 

SWARMA"^   Del-Auare    Unlimited,     Inc        aUGARHAN.  R.  J         Bug.r  man, 
fl.J.       82/11/16.       72pp,       16131:088,       24X  Fi  c  he  :  30-332,  82/1  1  /16. 
BS  1119033  1. 

B211160006  Advises    that   NRC   will    serve    D«l-A«jare  copy    of    NRC    findingB    t< 
conclusions    by    overnight   mail    to    be   mailed     on    BBliaa^per 


__  0210300103  fievi-lon    11     to    FBftR.  Four  t  ton   ovorsiie    fifluras    encl.Aportu 


p°n'  Hearing    Branch   2.       B2/I1/17.        SIMWMAN.R.        Bu|"«j. 
SUGARMAN.R.        De  1-Auare   Un  1  imited,     Inc.         Ip.         U137.2O7.        ^i* 
Fiche:  50-352,  92/11/17,831  1180006. 

82112-J0331    Forward.    Pages   9D,  BE  fc   9,  inadvertently    omitted    Pro^   SSlil? 
proposed    findinji    of    fac  t,  cone  1  usi  ons    of    law   Si  opinion. 
8WARHAN.R.J.       auoarman,    R,  J.       BUOARMAN.R.J         DHl-AWare    Unlimited. 
lot        82/11/17  Office    of    the    Secretary    of    the   Commission,.        1  p. 

16227:075.        24X   Fiche:  50-352,  B2/H/  17,  921  1290531  . 

--B2I1290763  Pa9ei    BD.  BE  *  9,  inad  vertentlg    omitterf    from   821117    proposed 
findings    of    fact,  cone  lusi  ons    of    lau   fc  opinion. 

.      D.l-Auare   Unlimited.     Inc.       83/11/17.        3PP.        16329:076.       S4X 
Fiche:  50-352,82/11/17,9211290531. 

9211230*11    Provides    addl    copies    of    applicant    response    to    ABLB   T.  quest 
for    info   re   Point   Pleasant   cons  t,  to    ensura    all    parties 


^ 


. 
fich«:SO-3&2,  B2/IO/19.  321O3000-P1. 

621102099^    Foruard*    Amend    41    to    license    app  1  i  eati  om,  c  onsl  sting     of 
Revision    12    to   FBAR    ffiled    in   P  DR    category    K)    t.   Revision   7 
to   environ  reot    (tllad    in    PDR   Category    C>. 

SSASueirEJ.      Ppnil-de1Phia    El.ctric    Co.        83/10/29.        DEN  TON,  H.  R 
Office    of  Nuclear   Reactor    Regulation,     Director,       5pp.        15B99.  QO1. 
24X   Fiche:  50-352,  02/10/29,  6211020594. 

—0811030604  Reviiion    12    to    FBAR,  Apepture   cards   available    in  PDR. 

i      Philadelphia    Electric    Co.        £32/10/31,        420pp.       15999:009.        E1X 
Fiche:  50-352,  32/10/39,  821  1O205B4. 

8211040334   ForiiMrds    Affidavit   of    Svc  .  certify  ing    distribution    of 
Revision    11    to    FBAH    on    B21O22,  per    DO    Eisenhut   Sl070i    Itr. 
BRADLE??Ei.        Philadelphia   Electric    Co.       82/10/29^      DENTON.H.n 
Office    of  Nuclear    Reactor    Regulation.     Director.       3pp.       15926.11^. 
24X   Flche:SO-332,  93/  1O/39,  B21  1O4O334, 

8211160431    Foruardi    Affidavit    of    Svc    re    distribution    of   Revision    IH.t 
PS/SR    if   Revision    7   to    environ    rent.  _ 

S«SLEV?EJ.      Phii.d.iphi.  ««Uc  Co.     aa/n/ia      OEN™'"-  "i- 

OffJte    of  Nuclear   Reactor    Regulation.     Dirnctor.       5pp.        140"?  I.  363. 
24X   Fiehe;50-35a.B2/U/iarsaillc.04Sl. 

O.     Advisiorg   Committee    on   Reactor    Safeguard*    reports  fa   correspondence. 

SEO7iaoOB3  Forwards    summary    of    limited    reviuu   TO    site    conseftUHnca 
analutls    of    fatilitu    probaollis  tic    review    assessment.  ____ 

ALDRtCH.D.C.  Sand  la  L^bor-tcri  ...  B2/09/03.  DKRENT,  D.  ACRB-. 
Advi»orv  Committee  on  Reactor  Satfeauards.  Bpp.  16003:226.  24X  : 
Fiche:  50-352,  B2/O9/O3.  B2O71800H3. 
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DOCKETED  ITEMS 


0.     Inipectlon    reports.     IE  Bulletin*    &  e or r« spend »nte 

8209190230  IE  Into  Notice  92-37,  "Cracking  in  Upper  Shall  to 
Transition  Con*  Oirth  Weld  of  Steam  Qenirator  at  Operating 
PWR.  "  Svc  Hit  end. 

JDfiJ>AM,  E.  Division  of  Enjlneeriaig  ^  Quality  Assurance.  62/09/14. 
Consolidated  Edison  Co.  of  Neu  York.  Inc.  JOSpp.  15930:001.  24 X 
Fieh»:  90-000.  83/09/16,  820B1?0330. 

6208190228    IE    Info   Notice   82-34,  FUvi  sion    1,     "Heidi    In   Main  Control 
Pantls.  "   Svc    list    and. 

JORDAN,  E.  t.       Division   of   Engineering   &   Quality    An  urine*.       32/09X17. 
Consolidated    Edison  Co.     of  NBU   Yorl,     Inc.        (07pp.       ISB9S;  IBS.       B4X 
Ftch«:  SO-OOO,  B2/O9/1  7.  8208 1 TO222. 

300190329    IE    Info  Notice   B2-39,     "S«    Degradation   of   Tfiiek   Hall 
Stelnletl    Bteel    Rec ircula t ion  Su.s   Piping   at    BUR  Plant.  " 
Svc    lilt    encl. 

JORDAN,  E.L.       Division   of    Engineering    t.   Quality    Asiurance,       32/09/21. 
Consolidated    Edison  Co.     of  New  Vorli,     Inc.       B4,pp.       14017:098,       24 X 
FicKe;  30-000,  B2/0<7/21,8200 190329. 


DOCKET   50-353   LIMERICK   GENERATING    STATION,     UNIT    a 

A.     Appllcat  ion/construe  tlon    itage    documents    t<    c  orrespondonce 

B210150340  Forwards    proprietary   version    of  Revision    1    to 
"Quantification  of  Limericl  PRA   Event   Tree    Functions," 
to  correct    typographical    errors    in    eiisting    document.  Rept 
ujlthneld    (ref    10CFR2.  790). 

BHADLEY.E.J.        Philadelphia   Electric    Co.        02/10/12.        DFfJON,  H   H, 
Office   of    Nuileir    Reactor    Regulation,     Director.        2pp.         1!>7J?1  •  'loo 
241   Flche:  50- 3S2.  82/10/12,  8310 1  SO360. 

— 9210150367   Affidavit    of   JF   Quirk    re    Revision     1     to    "Quantification   a1 
Limerick   PSA  Event    Tree  Functions.  " 

QUIRK, J.F.        General    Electric    Co.        82/OB/16.        6pp.        15721:310        i'Ax 
Fl Che:  50-35 2.  02/10/13,8310150360. 

8211050223   Notification    of    Instrumentation   t.    Control    Sys    Branch 
821027-29    initial    technical    meetings    u/utll     in    San 
Francisco,  CA. 

ABELSONiH.       Licensing    Branch  2.       82/10/13.        SCHWENCER,A.       Licensing 
Branch    3.        3pp.        15961:245.       24X    Flche.  50-352.  R2/  10/12,  S3  1  IdBOnaS. 


30B190223    IE    Info   Notice   82-33,     "Change    in  Format  &  Distribution 
for    IE  Bullet  ini, Circulars    (,   Info  Notices.  "    Svc    lilt    end. 
DEYOUNO.,fl.  C.        Director's    Office-    Office    of    Inspection   and 
Enforcement.       82/09/32.  Consolidated   Edi  ion  Co.     of   Ufa  York, 

110pp.        I60IB:Oai.        24X   Fiche:  50-000.  S2/09/22,  B20B1  90223. 


3210200091    Forwards   application    far  Amend   40    to   OL  application, 
coniisting'    of    Revision    II    to  FBAR. 

BRADLEY,  E.J.        Philadelphia   Electric    Co.       B2/10/1V         DENTON,H.  If 
Office   of    Nuilear   Reactor   Regulation,     Diroc  tor.       2pp.        15752:  001. 
24X   Fiche:  30-352.  83/1O/19,  8310300091 . 


20B19Q23B    IE    Info   Notice    82-40.     "Def  it  i  encie  i    In   Primary    Conlain/nant 
Elsctrical    Penetration  Assemblies."   Svc    list    incl. 

JORDAN,  E.L.       Division   of    Engineering    tc  Quality   Asii/ranc«.      BS/GV/SS. 
Consolidated    Eoiion    Co.     of   Nea   Vork,     Inc.         113pp.        15-?30:OJ9.        24X 
Fl  chtt:  30-000.  S2/09/S2,  B8-OB1TO332. 


— 8310200101    Application   for  Amend    HO   to  OL   a  pp  1  ication,  con*  i  =  t  ing    cf 
Revision    11     to    FEAR.  Certl  Fica  te    of    Svc    end 

DAUER,E,Q,  .     QRADLEV,  E.  J.  ,    KEMPER.  J.  3.       Philadelphia    Electric    Co 
B2/10/IB.        top,        13732:003,        34X   Fiche:  50-352,  B2/1O/ I  9,  HJT1  OSOOOV  I 


206190239    IE    Info  Notice    82-41.     "Failure  of    GaFetg/Relief  Valves    to 
Open  at    &HR,  "    Svc    Hat   end. 

JORDAN.  E.  L.       Division   of    Engineering    &  Quality   Assurance.      82/10/32. 
Consolidated1   Ediian  Co.     of  NBU  York-     Inc.       110pp.       15960:  133.       24X 
FUherHO-aoOi  92/10/23,  B30BI90239. 


fl21t  09000  4   Notification   of   521104   meeting  u/util    in   Ilethcsda,  MD    tn 
diicuss   PRA   technical    review.  CRAC    computer    code    mill    he 
revleuid. 

ABELSOH.H,       Licensing    Branch   2.       B2/10/21.       SCHWENCER,A        Li  coin  l 
Branch    2.        4pp,        16029:001.       24X    Fl  ch  e:  50-353.  B2/  10/31 .  B21 107  0004. 


208190B4B    IE    Info    Notice    82-434     "Defic  i  ancle  i    in   L.WH   Air    Filtration/ 
Ventilation   Bi/s.  "   Svc    lilt   enc  1 . 

JORDAN. E.L.       Division  of  -Engine  Bring    I>  Quality   Anurance.      83/11/1&. 
Conso  11  dated   Edison  Co.     of  Neu  Vork,     Inc.       Illpp.       li!71:233.       34K 
Fiche:  50-000,  32/1 1/16,  B20819024B. 

309190253    IE    Info  Notice    82-45,     "PHR    Lou  Temp    Overpressure 
Proftection.  "    Svc    lift   «n.cl. 

JORDAN,  E.L.       Division   of   Enplntering    &  Quality  Aitursnce.      B2/11/17. 
Consolidated   Editor)  Co.     of  Neu  York.     Inc,       93pp.       16232:598.      B4K 
Fiche:  50-000.  82/  1 1  /19,  6208170333, 


ReportabU    occurrencBSr    LER*    b   related  corretpondence 


3210360096  Generic    Ltr   82-20   to   all    power  reactor    1 1  consees,  pcrml  t 
holders   t    applicants    for   CP  re    guidance   for    implementing 
SRP  rule.  Forwards   NUREG-0906.  NUREQ   to   be   used    an    interim 
mejiture   until    Reg   Guide    1.70  revised.  Svc    list    end. 
E1SENHUT,  D.  fl.       Division  of  Licensing.       62/10/26.  Consn  I  (  da  led 

Ediion  Co.     of    M»EU  Vork,     Inc.      9pp.       15993:295.       21X 
Fiche:  SO-OOO.  32/10/26,  631024QOBB. 

B20B190243   Board  Notification  B2- 108:  forwards    draft   NUREQ/CR,     "Rnvlci, 
of  Limerick   Generating   Station   PRA"   &    "Affidavit   of 
A  Schwencer  fc    AC   Thadani    re  Schedule    for  Staff   IJovleu   of 
PRA.  "  M/o    ends. 

NOVAK,  T.h".       Assistant  Director    for  Licensing.       B2/IO/27.  A(omii 

Safetg   and   Licensing    Board  Panel.       3pp.       160-11:333,       21X 
Fiche:  50-352.  aa/10/27,  8208190242. 


211290064  Part    2t    rent    re    error    on    four    local    Instrument    panel    piping 
diagrams,  reau  It  Ing    In    potential    incorrect    Interface 
iii/reactor   pressure    vestol    instrument    piping .  Authorliatl on 
for   corrective    changes    to   panels    inued. 

SHERWOOD,  0.  0.       Oeneral    Electric    Co.       S2/11/1B.      DEVOUNS,  R.  C. 
Dtractor's  Office,    Office    of    Inspection  and    Enforcement.      3pp. 
1 6217:  100.       24X  Fiche:  50-352.  9H/J  1  /IB,  BSt  1390064. 


Hearing    transcripts    on    non-ant itruifc   matters 


Q211020SB4  Forwards   Amend   41    to  OL  application. 

BHADLEY,E,  J.       Philadelphia  Electric   Co.      82/10/29.       DENTC1N,  H.  It. 
Office   of   Nuclear  Reactor  Regulation'    Director.       9pp.        I!1E)97;001. 
24X  Fiche:  50-332.  82/10/29,  6S110205B4. 

— B2U020601    Amend    41    to  application    for   OL,  consisting    of    Revision    iy 
FSAR  &  Revision  7    to   environ   rept. 

BOVER.V.S.       Philadelphia  Electric   Co.      S2/10/29.       3pp.        [Sf]11  OO& 
34X  Flche:  50-382,  82/10/29,821 10209B4, 


S103S0362  Tranieripfe    of   82I02O  hearino    in  3> th«sda,MD.  Pf   2,  S06-3, 737. 
Supporting    docunentat Ion    end. 

*     Atomic   Bafaty    and   Licensing    Board  Panel.       82/10/20.       241pp. 
IS7BO;  303.       24X   Fich*:  90-393,  82/10/30,  82102203(42, 


Operator 


i31013O019  Dtneric    Ltr    83- IB    tn  all    pauar  reactor  applicants   Si 
licensees    re>    r*a.ctor    operator   ti    itntor   reactor   operator 
^Qualification    «x*m*.  Adviies.    tAat   vtams   begin  at    facilitu 
•  fttr   B2I001.  Bvc    list    encl. 

EIBENHUT.D.  8.       Division   of   Llcanslng.       82/10/12,  Consolidated 

Ed  lion  Co.    of    N»u  York.     Inc.       13j)p,       14002:234.      24X 
Fleh«:  50-000.  BSfWIS.  S210I300I9- 


82110B0099  Odn*ric    Ltr  62-24   to  BWR  applicants    m/MARK    II    or    III 
containment    (eic*pt   WPFS3  3)   re    safety/relief    valve    quench nr 
loads   evaluation. Forwards   NUREO-0802.  Svc    list    encl.U/o    encl. 
EISENHUT,  D.  0,       Division  of  Licensing.       B2/1  1/01.  Long    Islnnif 

Lighting    Co.       9pp.       16053:192.       24X   Fiche:  50-000,  83/1 1  SQ<\ ,  021  lOOQGiW 

92111^0421    Forwards   six    oversin    drawings  &    "Rapt    on  Boll    Teicino, 
Limerick    Nuclear    Station  9prau   Pond,"    in  response    to   NfiC 
02101B  li    1101    r«o,u»st*.  Aperture    cards   ere   available    in   PD.R. 
BRADLEY,  E.  J.       Ph  i  ladelph  1*  Elec  tr  ic   Co.      S3/11/12.       aCHWENCER  ,  A. 
Licsn*ing    Branch    S.       8pp.       16079:016,       24X    Ficho:  50-352,  B3/11 /13. 
82I116042E. 

— B211I60464  "Rapt  on  Soil  Testing,  Limericl:  Nuclear  Station  Sprat)  Pi*n<l 
»  OeotMhnlcal  Engineers,  Inc.  74/07/30.  2a3pp.  lt>QTf;Ql<i.  f»1lr 
Flche:50~3SB,BJS/ 1 1/12,021 1140421. 


8211290*11    Discusset   review  of  draft  PRA.  Revieui  revealed    tuo 
significant  areas    in   anesiment   uihlch   yere    not    treated 
approprlatalg. 

BOVER.V.B.       PhiUdelphla   Electric   Co.       B2/11/34.       EISENHUT.  D-  0. 
Division    of  Licensing.      4pp.       16326:343.      24X   Fiche;  50-352,  Ba/l  1/3', 
921 (29041 1, 
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8311290600  Discusses    scheduling    of    requests    for    addl     info   per 
BSOS25   &    0923    1  tri.  Requests    for    discussion    it    huntings    II    tt 
[II    lilted.  Schedules    will    b*  developed    in   c  oniu  1  tat  i  on 
LJ/H  Abelion. 

BRADLEV.E  J,       Philadelphia   Electric    Co.      82/11/24.       SCtiUENCEfi.fi. 
Licensing    Branch    2.        3pp.        16225:307.        H4X    Fl  ehe:  5Q-352,  B3/I1  /24. 
921  1290600. 


B2U010353   Respond*    to    020913    Itr    re   NRC    cortunenta    on    facility    ph««ical 
lecurltu    plan,  Written    response    required    for    20    items 
referred    to    on    Page    12   •>  f    ltT.CoplB»    of    draiaingt    requsstBd 

SCHWEHCeHift.       Licansinu    Branch    S.       82/1O/S6,       DRADLEY,  E.  J. 
PMladelphiJ    Electric    Co.       4(fp.        13BaO:IM.        24X 
Fiche;  SO-3SS,  B3/10/2t.  H21  1010353. 


B21I300367  Forwards.     "Design   Verification  Test    Rept,  Interna  1    Pansl 
Control*   Wiring   Separation   Criteria.  " 

KEMPER.J.S,        Philadnlphia    Electric    Co.       B3/11/24.        BCHWENCER.A. 
Licensing    Branch    2.        2pp.        16242:249,        24X    Fiche:  30-332,  B2/1  1  /Hfl. 
3211300367. 

__  Bail300372    "Design   Verification    Test    Sept.  1  nternal    Panel    Control 
Utrlng    Separation    Criteria," 

SPRQrtTiE.  F.  ,    LEE6.R.J..    SMENKE,  J.  J.       Phi  1  adelp  h  ia   El  ec  trie    Co. 
48S03.        02/09/01.        151pp.        16242:231.       24X    FIc  he:  50-353.  02/  1  1  /24. 
821  1300367. 

C.     Utility    Environmental    Report    lERIi     amends    &    correspondence 

8211020594  Forwards   Revision   7   to    environ  rept. 

GflADLEV.  E.  J.       Philadelphia  Electric    Co.      02/10/39.       DENTQN.HR. 
Office    of  Nuclear   Reactor    Regulation.     Director.       3pp.       13999:001, 
2-1X    Flcfce:  50-352,  82/10/29,821102050-1. 

__  B211O204>09  Revision   7    to    environ    rep  t.  Overs  1  IB    drawings    one  1,  Aperture 
cards    available    in   PDF). 

»     Philadelphia   Electric    Co.       02/10/31.       533pp.        15900:077.       24X 
Fiche:  30-352,  B3/  10/29,  B21  IO20S84. 

B21H60451    Forwards    Affidavit    of    Svc    re    distribution    of    Revision    13    to 
FSAR  tt  Revision   7    tn    environ   rept. 

BRADLEY,  E.  J.       Philadelphia   Electric    Co.       B2/11/13.       DENTDN.H.R. 
Office    of   Nuclear   Reactor    Regulation.    Director.        5pp.       16091:  S6B. 
34X   Ficho:  50-353.  82/11/12,0311160451. 

D.     NRC   Draft/Final    Environmental    Statements,     suppls    fc   correspondence 

6311150069  Respond!    to   FDlfl    request    for   CRAG    fc  CRAC2  analyses  t,    records 
analyilng    or    commenting    on  analyses    re    fac  i  1  i  tl  es  .  Forward  s 

FELTuN!Yrl.     %ivisiimPof   Rules    and   Hecords.       8H/10/OI.       CUflRAN.  D, 
Harmon    E,   Weiss.        3pp.        16099:251.        24X    Fich  e:  50-000,  03/  1O/01. 
B31H50069. 

—0211150004   Forwards    Accident  Evaluation  Branch    schedule    for   evacuation 
parameter    inputs    re   EI8   risk    analyses. 

PASEDAO.W.       Accident  Evaluation  Branch,       0I/OS/1B.       PASANQ,  F..  0. 
Emergencu    Preparedness    Licensinfl   Dr.  (after   B011I-7  see     IfcEt.       2pp. 
160?9:25B.       34X  Fiche:  30-000,  Ba/IO/01,  821  1  1  S0069. 

02111*70090  Foriuards   Sltins    Analysis   Branch   modified    final    requests    for 
addl    info   re    DEB,  Schedule    for   responding    to    items    requested 
within   7   days. 

SCHHENCER.A.       Licensing    Branch    2,       02/11/09.       DAUEfl.E.O'. 
Philadelphia    Electric    Co.       4pp.        16156:206.       24X 
FicKe:  50-352.  82/1  1/00,  B21  1  1<?0090. 


8210B90103   Generic    Utr    BE-23    to    .11     »'"""••*   11!  "^r^R1"" 
lnton«iifcency    betuean    requ  i  ra-ne  nts    of    1  OCFR  73.  AOl  a  3    fc   BTB 
for    performing    audits    of    safoguards    contingency    plan* 
(security    plan).  Svc    list    encl, 

eiEENHUT.D   0.        Dlvi.idn    of    Licensing.        32/10/30.  CDn»d.lida  t«<f 

Edi.on    Co.     of    Neui  York.     Int.       Hpp,        I39TO:3I<?.       S4X 
Fiche:  50-OOO,  62/10/30.  83102TO10S, 

B3I1220049   Notifies    of    approval    of    B10930   security    personnel    training 
t    quallFU-tinn   pl.n.as    amended    on    B2O40I    &    0*"-     .  EU  c     , 
SCHWENCER.A.       Li(«n.lnj    Braneh    S.        BH/U/IS.       DBADUEV.  E.  J. 
Phllaifelphla    Electric    Co.        2pp.        16199:217.        34X 
Fiche:  50-352,  B2/I1/1S.B21  1320043, 

O.     Ad  juSicotory    coTrtspand«mco 

B21LOBO'3a7    Motice    a-t    start    of    const    of    Point    Pleasant    itita**    t, 
a5aociated    pump    station    on    B212l9.Per    ABLQ    S2O&01    order. 

SETTEHHAHNVJ  Evphtiadeiphia  Eiertnc  c«.      WETTEHHAHM.  H.  J.      «""•;"  t< 

"etI.rhahl.8b/10/2B.         3pp.         I38a9:.77.        S4X    Fi,  he:  50-392,  BB  fLOMB. 
821  1O2O397, 

82110403-19    Advises    that   appeal    to    Pf\   Supreme    Court,  not    affirmed    as 
stated    in   B210S9    Itr.  Re  laterf   corresp  and  Dijce  ,  ,. 

COKNER,  T.  D.        Conner    S.   Wetterhahn.       .02/11/01.       BRENNER,  L.  ,     COLe.n.r., 
MORRIS.  P.  A.       Atomic    Safety    and    Licensing    Board   Panel.        Ip. 
15927:337.       2-4X    Fie  NB:  50-353.  B2/1  1  /Ol  .  8211040349. 

BailOfl033&   Order    directing    util    to   notifg    ASLB   fc    partiea    L,hen    contw.ct 
ainardsd    for    const    of    Point    Pleasant    Intake    t.   pumping    station 
A    e>pected    starting    date    of   activities.  a«,n  yna 

BRENNER.  L.       At  omit    Bafety    and    LUensins   Board    Panel,       H2/1I/OS. 
PhlladBlphia     Electric    Co.         2pp.         I3-?27:2Q4,         ?4>! 
Fiche:  90-392.  8S/1I/O2.  B21  1O10335. 

021U0017B   Pi-oposed    findings    of    fact    S,    conclusions    flf    laui    in    form   of 
partial     initial    d  ec  Is  i  on.  Noti  c  H    of   appearance    (.   Certificate 

CONNER,  T  0.  Pnllarfelphia  Electric  Co.  CONNER,  T.  B.  Conner  ft 
wStternahn.  «/  11/09.  lMff.  16023:001.  24X  Fled.:  90-3H. 
B2/11/01?.  B211  100178. 

B31113039B   Forward*   Bdprsme    Court    of    PA    order    reversing    Cowmonu»al  th 
Court    &    rendering    PA    Public    lit!  1    Commission    order    affective, 
pending    determination    on    merits  ,  Related    corresponflencB. 
3UGARMAN-  H.  J.       Sugarman,     R.  J.       SUOARMAN,  R.  J.       Del-Auare   Unlinitod, 
Inc         BB/H/0-?        HQRniS.P.A,,     COLE.R.F.,     BRENNER,  L,       Atomic    Bafot,, 
and'uicetising    Board    Panel.       2pp.        16056:021.       E4X 
Fiche:  SO-352,  S2/E  1/O9,  B21  1  1  SQ39B. 


F      Gecuritu,    medical,     emergency   !.    fire    protection   plans 

H210040060  Generic    Ltv    S2-I7    to   all    power  reactor    licensees  fc 
applicants   4    holders    of   CPs   re    inconsistency    batueen 
requirements    of    IOCFR50.  34C  t)    *   STB    for   performing    audits   of 
emergency    preparedness    programs. Svc    "»t   encl. 

EIBEHHUT.D  0.       Division   of   Licensing.       02/1O/O1.  Cotisol  tda  tod 

Ediion  Co.    of   Neui  York,    Inc.      Ilpp        16002:280.       B4X 

Fiche:  30-000,  02/10/01,0310040060. 

6210070019  Generic    Ur    02-21    to   all    licensees    J.   applicants    of   nucl»r 
po-uer   reactor*    rB    Tech    Specs    for    fire    protection    audits. 
Forwards    guidance    (fUcumino   general    scope    &   describing 
elements    to   be    included    in   audit, Svc    list    encl. 

E[SENHUT,D.O.       Division   of  Licensing,       H2/10/O6.  Consolidated 

Edison   Co.     of    New  Yorl,     Inc.       19pp.       15-?93:33B.       S4)t 
Fiche:  30-000.  B2/10/06.B210070019. 


6211060534    Info™,    th«t   applicant    020913  arguments    for   n»t    sub«.i  ttlng 
phusical    security    plan   drawings    requested    in    NflC   820703    Itr 
unacceptable.  First    page    of   820913    Itr    transmitting 
safeguard*    info    should    be   marked,  per   NUREO-- 
SCHWENCER.A.       Licensing    Branch    2.       89/10/16. 
Philadelphia    Electric   Co,       2pp.        13969:085. 
Fiche:  50-392,  82/10/18.  B21  1060534. 


BAUER,  E.  0. 
B4X 
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DOCKETED  ITEMS 


i  AiYi,,,    tn<t   ^RC   uill    l.rvi    Orl-Auart   copv    of   fJHC    findings   t, 
(cntlutfent    bv    ovtrnljht   014 il    to   be   aillid    on   931123, p»r 
521 I 1£    t f lean 

HSJOCOON.A  P  H>«nn9  Branch  2.  03/11/17.  SUOARMAN,  H.  Suoarmfln. 
H  J  SUSASflAN.R  Dtl-Amrrllnlinlt.il.  Inc.  Ip.  16137-207  B4X 
FieH».SO-3}2,  (33/11/17,6211193004. 


8211160451    Forwards   Affidavit   of    Svc    re    din tr ibut i nn    of    fluviiion    1 
F9AR  !<  Revision   7   to   environ   ropt. 

BRADLEV,  E.  J.        Philadelphia   Electric    Co.        (12/11/12.         DENTHN.  II   (1 
Office   of  Nuclear   Reactor   Regulation,     Dir-flt  tor.        Up  n 
34X   FichB:SO-33a,B2/lt/I2,Baillfi(M51. 


E2I12SOS3I    Faruirtfi   P*Bi»   9D.  6£   I   9,  in.dvertintly    onittid    from   831117 

'Indln»l    Df    '"'.contlunon.    of    lai*   i   opinion. 
'.i,],,   *""??'     "J        SlffiABHAM,B.J.       D.I-AU.P.   UnlUIt.d, 
ni'      JJ-     .     °"'C'   "'   ""  s"r»"HI    Df   *»•  CBML.ion.       1P. 
'  075        SO   Fled*-  50-332,82/11/17,  6211390531. 


n  '  '"»««t. 

nnji    of    fjcl.conclmiooj    of    liu   t,  opinion 
•      Dtl-Auirt    Unllfflittd,     Ire.       B2/I1/I7.       3pn 
Ficfti:  50-352.  62/1  1/17,  331  1390531. 


fr0mB21117    proposed 


34K 


««».    to   ASLfl    requB5t 

p"11- 


O.^Advisorg  Comniittee    on  Reactor    Q.ifeguflrdo    reports    ft    c  dr-THFipnr.de  n 

8207160083   Foruardi    summary    Of    limits    r.vloui    ro    ult*    tcinuqu.ni* 
dniiVsi<    of    facility    probabi  1  i  «  ti  c    reviuu,    «  3anBttmcll  t 
ALDHICH,  D.  C,        Sand  i  a   Laboratori  es.        OS/OV/O:.).        IJHFIKWT,  H          AC  II  It     - 
r      LM°I!1   CominUt.e    on   Reactor    Saf-  gu.irJ,.         Up,,.         IWJOJi.  ,'-M          LM  X 
Fi  c(i»:  90-352, 


0,     Inspection   report,,     IE  Bulletins   '-  c  OTTOG  p  nt.denc 
0308190320   IE   Info  Notice   B2-37,     "Cr«kin9    in    Uppur 


J1^;10"1"  Engineering  t,  Q^l 
Coniol,dated  Edison  Co.  of  Neul  Vurk,  Inc. 
Flcoe.'  30-000.  82/0?/!6,  B30H1  V02t'0. 


Panels.^  Svc'mt^ncr  e""34''1CViSi01'    ''     """""     '"»-»' 

FicS^e^l!°?  sL!??!?-^""'^  i-"1^;"1^!;;^ 


.'  50-332,  83/11/23, 


I^Otniril    corrtipondtnce 
:ailOTO07B  Act    rtctipt   of 


ort   IFSM. 

^'  4o  to 


ea08190333    IE    Info   Natir» 
for    lEEoll.uJ   ,Cir    " 


..  30-000, 


r--llt''-''r^^ 


Tomp 


^ 


Dir.ctc.r-. 


ss- 


.  Pp    a. 
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V.     Operator   Eliminations 


B210130019  Generic   Ltr    B2-10    to   all    pc-uier  reactor   applicants   fc 
liceniees    rt    reactor     operator    t>    senior    rea c  tor    operator 
rnquallf icat inn   eiami. Adv  I  tat    that    e»ams   begin   at    Facility 
after   921001.  Svc     Hit     and. 

EISENHUT.D.  0.        Division    of    Licensing.        62/10/12.  Coniol  Ida  tad 

Edison    Co.     of    Neu   York.     Inc.        15pp.         14002:234.        24X 
FIche:  50-000,  62/10/12,0210130019. 


DOCKET   BO-354   HOPE   CREEK   NUCLEAR    STATION,     UNIT    1 

A      Application/construction    stage    documents    b    correspondence 

8211010494  Notifies    that   B1121A   "Supp  1  ementary   Steel    for    Pipe   Supports 
accepted    as    built    tar    piping    tys    supports/6  Idg    structure 
re    conit    requ  Irement B, sub j    to    lilted    comments.  Designation 
decision    does    not    establish    precedent    for    other   plants. 
BCHWENCER.A.        Licensing    Dranch    2.        02/10/29.        DOUGLAS,  R.  P.        Public 
Service    Electric    ti   Gas    Co.     of    Neu   Jersey,        2pp.        15379:051.        24X 
Fichu:  50-354,  D2/10/?3,  S31 1010494. 

O.     Ad jud icatory    correspondence 


— BZI1120428    IE    Insp    Rept    30-334/83-12    on   B3O909-I003    None omp H anc • 
noted:  fal lure    of  QC   to    Identify   d  iicrepan  c  i«i    during 
performance    or    imp   activities   1   failure     to    implement 
procedures    controlling    safety-related  uelding    activities 
BATEMAN,  U.  H.  ,     VARELA.A.A.,     TRIPP-L.E.       Division     of    project    i. 
Resident   Programs.       62/1-0/35.        14pp.        16G44:  2iO.        24X 
FIche:  50-394,02/10/29,8211120419. 

B21I300042   Forwards    IE    Insp    Rupt    50-394/02-13    on    B310Q4-31 .  No 
nancDitp  1  lane  i    noted. 

ETAHOSTECKI,H.  Division  of  Project  I  Resident  Programs.  62/11/08. 
MARTIN,  T.  J.  Public  Service  Elactric  &  Gas  CD.  of  Heu  -Jpra-nj  2pp. 
16239:000.  24X  Fiche:  50-354,  B2/1 1/03,  B21 1  300043. 

—8311300047    IE    Insp    Rept    5O-354/62-13    on   031  004-31.  Mo    noncomp  I  1  anc  e 
noted.  Major    areas    inipe  c  ted:  c  ab  le    tray    i  tistal  lfl  t  i  on,  HVAC 
ductwork    instal  lation,  p  1  oe    fltup   me  Idintj ,  reactor    vessel 
Internals    installation    ic    structural    steel    melding. 

BATEMAN,  W.  H.  ,     TRIPP.L.E,        Dlvllion    of   Project    I.    Resident    Programs. 
B2/11/03.        4pp,        1423B:OS2.        24X    FIche:  9O-354.  B2/1 1  /OB.  B21 1  300042. 

BS111SQ495  Ack    receipt   of   B50930    Itr    informing    MRC    of    steps    tal  en    to 
correct    violations    noted     in     IE    Insp    Rept    3O-354/62-OS. 
STAROSTECKl.R,       Division    of   Project   !•  Resident  Programs.       92/11/1O. 
MARTIN, T.J.        Public    Service    Electric    &   Oa  tt    Co.      of    New    Jersey,         Ip. 
16137:057.        21X   Ficne:  30-354,  B2/1 1/10,  B21 1 100195. 


Q2M2201i6   Decliion    ALAD-701  1  term!  nat  i  ng    ravieui    of    initial    decision   I 
affirming    decision    eicept    to    eitcnt    previously    modi  fl  ed.  Fuel 
cycle    contribution    to    radon   Already     in    environ    does    not    tip 
NEPrt  cost/benefit    balance    against    operation    of   plants. 
SHOEMAKER.  C.  J.        Atomic    Safety    and    Licensing    Appeal    Panel.        02/11/19. 
Etpp.        I61M:  Sfb.        24  X    Fichu:  50-OOO,  02/11/19,  0211220164. 

Q.      Inipection    reports,      IE   Bulletins    It    correspondence 

6503190320  IE  Infp  Notice  QB-37-  "Cracking  in  Upper  Shell  to 
Transition  Cone  Oirtli  Weltf  uf  Steam  Generator  at  Operating 
PUR  "  Bvc  Hat  encl. 

JORDAN,  E.  Division  of  Engineering  fr  duality  Assurance.  02/09/16, 
ConsDliifated  Edison  CD.  of  Neu  York,  Inc.  105op,  15930;OOI,  24X 
Fiche:  90-000,  02/O9/16,  0200190330. 


B20B1V0223    IE    Info   Notice    62-34,  Ruvis  ion    1,     "Hclda    in   Main    Control 
Panels    "    Ovc     ]  1st    enc  1, 
JOfJDAW,  E.  L.       DlvUinn    nf    Engineering 
Coniolidatod    Ellison    Cn,     of   Now    Vor 
Ft  che:  50-000,  02/09/  1  7,  O2001T0233. 


Quality   Assurance.       B2/09/I7. 
Inc.         107pp,        15095:135.        !J4X 


"Bvc     Degradation    of   Thick    Wall 
yE   Piping   at    BUR  Plant.  " 


0200190229    IE    Info    Notice    62-39, 
atainloji    Stoel    Hec  I  rcu  la  t  ion 
Svc    list    encl 
JORDAN,  E.  L.        Division    of    Engineering    t   Quality    Assuranc 

Consolidated   Edison   Co.     of  Nem  York,     Inc.       06pp.       16017:098 
Fichs:  30-000,  02/09/21  ,  020019022'?, 


3200190223    IE    Info   Notice   BS-30,     "Change    in   Format  t,  Distribution  Sy  s 
*or    IE   Bullet  Ins,  Circular*   t.    Info   Notices."    Svc    list   encl. 
DEVQUNOiH.C.       Director's    Office.    Office   of    Inspection  and 
Enforcement.       02/09/22.  Cons  ol  IdateJ  Ed  1  son  Co,    ofNeuYork,     Inc. 

110pp.        16010:031.        24X   F  i  che:  5O-000,  EJ3/O9/32,  B209I90323. 

B20B19023B    IE    Info  Notice   02-40,     "Deficiencies    In  Primary    Containment 
Electrical    Penetration   Assemblies."    Bvc    list    encl.  „„  ,„_  .™ 

JORDAN,  E   L        Division    of   Engineering    t,  Quality   Assurance.      62/O9/.M. 
Consolidated    Edison    Co.     of   New   York.     Inc.         U3pp.        15930:019.        34X 
FlehB:  30-000,  Q3/09/22.  0200190233. 

GBOB190339    IE    Info   Nntice   03-41,     "Failure   of    Safety/Relief   valves    to 
Open  at   DWft.  "    Bvc    Hat    encl.  no/.n/in 

JORuAN.E.L,       Division    of    Enolneerlig    t*  Quality  Assurance^     WlO/tta 

Consolidated   Edison  Co,     ofNeuiYork,     Inc.        110pp.       15960:153.       2-5X 
Fiche:  SO-000,  02/10/32,0308190239, 

0311060271    Confirms    plan    for    Independent   ver  1  '  1  c-tion    in*p    of   const 
actlvltU*   t,    matls    through    nond  es  ti-uc  t  ive    eiami.  Insp 
etpectod    to    begin   S31025  J,    take    approi    6  uk  »    to   complete. 
MARTIN,  T   T        Division   of    Enolneerlng    t  Technical    Programs.      B2/10/27. 
MARTIN,  T   J,       PublU    Service  Electric    t,  Oas    Co,     of   Neu  Jersey,      3pp. 
15932:342,       24X  FJcho.  50-394,  B2/10/S7.  B21  1060271. 

B21H30419  Forwards    IE    Insp    Rept    30-354/02-12    on  030909-1003  t    notice 

STAHOgTECKl"n.       Division    of  Project    I.  Re.id.nt  Program, 
MARTIN,  T   J        Public    Service  Electric    (,  Gas    Co.    of  Neui  Jer.»y. 
16044-236         24X   Ft  c  he:  50-354,  82/10/29,  021  1  1  2041  9. 


—9211120423  Notice    of    violation    from   Insp   on 
.      Division    of   Project   t,  "••^•»*  P"' 
14044-299        24X   F  iche:  30-354,  82/10/29 


2pp. 


—  921 1160499   Responds    to   MRC    620614    Itr    re    violation*    noted     In     IE     Insp 
Rept    SO-354/0a-O3.  Corrective   actions:  cone  erns    u/W-H 
Constructors   8A   program   resolved    by    transferring    HVAC 
responsibility    for    fint-llne   relnsp    activities    to    Bechtel. 
MARTIN,  T.  J.        Public    Service   Electric    t   Qas    Co.     of    NBUI   Jersey. 
62/09/30.        HAYMES.R.C.        Region    1,     Office    of    Director.         2op. 
16137:050,        24X    Fiche:  5O-354.  02/1 1  /  10,  921  1 1S0495. 

B2Q319024S   IE   Info  Notice  32-43,     "Def  ic  i  enc  ie*    in    L.WR    Air    Ftltration/ 
Ventilation   Sys,  "    Bvc    list    end. 

JOHDAN.E.L.       Division   of    Engineering   it  Quality    Assurance.       02/11/16. 
Coniolidated    Edison   Co.      of   New   York,     Inc.         Hipp-         16171:233.         24X 
Fiche:  50-000,  82/1 1/16,  9209170248. 

020B190253   IE   Info   Notice   B2-45,     "PWfl  Lou  Temp    OverpTessure 
Protection."    Svc    list   encl. 

JORDAN, E.L.       Division   of    Engineering    (.Quality    Assurance.       B2/11/1V. 
Consolidated   Ediinn  Co.     of  Neu  York,     Inc.       "}3yp.       16233:298.       24X! 
Fiche:  50-000,  03/11/19,0200190253. 

0311300194  Ack    receipt   of   B21006    Itr    Informing    NSC    of    steps    taken    to 
correct    violations    noted     in    IE    Imp    Rept    50-354/B2-1 1. 
MARTIN,  T.  T.       Division   of    Engineering    (.Technical    Programs.       03/11/24. 

MARTIN, T.J,        Public    Service   Electric    &   Gas    Co.     of    Neu    Jersey.         Ip. 
16233:196.       21X   Fiche:  50-3S4,  02/1 1/34.  031 1300L94. 

— 8211300197  Responds    to  MRC    S31006    Itr    re    violations   noted    in    IE    Insp 
Rept    30-3S4/B2-11.  Corrective    actions:  step-off    pad    consisting 
of   clear   plastic   mat    covering    entire   cloan    area    at    point    of 
entry    Installed   d   full    compliance   noted    on    ESOflS. 
MARTIN-T.J.       Puolic   Service   Electric    In   Has    Co.     of   N>u   Jersey. 
03/11/24.       HAYNES.R.C.       Region    1,    Office    o-f   Director.        Hpp. 
16338:  197.        24X    Fiche;  SO-354,  62/11/24,831  13001^4, 

S.     Reportable   occurrences.     LERs   S:  related    correspondence 

0211010165   Interim  deficiency    rept   re   grout    intrusion    Into    dnjuell 
airgap.  Initially   reported    on  820920.  Fiber-op  ties    used    for 
Identification, map    Intrusions,    lai  tance.  Hyd  rolasoi-    removal 
of    grout    intrusions   ic  other   removal   method!    researched. 
MARTIN,  T.  J.       Public   Service   Electric    (.  Oas    Co.     of   Neu  Jersey. 
B2/IO/20.      HAYNES.R.C.       Region    I,    Office    of    Director.       3pp. 
19060:038.      B4K  Fiche;  SO-394,  02/10/30.  0EUO1O1A5. 

B3I1010181    Interim   significant  const   deficiency    rept    r«   Llmitorque 
valve   operator*.  Initially    reported   on   81061  9.  Instruct!  ons 
for   operator    insp   fc  reuork    mill    be    included     in    cable 
tarminatlon  Uorl    procedure    scheduled    for    issuance    by    B2IB31. 
MARTINi  T.  J.       Public    Service  Electric    &  Gas    C<j.     of    Mew   Jerseij, 
82/10/21.      HAYNES.R.C.       Region    I.    Office    of    Director.       2pp. 
1DB67:310.      24X  Fiche:  3O-3B4,  82/10/31 .  BSI  1O  1O1B1. 


DOCKET  50-335  HOPE  CREEK  NUCLEAR   STATION,    UNIT    2 

A.     Application/construction    stage    document*  &    =or™*^°^e.^" 

B211010494  Notifies    that   Bl  1216   "8uppl.mer.taru   Steel    for   Pipe   Support, 
accepted   as   basis    for   piping    sys    suppor ts/b Idg    structure 
re   const  requ  irements,  sue  j    to    listed    commen  ts.  De»ignatri-on 
decision   does    not   establish   precedent    for   o th"    f**?";,    „        -„,,,,, 
SCHWENCER.A,       Licensing    Branch    2,       B2/1O/H3.       DOUOLAS.R    P        Public 
Service  Electric   S.  Oas   Co,     of  Neu  Jersei).       Spf.        15879.051.       rf^x 
Fiche:  S0-334i  B2/10/23i  821  1O10494. 
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corriipondince 


HiJ3??it!l.Ds:;!:?"  *^:!?1:!'™i"»!!»  -«»•- «* '«•*!..  -«..i.»  * 


NUCLEAR  STATION,   UNIT  i 


6211030139  Notification   Of    canceUd   931027  .it. 


^  i«6«!a«.  MXFichirri-sos.'w;;^?,:^:^^.1- 


B2/11/19. 


IE  Bulletin* 


8211030157. 


6211040903   Board    Notification   na    im 

;  -  ;  - 

"«**  Hffii    ruei 


159M    :': 


B20B1«?0223    IE 


--8211040S06 


of   B20927raeetinD    u/utll     in   <}],„ 


8211040503. 


S21024009B  Generic  Ltr  B3-3n  tn   11 

-d"-^r^£^3H^ 


.:  SO-000,  B2/10/3i, 


;  30-000,  82/09/22.  BSOai90?32. 

-'11  11Faiiure 


L 

Ln  . 


Flch.:  50-000, 


8211080290. 


8211080059   Oaneric    Ltr   B2-PA 
cont.inm.nt    ( 


. 

VOUMBBLnc,!,.,,    ,. 
iche:  SO-30H,  MiV  I  |  ,  n|, 


the:  50-000, 

'1'  Mo 


~ 


Ficl,t:30-000,Ba/ll/W,BWBJ»Si5.  "        V-JPP' 

L-I!!!!™^.!!!^:!^!"1'  LER*  *  '••Iat'«'  "T"85pondBnca 


-  -  r 

Fich»:  30-358,82/11/16,8211300407. 


8211240276 


8211300415. 


-35B,  82/1  l/W-»  . 


88I13004IS. 
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F.     Security,     medical,     emergency    fc    fire    protection    plant 

8210010069  Oeneric    Ltr    82-17    to   all    power  reactor    licensees   t 
applicant*    It    holder*    of    CPi   re    inconsistency    bituoen 
requirements     of     10CFH5Q.  54(t)    ii   STS    for   performing    audits    of 
e-merg  ency    pr-o  paredneas    programs.  Svc     lilt   end. 

E1SENHUT,  D.  0.          Division     of    Licencing.        82/10/01,  Con.nlidated 

Edlion  Co.     oF    Haw  Vark,      Inc.       1  Ipp-        16002:388.       SIX 
Fiche:  30-QOO,  B3/  1  0/0  1  ,  93  1  0040060. 

B2I007O019  Danrric    Ltr    09-21    to   all    licensees    &  applicant)    of   nuclear 
pooier   reactor*    re   Tech    Specs    for    fire    protection    audits. 
Forward!    guidance   discussing   general    scope    Si   describing 
element)    ta    be     included     in    audit.  Svc     Hit    encl. 

EIBCNIIUT,  D-  0.        Division     of    Licensing.       B2/1Q/O6.  Consolidated 

Edlion    Co.      of     New    York,       Inc.        19pp.         15993:338.        3flX 
Fichr   90-OOO.  B2/  10/06,321  007001  9. 

031029-0100  Q»nerle    Ltr    82-23    to    all    licensees    Sc  applicants    re 
inconiliteric  Y     between    requirements    of     10CFR73.  4O<  g  )    1<   STS 
for    performing    audits    of    safeguards    continoency    plans 
[security    (i  1  a  n  >  .  Svc     list    encl. 

EISENHUT,  D.  G.          Division     of    Licensing.        82/10/30.  Consolidated 

Edison    Co.      of     We  ID    York,       Cnc.        Bpp          15993:319.        24X 
Fiche:  SO-OOO,  02/10/30,  B2IQ290IOB. 

[3211230307  Foruiards    status    rept    on    offsite   emergency    preparedness 
ttiuci    per    020323   req.ue  a  t.  Fiel  d    verifications    yill    b* 
completed    during    B3O6Q7-QB   exerc  Ise.  C  larl  f  I  cation    of  request 
in    light    of    ASLD   B2Oi3  1      initial    decision   needed. 
KIMMM.R.W-        Federal     Emergency    Managemont   Ag  ency.        B2/11/09 
CHIMES,  G   K.          Division    of     Emergency    Preparedness,        3pp,        16IB6:QBO, 
E4X    Ft  che:  5O-33B,  B2/11/O9,  B2II23O307. 

—  6211230309    Evaluation   of    OH  b   Clermont   County,  OH    emergency    preparedness 

plan    For    Fac  i  1  i  ty  . 

t      Federal     Emergency    Management   Agency.       B2/1  1/0?,       23pp. 

16186:003.         24X   Fiche:  50-39B.  83/1  1/O9.B21  1330307. 

—  D2tl23031Q   Evaluation    af    State    of   KY    emergency    preparedness    plan   for 

facility. 

•      Federal     Emergency    Management   Agency.       82/11/07.       33pp. 

16  IDA:  103.         24X    Fichu:  50-359,  B2/1  1/09,1321  1330307. 

0.     Ad  j-ud  1  ca  tory     correspondence 

0211080066  Notice    of    correction    of   Miami    Valley    Power   Project    petition 
fur    reconsideration    of    Commission  Q2O730  order. 

BEflNADEI,  L,        Miami    <~>al  I  oy    Pouor    Project.       BERNADEI.L.       OovernmEnt 
Accountability    Project.        B2/II/03.        Ip,       1S990:  1(36.      34X 
F(thB;50-3Sa.  £12/11/03,9311000066. 

--8311000071    Corrected    Paga    44    to   Miami    Valley    Power  Project    petition    for 
rtconiidera  tton   of    Commission   B3073O  order.  Cart  1  ficate    of 

.      Miami    Valley   Po<uor    Project.       H2/  1  1  /03.  Atomic    Safety    and 

LU.nsins     Hoard    Panal.        3pp.         15790:137.        34X    Fiche:  50-35B, 
B2/11/O3.  B21  1080066. 

G3110903SO   Reply    brief    opposing    applicant   appeal    from  A6LB   B30621 
initial    dttiaion   uihich    held    that    offsite   emergency 
preparedness     cfitf   not    pvnvide   adequate    maaBUi-es    to   protect 
pub!  ic,  Csrt  if  icate    of    Svc    encl, 

WERB.D  F         Mnnior.KY.        83/11/03.  Atomic    Safaty    and   Licensing 

Appeal    Panel.         24pp.         l&OOa:2!3.        24X    Fiche  :  5O-33B.  82/1  1  /03, 
BS1  1070250. 

0211090354    Drief    opposing    applicant  S20903  revised    o.ceptions    to  ASLQ 
620621    initial    decision.  Initial    decision   should    be   affirmed 
in    all    resp»cti.  Certificate  of    Svc    encl. 

BENNISaN.A.  B-        Zlmmar    Area   Cltllen*    -    Zimmer    Area  Citnens   of   KY, 
DENN1BON.A.  H.        Denniaon,  A.  D.       82/11/03.  Atomic    Safety    and 

Licen.inB    App.al    P*™  1  .         43pp.        16004:046.        24X    Fiche:  SO-358, 
B2/1I/03.  B31  1O90254. 

B21U30414    Reciueits   Commission  not    issue    shoui    cause   order    shuttlnn   down 
all    plant    wor  k.  Bech  te  1     hired    to    perform   Initial    atiessment 

DICKHuNEfl.W.  H.       Cincinnati    Gas    fc   Electric    Co.       82/11/10. 
PALLADINO,  N    J     ,     OILINSKV.V.  ,     AHEAHNE,  J,  F,        Cc-mml  ssloners.        2pp. 
16059:334.        24X   Fiche:  30-338,  S2/1  1  /10,  B21  1  1  S0414. 

621113062*    Ar.su.  r   opposite    applicant    621036  *«tl°n    *«    I**".'"1"1 
V*1U«  POLJ«T    Project    reply-  Brief    »hould   be    admitted    to    give 
Co^mlsiion    *H    relevant    &    important    info  befora    decision 


8211160392  Order   CLI-aa-33    immediately    suspending    saf  *tij—  rela  t  »d    const 
&   order    to    a4i  ou  causa   uhy    saf  ety~r»lated    canst   should    not 
remain    luipinded    until    independent   revieu   of    mgt   of    project 
obtainid. 

HuYLE.J.C.        Office    of    the    Secretary    of    tde     Coinmission,         B2/11/12. 
Cincinnati    Oai   t  Electric    Co.       22pp.       lerf3B4:106.       24X 
Flche:  90-3SB,  83/11/12,6211160392. 

8311180007  Motion    for   attention   of    time    until    B2130B    to    respond    to 
applicant    brief    on   eicept  ioni.  Since    eiceptians   relate    ta 
emergency    preparedness    iisuei.NRC   must   coordinate    filing 
u/FEMA.  Certificate   of  Svc    encl. 

BARTH,C.A.        Hearing    Branch    1.        83/11/16.  Atomic    Safety    and 

Licensing    Appeal    Panel.        4pp.        16137:209.         24X   Flcfie:  BO-3SB,  92/1  1/li. 
821IIB0007. 


B2111GOOOB  Advises    that  FEMA   eipects 
offsite    emergency    plan!     in   May,  19B4. 
DAFITH.C.A.        Hearing    Branch    I.        83/11/16. 
and   Licensing    Board   Panel,        Ip.        16137:213 
Fiche:  SO-35B,  B2/1  1/16.  B21  1  1B0008. 


submit    formal    finding!    on 

FRYE,  J,  H.         Atomic    Safety 


— B2111B0009   Advises    that    formal    findings    on    offiite    emergency    plans 
ulll    be    submitted    in   May,  1984. 

CASSIDY.B.  P.      Federal    Emergency   Management    Agency.       a2/.l/03. 
TREBY,S.        Hearing    Branch    1,        2pp.        16137:213.        24X 
Fiche:  SO-35B,  S2/1 1/16.  821 1 18000B. 

8211230433  Petition   for  appointment   of    consulting    firm   nominated    by 
intervenors    ta   review  tV  monitor    third    party    audit,  to 
consult  u/NHC    i    intervenors   b   to   rept    to    d    advise    public    on 
audit    progress.  Certificate    nf    Svc    encl. 

DENNISON,  A.  H,       Zimmer  Area   Citiiens   -    Zimmer   Area   Citiiens    of    KV. 
DENNISON,  A,  B.        Mentor.  KY.        82/11/19.  Commissioners.         10pp. 

16190:  303,        24X   Ftcho:  50-356,62/11/19,8211230433. 

8211390712   Order    CLI-B3-36.  dismissing    Miami     Valley    Power    Project   B20730 
petition    to    disqualify    designated  NRC    atty     from   further 
participation    in   proceed  1  nos.  No    intent    shnuin    by   NRC    att-j    to 
withhold    info    about  NRC    investigation    from    record, 
CHILK.S.J.       Office   of    the   Secretary    of    tha    Commission.       82/11/34. 
Miami    Valley    Pouer  Project.       5pp.       16232:O5B.      31X 
Flche:  50-35B,  B3/ 1 1 /31-  621 1 290712. 

H.    General    correspondence 

8211060235   Responds    to   B2101B   Itr   requesting    public    hearing    before  OL 
lnued.More    than  B  uks   of    public    hearings    neld. 

CUNNINGHAM- O.  H.        Office    of    the    Eiecutive   Legal    Director.        B2/11/02. 
MASON, J.H.         Affiliation    Unknown.        4pp.        15953:200.        34X 
Flche:  50-35B,  82/1 1/02.  B21 1060235. 

— 8211060340  Requests    public    nearinos    be    held     before    OL    issued. 
MASON.  J,  M.       Affiliation   Unknown.      B2/1O/1B.      PALLADIND.  N.  J. 
Commissioners.      2pp.       13953:201.       24X  Fi  c  he:  SO-35B,  B2/11/02, 
8311060235. 

8211060263   Responds    to   recent   Itr    eipressing    concern    re    plant 
operation.  Public   participation    In    licensing    process 

CUNNINGHAM,  O.  H.       Office    of    the    Eiecutive  Legal    Director.       82/11/02. 
MILLER,  H.       Affiliation  Unlnoun.       3pp,        13953:  190.       24  X 
Fiche:  SO-33B,  83/11/02,8211060262. 

--8311060365   Requests    public   hearing    be    held    before   OL    Uiuefl. 
MILLER.  H.        Affiliation   Unknown.      82/10/22.      PALLADINO.N.  J. 
Commissioners.        Ip.        13933:193.        24X    Fi  Ch  e:  50-35B,  82/11 /O2, 
831 1060362. 

H.    Utility    Final    Safety   Analysis    Report    ( FBAR  )    EC  amends 

B21I03016S  Application    for    Amend    140  to    application    for   OL,  com  i  stinfl 

BOROMANN^"/8   Cincinnati    Oas    t,    Electric    Co.        83/1O/29.        BENTDN.  H.  R. 
Office   of    Nuclear  Reactor   Regulation,     Director.       2pp.       1591^:  oi/. 
24X  FUn*:  50-358.63/10/29,8211030168. 


--B21 1030172  Revision  88   to   F8AR. 

*      Cincinnati   Oa.  *  Electric    Co.      82/1OV31. 
Flche:  50-398,  Ba/10/29,  921103016B. 


(b&pp.        15912:019.       24  X 


....^  p-j.ct.     BERNMEI.L. 

untabilltg    Project.        82/11/10,  Commisfioner.. 

03B          24X   Fiche:  SO-35B,  B3/1  1  /10,  B21  1  I  S0624. 


B211150443   Foruarils  Certificate    of   Svc    of   Amend    14O    to    »pp  1  ieat  ion    for 
license, containing   Revision  SB    to  FSAH, filed    <">»{<>». 
BOHOMAW.E.  A.       Cincinnati    Oai   t,   Electric   Co.      82/1 1/03        DENTrjN.H.  R. 
Office   of   Nuclear  Reactor   Regulation,     Director,       4pp.       I6«o/.  uui. 
24X  Fichu  80-338,92/11/05,8211180443. 


Bpp. 
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nporti    (,  corr«8pondence 

Jflients   r.    invtitigation*    bu 
uardi    documenti 

13,        VOUNO.M    C    , 
^  '.        15747;  13fl.  " 
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--— --I*-l"^!l""!!_***^*__do^m*'lt*    *•    =orreip 
>  8209210037. 


820B19024B   IE    lnfo   NatUe    82-43      "D,H     <          . 

""1  8"S'"   Bvc    »*-t  JMI    Deflcienci" 
.  L,        Division    n*    r  . 

oudflteii  Edi.o^  c  ,E  'N::^^  ?nu;li 

50-000.  82/1  1/16,  820Q19024B. 

830B1703S3    IE    Info   Notice    82-45,     ''PUH    ,  „      T 
PrntBction.  "    Svc    list   sncl  TBmp 

L         niUi«fnn      i    ^' 

i:  ::  c°  E"?^:r^  *••'" 

r*' 


Ft  I  tr 
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6211020493   Final    defici 

«nacceptablB    Indl^tion^iS^tifiJ9:'^1?9    °f    •t''«tUrB]    .l.^L    u 
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O2112300BO  Final    deficioncy    rept    rt   ueldt   rejected    on   radiographic 
p»vi«u-,  Ini  '  la  '  'y    reported    on  000502.  Total    re-review   of 
radiographs    accepted    by    Kaiser    Co    prior    to    81040B   being 
p  «r  f  ormed. 
BCJFiGHANN,  E.  A.        Cincinnati    Gas    I,    Electric    CD.        82/11/09,       KEPPLER, J.O. 

Region   3,     Office    of    Director.        3pp.         16193:300.        24X 
Fich*.  50-39B,  D2/11/0?,  921  I230DBO. 


8211010199  Advises    that   fire   protection    syi   not    in    literal    compliance 
Hi/Branch    Technical    Position   9.  3-1.  Al  though     internal    conduit 
seal    confiscations    differ    from    pos  i  t  ion,  ac  ceptab  le    fin 
protection   provided. 
BASKIN.K.P.        Southern   California    Edison   Co.        BS/10/2B         KHIOHTOH,  O.  M. 

Licensing    Branch    3.       2pp.        15960:075.       24X    Fich  e:  90-361,  82/1  O/33. 
621101019?. 


B21123Q10;?    Interim   deficloncg    rept   re    fire   protection    sgs   piping 
suspended    from   essential    hanger)   <a/o    adequate    design   review. 
Initially    rnported    on    Q21  013.  Fur  ther    evaluation    required. 
Melt    rept    mill     be    submitted    bg    030115. 
HQR-GMftNN,  E.  A.        Cincinnati    Gas    &    Electric    Co.        02/11/09.       KEPPLER,  J.  G. 

Region    3,     Office    nf    Director.        2pp.         16100:054.        24X 
Fichu  50-350,  f!2/ll/09, 8211230103 


0211090227   Requests    further    Info    re    condition*    t<   authori lations 
required    for    granting   access   author  i  jation    for   emergency 
response   personnel    during    initial    period   of    emergency.  Encl 
to    B20B18    Itr    re    securitg    plan    uitnheld    <ref    10CFR73.21). 
KNIGHTON,  0.  W.        Licensing    Branch    3.       82/10/2-7.       DASK1N,  K.P.       Southern 
California    Edison   Co.        lp.        15964:271.        24X    Fich  B:  50-206.  B2/1  0/27. 
B2110S0227. 


S311230490  Final    dofitlencg    rept    re    carbon    steel    in    stainless   uieldi. 
Initially    reported    on   820 S 03  Conclusive    evidence    oiiats 
that    no    carbon    steel    used    in   amj    of    five   suspected    uicldsi 
therefore    condition    not    reportable    per     IQCFR    50.  93<s.l. 
DQRGrVWJ,  F.   A.        Cincinnati    Ons    t,    Electric    Co.        02/11/10.        KEPPLER.  J.  C. 

R«alan    a,     (Iffice    nf    Director.        2pp.         16104:23S.        24X 
Fjche:30-3S£l,  02/11/10,021  1330490, 


0210290109  Generic   Ltr  82-23    to  all    licensees    t,  apiplicanti  re 
inconsistency    betuiien  requirBments   of    10CFR73.  A0(  g )    t  STS 
for    performing   audiii    of    safeguards    contingincg    plans 
decuritg    planl.Svc    list    and, 

EIBENHUT,  D.  0.        Division    of   Licensing.        63/10/30,  Consolidated 

Edijon   Co.     of    Neiu   York.     Inc.       Bpp.        15993:319.        24X 
Fiche:  50-000,  S2/10/30i  021029010S. 


1!  12302-1''  Final    deflcioncij    rept    re    Item  M-53i  mal  funct  toning    torque 
aiuittFisi    mPg     fig    Liraitorquo    fnr    motor    valve    operators. 
Initially    reported    on   B2061 '/.  Ma  I  f  unc  t  ion   caused    by    plastic 
1  uj    breaking    off.  Drfl3B    lugs   mi  1  1    replace    former    design. 
nnnCHANN,  t.  A.        Cincinnati    Gas    «.    Electric    Co.        02/11/11,        KEPPLER,  J,  0. 

Region    3.     Office    of    Director,        2pp.         16193:279.        24X 
FUho:90-aSB,  02/11/11. 


8211040379  Generic   Ltr   B2-25   to  all    power   reactor    licenien   rfl 
integrated    IAEA   enercise    for  physical    inventory    at   LWRs.Ang 
commitment   to    participate    in   emrtiss    is   voluntarg    &  any 
util    that   participates   uill   be    reimbursed.  Svc    list    end. 
EISENHUT.D   0         Division    o#   Licensing.        02/11/03.  Consol  ida  ted 

Edison   Co.     of    New   York.     tnc.        llpp.        16019:004.        2AX 
Fiche: 50-000,  S2/1 1/03,  S21 1010379. 


T.     Hearing    transcripts    on   non-antitrust    matters 

£121  109031A  Unofficial    transcript    of   O21  02B  CommiSH  i  on   meeting    in 
Wairiinglo",  DC    re    status    of    Facility    investigation.  Pp    1-99, 
VI  eugriipna    one  1 

•      CommisaUnerB,       H2/10/2H.       lOBpp.        16030:205. 
Fich*    50-^50,  03/10/38,  021  1OTO546. 


V      flpitrjlor  Ciaminat  ion1 


24X 


E>aiOI30019  Generic    l-tr   oa-ltl    to   all    powor    rnactoy    applicants   t. 
licensees   re    re.ictor    niierotor   (•    senior    reactor    operator 
roquanficntion    mama    Advises    that    oiams   begin   at    facility 
ilfttr   021001.  five    list    oncl.  , ,  _,    t    . 

EISFTNHUr.D  0.        Division    of   Licensing.       EI2/10/12.  Consolidated 

Pdi»on  Co.     of    Meiu   York,     Inc.       I5pp.        16003:234.       34X 
fichu:  50-000,  OH/10/  Itf.  OiJI  OK10019. 


8211160066  Releases    public    version   of   revised    emergencg    plan 
implementing    procedures. 

FELTON.J   K         Division   of    Rules    and    Records.        B2/11/Q0.  Document 

Management  Branch.       lp.       16101:311.       24X  Fi  che:  50-206.  BB/ll/OB, 
B21 1160066. 

—8211160073  Forwards   public   version   of    Revision   2   to  Emergency    Plan 
Implementing   Procedure   SD133-vII 1-16,    "Notification"   fc 
Revision   2    to   S0123-VI 1 1-1 1.  1,     "Classification    of 

Erne r gene  ies . " 

BASKIN,  K.  P.        Southern   California   Edison   Co.        B2/IO/27, 
EI3ENHUT,D.  G.       Division    of  Licensing.       lp.       16101:312.      24X 
Fiche:  50-206,  B2/1 1/O9,  B21 1 160O66. 

—3211160078  Public    version    of  Revision   2  to   Emergentg   Plan    Implementing 
Procedure    S0123-VII  I-lfi.     "Notification"    t.   Revision   2   to 
SO123-VIII-11    li     "Classification   of    Emergencies." 
RAV.H   D         Southern   California    Edison    Co.        82/10/04.        filpp. 
16101:313.        S4X   Fiche:  5O-2O6.  B2/1 1/OB,  831 1 160066. 


DOCKEr    I50--361    E1AN   GNOFHK   NUCLEAR    STATION,     UNIT   S 

f,       Application/construction    stage    documents   &    correspondence 

B2U12C.17V  RBipcmdt    to   FOIA   r«<iiJ...t    t°r    «n    insP    rep  ts.  correspondence, 
memoranda   E.   older    documents    re    n.icmgino   I-    transport   of 
*pent  nuclear    fuel    tig    Southern   CA  Edison  Co.  Forwards 


FELTDviionofnUlDS    ,nd    R.cord.    r   «/09«B        nAPKIN.. 
ElHnoi.,    State    of.       4pp.        1607fl:002.       24X    Fiche:  50-000,  03/09/20. 


6311130179. 


0211300355   Foruard*    corrected    IE   Safeguards    Insp    ReptJ    50-361/S2-37   5 
50-362/B2-25    on   030927-1005.  No    noncomp  1  iance   noted. 
Previously    transmittsd    physical    securitg    insp   rept   for  above 
period    erroneouslg    identified   as   50-361/02-28 
NORDERHAU3.  L.  R.       Division    of  Radiological    Safety    t,  Saftjuard* 
Prooram       08/11/83.      PAPAY,  L.  T.       Southern  California    Edison  Co.       ID. 
16236:019.        24X   Fiche:  50-361,  S2/I I  /23,  821 1300335. 

—B211300361   Corrected    IE  Safeguards    Insp   Repts    50-361/82-37  t, 
50-362/82-25   on  B20927-100S.  No   none  ornpl  iance   noted. Major 
area,    '"•P-t.d:  security  ^.an-record^^repts.  testing   fc 


F      anurity,    medical,     emergency    8.    f  iro^prntcc  tion    p|ans 


8S10040060  Generic    Utr    DS-17    to   all    power   reactor    licensees   b 
applicants   *    holders    of   CPs   re    Jncons  i  stency    between 
raiiuirements    of    LOCFflUO.  511  1  )    t    SIS    for    porforming    audits    of 
amergmcg    preparedness    programs.  9ve    I  '***"  =  *•  .  „   „,„,  ,  j.tnli 

eiSEHHUT.DO.       Division    of    Licensing,       «'1^«-  Consolidated 

Edison  Co.     of    New  Yark.     Inc.       I  1pp.        16002:  2BB.       Jtr. 
Flehu  90-000,  02/10/01.021004006H, 


0210070019  Generic    Ltr    02-31    to   -M    licensees    t,   .ppl  Ic-nt.    of   nuclear 
po^,r  reactors    re    Tech    Spec,    for    fire    prot.etion    aud    ts. 
Forwards    guidance    discussing    general    scope    *   describing 
.l.mrnt,    to    be     Included     in    audi  t.  Svc     list    encl 

eiSENHUT.O.O.        Division   of   Llcen*  ing.       02/1  0/06.  Con.oiioa^ 

GiJi»on  Co,     of    Neui   Vori,     Inc.       19pp.        13793:330.       24X 
Fiche:  50-000^2/10/06,  0210070019. 


S211030329  Respond,    to   recent    Itr    re   annual    «"••««    »" 
pr»..ntlg    .cLdulid    for    030323.  Util    amenabl  .to   «nv 
re^hedullng    or    reduction    in    .cope   approved    by    FEMA  (, 
NRC.  Related    correflpond"nce.  n^/in/oo 

KASSEV.F.K.       Southern   California   Edison  Co        Q=''0/B?. 
CARAVALHO.O.A.       San   Clement*.  CA.       2pp.       19909:358.       24X 
Flche;  30-206,  83/10/22,021  1030329. 
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B211O102I6   Reply    brief    to  CcJnni«i  ion  B20921  Order   CL1-B2-27  r> 
certified    medical    svcs    issue*.  No    advance  arrangement!    for 
•merjenc'j    tvc  «    for    general    public   must   bi  made.  Arrangements 
but  made    on    ad    hoc    basis.  W/Cer  ti  ficate  of    Svc. 

CHANDLER,  L.  J.       Hearing    Branch    2.       82/10/29.  Commissioners.       llpp, 

15867:337.        RAX   Ficnt  :  50-361.  B2/IO/37,  82110  1021i. 

BSH0304S7   Hemorandum   i  order    ruling  on    objection*    to   ASLB   B21001 
prrhearJng    order.  Some    clari  f  lea  ti  oni   It  changei   matte   but    most 
objections    rejected.  Insufficient    reason  tiittt    to   postpone 
•hearing    until    Conrnjsslon   decision  on   certified    isiuei. 
KELLEY.J.  L.       Atomic    Safety    and    Licensing  Board  Panel.       B2/10/29. 
8pp.        15999:288.        SAX   Fiche:  SO-361.  B2/  10/29,  B21  1020437. 

B211160D1I    Forwards   ASLB   621001    &    B9  order!   re  medical    svc«  for   general 
oubllcioer  S2I11O    telcon.  Expert    individual    needed    to    testify 
on   radiological    contamination  &    eiposure. 

CHANDLER,  L.  T.        Hearing    Branch    2.        82/11  /IE.        StWJDHAUS.C.        California. 
l»n£v.     of,      Irvine,        Ip.        16137:189,       34X  Fie  JIB:  SO-361,  S2/I1/12, 


BS11220172  Memorandum   (.   order   directing   ABLB    to   *u*pend    proceeding 
initiated   by    ABLE  B2I001    order    until    further   Commit*  i  on 
order-.  Further    evidentiary    proceedings   uoultf    not    be    fruitful 
at   present    time. 

CHILK.B.J.       Office    of    the    Secretary   of   the    Comraisiion,       B2/1I/19. 
Atomic    Safety    and   Licensing   Board  Panel.      3pp.       16160:011.      24X 
Flehe:  BO-361.  B8/I1  /1  9.  B21  1220172. 

B3112<70S96  Forwards   ASLB   B21OQ1    &   29  order*  *.    discusser    poisibillty    of 
testifying    in    hearing   arranoem»nts    for  medical    »vcs    to 
treat    radiological    contamination  &  eiposura. 
CHANBLER.  L.  J.       Hearing    Branch    2.       83/11/33.       BAENSER.E.L. 
Cincinnati.    Univ.     of.       Ip.        1623t:01B.      24K    Flche:  50-361,  B2/1  1/33, 
8211290596. 

B2  11  390702  Order    lUipendins    B30111    (Vldentlarkj    hearing    on   medical 
arrangement!    quectlan  fc  axociated   filing   date*,  per 
Camnlnion   S21119   muni  or  and  urn   J.    order. 

KELLEV,  J.  L.       Atomic    Safety    and    Liceniing  Board    Panel.       B3/11/24.       Ip 
16322:017.       HtX  Fi  cha  :  50-361,  B2/1  1/34,  921  1  290702. 

B  31129072"?  Adviies    that  Comml*«ion   831119  numorandum  5   ordnr  will    01? 
puhliihed.  Inuance    deilgnati-on    CLI-B2-35  added   t   corrections 
made. 

STUCKV.  S.  H.       Doeieting   i.  Services  Branch.       82/11/24.  Office  of   the 

Eiecutivo   Legal    Director.        Ip.         16229:140.        34X   FleJit:  S0-3il. 
aS/l  1  /Z4.  02  1  1  390729. 

—  821139073B  Corrected   821119  at  mar  and  urn  t>  order,  adding    inuance 
daiionatlon   CLI-B2-39.  Sontanee    in«dvert«ntlij    omitted    from 
or  i  sinal    order    inserted. 

CHILK,  S.J,       Offlci   of   the    Secretary    of   the   Co*mi«iion,      02/11/19. 
Ato-mic   Safety    and   Licensing    Board  Panel.       3pp.       16329-141        34X 
Fie  he:  30-361,  82/1  1/S4,  6211290789. 

6211300164  Confirm    B21207   meeting    in  Sacramento,  CA   to    diicuii    posiiole 
participation    in    proceeding    to    teitify   on  arrangementc    for 
medical    ivc*    to    treat   radiological   contamination  &    eipoitire 
CHANflLEH.L.  J.       Hearlngi  Dlviiion.      83/11/24.      NEBDnT.H.      California, 
Statt    of.        2pp.        1623B-:170.        Z4X    Fiche:  M-3A1  ,  B2/1  1  /26,  B211300164 


82102600BB  Oenrric    Ltr   B3-SO   to   all    pouer   reactor    1  i  ceniees,  permi  I 
holders  &  app  licanti    for   CP  re    guidance    for    Implementing 
SRP   Tule.ForuariO   NUHEO-0906.  NUREO  to    be   used   as    interim 
measure  until    Reg   Oiilde    1.70  revised.  Svc    list   cncl. 
E1SENHUT,  D.  0.        Division    of    Licensing.        S2/10/2&.  Con. ol  Ida  tod 

Ediion  Co.    of    Neu  York.     Inc.      9pp.       13993:293.      24X 
Flche:  90-000,  82/10/26,3210260033. 


B210270030  Oeno-rtc    Ltr   B3-S2    to    all    PUR     licensees    re    Cemgrdssionn  1 
request    for    info    concerning    steam  generator    tube    integrity. 
Forward t  Congressman  EJ  Markey    831019    questions   re    steam 
generator   tube    integrity,  Svc    list   encl. 

ETISENHUT.D.  0.        Division    of    Licensing.        S2/10/26.  Consnl  idn  t,nl 

Edison  Co.    of   Niu  Vorl,     Inc.       10pp.       16099:332.       34X 
Fie  he:  30-000.  02/10/26,5310270030. 


B211120199  Forwards  Amend    10   to  License    NPF-1 0,  aaf nty    evaluation    *. 
notice    of    inuince   t,  ava  i  labl  1  i  ty.  Amend    changes    Tech    Specs 
re  mater    level    in   condensate   storage    tank    to   permit   water 
inventory  based    on  mai   achieved    pouer    level. 

K.NIOHTQM-0.        Licensing    Branch    3.       E3/10/S&.        DIETCH.  R,        Qouthurli 
California   Edison   Co.       COTTON.O.D.,     BEdNATH.L.       San    Diogo   Oau    f. 
Electric   Co.        3pp.        16067:332,        24X   F  iche:  5O-341,  S2/1O/26,  P2I  I  IL!1)I  *><t 

--B211120302  Amend    10   to  License   NPF-10.  chang  ing   Tech    Specs  ru   unlur 
level    In  tondensate   storage    tank    to    permit   water    inventory 
based   on  man   achieves   pouer    level    per   NOC    criteria. 

KN1QHTDN.O.        Licensing    Branch    3.       82/10/26,        7pp.         16067:331.         IMx 
Fie  he:  50-36 1.  62/10/26,021 11 20199. 

--B211120201  9a.fet</   evaluation   supporting   Amend    1O    to    License  Nl'l  •  HI 
*     Office  of  Nucloar  Reactor   Regulation,     Director.       02/10/2/1         :Ppp 
16067:341.        24X   Fiche:  50-361 ,  82/10/26.  B2 1 1 120199. 

— 9211120208  Notice   of    issuance   t.  availability    of  Amend    10   lo  Lirunm 
N'PF-10. 

KNIOKTON.O.        Licensing    Branch    3,       B2/IO/26.        5pp.         16067:311,         ;'** 
Fiche:  50-36  1,82/10/26,321 1120199, 

B21101O190  Forwards   Affidavit   of    Bvc    for   Amend    Application    13   t  »• 
Lic*nie   NPF-IO. 

MEDFORO.  M.  0.        Southern   California   Edison   Co.        03/10/S9. 
KNIOHrOH.O.H,       Licensing    Branch    3.      4pp.       15367:276.       24X 
Pi che:  50-361,  62/10/28,8211010130. 

B31 1010336  Summari  IBS    status    of   outstanding    i  terai    in   Tables   5-1    t.    ft    if 
of   environ  quail  f  ication    rept   per  NUREO-05BQ,  Revision   2.  All 
aquipniBnt  eicept   auiillary    feeduatar    pump   motors    mocta 
guide  1  inei. 
BfiSKIH.K.P.        Southern   California   Edison   Co.        OH/10/2B.        KNIOKTIIM.  <J    W 

Licensing  Branch   3.      4pp.       13B6Q:001.      24X    Ficha  ;  SO-361 ,  BB/lO/J.'tl, 
9211010234, 

B2110304B3  Discusses   proposed   harduare   mods    that  Dill    increase 
reliability   of  auiiliary    fe-eduater  motor    driven   pumps    in 
event    of  break    in  high   energy    line   feeding    steam    driven 
pumpjper  License    Condition  2,  C  (SS),  Al  ternat  i  ves    maminud. 
HASKIN.K.P,        Southern   California   Etflson   Co.        02/10/29         KNIOHTDN,  O    W 
Licensing  Branch   3,       10pp.       1SB89:249.       34X  Fichu:  SO-361 ,  03/  UI/WV. 


P.    Optratln-g    lions.*    itagi    documents  b   carreipondsnce 


S211030«sa  Bu-oinaru    of  B20906-O9  *.4ting   u/utl  1    in  Anahela.CA  re   natural 
circulation   test    conducted    at    lou  pouer.Trip    rapt   encl. 

.,  ,__  .     _  Liceniino    Branch  3.       15pp. 


RODD.H.       Liean-iirta   Branch    3.       H2/10/OS. 
13939:830.        B4X    Flche:  SO-361  ,  88/10/05,  8311O3043B. 


a21103O3B9  R»qu.it»   addl    info    to    complete  review  at  ESFAB    subaroun 
relay    Tech    Spec,  par  BWait,    Itr.  *        ' 

KERRIOAN.J.  Licencing  Branch  3-  8B/IO/07.  DIETCH.  H.  Southern 
California  Edison  Co.  COTTON,  0.  D. ,  BERNVTM.L.  San  Diaeo  <9ai  J, 
Electric  Co.  app.  13940:268.  34X  Flche:  30-361,  BJ/10/07,831 10303B9. 

B211030394    Raqu«it«   *dill    info    clarifying   statut   r«   environ 
qualification    of   maf eti(-r*lat«d    electrical    equlpoi«nt 
Equipment    that    dofi   not  neet  NUfiEg-OBSB  requirentnt).'  ihould 
b*    tdentiflBd. 

KERBIOAN.J.  LlcaniiTig  Br-neh  3.  83/10/07.  OIEKH,  R.  Southern 
CBlifornla  Ed  I  ion  Co,  COTTOH.O.D.,  BERWTH.L.  Ban  nj.o*  0«  t 
EUctrle  Co.  3pp.  ia940;26f,.  84X  Ficlie:  BO-361,  BS/iO/07.821 1030391. 


B2110SOt8B   Forward!    Hit  at    applications  Inapplicable    fee> 
Remittance    of    ovvrdue    fees    requested. 
D100S.  R.M.       Licini*  F»«  rIan*fl*Ment  Branch,       82/10/18 
Southern    California  EiitoTt   Co.       app,       19764:283 
Fiehe:  30-361,  63/10/18.  • 


DIETCH,  R. 


621H6D127  Notification  of   B21104   meeting   ui/util    in   Bethesda,  MD    tti 
di«cw»i  natural    circulation    tests. 

HGOD.H,      Licensinj   Branch   3.      82/11/01.       KNICHTON,  S.  H.       LIcanBino 
Branch  3.      3p  p.       16102:294.       84X  Fiche:  30-361,  Q2/1  1  /Ol  ,  Q21  1  1601K7. 

B211110219  Arivisei    that  addl    info   uill    bg    submitted    by    S30IOI    PB 
•  ipecteil   life    Df    auxiliary    feeduater    pump    motor   hearings 
team    environ   &  mai    slie    line   break    tolerated   by    motor 
earinos. 

Southern  California  Edi.  on  Co.       B3/11/O9.       KHIOHTON.  O 
2-        24X    Fiche:  50-361  ,  83/1  1  /OV. 


iteam 

oearinos 

3A8K1N-K.P. 


rT':tl'*VlJi?I>  '  *°   Offlit>   do"   «lc«l.tlon  manual. 

R    St"'htfl;rn  California  Edison  Co.       B2/11/1O,       KNIOHTON.O.W 

"' 


m:Vltll>?   I   to,off*lt'  '«•    calculation  «*„„.!.  On. 
map    encl.  Aperture  card    is   available   in  PDR 

' 


Board  Notification  83-117:  foruiard,    Eng.lken   flai  IOB  mem 
sum«-riT  n,   employee  all,Bation.  re  ueldino    pr'cU*".    al 
'      '°nl  "°*  ""••*-"*I-t"   «•   r  " 


Stu.nrfMn 

Safety   an*  Licensing   Board   Panel. 

Fiche:  SO-361,  BS/H/10,  821  1  190331. 


Licen.inB.       82/11/10, 

2pp.       16169'334        241; 
""•*•*.  Mt.        24X 
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— HSIU90332  Forwards    aui.imary    of    allegations    re   welding    practice*    at 
plant*.  Liceniee    investigation    did    not   substantiate   alleged 
concerns,  t 

ENGELKEN,  H.  H.       Region    5,     Office    of    Director.       B2/11/OB. 
EISENHUT.  D.  0.       Division    of    Licensing,       6pp,       16169:356.       SIX 
Fiche;  SO-361,  02/11/10,8211190331, 


B208190239    IE   Info  Notice   62-41,     "Failure   of    Safety/Relief  Valves    to 
Open   at    BUR."    Svc    list    end. 

JORDAN,  E.  L.        Division    of    Engineering    J.   Quality    Assurance,       82/IO/32. 
Consolidated    Edison    Co.     of   Neu    York.     Inc.         110pp.        15960:153.        24X 
Fiche;  30-000,  82/10/32.  B208190239. 


6311160047  Generic    Ltr    83-26    to    power   reactor     licensee*    leieept    Fort   St 
Vraln)    re   NUnEO-0744,  Revi  B  ion    1,     "Pressure    Vessel    Mat! 
Fracture   Toughness,"    Forwards    NUREQ-0744,  Re  vi  sion    1.  H/o 
end. Svc    Hat    encl, 

EtEENHUT.  D.  0.       Division    of   Licensing.       83/11/13.  Consolidated 

Ed  lion    Co.     of    Neu    York,      Inc.        52pp,         16232:212.        24X 
Flche:  90-000,  82/1 1/12,  031  I16O047. 

9211170171    Forwards    Revision   <l    to    inservice    testing    program  plan 
portion   of    iniervtce    Imp    (•   testing    program    requesting 
approval    of    alternate    testing,    of    main    steam    check    valves 
1<    containment    spray    valve, 
DrtSKIH.K.P.       Southern    California    Edison  Co.        02/11/15.       KNIOHTON,  0.  H. 

Licensing   Branch    3.        lp.       16109:143,       24  X    Fiche:  SO-361 .  82/1 1  /IS, 
82  U  I  70 1 7 1 . 

— 1321  1170177  Revision    "I    to    testing    program  plan    portion    of    Inservice    insp 
t    testing    p  rogram. 

«      Southern    California    Edison    Co        B2/11/1S,       7pp.        16107:146.       24 X 
FIcNe:  90-361,  03/1 1/19.  B31 1 170171, 

Q.     Inspection   report 5,     IE   Bulletins   b   correspondence 

0208190320  IE  Info  Notice  03-37,  "Cracking  in  Upper  Shall  to 
Transition  Cone  Girth  Mold  of  Steam  Generator  at  Operating 
PUR.  "  Svc  list  oncl. 

JORDAN, E.  Division  of  Engineering  &  Quality  Assurance.  B2/09/16. 
Consolidated  Edison  Co.  of  Neu  Yort,  Inc.  lOSpp.  19930:001.  H4X 
Flcfie:  SO-000.  02/09/16.0200190320. 


0311230334    Forwards    IE    Insp    Rep  t  ,    50-361/82-30   t.   30-362/B2-26   on 
B20923-1025   tt    notice    of    violation. 

EISHDPiT,  M,  Division  of  Resident,  Reactor  Project  &  Engineering 
Programs.  82/11/OB.  PAPAY.L.  T.  Southern  California  Ed  I  inn  Co. 
2pp.  16192:  162.  24X  Fiche:  30-361,  83 /  1 1/OB,  031 12303B4. 

— B211230387  Notice    of   violation    from    Insp    on    920923-1035. 

K1RSCH,D.F.       Division   of  Resident,     Reactor  Project   &  Engineering 
Programs.        02/1 1/OB.        2pp.        16192:164.        2<JX   Fiche:  50-361. 92/1 1/OB, 
0211230384. 

—8211230392    IE    Insp    Repti    SO-361/B2-30    t,   50-362/B2-26    on    82092 3- 1O2S. 
Noncomp 1 iance   noted r fal lure    to    properly    administer   operator 
overtime. 

CHAFFEE.A.,     KIRSCH,  D.        Division    Of    Resident,    Reactor    Project    t 
Engineering    Program..       82/11/05.       13pp.        16192:  166.       24X 
Fiche:  SO-361.  82/11/Oa,  B211B303B4. 

Q211170171    Forwards   Revision  4   to    inservice    testing    program  plan 
portion    of    Iniervice    imp    t  testing    program   requesting 
approval    of   alternate   testing    of   main    steam    check    valves 
ti  containment    spray   valve. 
BASKIN.K.P.       Southern  California   Edison  Co.       B2/11/15.       KNIQHTON,  G.  H. 

Licensing    Branch    3.       lp.       16109:145.       24X   Fiche:  50-361 ,  B3/1 1  /I  5, 
B2U17017I. 

— 8211170177  Revision  4    to    testing    program  plan  portion   of    inservice    insp 
ft   testing    program. 

*      Southern    California    Edison   Co.       B2/11/13.      7pp.       16109:146.       24X 
Fie  he:  50-36 1,32/11 /IS,  B211 170 171. 


Q20O190222    IE    Info   Notice   03-34, Revi slon    1,     "Waldo    In   Main  Control 
Panels,  "    Svc     list    uncl. 

JORDAN.  E,  L.       Division   of    Engineering    b   Quality   Assurance.       B2/09/17. 
Consol  IdatBd    Edison   Co.     of  Noui    York,     Inc.        107pp.        15095:105.       24X 
Ficha:  50-000,  OS/0?/  17,  EJ300 190223. 


8200190249    IE   Info   Notice   82-43,     "Def it ienc ies    in   LHR   Air   Filtration/ 
Ventilation   Sus.  "    Svc    list    snc  1 . 

JORDANiE.L,       Division   of    Engineering    d  Qualitij  Assurance.       B2/11/I6. 
Consolidated   Edison  Co.     of  Neu  York,     Inc.       Hipp.       16171:833.       24X 
Fiche:  50-000,  OS/ 1 1  /16,  B20B1 90248. 


B20Q!902a9    IE    Info   Notice   82-37,     "Eve    Degradation    of    Thick   Wall 
Stalnless   Steel    Dec ircula tlon   By n  Piping   at    OUR   Plant, " 
Svc    I  1st    encl  , 

JOHDf\H,£.  L,       Dlvlaian    of   Engineering    fc  Quality    Assurance.       82/09/21. 
Contolidatoif   Edison   Co,     of   Neui   York.     Inc.        B6pp.        16017:090,       24X 
Fiche; 30-000,  Q2/O9/31 ,  020B1^0229. 

0209190223    IE    Info   Notice    03-30,     "Change    in   Format    &   Distribution   Bya 
for    IE  Hullet  InsiCircuIars    &    Info  Notices.  "    Ovc    li»t    encl. 
OEVOUNOifl.C.       Director's    Office,     Office    of     Inspection   and 
Enforcement.       02/09/22.  Consolidated   Edison  Co.     of   Neu  Yorli,     Inc. 

llOpo,       16018;  021.       34X   Ficho:  90-000,  02/09/22,  8200190333. 

020O190233    IE    Info   Notice   B2-40,     "Def ic i sue ir s    In  Primary    Containment 
Electrical    Penetration  Assemblies. "    Svc    list    encl. 

JORDANiE.L.       Diviiton    of   Englnee-ring    fc  Quality   Assurance.       Sa/09/BH. 
Coniolldated   Edison   Co.     of   New  Yort,     Inc.        113pp.        13930:019.       24X 
Flcne:  30-000,  03/09/32,8200190232. 

0211100190  Forwards    IE    Insp    Rupti    50-361/B2~aB  (.   50-362/S2-21    on 
630930-0923.  No   noncomp  1  lane*   noted. 

BISHOP. T.H,  Division  of  Resident,  Reactor  Project  b  Engineering 
Programs.  03/09/20,  PAPAY.L,  T.  Southern  California  Edison  Co. 
Sff.  16023:000.  24X  Fiche  :  50-361,  82/09/2S,  B31 1 100190. 


0208190253   IE    Info   Notice   02-45,     "PWR   Lou  Temp   Overpressure 

Protection."    Svc    list   encl.  „,,.„ 

JORDAN,  E.  L.        Division    of    Engineering    !c   Quality   Assurance.       02/11/19. 
Consolidated    Edison   Co.     of    Neui   Yorki     Inc.        93pp.        16232:290.        24X 
Fiche:  50-000,  62/1 1/19.  E30B1TO253. 

B21130035S  Forwards    corrected    IE  Safeouards    Insp  Repts    50-361/83-37   & 
SO-362/02-25   on  820937-1005.  No    noneompl ianc e  noted. 
Previously    transmitted   physical    security    insp   rept    for    above 
period    erroneously    Identified    as    30-361/B2-28. 
NORDERHAUS.L.  R.       Division   of  Radiological    Safety    t   3af*guard» 
Program        B2/11/23.      PAPAY,  L.  T.       Southern  California   Edi»on  Co.       lp. 
16336:019.       24X   Fiche:  50-361,  83/1 1/33,  821 1300355. 

— B211300361   Corrected    IE  Safeguards    In*p   Repts   50-361/B2-37  & 
50-362/02-25   on  030937-1005.  No   noncompl  iance   noted. Major 
*rea*    inspected: security   plan, record*  &  repls, testing   fc 
maint,  locks    S<    keys.  Details  withheld    (ref    10CFR73.21). 
SCHUSTER,  M.  D.  ,     MORTENSEN,  W.  P.  .     8CHAEFER,  D.  W.       Division    of 
Radiological    Safety   (i  Safeguards  Program.       02/11/09.       2pp. 
16236:020.        24X   Fichu:  SO-361,  B2/1 1/23,  821 1300339. 

R.    Periodic    operating    reports  i  related    correspondence 


--83III00197    IE    Insp    flepts    50-361/02-20   »<  50-362/02-21    on   B20820-0922.  No 
noncompliance    noted.  Major    areas    Inspected:  low  power    phy«ie« 
test  witnessing,  monthly    maint    obiervation,  operational    safety 
vtcificatlon   (.   plant    trips   -    tafety    sys    challeno". 

CHAFFEE.A,  ,     JOHNSTON,  0    ,     MENDONCA,  M.       Division   of   Resident,     Re«J<"- 
Project   t.  Engineering    Program*.       83/09/20.       6pp.        16022:082.       24X 
Flcht:  30-361,  B2/09/20,  831  1100190. 


621  1130179   Respond*    to   FDIA  request    for    all    insp    ripts,  correspondence, 
memoranda  k   other    documents    re    paekae-lno   &    transport    of 
ipnnt  nuclear    fuel    by   Southern    CA  Edison  Co.  Forwards 
documents    listed    in   App   A.  ,-_,„„        n.oi/iu  * 

F.ELTON,J.M.  Division  of  Rules  and  «•«'•''•-  «'0"a*.  K^i™1 
Illlnaii,  St.t.  of.  4pp.  16074:002.  24X  Fiche:  50-000.  82/09/28, 
B2-U130179. 


—  B21II3Q4SO  Forwards    Cycle    2  regional    BALP    .valuation   rept*.  Performance 
balaui  avirage,  Hoard    recommends    increased     insp    *"<>';*• 
ENOELKEN.R.  H.       Region   0,     San   Fr.nciico.    Office    of    the   Director, 
SI/09/33.       MOBELEY,  N,  H.       Systematic    Asseisment    of   Licensee 
Performance    Review  Group.       5pp.       1607-1:211.       24X 
Fiche:  30-000,  02/09/28.0311120179. 
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S      fleportable    occurrences,     LEfii   4    related   cnrritp  ondenci 

6307070057  Describes    screeninc;   of    LER  32-07  ri   potential    flooding    in 
control    room.  Mil     info    about    evinfc    provided    by    resident 
inspec  to.1-.  Review  of    draini    to   4 «    performed    to  determine    if 
sufficient    draining    capacity    tiliti. 

IMBRu.E.V.       Reactor    Operations    Analyst*  Branch.       93/06/29. 
HICHELSOHiC.        Director'*    Office.        gpp.        13076:133        24X 
Fiche:  30-361,  92/06/29.  920 7070057. 

B31102028B  Foru«rds  LER   B2~120/Q3L-Q,  Be  tailed    event  analyili    submitted 
RfW.H.B.        Southern   California    Edison    Co.       62/10/2!.       ENQELKEN,  fi.  H. 
Region    5,    Office   of    Director.       2pp.        15893:126        24X 
fi  che:  30-361.  B3/1O/21,  B21102Q2BB. 

—8211020274  LER   B2-12O/03L-0:  on    G20921 , turbina   electro-hydraulic    control 
valves    2UV-2300  C  tt  Q   failed    to   close   following    turbine    trip 
fforing    turbine   generator    eicitafcion    testing.  Caused   bi; 
mechanical    Binding    between  valve   spindle  !i  bushing, 
KAV.H.fl.        So.uthern    California    Edison    Co,       B2/1O/21  Region    S, 

Office    of   Director.        Ip.        15862:128.        24X   Flche:  SQ-361,  32/10/21 , 
&21 10202BS. 

6211020338  Foruards   LER    B2-124/Q3L-0.  Detai  ltd    event  analysis    submitted 
RAV.H.S,       Southern  California    Edison   Co.      82/10/31.      ENOELKEN.R   H 
Region    S,    Office    of    Director.        Spj.         15599-009         24X 
Fit  he:  50-341,  92/10/21,  821 102O3B8. 


FrMrl"   LE"   82-I24/Q3L-0.  Detailed    event    analysis    •  uftnUtt 
RAY.H.B.       Southern   California   Edison    Co.       92/11/09.        ENQELKEN, R   H 
Region   5,    Office   of   Director,       2pp.       16149-  33Q        24X 
Flche:  50-361,  02/1 1/09,  821 1 190248. 

— B21M9Q252   LER   B2-I26/03L-0: on   821010, main    steam    trap    isolation    va 
2Hv-B249   loit   position    indication    during    routine    control 
room    imp, Caused   by    loosening    of   reed   switch    assembly 
aZSL-8249-3    on   valve    st em,  Assembly     tightened 

RAY.H.D.       Soothern   California    Erflaon    Co,        82/11/09.  Reflion    5, 

Office    of   Director.        Ip.        16149:230.       2«    Fiehe:  50-341.  B2/1  1/05, 
S3  111  90240. 

02111B02S7   PWO-V-.B2-043:  on    821 109.  reac  tor    e.perienced    cooldoun 
transient    of    approi    I2B   F    over    4.  3-minote    p er iod.  Caused    bu 
steam  generator    feerfuater    bvfla,,    valves   failing    shut   due    to 
main  plug   an    pouer    supply    disconnecting    From   cabinet 
KIRBCH,D.F.        Region    5,     Office    of    Director.        S2/11/10         Sop 
16140:256,       24X   Fiche:  50-361.  B2/1 1/10,  831 1 1  B0257. 

8311190108   RQ   B2-138:  on   B21 109,  momentarv     loss     of  pou,er    to    feetfwatcr 

control    ivs    e  .per-ienced.  Reactor    tripped  I,  ECCS  initiated   LEtl 

eipicttd    6s    B2HB3   6    special    rept    per    limiting  condition    for 
o-p*ration   Bipected    oy    830208. 

RrtY.H.B.        Southern   CaliFornia   Ediaon    Co.       03/11/10.        ENGELKEN'.  R-  tl 

Region    5,    Office    Of    Director.        Ip.        16150-254  24X 
Ficfie:5O-361,  B2/1 1 /IO,  B31 1 190109 


—8211020390  LER   B2-124/03L-0;  on    B20932.  (uhile    in  Mode   2,conden«at» 
itoi-aje   tank   T-12O  uatar    level    fell    beloiu  Tech   Spec    limit 
Cauied   by    infldequate   makeup   water    control    to   tan*    T-121    Tech 
Spoc    change    to    improve    level    indication  propooBil. 

RAV.H.B.        Southern    California    Edison   Co.       82/10/21.  Ra-olon    5, 

Offlca    of    Director,         Ip.        13389:010,        24X   Fich»:  30-361,  62/10/21, 
63  1  1  020388. 


n      F?ru»p("1   LER   B2-122/03L-0.  Detailed    event  analu.i*    submitted 
RftV.H,  B.        SouthErn    California    Ediaon    Co.       83/10/21.       ENGELKEM.  R    H 
Region   5.    Office    of    Director.       2pp.        15BQ7-  178        34X 
Fiche:  30-361,  82/10/31,821  1030554, 

B21I020564  LEft  B2-132/03L-0:  on    320921,  pilot    fl«n,,   of   train*    A  Ir  D 
to«ic    ga*    isolation    sg*    butane   monitors   e  xtinguishetf.  Causetf 
bu    low  bottle   pressure    for   «ingl«    hydrogen  bottle   iupplulng 
both   monitors.  Bottle   replaced. 

S«;H'&-«  j?outhern    California    Edison   Co,      82/10/21.  R.g  i  on    5, 

"  '"•       IS3&7   IBO        24X  Flche:50-3 


S211020258  Fgr«.Tf.   l£B    9a-lM/«L-0.  D.t.H.d   ev.nt   an 

R.aian   i      rS3t  .    nJ         I"1*   Edl"n    C°'      S2/1("'23. 

Beflton   5,     Office'    at    Director.        Zpp.         1SB82   331         24X 
Fiche:  80-361,  B3/1O/22,  BS1  1030253. 


B311190131    PWO-V-82-045A:  on    B21  1  10,  duri  ng    trans.  .nt.  after    powe 
restored1,  steam   Generator    filled    above    normal     level    i 
pre.iuriier    level   uiant    to   0  for    approi    3  minutes    Small 
amount    of   mater    entered    main    steam    lines,  No    damage    evident 
KIRSCH.D.,     TOUNB.T.        Regions,     Of  f  ice    of   Di  rec  tor.        02/11/15 
161SO:  191.        24X    Fiche;  50-361,  83/1  1  /IS,  B31  1  1  90131. 


Ip 


v  F°rluarda   LER   B=-137/01T-0.  Detailed    event    an^lijsis    .ubmltt 

RAV.H.  B.        Southern   California   Edison    Co.       H2/11/17.        ENGELKEN.ri.il 
R«glon    5,     Office    of    Director.        2pp.        16226    291         3rtX 
Fiche:  90-361,  62/11/17,8211290516. 

9211390523   LER   B2-127/01T-0:  on    B2H02,  both     trains    of    iodine    r  ercova 
found    inoperable,  Caused    by   design    error    in    temporary    mod    on 
low   level    cutoff   controls  made    to    spray   chemical    tanl    T-105 
on  821019  &    Improperly    Installed    heat    tracing.  Mod    corrected 
RM.H.B.      Southern  California   Edison   Cn.       82/11/17.  Banian    g, 

DirECtDr         lp         16226:253.        24X    Fi  Che:  50-361.  H2/  1  1/T/, 


-130/03L-0,  Detailed     evc-nt 


8211290638   Forwards   LERs    82-1S9/03L-0   (, 
analyses    submitted. 
HAV.H.B.       Southern  California  Edison   Co.      B2/11/I7.       ENGELKENj  ft   II 
Region   5,     Office    of    Director.        2pp,         16223'  190         34X 
Fiche:  50-361,  02/11/17,  B21 129063S. 


-6211030245   LER    B2-123/03L-0:  on    S2O922,^hile    in   Mode   2,  cond.ns  ate 
storage    tank    T-I20   yater    l.v«  1    fell    b.lou  Tech   Spec    limit" 
r!nJ!r    "S    Jtnt    "10PB7a!ll«'Ca''"d    b-J    Inatfequate  makeup    uater 
«C  S  i      "S*"    Pre-i"lalllnin3    ""   «*•!•    ""ge  discussed 

'  Southern    California    Edison    Co,      82/10/23.  ft.gion  5, 

'  "602:223,       34X  Fiche;  50-361 ,  B2/1O/22 


—  B2I13906'44   LER   92-129/03L-0:  on    B21020,  condensate    storaoe    tank     T-1B1 
water    level    fell    beloui   Tech   Spec    limit.  Caused    bu    inadeouato 
makeup    uat.r   control    «.  restrictive    Tech    Spec.  Tech   Spec 
.changed  tt  design  change    requested, 

RAV.H.D.      Southern  California   Edison  Co.       B3/11/17.  Region    5. 

Director-        'P-        16223:200.       34X    Fiche:  5O-361, 


FUh.:  30-361,  82/IO/av,B21  1  1901SB 


, 


-Bitted. 


--8211290653   LER   B2-no/03L-0:  on    B21021 ,  condensate    storage    tank     T-IH1 
water    level    fell    below   Tech   spec    limit.  Caused    bu    Inadequate 
flikeup    uater    control   &   restrictive    Tech    Spec,  Tech    Spec 
changed, level    Indication    improved    &   new  design    requested 
RAY.H.B.      Southern  California   Edison  Co.       B2/I1/I7  Region    S, 

'Ct0ri        '"•        162a3:2°>'       Mt    Fiche:  50-361, 83/1  1/17, 


:  si.":,:",:::::.^; 

FAV.H.  B         Southern   California    Edi.on    Co. 


; 


B9I1SM304   Buppl.«..nt.i    deficiency   rept   re   pos.ltJ.    f.iiur.    o 
"  "?*«««*    tn««tor.  "inlti.n/r     ot^d   on 


e:  30-361,  62/11/02,8211230304, 


i:  80-961,  82/11/03,  B2U190I77/ 


V.     Operator   Examinations 


B210I30D19  Generic   Ltr   B2-1B    to   .11    power  reactor    applicants 
Hctnseei  re    reactor   oparator  i   senior   reactor    operator 

'-"'  that  "am>  hBaln  at 


?'  "'  *.    uDiv!llJn   ?f   Li"nsi"B-       B3/10/I2. 
Edison  Co.    of    New  York,     Inc.      15pp.       16002-234 
Fiche:  50-000,  03/10/12,8210130019  '"»"••<•"• 


ConsoHdatod 


-M          W">dl    U!*   •'   T"  mit"    nt«,..T,    for   administrat 
?5SiiiT          !V   "Mr-tnt  *   «.nior   operator   e.ams    on   821130- 
1203.AI1    ippllcationi    should   be    submitted   at    least   60  daus 
prior   to    first   turn  dates.  u 

BECKHAM.  D.  H.       Operator  Licensinj  Branch.      83/10/12.       D1ETCH,  R 
southern   California  Edison   Co.       5pp.       1590S'331         34* 
Fiche:  30-361,  82/10/12,8211030164.  '=»««••"».        ™ 
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DOCKET    50-362    SAN   ONDFRE   NUCLEAR    STATION,     UNIT    3 

A.     Ap  pi  icjt  ton/  coin  truct  ion    stage    document*    fc    correspondence 

0211120179    Responds    to   FQIA   request    for    all    inap   repts,  correspondence 
rut-maraud*    &    nther    documents   re    packaging   ti    transprot    of 
spent    nuclear     fuel    by    Southern    CA  Edison  Co,  Forwards 
documents     listed    in   App    A, 

PEYTON,  J,  M.  Civilian  of  Rules  and  Records.  02/09/29.  RAPKIN.A. 
minoli,  State  of.  4pp  16074:003,  24X  Fiche:  30-000.  B2/09/20, 
031  1  1  SO  179. 


Requesti    addl    info    to    complete   review  of   EBFAB   subgroup 
relay    Toed    Sp  ec.  per    020816    Itr 

KERRIGAN,  J.        Licensing    Branch    3.       03/10/07.       DIETCH.  R,       Southern 
California    Edison   Co.       CDTTON,  G.  D,  ,     DERNATH.  L.       San   Diego  Gas    it 
Electric    Co.         2pp.        I594O;  268.        24X    F  iche  :  30-361,  B2/  10/O7,  621  10303B9, 


B211190228  Forwards   Revision  7  to    offsitt   doit    calculation  manual. 

BASKIN.  K.  P.        Southern   California   Edlian   Ca.        92/11/10.        KNIOHTON.  0.  W. 
Licensing   Branch    3.       lp.       16149:001.       24  X   Fiche:  SO-361 ,  82/1 1  /10- 
B21 1190228. 


— B211190240  Reviiion   9   to    offilte   doit    calculation   manual.  One 
oversiie   map    enc  1 . Aperture    card    is    available    in    PDR. 
•      Southern    California    Edison    Co.        02/11/15.        78pp.        16147:002. 
24X    Ficht:  SO-361 ,  B2/1 1  /  10,  B21 1 19022B. 


B21119O331    Hoard    Notification   B2-1 17:  f  orwardi    Engtlken    921108    nemo 
summariiing    employee    allegations    re   ueldlng    practices    at 
p  lanti.  Al  leg*  tions    not    substantiated    1    represent    na    safety 
concern. 

NOVAK, T.M.       Assistant    Director    for    Licensing.       B2/11/10.  Atomi 

Safety    and   Licensing    Hoard   Panel.        2pp,        16169:354.        24X 
Fie  ha;  50-361,  62/11/10,0211190351. 


0211030394    Requests    adill    tnfo   clarifying    statui   re    environ 
nullification    of    la  foty-rel  ated    electrical    equipment. 
Equipment    that    does    not    meat  NUREO-0580  requirements    should 
be    identified. 

KEIlRlOrtN.  J.        Licensing    Branch    3.       92/10/07.       DIETCH.R.       Southern 
California    Edison   Co.       COTTDN.O.D.,     uERNATH,U.       San   Diego  Oas    f. 
ElBctrtc     Co.         2pp.        15940;266.        24*    Fl  che:  50-361  .  B2/10/07,  B21  103039-1. 


notification    of    Q21IO2   meeting   u/util    in    San   ClementoiCA 
(a    dlicuit    is«u<ince    nf   CIL. 

ROOD.  H.        Licensing    Branch    3.       B2/10/19.       KEHntOAN.J.       Licensing 
DrJtncl.    3,         3pp.         13970:337.        34X    Ft  ch  e  ;  5O-362,  B2/  10/  19,  821  1060617. 

HaiOStOOElD    Qtnu-ic    Ltr    B2-20    to    all    power    reactor    1  Ic  onieei,  permi  t 
holden    I-   applicants    for    CP   re    guidance    for    implementing 
tillP    t-uiiU.  Foruionfs   NUREC-0906.  NUREQ   to    he   used   as    interim 
mvaiure    until    flog   Outde    1.  70  revised,  Svc    liitencl. 
FISENHUTiD  G-        Division    of   Ulcenalng.       02/10/26.  Consolidated 

Edlion    Co.      of    Now   Vork,      Inc.        9pp.        15993:293.        24X 
F;lch>:  30-000.  02/10/36.  B2102600B0. 

02  L  lOlQJUO    ftilvisea    that    propoiod    interim   procedural    change   rsquiring 
vol    tojitrol     tan*    outlet    valve    to    be    placed    in  manual    before 
retfttlng    signal    b    cnrnmi  tment    to   modify    logic    consistent 
U/MHC    OuBition    223.12   <•    SER   fluppl    4. 

nABKIN,  K,  I'.        aouthern   California    Edison  Co,        IEu-BO-06,       32/10/^7. 
KNlOHTflHi  0.  W,       Licensing    Branch    3.       2pp.       15B6B:019.       S4X 
F-'Icho:  50-362,  OS/  10/27,  Q21  1010  ISO, 

r>ai  101000(1   Clarifies    position   r*    installation    of    inadequate   core 
coolino     initrumwntation.  Status    of    instrumentation    design 
ccm.t    t.    startup    schedule    (.    proposed    completion   dat"enc'  •„.„.._..  _  ,. 
HASHIM.K.  P.         Southern    California    Edison   Co.        S2/  1O/2B        KNIOHTDN,  Q.  U. 
Lie.  5.  ing     Branch    3.        3pp.        13067:141.        SIX    Fi  che  :  5O-362,  B2/10/2Q. 


Oil  1  1010336    Summariies    status    at    outstanding    items    in   Tables   3-1    8-  5-2 
at    environ    c(Ua  1  1  tl  cat  ion    rept    per   NUREO-03BB.  Revision  2.A11 
wquipmalit    e.cept    auxiliary    feedoiator    pump   motora   meets 


Southern    C.l 
Llc,n.l..fl    Branch    3.        4pp. 


orni*    Edis0n   Co. 
1  SUM:  001.        = 


^      KNIQHTON.O.  W. 
Fiche:  50-361,  B2/10/2B, 


aoflO:i   Dlscussts    propoaerf   hardware    modi    that  will    increase 
r«li«bllltij    of    auilliari)    feodyater   motor   driven    pumps    in 
.vent    of    ureak    in    high    energy    line    feeding    steam   driven 
punp.o.r    License   Condition   2.  COS).  Al  ternat  ives    e  »"*"•* 


. 

e211O304DD. 

Bai11lOai9   Advis.s    that    addl    info    Mill    b»    submitt.d    by   030101 
e.picttd     life    of   au.iltary    ft.du.ater    pump    motor    bearings 
"E»ni    environ    *>  max    si.e    line   break    tolerated   by    motor 


921111021^ 


--021119O352  Foriuards    summary   of    allegation*    re  uelding   practices   at 
plant*.  Licensee    investigation    did   not    substantiate   alleged 
concern*. 

ENQELK£N,R.  H.        Region    5,     Office    of    Director.        82/11/OB 
EISENHUT.  D.  0,        Division    of   Liceniing.       fipp.        16169:336.       24X 
Fiche:  50-36  1,  02/1  1/tO.  B21  1  1903SI. 

8211160309  Advises    that   subconmi  ttee   tJlll   be    eitablished    to  evaluate 
listed    items    re    staffing    &   training    of    licensed    operators. 
per    821115   d  i  scussi  on.  Rept    mill    be    submitted    no    later    than 
2  ult:    prior    to   eicuarflng    5'/.  power. 

DIETCH.R.      Southern  California   Edisun   Co.       82/11/15.       DENTON.H.R. 
Office   of  Nuclear  Reactor   Rtgulation.     Director.       lp.       16091:241.      24X 
Fich«:  30-362,  02/11/15,0211160309. 

8211160430  Requests    license    to    load    fuel    t  commence    initial    testing    up 
to   S'A   of   rated    thermal    power. 

DIETCH.R.        Southern    California    Edisnn    Co.        B2/11/15.        DENTON,  H   R, 
Office    of  Nuclear   Reactor    Regulation,    Director.       lp.       16001:360.       34X 
Fiche:  30-362,  02/11/19,8211160430. 

E.  NRC   Safety   Evaluation  Report    (SER),     suppls    fr  c-orre«pondtnce 

03110101BO  Advises    that   proposed    Interim  procedural    change  requiring 
wol    control    tank    outlet   valve    to   be   placed    in  manual    before 
resetting    signal    t.   commitment    to  modify    logic    consistent 
w/NHC   Question  222.12  !.  9ER  Suppl    4.  m,.n,n-, 

BASKIN.K.P.        Southern   California    Edison   Co.        IEB-00-06.        B2/10/27. 
KNIGHTON,  0.  W.        Licensing    Branch    3.        3pp.        15B68:019.        24X 
Fie  ha:  50-362,  B2/  10/27.  B21  1010180. 

F.  Security,    medical,     emergency    fc    fire    protection    plans 

B21004006B  Generic    Ltr   62-17    to   all    pouer   reactor    licensees   t. 
applicants   t.    holders   of  CPs   re    inconsistency   oatween 
requirements    of    10CFR50.  341  t)    t  STS   for   performing    audit*   of 
emergency   pre  pareifnes*   programs.  Svc    list   enel. 

EI6ENHUT,  0  V       Division   of  Licensing.       82/10/01.  Consolidated 

Edison   Co      of    NeuYork,     Inc.        1  Ipp.        16002:  2BB.        24X 
Fiche:  50-000,  02/10/01.  B21004006B. 

0210070019  Generic   Ur  82-21    to   all    licensee,    fc  applicant,   of   nuclear 
pouer   reattor.   T*   Tech   Specs    for    fire    protection  «<""ti. 
Forwards    guidance    discussing   9"*™!    *«P«    &   ^scrioinj 
elements    to    be    included    in   audit.Svc    list    encK 

IsENHUT.D.O.       Division   of   Liceniing.       »««"•  Con.olid.t.d 

Edison   Co.     of    Neui   York,     Inc.        19pp.        1B993:  338.        24X 
Fiche:  50-000,  02/10/06,  8B10070019. 

B211030329  Responds    to  recent    Itr    r.   annual    emergency    e.trcise 
presently    scheduled    for   B30323.Util    am.nabU    U   •M 
reicheduling    or   reduction    in   .cope   approved    bv   FEKA  fc 
NRC.  Related    correipondence.  09/10/22 

HASSEV,F.K.       Southern  California   Edison  Co        f*''0/2=' 
CARAVALHO.O.  A.       San  Clement  e.  CA.       2pp.       IS909.  3HB.       ^4X 
Fiche;  50-  206.  02/10/22,0211030329. 

Advises    that    fire    protection    *y.    not    in    Ut»r«l    compliance 


° 


0211110228 
UI11..MI7    Advi.B.    that    facility    OL  .ill    be    i««d    on  or   before    6311.5. 

........ 


82I1010IS9. 

R3II050227  Reaue.ts    further    info    re   conditions   *  authorU-tions 
required    tlr    "ant   ng   acce..   authorization    for   »*ntncv 
response   personnel    during    Inltl.  1    P-r    od  £    .-»,.«,&«! 
to   820B18   Itr    r.   ..c.rity    p  »"««*«"'•  »    <"'    ^Sfi  P        Souther 

ffirK-s-i^^ 

0211030237- 
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B2JOS90IQ8  Generic    Ltr    02-23   to   all    licensees   A   applicants    re 
inconsistency    bvtuienn   requirements   of    1QCFR73.  40<gl    t,  975 
for    performing    audits    of    lafegwards    contl  ng  incj    plain 
<s«curitu.    planl.Svc    list    end. 

EJSEHHUT,  0.  0.       Division   of    Licensing.       82/10/30, 
Edl«on  Co.     of    New  Yorti     Inc.       Spp,       15993-319 
Fiehe:  50-000,  S2/10/3G,  021O29010S. 


Consolidated 


8211180011    Forwards   ASLB   021001    k  29   orders    re   medical    av 
publle.p.r  B21110    telcon.  E.pert    individual    needed    tp    te 
en    radiological   contamination  b   e.posure 
CKftNDLER.L.T.       Hearing   Branch   2.       02/11/12.       SDNDHAU3.C. 
'  ""        16137:1H9-        24X   Fich.:90- 


for    uen.r.l 


82111A0066   Releases   public    version    of   r*vlsed    emergenci/    plan 
imp  lement  in.}    procedures. 

FELTON,  J.  M.       Division    of   Rules    *nd  Records.       B2/11/OB  Document 

Management   Branch.        Ip.        16101:311,       24X  Fie  he:  50-306,82/11/00, 
021 1I&006&, 


3nLMnir4l"lt    NRC111»«"    Li"""   N 
3.  DL   limited    to  5K    power.  W/o   license, 

™i!J?LERlLl  J'       Hearing   Branch   2.       02/1  1/1H, 

^n«MF--K  1r^s""*y  an     cer""  » 

94.        24X    Fiche:50-362,  82/11/18,8211190127. 


on    B21I15   for    Unit 


—8211160073  Forward*    public    varsion   at    Revision  2   to    Emerotncu    Plan 
Jraplementins    Procedure   S0133-VITI-14,    "Notification"   & 
Revision   2    to   S0133-VI I I-L1.  I,     "Cla  ii  if  fcation   of 
(Emergent i  es , " 

BASKIN.K.P.  Soutfiern  Cjillfornia  Ellison  Co.  02/10/29 
EISENHUT,  0.  0.  Dtvlilon  of  Licensing.  tp,  1&1O1'312' 
Fiche:  30-206,  ga/1 1/00, 


24X 


0211320172  Memorandum  fc   order   directing    ABLfl    to    suspend    procearflna 
initiate  bv    ASUB  021001    order    until    further   Co^ission  ' 

order.  Further    evidentiary    proceedings    mould    not    be    fruitful 
at    preient    time. 

'SeJi    t°"i;"1  ?f    th°    s««tar«    °f    the    Cammission,        OS/lI/tV 
eJ'i:*B    anJ  L1"nsl"3  B"rd   Panel.       3pp.        1AIW  Oil         a« 
:  50-361,  B2/IE/19,  021  UE0172  tou.uii.        *1» 


—0211160076   Public    ver.ion    of  Revision    2  to   CN.rg.ncv    Plan    ImplMi.ntln 
Procedure    SOiaa-UI  I I-I6.     "Notification'"   t,   R. vision  2   to  ^'"^" 

eOiaa-VIII-Il.  1,     "Clarification,   of   Emerg.dcles    " 
RAY,H.B.       Southern    California   Erfison   Co.       82/10/04        Aflno 
14101:313.        SAX   FichB:50-206.82/lI/09.B31114004i,     ' 

8211110&2B  Foruarris    mflrk.d-Up    021015  Tech   Spec,    identifuing    changes 
ns.d.d    in    1  i*ee«(    area;    Including    containmont    purg.  tnanitart, 
past-accident    sampl Ing, iod i n»   removal    lyi, fire    ratid 

;;2!l??.luf£'"|lra|i    fc/or    *P"ntl"''    «V*   <•    Hr»    hos.   stations. 
BASKJN.K.P,       Southorn   California    Edison  Co.       82/11/0?.       KNIOH7CM,  Q  u 

a-       "*   F^h.;  50-362 . 


nK 
in    hearing   arrangBments    for  menical    avis    to 

treat    radiolooical    contamination  ft  eipoaure 

CHANDLER,  L.J.        Hiaring    Branch    2.       02/11/23.        BflENGER,  E    L 

'  °f*     'P'     I6SB6;018'     S4)<  Fich.iM-sAi; 


as/u/aa, 


ii^?LA!Vi'"    *";*   ?omml*"Dn   B«»"  memoranduo,  t,  orflBr   L,!  11 
puftli.  had.  Issuance    designation   CLI-B2-3S  ad  ded   i   correction! 

BIUCKY.aw.       Docfcefclng   t,  Services   Branch.       02/11/34.  Off  let 

1 


FoTL'a''li'    =D«T»ct.  d    IE   Safeguard    Insp   Sept!    30-341/08-37  & 
50-362/02-25    on   820927-1005.  No    nonccmp  1  ianc.    noted  J*l/H'(   Jf   & 

Pl>»viousl3    tranimittnd    phuiical    »ecurity    ln*p    rept    fap   above 
period    erroneously    identified    al    50-361/82-28 
HQRDEWHflUO.L.  fi.       Division    of   Radiological    Baf.tu   t  Safeouards 

"  8aXll/23-       PAPAV'L'T'       BoiHH.rn   California    Edi.onCo         IP 

24X    Fi  che:  50-341,  S2/1  1/33,  821  130O333.  P' 


<n™Srrfet"'     IE   B**Wf4*     In*p    Raptf    30-361/B2-37    t. 
50-362/02-39   on   020927-1005.  Ho    noncomp  1  iant  e   notad   Ma,01- 
araai    i  nipe  cted  :  *eeur  i  ty    plan.  records   b  rep  ti,  tei  t  ino   8, 
maint,locH    t    lius.D>talli    uithhold     (rep     10CFB73  21  ) 
SCHUSTER,  M.D.,    ERVIN.  N.  E.  ,    HCflUEEN,  A.  ».       Di  vi  sion   of'  Rad  iol  os  ical 
Saf.ty    i   Baf.  guards    Program.        82/11/09.        Sff.      '14236:080         2« 
Fich«;30-361,Ba/ll/23,821la003SS. 

fl.    Adjudicator!)    corTespondanc* 

9211030329  Hesponos    to    r.cont    Itr    re    annual    .merj.ncu    er.rcis. 
presently    *chedulcd    For    330323.  Ut  i  1    anoRablt    to   ang 
rescheduling    or   r<dtietion    In    scope    approved    iq   FEMA  d 
NRC.  Related   correspondence. 

MASSEY.F.K.        9ooth«rn   California    Edison  Co.       fla/10/22 
CrtRAVALHO.  O.  A.       San    Clement*.  CA.       Spp.       1990?'  35B        34* 
Flc  he:  50-206,  S2/IO/aa.  021  1030329. 

SaiI030306  Heply    orief   re    certified    questions    Dn   definition  fc 
implementation    of    "modi-cal    «vt*.  "    Emergency    pTOvition*    for 
general    public    not    medically  req,uireil    during   Cla*«  f 
aecii(»nts.  C.rtlflcata   of    Bvc    encl, 

PIODTT.O.R,       FJouth«rn   California   Edison   Co.       PIQOTT.DB        Orricl 
Herpinntoji   fc   Su-tclifPe.       fla/iO/as.  CDmrnissUnen      '  ISon 

139JO:332,        SAX    Fich  e:  3O-361,  BZ/IO/20,  BS1  1030306. 

BS11030333  Foruards    table    of    contents    b    table    of    authorities 
inadvertently    omitted    from  applicant    B21Q13   brief   re 
certified    nue»tloni    c-n   definition  *    Imp  limitation   of 
"mtdJeal    svcs."    Ralatad    t  orrnspondence. 

PIOQTT.D.R.       Drrlct.     Harrington    feSofccliffe.      PfOOTT,  0.  R.       Southern 
California    Ediion   Co.       82/10/38.  Docketing   *  Service,   Branch 

3pp.         13910:331.        24X    Fie  Ke:  80-341,  B2/10/2S,  B2H030333 


8211010216  Reply    6rl«f    to  Commission   B20924    Ordar    CLI-B2-27  r. 
certified   medical    »vet    isiues.  Ko   advance    •rrangrirents    for 
•  mergencv    «vt  s    fo-r    general    pudlic    must   t<   mad*.  Ar  range  men  tt 
t»it  n>ad«   on    ad   hoc    basis.  U/Cer  tf  f lc»t*  of   8vc. 
CHANDLEff,  I..  J.       H.aring    Branch   2.       B2/tO/2V.  Comni  si  I  oners 

""*•"'"        24X  FicPie:  50-361,  82/10/27,8211010216, 


»ll««M»ndu.  t,  order,  adding    u,Mn«. 


C0ramls.ion. 

3pp- 


n      i-  S«r.ffl.nto,<!A    to 


^ 


ocument=  <•    correspondence 


I434S-OOI 
14340.001. 


B 

.«        '       Ban  DJeflD   Oa"    <•  EJ«etri<:    Co. 
iche:SO-302,02/ll/lSlB211300866. 


-B2I1300270  Ucans.  NPF-.5   ,„   facil  It«,  author!  ,  in 


g   operation    .t   X  MO 


P  R'"t0r  «••«>•**".    Director. 
24X  Fiche:  50-362,  83/1  1/  1  B, 


llpp. 


ardar  puling    on    objactions    to  A8LB  B21001 

clarifications    d   change*  malt    but  west 
nufficlcnt    reason   eilsts    to   postpone 

on    dvclsion   on    certified    issues. 
ifety    and    Licensing   Board  panil.       82/10/29 

Fl  Che:  30-361,  B2/10/29,  3211020457. 
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--0211S3D234    Proposed    Tech    Specs    3.  9.  B,  2   r«   refueling    operations   of    law 
uater    leval    to    permit    trains    to   be    removed    From   operation 
for    up    to    1-h    pur   fl-h    period    during    performance    of    core 
•Iterations    in   vicinity    of   reactor    pressure   vessel    hot    legs. 
»       Southern    California    Edison    Co.        Q2/I1/15.        2pp.        16193:209.        24X 
Fich»:  50-363.  83/1 1/19.  SHI  1230332. 

Q.      Inspection    reports,     IE   Bulletins   Si   e  orrssp  ondenc  > 

D20O»90aaO    IE    Info    Notice    03-37,     "Cracking    in    Upper   Shell    to 

Transition    Cone    Girth   Held    of    Steam  Generator   at    Operating 
'      PWfl.  "    Bvc    llat    encl. 

JDRDAMi  E.       Division   af  Engineering   &   Quality   Assurance,       82/09/14. 

Consolidated    Edison   Co.     of    Mem    York,     Inc.        105pp.        13930:001.       24* 

Fie  he:  SO-OOO,  02/09/16.  6200190220. 

aaon  190222    IE     Info    Notice    B2-34,  Re  vision     1,     "Melds    in    Main   Con  trill 
Paneln.  "    Svt     list    encl. 

JORDAN.  E,  L.        Division   of    Engineering    &   Quality   Assurance.      02/09/17. 
Consol  Idated    Edison  Co.     of   Neuf  York,     Inc.       107pp.       15695:105.       34X 
Flcho;  50-OOO,  BE/09/ 17,  B20BI90222. 

G2QB190221?    IE    Info   Notice    HS-39,     "Bve    Degradation    of   Thick   Wall 
Stainless    Steel    Rectrculatinn   Bg>   Piping   at    BUR   Plant." 
•Bvc    lilt    «nc  1 . 

JGRDANj  E.  L.        Division   of    Engineering    *.  duality   Assurance.       82/09/21, 
Consolidated   Edison   Co.     of   Neiu   Vork,     Inc.       86pp.       16017:098.       S4X 
Fiche;  90-000,  flS/09/21,  B30B1 90329, 

B2QB190S33    IE    Info   Notice    B2-3B.     "Change    in  Format    &   Distribution   BUS 
for    IE    Qul lot  ins, Circulars    &    Info  Notices.  "    Bvc    list   encl. 
DEVQUNO,  R.  C.       Director's    Office.     Office   of    Inspection  and 
Enfortnmont.       82/09/22,  Consul  idatetf   Edison  Co.     of  Neiu  Vork,     Inc. 

110pp.        16018:031.       24X    Flche:  30-000,  B2/Q9/22,  8SOS190333. 

Q20HI'?Oa33    IE    Info    Notice    B2-40,     "Deficiencios    in   Primary   Containment 
Eluctrieal    Penetration   Assemblies."   Svc    list    encl. 

JORDAN.  E.  L.        Division   of   Engineering    &   Quality   Assurance.       B2/0?/22. 
Consolidated    Edison  Co.     of   NOLI  York,     Inc.        HHpp,       15930:019.      H4X 
Fiche: SO-OOO, 62/09/22,8208190233. 


6211230431    Forwards    IE    Imp    Repts    50-206/62-37   t    50-363/B2-33    on 
920927-1001.  No    noncomp  I  iante   noted. 

BISHOP, T.W.  Divition  of  Resident.  Reactor  Project  !<  Engineering 
Programs.  B2/1I/08.  PAPAY.L.  I.  Snuthern  California  Ediion  Cn. 
2pp.  16192:  120.  24X  Fiche:  50-206,  B2/ 11  /OB.  521 123043  L. 

— 8211230439    IE    Insp    Repti    50-206/02-27    I-   50-363/82-33    on   B20927-1001    Ho 
noncompliance    noted. Major    areas    Inspected : const    activitiei 
involving     licensee    action    on     10CFRSO.  55< e I     item*, IE 
bullet  ins,  Unit    1    laiaitiic    madi    !>    fol  loujup    on    previous    insp 
HERNANDEZ, 0.  .     UA8NER.W.J.,     KIRBCH.D.F.       Dtviiion    of    Resident, 
Reactor   Project    V   Engineering    Programs.        B2/I1/05.        9pp. 
16193    122.        24X   Fich«:  50-306.  S2/1 1  /OB,  S3!  1230431. 

B30S19034B    IE    Info   Notice    62-43,     "Def  it  i  enc  ie  I    in    t-WR   Air    Filtration/ 
Ventilation   Sys.  "    Svc    list    encl. 

JORDAN, E.L.        Division   of    Engineering    &   Quality    Assurance.       H2/II/1A. 
Consolidated    Edison   Co.     of   New   York.     Inc.        lllpp.        16171.233.        24X 
Fiche:  SO-OOO,  82/11/16,9200190248. 

83DB190253    IE    Info   Notice    B2-4.5,     "PUR   Lncj   Temp    Qverpreiiure 
Protection."    Svc    list   encl. 

JORDAN, E.L.        Division    of    Engineering    ic   Quality    Assurance.       93/11/19. 
Consolidated    Edison   Co.     of   NBIU   York.     Inc.        93pp.        16333:296.        24X 
Fiche:  50-000,  82/11/19,6200190253. 

B211300335   Forward!    cnrrectetJ    IE    Safeguards    Insp    Repts    50-361/83-37    (, 
30-362/02-25    on    82O937-1005.  No    noncomp  1  ianc e    noted. 
Previously    transmitted    physical    security    insp   rept    For    above 
period    erroneouslg    identified   as   50-361 /B3-2S. 

NORDERHAUQ.  L.  R,        Division    of   Radiological    Safety    t    Safeguards 
Program        B3/11/23.       PAPAY,  L.  T.        Southern   California    Edison   Co         Ip 
16336:019.       24X    Flche:  50-361.  83/1 1/33,  B2i  1300355. 

— B2U300361    Corrected    IE  Safeguards    Insp   Repta   50-361/B3-37  i- 
50-342/63-33    on    020927-1003.  No    noncompliance    noted.  Hajor 
areai    inspe  cted:  *ecuri  tij    plan,  records   t,  repts,  testing    & 
maint,  locks    t    keys. Details   withheld     Iref     10CFR73   21). 
SCHUSTER,  M.  D.  ,     HQRTENSEN,  U.  P.  ,     SCHAEFER.  D.  U.        Division    of 
Radiological    Safety    t   Safeguards    Program.        62/11/09.        3pp. 
16236-030,        24X    Fiche:  50-361,  B3/1 1/23,  B31 1300355. 


0311100190    Foruflrds    IE   Inap    Repts    50-361/B2-28  E,   50-362/92-21    on 
020020-0923,  No    noncompHance   noted. 

BISHOP.  T,  W,  Division  of  fleiident,  Reactor  Project  &  Eng  ineer  infl 
Programs.  C!B/09/2Et.  PAPAY.L.T.  Southern  Calif  orni»  Ediaon  Co. 
2pp.  lAO2a:OBO.  24X  Fiche:  30-361,  B2/09/20,  B31  1  1O01  90. 

—  G211100197    IE    Insp    Repta    90-361/02-28   &   30-363/83-21    on  830820-0923.  No 
noncompliJince    notod.  Major   areas    Inspected:  loui   potuer   physics 
t»st    uitnossing,  monthly    maint    observation,  operational    safety 
v*rlf  ication   J.   plant    trips    -    safety    sys    challenges. 

CNApFE;e.rt,,     JOHNBTON.O.,     MENDONCA,  M.        Division    of   Resident,     fieactor 
Project   ft   Engineering    Programs,       B2/09/SB.       6pp.       16022:098.       S4X 
Flcne:  30-361,02/09/28.0211100190. 

0211180179   Responds    to   FOIA    reaueit   for    all    insp   repts,  correspondenire. 
roefnorandfl   4   other    documHnts    re    packaging  b    transport   of 
sp»nt    nuclear    fuel    hi/   Bouthorn    CA  Edison  Co.Foruards 

1UilA  N.A. 


Illinois,     Btata    of.       4pp. 


and   Record, 
16074:002.       B4X   Fiche:  50-000,  02/09/2B, 


Forwards   Cycle    2   rejUnal    SALP   evaluation  repts.  Performance 
belnui   flveraot,  Doard    rBCommehiJs    Increased    ln*p    effort. 
GNOE^EN,  R.  H.       R-gion    3,    Ban    Francisco,    Office    o      t    e   Director. 
Bl/09/^3.       MOSELEY.N,  M.       Systematic    Assessment    of  Licensee 
Performance    Review  Group.       Spp.       16074:211.       2-1X 
Flclm;S-0-000,B2/09/3B,B21  1130179. 

B2QB1W339    IE    Info  NotUa   S2-41,     "Failure   of    Safety/Relief  Valves    to 

BSSAtfE^-^&V/1^ 

ContDlirfated    Edison  Co.     ofNBu.York,     Inc.        HQpp,       15960.153.      MX 
Flth»:  30-000,  B2/10/22.  B200190S39. 

6211830384   Forward.    IE   In.P    R.pt.    30-361/82-30  1  90-362/82-26  on 


,  62/11/00,0211330384. 


-    8211230392    IE    In.p    R.p*«    30-361/02-30   fc  90-362/82-26  dn   830923-1035. 
6  SSli""    notedff-ilur.    to    properly   administer   operator 

sssFfari..  KIRBCH.D.  ^:i-o'3D!i 

Engin.Bring    Program*.       BZ/l^OS.       13pp. 
Flc4i.:  30-361,02/11/08,  031  1230384. 


S,    Reportable    occurrences,    LERs   i.   related    correspondence 

8207070057   Describes    screening   of   LER   82-07  re    pntential    floodinfl 
control    room.  Addl    infn   about   event   provided    by    resident 
inspector.  Review   of    drains    to    be    performed    tn    determine    if 
sufficient   draining    capacity   ousts.  Q-,,nt,30 

IMDRO,E.V.       Reactor   Oparations    Analysis   Branch.        83/Oi/29. 
MICHE(-SON,C.        Directnr.'s    Office.       2pp.        15876:133.       24* 
Fiche:  30-361,  82/06/29.  B307070057. 

8211330304   Supplemental    deficiency    rept    re   possible    failure    of 
Lumigraph    instrument    Ind  icators.  Ini  ti  a  I  lu   reported    on 
830405.  Resistors   will    be   veplac  ed,  inttrumen  ts   recalibr   t.  sys 


fornia    Edi 

Region          Office    of   Director.       2PP. 
Fiche:  50-361,  82/11/03,  821  1230304. 


n    Co.        82/11/02. 
16190:111.       24X 


ENOELKEN.R.H. 


V.    Operator  Examinations 

8210130019  Generic   Ltr  B2-18    to   all    power  reactor    applicants 
licensees   re    reactor    operator   (,    senior    reactor    operator 
requalification   e«ams.  Advi  ses    that    e.ams   begin  at    facility 


VDivonno      Licensing.        82/10/12.  C.B..U..«.. 

Edison   Co.     of    New   York,     Inc.        I5pp.        16003:234.        24X 
Flche:  30-000,  02/10/12,8210130019. 


88U0301M  Forwards    list   of    ref   matls    n«..»n  l 


a^!"30*ra*  iD" 

;  «  is. 


H-^^tUcensing    Branch         02/10/123P,ETCH,R. 
Southern  California  Edison  Co.       5pp.       15903:331.       24X 
Fiche:  50-361,  8S/10/13,  821  1020164. 


DOCKET   30-364    JOSEPH   M.     FARLEY   NUCLEAR 

F~S«eurity,    medical,    emerjency    t    f  *^*_^°***  """_^!.*"! 

B21004006B  Generic   Ltr   82-17    to   all    power  reactor    licensees   & 
inpIHsMti   &    holders   of   CPs  re    inconsistency    betu,e*n 
P.nuirements    of    10CFR5O.  54(t)    1  STB    for  perform.ng    audits   of 

^ST^^'ntvin^'or^n^g1"^^,  Consolidat 


dson  Co      of    Neu,  YprV.     Inc.       llpp.       16002:  2BB.       24X 
Fiche:  30-000,  82/10/01,6210040068. 
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62-21   to  ill    liceniee*   &  *pplic»nti   of  nuclear 


t"   50-000,  BS/  1  0/06.  8!  1007001  9. 


e3,t03W6  n 


il  .....  PuUI.  v.Mlcn  of  r.vU.d   .»erg«ncg  oi.n 


procedure. 


62!  1010304 


-SS1IOS03IB  Public  v.riion  of  Revision  4  to  Emergency  Plan   Implementing 
o.nr.Juri  FNP-O-EIP-2*.    "Offiil*   Notification,  " 
!    Mm'/  £U°r  Co.     82/09/13.      2BPP 
Ficln:  SO-34B,  BZ/IO/12.  831  1020306. 


J.     Inturance   1    indemnity    Information 


82U04O259  Farmardi   Endorsement   47   to   NELIA  Palicg   fJF-S3B  t  Eft 
39-   to   HAEUU  Policy   MF-93. 

FIELDER,  J.  Hinh  t  McLennan.  Inc.  ,  M  b  M  NucltAr  Cortiu]  tliti 
Div.  BS/10/23.  SALTXHflN,  J.  Assistant  Dime  tor  tor  S**li  I 
Rcl«tionf.  3pp.  13928:140.  24X  Fiche;  30-313, 32/10/85,  Bill 


P.    Operating    licinie   stags    document*   tt   corretaandBr<* 


B2093100S7  Oenevie   Ltr   B2-16   to   all   PWFi    llcBTif*«i   r* 

Speci .  flequeiti  revlaiu  of  Tech  5peci  to  dBtcrmlni  torn.) »tm 
u/guidance  provided.  Far  items  ui/deviationii  amend  to  llttnv 
piquired,  H/o  itated  encls.Bvc  list  encl. 

EIBEHHUT,  D.  0.      Division   of  Licensing,      02/09/20.  Coniul 

Ediion  Co.    of   NBU   Vorki     Inc.       15pp.       15930:  140.      £4X 
Fie  he:  30-000:  D2/09/20.  Q20<;2 10027. 


BE11040354   Appl  ic*ti  on   to   amend   OLi  con*  iitlng    of   oni-liat   ttl 
Tech    Speci   to   waive   turbine   valve   teitlng    during    rtntl-ndir 
of    fint   fuel    cycle.  Claai    III    amend   fee  and, 
CLAYTON,  F.  L,        Alabama    Pouer   Co.        B2/IO/OB.        VftROAj  B.  A        Oft 
Nuclear   Reactor  Regulation.    Director,      3p  p ,        13f?i;  aft,       24 
Fiche:  BO-344,  62/10/08,0311010334, 


&2!  1020704  P.ele«m  public  veriion  at  reviled   emergency  P'an 
•guiacent  >>  tuppliei  thtetUlt. 
FELTOfl.JH       Division  of  ftulM 


B21  1020704 


Ricords,       02/10/13. 


Document 


--8311010704  Foru.rd  public  veriiDn  of  p*g»   to  Res-Ulan  7   of  Proc*dure 
FNP-0-EIP-l4L,ccniiitlng  of  en«r)entv  plan  enuipmenl  t 
luppl  in   cbectl  it  t 

i     Alibina  Pouir    Co.      B2/09/22,  NSC  -   No  Detail  (if  Affiliation 

Oiv.n       Is.      13905:337.      24X  Flthe;  50-348,  BS/10/13,821  1020704. 

—  B2II020707  Public   veriion  of  pigt   to  Revision  7  of  Procedure 
FNP-0-EIP-ltI-,c<miiiting  of  emergency  plan  equipment  Si 
luppl  in  ch  eckl  iit. 

<     Alitjma   Pouer   Co.      H2/09/22.       Ip.       15905:339.      241! 
Fleh  (  -50-348^2/10/13,021  1020704. 

6S  SI  0405  43  Riliaiti   fublit  vinicn   of  rtvlicd   gtnaral  oft   nuclgar 
gintrjtion  procdTurts. 

FELTCN,  J.  M       Diviiion  of  Ruin  tnt  Bxorifl.       82/10/24.  Document 

Kinjgintnt  BrjncN.       ]p        15969:13!.      24X  Fichl:  30-349,  Q2/IO/3i. 
82  1  1040  543 


— 92I10fl0336  Propo«od   Dna-tima  Tech   Spec   cha.no,eii u*lvlnjj   turl 
teltlng   during   remainder   of    flrit   fuel    cycle. 
»      Alabama   Pouer   Co.      BE/ 10/08.       3pp.       19953:597,      34X 
Fiche:  50-364,  B3/ 1 0/OB,  62H0403S4. 

82U040S16  Foruirili   Amand    IB   to   Llcenie   NPF-0.i*f*ts   «valuiti 
notice   of    i  nuance   It  aval  lab  1 1  HV.  Amend  madlfli-i   Tich  Bptti 
bij   grunting   ualver   for    turbine    valve   teitlng    during 
remainder   of    first   fuel    cycle, 

REEVES.E.A.      Operating   Reactor*   Branch    1.       03/IO/GD.      CUY1 
Alabama  Pouer   Co.       2pp.       13969:109.      24X   Flch«;  SO-3M. 
B2 110603 16, 


-83 11 0405 19  Amend  IB  to  License  NPF-0.  modi  fg  ion  Ticli  Sp»(^ 
ufllver  for  turbine  valve  testing  for  remainder  at  -Mr-it 
fuel  cycle. 

VARGA.S.A.      Operating   Reactors   Branch    1,       B2/10/QG.      4*V 
19769:111.      24X   Ficho:  80-3M,  8S/10/OB,  FJ31  1040316. 


-8211040524  Safety   evaluation   supporting   Amend    IB   to  Lie-rut 
••      Office   of  Nuclear   Reactor    RegulaUoni     Director,       GSfl 
15969:  115.      24X   Fiche:  30-364,02/10/00,  02110i051& 


—8211040547  Foruardi  public  vinian  of  Revition  0  to  general   a  f  c   nuclear 
]tnirition   procidurtd  Including  Procedure   QO-EIP-10li 
"Coipor*ti  Encrgency  Grjanliat ion. " 

CLAYTCn.F.L       Alabani  Pouer  Co.       62/10/04.  Office  of   Nuclear 

Rtictor  Rigulition,   Director.      2pp.      15769:132.      24X 
Fiche  50-349,82/10/24,021 1040563. 


—  B211040570  Public  vtriion  of  H«viilon  0  to  general  ofc  nuilear 
jintr'tion  procedure!, including  Procedure  OO-EIP-101, 
"Corporite  Qrjaniution.  " 

MCODHAN,J.  M.     Alabani  Pouer  Co.      32/10/01.     227pp.      15769:134. 
Fiche  50-349,82/10/34.  B3!  1040543 


-B211O60330  Notice   of    issuance 
WPF-B. 

vAROA.B.A.      Operating   Reactors   Branch    1.       02/  LO/GU 
15969:  11B.      24X   Fiche:  50-3i4,  03/10/09,031  1060316 


availability    ol    Antnd    IB  t 
Sft 


021115O1B3  Discusses  B20930  presentation  ui/ut  1 1  •  Ma»tln|h»ijii 
Region  2  ofc  re  fuel  damage  resulting  from  baffle  utter  n 
impingement.  Attendance  list  encl. 

D'REILLY,  J.  P.  Region  2,  Office  of  Director.  B2/10/M. 
MCDONALD,  R.  P.  Alabama  Pouor  Co.  3pp.  1*033  104.  HI 
Fiche:  30-34B.  82/10/20,  B21 11 501B3, 


6510290108  Ointrjc  Ltr  B2-E3  to  ill   Ucinieet  tc  jjiplicints  TI 
inconiHUncu  btlwten  rtquirenints  of   10CFR73. 40(g )  \>  6TS 
far  pirforninj  ludlti  of  iifiguardt  contingency   plant 
decuritv  plinl.Svc   lilt  >ncl. 

EIEEHHUI.D.e.      Dlvliion  of  Llcensin).      B3/10/30.         Contal  U*t*d 
Ed j ion  Co     of   Htw  YoM,    Inc.      Spp.      13793:319.       24K 
Fiehi:  50-000.  Sa/!0/30,83l02TO10B. 


8211010326  Foruardi    safety    evaluation  b   technical    evilij*ll-o 
main   iteam   line   break   ui/cantlnued    feeduater    addition 
(IE  Bulletin   BO-04).  AnaluiU   acceptable.  U/o    tlcAnlc*! 
evaluation. 

VARQA.S.A.  Operating  Reactors  Drancli  1.  0JW10/2I. 
Alabama  Pouer  Co.  2pp.  1S8E<0:309.  24X  Flcht:  $Q~3 
BSt  1010326. 


D2M040379  Cintric  Lir  SS-25  to  ill   pouir-  reactor   licensee!   re 
intiinttd   IAEA  enrciie  for  physical   Irn-entorv   it  UJRi.Anii 
cociit«ent  to  pirtlcipite   in  tierclte   it  voluntary  i  ing 
util  tK»t  p»rticip4tei  ulM  bi  relnburtea.  9vc   tut  encl 
ElBEMfjr.D.O.      Diviiion  at  Licenilng.      82/11/03.         Contoltdi  tsd 
Etlton  Co.    of  H«n  YorV.    Inc.      1  l*j>        1601: 9;  004        24X 
FKtie:SO-000.  82/11/03, B21 1040379. 

8211010177  Foruirdi   protection  ufgradt  retponie   to  10CFRSO  «  Ic   Aon  R 
r,,u,r.B,nji.Sub«itt.l  mwliti  B21006  i   19  <ronver.it I ons 
tttMin  utll,«  t,  NHC  re  BE070I    d»lgn  descrlotion  for 
<lUrn«tlve  «  dedlcited  ihutdoun   lyt. 
CUYTO.'J.F.L      AUbM.  Poutr  Co,      B2/I1/03.      VAROA.B.A       Office   of 

"' 


—  8211010332  Safety  evaluation  of  main  steam  line  brtat  *'{ 
feeduater  addition.  Main  feaduater  sui  laolatod  b  auiili 
feeduater  iij»  flou  rtstrictori  limit  floui  rtduc  In  j  pate 
for  containment  overpretiuriiation.  Anal tfs  Is  atctp t*Slt 
*  Office  of  Nuclear  Reactor  Regulation.  D(r«ctflr  9?^ 
1S8BO:311,  24X  Fithe:  BO-34B.  B2/10/B1,  OH  1 1010336, 


B21 1090040  Foruards  Amend  19  to  Llcenn  WPF-Q  li  lafity  »u*1 
eitends  time  to  complete  modi  for  containmant  ovtrc^rrtnl 
protection  devices  in  electrical  penetration  circuit*,. 
REEVES, E.  A,  Operating  Reactors  Branch  i.  B3flQ/S5,  Cu 
Alabama  Pou*r  Co.  2pp.  16029:015.  S4X  Fl  eh»:  M-34I.BJ. 
82 1 1090040. 


-021 1090044  Amend  19  to  License  NPF-B,  it tind  Ing  tl««  to  c 
for  containment  avercurrent  protection  device)!  In  tltt 
p»netr*ttan  circuits. 

VAROA.S.A,      Dparating   Rtactori   Branch    1.       63/10/35,       J 
16029:017.      B4X   Fiche:  30-364,  B2/10/23,  BH1  JO-9O040. 


-6811090047  Safety   evaluation   supporting   AmtnS    19   to  t.lrt 
*      Qfflc*   of  Nuclaar  Reactor   Regulatlonr    Bir*etar,       BS 
16039:017.      24X   Ficht:  30-364, B2/10/B3,  S3 H09CHJ40. 
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1Q36OOQB  Oaneric   Ltr    B2-20   to   all    power   reactor    1  icenseei,  permi  t 

hol-dtri   &    applicanti    far    CP  re    guidance   for    implementing 

5RP    rule.  Foruardi  tJU(lEO-O906.  NUREO   to    be   used   as    interim 

measure   until    Heg    Ouida     1.70  revised.  Svc    list   encl. 

E1EENHUT,  D.  0.        Division    of   Licensing.       62/10/26.  Consolidated 

Ed  it  on  Co.     of    Neu   YOT  * ,      Inc.      9pp.       13993:395.       24X 

Fiche:  30-OOO,  B2/10/2A,  B21026009B. 

10270030  Generic   Ltr    B3-23   to   all   PUR    licensees    re   Congressional 

request    for    Lnfo   concerning    steam   generator    tuba    integrity. 

FdTiLiards    Cong  rosiman    ETJ   Markoy    021019    questions    re    staam 

gen&rator    tube    int agr ity . 8vc    list   one!. 

EISENHUT,  D.  O.        Division    of   Licensing.       02/10/26.  Consolidated 

Ed  lion  Co.     of    Neu   York,      Inc.       10pp.       16099:332.       34X 

Fictifi:  50-000,  H2/IO/2i,  BH10270030. 

11160136  Forwards    safoty    evaluation   re    design   of    diesel    generator 
lubrication    mods    For    diesel    generators    1C   b    3C    to   meet 
Llcenso   Condi  t  ion   2.  C.  <  19)  (c).  Requirements    satisfied    for 
adequate    1  i>tir  i  cation    to    bearings    to    prevent    dry    start. 
IMRQA.B.A.        Operating,    Raactors    Branch    1.      95/10/29,      CLAYTON,  R.  L. 
Alabama   Pouer     Co.        Sop.         16129:043,        24X   FI  che:  30-364,  02/10/28, 
B2U1AOI3A. 

•8211160141    Bafety    evaluation   supporting   design   of    dlesel    generator 
lubrication    muds    for    diesel    generators    1C    &  3C    to  meet 
License    Condition    2,  C,   U9Mc>. 

GIBBONS,  T.        Office    nf    Nuclear    Reactor  Regulation,    Director. 
B2/10/2ET,         ii(jp.         16I3V:043.        34X    FI  che:  50-364,  B2/10/2B,  831 1  16013d. 

ill  150344    Forwards    Haat  i  nghouse    rept,     "ProEsuriier   Safety    (.Relief 
Line    Piping    &    Support    Evaluation."   Ropt   annluies    downstream 
loads    bafloiJ    on   EPRI    safety    d  reliaf   valve    test    program   per 
TMI    Action    Item    1 1 .  D.  1 .  Adequacy    confirmed, 

CLAYTDN.F.  L.        Alabama    Power  Co.       S3/11/O4.       VAROA.  8.  A,       Office   of 
Nuclear   Re-actor   Regulation,    Director,       3pp.       16060:001.       24K 
FLche: 30-340,  02/11/01,  0211150066. 

-8211130363    "Preisuriier    Bafety    <•  Relief  Line   Piping  fe  Support 
Evaluation.  " 

SMITH,  L   C,  ,     SIDDLE.  0.  R,  ,    CJANO,  K.  C.       NBatin|)house  Electric    Corp. 
03/10/31-         76pn.         16040:004,        34X    F  Uho:  50-34B,  83/1 1  /04,  021 1130266. 


8211230110   Application    to   amend    QL.  cons  i  sting    of    c  hang  us    to    Tech    Spi 
reflecting    neu   organi  lation   chart    t,    mgt    titles    Class     II 
amend    fee   enc  1. 

CLAVTON,F.L.        Alabama   Pomer    Co.        82/11/16.        VARGA,  5   ft         Office    of 
Nuclear    Reactor   Regulation.     Director         2pp.         16144    001          34< 


Fit  he:  50-349.  62/11/16,8211220110 


— 0211230115   Proposed    Tech    Spec    changes    re 
chart   ti   mgt    titles. 

«      Alabama    Power   CD.       92/11/16.        llpp. 
Fie  he:  50-34B,  S2/1 1/ 14,  821 12301 10. 


rgaril  ta  t  mr 


9211300174   Forwards    response    to   Generic    Ltr   B3- 16,  reviewing    NUi7E<j-O'/:rv. 
Items    I.  A.  I.  1.  3,  I.  A    1.  3,  II.  E    1     1,  II    E    1 .  2.  I  I    E   4.  1 , 
II.  E.  4.  2.  S,  II.  E.  4.  2.  d,  II    E   4.  2.  7,  1 1.  K.  2.  8,  I  I .  K   2.  13, 
II,  K.  3.3   J.    II.  K.  3.  12 

CLAYTON.F.L.        Alabama   Power   Co.        82/11/19         WRGA,  S.  A         NRC    -    Ha 
Detailed    Affiliation   Given.       3pp.        16S3B.  303.        24X 
Fiche:  50-348,  03/11/19,321  1300171. 


921 1290658   Application    for    amend    to   License   NPF-B,  incorporating    dps 
changes   !.  add  1    info   prior    to  startup    follouing    first 
refueling    outage   Changes    concern   containment    penetration 
overcorrent    protec  t  Ion.  Safety    evaluation   encl. 

CLAYTON,  F.  L.        Alabama   Power   Co.        53/11/2-1.        VAROA,  S    1         Office    of 
Nuclear    Reactor   Regulation.    Director.        Bpp.         14223-043         24* 
Fiche:  50-364.  S2/1 1/24,  931 1290658. 

—8311390663   Proposed    Tech    Spec    changes    re   containment   penetration 
overcurrent    protection,  containment    vent    valves    ',     safetij- 
related   mechanical    snubfiers. 

»      Alabama    Pouer   Co.       82/11/34.        43pp         16223:051         £4X 
Fiche:  50-344,02/11/24,8211290659 


Inspection   reports,     IS  Bulletins 


sp  andpnc 


B209190330  IE  Info  Notice  93-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Girth  Weld  of  Steam  Generator  at  Operating 
PUR.  "  Svc  list  encl. 

JORDAN,  E         Division    of   Engineering    (.   Quality    Assurance 
Consolidated    Edison   Co.     of   New   Yorl.     Inc.        lOSpp.        15930:001 
Flche:  50-000,  83/09/16.  8208190220. 


311170093  Forwards    lafett;    evaluation   8.    technical    evaluation  rapt   re 
Multi-Plant    I  torn   C-14,      "Seiamic    Qualification   of   Auxiliary 
Faeiluiator'    fivs."    Bi/a    occnptable. 

vrtn«rt,S.A,        Operating    Reactors    "ranch    1.      82/11/03.      CLAYTON,  F.  L. 
Alabama   Pauur    Co.       2pp,        16147:029.       2-1X  Fi  che:  30-349.  B3/1  1/OB, 


-0211170077    Safety    evaluation  of    seismic    qualification  of   auxiliary 
faoduntor    •  ys,  fly  s    acceptable. 

*      OfflcB-    uf   Nuclear    Reactor    Regulation,    Director.      92/tl/OH.       ip. 
16147:031.         24K    FI  ctie  :  30-34B,  B2/1  1/OQ,  031  1  1700G2. 

-B3L1170IOB    "Beismic    Qua  1  1  tieotton   of    Auxiliary   Feedwater   ays." 
technical    evaluation    rapt.Sys    acceptable. 

4      Lawrenco    Livermora    Laboratory.       B2/10/01.  NRC  -  No   De  tai  1  ed 

Affiliation    Oi«=n,        9pp.       16147:032.      S4X    Fiche:  50-34B,  82/1  1/08, 
B3111700S2. 

I2U1-90341    Foruardi    safety    evaluation   re   boron  miiing   fc  natural 
circulation    cooldown    tests    per   License  Conditions   B.C    ('I"' 
ti    2.  C.  (IS)  <c)    re    loui    pouiar    teitlng,  in   response    to   02O70B  & 
1021    Itrs.Util    commitmant    complete.  .....  .u™,  c  i 

VAROA.9.A.        Operatin,,    Heflctors    Branch      .      02/11/10       CLAYTON,  F.  L, 
'l-barna   Pow«r    Co.       2PP.       16174:348.       24X  Fiche:  50-364,82/11/10, 
021  1170344. 

-8311190346  Safstu    evaluation  re    boron    mUlng   &  »•*»«*    'i""'i'tl0n 
eooltfouin    test,    for    License  Conditions  2.  C.  (9)(o)    (.  S.  C.  (12) 
<cl    re    lou.    pouer    toting    per   NUREO-0737,  I  t«m    I.e.  1. 
Conditions    will    he    deleted   from    license.  „,„„,,:„ 

E   A        Office    of   Nuclear   Rrac  tor  Regulation,    I*"'*"-    „.  . 
2P°         14174:350.       24X  Fi  che:  SO-3M,  BZ/1  1/10,  021  1  1703M. 

32111c,0047   Generi-:    Ltr    B3-26   to   pouer    reactor    licensees    (except   Fort  St 


of 


S    ^vi,tr   of  Licen.ing.       «/l  I  /  «.  Consolidated 

Edl»on   Co.     of    Neui   Yorfc.     Inc.      52pp.       16233.813.       24X 
Fie  he:  50-000,  82/1  1/  12-8211  160047. 

3311300324    C»nMr»»   E21214   meeting    to    present    •""•"I 
eurrtnt   WettinBhou«»    owners   group    prooram   to   revis. 

K^SsLEy?ab.      Ha,tlnBhou.e  "P-" 
KINOSLEY.O.D.       Alaoan-a    Pouer  Co, 
NuclMr   R«  =  tor    RM"1*  »?ni  "ll" 
Fi  eh*:  30-364-  B2/1  1  /  13-  921  1300334. 


B208190223    IE    Info   Notice    B2-34.  Revision    1,     "Welds    in   Main   Control 

Panels."   Svc    list   encl.  o-i  «ia  / 1 -? 

JORDAN,E.L.        Division   of    Engineering    It   Quality    Assurance.       83/OV/t/. 
Consolidated   Edison   Co.     of   Neu   York.     Inc.         107pp.        ISQfSlBS.        ,  IX 
Fiche:  30-000.  B2/09/I7,  830B190322. 

920B190239    IE    Info   Notice   B2-39.     "Svc    Degradation    of    Thick    Hall 
Stainless    Steel    dec  ircula  tion    Sys    Piping   at     BWi)    Plant." 

Bvc    list    encl.  at/na/'ii 

JORDAN,  E.  L.       Division   of    Engineering    '/  Quality   Assurance.      8«-/O¥;' -'• 
Consolidated    Edison   Co,     of   New   York,     Inc.        86pp.         14017-093.        2<1X 
Ficfie:  30-000,  B2/09/21,  B20H190239. 

B208190223    IE    Info   Notice    B2-3B.     "Change    in   Format    ',    Distribution    Sy  s. 
for    IE   Bulletins. Circulars   d    Info   Notices."     Svc    list    encl. 
DEYOUNO.R.C.        Director's    Office,     Office   of     Inspection   and 
Enforcement.        82/09/33.  Consol  idated   Ed  i  son   Cn       of   Neu   York,     lr,r. 

110pp.        16010:  021.       24X   Fiche:  50-000,  82/09/22,  8303190323. 

S20S190233    IE    f  nf  o   Notice    82-40,     "Deficiencies    in   Prinaru    Containment 
Electrical   Penetration  Assemblies."   Svc    list    encl.  D3/™/'vi 

inBOAN.E   L         Division    of    Engineering    t   Quality    Assurance.        Hd/o//..t 

Consolidated   EtfiBon  Co.     of  New  York,     Inc.        112pp.       15930:019.       ^1X 
Fiche:  30-000,  83/09/22.  B208 190233. 

S2111504B4   Forwards    IE    Insp    Rept.    50-34B/B3-24   fc   5O-264/B2-23    on 
B20fl3-17.No    noncompliance  notei.  m,m/n,A 

DAN'CE-H.C,        Division   of   Project    !.   Res  ident    Programs         H2/1O/O6 
MCDONALD.  R.  P.        Alabama   Pouier   Co         3pp.        16OJ7:  163.        JSX 
Flehe:  50-349,  82/10/06,9211150494. 

-8211150490    IE    Imp    Repts    50-34B/B2-24    1.   30-344/B2-33   on   930913-17.  No 
noncomplianc*   noted. Major   areas    inspected  : radiation 

PEERY^u'u"!     BARR.K.      Division    of   Engineering   it   Technical   Programs. 
B2/1W05         4pp         1^7:  165.        24X   Fiche:  3O-34B,  S2/10/06,  821 1 1  504B4. 

8209190339   IE   Inffl  Notice  83-41,     "Failure  of    Safety /Rel i  ef  valves    to 


Consolidated    Edi.  on   Co.     of   Ne^   York, 
Fiche:  50-000,  82/10/23.  8208190239. 


13960.153. 


820819024S  IE  Info  Notice  82-43,  "Deficiencies  in  LWR  Air  Filtration/ 


.      v 

Consolidated  Ediion  Co.  of  New  York,  Inc. 
Fiehe:  50-000,  8E/1  [/16,  B208190248. 
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Lou  T»rap  Ovirpretiun 


IE   Info   Nitici   B2-45. 
o"   •    S.I    Int    tncl 

MEL        Elviiion   of   Enjinttrinj   6   Quality   Aituranct.      B2/11/I9. 
"cSrtalUitia   Ednon   Co      of  N.u  Verl,     Int.       93pp.        16233:395.       24X 
FitM     53-000.  Ba/Il/l'.GIOBlMSSa. 


—3211170441   LEO  82-043/01T-0:  on   82102Q,  durin  fl    *tt«fflpt    to   Eton 
containment    tprag   manual    isolation    valves    QSEJ3VOOIA   L 
QBElGUOOlBi  val vei    found    almady    c  1  oierf,  Ca used    by    procidura* 
inadequacy    b  nonconformance  u/deslgn    draulnga. 


HAIRSTQN,  W.  0. 
Director.       3pp. 


Alabama    Power   Co,       32/11/10.  Rwjlon   S,    0- 

16106:  190.       24X   Fichs:  50-361. 


2II3J0232   Forujrdi    'Suppl    to  fi(p(   on  Rt-Evaluation   of   Concrtte    Maipni-y 
Willi     in   Ruponn    ta   US  NBC    IE   Bulletin  BO-11    "   Requests 
I'll   6210I1'  Itr   »*dir.j   ddrtion  of  Lictnse  Condition 
;  CMftl    bt   ridifieij    to   riquilt    (itinlion 

CLAYTON.  F   U        Alabama   Peu»r  Co        B3/11/19,       VASSA,  S.  A.       Office    of 
P.'jslfir-   ftMCtnr   Rtjulalion,    Director        2pp.       14237:227.       24X 


-•-32I130-OJ54   "Suppl    to   f»(pl   on  Hi-Evaluation    of   Concrete   Maionrg   Walla 
in   flimanf*    to   U3  NBC    IE  BulUtin   BO-11,  " 
t      Btm«I    Corp.       03/11/30        20pp.       16337:  BS9.       Ztt 
Fit  h  t    M-364,  53/1  1/19.  B21  13002H3. 


iparti   i   rtlitcd   tomsponilentt 


5211020575   FsrvjHi   nonlMv   opiratinj    tspt   for   Har    1901. 

CLftVTO.'I.F  L        Mtitr.i   Pou*r   Co.       81/04/15.  Office   of   Man^a  Bnsent 

*rr{   Projrii  Anjl<j>M         Ip         I5SBB.  124.      34X   Ftiht:  50-344, B1AH/1 9. 


8BII290508  Foruardi   LEHa   02-05Q/03L-0,  B2-O44/03L-O   i, 

CLAVTOMi  F.  L.       Alahama   Power  Co,       02/11/22.  HeuJon    ff.    Offl4 

Dirtctor.       Ip.       16226:244,       S4X   Fiche:  3O-3HB,  BS/K/SS,  331  IK9( 


—  B3II390529  LEfl  fl2-044/03L-0:  on   B21023,  tfuvin  g    routine    thu^de*' 
driven  auiiliary    tnediiiater  pump    dec  larv-d     Innporablf   uhrrv 
pump    tripperf.  Cauied    bg    ovenpeed    trip    link»ga    6*in}    In 
tripped   po«  i  ti  on.  Trip    linkage    reiet    !<  returned    to    tv-c 
HrtlRSTON.H  0.       Alabama    Pouer   Co,       02/11/32.  R«a(on   2,    Q< 

Director.       Ip.       16226:2-16.       S4X  F'l  c  he:  SO-3iIO,  03/1  1/5^031  JS 

--B2II290S34  LED  B2-043/03L-0:  on  021023,  dur  i  n9  P«r  foriXJinr*  B*  f 
laftti;  relief  valve  tuit-valvas  declared  inoporjibll  dui  1o 
relief  »etpoint  being  out  of  toUrancs.  Caused;  by  Inttrvnint 
tetpolnt  dr  if  t.  Setpolnt  adjusted  t>  valvet  J»c]rtr»rf  apfr^l* 
HAIRSION.H.  0,  Alabama  Poiuer  Co.  QS/ll/a3,  llggJon  ?^  OC 

Director.       Ip.       1632&;217.       21X  Fiche:  BO-34B,  H2/  1  J/2i',e3ll2 


V.    Op«rator  Eiaminatlona 


Monthly   optr*tinj   rept    tor   Mar    1981.  Harrativ*   funnary   enrl. 
W   G        AUbas*   Pouir   Co.      81/W/OI.       17pp.       15BSB;12S.       S4X 
Pith.    S-;-3i4,  81/04/1 5,0211020575. 


Foruardi   nontNlj    optraUnj   r«pt   for   June   19B1. 
CLA¥rO\.F   L        Aliaana   fautr   Co.       BI/07/13  Office   of   Hinigemint 

d«4   Projran  Aral  141  u.       Ip.       15SQ7   103.      24X   Flche:  50-364,  BI/07/ 13, 


8310130019  Generic    Ltr   B2-18    to   all    power   ranctop    applicAnU  t 
licinieei  re    reactor   operator   &    lenior    reactor    optrator 
requalif  icatl  on   aiami.  Advl  BBI    that   etanlt    ho  a  in    at    ^ 
after  821001,  Svc    Hat   enc  1 . 

EISENHUT,  D.  0.       Division   of   Licen.ing.        85/lO/ja. 
Eddon  Co.    of    Neui  Vorln     Inc.       ISpp.        16002:33-1         SA 
Fiche:  30-000,  03/10/12,0210130019. 


--8311030430  Monthly   operating  r*pt  for  June    19BI.  Marrativi  iummaru  ent  1 
M41B5TO-V.H   C        Alibjna   Poutr   Co.      BI/07/01.      7pp.       15BS7'103        34* 
FiCh»    S5-364.  91/07/13,821 1030440. 


DOCKET  50-365   IHPEBIAL  CHEM,     INDUS.     RESEARCH    HEACTOH 
P.    Operating    liceriie   stage    doeumonti   4:    corro« p nndsntt- 


62I1E.OI2I    Fortardj   nanthly   operatinj    rift   for   Oct    1982 

CUAYTOM.F  L        Alabama   Pou.r   Co.       62/11/15.  Office   of   Retourct 

Mjti.jtntnt.    DirtctOP.        Ip        14164:014        24*   Flchs:  50-364. 82/1 J/15, 
621 122G 121. 


— -S2I122-3I24   MnntMg    operatinj   rept   for   Oct    1983. 

»*,EHSnw,H   fl        Alabama   Pouir   Co.      82/11/04.       lOpp 
fnihe    SQ-344.B2/1 1/|S,  821 1220121. 


8209210027  Oensric    Ltr  82-16    to   all    PWn     litunne.    re   HUREO-073-? 
Spec».RenuB«t«    rovisu  of    Tech    Bpuc»    ta    dfrtvrmltiB    contlilrntw 
u/guidjnce   provided,  For    1  temi   w/Jevla  tlanm,  aming)     la    ]  Icini* 
required.  H/o    stated    onclB.Svc    lUt   «ncl. 
EISENHUT.D.O.       Division   of   Lic*n*(rio.        BS/Qf/ilQ,  C 

Edison  Co.    of    Heui  Vorfc,     Inc.       13pp.        13930:  140         S4X 
Ffche:  BO-000,  B2/O9/20,  0509310027. 


S   ^P.[ort»blt   occurr.ncBS.    LERi   I   rtliUd   torreipondence 

821  1010031  DucutiM    inoperability  of   instrumentation  line*  due    to 
r.tf.«.    call  u.ather.Encl    li.ti  afftcted  plants  «  LEHi 
^,'^/r"":   8'   '??l'S?   '"'">">"  <"  M,    in  ne,t  Pou.r 
rSi^I,    M       J  "BUld  """    infor*  >»<«""- 
IUUl£sutC         n'Ct°l   "'"I*""   *"l«*li   "ranch.      82/Ofi/lB, 
MICHEt,SWi,C       pirtctor's   Office.      4pp.       15892:039        24X 
Fiehi:50-000,B3/06/ia,B2llOi0031, 


621106007*.  Foruirii   LEfi   83-04I/03L-0. 

•CUYTCW.F.L        AlJba«4   Pog.r  Co.       82/10/28. 
*.».*«         t.         1595..08B.      24K   Fiche 


IP. 


UR   "-042/03L-0. 


!  T"""  '•—' 
•"••  '•"•" 


DOCKET  50-366  EDWIN    I.    HATCH  NUCLEAR   PLANT,     UNIT  3 
™!"™!fl_!!!!di"1'    «mfr9»n«v  t-   ftr»    protffctlan    pJ*n» 

8311030180  Foruardi    seven   over»l,e   drauiing.    of    ttstlor.    tlttirv    « 

waterproof  doors,  In  roiponie    to    NRC   1330003    r*out)Bt    t* 
a.siit    In  review   of   util    820701    rtpp   R    *ubmi  tt»l.  Apir  tun 
lard*   are  av.il.ble    in  PDR.  npiriun 

BECKHAM.J.T.       OiorBia  Poysr  Co.       02/OD/20.        KUDICKt,  D        OlMci 


ri?JL*p  8?"17  to  •"  ""*•*  " 

holders    of  CP»   re    Incont  i  s  t.nc 


.t    ancl. 

W/10/01. 


C*    for    flrt    P"tt.c* 
^   B-n.r«l     .rnp.    i, 

•>""••  8«     lilt    inc 


nudltl. 


*.;;  SMP  rrpt  r'v"uj»d  •«  MP«V.-  iet  ,„, 

tf.tu  No  r.  -""t'vt   in  asiuring   public  t   environ 

"f.tg.No  respon,.   n.c.i.flry.  fi.laUd    n.atU    will    be    pl.t  Id    in 

a'1"1  2'    Of  fie*   of  DIt>«tor. 


l9Bl.av.r-U 


8311170434. 
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6211190330   Forwards    IE    In*p    Repti    SO-321/62-30  J.  50 -366/82-29  on 
B2OfZB-lGOt .  Ha    noncompllance   notad. 

DANCE, H.C,       Division   of   Project   ff  Resident    Programs.       93/10/21. 
KELLV,fl.J.       Georgia   Patier    Co.       2pp.       16099:016.       SIX 
Fithr:  30-321,  32/10/51,3211150330. 


6211290633  Forwards    IE  Safeguards     Insp    Repts    50-331/S2-33   ir 
30-3&6/B2-31     on    031O35-29.  No    noncomp-1  iance     noted. 
DANCE, H.C.        Division    of    Project    «.    Resident    Programs.       02/11/23. 
KELLY.R.J.        Qeargia    Pouer    Co.        2pp.         16235:299.        24X 
Fie  he:  50-321,  03/11/23-331 I29O633. 


— 8311150333    TE    Insp    Repts    50-331/52-30   t.   SO-3i6/63-2B    on    B209SB-1OQ1.  No 
noncomp 1  lance   noted.  Major   areas    inspected  :  radioact  i  ve    liquid 
releases,  radiological    effluent    repts,  rad  i  oacli  ve    gaseous 
release  (<  raduiaste    supp  1  i  ns,  1  i  cenieo    audits  i   training. 
WflAY.J'.R,        Division   of    Engineering    t  Technical    Programt,      83/10/20. 
4pp.         16055:0 IB.        24X    Fiche:  50-321 ,  B2/ 10/21,  S21 1 15O330, 


—9211390610    IE     Insf    Repts    30-321/02-33    t,    5O-366/B2-31    on    B2l035-39.No 
noncomp Ilance    n-oted.  Ma jnr    ar-eas    t"sp  ected  :  review   of    security 
plan    &     implementing    p-roi  edur-e  s,  pera-orinel     &    communications. 
Detiili   withhold    CreP    10CFR73   21). 

STANBBEftaY.  W.  W.       Division   of    Engineering    &   Technical    Programs. 
92/1  1/19.         Ip.         16225:  3Oi .        24X    Fie  he:  50-321,02/11/32,  S21129063J. 


6210270IOE*  Generic   Ltr   S2-23    to    ali    liciinsees    E*  applicants  re 
Inconsistency    between  requirements    of    10CFR73.  40(  g  )    b   8TS 

•for    performing    audits   of    safeguards    c  onting  encij    plans 
(•security    planl.Svc    list    end. 

EISENHUT,  D.  G.       Division   of   Licensing.       02/10/30.  Consolidated 

Edtson   Co.     of    NBU   Vort,     Inc.       0pp.       13993:319.       34X 

Fi  che;  5Q-000.  H2/10/30,  B2102901QB. 

B211Q4037*?  Generic    Ltr   82-25    to   all    power   reactor    licensees   re 
integrated    IAEA  eiercise    for   physical    Inventory   at   LWRs.  Any 
ca.ivnitment    to    participata    in   eiercise    is   voluntary    d   ang 
uttl    that    participates  mill    be    reimbursed.  Svc    list    end. 
E1BEHHUT,  D.  -8.        Division    of   Licensing.        82/11/03.  Consolidated 

Edtson    Co.     of    New  Yorfc,     Inc.       llpp.       1A019:  004.       24X 
F  1  c  h  e  :  50-000,  B2/  1  1  /03,  821  1  04O379. 

8211130271    Releases    public    version   revi  sod    amergencg    plan 
Implementing    procedures. 

FELION,  J.  M.       Division   of    Rules    and   Records.       82/ll/OS.  Document 

Management    Oranch.       Ip.       Ii0fi6rl86.       24X  Fi  che:  50-321  ,  82/11/09, 
B21112Q27J. 

—  8211120230   Forwards    public    version  of   llevision    14    to   Emeroenc  y    Plan 

Implementing    Procedure    HNP-8004,     "Personnel    DasimetTV 

Prooram"    k   Revision   3   to   Procedure    HNP-H10B,     "Pocket 

Oos  1  meter   Operation  I.  Callhr.  "   Receipt   form  enc  1. 

SDRRELL.E.  C.       Georgia   Power   Co.       B2/10/2H.  NRC   -   No   Detailed 

Affiliation    Given.       Ip.       16O66:  187.       SIX   Fiche:  BO-321  ,  B3/1  1  /O5, 

BBI  1120271. 

—  0211130283   Public    version    of   Revision    14   to   Emergency    Plan    Imp  lejnent  i  nil 

Procedure    HNP-8004,     "Personnel    Dosimetry    Program"    fc   Revision 

5    to    Procedure   HNP-B10B,     "Pocket   Dosimeter  Operation  & 

Calibr.  " 

ROOERS.W.  H.       Oeoroia   Power  Co.      82/10/23.       37pp.        16066:169.       SAX 

Fit  he:  50-321,  82/1  1/05.  B21  1120371. 


Releases    public    version   of    revision   to   amergencij   plan 
imp  1  Bment  1  ng    procedure. 

FELTON,  J.  (1.       Division   of   Rules    and   Records.       83/11/05-,  Document 

Manasenent   Branch.       Ip.        16100:139.       24X  Fiche:  30-321,02/11/03. 
SS1116O104. 

—  8H111601O9  Forwards    public    version  of   Revision  6    to    Emerflency    Plan 

Implementing    ProcBdure   HNP-8006,    "Decontamination." 

Recalpt    form   encl. 

SORHELL.  E.  C,       Oeoroia   PDIUBF  Co.      82/10/27.  Region  3,    Office    of 

Director.        Ip.       16100:140.      24X  Fiche:  30-321,  8B/1  1/03,  S21  11  6O1  04. 

—  B2I11601I9  Public    version    of  Revision   6   to    Emerooncg    Plan    Implementing 

Procedure    HNP-8006,     "Decontamination.  " 

R  DOERS,  H.  H.       Georgia   Potuer  Co.      82/10/23.       13pp.        16100:141.       24X 

FIcha:  30-321,82/11/05,  BB11  160  104. 

S21I17O01O   Raltaiec   public    vortion   of   revived    emergency   plan 
ImplmiBiiting    procedures,  Including  Procedures  HNP-4422  re 
notification    of   unusual    event   -   control    room  operators  t 
HNP-4SB2    r»   alert  -  control    room  operators. 

FeLTOMiJ.M.       Division   of   Rules   and   Records.       B3/11/OS.  Documont 

Management   Branch.       Ip.       16147:091.       H4X  Flche:  50-321,  82/li/OS, 
821  1170010.  ; 


P.     Operating    license    stage    document-s    b    correspondence 

B201210027   Generic    Ltr    B2-16    bo    all    PUR    licensees    re   NUHEG-0737    Tact. 
Specs.  Request s    review    af     Tech    Specs    to     determine    consistency 
ui/guJdance    pr  ovitiod.  For     i  tenna    u/d  evia  tions,  amend     to    license 
required. W/o    stated    enclB.Svc    list    encl. 

EISENKUTt D,  O,         Division    of    Licensing.        S2/O9/30.  Canaalidated 

Edisun    Co.     of     Mew    York,      Inc.         ISpp.         15930:140.        24X 
Fiche: 30-000,  B2/Q9/2O, 0309310537. 

8211030109    Clarifies    B20034    request     for    add  1      info    ro    NUREQ-0737,  Item 
II. D. 3,     "Po»t-Accident    Sampling    Sys, "    Clarification   section 
of    previous    Itr    provides    guidelines.not    nsquirBniEnta.for 
meeting    MUREO-O737   criteria. 

BTOL^pJF         Operating    Reactors     Branch     4.        B2/10/07.        BECKHAM,  J.  T. 
Georgia    Pouier     Co.        3pp.         15936:134.         24X    Fi  c  he.  5O-321 ,  03/10/07, 
G21103D1O8. 

831O2AOOBB    Generic,    Ltr    83-20    to    all     power    reactor     1  icensecs,  permit 
hold-er*    it   applicants     for    CP    re    guidance    for     implementing 
SUP   rule.  Forwards   NUftEQ-0906.  HUREG    to    be    used  as    interim 
measure    until    RenOuide    1 . 7O  rev i sod .  Svc    listener 
EISENHUT, D.  G.         Division    of    Licensing.        02/10/26.  Consol ida tvi 

Edlmon    Co.     nf    Nutu   York.      Inc.        9pp.         15973:295.        24X 
Fiche:  50-000,  g2/10/3i, 02 1 02400SB, 

831O27O030    Generic    Ltr    B2-32    to    a  1 L    PHR    licanaaes    re   CongrBssion.il 
request    for    info    concerning    steam   generator    tube    integrity, 
Forwards    Congressman   EJ   Markey    O21O1^   questions    re   steam 
generator    tube    integri ty .  Svc    lilt    encl. 

EISENHUT,  D.G.         Division    Of    Licensing.         B2/10/2i.  Consol  1  da  tntl 

Edison    Co.     of    Neu   Yorlt.      Inc.         10pp.         1*099:332.        34X 
Fie  he:  5O-00&,  B2/ 10/36.  B21 0270030. 

821.1110556  Forwards    safety    evaluation    of    BUR    owners    group    D1O52H-O921    d 
B2O703    responaea    tc-    NUHEO-O737,   I  tern    I  I .  K,  3.  39,     "Effect     of 
Lo»»    of    AC    Current    Poiuer    on    Pump    Seals."   flO'Sponsc 
acceptablB. 

STOLZrO.F.       Operating   fleactor»    Branch    •>.       Q3/11/01.      DECKHAM,  J.  T. 
Oeorgij    Potiar    Co.       3pp,        1AO4B:  353.       S4X  F  i  che;  50-321,  B2/1 1 /O  1 , 
B211U09S6. 

— 9211110361    Safety    evaluation  of    DHH    owners    group    response    to 
NUREC-O737,  Item    II. K, 3.  23,     "Effect    of  Loa*    nf   AC  Current 
Pnw«r    on   Pump-    Seals,"    Response    acceptable. 

«      Pperating    Fleactors.    Branch    4,        02/lO/€H.      Spp,       ii04B:  335.       3fX 
Fiche:  50-33 1 , B3/ 1 1/O1 - B31 11 1O556. 

Baill700*2  Comment*    on    utll    response    to    Generic   LtT   81-O4    implementing 
Revision    I    to    NUREO-O313.  Addl    Info   required    re   recent     . 
developments     in    pipe    cracking    in    BWRs    within  30    days    of 
receipt    of    Itr. 

BTOLZ.  J.  F.       Operating    Reactors    Branch    1.       B3/1I/OI.       DECKHflM.  J.  T. 
Georgia    Poiuer     Co.        ipp.         16130:001.         24J(    Fiche:  30-321 ,  32/1 1 /Ol, 
0211170042. 

3211150593  Forward*   aaiOOl     Itr  re    status    of    containment    purge   h    vont 
sue.  Original     «ubfliittal    apparentli/    never   received    by   NFIC, 
GUCWA.L.T.       Georgia    Pouer    Co.       B2/11/07.  Office   of   Nuclear    Reat  toi 

R.gulation,     Dlrectm-,        Ip.        I6OA2:  219.       34X   Fich  e:  SO-32I,  B3/1 1 /09, 
6211130893. 


-8211170020    Forward*   public    version  of    revised    emergency   plan 
lfflpl«m«nttng    proeeduroi,  including   Procedures   HNP-44Ba  re 
notification   of   unusual    event   -  control    room  operators  fc 
HNP-4322   ri    alert   -  control    room  operators. 

SORRELL.E.  C.       Georgia   Power  Co.      62/10/28.  Office    of  Nuclear 

Reactor   Regulation,    Director.       Ip.       16147:092.       SAX 
Flche:  50-32 1,BS/1 1/03,  8211170010. 

-6211170033  Public   version    of  revised    emergency   plan    Implementing 
procedures,  Including   Procedures  HNP-4422   re  notification   of 
unusual    event   -  control    room   operators  h   HNP-4S22   re 
alert    —    control    roam  operators. 

RaGERS.H.H,  ,    NIX.H.      Qeoroia   Power   Co,      82/10/26.       18pp. 
16147:093.       24X  Fiche:  50-321,  B2/1 1/05,  831 1 170O10. 


— 6311150000  Submits    info    re    «tatu»    of    containment   purge   b  vent    uys.  in 
response    to    NRC   820707    Itr.  Design    acceptable    since  weather 
at    plant;    lite    cannot    be    termed    severe. 

BECKMrtrli  J.  T.        Oeorgla    Pouer   Co-.       H2/1QVO1,  Office    of    Muclear 

Reactor   Reg ulation,     Director.        2pp.        l6Oi2;219.       24X 
Fiche: 90-321, 83/11/09,  8311150573. 

0211190263   Application    for    amend    to   License    NPF-S,  correc ting    Tech  Spec 
3/4.9.4    re   ECCS    suppression   chamber. 

BECKHAM,  J.  T.        Georgia   Power   Co.       S2/11/1O.  Office    c-f  Nuclear 

Reactor    ReouLat ion.     Director.        4pp.        1614"?:  223,       24X 
Flche:  90-366,  B2/1 1 / 10, 821 1 1 ?02i3, 

—  B21119Q264  Proposed    changes    to    Tech    Spec   3/4.  S.  4   re  ECC8    luppressior 
chamber. 

i     Oeorgla   Pouer   Co,      82/11/10.       Ip.       16149:227.      24 X  i 

Flche : 50-366, 82/11/10,8311190263. 
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SFOLZ.J.F.       Qptrating   fl.dtton    Branch 


0211150330  Forward!    IE    Imp    H.pt.    50-321/82-3O   t,   *n  -m.^, 
620920-  100  1.  N0   noncomplUnco  not,d  30-364/62^ 


J.       C.orgU   Pouer   CD.       2pp,       160S3'  01A 
Ftcht:  90-331,  B2/IO/S1,  HI  1190330. 


6311180027 

0 


.„„„    to  LittnsB   NPF-6 


.  50-366,  aa/ii/n.aanisooa? 


ddir 
Bevliidn    1  inplemenutinn   of    NUREQ-0313, 

CUCWAp  L.  T.        Oeorfl  i  a   PDLJPT    fn         O3/M/-it  »*..- 

f^iul.tian,    Dlr«t»r         u         16219  r>/7        3fl,   Sf'"'    °f    WUC'"T    »"« 
82112902EJ7.  P"        16219'OS7        2«   F  fthe:  SO-Ml,  SB/  1  1/lfi, 


-S21113033B    IE     In.p    RBptl    30-321/83-30   &  50- 


--B2I1150435    Re.pondi    to    NRC    B20033    Hr    ru   vl 
R»pt*    30-33,  /B3-23  fc   30-^/02-24.  Corr.c 
proc.dure.   revi,Bd   r«   manua  1    op^ralton  of 

<    T"    'S"    *"    °£'"*'    °n    P1-"""". 
'       °Bor9Ia   Power   Co.       S2/10/04, 


KELLY  2  j"  |?IvU;tl"af  Project  ft  R0.ldBnt  PrO8r.B(. 
5?  u  =n  ^  Georgia  P01Uer  Co.  Ip.  140A3;aS7  8M 
Fiche:  50-321,  B2/10/21.B21  II  50423. 


iS  Corr.ct.d  notice  of  vioUtinn  Prom  In.p  or, 
™°n  of  FrllJect  «•  Raitdent  Programe.  na/Of/ 
228.  34X  Flche:  30-321,  02/10/21.821  11  30«3 


"E"™*,1;!;*^'   «-»•""«"""    '•    "«•!-    U  M^n  Control 


^ 


. 

:  30-321,  82/10/21,0211130425 

9211130477  Notice   of   violation    from   in5p  on 

I    "   MV  £?jret.*  ResidBnt   P"ofl"n. 

1.        34X  Fichu;  90-321  ,  02/10/21,  031  USO<12S 


M 

pliance   noted:  reactor   overpres.uro    incl<l.r>t 
r»   Jnit«lllatlon   of   fire   doors 


"SirS'^.i^";^.'^-^1'  "F-'lu"  °p  9 """"""" 

18-940  I!) 


p«      ^-rds   respon.es   to   ob.erv»tion.    In   S.ctlen  !  ol  fl 

t° rm*nc*   Apprai»al   Rept,   30-321/B2-I7  t.   30-366/DB-17 
r*   QA   commtttee   activltlas. 

OI/CHA.L.T.       Georgia  Power   Co.       02/11/08.  Division  tf  BHiHt 

Prnsrams.       14pp.       16043:205.      24X  Fiche:  50-331, 


821  1  150557. 


.  . 

Fjch.:  50-000,  92/10/14, 


B20B190248   IE    Inf0   Notice   92-43,    "Def  ic  i  enci..    In   LHR  Alt  FJIlNt»; 
Ventilation   S«»,  "   Bvc    list   encl 
JOB  DAM,  EL.       Division   of   Engine.rino   &  Quality   AHL^^IK.      BJflM 

ConfioliJat.d   Edloan  Co.     of  Neu.  York,    Inc.       HUp,       lMH\t». 
Fich»:  50-000,  0B/1 1/16.  S2001W24B. 

8!!P^?^?   "^S'0   ^Oti"   B3~A*'     "PWR   L""1  T-".P   Ov.Tpr.t^f, 
Protection."    Svc    Hit   »ncl. 

JORDAN,  E.  L.       Division   of   Ensineering    t  Quality   At ""'"• 

Flcht:  30-000,  SS/1 1/17,  0208170233,    °r>      "C'  "' 


IE 
n          al« 

°iviti°n   Df 


In*p    Reptt   30-381/88-331 
compHanc.   not.d. 
4,  Re.ident   PmfrMi 
16223:299.      a4 


p  .«  ™,.  ' 

Fiche:50-331,  fla/1  1/22.  0211290633. 

eai  1290440    IE    Imp   Rspts    50-321/02-33   4,  SO-346./B2-3I   <m 

rtoncompUanee  noted.  Major  areai    inspected:  r«yf  aw  flf  M(*rltT 

plan   it   Implementinfl   proeedurei,  pertonnel   1  comnuntt'tlliil. 
Dat«ili   uithhslif   (r»f    10CFR73.2I). 

STANSflEHRV.  w.  w,  ,    MCOUIRE,  D.  R.      Divi.ion  of  EnnlnMrfni  I  f 
<         IP-       16229:301. 
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Periodic    operating    report*   Si   related    corre ipondence 


B211020141    Foruiartfi   monthly    operating    rept   for   Qct    19GO. 

MANRV.K.       Georgia  Power   Co.       00/11/10.       CINTULA-T.        NRC  -  Ha    Detailed 
Affiliation    Siven.        If.        15681:335.        24X   Fi  che:  30-366,  80/11  /10, 
B2E1020.I41. 


Monthly    operating    rept   fcr    Oct    1990, 
UNDERWOOD,  P.R,        Georgia    Pouier    Co.        BD/11/10.       9pp.         19391:336.        2-5  X 
Fiihe:  30-3&6,  BO/11/10,  B21  1020141. 


--B3H170263  LER    B2-098/01 T-0:  on    B21O23,  d  isco  vereil    div    I    circuit 
rfe-energited    div    II    ralay    *,    dlv    II     lojie     do-BT.org  I  i  oJ    djv    t 
relay. Caused    by    installation    of   2   wires    onto    urong    terminals 
at    MSIV    B.Fuies     pulled. 

SUMNER.H.L.         Qeorgi*    Pouiir    Co.        03/11/04. 
Diractor.        Zpp.         16104:199.         34X    Flche:  SO~3ii, 


3211170328  Forwards    LER    32- 1 13/03L-O. 
NIX.H.C.        Georgia    Pouer    Co.        92/11/04. 
QfPlc*    at    Director.         Ip.         16105:351. 
5211170323. 


O'REILLY,  J.  P.        floginil    S. 
34*    Flchc:  50-366.  OH/U/04, 


B31 1190253  F-orujirdi   monthly    operating   repts    for  Oct    1-992. 

MIX.H.C,       Qaorgia  Pouer   Co.       B3/11/1S.  Office   of    Reiource 

Management.     Director.       Ip,       16149.'2BB.       24 X   Fiche:  50-321,65/1  1/19. 
B2I1190253. 


—6211170334   LER    92-  1 13/O3L-Q:  on    S3  1009, d urin g    tenting  d  I  schflru."    fhec 
valve    on   RHR    svc    mater    pump     stuck     open.  Caused    by     corroded 
flapper    lhaft    Check    valvt-   rebuilt    t.    returned    to    svc. 
riPFS,H.B.         Oeorgia    P™*r   Co.        H2/H/O4.  Ragion    2.     OfFc0<.P 

Director.         Ip.         16103:253.        24X    FI  ch  e  :  50-366,  OS/ 1  1 /O<1,  O2I  !  I /O.I.JH. 


--B211190SS7   Monthly    operating   repti    for   Oct    1783, 
SMITH,  J.  A.       Georgia  Power  CD.       82/11/10.        12pp. 
Fie  he:  30-32  1,02/11/13.021 11 90233, 


16149:283.       S4X 


E.     fteportable    occurrence!,    LER*    fr   related   cor  reipondence 


B31104040B  Foruiardi   LER   B2-096/03L-0. 

HIX.H.C.  Georgia  Power  Co.  S2/10/I9.  0'P.EILLY,  J.  P.  Region  3< 
Office  of  Director.  Ip.  15923;294.  S4X  F  iche:  SO-366,  02/10/19, 
&ZI104040B. 


B21U7O351    Foru«rdi    updated    LER    Bl- 1O3/03X-1 . 

NIX.H.C.  Oeorgtfl  Power  Co.  B2/11/04.  D  'FIE  ILLV,  J.  P.  Region  ,!, 
Office  of  Director.  Ip.  16105:214.  24X  Fithu: 30-afifi, O2/1 1/IH- 
B21I1703S1. 

—B2111703S4   UpiSatad    LER    SI  -  1O3/03X- 1 :  on    HI  1 1  OS,  u/un  I  t     shutdown     follou 
*CTam,diiCDs'cr*tf   RHft    3vc    matev    rostraint    broltnn.  Caused    bi| 
incorrect    i natal  la t ion.  Damaged    welds    repaired    ft    support 
gprrectlyi natal  led. 

SUMNER.H.L.        Georgia    Pouer    Co.        82/11/04.  (iegion    .»,     Rfflcif    n  f 

Director.         2pp.         16103.:  315.         34X    F  i  e  he:  50-36*,,  03/1  1  /01,  631 1  17()H'J1. 


—  9211040414   LER   B2-Q96/03L-0: on   820920,  during   RHR    torut    iprag    mode 
pruc  tduTB-,  t  oru»   uater    temp    eicteifetf    Tech    Bptc    limit.  Cauted 
bij    procedural    error.  Spray   valve    ihut   d  cooling    continued   to 
94   F  (c   d»cr tiling,  Procedure    revision    initiated. 

TIPPS.S.  B.       Oeorgia  Power   Co.       BB/10/19.  Region   2,    Office    of 

Director.        Ip.       13925:293.       24X  Fiche:  30-346,  82/10/ 19, 82(1040409. 

9311040079  Foruardi   LEU   92-112/01T-0. 

HIX.H.  C.  OeorgU  Pouer  Co.  82/10/21.  O'REILLY.  J.  P.  Rejion  2. 
Oft  1ft  of  Director.  Ip.  15926:026.  24X  Flche:  5O-36A,  SS/10/at. 
821 1040079. 


8211220271    Formardi    LER    79-1 14/G3X-1 . 

HIX.H.C.  Oeorgi*  Power  Co.  82/11/04,  D  'HE  ILLY,  J.  P.  noglQUi  3, 
Office  of  Director.  Ip.  16145:074.  24X  F  i  L  IIB:  50-366,  OS/  I  1/-04, 
B21 1320271. 

— 6211320277  LER   79-1 1  4/03X-1 :  on    79101S.  dur  i  ng    HPC  I    vnlvo    op  ura  b  i  1  1  ti| 
procedure. HPCI    pump    suction    valve    failed     to   op  en.  Catlavil    liy 
electrical     failure    of   valva    operator    due     to   high    humidity. 
Valve    operator    motor   replaced. 

TIPPB,  S  B.       Georgia   Power   Co.        B2/11/04.  Flegiim    2,     (Iffico    uf 

Director.         Ip.         161 65:079.        2-1X    Fiche:  90-364,03/1  I/Ofl,  [ISl  18203/1 . 


— 8211040083  LER  82-1 12/01T-0:  on    Bai009i  discovered    plant   procedure* 
in«d  tquat*  1  (j    tested    •utomatic    initiation    logic    of    several 
plant    *u«.  Keu  procedure*    urltten  tt   performed.  Further 
inveitigat Ion   underuag. 

SW1NER.H.  L.       Qeorgla  Pouer  Co.      83/10/81.  Region   2,    Office    of 

Director.         2pp.        13926:027.        24X   Flche:  30-3b&,  B3/ 10/81,  621 1O40O79. 

eail010091    Forward*   LER  B2-104/03L-0. 

NIX.H.C.  Georgia  Power  Co.  82/10/21.  O'ftEILLV,  J.  P.  Region  2, 
Office  of  Director.  Ip.  13926:134.  24X  Flche:  5O-3A6i  92/10/21- 
6211040071. 


0211I7O272    Forwards    updated    LER    79-007/03X-t. 

NIX.H.C.  Oeoroiar  Poiuer  Co,  S2/11/O7.  n  'F1CILLV.  J.  P.  (lngiini  I!. 
Office  of  Director.  lp.  16101:192.  24X  F  i  che  :  30-366.  flS/1 1  /  O'l. 
9211170272. 

—  BB1117O2B1    Updated    LER    7  9-007/0  ax- 1 :  on    79O1  OH.  unilor  vn  1  tnuu    trip     nn 
motor    generator    set   t\    founrf    at    59,1    vc-ltn    .ic.Cnunt-J    bg 
breaker-   design    incapable    of   meeting    Tech    Spec    roquirmnant  a. 
Dstifln   change    completed 

TIPPB.B.B.        Ororgia    Poyer    Co.         02/1I/O9.  Kogion    2.     Off  It  o    of 

Director,        Ip.        16104:  113,       S4X   Fiche:  30- 366,  (12/1  1/0'?,  (321  I  I  Vf)l>7!!. 


B21104Q096  LEfi   B2-104/03L-0:  on   B20924,  RHR    pomp   3D    would   not    itart 
u/control    »uitch.  Cniiied    bg    broken  relag    snap   ring    In   pump 
breaker. Ring   replaced   &   breaker    tilted   vatiffac  tori  Ig. 
TIPPS<8.B.       Oeorgia   Poiuer  Co.       62/10/21.  Region    a,    Office    of 

Director.        Ip.       13936:139.      24X  Fiche:  30-366, 02/10/21,8211040091. 


B21I17O421    ForiuBT-dB    updated    LER    77-01 5/Q3X-1 . 

MIX.H.C.  Ofror^ia  Pouor  Co,  82/11/09.  0 'HEILL.V,  J.  IV  flegion  ',1. 
Office  of  Director,  If).  161O6:IB2.  34X  F  Iche  :  QQ-:3&6,  (12/  I  1  tQ'i, 
B21 1I7O431, 


Forward*   LER  82-OB2/03L-0. 
MIX.H.  C.,       Oeorgla   Pouer   Co.       B2/10/26.      O'REILLY,  J.  P.       Region    H, 
Office    of-   Director.       Ip.       16006:139.       24X   Fich«:  50-366,  B2/10/26, 
SSI  1090366. 


— -621117042?  Updated    LER    79-O15/O3X-1 :  on    79O1  37,  under  vo  I  tags    trip    on    fll'Il 
M-Q    let  B    found    at    4O-vo  1  te    ac.  Caused    bij    undoi'vo  I  tage 
letpc-lnt    too    lou,  Dasign    change    completed    OSOIO'!. 

TIPP9iS.B.        Oeo-roia    Paiuer    Co.        B2/II/O9.  Haglan    2,     Office    iif 

Director.         Ip.         16106;  1G3.        24X    Flc.he:  SO- 366,  Q3/1  l/C-7,  031  1170431. 


— 3211090369  LER   B2-092/03L-0:  on   920728, FtCIC    turbine,    nhauit  vent 
preciirre    suitch    2  actuated  at    10.45    ptifl.  Caused    bg    component 
failure    of    tultch    due    to    ictpoint   drift.  Switch    recalibr. 
T1PPB.B.  E9,       Oeorgia  Pouer   Co.       62/10/26.  Region    2,    Office    of 

Director.        Ip,       16006:  159.      B4X  Fie  fie:  50-366,  BH/ JO/26,  021 1090366. 


S3H23000B   Foruardi    LEO    92- 1  16/03L-O. 

N1X.H.C.  Georgia  Paucr  Co.  82/11/07,  O'HEILLV,  J.  P. 
Office  of  Director.  Ip.  16196:274i.  24X  Fii:hBrSO-3A 
SSI  123000B. 


floglon    Hi 


BSl  1170377   Forwards  LGR   B2-1 14/03L-0. 

NIXiKC.  Oeorgia  Pouer  Co.  S2/11/02.  0 'REILLY,  J.  P.  Region  Hi 
Office  of  IHr.ctop.  Ip.  16105:336.  24X  Fich«:  5O-366,  82/1 1/02. 
S2U170377. 

— 321117^382   LER  sa-1  f 4/03L-0;  on   921011,  with    unit    operating   *te*flg-Btalt 
at  2415  MWt,  inventory    trouble   alarm   2R44-S003  recilvcif. 
Cau»»d    bg    component   failure,  Inverter    leg    (including    fan) 
replaced,  tested   t  returned    to    ivc. 

TIPPSiB.B.       Oeorgla   Power  Co.       82/11/02.  Rtglon   S,    Office    at 

Director.       Ip.      16105:337.      S4X  Flche:  50-366,  BS/ 1 1/02,9811170377. 


—  B21  1230018  LER    B3-1  16/03L-0'.  on    02  1014  ,  dur  i  ng    Pull     load    operation, 
drgurell    hydrogen   &    oiygo-n   analijior    D    found    Inoporfl  tlvo. 
Cauied    by    failure    of   diaphragm    capstreu    on    sample    pump 
connecting    rod.  Cap-acretJ    rep  lac*  if   &    analijier   recalibr. 
TIPPSiB.B.        Qooroia    Power   Co.        32/11/09.  Region    2.     Offica    o(= 

Director.        Ip.        16176:  375.       24  X    Ftcho;  90-364,,  (12^1  1  /O9, 


B2  11  220239   Foruarili    LER    82-  121/O3L-0. 

NIX^H.C.  Oeorgia  Pouer  Co,  82/11/11,  d'RECtLLY,  J.  P.  Region  U. 
Office  of  Director.  tp.  16163:315.  34X  F  i  cho:  30-366,  fla/1  I  /  I  I  , 
B2  II  220229. 


0211170259  Fe-ruardt   LCR  82-09B/01T-0. 

N1X.H.C.       Oeorgia   Power  Co.       B2/U/04.      O'REILLY,  J.  P,       Region    S, 
Office    of    Director.       Ip,       16104:199.       24X  Fiche:  SO-S&t.,  92/11/O4, 


—8211230234  LER    B2-IB1 /03C-0: on    B2102Q, outboard   MSIV    B   Joaitivnted    in 
cloia    poiition    uihen  valve    failed    to    ms-et    cloiing    time 
requirements.  Cauied    bi|    blouin    -ihaft    seal    fc    faul  tij    tneed 
control ler.  Sea  1    &    spied    controller    re  plat  ad. 

TIPPSrB.fl.        Oenroia   Pouior    Co.       B2/11/11.  Real'"'    2>     Office    at 

Director.        Ip,        16163:316.       H4K   Fi en e : 30-366, B2/ I  I/ 1 1 , 
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8211320275   Forward!    revised    LED    79-13i/O3X-l  ,' 

WIX.H.C.  Oeorgia  Power  Co.  B2/11/I1.  Q'REILLV,  J.  p.  Region  a, 
Office  of  Director  If.  16165:149.  SAX  F  iche:  50-366,  B2/1 1  /  1 1 , 
6211220275. 


DOCKET    50-367   BAILLY   GENERATING   STATION 

A.     Application/construction    stage    dncumenti    b    correspondence 


—8211220285   Revised    LER    7fl~136/03X- I :  on    79 !21i. c ontrol     Ugfiti     on    local     t. 
control    room   pant  la    fur    torut/dry-ure  1 1    vacuum   breaker    H 
failed     to     indicate    open.Cauied    big     failure    of    actuating    air 
cylinder.  Air    cylinder    freed    t-.    lubricated. 

TIPPS,  S.  B.         Georgia    Power   Co.        B2/11/11.  Region    S,     Officit    nf 

Dlree  tor          Ip.         16165.  150.        24X   Fi  c  he:  5Q-366,  B2/11/I  1,8211230275, 


8211010447  Forwards    evaluation   re    second    quarterly    rept    on   site 
restoration.  Utll    response    to  ALBB  930506  order   &   scheduled 
jsrogreii   accip table, 

SCHIVEWCEH,A.       Licensing   Branch    2.      B2/09/2B.       9HDRB,  E.  M       Nor  t 
Indiana  Public    Service   Co,       Spp,       1S902-126        24X 
Ficne;  50-367.  82/09/28,9211010447. 


B31I230096    Forwards    LER    82- 1 17/03L-0. 

NIX.H  C.  Georgia  Power  Co.  B2/11/I1.  O'REILLY,  J.  P.  Region  B. 
Dfflce  of  Director.  Ip.  16193:327.  2-3X  Ficfie  :  SO-366,  B2/1 1  /  1 1, 
6211230076. 

—821133010*    LER    B2- 1 17/O3L-0: on    B21OI7 , instr ument    A   of    channel     A    did 
trip    dt    greater    than   or    equal    to    100   psig    during    FTtC 
procedure.  Caused    by    setpnint    drift    in   core    spray    pump 
discharge    pressure    instrument,  fnstrument    calior. 

T1PPS.E    B          Oeorsia    Poiu.r    Co.        02/11/11  Region   2,     Office    of 

Director.         Ip.         16193:  323.        34  X    Fie  he:  50-3fifi,  83/ 1  1/11,9211230096. 

3311290157   Forward*    LER    02-1 19/03L-0. 

NIX.H,  C.  ffeoroia  Power  Co.  H3/11/14..  Q  'RE1LLV,  J.  P.  Region  2, 
Office  of  Director.  la.  16216.324.  34.x  F  i  c  her  50-366,  82/1 1/  1  6, 
H21139O157. 


B21024Q09B  Centric    Ltr   82-20   to    all    poiuer   reactor    licen permit 

holders   b  applicants    for   CP  re    guidance    for    imp  lamenting 

SRP   role.  Forward*    NuREO-0906,  NUREO   to    be    usei)    as    interim 

measure   until    Rig    Ouide    1.70  revised,  Svc    list   encl. 

EfSENHUT,  D.  0.       Division   nf   Licensing.       03/10/26.  Consolldfl  tod 

Eddon    Cp.     oF    New   Vorl,     Inc.        9pp.        15973:399,       34X 

Fiche:  50-000,  QZJ  10/26.  92I02600BB. 

F.     Security,    medical,     emergency    d    fire   protection  plans 

821004006B  O.nerU    Ltr   B2-17    to   all    pouer   reactor    licensees  & 
applicants  t    holtlers   of  CPs   re    incons  istenc  g    between 
requirements    of    IOCFR30.  54(  t)    d   STS   for   performing    audits   of 
emergency    preparedness    programs. Svc    list   ancl, 

EISENHUT.D.O,        Division   of   Licencing.       B2/10/01.  Consolidated 

Edison    Co.     of    New   York,     Inc.        llpp,        16002'  28B        24X 
Fiche:  50-000,  82/10/01,9210040066. 


—6211290162   LER    62-1 19/03U-0.  on    B3IOia,ait-    participate    monitor    K631 
found    inop'eralilB    due     to     failure    to    pass    fission    product 
instrument    funtlonsl    test    procedure. Caused    by    loose 
connection    on   metei    movement.  Cnnnec  1 1  on    tightened. 
T1PP5.S.B.       Georgia    POLJBT    Co.       82/ll/li,.  Region    3,     Office    of 

D  IT  ec  tor.         Ip.         16216:  32S.        24X    Fiche:  50-366,  B2/1  I/I  6.  B2I IB901  57. 

B21i2901iO  Forwards    LER  93-099/O3L-0'. 

NEX.H.C.        Ooorgia    Polder    Co.        H2/1I/16.        H'REILLV,  J.  P.        Region    E. 
Office    af    Director.         Ip.         16216:318.        34X   F  Uhe:  50-366,  62/II/  IA, 


—  9211290163   LER    B2-0-J9/03L-0.  on    931020.  uh  1 1  e    performing    RC1C    turbine 
eihaust    diapfcrag<n   FTtC    procedure,  pros-sure    connection    on 
switch    D    broke    uhen    teit    emuH pment    engaged. Caused    by 
periodic    stress    from   monthly    test i ng. Ins trument    calibr 
riPPS.S.D.        Georgia    Pouier   Co.        B2/I1/16.  Region   2,     Office    of 

Director.         tp.        Ii216:  319.        24X   Fi  che:  30-366.  32/1 1/ 16,  821 1290J60, 

6211290175  Forward*    updated    LEW    B2- 1 12/OIX-l . 

NIX,H.C.  Oenrgla  Power  Co.  82/11/16.  O'REILLV.J.P  Raglan  2. 
Office  of  Director.  Ip.  16216:347.  2-JX  Fiche:  50-366,  B2/1 1/  16. 
621129O175 


821029010B  Oenerlc    Ltr   82-23   to    all    licensees    i  applicant!   re 
incona  Utencg    between   requirements   of    10CFR73,  401  g )    i   BT8 
For   performing    audits    of    safeguards    contingency    plans 
(securJty    plan). Svc    list    encl. 

E1SENHOT,  D.  0.       Division    qf   Licensing,       63/10/30.  Conspl  irffl  ted 

Etfiion    Co.     of    Neu   Vorfc,     Inc.       Bpp.        I5993'319        24X 
Fiche:  50-000,  82/10/30.8210290106. 

0.     Inspection  reports,     IE   Bulletins  &  c  orroap  ondence 

8311090321  Forwards   notice   of    final    insp    to   be    conducted    on  621116. 
following    completion   of    i  i  te   restoration   uiorkiper   BE050A 
order    terminating    proceedings    on    eitensian    of  CPPR-lOfl. 
BHOHD.E.M,      Northsrn    Indiana  Public   Service    Co.       32/11/08, 
DENT(?N,H.fi.       Office    of  Nuclear   Reactor   Regulation,     Director 
15978:334.       24X   Flch  e:  30-367,  82/1 1/02,  SB1 1080224. 


Spp, 


B211300063   Forwards    IE    Insp    Kept    50-367 /B2-01     on   821018.  No 
nuncompllance    noted, 
LITTLE.M.S.       Division   of   Engineering    t   Technical    Programs.      B3/11/1H 

BHORD.E.M.      Northern    Indiana   Public    Service   Co.      2pp.       |fi23Q'OB0 
24X   Fich.:50-367,82/ll/12,B211300063. 


—6211290163   Updated    LER    62-U2/OIX-1 :  on    B210O9.  d  1  sc:Over«d     that     plant 
procedures    did   ne-t   adequately    test    automatic    initiation 
logic     of    several     plant    lys.  Netu    procedures    written   6 
performed. 

SUMNER,H.L.       Georgia  Power  Co.       B2/ll/l(b.  Region   2,     Office    of 

Director.         2pp.        16216:  3flB.        24X   Fi  cne:  50-366,  B3/1I/1  6,  B31 1  2?0175, 

B211H907I7    Forwards  4.ER  82-  1 1S/O3L-0. 

NIX.H.C.        Georgia   Power    Cg.        fla/11/16.        D 'DErLLY.  J,  P.        Region?. 
Office    of    Director.        Ip.        16222:063-        24X   F  i  c  he:  50-366,  B2/I  I/  l<b, 


—8211300067   IE    Insp   flept    50-367/62-01    on  S2101B.  No  noncompliance 
noted. Major    areas    inspected:  si te   restoration  activities 
MORTON,  J.  F.  ,     OESTMANN.M.  J.  ,    WILLIAMS,  C.  C,       Regions,     Office    of 
Director.      B2/11/09.      3pp.       1623B:090.      H4X  Fiche:  50-367, 82/1 1  /12, 
B211300063. 

B211230352  Forwards    final    rept  on    complHtion    of   site   reatoi-ation 
program,  per  ASLD    620306    order. 

SHORD,E.H.      Northern    Ind lane  Publ ie   Service    Co.      B2/11/17 
DEHTON.H.R.       Office   of  Nuclear    Reactor  Regulation,    Director        7on 
16192:154.      24X   Fiche:  30-367,  82/1 1/17,  B21 1230352. 


R.    Pflrtodtc   operating   reports  t<  related    correspondence 

9211330352  Foruiard*    final    rept  on    completion    of   site   restoration 
program,  per  ASLB   820S06   order. 

BHORB.E.M.      Northern    Indiana  Public   Service    Co.      82/11/17 
DENTON,H.R.       Office   of  Nuclear    Reactor  Regulation,    Director        7pp 
16192:154.        34JC    Fiche:  80-367,  B3/1 1/17,  621 1230352. 


V.    Operator  Examinations 


821013001'?  Generic    Ltr   B2-18   to   all    pouier  reactor   applicanti  t, 
liciniees   re   reactor    op»rator   &    senior   reactor  operator 
requal  (^(cation,   exams.  Advises    that   eiami   begin  at   facilitu 
Jfter    B2100I.  Svc    list   encl.  * 

EISENHUT.D.O.       Division   of  Licensing.       82/10/12.  Consolidated1 

Erfiion   Co.     of   Meu   Vorl.     Inc.       I5pp.       16002:234       24X 
Fiche:  30-000,  B2/IQ/ia,  8210130019. 
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DOCKET    3-0-36B    ARKANSAS   NUCLEAR  ONE,    UNIT  2 

F.     Security,     medical,     emergency    &    fire    protection   plant 

BHl  1020179  Advise*   that   Revision    1    to   Contingency    Plan   Procedure  9 
not  completed.  Del«u    due    *<>    incorporation   of    NRC 
recommendations   re    tncluslgn   of    agreement!    of    addl    offiite 
import    agencies.  Revision    e>pected    by   820917.  „„....,_     ,   -, 

HARBHALi.,  J.  R.       Arkansas   Power   «,   Light   Co.       92/00/09.       COLLINS,  J.T. 
Region    4j     Office   of   Director.        lp.       13931:163.       24X 
Ffche:  50-313.  03/00/09,  0211020179. 

B210040Q6B   Osnerlc   Ltr    B2-17    to   all    poiuer  reactor    licensees   k 
applicants   fc    holders    of   CP.   re    incons  istenc  y    Between 
requlremants    of    10CFR50.  54(  t>    &    STB    for  performing    audits    of 
emergency    preparedness   programs  .  Svc    H**8"'1-  „  ,,,,f.- 

EIGEHHUT,  D.  O.       Division    of   Licensing.       83/10/01.  Consolidated 

Ed  I  ion   Co.     of   New  York,     Inc.       llpp.       16002:  3BB.       24X 
Flcht:  3O-000,  B2/  10/01  1  B21Q04006B. 

8SIOO70Q19   Generic    Ltr    82-21    to   all    licentees    &  applicants    of   nuclear 
pouer    ructorj   re   Tech   Speci    for    fire    protection  audits. 
Forward*    guidance    discussing    general    scope    &    describins 
eltm-eot*    to    be    included    in   audit.  Bvc    list    end. 

EISENHUTrD.  0.       Division    of   Licensing.       B2/10/06.  Consolidated 

Edison    Co.     of   New  York,     Inc.       19pp.       15773:330.       24X 
Fiche:  90-OOO,  62/10/06,0210070019. 

B2110?O2i5   Forwards    IE  Emergency    Preparedness    Appraisal    Repts 
50-313/82-33   t,   50-368/02-20  on    B20719-23,  No    noncompliance 

SESDLE.W.  C.       Division    of   Resident,    Reactor    Project   E.  Engineering 
Froarama         B2/10/19.       CAVANAUQH,  W.       Arkansas   Pouiei-   t  Light  Co.       <dpp. 
16004:   I3S,        24X    Fiche:  50-313.  B2/10/11?,  021  109026S, 

~-Bail09Q271    IE  Emergency    Preparedness   Appraisal    Repts    50-313/03-23   E. 
9Q-3AB/B2-2Q  on  020719-23.  No    noncompl  ianc  e   noted.  Major   areas 
in»p«cted:procedgres   t,   repres  entati  ve   rec  ords,  personnel 
Interview*    fc  auditor    observations.  „„„,„„ 

HACKNEY,  C.  A.       Divloion    of   Resident,    Reactor   Project   t  Enginoerlng 
Prosram..       HAWLEV,  W.  ,     THOMAS,  W.       Battelle    Memoria      I  nit   tute, 
P.cific   Northuiest    Laboratory       33/10/07.       44Pp.       16004:140.       24X 
Fiche  :  50-313,  B2/1O/19,  BS1  1090265. 

8310290103  Oeneric    Ltr   02-23    to    all    licensees    t.  applicants   re 
tncaTnlittenci)    between    requirement!   of    10CFR73.  40(g  )    &  STS 
for    performing   audits    of    safeguard*   contingency    plans 
Ciecuritg    plan).  Svc    list    encl. 

EISEIMHUT.D   0.       Division    of   Licensing.       B2/10/30.  Conaol  Ida  ted 

Edison    Co.     of    Neu  York,     Inc.       Bpp.       13993:319.       24X 
FleS*:  50-000,02/10/30,0210290108. 

B2I1090011    Submits   addl    Info   re   821005   response    to   App    R,  Item   t>, 
"High/Low   Pressure    Interfaces,"    per  NRC  B21Q29   telcon. 
Isolation    device   mill    ba    provided    locally    to   permit    control 
t,t   pr»»«ur(ier   ERU   block    valve.  „„,..,„. 

MARSHALL,  J.  R.       ArkanBas   Power    (.  Light   Co.       «/  U/OI. 
Dlvl.lan    of  Licensing.       IP-       16004:005.      24X   Fiche:  50-313, 
9311090011. 

HH11040379    Oenarie   Ltr   B2-39    to   all    pouior  reactor    11  =  """*;  re 
Int.  grated    IAEA   «<ercise    for   physical    inventory    at  LWRs.Anw 
cc«nltm*nt    to    participate    in   sxercise    is   voluntary    h  any 
utll    that   participates   Mill    be    r«I«bur«-d.  Svc  :    list    BBC! 
EIBEWHyT.D.  0.       Division    of   Licensing.       B2/1I/03.  Consolidated 

Ed  i  ion    Co.     of   Neu  York,     Inc.       llpp.       16019:004.       24X 
Fi  ch«:  30-000.  B2/1  1/03,  03U040379. 

9211170387  Provide*   addl    info  re    B20701    App    R    exemption   requBBt  •,  per 
BZ1O06    meeting   u/NRC.  Info    addresses    fire    lone   exemption 
rvquesti    being    considered    for    denial    by   NRC. 


B2111703B7. 

BSM1&0291    Ack    receipt    of   32100B    1  tr    informing    NRC   of    steps    taken    to 
correct    violations    i   deviations    noted    in    IE    Insp   Repts 
50-313X32-15    &    50-36B/B2-12.  ..    ,     Cn    )n-.r)nn 

SEim-e.H.C.       Division    of   Resident,    Reactor    Project   k  E"Bln«rlng 
Prc-ora.ns.       S2/11/1Z.       CAVAHAUOH,  M.      Arkansas   Power   t.  Light   Co.       aPP. 
16091:319.       24X   Fiche:  30-313,  82/11/12,  B211160B91. 

—9211160899  Respond,    to   NRC   B20B06   Itr    re  violations   *,   deviation,    noted 
U    IE    Insp    R.pt,    30-313/S2-15  &  50-36B/B2-12  Corrective 
acfcion«:«Iectrlc    sys   developed    to   supervise  i   lock    doors  !< 
staff    Instruct.d    to    survey    hos*  reel    station.  £  H  „ 

MARSHALL,  J.  R.       Arkansas    Power    &  Light  Co        B2/10/OB        BE™.        9.- 
Division   of   Resident,    Reactor   Project   (.  Eng   neering    Proorams.       9PP. 
16091:321-       B4X   Fiche:  50-313,  92/11/18,  02  1  1  160291. 


8211=30303  Forward.  IE  Safeguards  lr.SP  H.p  t. 
50-369/02-30  on  821018-21^0  "»««««*  li«" 
SE,DLE,H.C  Division  "'  R» 


et    t   6n-in«r,«fl 
^^    *    Light    C..         2PP. 


S3101B-B1.NO  nancMplli 
security  plant-  i.p  l-- 
org.tii.ation  -  p.rsonn- 


OCFR73.  =1  >  . 


6211230303. 
I.    F  inane  ial    in  formation 


i  -ss::.::^  i 

A*ilst*nt    Director     For    8t*t.   &    Li,""s 
24X   Fiche:  50-313.  B2/1O/29,  B21  1090055. 


.      - 

«elatI(1Tls 


P.    Operating    license    staged  «^«2*!-t_-  — "  --------- 

.ruard.    environ    qu.l  1  f  ie*fci  on   of    «f  etu-r. 


elcttriro) 


MARSHALL.  J.  n.  Arkana 
DiviBion  uf  Licsnslng. 
02/02/27,0211  100O65. 


P  W*T    t-    Light     Co 
23EIpp.         16034.001. 


32/02/27. 
24X    Flcht 


EIGENHUT, 

:  so-n  i  :a> 


r^Mired     «t»tu 
COLI-INEi,,).  T 


SIX 


8211020130  Forward,    decription    of    i«Hn    ch 
evaluation    t.    uere    completed    in    1™»- 
MARSHALL,  J.  R.        At-lt«n.*«    Poutr    E.    Ligh  t    Co. 
Region    4,     Office    of    Directpr.         5pp.         15BQ1  .  291 
FichEJ  5.0-313,03/03/31,0211030130. 

0311020133   Prnvldes     sundry     evaluation     »t    dB5lgn    ^    p.rforniane.     ^ 
core    during    Cycle    3    operation    at    1OOX    ratHJ    cor,    pou-er. 
No   unrevieuEPd    ,afety    questions    oxlst.  H-,m9/2i         SE!niE,U.<; 

MARBHALL.J.R.        rtrlcansas    POWBr    t    L  i  g  ht    Co.         B2/  O9/SK        &LIIH-H. 
Region    1,     Office    of    Blroctor.         9pp.         I5B31.2B?,        24X 
Fich«:  30-3&8,  02/09/21,  B31  10201  33. 

0211060612  FOTW.H.    f.q.M-1    for    addl    »"'«•/•  .™I     It  em    1  I  .  K.  3.  3S, 


B211160010  Partial  response  to  FDIA  re^t  For  d 
difUi.nci..  t  -najor  int.ri.  *c  t  i  on.  .  ^™%^<J 
n.fsd  in  ADD  A  An  P  1!  documonta  available  from 


ri-   IIMtt 


B21H6O010. 

--B103270127  Forwards    refuses    to    branch    r.e  o»m.nd«tioH.    roaultinB    frnr 
review   of    facility   000407    lass    "f    offaitc    pou.or.W/a    end. 
DEWrOH.H.  R.       Office   of    Nuclear    Reactor   Hogutatinn,     "'"ttoif'.          t 
Bl/02/13.        HICHELSOM.C.        Dlrectof's     OPfico.         3pp.         U.l-,.,.1"'          ..if. 
Fich B: 30-000,  B2/10/04r 821 1160010. 

—  8204190041    "Study    on   Bvc    Water    Sv »   Fnifling.  " 

*       Oneratitio    Reactors    Assessment    Branch,         sa/OE/JU.        ^.fpp. 
16122:343.        24X    Fiche : 50-000,  02/1O/04. B3i  1 1600  I  0. 

9211030210  Clarifies    8207O1    request    for    adrtl     inFo    re    NUJIEO-07:37 ,  H  pin 
II    B   3,     "Poit-Accideni    Sampling    Sys."    Clarification    aaction 
of    previous    1  tr    provides    guitfel ineo. not    requiremonts,  For 


Scc.rs    Branch    4,       H2/1O/07.       MVANAU9H.H. 

Arkansas   Power    ic   Light    Go.       3pp.        19934:HO9.       24X  : 

Fiche: 30-313,  B2/10/07,  9211030310, 

B2110S01BO  Forward*    Aman*    35    to   License    NPF-&.  saf  otij    Dvotu.it  ion    t, 
notie*    of    issuance    fe  a voi  1  abi 1 i fcu. Amend    a  1 1 ous    testing    of 
electrical    containment    penetration    conductor    circuit 

STEVENEW  A        Operating    R&actorfl    Branch    3.        03/10/15.       CAVANrtllOlL  W. 
Arl.nmas    Power   8.   Light   Co.       3pp,        15963:219.       24X  . 

Flehe: 80-360.  B2/IO/13p B21 1OS01QO. 

8811090184   Amend    35   to   License    NPF-6,  al 1 oiui nn    testinfl    of    elec fcr t cnl 

containment    penetration    conductor    circuit    breaker    per 
manufacturer    recommendations. 

CLARK.R-A.       Operating    Reactors    Branch    3.        S2/10V15.        23pp. 
15963:223.       24X   Fich*:  30-36S.  32/1  O/ 13,  B2  1  105O1E10. 
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--3311050197 


a2IJ0501&<?  Forward,    Amend    -}A 
-tic.   „,    ,,,^/r:'^   . 
•••    pr«,surller    ..,.1,,    w,iv* 
STEVENS.J.A.        Optr-atinc,    B 


3310270030    O^ntric    Ltr    B3-S3    i. 

r.,.»t  *„  .„;:  «;es?n?ifc 

Forward,    CongTel,man    EJ   «a;t! 


,„  Llm.. 


, 


Tech    Bp,c 


-"••  - 


6211:11O192    Fdruiirdi    C-E    "F  1  1 

rran.i.nt,   t   Accidenta    in    C-E\llSV"Sn"! 
II.  K.  a.  17    «,    provld,.    docKet    rtf    far    cK   JS" 
tronimftttd    b  u    B2O33I     I  *T     ,_  cew-?03- 

MARSHALL.J   H    "    Arkan    a,    P^         '••?".»    to    ft, 

5f»»".  «««**;:"  ::e*Tp  U"  i*s. 

FUh.:  50-369,  BE/1  1/03.  S2J  11  10193     16 


1  lfc" 
|  on    1. 


Uck    of    rej«v*ncy 
p.r«ei|,.,.    ,      S 


' 


'•»•*•*  due 
M    -" 


a>  1190360. 


«. , , ,  .„„, 

1M44:M(> 


«  — 


....  ..... 

"-•-    ™l 


°-     '"^P'ction  reports,    IE 
----------------  !!I"l_:! 

B211020II7  Somuan,., 
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0209:190239    IE    Info  Notice   B2-39,     "Svc    Degradation   of   Thick   Hall 
Stainless    Steel   Recirculation   Sus   Piping   at    BWR   Plant." 

JORDAM.E  L        Division    of   Engineering    t,  Quality   Assurance.       03/09/21, 
Consolidated   Edison   Co.     of  New   York,     Inc.       Btpp.       16017:  09B.       31X 
Fiche:  30-000,  62/09/21,  B2QBl[?Oa2l7. 

S2&B  I  ?Q253    IE    Info  Notice   92-3a,     "Change    in  Format   fc   Distribution   Sijs 
for    IE  Bulletin*,  Circulars   !(    Info  Notices,  "    Svc    H»t    enel. 
DEVOUWOrR    C        Director's    Office.    Office   of    Inspection    and 
Enforcement.       03/09/32.  Consol  inated  Edi  son  Co.     ofNeuVork,     Inc. 

110pp.        16010:021.       24X  Ft  the:  50-000.  02/09/22,  8203190223. 

920B190232    IE   Info  Notice  82-40,     "Deficiencies    in  Primary    Containment 
Electrical   Penetration  Assemblies."    Svc    list    encl.  „„,„„,„- 

JORflWIj  E.  L.       Division   of    Engineering    (.Quality   Assurance.       Ba/09/23 

Consolidated   Edison   Co.     of  Neui   Vork.     Inc.        HBpp.       15930:019.       24X 
Fiche:  50-000,  82/09/82.  S2QB190233. 

O211O20143  Summariies    interim  actions    taken    by    util    in  response    to 
IE  Bulletin  80-06,  Development   of   procedures    t.   guidelines 
supporting    regulatory    response    program   being    eipeditBd. 
CAVANAUQH.W.        Arkansas    Power    i,    Lioht    Co.        02/09/29.        COLLINS,  J.  T. 
Region    4.     Office    of    Director.       4pp.       15881:321.       24X 
Fiehe:  30-313,  02/O9/29,  8311020143. 

631102014.9  Buppl   820802   response    to    IE   Bulletin  92-02,     "Deorada  tion 
of   Threaded   Fasteners    in    RCPD   of   PWH   Plants."   Bolted    closure 
ledks    not    complete.  Results    of   revieui  uiill    be    provided    by 
32  1  1  D  9 

HARBKALL.  J.  H.       Arkansas   Power   fa   Light    Co.       03/09/29.       COLLINS.  J.  T, 
Region    4.     Office    of    Director.        3pp.        19001:022.        24X 
Fie  he:  50-313,  82/09/29,9211020169. 

B2110600at   Forwards    IE    Insp    Repts    50-313/02-30  t,  5Q-36B/B2-17  on 
BB0816~20.No    noncomp  1  lance   noted. 

SEIDLE.H.C.       Division    of    Rosident,    Reactor    Project   fc   Engineering 
Programs        02/10/05.       CAVANAUGH.  W,       Arkansas   Pouier   t  Light  Co.       .Jpp. 
15951:045.        24X   Fie  ho:  50-313,  82/10/05.  821  1060096. 

—  B2U060&90    IE    Insp    Repts    50-313/03-20   t   50-36B/B2-17  on   820916-30.  Ho 
none  alliance    noted.  Major   nroas    inspected  :  operator 
rmualification    tra  initig,  trai  ning,  onfiite    review  committee  & 
procurement.  .  „  . 

MURPHV.  M.  E.  ,    FLIPPO,  T.  A.  ,    HUNNICUTT,  D.  It       Division  of  Resident, 
Reactor  Project   ti   Engineering    Projrams.       82/09/13.       Sff. 
15931:047.       24X   Fiche:  50-313.  B2/10/05,  S21  10AQOB&. 

EJailOfb0193  Faryards    IE    Insp    Reptl    50-313/82-19  (.  30-36B/BS-16  on 
B20B01-3I    t  notice    of    deviation. 

SEIDLE.W.  C.       Division   of   Resident,    fieactor    Project   tt  Engineering 
Praflrams.       82/10/07.       CAVANAuaH,  W.      Arkansa  s   Pooler   I.  Ligh  t  Co.       2pp. 
1S9S2:  104,.       24X    FUhe:  50-313,  03/10/07,  021  1060193. 

—  8311060214   IE    Insp    Repts    SO-313/S2-19   t*  50-36B/0B-16   on  B20BO1-31. 
Deviation  noted:  environ   qualification   of    electrical 
equipment    info   not    submitted    to  NRC    contractor   as    committed  . 
JOHNHDN.W.D..    CALLAN.  L.  J.  ,    HUNNICUTT,  D.  M.       Division    of   fiesident, 
Reactor  Project   t.  Engineering    Programs.       B2/09/10.       ?pp. 
1S9B2:  109.       24X   Fiche:  50-313.  82/10/07.  921  1060193, 

B21105019B   Forwards    IE    Insp   Ropts    50-313/B2-HB  (<  50-369/82-26   on 
B3O701-30  (.  notice    of  violation.  ,..,-,    ....inn 

SEIDLE.U.C.       Division   of   Resident,    Reactor    Project   t.  E  ngineer  *nfl 
Proorams.      S2/10/I8.       CAVANAUOH,  W.      ArRansa  s   Pouier   (.  Light  Co,       ^pp. 
15947:331.      H4X   Flche:  50-313,  83/10/10.  831  105019B. 


-8211090271     IE   Emer^ncu    Preparedne.*    Appra    «  I 

30-369/82-EO  On  B207I9-33.NO  nont  orap  I  ianc  B  "ots 
InspeitediprocEdores  «.  representative  rcc  or  ds.  p 
intervifius  !.  auditor  06  servat  ions.  n»airiP 

HACKNEY,  C.  A.,  HA8HINOTON,  K.  Di  vi.  1  on  of  "J'"^ 
.,Engineerin9  Progr««-  EARLE,  T^  B.tt.  1  <  J  M.« 
Patific  Northwest  Laboratory.  32/1O/O7.  fipp. 
Fi  che:  30-31  3.  62/1O/19,  321  1O90265. 


t> 


.  Major     arriai 
rsoimel 

t.     Iteaetor    P>i 
1A004     140.         I 


8208190339    IE    Info    NntU.    B3-41 ,      "Failure    of    Saf e tg XH« 1 i e f 


Fich*:  50-000,  B3/  10/22,  B20S1  90239, 


BaUie0330F.r«rdm     IE    InSp    R.pt.     30-3.3/82-1  4    & 

920621-25  t  0913-17,  notice    of   violation   !<   notico    of 


. 

Arkansas    Pou.r    b   Light    Co..        3q  p  . 
Fiche:  50-313,  92/1O/25,  B21  1  1HO33O. 

9B1UH0423  Notice  of  vtolatioi.  from  iTj»P  nn  82(1621  -H3 
«  Region  4,  Office  of  Director.  B2/1O/25  lp.  I 
Flch  e:SO-31  3,  82/10/25,  B3I1IE0330. 

Bail  180434   Notice    of   deviaUon    from    i  nsp    on    H206B1  -2 
*      Region   4,     Office    of    Director          GH/1O/25  lp. 

Flche:  50-31  3,  02/10/35.0211100330. 


—  B3HIS0453    IE        i 

0913-17.  Noncompliance    noted  :  ta  i  lure    to    prcvido    P'':'PC'. 
container   certification    for    Four    radioactivE   «at  J  =    ah  ipn 
«    failure    to    re9«,lv«    UUREO-O737,  1  1»     M.D.a    open     .ton,. 


92  1  1  1  0Q330. 


B311020S06    Acl    receipt    of    920324     Ifcr     inf°''m1";'    ^"! 
correct   violations    notBdl    in    IE    Ins?    Rapt*    &0-31  J/B 

'0'  Division    of    Reaident.     R»ctor     Prnjecl 

83/10/27,        CAWAMAUOH,  U.        Arhanofla    Power 

24X    Ficho:  50-313.  aa/lO/37,  HBI  lOaOOHfi. 


—8211020598   Responds    to    NRC    020727    I  tr     re    violations    no  tad     in     I''     1»1H> 
Rrpts    SO-3I3/BE-13   *.    50-363/33-10    C  orrei  :t  i  vo    ac  t  io''*- 
Administrative    Proceaure    1000.23   revised     duri.-g    OEO414    b 

0621    for    installation   i    removal    of    f"™!81"  Bl  „,,  .nn>-,A         <-rl[llt-,U    f 
MARSHALL,  J.  R.         Arkansas    Pouier    A    Liaht    Co.         eWO-FJ/rM.         ijMIII.L,  W.  (.. 
Division   of    Resident,     Keactor    Project   &    Engineering    l'poflra«o.        *P|.. 
15BBS:055.         24X    Fiche  :  50-313,  B2/  1O«7.  BH  1  tOaOMIA. 

B2H160291    Ack    receipt    of    B2!OOB    1  tr    informing    NBC    of    atepa    talrEin    tn 
correct    violations    &    deviations    noted     In    IE     Iivsp    Ucpta 
30-313/BZ-15    &    50-3fiB/Ba-12. 

SelDLE.W  C.       Division    of   Resident.     Reactor    Projaet    1.   Engiiioei  i«"l 
Proorami          S3/11/1H.        CAVANAUQH.  W.         Arkansas    F'ouor    t.    Light    (.11.        .-|.p. 
16091:319.       24X    Fiehe:  SO-313,  8H/H/12.  H31  1  IWIEVl. 

—  821H60a?9  Responds    to    NRC    820806    1  tr    ro    violations    6    duvlati  imu    n(iti> 
in    IE    Insp    Fepts    3O-313/B2-1  5    i.    3Q-36H/B2-  1H.  Cnrree  t  i  vo 
actionB:elHttrlc    sys    devetopeJ    to    supervise    t,    lonk    duuro    & 
staff    instructed    to    survey    hose    reel    utation.  ,.,-.,„,.   ,,   /- 

MARSHALL,  J.R.       Ar*an>a<i    Pguier    &   Light  Co.        03/1O/00.       &EIOLt.W.,, 
Division  of    Resident.     Reactor    Project   R,    Enginc«ring    1'ronrama.        ''pp. 
16091:321.        24X  Ficha:  &O-313.  BZ/l  I  /IS-  EJ2  1  1  160291, 


821108020B  Mntice    of   violation    from   imp    on   820901-30. 
*      Division    of   RBsident,    Reactor  Project    i  Enaln«''in9 
82/10/18.       2pp.       15949:333.       24X  Fiche:  90-313,  S2/IO/1B. 

saH050a07   IE    Insp    Repts    50-313/B2-28  i  50-360/02-26   on   020901-30. 
Moncompltance   notad:  failure    to   adhere    to    requirements    of 
operations    training    program  *    to  adhere    to   refueling 

SaaN.u'D^CALLAN.L.  J.       Division    of   Re  •»«».,  R«  =  »«r  P^J"t  fc 
Engineering    ProBrams.       B2/10/I3.       14pp.        13949:339.       24X 
Fiche:  50-313.  02/10/10.  821  105019B. 

3llO?Q3b5  Forwards    IE  Emergency    Preparedness    Appraisal    Repts 
30-313/92-23  fc   30-36B/B3-2O  on   920719-23.  No    noncompH  ance 

3EIOLE.W.C,       Division   of   Resident,    Reactor    Project   &   e"ain«^"° 
ProDTams.       B2/IO/I9.       CAVANAUOH-W.       Arkansas  Power   «.   Light  Co.       3pp. 
16004;  IBB.       S4X   Fiche;  30-313,  82/10/19.  B21  1090265, 


8211E3O30A    Responds    to    BSOB03    Itr     transmitting    SEil    re     IE    Dill  lot  In 
BO~I1i     "Masonry    Mall    Design."    Fisld    survey    confirmed    no 
Urge    items   attached    to   uallfl    Stress    reaultante    accc(itnUlo. 
No    further  uall    surveys    plannod. 

MARSHALL,  J,  R.         Arkansas    Pou.r    &    Light    Co.         BS/11/12.         BT01.2.J.I-. 
DDBrating    Reactors   ttrancft    •!.       CLARH,  R,  A.       Uperating    Ho-arto™    tlranch 
3         2pp.       16181:333.       24X    Fiche  :  30-31  3.  BS/  1  1  X1H.  031  1230504, 

0203190248    IE    Info    Notice    82-43.      "Def  ieicnciea    in   LWrl    Air    Filti-nticm/ 
Ventilation   SIJB.  "    Bvc    list    »ncl. 

JORDAN,  E.  L.       Division   of    EnoineeriTig    t,   Oualitg    Aesuranco.       B3/ll/lft. 
Consolidated    Edison   Co.      of   Neui   York.     Inc.        lltpp.        16171:333.       JMX 
Fiehe:  30-000.  83/11/16.0203190243. 

821IE30303   Foryards    IE  HaFBOuards     In*p    Repta    5O-3ia/B2-3l    t. 
SO-36S/B2-30    on   B3t01B-SI.N»   none  amp  1  ianc  e    note«. 

SEIDLE.W.C.       Division    of   Besident.     Reaicfcor    Project   &   Engineering 
Programs.        82/U/IB.       CAVANAUOH.  W,       ArVansol    Pauier    *.    Light   Cu.        i.fpp. 
16193:202.       24X   Fiche:  30-313.  B2/  i  1  /IB,  H21  1H30303. 
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--B2II0501G7   Siftty    .valuation    .Uppcrtina   Aratnd   35    to   Lit.ni*   NPF-4 

*'  ™*"f   Njcl"r   "*«'<"•    HtDul»tien.     Oir.ctor.        83/10/13.        Hpip. 
:  2«         24X    Fich.  -50-3.69,  B2/IQ/1S,  62  1  1050IB0. 


°*n"    * 


Afl..n,t    33    to   License 


CLARH..H.A         Op.r*ling   Reactcri    Branch    3         H3/IO/1S         2Do 
13963-  347.        24X    Fithf  SO-36B,  B2/IO/  15:  B2I  1O501BO. 

S2JIOSOI69   Feru»rtt    Aflend    36   to    Licen»«    liPF-f,,  ,af  ety    .valuation    i, 
tiottct    of    itimnt.    A   aviilafc.Utu    An.rrf    cnangt,   Tech    Spit 
cTCf,c,',rU,r!"r    **fellj   "Jlv*   '"'v.illant.    requirement,. 


A         Optratin)   R.  act 

S°S*r  '*ht   C°        2pp 

-34B.  aa/IO/19,621  1050169 


B3/10/19. 
24X 


CAWNAUGH,  W 


8311050173  Am.nd    36    to   Lletn.,    NPF-i,  modi  Fa  ing   T.ch    Sp.c    re 
i*'itij    vjlv»    turwBilljnce  rtqujrementj. 

CLARR.B.  A.        Opsrating   Reactors    Branch    3.        B2/IO/I9         SDI> 
15963.193.        24X    Fich.:  50-363.  62/1  D/I9.«I  IO50169  " 


IL.I  b 


8211120429  Application    For   amBnd    toLicen.ea    DPR-51    (,  NP 
npiniion  of    itnnga    capacito    of    sp«nt    fual     pool,.  |),nt 
addrtnlng    fipitu   i.   environ  ion»idera  tlona     «ncl.T»ih    Ro», 
will   6*    lubmitted   at    later    date.  P 

CAVANAUOH,  U.  Arkaniaa  Pou!»r  !.  Light  Co.  B2/1J/O5  DENTOM  k  » 
Office  of  NuclBer  Reactor  Regulation,  Director.  2DD,  i*n7i  ,« 
S4X  Fiche:30-3I3,Ba/ll/OS,  8211120129.  PP'  lfiD"  IM 

--8211120437  "AH  Poi^.r   (,   Llsht   Co    AK  Nucle«r  On.  Unit.    1    t.  3  etiiM 

Pool   fler.cl    Llcen.ino   Subnitta).  »  **  u"^ 

»     Arianin   Power   !,  Light   Co.       02/11/01.  "?7pp         |Arta4    ijn       -, 

FUh,:SO-313,S2/ll/OS,e2111204a?.  M    '    °        * 


B2I11BOOI5  Fory.rd.   Amend   37   to   License   NPF-6  ,  B-P.tu   e 
"*  i""'   U"««    J-v-il,bnH«.A*.Bd   r«tFi,Jr« 
D*   full    ft  part    l.ngth    control    HtMiit   aiiDnb]U    (,  aiio 
D!«^    *,'!*    ""Ption    for    part    length   group. 
STEVENS,  J  A,        Op«r«tinfl    Reactor.    Branch   3.         82/I1/Q3 
Artaniat   Pou,r  (,  Light   CD.      3pp.       S6IS5-S7i          SW 
Fiche:  30-348,  62/1  1/03,  B21  11B001  5. 


83,1050175   Saf.t,    .V4lujtion   ..ppcrtin,   fime.f    36    to    Lic.n,.    NPF-i. 

=«    ?*P»    *!«*"    "••«u"">'      Oirertcr.        83/10/19. 
3.        24x    Fiche.  50-368,  B2/ IO/!  7.  B21 1050169. 


36  to   Licence 
2pp. 


«n/         Opiating   Reactors    BrancK    3.        62/10/J9 
13943:200.        24X   Fi  che:  50-348.  G2/10/  !  9,  821  1050169 


Fichr:  50-000.  83/10/26-  821027Q030 


3,93/10/26, 


Fjche:  50-313, 
B21I11QI93  forward*   C-E    " 


-!j::';.  rrr 

R**  f?331  '*'•'»  ""p--'^^1' 

*£^i:^ 

B,  62/11/03,0211110192  "" 


r^    3f    U   Licenso    NPF-i.tbmdn 
ntrol    .lament   ai.emb  ly   t«    *llouilng 


4.        S4X    Fl  che:  50-368,  03/1  1/05,  B21  11H001S. 

MJ11M??a,.fl*I'\V   fvaluation   "PPO'-tlnB  Amand   37  to  LU.n.t 
r    '  MS';?11/*"*"    R"9ul-ti''".     »i«e*qr  " 

7.       24X  Fiche:  SO-.36B,  8S/1  1  /OS,  B2  I  J  1B0019 


«M1»0«  Notico   of    i.auance 


of    A,Bnd    37    tc 


™'       0P"rat'nB    ReactDrB    Branch  3,        32/11/03 
16165:290.       24X  Ficher  SO-36B,  83/1  1  /OS,  921 


;  "-  »  •  «v«:::.r. 

J,:.[t  :•;;:;.:%" 


B31I300297. 


i  30-3J.1, 


°n  reports,     IE  Bulletins    (,  ei 


B31  1  190360 

»-  n, 


.  B2/1|/M,82IH90360 


to  THI 


t:  80-000, 
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311 


Q2QB1902S9    IE    Info  Notice   93-39,     "Bvc    Degradation   of   Thlefc    Hall 
Stainless   Bt.tl   Recirculation   Bys    Piping   at    BUR   Plant. 

^DANlE.r'DivUion    of   Engineering    *,  0-1  1  t«  Assura  «. 

Consolidated   Edison  Co.     of  Now  York,     Inc.       Btpp.       14017.098. 
Fit  h.  r  50-000.  82/09/21.  62001*0229. 

£3208190233    IE    Info   Notice    03-33,      "Chang*    in    F0I»"*1^i«*^bUti0n 
for    IE   Bull.  tint.  Circular,   fc    Info   Notice.       Bvc    list    oncl. 
DEVOUNO.fi  C.       Director's    Office,    Office   of    Inspection    and 
Enforeiiwni        02/07/22.  Con.ol  Hated   Ed  i  son  Co.     of    NeuYorK, 

"      "oi8:021        24X  Fiche:  50-000,  09/09/32,0208190223. 


0209190232    IE   Info  Notice  B2-40,     "Def  le  ienc  i  e*    in  Primary    Cmt.ini.wt 
eitetrlcal   Penetration  Msemblie*.       9"    H»t    «ncl.  a!,/no/op 

3oS.E.L.       Division    of    Engineering  Ou«l  '^^"""iB^O'Ol^         MX 
Convolitfat.d  Edi»on  Co.     of   Neui  York.     Inc.        118pp.       13930,019.       .MX 
FUhe:  50-000.  02/09/22,  0200190232. 

B3UOOTI43  aiWMrii.i    int.rim  actions    baken    by    util    in    response    to 
[£    Bulletin  BO-06.  Development    of    procedures    S.  guideline. 
.unoortina    reaulatory    response    program  being    eipedited. 
«&£^m?H      "Arkansas    P-"    I.    Light    Co^   92/09/29         C0LU1NS.  J.  T. 
Ssaion   4.    Office    of   Director.       1pp.       13891:331.       24X 
Fith«:  30-313,  82/09/29,  831  1020143. 

8211030169   Suppl    820B02    response    to    IE    Bull  .tin   02-03,     "Degradation 
;r™r,.1f.dPFa,tenerS    in   RCPB    of   PWrt    Plant,.  "    Doited    closure 
leaks   not  complete.  Results    of    revieui   will    be    provided    by 


J.R.       *rk.n.»  Po«r    fc   Li,ht    Co 
HuoioTi    4,    Office   of    Dirat  tor.       3pp.       19091.023 
F*ch«:  30-313,  03/09/29.8211020169. 


24X 


B2l10iOOB6  Forwards    IE    In.p    Repts    90-313/82-20  I.  90-369/02-17   on 
H°    SKnT.^SrS^SCit.    «.«.o,    ProJ8ct 


pp- 


IE    in.p    R.pt.    50-3I3/02-BO   I,    90-368/^2-17    on    02091  6-20.  No 
npncomplUnce   noted.  Major   areas    Inspected  :  operator 
rnualification    training,  trai  ning.  onsite    review   committee   & 

KH^W'KE*;  FLIPPD.T.A.,  HUNNICUTT.D.M.      Divuion  of  Res  .dent, 

RoflEtor  Project   b  Engineering    Programs.       82/09/3.       5pp. 
15991:047.       B4X   Ficha:  50-313,  82/10/03.  821  1060006. 

B211040193  Foruard.    IE    Insp    Repts    50-313/82-19  fc   SO-3i9/H3-lt  on 

IC*  "su.:i"-n  .;VR::I;:;*.  ».«*„  P^J...  £  ^B'r-^%pp 

.      02/10/07.       CWANAUOH.H.       Arkansas   Po^r   t,  Light  Co.       aPP. 
106.      24X   Fi  che:  SO-313.  82/10/07,  821  1060193. 

-6311060214   IE    In.p    Rept*    SO-313/02-19   t.   50-360/82-16   on  030001-31. 
Deviation  noted;  environ    qualification   of    electrical 


Foruards    IE   In,p    Repts    50-313/63-20  &  50-360/03-26   on 
620901-30  (<  notice    of  violation.  „<„„„.,  i 

SEIDLE.W.C.  Divi.ion  of  Resident,  Reactor  Project  i  ^'"""' 
PrOB^ms.  B2/IO/10.  CAVAMAUOH,  U.  ArhanSB.Pc.^r  (<  Light  Co. 
1W9:331.  24X  FUhe:  SO-313,  82/10/10,0211050190. 


5211030202  Notict    of   violation    from   imp    on    020901-30. 
i      Division    of   RMld.nt,    Reactor  Project    *W«**Tl*l 
eS/10/18.        3pp.        15949:333.        24X   Fl  che:  50-313-  82/1O/10, 


2pp. 


-B21  1050207   IE 


n.p    Repts    SO-313/B2-20   &  50-368/82-36   on   630901-30. 
flTKompc.   noted:  fai  lur.    to   adhere   to    requirements    of 
operation!    training   Proflram  fc    to  arther-    to   rsfuellng 


.  . 

Engineering    Programs.       02/10/13. 
Flche:  50-313,  8S/10/1S,  821  1030190. 


:  335. 


FroJBCt 


BHt  1090265  Forward.    IE  Emergency    Preparednn..    Apprai.al    Repts 
50-313/82-23   t,   50-368/32-20  on   S20719-23.  No   noncompl  i»ne» 

SEIDLE.W.C,       Division  of    Resident,    Reactor    Project   fc  fj"J«"lB'_ 
Programs.      82/10/19.       CAVANAUOH.W.       ArUns-s   Power   fc  Light   Co.       Hpp. 
16004:138.      24X  Fiehe:  50-313,  82/10/19.  821  109O365. 


—  B211090271     IE   E-nerg»ncy    Preparedness    Appraisal    RBpti 

50-368/83-10    on    8S0719-33.NO     noncomp  1  ianc  a    noted.  Major    area 
in.p.  cted:  procedures    fc    r  spres  enta  t  i  vo    records,  personnel 
intervieui    t,   auditor    ohiervat  i  onB. 

HACKNEY,  C.  A.,  HASHINOTOI4.K.  Dkvi  s  i  »n  of  He5  ,  dent,  H.«  "^ 
(,  Engineer!^  Programa.  EARLE,  T.  na  ttf  1  le  Memor  al  '"^^ 
Pacific  Mopthui-.t  Lflborator4.  B3/1O/07.  44pp.  16004:140. 
Ftctiff:  5O-313,  B2/1O/19, 


8208190239    IE    InfQ    Notice    B2-41  , 
Doon    at    QWfJ.  "    Svc    list    entl. 
JOHDAN.E.L.         Division    of    Engineering 
CnnsoIiJateS    Edi>on    Co.      ofHem/or 
Fithe  :  30-000,  02/  10/S2,  83OQ190239. 


Failure   of    Safety/Relief 


Qu.l  i  ty    A«««n  =  . 

Inc.         110pp.        15960.  IBJ 


24)! 


0211150330   Forwards    IE    Insp     R«PtE     SO-313/B3-H    *   30-36B/8Z-li 
020621-23   S:   0913-17,  notice    of    vioitation  4   notice   at 

COL^NS^.T.        "..1-n    4.     OMU.     .^ 
Arkan.al    Pomer    (.   Light    Co,        3pp. 
Fit  ho:  90-313,  92/10/25,  6211  1B0330. 


-flaiUB0425    Notice    of   violation    from    in.p 

*       Region    4,     Office    of    Director.        H2/10/23 
Flche:  50-313,  82/10/25,  0211IBO'330. 


-8ailIBOM+   Notice    of    delation     from    »"' 

*       Region    4,     Office    of     Director          B2/1O/25 
Fiche:  50-31  3,02/10/25-6211100330. 


9alUB0499    IE     Insp    R.pt,     SO-313/S2-.4     b   30-368/82-11     on    BZOftal 
0913-17.  Nonc^pllance    n  oted  :  f  .  i  I  ur«     to    prav.de    P;aP" 

" 


30-313/82-13   5. 


0aillB0330. 


B211020S06    Ack    receipt    Df    320321     1  tr     i"/°" 
correct    violations    noted    in    IE    Insfl    B.pt« 


Re-tor    Project    1,   E 
Arkansas    Pou«v    t,    Li 


'  Divi.ion  -P  Resident. 
02/10/27  CftVANAUBH,  W 
B|«Fieh.;  90-313. 


B21102099B   Responds    to    NRC    H2O727     1  tr    re    viol.tions    «oted     in     IE 
B.pt.    50-313/B2-13    8-    SO-3fiO/BS-tO.  Corrective   action. 
"dminUtrative   Procedure    100O.  20   revised    durtno    H204M    i, 
0621    for    installation    k   removal    of     jumporg  3FIBI  F. 

MARBHACL,J   R        Arkansas   Power    t,   Ltoht   Co.       03/00/^4        jkiui-t. 
Division   of    nesider-t.     Reactor    Project  t,   Enginotrtng   ProB''am«. 

gl      MX  Fich  .  =  ao-ais.  as/  10/27,  az  1  1020306 


291    Ack    receipt    of    BSIOOS    Itr    informing   NRC   of    steps 
H    vioUUon*    S.    deviation,    not.d    in    IE    Inap   R.pt. 


take.,    ti. 


,  02  1  1  160291 


(6091:321-       S4X  Fiche:  5O- 

821123030-1    R.spgnd.    to   B20B03    Itr    tran.mi  tting   BEI1    re    IE   Bullet!,. 
BO-llf    "M."n°S   H-H    Design."    Field    .urvey    CDnf,rmBd    nD 
?arge    item,    attached    to   ua  1  1  a.  6  tr.«  >    r..ult.nt.   «ec.Pt.l>U. 
No    further  wall    surveys    planned.  n?/ll/12        GTOLZ,  J    F. 


8208190248    IE    Info   NoticB  02-13,     "DeP  iciencies    in  LUFI   Air    Filtration/ 


is 

d    Edison    Co.     of    Nou.    Yoi-k,     Inc.       lllpp.       14171.333. 
Fi  che:  50-000.  B2/  1  1/  1A-  9203190248. 

8211230303  Foi-u-rds    IE  Safeguard!     In*?    Repts    SO-313/B2-31    h 
30    on    831018-81.  No    nn  ncomp  1  lance    noted. 

D"V!S    on    of   Resident,     Reactor    Project   i  Eng  |n»r  ing 
B2/    I/IB.       CAVAHAUOH.H.       Arkansas  P01Uer    t.  LlBht    CP. 
5«    F   ch.5»-3»3.  82/11/18,6211230303. 
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MwMlo-  - 

BUHOia   SI.Mo   noncompliance   no  lid.  Ma  jor   ar*a>    inip*c»E>d- 
security   plan  &    InpiMtntln,    procedure,    ft   .ecurity 


.. 
on    of  Resident,    Rector   Project    I. 


Efflu.nt,"      rf  ,    i    . 

"* 


. 

-nplino  4  Analyst*   Of 


..      ,  . 

nrtKt=HflLL,  j.fl.       Artmsjn   POUEJ-   t  Lio^t    Co,       B3/1  1/33 

?!'i:'*iS1n?"etltr*  Branch  "-     3"-     "Si:o»      a« 

F(ch.;  SO-313.  02/11/23.6216300275 


r 
rkan"s    Pou"   <•   Light    Co.       61/04/13. 


-8211150564    Monthlij    operatlno    root    for    Mar 

iSET?SrT-S«  5r!:B1" ' 

16062    134.        24X   F,cht:- 


- 
iche:  50-368,  Bl/Ot/l5.B3l  1130326. 


"P*    ' 


'-r    Jul     .981. 


for  flct    1981 


,  02/09/23, 


P 


8*  p. 


3pp 


5pp. 


Spp. 


14035:1*1, 


—  9211020473  Mo 


for   AUO 


nS   rept 


L  ,p  j 

MARSHALL,  J.R.        Ar-tansa.    Pouer   4   Light    Co.        t)2JtQJ  l*k        ,u,,n 

Mar,,g,nent    Informatiot,  Branch.       lp         14037.  So        wr  ' 

16°3'-0?0. 


6211110182. 


r   "It"th1!;    "Pirating    rept    for    Sept     1903 
.  L.   S.        Arkansas    Pouer    t,   Llaht    Cn         <£', 
16037:07!.         24X   Ficho  :  50-369, 


82/10/01,6211020089 


Forwards   LER  B2-033/03L-0 
HMSHAU-.J  B.        rtrfcanaas   PolUBr   &  Light    Co. 

"    ' 


rol    ays    in   ^nual    mod 
e   num68P    of    in"ct"-B    d 


nHu»  . 

ON.H?  o'     CALUN.L   J         R.gUn    4,     Offlc.    „»   Olr«l<f. 

16193,  04B.       24X  Fichc.  30-365,62/11/10.  331133012) 

V,     Operator   E.aminations 

0""rlc    >-tr   B2'1B    to   a11    P™"   "actor   ap 


EIBENHl/r,  D.  Q.        Division   of   Licensing.       82/10/12 


NUCLEAR   STATION,    UNIT 
fnBdital-    '"'"'geneg   i    fire    protection    pltni 


0'i;ir1^Up  aS~i7   to   a11   P°u"  "•  =  *»»    lle*niti.l 

4    holdar»    of   CPs   re    Inconalstoncu    bttwun 

n**    °f    '°CFfi50'S"(^    a.  ST8   for   p.rformlnfl    .^11.  ,f 
^*par<'t'nE9"  *r«'9"ms.Svc   list  end. 

i       ""i1""1   of   Llc.n.lng.       B2/10/01.  Con.llliln 


,  ?lltvic    Ltr  S2-a'    *«    »H    He.n.p« 

rowtr   "*ctor<   r.  Tech  Speea   for   fire   protictJun  «uJlli 

Forward,    joidan.;.    dl»uiiin|)    o.neral    ^op,    &    d9.crl.Uj 

S   2™2,,t   iV°    lnclode'1    ^   audit.  SVC    iist   one!. 

w?   «      r  i       DiviiioB  of   Licen.lng.       82/10/06.  C»njotJf*t<.| 

Eriiion    Co.    of    M«u  York,     Inc.       19PP.       13993:338,       H^M 

Fit  h«:  50-000.  82/10/06,  B2J0070019 


9311150367  ACk  r.c.Ipt  of  820823  1  fcr  ri  coord  In.  ft  an  b.l*..n 
Mtgian  2  iniiT-gencu  rnsponse  organiiatian*  durlnj  aoiriiMi 
•  iirelii  or  actual  •m<rg«ncy.  Resolution  of  Hurt*  r^lild  ll 

V"   'dB1i'at:e    nmergencv    performanee   providflrf, 

-P-       R»9l0"  2'    Office    of  Director.       OWIO/I*. 
a.      24X   Flche  :  90-000 
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— B2111S0375  Discusses    concerns    re   coordination  betuiBen    ulil   d    Region    2 
durins    emergency    eiereise    or    actual    emerg ency, per    emergency 
preparedness    eiercise   conducted   on   830310-1 1.  Greater 
coordination    in    several    areas    necessary. 

TUCKER,  H.  B.       Duke   Pouier    Co.       B2/OB/23.       0  'REILLY,  J.  P.       K»9iD"*' 
OH  ism    of  Director.       Bpp.       16035:234.       24*  Fi  che:  30-OOO,  B2/ 10/19. 
3211150367. 

eatUS0663  Ack    receipt    of   821013    Itr  re    emergency    exercise    scheduled 
for   Dec    19B2.  NRC   comments   uilll    be   telephoned    to  RM   Clover. 
8TOKB.  J,  P-       Division    of  Emergency   Preparedness.       B2/10/27. 
TUCKER,  H,  B.       Duke   Pouier   Co.       lp.       16061:133.      24X 
Ficht:  30-369.  B2/ 10/27,  B21 1 150663. 

8311110471    Releases    public    version   of   revised    emergency    plan 
implementing    procedures. 

FEL.rON.J-M.       Division   of   Rules    and   Records.       B2/10/29.  Document 

Management   Branch.       lp.       16045:078.       24X  Fi  che:  50-369,  B3/10/29, 
8211110471. 

B2IO29D10B   Generic   Ltr   B2-23    to    all    licensees    8.  applicants   re 
inconsistency    between   retirements   of    10CFR73.  40(g )    fc   BTS 
for   performing   audits   of    safeguards    contingency   plans 
flecuritu    planJ.Svc    list    encl. 

ErSENHUT.D  0        Division   of   Licensing.       82/10/30.  Consolidated 

Edison    Co.     of    NBUI   York.     Inc.        Bpp.        15993:319.       24X 
Fiche;  50-000,  B2/10/30,  B21029010S. 

321U1006B  Releases    public  version   of   revised    crisis   rag  t    plan. 

FELTOW,J   M.       Division   of  Rules    and  Records.       82/11/01.  Document 

Management   Branch.       lp.  16053:073.       24X  Fi  ch,:  90-000,  69/11/01. 
3211110Q&B. 

— 8211110074  Forwards    public    version   of    Revision  6    to   crisis  mg  t    plen. 
TUCKER. H.B.       Duke   Pouer    Co.       82/10/20.       DENTON.H.R.       Office    of 
Uuclear   Reactor   Regulation,    Director.       2pp.       16O33: 074.      34X 
Fiche:  30-000,  S2/1 1/01.  BH11 110068. 

— 6211110063  Public   version    of   Revision    6   to    crisis   mgt    plan. 
i      Duie  Power   Co.      82/10/29.       69pp.       16053:076.       24X 
Ft  che:  50-000,82/11/01,8211110068. 

621109044B    Releases   public    version   of   revised    emergnney    plan 
ifnc-lemen ting    procedures- 

FELTQN.pJ.M.       Division   of   Rules    and   Records.       83/11/03.  Document 

Manage*. nt  Branch.       lp.       16028:028.       24X  Fi  che;  50-369,  B2/1 1 /O2. 
8211090448. 

— 3211090460  Forwards    public   version  of    revised    emergency    plan 
Impl.mentino    procedures, inc luding   Procedures  EP/0/ A/ 5000/05 
re   notification   of   unusual    event, EP/O/A/3000/06  re    alert   & 
EP/O/A/5000/07  re    site    urea    emergency. 

TUCKERrKD.       Duke  Power    Co.       82/10/20.       "ENTON.HR.       Office    of 
Nuclear  Reactor   Regulation,    Director.       2pp.       16028;  029.       24X 
Fie  he:  50-369,  82/11/02,8211090448. 

— 8211090468  Public    version    of   revis»d    emergency    plan    implement  ing 
procedures,  Including   Procedures  EP/O/A/5000/03   re 
notification   of   unuaual    event, EP/0/ A/ 5000/06  re    alert   b 
EP/0/A/SOOO/Q7  re    site    area    emergency. 
*      Duke  Power   Co.       BB/10/06.       102pp.       16023:031.       24X 
Fiche:  50-369,  82/11/02,821 1090448. 

BS11Q40379   Generic   Ltr   82-23   to   all    power   reactor    licensees  re 
integrated    IAEA   eiercls.    for   physical    inventory   at   LWRs.  Any 
commitment   to    participate    in   exercise    is  voluntary    &   "ny 
util    that  participates  will    be    reimbursed.  Bye :    Hit    encl. 
eiBENHUT.D  0.       Division   of   Licensing.       B2/11/03.  Consolidated 

Edlton    Co.    of   New  York,     Inc.       llpp-       16019:004.       24X 
Fiche:  30-000,  82/11/03,8211040379. 

9211150495  Fnru.rds    IE  Safeguards    Insp    Rept   50-369/82-37  on   B2101B-32. 
fja   noncompllance   noted.  an/ii^na 

DWJCEjH.C.      Division   of   Project   d  Resident   Proorams.       tw/n/uv- 
TUCKER, H.B.       Duke   Pouier   Co.      2pp.       16060:279.       24K 
Flcfie:  30-369,  B2/I1/09,B21 1150495. 

— B211150513   IE   Safeguards    Insp   Rept   50-369/82-37   on   821016-22.  NP 
nc-neoinpllance   noted.  Major  areas    Inspected:  security    plan   B. 
Implementing    procedures,  .ecur Ity   organi lation-mgt    I.  proar-m 
audit.  Detail*  withheld    (ref    10CFR73.2U. 

T(LLMAN,A.,  MCOUIRE.D.R.  Division  of  Eng 'n"r;n9R«  J"h2i/ti/n9 
Programs.  83/11/OB.  lp.  16060:281.  24X  Fiche:  50-369,  S2/  11/O9, 
BZt  1 130495. 

H2tia?0159  Foruardt  Revision   3  to    safeguards    contingency    plan.  Revision 

Huclear   Reactor  Regulation,    Director.       lp.       16816:346.      24X 
Fiehe:  50-369,  82/11/10,  821 IH901S9. 


6211290221    Release*    public    version    of    revised    emergency    p  5-an 
imp  lamenting    procedures. 

FELTON.J.M,        Division    of    Rules    and    Records.        Ba/15/19.  Document 

Management    Branch.        lp.         16246:   176.         24X    Fi  che.  50-000,  BH/ 1 1/ 1  9, 
8211290221. 

— B21ia'?OS27   Forwards    public    version    of    revised    emergency     plan 
Implementlno    procadur es.  i nc 1 u a  ing    Procedures   5.3.   I    re 
recovery    managor   t-    immediate    staff    group    plan  (.    5.3.6    re 
radiological     support    group. 

TUCKER.  H.  B.         Duke    Pouer    Co.        S2/IO/29.        DENTQN.H.FI.        Office    of 
Nuclear    (ieactor    Regulation,     Director         2pp.        16246:177.        34X 
Fiche:  50-OOO, B2/  1 1/ It.  021 1290221. 

— S2U290233   Public     version    of   revised     emergency    plan     imp  I  Dmsnt  ing 
procedures,   including    Procedures     5.3.1     ro    rucovurii    manager    !. 
fmmediata    staff    group    plan*    5.3.6    re    radiological    support 


*Du'kB    Power    Co.        B2/10/22.         233pp. 
Fiche:  5O-000,  02/11/19,3211290221. 


16346:179.        24X 


P.     Operating    Ilcen-ae    stage    documents    &    correspondence 

921IOB0022   Summary    of   B20904-03    mEEtings    ui/ut  i  1  5.  Wea  tingh  ouse   a    EPW1    in 
Dutheada.MB    re    results    of    research    on    hydrogen    combustion   h 
control.  Vieug  rapha    entl. 

STAHLE.C.        Licenaing    Branch    4.         B2/10/07.  Licensing    [iranch    4 

162pp.         15973:043.        34X   Fi  che  :  5O-OOO,  B2/  1O/O7,  321  1000022. 

B211O4O355    Forward     safety    svaluation    of    main    steam     line    break    iu/ 
continued    feeduator   addition   fc   Franklin  fiesearch    Ctr 
technical    evaluation    rep  t  .  Ana  I  y  s  i  s    ac  coptab  IB.  W/n    technical 

NDVAK..T    M         Assistant    Director     for    Licensing.       B3/1O/I4.        TUCKER.  H.  II. 

Du*o    Pouer    Co-        Bpp.         15945:226.        24X    Fich  e;  50-369.  93/  10/14, 
821I04O555. 

B2110A0536    Forwards    Amand     17     to    License    NPF-9,  safe  tij     Evaluation    b 
notice    of    issuance   t-   ava  i  lahi  1  1  ty    Amend    permits    reduction   in 
horc-n   cc-ncentrfltion    in    injection    tank    &    revises   mir    limit 
for    primary    containment    upper    compartment   air   temp. 

AnENBAK,  E.G.         Licensing    Branch     4.        BH/IO/H,        TUCKER,  H-H.       Duke    l'uui«..|- 
Co,        2pp,         I  5970:  320.        24X    Fich  a:  50-36^-.  82/10/14,  B21  10.H0536 

—  S21106O540  AmeTid    17    to   Litense    NPF-9,  permi  1  1  Ing    reduction    in    horon 

concentration    in    injection    tank    t    revising    limit    for    primary 
containment    upper    c  ompaTtman  t    average    air    temp. 

ADENSAM.EO         LicBnaing    Branch    4.        BS/1O/14.       Jlpp.        1597O:  J2^ 
24K    Fie  he;  50-369.  82/10/14,0211040536. 

—  8211060542  Safety    evaluation    supporting    Amend    17    to   License   Nl'J-  -9. 

*       OPfica    of    Nuclear    Reactor     Regulation,     Director.        B2/10/14.        '/pp. 
15970:  333.        24X  Fiche:  5O-367.  02/1O/1  4.  821  1060536. 

—  B211060545  Notice   of    issuance    t*    availability   of   Ainend    17   to   Licence 

Kjpp—7 

ADEMSA-M,  E.  0  .        Licensing     Oranch    4.        B2/10/M..      2pp-        13970:  31  a,        ^-1): 

FI  che:  50-3A9.  82/10/14,  821  1&60  336. 

—  S211OfcOS49  Advises    c-f    no    knouin    public    c  orre  tpond  ffnt  c    or    irreversible 

lniD«et    a«ic-cinted    ui/i  siuanc  e    of   Amend    17    to  License    NPF-9, 
DIRHEU.n-A.         Lieensins    Dranch     4.        aa/10/13.       NDVAK,  T-  M.        Asaifctiint 
Diroetor    for    Licensing.        lp.        15970:344.       24X    Ftche:  50-369. 
B3/1O/14,  B211O60536. 

9K11O10149   Adviie«    of    util    proposal    to    submit    updated    FSAR  24    months 
after    issu*    d«ta    of    Unit    Z   OL,  masting     intent   of 
10CFR50.  71(e».  Qct  (•   Doc    1981    revision    to  combined    FBAR 
Ircluriei    InFo    to    support    licnnatng    of    Unit    2, 

TUCKER,  H.  B.        Duke   Pouer    Co.       aa/lO/25.       DENTON.H.n.       Office    of 
Nuclear    Reactor    Regulation,    Director.        2pp.       15067:207.       24X 
FJche:  50-369,  82/10/25,3211010143. 

8210260039   Qenai-ic    Ltr   82-20    to    all    pouer  reactor    1  i  cens  ces,  parmi  t 
holders    S<   applicants    for    CP    TV    ouidantE   for    ImpJementinB 
8R.P    rulB.Foruards   NUHEG-O906.  NUREO    to    be   used   as    interim 
measura    until    Reg   Guide    1  ,  7O  T-evised.  Svc    list   ere  1. 
eiSEN!HUT,r>.  Q.        Division    of  Licensing,        G2/10/36.  Consol  Ida  tBd 

Edt»on   Co.     of    NBU  York!     Inc.       9pp.        19993:293.       24X 
Fiche:  50-000,  B2/  10/26,  8210260085, 

8210270030   Oeneric    Ltr    82-22    to    all    PWft    licansees    re    Congress  in  nnl 
requeat    for    info    concerning    steam   generator    tube    intagrity. 
Forward*   Congressman  EJ   Nark&ij    921019    questions    re    steam 
generator    tubs    integrity.  Svc    list    encl. 

EISENHUT.D.  «.        Division    of    Licensing,       B2/10/2A.  Consol  i  to  ted 

Edison   Co.     of    New  York.     Inc.        10pp.        16099:332.       24X 
flelie:  SO-OOG,  BS/10/pa6,  B21O270O30. 
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18   to   Lictnst   HFF-9.  i»fltg    evaluation    (• 
ptrmiti    I    month 


r:»rv*l    6etu«"   Tun    C    Itnt    rate    tests    to 

"    *Div"tior>Uof 


3s». 


inj.       B2/10/29.       TUCKER.  M.  B.       Dut 
Fiche.  50-369.  82/10/89.  8211090532. 


-CIIICS-S*?   i->ir.d    19   to   Uicsrti.   NFF-9,  allouinj   tfiffrril    of   lialt    testing 
of   Ptr.tralign   "330   until   031130. 

ElEf.HUr.  0   0        Divnicn   of   Lictnjjnj        82/10/39.       5pp.       16030:313. 
2<»    Fic*«    30-2*5,  G2/10/29.G3I  1050532 

--6«  1  1070  555   S»FttY    tv»Iu*tien   supporting   Mend    18   to   Lictnse   NPF-9. 

.      Off!,-*    of   Haclttr   Hiactor    Reflation.     Dirtctor.       G2/10/29,       3pp. 
ItOZO    317        2«   Ficfie    50-369.63/10/37,0211090533. 

--e5UO?05i5   Motif   of    n»u»ne»   fc   JVii  lib  it  itlj    of   Amtnrf    IB   to  License 

j.sF-1; 

4K'.=*M,£   5        ticsnsin9    Branch   4.       02/10/39.       3pp.       16020:330        24X 
0/29.  B21  1090533 


211C4Q137   Faruarjs    info   rr   NLflEG-0612,     "Control   of   Heavy   Loads." 
iTifludin]    reipsni*!    to   draft   tichnical    evaluation   rapt   t, 
rciulti    of   evaluation   of    load   handling   operation*    in   spent 
fun  I    arid!   ',    in   *unli*ry    bldg 

TLK>tW,H   3        Dui*   Pcuer   Co        83/11/01.       DEMTDN.H.R.       Office   of 
r.uclur    S.aclor   rfjuJation,    Director        AEENSAM,  E.  0        Licensing   Branch 
a         Hipp         !5«2fi   356        24*  Fien«.  50-369,  B3/1  1/01.  B21  1040L37. 


0.     Inipietion    rsporta,     IE   Bulletins  b    c  orr«ip  Oiid»nc* 


8308190220  IE  Info  Notice  82-37,  "CracMng  in  Upptr  BhtJl  ^ 
Tnniition  Cone  Girth  Mali)  of  Steam  Genera  toe-  «t  Dptritlri 
PHR,  "  3VC  Mat  tnel. 

JDRDftfJ'E.  Diviiion  of  Etig  Inner  ing  6  Quality  AsiurMntt  &3 
Coniol  idated  Erilinn  Co.  of  New  Vorlr,  Inc.  109pn  15HO  00 
Fiche:  30-000,  82/09/16,  B20Q17O220. 


IE    Info  Notice    82-34,  lleviaion    1,    "Held*    In  rtil 
Finds,  "  Svc    I  lit   uncl 
JORDrtM,  E.  L        Civilian   of    Enginooring    &  Quality    Atiurtnt 

Coniolid»tBd   Edison  Co.     of    Mtiu  Vork^     Inc.        IO70p 
Fithe:  90-000.  82/09/17,  S20S19O222. 


BSOaf?02E9   IE    Info  Notice    B2-39,     "Svc    Degradation    of    Idtit  UJ 
StalnUn  Still    Reclrculatlon    Syi  Piping  at    BUR    l'L*nt.* 
Svc    lilt   enc 1 , 
JORDAN,  E,  L.       Division   of    Enginoirlng    i<  Quality    Atturjnn 

Coniolidatid   Edimn  Co,     of    MIUI  Yarki     Inc.       O6p  p         16017-0 
Fiche:  50-000,  S2/09/S1 ,  020H1TO237. 

G2QBl'}QZZ3   IE    Info  Notice    BB-3B.     "Change    in  Format    t,    Dtttiritu 
for    IE  Bui  let  ins.  Circulars    (t    Info   Notlcei.  "    five     lilt   *n(| 
DEVQUNQ,R.C.       Director's    Office,    Office   of    In*p«rUun   »nf 
Enforcement.       02/09/22.  Con»ol Idat ed  Ediian   Co,     at   m*  ¥ 

110pp.       16010:021,       24X   Fichc:  50-000.  O2/09/22-  OSOttl •W333 


orudrdi    iiiK-arg    of   rnulti    of   final    evaluation   of   PUI< 
laiftty/r.lKf    valvi    ISRVI    piping    re   THJ    Item   II.D.l.A.Slji 
functional    'or   £RY   dischsroe   event. 

Tu:t-e».H    Ii        Duk*   Power   Co.      82/11/01.       DEHTON,  N.  R.       Office   of 
"uiltar    Rtac'.or   Regulation,    Director.       ADENSAM.E.O.       Liceniing   Branch 
4        3c»         !57sa   OH        24X   Fiche    50-369,82/11/01.3311060022. 


£-2IU60ji3   Foryardi 


of   H^ifrogen   Control   Measures   at   HcOulre 


t.jclejr    StjtiQn,"   Revnion   5.  Analysis    contain!   response*    to 
i,tC   Sf;«14,0309   '/   0?!7   Itn   6   interim   rept    on   tambuition 
Btr»Tio,-(nfl    testing    at   Hhilosfiell. 

TL'CHEfl.H  D  Du*e  Power  Co.  B2/I1/05.  DEN  TON,  H.  B.  Of  file  of 
Nuclear  Reactor  Regulation,  Director  115pp.  16077:039.  23X 
rich*  SO-3A7,  82/11/05.0211140363 


6211U0047  Cineric  Ltr  B2-26  to  pouer  reactor    litenseei    (Bicept  Fort  at 
Vrainl    re    N'UHEG-0744,  Rsvi  sion    1.     "Pressure   Veisel   rlatl 
Traclurj    Toujhn.ss    ':   Forwards   HUBEC-0744,  Revision    l,W/o 
end    Svc    list    end. 

EISENH'JT-.D  G        Division   of   Licensin,.       82/11/13.  Consolidated 

EiJison   Co.     of    ll,u   Vorl.     Inc        52pp.       16233:213.       24X 
Ficfle.  SO-000:  02/11/12:  B21  1140047. 


10253  Proposes   that  Unit  I   be  returned   to  BOX  pooier   operation 
y  current    teitina  results   indicate  unit   can  be  operated 
u/o    significant    stian   generator    tube   wear 

TUCKER,  H   G         Dute   Pouer   Co.       63/11/17        DEN  TON,  H.  R        Office   of 
«uel««r   Reactor   Regulation,    Director.       ADENSAH,  £.  0.       Licensin*   Branch 
*        -pp.        16165.072        24*   Fiche-  30-369,  83/1  1/17,0311220232, 

6211390637   Forw.rdt    "Environ   Qualification   Test   Rept   on   Electrical 
P»n.tralion   Asunb  ly.  Typ.    B-H"   6   "Analysis    of  Cablet   t 
Connettor*   Following   Accident   Test   Conducted   on   B20331   t, 
Eitmied    Accident    Test   Conducted   020510-IB          " 
ruCIJEfi.lf  B        Duke  Pouer  Co.      82/11/10.      DEN  TON,  H.  R.      Offic*  of 
Mutle.r   Reictur   Rijulation.    Director.       ADENSAM.E.O.       Licensing   Branch 
4         Spp          16223.224        ZH   Fiche:  50-369,  82/1  1/10,  021  129063? 


Laborstories.       43B69-I    V01. 
h,   50-369.92/1I/IB.B21  1290637. 


ration  Assembly,  Type  fl-H, 


*••* 


0209190232    IE    Info  Notice    B2-4O,     "Dof  It  i  enc  1»    In    Pi-tmiri  C*-" 
Electrical    Penetratinn   rtaacmblies.  "    Svc    list    one]. 
JORDAN.  E,  L.       Division   of    Engineering    &   Quality    /\i  iiir-tnii 

Consolidated   Edison  Co,     of   New  Vork,     Inc.        llSap         J57M 
Fiche:  BO-000.  03/09/23,  H20aiTOa32. 

0211130263  Confirms   B30924    tolcon   re   021037  mot    mis«llti|    in  C* 
to   review  results   of    firat    plum   of    annunl    «pnr-<nl»«t    al  ull 
rejulatory    performance,  SrtLP  bonrd   rent    to  be    ta-nt     I    ut 
before  meeting.  PropoanJ    agenda    encl. 

LEWIS,  R.C.       Division    of   Project   «.  fles  i clout   Programi.      Oit/ll 
TUCKER, II, D.       Duke  Pawar   Co.       Hpp.       16035:031,        SMJi 
Fiche:  50-000,  B2/ 10/06,  S21 1 130363. 


8311150496  Forwards    IE    Inap    Depts    30-369/02-36   t>    3< 
830030-0917.  No    noncompllanco    notmf, 
DANCE.H.C.       Division   of    Projoet   fc  Restdont   F'TOurj 
TUCKER,  H.  B.       Duke   Pouior    Co,       Spp.       16O57-22D        U' 
Fie  he:  30-367,  82/10/13,021  1 1  SO-Wc.. 


— B211130507    IE    Insp   Rcpts    SO-n6t?/U2-36    fc  BO-370/SH  -:i!J  (in  B 
noncompliance   noted.  Major  area*    Ini  poctad ; m» I n  t . 
survBillanca,hot    functional     teits,  opera tion*l     -ttfltv 
virification, plant    trips   (.    Inipoctoi-    follouiup. 
BEHIS.P.n.  ,    HDPKINS.P.  .    BIIVANT,  J.  C,       Dlvljiari   at   Pro  ml. 
Pvoovams,       B3/10/11.       Bpp.        16037:330.      24X    Fi  «M  =  JO-Un.9. 


6311180353  Forwards    IE    Insp    Hepts    30-369/02-3*   (<    3 
020°27-1001.  No   noncompliance   notiiJ. 
DANCE.H.C.       Diviiion   of   Project   4-  RaBldint   Proflr-nnit        62/10 
TUCKER,  H.  0,       Duke  Power    Co.       Bpp,       16093:894,        H-1  X 
Fiche:  30-367,  82/10/20,  021  1  1  B03S3. 

~aaill503B2    IE    Insp   Rnpt»    90-36'7/B2-34    fc  30-370/Qa"39  on  BB> 
noncomplidnci    riotfld.  Major   are*i    in*  pactsd  ;  *ud  It    pr«jr*» 
implementat  lonrmaint   programi  genera  1    einplogav    lr»I.i(fi(, 
operator   re^uallf  ication    training    Si    previoui     Into    rflnfnv* 
SKINNER,  P.H.,    UPRIOHT.C.M.      Dlvlsiot!   of  Englnroring   (Tit 
Programs.       BS/  10/19.       ipp.        16033:  396,      2«   FteM    10-3*9, 
BS11I50353, 


020B170239   IE    Info  Notice   B2-41,     "Fallur*  of   Saf  *ty/fl*l  lif  v>j 
Open  at  BWR.  "    Svc    list    encl. 
JOSDAN.E.L.       Division   of    Enfllnierlno    &    Oualltg    Atiurjnt* 

Consolidated   EdUon  Co.     of   Naui  York.     Inc.       HOpp. 
Fiche:  50-000,  82/10/22,  820B19G239. 

S2IilB055B  Ack    receipt   of    IE    In«p    Rept«    50-369/32-33    I 
proprietary    info. 

TUCKER,  H.fl.       Duke   Pou*r   Co.       32/10/23.       O'REILUV,  J.  t», 
>ctor,       lp.        1404,2:221.        24X  Fient:  M-tW 


8311130633  Aek    receipt   of    IE    Inip    R.pt    30-369/82-31.  NB   »re»*t 
info. 


TUCKER,  H.B. 

Si;^L°f  D 
B21  1  130639. 


Duki  Pou*v   Co.      32/10/23.       0'flEru.V,  J.  P,       RIM 

"*or-      »P-       16061:123.       S4X  Fich 
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Forwards    IE  Safeguards    In.p    Rept    50-349/83-37   on   831010-32, 
Ho  noncompliflnce    noted.  nnrnma 

DftHCE.H.  C.       Division   of   Project    4  Resident    Programs.       B3/11/Q9. 
TUCKGRiH.  B.       Duke   Pouer   Co.       2pp.       16060-.279.      24X 
FicM:  50-369,  82/11/09,8211150493. 

— B2U 150513   IE    Safeguard.     In.p    Rept    30-369/B2-37    on    821018-23.  No 
noTieompllance   notad.  Major   areas    inspected :  security    plan  !. 
implementing    procedures,  securitg    organ!  lation-mgt   &    program 
audit.  Details   withheld    (ref    10CFR73.21). 

TILLMAN.A,  .    HCOUIRE,  D.  R.       Division    of  Engineering    fc    Technical 
Proflram,.        B2/H/OB.        Ip.        16060;  2B1.        24X   FichB;  9O-369,  B2/ 11 /07. 
6211150*99. 

S20917Q24B    IS    Info   Notice    02-43-     "DHf ic tone ie s    in   LWR    AiT    Filtration/ 
Ventilation    Sys.  "    Svc    list    encl. 
JORDAN,E.  L.       Division   of   Engineerino    (-   Quail  ty   Assurance, 

Consolidated   Edison  Co.     of  N«w  Yorl,     Inc.        Hipp.        16171.233. 
Fiche:SO-000,  83/11/16,  8208190240. 


0211040210   RO   349/92-72:  on    02C-?27.Tech    Spec    3.7.6,     "Tuo    Independent 
Control    ftr«.    Ventilation    S4  s    Shall    Be    Operable,"    violated 
R.pt    uill    te     .ubmitted     b  V    B21I05.   Investigation   fc    rBsalut.on 


f-    Dir.or 
0211060210. 


1,. 


.        Ba/lQ/27.       O-REILLY.JP          Regions, 
15992:073.         24*    F  icfce:  5O-369.  82/10/37, 


6211090182    Updated    RO    369/02-66:  o  n    S2O903   !-     16,  Mow    totality 
Inopor.bl.-Cau.Bd    by    leaking    pump    discharg*    check    valve    S, 
out-of-cnlibr     Plou.    transmitter-  Check    valve     repaired    i 


Director. 


CD.     aa/io/ae.     D-REILLV.  j.  P.      RE9i°n  a. 

p.         16Ot>3:  O27,        24X    Fiche:  SO-369,  03/10/28, 


6211170260. 


B20DI90253    IE    Info  Notice   82-49,     "PWfl   Lou  Temp    Qverpreisur* 
Protection.  "    Svc    list    Encl. 
JORDAN.E.  L,       Divinion   of   Engineerino    S.   Quality   Assurance 

Coninliriated    Edison  CD.     of  Hen  Vark.     Inc.       93pp.       16232:398.       24X 
Fichs:SO-000.  B2/1 1/19,  B20S 190253. 

9211300019  Advises    that   operatinD    program  at    SOX  power    level    -for    perind 
trending    f™m   D81    li'B2-Feb    19B3   acceptab  1  e  ,  Detai  led 
evaluation   of    eddy    current    test    results    for   Nov   19H2 
required   mi  thin   30   days.  Summary    of   review   results    eric :1. 
NoSAK.T.M.       Assistant  Director    for  Llcen9ing.       B2/1 1  /19        WCKefi,  H.  B. 

Duke    Pouer    Co.        6pp.        16263:200.       24X    Fich  e:  30-369,  S2/  1 1  /19, 
B2113000J1?. 

R.     Perlodit   operating    reports  &  related    correspondence 

B21122D230  Foruards  monthly    operating   ropt    fnr   Qct    1982. 

TUCKER,  H.  B.       Dulfl   Pouer   Co.       82/11/13.  Director's    Office,     Office 

of    Inspection    and   Enforcement.       Ip.       16163:322.       24X 
Flcha:  30-369,  B2/I  I/  15.  B31 12S0230. 


a?llSaOB3S  Monthly    operating   rapt    for    Oct    1982. 
REAVIS.J.A.        Du he   Power    Co,        83/11/15.        6pp. 
Flch>:  30-369,82/11/13,  8211220230. 


—9211170274  LER   SS-07S/03L-0:  on    820927  ,  dur  i  ng   Mode    I.  chiller    package 
Trait,    B    of    control    room   ventilation,    sy.    tr  ipped  .  Caused    by 
high    bearing    temp    fluo    to    e.cess    oil     in    ch  1  1  ler.  E.<:  eas    oil 
romoved.Pruceifuras   mill    be    revised. 

WABnnCI    P    B          Duke    Pouiav    Co.         02/11/05.  Region    2,     Office    of 

Director          \f  illCA     1^,7.        SIX    Fiff,.:  90-3W,Ba/l  I/OS.  BZM  I  7OMB 


.       O-REILL.,,.,.         H..i.n    8- 
24X    Fich..  90-369.  B2/1  I/  Id. 


o      Director 
B21  1220261. 


16164:359 


9211230265  LER  93-O73/03L-0:  on  S20403,  dur  ing  QA  audit  of  test 
oroceduras.  Incurs  »  nuclear  Instrumentation  ays  corre-Utian 
Inonthiij  check  found  not  par  formed.  Caused  by  incorrect  test 


p    B         Duke 
IP- 


Co.       B3/11/IO. 
24X    Fich.: 


Region    2,     Office    of 


B2I1220199    RO    369/82-74:  r.p  t    di>*    on  SEltlB   «i  U    b.    liiu.d    by    021130 
tfu.    to     Ineemplit*    in  vost  i  9a  ti  on    of    c  ontfi  i  nment  a  i  r    lock 

TNCl(ER?H  D  Duh»  PauJEr  Co.  BH/U/H.  Q  'REILLY.  J.  P.  Region  2. 
Sfnce  "f  birector,  Ip.  16164:361.  24X  F  ic.e  :  90-369.  aa/1  I/  1  1  • 
3211220199. 


S.     Reportable    occurrences,     LERs    t.   related    correspondence 

B211020320  Forwards   LER  81-029/01T-0.  _^,,  ,  „     ,  n        D      4    „  n 

PARKER.  M.  Q.       Duke   Poumr   Co.       Sl/04/05,       D'BEILLY,  J  P  -"•>*""  =• 

AtUnta,     Office    of    the    Director     (81/03/01).        Ip.         15BB2;075.  21X 
Flche:  30-369,81/04/02,8211020320. 

— 82110-30325  LER   81-Q25/01T-0:  on   810319,  no   seismic    bracing    or 
calculations    found    for    12  reactor    bldg    sa f ety-rolatetf 
electrical    cable    tray    hanger    stds.  Causa   not   stated.  Seismic 
calculations    performed    on   affocted    hangers. 

OUB_LETTE,fi.H.       Duke  Pouer  Co.      S1/O4/02.  R°9»°"  *•    M*"**' 

Office  of    the   Director    (81/03/01).       2p.        15BB2r076.       24X 
Ficha:  50-369,  81/04/02,  8211020320. 

8211010031   DUtusses    inoparability    of    instrumentation    linei    due    tn 
Bitreme    cole    weather. End    lists    affected   plants   (<  LERa 
during    winter    of    1981-92.  Inclusion  of    data    in  ne»t    Pouer 
R.acSor    Events   would    help    inform   licensees.  „„,.,, ,D 

CHIRAMAL.M.       Reactor  Operation*    Analysis   Branch.       82/06/1B. 
rtlCHELSON.C.        Director's    Office.       4pp.        13892:039.        ^tx 
Fiche:  90-000,  B2/06/ IB,  B21 1010031 . 


8211390696    ForujHrdB    LEF1    62-075/O3L-0  n,aetL,y     ,    p          neoi(>n    p, 

TiiCKFB.H  D  Duko  Pouier  Co.  03/11/17.  O'REILLY,  J.  f.  negion  ,., 
5*f  Ue  pf  Director.  1..  16832:036.  MX  Flch.'  SO-369.  Ba/l  1/1  /. 
0311290696. 

-.-62112=70701    LER    B2-075/03L-0:  an    S21O18.  6  isca  vered    that    contalnfflent    pmgi 
r-dl-tion   monitors   EMF-39L  t    EMF-40L    had    setpolnts    n»t    in 
agreement    u/Tech    Spec.  Caused    by    Incorrect    Tech    Spec 
ure    for    calculating    setpoint. 
l   P    B         Duko    Pouer    Co.       83/11/17.  Raglan   2,     Office    of 

lp.        \lttW.        W    Flche:  30-369,  B3/1  1  /  1  7.  921  1290696. 


V.     Operator   Eiamtnations 

621013001*?  Generic    Ltr    02-lB    to   alt    power    reactor    applicanta    S. 
Uon-e.s    re    reactor    operator   S.    «nior    reactor    operator 
requalification    sxams.  Advises    that    eian.fi  begin    at    faciliti) 


VCiv:oo'Lfc«,nBing.       82/10/12. 

ior    Co.     of    N.U    Yor*.      Ire.         15pp.        16002:234.        SIX 
FI<hor  &0-000,  H2/1O/12,  8210130019. 


SS07160Ba4  Discussas    failure    of   E8F  manual    initiation    puihbutton 
sultchBs.per    LERs   81-1BB/01T-0  l<  B1-1B0/01X-1.  Exam   r.v.aled 
silver    lulftde   coating    on    silver    plated    «ui  ten   contacts, 


D«t';    Office.      «2/06/24. 
of  Resident  t,   Regional    Reactor    Inspection.       Bflp. 
FUJie:  90-369,  32/06/24,  B2071602B4. 


|  L        Division 
661B4;216.        **x 


B211040141   Forwards   LER   B2-071/03L-0.  Detailed    event   anflli,.  is    en  cl. 
TUCKER.H.B,       Duk,   Pouer    Co.       B2/10/22.       O'RE  LLY,  d.  P.       R'Bion    2. 
Office    of   Director.      3pp.       13929:030.       E4X   Fiche:  5O-369,  8B/1O  /22, 
B211O4O141. 

—  8811040148  LER  B2-071/03L-0:  on   820922,  motor    control    ctr  LEMXD    lost 
power   causing    temporary    inoperabili  t«   of    ««v*ral    ''""tl'1 
i,,.  /component..  Caused    by   automatic    trip    of   feeder    breaker. 
Breaker   reset  &  closed.  Power   restored.  „..,_       „* 

I.P   B        Duke  Pouiflr   Co.       82/10/33.  Reoion   2,    Office    of 

Ip.       139297323       S4X  Fie  he;  50-369,  02/10/32,  B21  1O4O1  41. 


DOCKET    50-370   WILLIAM   D.     MCflUIRE    NUCLEAH_STAT  tOM_ 
Ar~Applie«tion/conitruetIon    stage    dl>=unl*ni*_5;_^^**P^^|;** 

8211030028  Summary,    of   920304-05   tr«etinga    u/ut  i  Is,  W«st  inghouae   (.    ^Pftl    in 
B«.the»da,MD   ra    r»sults    of    research    on    hydrogen    combustion   & 
control.  Vteuo raphs    encl.  .  ,.     , 

STAHLE.C         Lic.nslng    Branch    4.         02/10/O7.  Licensing    Branch    1. 

I62pp         15973:040.        24X    Fit  he:  50-000,  83/10/07,  831 1030O33. 

0211040SSS  Foruaril    safety    evaluation    of    main    steam    line    break    laJ 
continued    feaduater    addibion  &    Franklin  Research    Ctr 
technical    evaluation   rept.  Analysis    ace  eptab la,  W/o    technical 

MOW^T'^    rAs"'i,tant    Director    for  Licensing.       B2/IO/14.       TUCKER.  H.  H. 

K    Po^r    Co         9pp.        15745:226.       24X   Fich  e:  30^369.  BB/HW14, 
0ZU0409S5. 
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B31IOIOI4B  Advil,  »    of   utii    propoKl    to    submit    updated    FSAR  34   months 
aft«r    issue    dat>    of  Unit    2  OL.meetinc    intent   o-f 
IOCFJJ50.  71(el.0ct    (.   Drc    19ei   nviiion    to  combined   FSftfl 
includes    Info    to    lupport    licensing   of  Unit   S. 

TUCKER.!)   B.        Dult    Power    Co.       82/10/25,        QENTOW,  H.  R.        Office    ttf 
Nuclear    Reactor    Rfjulation,     Director.        ?oj>.         I5B47-SQ7         24X 
Fiefc*:  50-36?,  02/10/25.  021  10IOI4S. 


8211150375   Di.cu.ii.   concerns   re    conr  d  in.tion   betWB.ri  uUL  I 
aorinB    em.rfl.ncv   exercise    or    actual     em.rg  encg,  p."   M?      n  !.* 
prepjredtle.t    eierciie    conducted   on    BB0310-1  1    OrBater 
cooi-dtnation    in    several    area*    necessary 
•^B        Oute  Ppyer    Co.       02/08/23.       O' 


&21QS600BS  Centric   Ltr  B2-20   to   all    p-ower   reactor    1  ic.nieei,  p.rnit 
holderi    t  applicants    far    CP  pt    .guidance    for-    imp  1  iment  1  na 
SUP    rule.  Forward*    NU«EQ-0?Q6   NUflEO   to    b*    issed    41     Interim 
measure    until     Reg    Quide    1.  70   revKtd,  Svt    Hit    tncl 
EISENHUT,  0.  0.        Divliian    of    Licensing.        63/10/34.  Caniol  Ida  tad 

Edison    Co.     of    New    Vork,      Inc.        9pp.        I99TO1  299         24* 
Flche:  50-000.  82/10/24,,  021  026QQBB, 

B21tl&0:m  Forwards    info    for    revi  eu  of    sel,mic   &  dynamic    unification* 
of   Unit    2   fit  etg-related    iijul  [.m.nt.  Enuipniin  t   it   Unit!    1    i.  3 
adequately    nullified. 

n/CKER.H.  D.       Out*   Pourer  Co.      92/10/29.       DENTON,H  R        Office    of 
Nuclear    Reactor    Regulation,    Director.       ADEN  SAM,  E.  0.       Lit.niins    Branch 
4.        2PB.        16091:337.        24X    FUhe:  50-37O,  02/1  of  SB,  B31  1  140395 

6211040137  Forward*    info    re   NUREO-0412,     "Control    of   Hsavy   Loads," 
including    reipon&ei    to   draft    tfthnical    evaluation   rept   & 
r.iwlti    of    evaluation    of    load   handling    operation,    in    spent 
fuel    area!    t,    in   auiiliary    blds.  P 

TUCKER,  H.D.        Dul,    Payer    Co.       62/11/01.       DENTOM.H.R.        Offi,c,    of 
Noel.  4r    Reactor   JftjuJatian,     Director.        ADEWSAM,  E.  0.        Liceni  ins    Branch 
1         113pp.        15924.236.        24X   Fl  c  he:  30-3fr9,  02/1  1  /Ol  ,  BB1  10fl0137 


9211150663  Ack    receipt    of   021013    Itr   re    em.rgenc 


lts    of    Ftna]    evaluation   o 
.rt.s,B 


PUR 


02!IOci0022   Forwards    summary    o 

safety/relief    valve    (SRV)    piping    re   TH1    i  tern*  II '5"]" 

functional    for   ERV  discharge   event. 

TUCKEJf.H   B.        Dule    Power    Co.       B2/11/01.        OEM  TON,  H   R         Office    of 

Nuclear   Reactor    Regulation,     Director.        AOENSrtH,  E.  O.        Licensing    Branch 

4.        3PP.         15950:013.        a*X    Fiche  :  SO-369,  6»/|  1/01.  821 1060O32 

Bailli03*3   Forward*     "Analusii    of    Hydrogen   Control    .Measure*    at    McOuir* 
Nuclear    Station,"    Revision    5.  Analysis    cont»inj    retoonmei    tn 
WIC  H20416,OG09  *  O717    Itr,   i   interim  rejit    on  combustion 
phenomena    testing    at    Whiteshell. 

TUC«ER.H_B.         nuke   pOLJeP    Co.       B2/11/05.       CEMrON.H.  R.        Of  Pica    of 

ir.       115pp.       J6077: 039.       51 X 


G211&90637   Forwards    "Enviran   0«UfU.tlon  Tt.t  R.pt    on   eiittrlwl 
Penetration    A  i.emb  ]y,  Tup.    Ji-M"    J    "^nalij.is    of   Cables    ft 
Connector)    Follouing    Accident    Test  Conduct*!!    on  82O331    t, 
titenderi    Accident    Test    Conducted    B30510-1B  " 

TVCKEfl.H    D.        Djke   Power   Co.        B2/1J/18.       CENTDN.H.R.        Office    of 
K«elMp   fieactor    RegulstiDr>.    Director.       ADENMM.E.O        Licensing   Granc 
4.        2pp.        16353:294.        24X   Flche:  50-349,  B2/  1  I/  18,  021  129O63?         9 


B3'07/ai 


—  8311E90651    "Analiji.i»    of    Cables    i-   Cormetlors    Follou,in«    Accident    Test 

'P    °"   S™1         f'J"""'    ACC'derlt    T"1   C<.ndu?ted  '"" 

al    Penetration  Asstmft  1V,  TVpe   B-M,  » 

?lpp          16324-  1  90 


-",_?!!_!!i^l,!'!^"l<     emerS«ni:«  *•    f|«    Protection   plans 

6210040049  Generic   Ltr  B2-17    to  all    pauer  rector    llc.n«...  fc 
*P01  (»nU  !,    holder,    Bf   CP,  r.    l«or,,i,t.nt«   bltile" 
rnuire^nts    of    IOCFR50.  54  (  t>   i  STS  for  pBrforrains    audit,   ol 
em.rB-ncij    preparedness   pro-ams-  Bvc    I  (,t    sncl 
EISEKHUT,  D.  O.        Division    of    Lieensinj.        B2/10/OI.  Consol  t  Ja  t.tf 

r"'!!011^*™'    """   V"fc<     In£'        ""         16002:206        34K 
Fiche:  50-000.  B2/IO/01,  9210040069. 


pn 

TUCKER  H   it         ivi"2n    °      Em,rB.ncU   Prep-redr,....       BI/lO/)r. 
TUCKER,  H.  B.        Duke    PoLJef    Co.        ip.        16061-133         24X 
Fich.;SO~3i9,  02/10/37,  9211150663. 

S211J10471    Releases    public    version   of    revised    emeraenci,   »•!,„ 
implementing    procedures.  'fl«nc»   Nin 

FELTON.J.H.        Division   of   Rules    and  Records.       02/10/39 

"  '     lp' 


62103-JOlOa  flen.ric   Ltr   02-23   to   all    liCBns.».    fc  .-pliMnli 
inconsistency    betujeen   rea.uiremBt.t»    of    IOCFR73.  40<  g  I    t  Blfl 
for    performing    audits    of    safeguards    c  ontlng  eticu    plant 
(SBcuritg    planJ.Svc    list    encl. 

ErSENHUT.D.  O.       Division    of   Licensing.       82/1O/30.  Cuniol 

£dison   Co.     of    New  Yorl.     Inc.       0pp.       13973:319        S4X          " 
Fiche:  5O-OOO,  B3/  10/30,  031  02TO1  00. 


M9l*n!e?    !ublle    ver'iorl   ot   ruvista    cri.l.    K||    ,,.» 
M.        Division    of    Rules    and   Hecordi.         Ba/I]/O]  BMW 

73'     =«  FfcflKDo-ooo.ua/iirti- 


nrL1   S"Mic    verlion   Qf    H«viiHin   6   to    crUI..,l.l 

Duke  Power    CD.       82/10/2O.       DGNTDN,  11.11.      QtMlt  (P 

p-  2pp- 


—6311110083  Public    version    of   Revision   *  to    erisi*  mg  t   pl.r, 
»       Duks    Pouer    Co.        02/10/29.        69pp.         16053:076         K4X 
Fiche:  50-000.92/11/01.8211110069. 


E211090449   Releases   puolic    version   of   revised    emer9*ncu 
imp  1  emant  ing    procedures. 

FELTON,  J.  M.       Division   of   Rules    and  Records.       02/ll/OB 
8ll*-u9044FJ  Branch'       lp'       li03fl:02Q-       S4X  Fi  chfi;  30-369. 


—8211090460  Forwards  public  version  of  revised  emurgintu  »lin 
implementirg  procedures,  i  nc  lulling  Procedures  EP/OMyiOM/OJ 
rs  notification  of  unusual  event,  EP/O/A/5000/06  re  alirt  I 
EP/O/A/5000/07  re  <ite  area  emergencu. 

TUCKER.H.B.       Duke  Power    Co.       92/10/2O.       DEMTON.JI.R.       Onltt  et 
Nuclear    Roattor   Regulation,    Director.       Spp.       1602tf'  039      sir 
Fiehe:  50-369,  83/11/02,  021  1090446, 

—  B211CW046B  Puhlic   version    of  revised    emergoncij    plan    I  »>  1  tntM  IT,I 
p.rocBdur*s.  including   Procedures  EP/O/A/SOOO/05  r« 
notification    of   unusual    event,  EP/0/  A/5000  /O6  r»   alirt  I 
£P/0/A/5000/07  re    site    area    BmnrgEncg 

*      Duke   Pouier   Co.       02/10/06.       102pp.        16O28'  03J        34X 
Fich  e  :  50~3i9,  B2/1  1/02,  821  IO90448. 

S2I12901S9  Foruards   Revision  3   to    safeguards    contingency    ill"  '••" 
withheld    <ref    10CFH73.21). 

TUCKER.H.B.       Dufce  Pouer  Co.       92/11/10.       DENTON.  H,  fi.       aftiu  it 
Muclear   Hoactor   Regulation,    Director.        lp.        16216-346       S« 
Fieho:  50-369,  82/11/10.0211290159. 

82112902B1    Releaies    public    version   of    revised    emei-gnniu   p]lri 
implementing    procedures. 

FELTON.J.H.        Division  of   Rules    and  Records.       S2/1I/J9  6m*r* 

Management   Branch.       lp.       16246:176.       24X  Fi  che:  30-0 


. 

,  D,  0.       Division   of  Ljcen.in,.       8a/l/06 

'!!'1\S0^f    WfwVOT>1     ""•        ""- 
Khe:  30-000,  B2/IO/06,  B2I0070OI  9. 


-8211290327  Forwards    public    ver*ion  of    revised    «n<!rgencv   plin 
implementing    procedure*,  inc  luding   Procadures    9  3    1    rt 
r«eov«rif   manager   t    immediate    staff    group    plnn   h   B.  3,  t  n 
radiological    support   group. 

TUCKER,  H.  fl.       Duke  Power   Co.       S2/IO/29.       DENTDN,  H.  R.       OMIft  «' 
Nuclear    fleactor   Regulation,     Director.       2pp.        1624A1  17?      241 
Flche:  5O-OOO,  92/1  1/19,  821  1290221. 


• 


"«i 


«--• 


-6211290333   Public   version    of   revised    emergency   flan    l*f>]t«inUn| 
procedures,  including   Procedures   S.  3.  1    ra    T-ecoverg   manifir  I 
imraerfiate   »taff   aroup    plan  b    5.3.6   re    radiological    support 
oroup. 

*      Duke  Pouier   Co.       92/10/22.       233pp,        16246-  17-7        2^X 
FJche:  50-OOO,  0a/  11/19.  921  1290221. 
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P.     OperatinD    license    stage   document*   d   correspondence 

0211290306    Inform*    that    info    in   rosponte    to    QenerU    Ltr    02-23  re    steam 
generator    tube    integrity    hat    been    submitted    previous  1 y. Addl 
Info   Lmul*    b"     time    conauminn    to    develop. 

TUCHEfi.H   P         Out*   Poiuar   Co.       02/11/24,      EISENHUT,  D.  0.       Division    of 
Llontlng,        Ip.       16221:132.       24X  Fiche;50"000,92/ll/24,8211290309. 

Q.      Inspection    reports.     IE  Bulletin*   (•   c  orresp  ondenca 


B2U190674    Ac  k    receipt    df    IE    Insp    Rept    50-370/03-25,  No    proprietary 
info. 

TUCKER,  H.  B.  Dube  Power  Co.  B2/10/22.  O'REILLY.  J.  P.  Region  2. 
Office  of  Director,  Ip.  16061:263  24*  F  icfce:  50-370,  02/10/22. 
B21I150674. 

0211150364   Act    rectipt    of    IE    Imp    Rept    50-370/02-23.  No    proprietary 

TUCKER, H  0.  Dul«  Power  Co,  82/10/2?.  0 'REILLV.  J.  P.  Region  2. 
Office  Of  Dir.ctor,  Ip.  li053:36O.  24X  Flchc  50-370,  BS/1O/ 39. 
3211 130364, 


B20B190220    IE    Info   Notice  02-37-     "CiNtcHnj    in    Upper   Shell    to 
Transition    Cone  Oirth    Ua  1  d    of    0team  Generator   at  Operating 
PHfl.  "    Svc     ll«t    encl,  ______ 

JQF1DAN,  E  Division  of  Enjineering  ti  GuflUtu  Assurance.  02/09/16. 
Cornolfdatfd  Edison  Co.  of  New  York.  Inc.  105pp.  15930:001.  24X 
Flchfl:  SO-000,  82/09/16,8200170220, 

B30B1'H}322    IE    Info   Notice  02-31.  Revision    1,     "Holds    in   Main  Control 
Panels,  "    Bvc     lut    and.  „„,„„,., 

JORDAN'E    L.         Division    of    Engineering    !.   Quality    Assurance.       02/09/17. 
Cor-soliifated   Edison   Co,     oPNeuYork,     Inc.        107pp.       15695:183.       S4X 
Fi  the:  90-000,  82/09/17,8203190222, 

D300L90239    IE    Info   Notice  02-39,     "Svc    Degradation   of    Thick    Wall 
EJt«lnlei»    Btecl    R«c  Irculoti  on   Bys   Piping    at    Wit  Plant.  " 
Bvcliitoncl.  __  ,.„,„. 

JDRDrtN,  E,  L.        Diviflion   of   Engineering    t-  Ouality   Assurance.      02/09/21, 
Cornolldatffd    Edlaon  Co.     of   Neu  York,     Inc.       06pp.       14017:090.       24X 
Fiche:  50-000,  02/09/21  ,  Q20m[?0229. 

8200110323    IE    Info   Notice   B3-3H,     "Changn    In    Format   &   Distribution   9ys 
fop     IE    BuJ  lafc  ins,  Circulars    t,    Info   NottEes.  "    8vc    list    •nel. 
DEVOUNO,!!.  C         Direltor's    Office,    Office    of    Inapaction   and 
EnPorcofnont,        B2/07/23.  Consol  idated    Ed  i  son  Co,     ofNeuYork,     Inc. 

110pp.         16018:021.        2M    Fiche:  30-000,82/09/22,8203190223. 

8300190232    IE    Info   Notice   02-40,     "Deficiencies    In  Primary    Containment 
Electrical    Ponetratlon  Asssmbli  at,  "    Svc    1  ia  t   enel,  ao^tm/BS 

JOflDftN.  E,  L,        Division   of    Engineering    t  Qual  ity  *"«"•«"•      "'  09/Sj 
ConsoliJat«d   Edison  Co,     of   New  York,     Inc.        113pp.       15930.019.       24X 
Flche:  30-000,  (12/09/22,0308190332, 

B2J11502A3    Confirms    020924    tslcon    ra  0310E7   mgt  meeting    in  Char  lotte.NC 
to    revl*ui   retults    of    flrit    phase   of   annual    appraisal    of   util 
r.auUtol-ij    performance.  6ALP   board    rept    to    be    sent    1    wk 
bofare   moot  Ing,  Proposed   agenda    encl,  ,,.,,,,/nt 

LEWIS.fi.  C.       Division   of  Project   &  R.iidm*   ProBp«».      82/11/06. 
TUCKER,  H.  D.        nuke   Pouier   Co.       2pp,       16099:031.       3*X 
Flche:  50-000,  B2/  10/06.  821  1  130263. 

0311130496   Forwards    IE    Insp    Repts    30-369/B2-36   I,   50-370/02-30   on 
820820-0917,  No   noncomp  1  lance  noted.  „„„„„„,. 

DANCE,  H.C.       Division    of   Project    (.  *""™*P*e*T™- 
TUCHEH.H.  B,        Duke   Pouor   Co.       2pp.       16057:  2^w.      ^1* 
p-lehe:  30-361?,  02/10/13,  021  1  150496, 

-B21U50507    IE    Insp    FUpt*    3O-36V/02-36   t<   50-370/02-30   on   B200SO-0917.  No 
nanEanipll«iict   not»d.  Major   ar0«    inspected  :  ma   nt, 
surveillance,  hot    functional    tests,  oporat    onal    safety 


G21  1130333   FoT-ward.    IE    InSp    Reot,    50-369^02-34  (,  90-370/0H-29   on 
080987-  tQOt.  No   noncompliance  notad_  PT-aorams        B2/10/20. 

DANCE.H,  C,  Division  of  Project  *c  R?ln«"|»i  £« 
TUCKEH.  H,  D.  Duk8  Pawor  Co.  3pp.  16053.  27  1.  di* 
F  t  e  he  :  90-36-9,  02/10/20,  621  1  1  S0333. 


lll9OaB2    IE    I..P    R.P*.    50-36,/02-34    *  ^^"^  ^- 
noncompliance    noted.  Hajor   areas    *niP"e*^-""tPSiniM, 
impl.^ntatian.n.aint   program,  fl.neral    emp  J««"    *"*;  "d',nfll. 
operator   "o.ualification    training   feprevlouin.pfindln^ 

!-HBir:      K»SfS56?'   ^SiF^^O-369,82/lO/ 


0alUS0353. 

B20P19023?    IE    Info   Notice   82-41,     "Failure   of    Safety/Relief   Valves    to 
Open   at    HWR.  "    8vc    list   encl.  mialltn   Asturance.      82/10/22. 

OORDAN.e.L.       Division   of   EnBl"««ring    ft   »*1      JiSpp.       13960:193-       24X 

Comolldated   Edison  Co.     ofNeuVork.     inc.       HVPV 
Flche:  80-000,02/10/22,8200190239. 

3   &    50-370/92-26.  Nn 


Ack  P«.ipt  .*  IB  I«.P 

proprietary    info.  09/10/22        O'REILLY,  J.  P.      Region    S, 

TUCKER.  H.B.       Duke   Pouer   Co        B2/10/22.       a  K  ^  B2/10/22, 

Office   of  Director.      Ip.  • 

82111303SB. 


820B19024B    IE    Info   Notice   32-43,     "Def  it  ianc  ie  »    in   LWR    Air    Filtration/ 
Ventilation  Sys.  "   Svc    list   encl.  =3/11/1* 

JPRDAN.E.L.        Division    of    Engineering    t,   Qual  .  ty    A.iuranc  .         B2/1  1  />6. 
Consolidated    Etfison   Co.     of   New   Yori,     Inc.         Hipp.        16171.333-        ^* 
Fie  he:  50-000,  B2/1  1/16,  820S19024B. 


820B190253    IE    Info   Notice    B2-45,     "PUR   Lou   Temp    Overpressure 
Protection."    Svc     list    encl. 
JDRDAN.E.L.        Division    of    Engineering    &   Oual  itj   A,.urance. 

Consolidated    Edison   Co      of   New   York.     Inc.        93pp.        16233. 
Fiche:  50-000,  83/  1  1/19.  B20811K)253. 


Operator    Eiaminations 


B310130019  Generic    Ltr  BB-lfl   to   all    power  reactor   applicants   t. 
licenseei    re    reactor    operator    &    senior    reactor    operator 
^qualification    e.ams.  Advises    that    e.ams   begin   at    fac.l.ty 

C-n.oli-t.- 


Edison    Co.     of    Neu   York,     Inc.        19pp. 
Fiche:  SO-000,  02/10/12,0210130019. 


16002:234         24X 


DOCKET   50-373   LASALLE   COUNTY   STATION, 
F~"security,     medical,     emergpncy    &    f  » 


0210040060  Generic   Ltr   02-17    to   all    poMer   rea«tor    1  ieen.e 

"1 


Edison   Co,    of    Neiu  York,     Inc.       II  p 
Fiche;  30-000,  02/10/01.  621004006B. 


621  1030075. 


safety   parameter    display    sys    t,   emergency    operat. 

EllwmlD.G         Division    of   Licensing.        B2/10/O5. 
24TFUhe:  50-373,  B2/tO/05,B21  1030075, 


3PP.        15926:153. 


-B81IOMOB3  Notice    of    issuance   t.    availability    of    Amend    7    to   License- 
NPF-11.  „  .     ,,         na/in/OS         4oD 


ul'-  30-000,  B2/10/06.  8210070019. 


che:  90-000,  B2/10/30.  8210290108. 
82.1040379  Generic   Llr   ««>   *"   '" 


318 


DOCKETED  ITEMS 


S21I290200   Releases    public  version   of    revised    L2P    indei. 

PEL  TON,  J.  M.        Division    of  Rule*    and    fit-cords.        62/11/19,  Document 

Manaigiment   Branch,        lp.  16245:307.        24*   Fi  ch*  •  50-373,  B2/1  I/I  9, 
S3M29O20Q, 

9211390204  Forwards    public    version   of    revised   LZP    in-de-f,  d  elet  ing 
Procedures     LZP    I33Q-27.LZP    1330-29    &   LZP     £330-31. 
HQLYOAK,  H.  H.        Conusoniuea  1  th    Ediion    Co.        B2/I  I/OB.  NRC    -   No 

Detai  led  Affiliation  Given.       2pp.        16245:303.       24X 
Ficlii:  30-372,  B2/11/I9,  B3I  1290200. 

<f.     ftfljudic*toru,    correspondence 


6211120010-   Responds    to    FQIA    rune-it    for     documents    re    NRC     1983 
investigation  i    of    improper    const    practices    at    facility. 
Forward!    documents    listed    in    App    A.  In  f  o  par  tia]  1  y    withheld: 
names   t    pirsonil    (Identifiers    Oef   FOIA  Eiemptinn    7). 

FELTQN.J.M.        Division    of    Rules    antf    Records.        02/09/17.        STEPTOEiP.P 
Uham,     Lincoln   i   aeale         9pp.         16075:019.         24X    Fi  choJ  50-000,  B2/09/I7, 
H31E12Q010. 


-9211120071  Responds  to  PP  Steptoe  820412  Itr  re  affidavit  of 
D  Drirfenbaugh  concerning  drilling  practices  at  facilities 
Affidavit  encouraged  NHC  to  investigate  structural  revieu 
w/o  promoting  OL  Issuance. 

FAHNER.T.C.,     ODQDIE.J.S.        Illinois,     State    of.        03/04/14, 
DEMTQN.H.  R,       Office   of   Nuclear   Reactor  Regulation,     Director         i 
16075:208.        34 X    Fiche:  50-373,  82/09/17.  B21 1 120010. 

-B211120I12  Advises    that  F5AR  Table  3.2-1    re    offgas    bldg    contains 
structural    requirements.  Clvl  1    engineers    ui  1 1 1    Investigate    if 
problem   eitends    to    seismic    structures. 

WALKED, R.        NRC    -   Wo    Detailed    Affiliation    Given.        82/04/01.  r 

No    Detailed     Affiliation    Oiven.        lp,        16075:350         24X 
Fiche:  50-373,  82/09/17,  8211120010. 


— B21112014O  Request!   ihou   cause    proceeding    to   suspend    It    revoke 
license    allowing    Unit    I    reactor   operation    at   or   above 
criticalltt),  to    halt   all    OL   proceedings  t.    hold   open    public 
hearing*   re    QC    problemi    &  const   flaius. 

flQQOL.E.       Citiiens   Against  Nuclear    Power.       B2/07/2B        7pp 
I6O76:  1S3,        24X   Fiche:  50-373,  82/09/17,B31  1120010. 


-SS03120070   ForuariJ.    draft     Itr     to    State    OF    IL   Attu.    Genera)    fc   notice    of 
receipt    of    request    for    publication    in  FR    of  State    uf    IL 
2.  2O6   petition    for    s-hou    cause    proceeding    d  other    relief   re 
alleged    laFetu,    deficiencies 

MURRAY.,), P.        Deputy    Efecutive    Legal     Director.        82/O4/O2 
DENTON.H.R,        Office    of    Nuclear    Reactor    Regulation,     Director         9pp 
1607S:  178.        24 X    Fichfl:  50-373,32/09/17,031  1130010. 

-8205200235  Amend    to  820324    r*nuest    for    shou    cause    proc  eed  ing.  NBC    Ehaul 
tipand    investigation    of    alleged    potentially    naiarrfoua 
condition   at    facilities. 

<3uOQIE.J_g.         Illinois,     State    of.        82/03/O3.  Commissioners 

10pp..        14076:  007.        24 X    Fiche:  50-373,  63/09/17,3311120010. 

-B20611004B  Comments    on  Com  Ed    820307    final    rept    re    procedures    for 
drilled   !.   cored    hole-s.Unit    2    should    be    inipectB-d    tar    rebar 
dama-j-e.  yfien    penoino   NflC    investigation   conp  lete,  state    mill 
attend    conference   w/NfiC.  Internal    ut  i  1   memos    encl. 

GOODIE, J.S.        Illinois.    State    of.       03/05/26.       DENTON.H.R.      Office   of 
Nuclear    Reactor    Regulation,     Director.        19pp.         16074-154         34X 
Fichr:  50-373,93/09/17,331  1120010. 


Forward)    draft    act  rtuuiledgment    Itr  &   draft   FR  notice    in 
r*ipons*    to    B  Roraro  i    IL  FrUnnJs    of    the  Earth    petition 
requesting    shou   caus>    proceeding    bo    »»amlne    alleoed    safetu 
problem*   at    facility. 

HUflHAY,  J,  P.       office   of    the    Executive   Legal    Director        S2/OS/I2 
BEHroN.H-R,       Office    of   Nuclear    Reactor  Regulation,    Director.       7pp 
14076:097         34 X    Fiche:  30-373,  02/09/17,921  1120010. 

-6307050041    Forward*  request    to    institute    shah,  cause    proceedlno    t,    cithor 
reltef    for    filing  u/NHC. 

CD-SOL,  E,  M.       Citirens    Against    Nuclear   Pouer,       S2/07/O3  Docketing 

ft  Services    Branch,       lp.        16076:132.       24X    Fiche  :  SO-373,  82/09/1  7, 
6211120010. 

-BB071*04BB  Affidavit   of    D    Bridenbaugh    re   adequacy    fc   nualitu   of    const   of 
certain   structures   at    facilities    in    response    to   previous 
tei  timofiii    that    steel    reinforcements    in   concrete  uia  1 1 1   uere 
'  ing    naif    to    safety    «UG. 

IrD.        Affiliation    Untnouin,        92/O3/17.        13pp-          16075-340 
0-373,82/09/17,3211120010. 


H.    Oanoral   correspondence 


8311030514  Fortuard*    info   re    investigation  of    allegations    of 
indiscriminate    concrete    drilling    at   f  ac  i  1  1  1  1  BI,  in   response 
to    constituent   CA  Sanders    concerns. 

DIRCKS.U.J.       Office   of    the   Eiecutlve    Director   for   Operation! 
82/09/23.        PERCYS.  H.        Senate.        2pp,        15932:331.        24X 
Fiche:  50-373,  B2/O9/23.S21  1030314. 

—  B20B01002O  Fariuards    constituent   CA  Sanders    S20909    Itr    re   concern    over 
allegations     of    indiscriminate    concrete    drilling    at 
facilities. 

PERCV.C.H,       Senate.       S2/OB/18.      HAMMERER.  C.      Office    of 
Congressional    Affairs.       3pp.       15933:038,       24X  Fi  che:  30-373, 
B2/09/23,  02  11Q30S14. 

8311160276  Comments    on  CF  Qraun   021109  analysis  of   util    HVAC   nj  u,  NfiFI 
approval    should   uait    for    in-depth   review  of    SBrious    QA 
breatdoun   as    uell    as   HVAC    sijs    ueakneises. 

GARDE,  D.  P.,    DEVINE,T.       Oovernraent  Ace  ountab  i  I  itg  Project.      B2/11/1K 
DENTON,  K,  P,       Division   of   Licensing.       2pp.        16092:030        24X 
Fiche:  30-373,  82/11/12,8211160276. 

P.    Operating    license    stage    documents  fc   corrospondoncH 

B2071Q0030  FOIA    requsst    for    documents   re    Zack    Co  t/or   utor*    perfornlBiI   hl> 
company    In  const    of   facilities. 

PRENDEHGAST,  R  .       Prendergast,    H.  J.      82/08/09.  Division  of  Rulna-    anrf 

Records.        lp,         I6O21;  165.        24X    Ft  che:  30-OOO,  B3/OQ/09,  B207IB0030. 

8211090012  Partial    response    to  FOIA  request    for   documents    re  Zaik    Cn 
4/or   uori    performed   bg    company    in   const   of    facilities. 
FormarrfB  documents    listed    In  App   A.App   B   documents 
available    in   PDR.  App   C    lists    pertinent   LPDRs. 
FELTOfJ,  J,  M.       Division   of   Rules    and  Records.       B3/09/17. 
PRENDERQAST.  H.        Prendergast,     R.  J.       4pp.        16021-166         2-1X 
Fiche:  30-000,  62/09/17,8211090012. 


Responds    tn  FOIA   request   for    documents  re   NHC    1782 
investigations   of    improper    const   practices    at   facility. 
Forwards   documents    listed    In  App   A.  Info  partially   withheld; 
names    tt  personal    identifiers    (r»f  FOIA  Eiemption   7). 

FELTDM.J.M,       Division   of   Rules    and  Records.       S2/09/17.       BTEPTOE.P.P, 
Isb*m,    Lincoln   &   Beale.       9pp.       16073:019.       24X  Fiche:  50-OOOr  B2/07/I7. 
8211120010, 


-8205210463  Forwards   Structural    Engineering    Branch    evaluation    rapt    on 
Atty    General    of    IL  allegations   re-   drilled    holes   cut    through 
reinforcing    steel    &   offgas   bldg   concrete    roof. 

vOLLHER.R.H.       Division    of  Eng  Ineeri  ng.       82/03/14.       EIBENHUT,  D   O 
Division   of    Licensino.       3pp.       16076:104.       34X  Fiche:  50-373, 
82/O9/17,B311I300iO. 

-9211120073  Forwards   assessment    of  Region  3   response    to    allegations   re 
offgas   filter   bldg   at    facilities. 

DEYOUNO.fl.C.       Director's   Office,    Office    of    Inspection    and 
Enforcement.       92/04/20.       DENTON.H.H.      Office   Of  Nuclear  Reactor 
Regulation,     Director.       lp.       16075:210.       24X  Fiche:  50-373,  B2/09/17, 
821 1 120D10, 

-8211120078  Assessment    of   response  by   Region    3  to  allegation,    concernln, 
offoas   filter    bldg.USalle  Nuclear   Station. 
OILBERT.e.C.       Director's   Offite,    Office    of    Inspaction   and 
Enforcement.       B2/Q4/16.       IBpp,       1607S'211        34X 
FlcJie:  50-373,62/09/17,82111200(0. 


-B2111B0105  "Partial  LaSalle  Chronology  " 
»  NfiC  -  Wo  Detailed  Affiliation  Oiven. 
Fi  Che:  30-373,  83/09/17, 


82/09/17.       3pp.      2-4  X 
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i  *=«•"»*    USO'tUS   brlofhig    of   CunDresnional    staff    on 
o*    cimsl;    d.ficl.tieUs    fc    falslfiaif    documents    re 


i  <•'•         UPPice    HP    Congre  in  I  linn  1    Affflirt,         03/07/36. 
.  .     01L.1MIIKV.  V.  .     AHEAHNE,  J.       Coimnt  us  i  oners,        lp. 

1*076.  LIHI      24*  f-  ii'ii*:  :H).-:r/;i. 


IM»eui»»»    IIIMMHO    lelcnn   nllogwil    ra    improper    centre  tn 
rip*lr»  flt    fjif  U  I  Uo*.  Laborer    rifpiir  loill  y    forced    to    sign 
niiifgt   "I"11     *"•    i"-"!"!'   uiivo*"    befm-o    r  nrnmnnc  I  rig    work. 

• 


Office    of    !»!••(  tnr 

c*l(ir. 
Ki  i  i 


E12/O9/03.        WAHNICK,  II,  F. 

24X 


B3 10270030  Generic    Ltr   82-22   to   all   PUR    license.s   re   Congress ional 
nquait    far    Infa    cancorninij   slaam  generator    tuba    integrity. 
Forward  i    Congressman  EJ  Markeg    821019    questions    re   at  a  am 
generator    tube    integri tg,  Eve    list   anil. 

EIBENHUT,  D.  0,       Division    of   Licensing.       83/10/26,  Consol  Ida  ted 

Ed  i  ion  Co.     of    NIUI  York.     Inc.       10pp.        16097:332.       34  X 
Fiche:  80-000,  B2/ 10/26,  B2 10270030. 

0211020631    Foriuard»   revised    pages    to   CE-l-A,  Revision   SB,     "GA  Topical 
R.pt.  " 

SHARTZ.E.D.       CoirmDnwBalth    Edison  Co.       02/10/27.       HAASS,  W.  P.       Quality 
Assurance   Branch.       ip.       15086:143.       24X  Fie  ha:  90-000,  B2/10/27, 
8211020691. 


n3llO'J0079  I'nrutiril*    Amwinl    7    \,n  L.icmi**    Nf'f-'-ll    d   noVico    (if    i««uanc« 
,iill*litlltg    rtmsni)    r«vl»*»    l.,ic«n*«   CornlUiiin   2,  COO)  <o)  <  1  )    81 
(ill   ID  r»Mtcl    IKU   .liimpltlhn)    dfllt«    fnr    unfetg    purnmnUr 
jim]«u   t«l  *•    »«*ro«inni    iip«i'*t  ions    Cncllltg. 

Kt'iHHWt.fl  0.        Division    nf    l,lr«n.(ng,        IW/10/03.       DELOEOriOE,  L,  H. 
eJ«on«»«lt"    KJl«v<i    Co.        /pp.        IVi'M:  lift,       U4X   FlcH.:  30-373,  H2/10/0!!, 
BJIt  0300/9 

—nailOIiOOHO  Amniil    /    to   l.ii.nrn*    M'l-'--  I  I     revlting   Lie  out  9   Rnndilinn 
a  CKIOHol  (  1  1     Hi    (II)    In    r»f  lai:  t    imui    cnmp  I  Hi;  ion    dal>i    for 
nfflY   p»r(imot»r    nllnplay    iyo    d    emargency    operation* 

flEfc'Mmil.l)    0         [livllloil    (if   l.ioiitlnu,       (I3/H1/O9.       3pp.        19936:133. 

34X  ria.  9o--n/:Mt8/io/os.iiaiio:«)ov». 


--lKMO:i001i:(  Not  n:n    flf     tmuniirit    t>   avnl  1  nb  II  i  tij    of    Amond    7    to   l.lconau 
tlClflll-'Wll  It.  rt         [.iteming    tti-*ntli    I1.        112/10/03.       4pp.        13'?3d:l»6.       H4X 


~82110306fi4  Rivised    pages    to  CE-l-Ai  Reviiion    22.     "OA   Topical   Rapt." 
I'agai    1-33    to   HavUion    14   dtd    B00709  encl. 

SWARTZ.E.D.       CommonuBalth   Edison  Co.       CE-l-A  R22  ERR.       02/11/01. 
6pp.       19BB6:146.       24X  Fiche:  80-000-  63/10/27,  3211030651, 

0211030533  Request*   within    60  dags.  info    b   programs    re    imp  lementati  on   nf 
NUllEO-0313.  Revision    1,  previously    retiuested    by   S10326 
Generic    Ltr   Sl-04.  „„,.-,-„ 

LAtNASi  0.  C.       Assistant   Director    for   Operating    Reactors.       B2/1O/3B, 
DELQEORQE-L.       Commonunfll  th   Edison  Co.       4pp.       24X 
FUhe:  30-000,  B2/10/2S,  B21  1030333. 

B2110S02B7  Foruiards    "Tost    Rapt    for   Proof   Leak    Testing    of   OPE  IJatuell    tn 
Dryyoll    Vacuum   Hreifcar   Valve,"    draft    "Reanalysis    of   LaSalls 
WatuJBll    to   Dryusll    Vacuum   HrBafcen   Under  Pool    Smoll    Loariing 
Conditions"    t    Revision   2    to    "Tslt  Spec    for    Proof   b   Leak.  .  .  " 
BCHflOEOER.C.W.       Commonuoa  1  th   Edison  Co.       02/10/2B.       BCHWENCER,A. 
Uic.n,ing    Br-nch   2.       3pp.       13990;279.       »X    Fi  che:  50-373,  6S/10/28, 
B2110B02B7. 


DSHO'IOO'.M  Ini'wfli'ili    Amoml    II    Hi   l.U»n*«    HPI-1  1  .  »nf  otu    »vatuatlon 
notic*   n  f    luimnct    t,    avit  I  I  flb  I  I  I  lij    Ammii)    aronts    tBinporai-y 
gitnptUin    fi'ttm    |OCI"Hfl»    liieritlug    r*(|u  Irtmsul    fc   changes    Tiicti 
Bjttt  pur  (I'M'fiW   anpHcnt  inn  „  . 

).        IHvls.a..    .if    LletiKing.       CW/IO/0*        DEL2^°S' 

th  ndtinii  ««.      'mn       iov:i7io:i7,      aix  Kich.;Bo-a 


bn 


I1    ovfliitlnfl    tnmpornry    o«emptlon 
cliAnglng    T«*h    fiptci    p»r 


Hi;  •n»liio    rimulvBmB 
OiO'JOit   »ppl  KJUlHin  .. 

FUJI'fJllUt.tV  U         ItlultUin    (if   l.KBiisdiB.       (ia/10/06,        /pp. 

wx  lulu  so-  ;i/:i,jw/i()/oift.naito:iflo:i4, 


Holt  «•    nf    t**<i«ni;*   fc   aval  I  din  1  it  g   of   Amund   0   to 
.rt         LicBiisinw    Dr«nch    «        (W/10/06.       Ipp. 


Tftp    mpt    (if  IW(W|4  fc    l!>  «il«   "Ult  re   pump   I.   V*IVB 


-H2110B0297    "Tsst   Rapt    for    Proof    (.  Leak    Testing    of    OPE  Wetuell    to 
Druiuell   Vacuum  Breaker    ValVB.  "  , 

HARWeY.P   S    ,    COLEMAN.O.  P.  ,    TORRES,  M.  R.      NUTECH    (Nuclear   Technology, 
Inc    )        COM-46-047  ROO.       B2/10/26.       3lpp.       13990:202.       24X 
Fiche:  30-373,  B2/10/2B,  B21  10B02B7. 

8211090299  First    draft    "Reanalysis    of   LaSalle   MBttuell    to   Dryuull    Vacuum 
Brokers   Under   Pool    Swell    Loading   Conditions." 
*    "ontinum    Dynamics.     Inc.       B2/10/31.       20pp.       19990:314.       BflX 
Flche:  30-373,  B2/10/2BrB2  11080287. 

0211000303  R.  vision   3   to    "Ttst    Spec    for  Proof   fc  Leak    Testing    of   GPE 
Wntiuel  l-tO"DruuiBll    Vacuum  ureafcor    Valve. 

VAOLIENTeV  N  -MOONKA,  A.  V.  ,  TORRES,  M.  R.  NUTECH  (M«l-"n  ^ 
Technology;  Inc.).  COM-46-029  WW.  B2/10/26.  9pp.  19990:334. 
B4X  FichB:30~373,B2/10/SB,B2110B0287. 

E12110B0307   Revision    1    to    "T.st   Plan   fr    Procedure    for   Proof  t,  LeaK 
Tastino    of    Hetui.U    to   Dryuiell    Vacuum   Breaker  Valve." 

SARMGY'P  a  ,   TORRES,  n.  R,  ,  COLEMAN,O.P.     NUTECH  (Ni»i»r  T«hnoiog«, 

?nc  J  02>  10/26  33pp.  13990:343.  34X  Fiche:  90-373,  82/10/28, 
0ailOB0287, 


Dailfl604lUI  Advltm    ih«l   titet   pl«n    lo   d«mon»tr-lf    fault!    indue.  rf 
i!0in.f.liri'«]«.l«il    cabiaa   will    not  ««ut»   'allure   nf   *dj«c«nt 


. 

.        l-lc»nflni|    Branch    tl.       DH/IO/ID.  .. 

C..M0nWi.llh    tUlttmCa.        S  ft.        IB969:3BO.       »4X   Flchv:  30-373.  B2/IO/1H- 


HSIIOWIIt  (Uiuott.    f««    for    riviiM   of    Amnd    H    to  Li^tnl.    NPF-1  1  .  "d 
llcini.  tinnlillou   fur   chucking    lortiti*   on  al  I   "l"1Pri;*"p*iln(. 
»aen4«rv  kali,    on   ««f  .ly-r.l.t.d   y.lv.s  out  s  id.   S5i5       DELOEOROK 
DI50ti.ll  H       l.ie*n»*  F»i   M.n.flim.nt   Dr«nch.      ^'r?   1      M  n 
Co.       IP,       Ifl-JaS'^lS.       S4X  Fiche;  BO-3 


orw*rd»    r.vis.d   T.th   Hp.c 

to  m««t   Llt»ru«   NPF-M.  Condition  B.C.  17   ra   i«*U 
llni  br.al    I.    .Unit   ECCB    Injicblen    ch.Cl   « 
BCIIKKHN.C.H        CofflmonM«*lth  Edison  Co. 
Lieinitni  nr*neF,    e.      3pp.       l»B73;3as.      24X   FUhB;  30-373 


-6311(110195  H«rl«d-u>   r.vU.d  T.ch   Bp.c   *h,ne«»   « 
af  »««   to    n»t   LU.ni.   NPF-ll,  Cnnd  i  lion   2.  C  •  » 
I  in.  br,.k    b    ungli   ECCB   Injection   chic   nv*lv" 
«    Cqcv.anui.lU   Edtion   Co.      BU/IO/sa.       10«P- 
,8Sl  1010192. 


ni«6W8BOtnirtc    Utr  OS-30   to  .11    P<.u,tr  r.ae  J"1    """""'  pf  rmit 
holq.rt  t,  applU.nt.   for   CP  r*    guld-ne.  for    *"*>"•"*'"" 
BBP  rut.  foru.ri.    NUREO-0906  NUflEO    to    fct   ufBd    a.      nt.rlw 
"tMUrt  until     Rt8    Ouid*    I.  70  r»vl»Bd.  Bvel    »*"ne1'     Co_,0iid,  t«d 
EIUMMT.D.0.       Division  of  Lie-nHno       «/10/24.          C«nwii««« 
Edlion  Cfl     e-c    Htw  vork.    Inc.      9pp.       lfl9M:393-      24X 
Flthi.  50-000.  82/10/36.  8S  1  0260080. 
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whatfur  Unit    I    It    in 

*"  J  ' 


^ 

*.,,i    i        **•*•'-  l.Util   d«t»rmlnino 

-'*»-    acc"u"""  purp°-' 
^^ 


. 

:  50-373,82/11/49, 


* 

4pp. 


.».          a. 

:  50-000,  Ba/09/17,820B17022S. 


In  ttttn  Control 

Q9, 

.       24X 


Canftrm  rt«Ui.t   for 


—•B2HI30IB6Foriuar.fi    Itr 


P»t.nti.| 


Foriuar.fi    Itr    tn    ,,n  i     , 

•*  '«"«<).  r^h.rSu*^;  r.i'.'. 

u/HVW  <Dntr«tor.H/o    *n*M 

»'"««?:;;'Rn.?;ts;'i:;H?:t?^"£r;-  ta3 

ich.:SO-373,B2/09/l"B2U120oIo         DlrBCt°r 


t  util    responiB*to°iE  Bun'et?11"!!- if  T    documBtltl    indicating   m 

DRELIUS,  C.  E.     "oivision'of  EIPU13    *    En!"neorin9    fad  ic.«rjpl.  i 
2/05/04.       GOODIE,  J.  5.       r  1 1 ,  H?  J!""^  J"?   fr    TBCh"i-:".  .'  .i.sraini. 


—  8211120li2   Faruardi 


16076:019, 


profcUmi. 

K»/Kc 

1*07*:  IM. 


920B190223   IE   Inf 


»'" 


^^-Sci^^srs,:™:^;;  *  *>-*«'«-« «. •»»« 

•Pic   (,  *MtilnBi,i.-.idinB    B   *™V,    "»PK*«l:Merimijl    ihf»l<T 
«"»'«"tUni.OA   .5rv!lll«!      I"'-?1""1    *    in«P«t«»r 

KEV.H.J.,  DAN|ELSDN.VH    'D?V  s?0n'^T"?h  IJ'1"  ">*•• 

Pro?F*m,.       82/10/12.      BPB         IslaS  nnn  ^""^"l   *  T«hnl««l 
B211020317.  PP'       IS0B2.080.       B4X  Flchs;  SO-,173.  flS/ttl/ia 

B208190239   IE   Info   Notic.   82-41,     »F.ilUM 

Op»n   it   BUR.  "   BVC    llit   incl  ^*""rt   of    Siftty/Rellf f  Valvt»    to 


8211090304. 


--82I1090307 


2I1090307  In,.PVlc.    tn.p    proflram 
•     Otntr«l   Eltetplc  Co.      S2/io/:! 

:  so-373,  u/1  ,/03, 


2  -  .. 

.  199.       24X    Ficfit:  50-373,  82/1  1  /03 


16012:201. 


16012:210. 


S2/II/04, 


DOCKETED  ITEMS 


321 


—  5311230333    IE    Inap    Hept*    50-373/82-4S    b  50-374X02-13  on   BE0901-30. 

NoTicnmp  1  lance    noted  :  inadequa  IB    control    of   RCIC  inaint  & 
failure    to    follow  procedures    re   feeduater    flushing   valvBi. 
GULDEMOND.  U,  ,     MADISON,  A.  ,    WRIQHT.Q,       Division   of  Projact  &    Real  dent 
Prosram*.        92/11/03,        ?pp,         161  01:  Oil.       24X   Fiche;  50-373,  82/11/04, 
62  1  13303  IB. 

8211150347  Forwards    fee    required    for  B2Q7I4   submittal    of   ntui   license 
condition   re    IE    Inap   Kept    SO-373/B2-3S.  FBBS    should   not   be 
imposed    when    documentation    of    commitment-    is    added    to 
I  ..  c  ense.  Costs    involved    greater    than    fee. 

SrHROEDER.C,  H.       Commoniuea  1  th    Edison   Co.      B2/11/O3.       DIuGB.H.M. 
License    Feu   Management   Branch,       3pp.        16055:080.       24  X 
Fichu:  5Q-373,  02/11/03,  8211150247. 

B2111503Ofe  Forwards    TL   Qould   620901    Itr    to  L   Fichter   re    inap    of 
vegetation   cover    in   Armstrong1    Run.per    MJ  tie  itmann   request. 
Vegetation   %a  tlaf  ac  to-rtly    established    &  requirements   per 
settlement  agreements    on    seeding    tt   imp    fulfilled. 
SCimOEDERiC.  H.       Commnnuealth    Ediion   Co.      82/11/03.      KEPPLER,  J.  G. 
Kegion    3,    Office    of   Director.        2pp.        16055:177.       SIX 
Ficfic:  30-373.  S2/1  1  /OB,  B51113O3Q6. 

8311230371    Forward*    IE    Insp    Repis    50-373/B2-46  fc  50-374/63-19    on 
920910,10,1002,05-00   b    18  b   notice   of    violation. 
LfTTLE,  W.  B.       Division    of   Engineering    &   Technical    Program*.      S2/11/OB. 

REED,  C.       Common  wealth   Edison    Co.      2pp.       16189:  OSA,       24X 
Ft  cho:  30-373,  82/11/08,021  1230371, 

—  92112.30374  Notica    of    violation    from    lusp    on    B2091O,  IB,  1OOS.  05-09   &    IB. 

LITTLE.  U.S.       Division   of   Engineering   6  Technical   Programs. 
£32/11/09.        Ip.         161B5:Q5B.        24X   Flc  he:  30-373,  82/1  1/OB,  831  1230371. 

--EJ211230300    IE    Inap    flapts    50-373/82-4A    !<   50-374/82-19   on    BSQY1O.  18,  1002- 
OS-OB   (-   10,  NoncompHancB    noted:  fai  1  ure    to    follow  procedure 
r«    welding    matl    control. 

HOPKINS.  J.i     LANKBGURV,  R.  .    MAUfirt.  F.        Division   of   Engineering    fc 
Technical    Program*.       82/I1/O4.       5pp.       16185:059.       34X 
Flche:  50-373,  Qa/ll^OB,  B21  1230371. 


6300190240    IE    Info   Notice  B2-13,     "Daf  i  c  ienciei    in   LWR  Air   Filtration/ 
Ventilation   Sgs."   Bvc    list   end. 

JQRDAN.E.L.       DivUion    of   Engineerina    t-  Qualitg    Assurance,      H2/lI/li. 
ConBoliifatBi!    Edison   Co.     of    NBD  York,     Inc.       lllpp.       14171:333.       SIX 
Fit  he:  5O-000.  B2/1  1  /Id.  B30B19O24B. 

B200t902S3   IE    Info   NotiCB   B2-45,     "PWR    Uou  Temp   OvBfpreisurB 

Protoctlon."    Bvc    list    and.  „„,,,,,  a 

JORUrtNi  E.  L.       Division    of    Engineering    (.   Quality   Assurance.      B2/U/W, 
Consolidated    Edison    Co.     of    New  York.     Inc.       93pp.       16233:298.       SIX 
Fit  he:  30-000,  82/1  1/1"?.  B3081  90253. 

0211390403  AcK    receipt    of   uttl    631108    Itr    In    response   to    B21I04    Insp    of 
Armstrong   Bun,  Dn«umen.tation    confirms    results    of   monitoring 
arosion   t   closes    out    item, 

iPAPERJECLO.C.  J.        Division    of   Emergency   Preparedness   fc  OpBrationai 
Gupnort.      B2/11/22.       REED.C.       Commnnuioa  1th    Edison  Co.       Ip. 
16318:341.      24X   Ficho:30-373.S2/ll/S2,B211290403. 

a.     Periodic    operntlno    reports    fc  related    corretpondence 


BH11  130219  Forwardi   monthly    operatins    rept   for    Oct    190S. 
DIEDERICH.O.J,       Commonw.alth    Edlaon   Co.      83/11/05. 
InPorn-tion   Branch,        tp.       16060:080.       24X   Fiche:  50-373, 
B2111S0219. 


B31I020S21    Forwards     updated    LER    a2-OQ9/O3X-l. 

DIEDERICH,  C.  J.        Commonwealth    Edison   Co.        Q2/10/O5        KEPPLEfi.  J    «. 
Region    3,     Office    of    Director.         Ip         1 5BB3 •  2HB.        24X 
Fie  he:  50-373,  B2/1O/05.021  IO2O521. 

--B2H020537   Updated    LER   93-OB9/03X-1 :  on    a20BL5.RCIC    turbine    tripped     on 


Caoae-d    bij   wear    &    binding    of    governor 
reat  s  errbled     to   vendor    ipecs. 
HOUSTON,  R.U.        Cnmmonmeal  th    Edison   Co. 
Office    of   Director.       2pp.         15803.28"?. 
6311020521. 


Vdlt 


B2/1O/O5  Region    ^. 

24X    Fiche    50-373,62/10/05, 


LEO 


8211020&43    Forwards    updated     LER    B2-025/03X-  1     superG 
S2-02A/03L-0. 

DIEDERICH.  O.J.        Cortimotiuea  1  til    Edison   Co         B2/  10/O5         KEPPLER.  J.  Cf. 
Region    3.    Office    of    Director.         Ip.        158BA:OI5.        24X 
Flche:  50-373.  B2/1O/OS.  B21  !O2Oi43. 

~821IO30fc55   Updated    LEH   e2-025/Q3X-l  .  on   S2O516    (.    17.  during    l*al    rate 
testing,  dnjure-l  1     equipment    sump    pump     started    i,   pumped 
down    sump.  Caused     ttij    control     suiitches    for    valves    IB  EOS'*   &   23 
left    in   auto    position    Instead    of   closed    position 
»       ComniDniijeal  th    Edison    Co.        82/06/02.  Region   3,     Office    of 

Director.        3pp.         ISSBi:  O16.        21X   Fiche:  5O-373,  02/  IO/05,  B3  I  102O643 


B21I0200S1    Forwards    LER    02- 191 /Ol  T-0. 
D1EDEHICH,  0.  J.        Commontirea  1  th    Edison 
Region    3,    Office    of    Director.        Ip. 
Fit  he:  50-373,  93/10/25.  B21  1O2OOB1. 


Co         S2/10/25.        KEPPLER.  J.  G. 
15BBI:  141.        34X 


---821 1O2QOB4   LEU    82-121  /OIT-O:  on    621012ifound     HVAC    duct    hangers    B-atiAL3    t. 
S-2049   not     installed    per    design    drawing .  Caused    by 
inadvertent     substitution    at    tube    steel     Design    drawing    uil! 
be    revised. 

GIESEKER,  J.  W.        Commonwealth    Edison    Co.        B2/1O/25.  Region    3, 

Office    of   Director         2pp.         i5BBl:L42.        24  X    FJche:  5O-373.  82/  IO/2iii 
S2UC20Q81. 

8211060275  Forwards   HPDEB  noncomp I iance    rept. 

DIEDERICH.O.  J.        Commonwealth    Edison    Co         82/10/25         WEPPLEH.  J    R. 
Region    3.     Office    of    Director.        2pp-         15V53' 393         24X 
Fiche:  50-373,  82/10/25,821  106Q273. 

— H211Q6Q379  NPDES   noncomp 1 1 anc B    notl f nation : on    820930.  tntal     iron     in 
outfall   OOlr    low  vol   uaste    raduaste    tfischarge    tanks    eiceeited 
allouable    limit. Cause    urjlcnoiun.  Present    treatment    b  ij 
evaporation    provides    treatment    efficiently. 

»       Conmomi-Balth    Edison    Co.        B2/1QV25.         Ip.         15952^355.        24X 
Flcho:  30-373,  B2/1O/29.Q21 1060279. 

S211O6O2ai    Forwards    LER   B2-1 12/031.-0. 

DIEDERICH.O.  J        Commonwealth    Edison  Co.       82/10/26        KEPPLER.  J.  C,. 
Region    3,    Office    cf    Director.       Ip.       15953:117.       H4X 
Ficho:  50-373,  82/10/26,82!  IO&O22I. 

— BH11O60229   LER    82-1 12/03L-O: nn    620929, during    performance    of    LIS-ND-Ot, 
DPIS-1H21-H024D    setpoint    for    reactor   vessel    Lau  water    level 
I  cram    found     out    of    ca  1  i&r.  Caused   i  ij     instrument   drift.  Switch 
recallbr  fie  vision    In    progresi    to   change    tolerance    setpoint. 
WINrERHOFF,  D,       Commonmaa  1  tf>  Edison    Co.       82/10/22.  Region    3, 

Office    Of    Director.        2oo.         i«t-vnn         S4K    Flrhe-  50-373,  82V 1O/3A, 
BS'  ' ""' 


— 8211150232  Monthly   aperatinj    rept   For    Oct    19S2. 
ULtRICH.J.       Commonuiealth    Editon  Co.       Ba/ll/OS, 
a*|X    Ficha:  50-373-  63/11/05,631115021 9. 


17pp.       U060:  031- 


B.     RBpoT-fcahle   occurrences,    LERi   t  rtlated    correipondencr 

S2U0601BB  NPDES    noncomplianc.   notification:  on    B20924,  t-nl.    sampled    to 
v«rlPu    niutralifation    prior    to    discharge. Second    &   third 
samplings   r«vBaled    pH  change. Error    in    sampling   or   analy*i» 
•u«p*ct*d.  Flush    time    r«vi«u*d,  ..„.,    ,^n        ~Kt 

I      CnmionMiUh    Ed  lion  Co.       S2/09/24.       Ip.       15951:140.       JWX 
Fiche:  30-373,  82/09/24,  B21 1O6O12B. 

8:210130438  Foruard.   LER  82-10O/03L-0.  no/O9/35        KEPPLER.  J   O. 

DIEDERICH.O.J.       Comraonw.al th    Edison  ^o.      62/09/35        KEPPLEK-^-". 

Region    3.    Office    of    Director.       Ip.  15681:180.       24X 
FUh«:  50-373.62/09/25,  B21013042B. 


8K1O13042B. 
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631]  120417    Fai-wardi   LER   B2-123/03L-0. 

DIEDERICJV,  G.  J          Commonwealth    Edison    Co.       02/JO/37.       KEPPLER.  J    0 
Region    3,     Office    of   Director.        lp.        16044   2B3         2-JX 
Fit  he.  50-373.  32/10/37,0211  120417 


LER   B2-133/03L-0.or,  S2lOOi, 


Meal    Bnubber  HP09-1036S 


.  er 

found    inoperable  Caused    by   musing     load    pin    due  to    improp 

t'erLrrL"*  t*llat""1   I"'Dr    mfl'"*    prac  t  ices.  Snubber  repinn.d. 

.  A.        Commonujeal  th   Edison   CD        62/EO/27  Region    3, 


21112044B   Forwards   LER   E32-  I  17/03L-0. 

BIEDERICH,  G.  J.        CommonujEa  I  th   Edison   Co        B2/IQ/27         KEPPLEfl,  J    0 
Region    3,     OFfic*    of    Director.        lp         Ifi043'244         24X 
FicNa:  50-373,  02/10/37,031  112044B. 


.,.:<"'  "">«.Div   1     las-volt   dc    better,;   Da 
aused    ou    failure    of   amplifier   circuit   board   flus 
,)    to    Unit   2   supply   Amplifier    board    rc-laced   J, 
h,Pard    returned    t°  manufacturer   for   repair. 

J.         Cornmonu.a  HI.    Edison   Co.        B3/IO/27.  Regions,     Offic 

"'        '*043*45        2«   Fiche    50-373.  B3/IO/37 


211120452   Foruarrfs   LER   82-iao/03L-O 

K»!!rS"-s>^,c.c:r™::::i:  Ed;;on 

Fichu    50-373.  32/EO/27.  8211130433 


mOTtr 
^    H009A     tripped    off    on    low    Flou   condition.  Caused    bu 

est    irtt^i**    fllt"    tl09SE(l   °J/T"St    l'"««l»t».HoMr 
D         Co^onuealth   Edison    Co.       92/10/37.  Reoio 

*"        ^ 


8211120393    Forwards    LER   82-1 1S/03L-0 

DIECEfilCH,  0    J.        Conmonuealth   Edison   Co        B3/J1/03        Ufpm  rn     i,j 

S'":!1"1^',0"1"    °f   D"-«*"-.        IP         16043   022         24X  ' 

F.che.  50-373,  S2/1 1/03,  921 1 120333 


B2111203IJ2   Foruardi    LED   03-132/03L-0 

DIEDERICH,  0.  J         Commcn^ea  1  th    Ed  I5on   Co.       Ba/H/01 
Region    3,     Office    of    Director.        lp 
Fl«h.-  50-373.  H2/1  1/04,  021  1120342 


B311190369   Revised    Final    Deficicncii    Rent 
cracHng    rep.ace.e.t   pPOflP«  contr«S    d 


iche:  50-373,  03/11/10,021  1190269 


to    ,a 

BCHROEDEfl.C    H.       Com_a  !  t,,    EdioDn    CD 
Region  3,    Office   of   Director.       lp 
Fiche:  50-373,  B3/11/12,  021  1190326 


0211230239  Forwardi   LER  02-125/03L-0 

KK^r-s^ic/rs;:::^;."!;11" 

Fiche:  SO-373,  82/1  1/10,  Bai  1230239 


0211290409  Forward.  LEfi   Q2-I36/03L-0 

n^K^^^^ 
Fichc:  50-373,  B2/11/1A,  BB!  137040?. 


0:0n,fl210^''lu''i'1''   P-fo^.nc.   o*  OS-.w-, 
onnel    fleece    hatch    ]oafc    rate    ti-»t. 
opened.  CfluBOd   by    d.ov    reb"n"n, 
tloit-    rcBt'"'"'9    int>gritw.  * 

lth    Edifon    Co.       08/10/19.  fleoion   3. 


cantann 
containment 

""«'t« 


K. 


. 


0211300103  Foruarai  LER  aa-129/OSL-O 

DrEDERlCH.O.  J.       Commonuealth   Ediso.i   Co.       03/11/16        KCTPl  Ffl,  J  0 
Reg    an  3,    Office   of   Dlrou'^r.       Ip,        16230-106        24X 
Fiche;  50-373,  02/11/16,831  1300105 


Commonwealth    Edison    Co 
3PP.         16042:CB..       24*   F1 


3211230037   Foruijrijs    LER   82-|g0/03L-0 

KSK'£"  W  ,  .  .cms:  {£.  -  };- 

Fiche:  90-373,  B2/I|/04,821  1330037 


gas    treatment    .us 

l»ifh    "*-•'-"»"'•    »«-   traiiMJtttr. 
wealth    Edison   Co.       02/11/01,        .    f(Jion    3 

*  3.       34X   Fl  ch,:  50-3?!  03/1/04, 


ared 


,      Com""""""lth   Edl.on   Co,       P2/K/IS,  n,fll<tn    3, 

r        pp'     16MO:  ^'^     *"<  ?"""•=  50-373,02/1  im, 


8311300254  Foruard*   LEfl  82-  J30/03L--0 

R.oion'^'n^*      C0""""1*11   Elflson   C".       BS/li/14,       KEPfl.ER.  J,  0. 
Htglon   3,    Office    of   Director.       lp.       it337  319        2-1X 
Fiche'  30-373,  82/11/16,831  1300334  •"•'"''•       «* 


, 

'"     P>      ppl 


'Cau"d    M    er-ct.d   u>eld    fUV   to 
"n   line   roplac.d. 
Edi.on  Co.       B2/11/13.  fl«alon   3. 


"iiw^nH1!?1    d:'|e'lne«    "P*    "   •v.Aor^.rf   anchor    bolt.    .n    ECC8 
torou.       i  y   rBP()rt("'  °"   B210I9.  Rocheck  of 

021110  ev»l**ti      b*.p"form*d    b«   S21SOA.  Sargent   fc  Lundu 


n  ;      Coi;m°"wealth   Ediion  Co.       B2/11/1S.       KEPPLEH.J.O. 

"iin'w    «'   °f  Dlriltt(>r'       2pp.       16226:047.       B4X 
:  50-373,  S2/1  I/IB,  821 129OS74. 
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--B211E9090B  NPDES   none  omp  1  lane  e    notl  fi  cation  :  5B,  330   gallons   of    35.3  mn 
iron    concentration    waste    discharged    on    B21020.  Caused    bu 
addition   of    const    uastos.Kod     initiated    to    provide   option   for 
treatment    of    tanks. 

»       Commonwealth    Edison    Co.        02/11/13.        Ip.        16226' O49         24X 
Fiche:  50-373.  82/1 !/  IB.  621 1290574. 

B2tl2?Q&41    Forwards    LER    B2-134/O3L-0. 

D I EDER I  CM.  0.  J.       Cnmmonuiea  1  th    Edison  Cq,       B2/11/1B        KEPPLER,  J    (! 
Reolon    3,     Office    of    Director.         Ip.        16223:303,       24X 
Flche:  50-373,  82/11/13,821  129Q&41. 

—32\ 1290657  LEU    B2-134/03L-0: on    821021 ,  observed    that   reactor   bldg 
ventilation    sys    would    not   maintain    required   pressure.  Caused 
b  ij    closed    damper   which    became    stuck    during   VR    sys    startup. 
Standby    nan    treatment    ays   started   &   work    request    issued, 
DUS.fi.       Commonwealth    Edison    Co.       Q2/11/19.  Region   3,    Office    of 

Director,        2pp.         16223:  H04.         24X   Fie  ha;  50-373,82/11/18,8311290641. 


0311390740  Forwards   LGR  02- 127/O3L-Q. 

DIEDEHICH,  0.  J.  Commonwealth  EUlann  Co. 
Rejfon  3,  Office  of  Director.  Ip.  1 6£ 
Fie  he:  50-373,  B3/ 1 1 /IS,  B2  1 139074O, 


B2/1I/IB.        KEPPLEfi,  J.  O. 
29:091.       34X 


—031  1290718  LER   82-127/03L-0;  on    820720,  two    solid    raduaste   pipe    welds 
found    to   have    developed    corrosion   problems   ti   leaking.  Caused 
by    use   of    10X.   by    weight    sulfuric    acid   fc   4X   by   weight    sodium 
hydroxide     in    low    carbon    steal     piping. 

ARAM),  J.       Commonwealth    Edison    Co.       83/11/19,  Region  3,    0fficL>   of 

Director,        2pp.         16229;  002.         24X   Fie  he    5O-373,  92/1 1  /Ifl.  B21 1  29O740. 

B31129O134  Forwards    LEU   03- 135/03L-0, 

DIEDERICHiO.  J.        Comrrmnw&a  1  th    Edison   Co.        B2/11/19.        KEPPLEH,  J.  «. 
Region    3,     Office    of    Diroctor.         Ip.        16216:354,       24X 
Flchs;  50-373,  02/1 1/  19,82112901  34. 

--8811290143  LEfl   B3-135/03L-0:  on    021021,  div    1     ID10-N009B   reactoT    bldjj 
ventilation    process    radiation    monitor    drifted    high.  Caused 
bij     failed    Oe  iger-Mul  1  er    tubff    mfg    bg    I.ND.  Tube   replaced. 
KAY,  D.  U.       Commonwealth    Edison    Cn.       02/11^19,  Region   3,    Office    gf 

Director.        2pp.         IA2I6:  355,         24  X   Fie  he:  30-373,02/11/19,0211370131. 


T,     Hearing    transcripts    on    non-antitrust    matters 


0211130010  Responds    to   FdlA    request    for    document*   re   NRC    1982 
investigations    of    improper    ccnst    practices    at   facility. 
Forwards    documents    listed    in    App    A.  Info   partially   uiithheld: 
nart*i    &   personal    Identifiers    (ref  FOIA  Eiomptlon    7), 
PEL  TOM.  J.M.       Division    op   Rules    and   Records.       B2/09/17,       BTEPTQE,  P.  P. 
rshJim,    Lincoln   t<  Deale.       9pp.        16079:019,        24K  FUhe:  SO-000,  03/09/17. 
B211  130010. 

— 3211120012  Excerpt    of    tpanscrlpt    from   020400   hearing    in  Chicago,  II.  v« 
proposed   general    increase    in    electric    ra tes. Certi f icate   of 
reporters    oriel, 

*        Illinois,     Btata    of.        82/04/OB,        6pp.         16075:  180.        24X 
Fiche:  SO-373,  82/09/17.  8211  120010. 


0211120010   Respond!    to    FOIA   request    Far    documents    re    NflC     1903 
inves t (gallon  s    of    improper    canst    practices    at    facility 
Forwards    documents    listed     in   App    A    Info    partially   withheld: 
name)    fc    personal     identifiers    (ref   FQ1A   Eiemption    7). 

FELTON,  J.  M.         Division    of    Rules    and    Records.        03/09/17.        STEPTOE.P   f*. 
Isham,     Lincoln   t,   Dsalc.        9pp.        16075    019.        24X   Fi  ch  e    5O-000.  S2/O9/  1  ~7 . 
S21113O010. 


—  B205210465  Forujards  Structural  Engineering 
Atty  General  of  IL  allegations  re  drille 
reinforcing  steel  tr  offgas  nldg  concrete 
VOLLHEH.R.  H.  Division  of  Engineeri 


Oiviaion   of    Licensin 
B2/07/17.B21112001O. 


5pp. 


Branch    evaluation     rrp  t    un 
d    hales    cut    through 

roof. 

02/05/H         EISENHUr.D    C 
24X   Fiche    50-373, 


-5211120073  Foruiards  assessment  of  Reg 
offgas  filter  bldg  at  facilities 
DE^QUNG.R.  C.  Director's  Office,  Of. 
Enforcement.  82/04/20  DENTQN,  H  R 
Regulation,  Director.  Ip.  16075  2 
621 1120010 


-B211120105  "Partial  LaSallc  Chronology. 
*  NRC  -  No  Detailed  Affiliation  Oivt 
Fiche:  50-373,03/09/17,9211120010. 


on   3    respc 


to    al leg  a  ti 


Office   of   Nuclear   Reactor 
.        24*    Fiche    50-373,02/09/17. 


3pp. 


—8211130133  Discusses  320725  briefing  of  Congressional  staff 
allegations  of  const  deficiencies  I,  falsified  documents  ri 
HVAC  sys  at  facilities. 

KAMMl£RER,C.        Office    of    Congressional    Affairs        B2/07/26 
PALLADINQ.  N.  ,     GIL1NSKY.  V.  ,     AHEARNE.  J        Commissioners          Ip. 
16O76:  ISO.        24X   Ficrte:  3O-373,  S2/09/  17,  B21  1  120010 


tedly    forced    to 


conc 
ign 


—3211130149  Di  scusses  030130  tel  c  on 
repairs  at  facilities  Laborer  rep 
pledge  dhnc-t  to  make  yavesjh  before  comment  ing  uorli 

WEIL,C.H.        Region    3,     Office    of    Director         82/05/03         WARWICK,  R   F-. 
negion   3,     Office    of    Director         2pp.         16076   Ol  7        21X 
Flche    50-373,82/09/17.  B31  1130010. 

B21024OOaB   Generic    Ltr    82-20    to    all    pouer   reactor    I  icensees,  permi  t 
holders    ft   applicants     for    CP   re    guidance    for    implementing 
SRP    rule,  Foruards    NUREC-0906.  NUREG    to    be    used    as    interim 
measure    until    Reg    Guide    1.70   revised    Svc    list    end 
EISENHUT.D,  O.        Division    of   Licensing         B2/1O/26.  Consolidated 

Edison    Co,     a!    Neiu   Vorl,     Inc.        9pp         I5S"?3:2?5.       24* 
Flche:  50-000.  02/10/26,  02102600BQ 

G211020A5I    Forwards    revised    pages    to   CE-l-A,  Revision    22,     "OA    Topical 
Rept.   " 

SUARTZ.E.D.         Cpmmonuealth    Edison    Co.        82/10/27.       HAASS,  H.  F          Ousli 
Assurance   Branch.        In.        15H86:145.       24X   Fiche    50-000.  S3/IO/27. 
0311030651. 

—  B21  1020664    Revised    pages    to   CE-l-A.  Re  vi  si  on    22.     "QA   Topical    fiepl.  " 
Panes    1-33    tP    Revision    14    dtd    800909    enc  1  . 

5WAHTZ.E    D         Commonwealth    Edison   Co.        CE-l-A   R22   EBR.        B2/11/O1 
6pp          15BB6    14A         24  X   Fiche:  50-000,  32/10/27,3311020451 


V,     Ojiarator   Eiaminablons 

Q210130019  Generic    Ltr    82-1B   to    all    pouor    reactor    applicants  Si 
licensee!    re    reactor    operator    &    senior    reactor   operator 
requaltf Uatlon    enams, Advises    t^at   eiams    begin  at    facility 
aft«i-   82IOOI,  Svc    list   encl. 

EISENHUT,  D,  0,       Division    of   Licensing.       0H/10/I2.  Consolidated 

Ediaon   CD.     of    NHU  York,     Inc.        ISpp.       16003:234.       24X 
Fiehe:  30-000,  82/10/13.  8210130019. 


DOCKET   50-37-1   LA8ALLE   COUNTY  STAT  ION.  ^UNIT  2 

A.     Application/construction    stage    documents    b    correspondence 

BS07180030  FOIA   ren,uB»t    for    docoments    re    Zack    Co  Ei/op   uorlc   performed   by 
companu    In   const    of    facilities. 

PRENDEROAST.R.       Prenderflast.     R.  J.      02/OB/O9.  Division   of   Hulas   and 

B»cord».       lp,        li03L:165.       24X    Flc^e:  50-000, 83/08/09,  B2Q7180Q3O. 

B2M090012  Partial    rsaponsa    to  F01A  request    for  documents   re   Zack    Co 
fc/or    u/orfc   performed    b<j    company    In   const   of    facilities. 
Forui«rd«   documents    listed    in   App   A.  App    Q    documents 
jvellabl*    In    PDR. App   C    lists    pertinent   LPDRs. 
FELTONiJ.M.        Division    of    Rules    and   Records.        B2/O9/17. 
PRENDEP.OA8T.  R .       Prendoroast,     R.  J.      4pp.       £6021:166.       24X 
Flehi:  30-000.  83/09/17,8311090013. 


B211030S35   Requests   within    60   days,  info    !,   programs    re    implementation     D( 
NUREQ-0313, Revision     1, previously    requested    by    910226 
Generic    Ltr   61-04.  „,.„,„., 

LAIHAS.G.C.         Assistant   Director    for   Operating    Seat  tors         02/lO/^H. 
DEUJEORGEiL.        Commonwealth    Edison   Co.        4pp.        24X 
Fichar  5O-000,  82/10/28,9211030535. 

82110B03B7   Forwards    "Teat    Rept    for   Proof    Leak    Testing    of    OPE    Metuell     ti. 
Dryuiell   Vacuum  Breaker  Valve."    draft    "Reanalysis  of  LaSalle 
Wetwell    to    Drywell    Vacuum   Breakers  Under  Pool   Siuel  1   Loading 
Conditions"    t,   Revision  2    to   "Test  Spec    for   Pronf  (.  Leak.       " 
BCHFJOEDER.C.  IJ.        CnmrnonLieal  th   Edisnn   Co.       B2/IO/23.        SCHWENCER.A. 
Licensing    Branch    2.        3pp.        15990:279         24*    Fiche:  50-373, 03/10/-JB, 
0311080387- 

— B2110S0297    "Teit   Rf P  t    for    Proof    1   Leak    Testing   of    GPE    Uelu^l!     to 
DrgueM   Vacuum  Breaker   Valve.  " 

DARNEY.P    3    ,     COLEMAN,  G.  P    ,     TORRES,  H.  R.       NUTECH    (Muclear    Tec  hr.olt.gij, 
Inc     )         COM-46-047    ROO        83/10/26.        3lpp          13990.283.        24M 
Ficne:  30-373,  flS/lO/aa.  821 1080 287 

— 031IOS0299   First   draft   "Reanalysis   of   LaSal  le  Wetuiell    to  Drywell   Vacmiir 
Breakers    Under  Pool    Swell   Loading   Condi ti ons .  " 

"       Continum    Dynamics     Inc.       B2/10/31.       30PP.        15990:314.        24X 
Fie  he:  50-373.  B2/10X2B.  821 10B0287. 

— 93110S0303   Hevlslon   2    to    "Test   Spec    for  Proof  1-  Leak    Testing    of   Gl'G 
Hetuell-to-Drguiell    Vacuum  Breaker  Valve." 


. 

21X    Flche:  50-373,92/10/28,0211080207. 
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— H3I10B0307    Revi.ion     1    to    'T*it    Plan    i:    Procedure    for    P 


•M"!i?s;vr:r;o?:,cs;(sv5s/r-i  "pt  - •— • ' 
"^r^ep^r^£  TI::-"°"%-"»"---U" 

oaooiE.j.s.      niinois,   stauof.'  "la/oS/al"  "DENTQN  H 


Ficha:  50-373,  82/097 


021  10B026B. 


. 

:  50-373, 82/10/29, 


MUflRAV.J.p, 
DENTON.H.R. 


-- 

;  so-ooo,  sa/n/oB, 


BHl  II  50203   Forwards    documsntat  i  nn     ,,.-,-,       *-  • 

Pro,oaed    tfe    -Jt,!,,!;    P^.";:  ^"tJriS     I^110     Com?is?ioT1    -PProval 
reU-s.    of  matu    fi-iin   tontr,,^^    ,  unc0ntro[|Ed 

SSi^z'^D^'i""'"    '":":'    »••    •"-•"n«'M'     '"    "til 

" 


itiititut-  -1-  «« 


0311120010. 


ower.        S2/07/C5.  Doditjnj 

'X    Fiche:  50-373,  03/09/17, 


:.- !"~l^l_"!^!*ll_*^|:«;^_^   ^    P'«tiello»   plflns 

H-!?"««Bt^i^i.trt:  Jrcp'.vviicSsr;:*::?:*:'^1"11—'  * 

^erjBncentre0|:     IOCFR3°   541t>    *    SFS    for    per  Pormi  ng"^.  ts    of 


: 


„,  N 

so-ooo.  82X10/01. 


82/04/Ha 


?po°™°rLCe'"'TiC    Lt''   aa"21    tD    a11    »i«n»M.    i  applicant  "        **"?  "^e^durin*11  f"'tiClotl    b"  Sta 

F-oruard*    SuiSance    diicufS".    n^n.ril'''.  P  """^  *i°n    3UClit5  ""^   *"  "tension  anchors.  E.  h  ib  it»    en  el"  °f 

•||^)*«    tc    *•     i"el«d.d  "„   2J "    5vc     nStMSel"""111""  Mftlw"""^"""   C"'        Ba/««l 


f    IL  re   rainiforcefnent    of 
a    holBB   &   concrete 

NHC  -  No   Detailed 
'X   Hcne:  50-373,  92/09/17, 


»  '    U    U      t  n8 

' 


Edl,on    Co      of    „.„,    ror  c  pp 

Fi  ch  »  •  SO-OOO,  62/10730,  S2102901  08 


Document 
S3/M/I9, 


r,;  P     Pres 

IneompletB.  Ent.nt    of   rf^.  9/ebar    daraaSe   repts 

fAHNffl.T.C    ,    UmiE'js      'TM?:"?*    6f   »*'«•*•*. 

i«7.:m.  It**«* 


Affiri* 
«/o  Pr 


!*??  Ba°4is  »-  -  •'» 

"  Pp""""  "t  fac 
Il>v"*1"-f  -*<-uctUMl 

unu'  8tate  of- 


c  orreipond  snce 


1180010  fi.sponds  to  FOIA  reou.at  fo 
nvestijations  of  l-propir  ««?„„ 
oru/ards  documents  listed  ^2  Pra 

.«..  fc  p.r.-n"*^^^.^  J;;/i' 

ELTON.J.M.        Division    of    »„?  /„ 

.^T.  Linc0ln  r;;:  ."  5;  •• 

21  1  120010  HH 

30513007O   Foriuards.    drafb    1  ti- 

:s!i';.:i,;2-^  :;:„'- 

safety    -J  eficl  enc  IBS 

:  S;?r«2or" 

,7B.         M/^cM.r^J 
'05200355    Aflenrf     6o    Ba0334 


rf 

?  "nti    "" 

i<:e*    at    facili 


. 

i:  50-000.82/09/17, 


9pp. 


""i  "  hold  DpBn  pBjiiie 


H.    Oemral    corr (ipondenc* 
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— B20801O020  Forwards    constituent    CA  Sander*    830609    Itr   re   cone ern    aver 
allegations    of    indiscriminate    concrete   drilling    at 
tad  lltles. 

PERCV,  C.  H.       Senate.       82/OB/ie.       HAMMERER.  C.       Office   of 
Co  n  ores  » ion  a  1    Affairs.        3pp,         15933:038.         24X    Fit  he:  50-373, 
B2/09/23,  B2 11030314. 

P.     Operating    license    itage    documents   t   correspondence 

B2110iQ4ae  Advises    that    test   plan    to   demonstrate    faults    induced    in 
nonsaf ety-related    cables   mill    not   cause   failure    of    adjacent 
safety-related    cables   acceptable   w/listed    condition. 
BCHUENCERiA.        Licensing    Branch    2.        82/10/18.        DELGEOROE,  L.  0. 
Cannonuealth    Edison    Co.        2pp.        15965:359,        24X    Ffche:  50-373,  B2/1  0/10, 
B211060488. 

0..     Inipection   reports,     IE  Bulletins   t.  correspondence 

8208190220  IE  Info  Notics  83-37.  "Cracking  in  Upper  Shell  to 
Transition  Cone  Girth  Weld  of  Steam  Qenerator  at  Operating 
PUR,  "  Bvc  list  encl. 

JORDAN. E.  Division  of  Engineering  6  Quality  Assurance.  BB/O9/ 1  6. 
Coniolidated  Edison  Co.  of  Neui  York,  Inc.  105pp.  15930:001.  24X 
Pi  che:  5O-000,  02/09/16,8200190350. 


— B21102031O    IE     Imp    R«f>t    SO- 374/32-1 6    on    B2lOO2.No    noncampli 
Major    areas     inspsc tsd:  r evieu    of    procedure*    6    drawings, 
observation    of    hydrostatic    testing     of    reactor     pressure 
vessel    syi    &    eiam    c-F    sq  B   me  1  d  s    Fallowing    pre s sur i i at i on. 
KEV.M.J.,     DANIELSON,  0.  H.        Ragion    3.     Office    of    Director. 
S9f          15083-026         24X    F iche . 5O-371, 93/10/ IB. 831 IO20301 


B3/10/11. 


0211020317    Forwards    IE     Inap     Repls     5O-373/83-4B   *,    5O-374/82-14    o 
820922-a3.No    noticomp  I  ianc  e    noted. 
LITTLE,  W   S        Division    of    Engineering    t.   Technical    Program!. 

REED.C,        Commonusalth    Edison    Co.        2pp.         15882:076         2-1X 
Fich*  :  30-373,  B3/SO/  10,  B2  1102031  7 


"331103032*    IE     Insp    Flapts     50-373/03-10    6    SO-374/S2-I4    on    B2O922-23.  N,, 
noncampllance    noted.  Major    areas    ins  pet  ted  :  sarr  i  f  i  c  la  1    shield 
spec    S.    drawings,  melding    procedures  ,  welder    &     inspector 
qualifications,  GA    surveillance    &    radiograph    ue  1  d    repts. 
HFVU     J         nAMTFi  <!nN.  D    H         Division     of    Engineering    &    Technical 
Prlgra™.:        BlAcMS         Bff.        1  50S2:  OBO.        llX    Fich  e:  50-373,  B3  /  10/lfl, 
0211020317. 


B20B190239     IE    InFo    Notice    82-41, 
Op«n    at    DHR.  "     Sve     list     enc  1 
JOROAN.E.L.        Dlvisian    of    Engineering 

Consolidated    Edison    Co.     of  Neu   York. 
Fiche:  50-000,  B2/1C-/22,  3206190239. 


ilure    of    Saf  e  t  g  /Re  1  i  eF    yalvea    tn 


Quality    ABSUI 
Inc.        110pp. 


15960:   S53. 


9209190222    IE   Info   Notice   02-34,  Revision    1,     "Melds    in  Main  Control 
Panels."   Svc    Hit    encl. 

JOflDAN,  E,  L.       Division    of    Engineering    d  Quality    Assurance.       82/09/17, 
Consolidated   Edison   Co.     of  New   Vor*,     Inc.        107pp.       15095:185.       H-1X 
FJche:  50-000,  83/09/17,8200190222. 

B211120D10  Responds    to   FOIA  request    for    documents   re    NRC    19B2 
investigations   nf    improper   const    practices    at    facility. 
Forwards    documents    listed    in  App    rt.  Info  partially    withheld: 
names    &   personal    identifiers    (ref  FOIA  Ejcmptinn    71. 

FELTQN,  J.  H.       Division   of    Rules    and   Records.        82/09/17,       STEPTOE,  P.  P. 
Isham.     Lincoln  !,  Beale,       9pp.       16075:019.       24X  Fiche:  90-000,  B2/09/17, 
G21I15O010, 

— 8S11120035  Confirms    request    for    assiitanca    ir,    cmiducting    special     insp 
at    util    projram    for    controlling    drilling    activities    at 
fac  i  1 1 1  ias, 

SPESSARD.R.  L.       Division    of  Project   &  Resident   Programs.       02/04/O7. 
EIBEWHUT.D.  0,       Division    of   Licensing.       lp,        16075:137.       24X 
Fiche:  50-373,82/09/17,0211120010, 

—-eaillBOll?  Ack    receipt   of    IE  Bulletin   92-01.     "Alteration   c-f 
Radiographs    of   Welds    in   Piping    Subassemb  1  i  es,  "    Status    of 
util    response    to    bulletin  requested. 

GDOIHE.J.S.  Illinois,  State  of.  02/04/21.  MUriEL-IUS,  C.  E.  Region 
3.  Office  of  Director.  lp.  16075:353.  24X  F  iche:  30-373,  B2/O9/17. 
821  1120010. 

— B211130154  Responds  to  820421  request  fop  documents  indicating  statue 
of  util  response  to  IE  Bulletin  02-01, Util  did  not  identify 
deficiencies  in  Associated  Piping  t  Engineering  rail  (ogi-aphs . 
NORELIUS,C.  E.  Division  of  Engineering  fc  Technical  Programs, 
B2/OS/04.  OOODIE-J.8.  Illinois,  State  of.  la.  16076:019. 
F  i  c  he :  50-373,  S2/O9/ 1 7.  B31 1 1 20010. 


34X 


-0211130166  Confirms    plan   pe    investigation    of-    10CFRS.  2O6  request    from 
State    of    IL   re    affidavits   concerning    concrete    &   rehar 
prob  lame. 

NORELIUS.C,  E,       Division   of  Engineering    &   Technical   Program*. 
82/O5/24.       JACKIW.  I.N.       Region   3,    Office    af    Director.       lp. 
16076:193.       24X   Ficfie:  50-373,  B2/09/17.  821  H20010. 


B211090304    Foruardi    Tabs    36    (•   43     to    Unit     1     inservice     insp    prograin   t, 
Unit    2     irnervice     inap     prog  ram,  R ev i sion    0,dtd    B21039. 
SCHHOEDER.C.M,        CnmraonwBalth    Edison    Co.        03/11/O3         SCHWEMCER , ,  K. 
Licen.ir.9    Drench    2.        2pp.         14Oi3:I9-?          24K    Ficft  e:  50-373.  B2/ I  1 /03, 
3211090304. 


— B211090307  Inservice  insp 
.  Oeneral  Electric  Co. 
Ftche:  50-373,  S3/ I  1 /03 


16pp. 


16012    310. 


50-374/95-13 


B21133031B   Forwards    IE     Insp    Repts     5O-373/S2-4D 
820901-30  &   notice    of    violation. 
SPES8ARD,  R   L          Division    of    Project    &    Hiisident    Programs. 
REED.C.        Commonwealth    Edison    Co.        3p  P  16131:057.        31X 

Fie  he:  90-373,  82/11/04,831  12303  IB. 


na  ,,(/«« 
B2/IS/W1 


—8311230322    IE     Insp    Repts     50-373/82-45    «.   9O-374/B2-13   on    D2O9D1-3O. 
Noniofnpliance   noted  r  i  nadequat  E    control    oF    RC1C    maint    l< 
failure    to    fnllou    procedures    re    fecduater    flushing   valves. 
GWLDEMOND,  U.  ,     MAOISOH,  A.   .     UIRIOHT.G,         Dwislnn    of    Project    fc    n&Giden 
Programs,         G2/11/O3.        9pp.         )61B.:06I.        24X    Fi  che:SO-373,  02  /1  1  /«4, 
021123031S. 

B211150306   Forward*    TL    Gould    B209O1     Itr     to   L    Fichtor    re     insp     of 
vegetation   cover    in    Armstrong    Run,  per    MJ  Dastmann   request. 
Vegetation   aa  tisfactor  i  ty    established    ft.  t-aq  uireroent*    per 
aottlement   agreements    on    seeding    i    insp    '"IfjJ1^1       UCDn.  ETC,     i    o 
SCHflOEDER,C.W         Conrronuiea  1  th    Ed  I  a  on    Co.        B2/11/09.        REPPLER.O.H. 
ReglO-tl    3,     Office    oF    Director.         2pp.         16055:177.        2flX 
Flche:  30-373.  82/11/08.6211150306, 

8211230371    Forward.    IE    Insp    Repts    SQ-373/B2-44.   k    50-374/82-19    on 
830910.  18,  1002.  OS-OB   fc    IB    t,  notice    of    violation. 
LETTLE.  H  0         Division    of    Engineering    fc   Technical    Programs. 

HEED.C         Commonuealth    Edtson    Co,        2pp.         16195:056.        24X 
Fiche:  50-373,  B2/  1  1/OB.  B21  I23O37I 


S20B19O229    IE   Info   Notice   02-39,     "Svc    Degradation    of   Thick    Hall 
Stainless   Steel    Hec  irculation   Sys  Piping    at    BUR  Plant.  " 

JORDANiE.L.       Division   of   Engineering    fc  Quality    Aasurance.       62/O9/31. 
Consolidated   Edison  Co,     of  New  York,     Inc.        66pp.       16017:099.       24X 
Fiehe:  50-000.82/09/21,8200190239. 


6308190223   IE    Info   Notice   83-39,     "Change    in   Format   t  DUtribut  1  on    Sgfi 
for    IE   ELJIetins.  Circulars  i   Info  Noticen.  "    Svc    list   encl. 
DEYOUNO.R.C.       Director's   Office,    Office   of    Inspection   and 
Enforcement.       83/09/22.  Consolidated  EdUon   Co.     of   Neu  York.     Inc. 

110pp.        16018:021.       24X  Fiche:  50-000.  02/09/22.  B208190223. 

B2QB19O232   IE   Info   Notice   B2-40r     "Deficiencies    in   Primarv   Containment 

Electrical   Penetration  Assemblies."   Svc    list    encl.  ___  ._,„_ 

JORDAN,  E.  L.       Division   of   Engineering    ».  Qualltv    Anurance.       B2/O9/22, 

Coniolidflted   Edison  Co.     of  Neu,  York,     Inc.        112pp.       15930;O19.       J4 

Fiche:  50-000,  83/09/32.8308190232. 


9211O2O301   Forwards    IE    leaf   R«P*    SO-374/82-1A    on  B21002.No 
none  amp  1  lance    noted. 
LITTLEiW.S.       Division   of   Engineering    S.  Technical    Programs. 

REED.C.      Commonwealth  Edison   Co.      2pp.       15982:034.      24X 
Fiche:  90-374.  82/10/18.9211020301. 


B2/IO/18, 
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82H3v0334    Forwards    IE    Imp    Rapt    50-332/82-24    on    831004-OQ.  No 
roncomp 1 ianc  B    noted. 

MADSENi  0.  L.       Division    of    Resident.    Reactor    Project   tc   Engineering 
Program*.       02/11/00,       NAUR1N,  L.  V,       Louisiana   Power    It   Light    Co.       2pp. 
16221:  114.       24X   Re  he:  50-302,02/11/08,031  12TO334. 


e3111703llS    Certifies    sve    of    applicant    opposition   to    Joirvt    Intervenors 
motion     to    reconsider    t    reopen    record     ti    oppoiitlon     to   State 
of    LA   petition    to    intervene.au    351112. 

HAKLIN.  J.  H.       Louisiana    Power  t,    Light    Co.       02/11/12.       I  p.        16105:343 
24X   Fictia:  30-3H2,  92/11/12.  B211  170345 


— B2HS90343    IE    Insp    Rnpt    50-3B3/03-24    nn    821O04-OB.No    noncomp 1 iance 
noted.  Major    areas    inspected:  s  tatus    of    applicant    training 
program    to    determine    if    training    commitments    made    in   FSAfl 
uiaro    tfirig    carried    nut. 

JOHNSON.  E.  H,  .     JAUDONi  J.  P.  .     FLIPPO.T.A.        Divittion    of    Resident, 
Reactor    Project    &   Engineering    Programs.         B2/11/05.         15pp. 
14.221:  116.        24X    Fiche:  90-392,  03/11 /OB.  B21  127O334. 


02111703-ie    Answer    opposing    Joint  Intervenora    820612    motion    to 

reconsider    ti    reopen    4    State    of  LA   S207EM     petition    to 

Intervene. Neu    contentions    must  be    rejected     per    Commission 
B211OH    itatement    of    p nl ic y. W/Cert i f i cate    of     Svc  . 

HAKLIN.  J,  0.        Louliiana    Power   &  Light    Co         MftMLIW,  J.  D.        Sh^iu,     Pittniai 
Pott*    ft    Troubrldge.        B2/1I/12.  Atomic    Safety     and   Licensing     Hoard 

Panel.         10pp.         14105:204.        H4X  Fiche:  50-382. B2/ I  1/13,  Bail  170310. 


B31i29003a    Releases    public  version    of   revised     public    info    booklet. 

HELTON..  J.  M.       Division   af  Rulos    and   Records.        aa/ll/17.  Document 

Management    Dranch.        Ip.  16245:346.        24X    Fi  che;  50-383.  82/1 1  /I  7, 
82! 1290032. 

— 8311290034   Furiuards    public    version    nf    revised     public     info    booklet.  Info 
will    be    submitted    to   ASLB   by    931112.  Info    revised    from   B21021 
version    indicated    in   margin. 

MAURIU.  L.  V.       Louisiana    Power    f<  Light    Co.        B2/11/01.       NOVAK,  T.  H. 
Assistant    Director    for    Licensing.        Ip.         16245:347.        24X 
Fie  ho:  50-302,02/11/17,  0211290032. 

— 0211390038  Public    version    of   revised    public     info    booklet. 

»      Louisiana    Pouier    &   Light   Co.        H2/11/O1.         9pp.        14345:348.        24X 
Fichu:  50-3B2,  82/1 1/17,  B21 12TOO32. 

0.     Ad  jud  i  catorij    correspondence 

6211040114   Forwards    listed    documents    olther    requested    or    not   received 
at    at    021O21.  W/o   end. 

TURK,  S.  E.        Hearing    Branch    1.       Q2/10/21,        CASBIDY,  B.  P.        Fuderal 
Emergency    Management   Agnncy,       2pp,       15957:012.       24X 
Fichc:  50-3B2,  02/10/21,8211040114. 

6211U20431?    AdviBB9    that    AGLB    Isauances    served     since    83O51H   Si    some    A3LAH 
issuajices    being    sent    undar    separate    cover. 

WOLFE,  B.  J.        Atomic    Safety    and    Licensing    Hoard    Panel.        BH/1O/29. 
GRDESCH,  O.  L.       Affiliation   Unknown.       I  p.        1SBB7:  110,       24X 
Fiche:  SO-3B2,  02/10/29,8311020437. 

eailOSOOaa  Partial    initial    decision    in   QL    hear  ing. Finding s   of   adequacy 
made    re    roads    &   highways    for   evacuation    pur  poses, cvocua tion 
cirarning-    sya,  c  ommand    decision   strut  ture,  p  Ian  ned    niercises   ft 
plans    for    evacuating    special    classes. 

FOREMAN,  H.  ,    WOLFE,  3.  J.       Atomic    Safety    and    Licensing    Board    Panel, 
B2/11/03.       75pp.       19976:  147.       24X  Fiche: 50-392,02/11/03, 821 lOfluOBG. 

02110B0074   Authoriiation    for   GL  Oroeach    to   represent    Joint    tntervonor-s 
tc  reaff irmation   of    right    of  CL   Qroesch    to    discharge   L   Jtm&s 
o-n   BEQ31O. 

DUHCiUM,  C.  ,    QnOESCM,O.L.       Joint    Interveno-ra-Watarf  ord.       02/11/04.        Ip. 
13976:  233.       24X  Fiche:  SO-302,  82/1 1 /04,  B2110BQQ7fl. 

eaU09O249    Foryords    Commission  itatement    of    policy    on   Table    5-3    IBSUBE, 
HRC   mill     file    responses    to   Joint    Interve^nors    deferred    motion 
to   reopen    hearings    &  State    of  LA   petition    to    Intervene-    re 
Table    8-3    issuos    by    B21116.  W/o    end, 

TURK.  3.  E.       Hearing    Dranch    1.      02/11/04.       WOUFE.S.J..    FQREM/Wi  H.  . 
JORDAN,  W,  H.       Atomic    Safety   and    Licensing   Board  Panel.       2pp. 
16004:136.       24X   Fi  che:  50-392,  B2/1 1/04,  B21 1  09O269- 


B21ti7O407    Eiceptions     to    ASLB   821103    partial     initial    decision   S.    motion 
for    eitension    of    time    to     file     supporting    brief    until    30    days 
after    svc    of    rtSLB    ml  ing.  Cert  i  Fieat  e    of   Svc     ancl. 

CHURCHILL,  D.  W.        Louiaiana    Pomer    i    Light   Co.        CHURCHILL.  C.  M.        Shau. 
Pi  ttraan,     Potts    Si    Troubridge.        92/1 1/12.  Atomic    Sat  sly    and 

Liceniing    Appeal    Panel.         6pp.         16106:   176.         24X    FicliE.  50-3B2,  83/  1 1  /I!!, 
S21M7OflO9. 

B21117031B   Adviies    of    minor     inaccuracies    K*/or     typographical     errors 
in   ASLB   021103   partial     initial    decision. 

TURK.  B.  E.        Hearing     Branch     1.        82/11/16.        WOLFE,  S.  J.  .     JCnOAN.W.H.. 
FOREMAN, H.        Atomic     Safety     and    Licensing    Board   Panel.        2pp. 
1610A:  026.        21X    Fiche:  50-3B2,  E52/1  1/16,  021  II  7O31S. 

B211170342   Resporise    opposing    Joint     Interven-ors    B2O6 1 5   motion    to 
reconsider    ftSLD    790913    order    S,    820512    ruling, to    reopen    DL 
hearings    Si/or     hold     neu    OU    h  eari  ngs.  Conten  t  i  ons    addreaoed    by 
C omra i i s i on    Table    5-3    ru 1 emok i pg.  Cert i  f  i  ia te     of    Svc    enc  1 . 
TURHiS,  E.       Hearing    Branch     1.       B2/11/16.  Atomic    Safety    and 

Licensing    Board    Pans!          Spp.        16105:  19A.        2 IX   Fit  he    50-3152.32/1  !/!(,, 
9211170342. 

0S1118O214    Motion    for    eitension    of     time    until     B21 129    to    file    exception-, 
to  ASLB   H211O3   partial    initial    d ec i n i on. Time   needed    due    to 
research     coordinator    giving    premature    birth    &   having   minor 
cornp  1  Icat  i  ons . 

GROESCHp  0.  L.       Joint    In tervenors -Water  ford  ,        B2/ 1 1/17  Mom  ic 

Safetu    and    Licensing    Appeal    Panel.         Ip.        16137:344.       24X 
Fiche: SO-3B2j  B2/ 11/17, B2I11B0214. 

B21119021B    Foruardi    corrected    fages     to    ASLB    B211O3    "nrtial     Initi.il 
Decision    LDP-B2-1OO,  correc t ing    one    misnomer    &   three 
typographical     errors    brought    to    ASLH    attention     in    NF1C 
BBI116    Itr, 

WOLFE,  8    J.       Atomic    Safety    and    Licensing    Board   Panel        82/11/17-       «.'(>« 
lol51:S2B.        24X    Flcli  e  :  SO-3B2,  B3/1 1  /I  7,  321 1  190212 

— 0311190216    Corrected    Pages     IB,  56- 5B    t,    65    to    ABLD    B21 1 03   Part  i  al     Iinti.il 
Decision    LBP-B2-100, cpr reel i ng    one    misnomer    t,    three 
typographical    crrnrs. 

«      Atomic    Safety    and    Licensing    Board    Panel.       BH/MA7.       4pp. 
16151:230.        24X    F  ich  e:  BO-3B2,  82/1 1/  1  7,  D21  1 19O313 

B211I90213   Order    fixing    common    filing    date    For    final    eiceptions    ,it 
BallS1?    or   within    5   days    after    svc    of    ASLB   ruling    on  util 
motion    for    reeontiderat  i  on,  uiti  ic  hover    ii    later.  Griefs    to    be 
filed   within   30   days    after    e«ceptions    filed. 
SHQEMAWERiC.  J.        Atomic    Safety     and    Licensing    Appeal    Panel.        B2/11/1/. 


2p- 


,  S2/1  1/17, 


0211150027    Request*    voluntarij   stay    of    proceedings    leading    bo  QL 
IsfiMnce    until    insurance    coverage   available    to  persons 
ulthln    5-0-mile   radius    of    plant    &  all    appeals.    Bknauettd    b<f 
SEat*    of    LA.Oysterahell    Alliance   t,  0ave    Our    Uetlandi. 
HURSTEIN.C.  H.       Affiliation  Unknown.       82/11/09.  Co  mm!  is  lone  ru. 

16056:071.       24X  Fiche:  50-382,  82/1  I/OS,  B21 1  1  5OOH7. 


For ward fl    printer   proof    of   public     info  booklet    to   be 
diitrtbubed    to   goneral    public    at    part    of   cffstte    ernergnncij 
preparedneis    plan. Col  or    sketch    indicating    color    coding    for 
protective   action    section    end.  W/a    end. 

CHURCHILL,  B.  H.      Bhau,    Pittman,     Potts    d    Trotubriijg  e.       CHURCHILL,  0.  W. 
Louisiana  Poynr   (.  Light   Co.      B2/11/1E.       HDLFE,  9.  J.  .     FOREMflN.  H.  , 
JORBAMfW.  H.       Atomic    Safety   and    Licensing   Board  Panel.        4pp. 
16031:348.       24X  Fiche:  50-3B2,  02/1 1/12,  331 1 160333. 


921.1170336   Motion   for    reconsideration    or    clarification   of    portion    of 
ASLB    921103  partial    Initial    decision    dealing    lu/condi tlon»   re 
•  tata   &    local    offtite   amergencu    plans    &   tcopn    of   Contention 
2   on    vnhiclas    ti  drivers.  Certificate    of    Svc     tnel. 

CHUflCHILL,  B.  W.      Louisiana   Power    t.  Light   Co.        CHUHCHILL^  D.  W.       ahauij 
Pittmanj     Potti   ti  Troubridge.      B2/11/I2.  Atomic   Safety    «nd 

LJciniing   Board  Panel.       14pp.       16105:344.        24X  FIch»:  30-383,  HS/11/1H, 
BSI 1 1 70336. 


328 


DOCKETED  ITEMS 


ri.    Antltrutt  correspondence 


8211020703   Advisti    that  -no    significant   antitrust   changes    in  licinsves 

attivitlei    or    proposed    activities   tiavt    occurreil    subsequent 

to    orevioui    CP    rivlew.FH  notits    end. 

TO/ILBTON..A.       Antitrust   t.  Economic    analuiH    Branch    (Ut  i  1  i  tu  Finance) 

82/10/12.        AgwELL.D.L.        Louisiana   POU*T    t   L  ight   Co         24np 

J5913:I95.        24*    Fi  che  :  30-382.83/10/12,  B21 IQ30703. 

--S211020705  Mo  tic.    of    fintfing  of    no  .ignifirant  antitruit    changes    i. 
time    for    filing    recjueits   for    rt-eva  luation. 

TGALBrON,ft.  Antitrust  t.  Economic  analysis  Branch  (Utility 
Finance!.  82/10/12.  31Spp.  13913:220.  SAX  Ficne:  SO-3B2, 
B2/IO/]2,aSUOS0703. 

Q.     Inspection    report!.     IE   Bulletins   to  torresp  onden<e 

S208190220  IE  Info  Nottc*  -i2-37,  "Cracking  ii,  Upprr  shell  to 
Traniition  Cone  Girth  Ht i t  of  Steam  Oeneralor  at  Ocpratina 
PMfl.  "  Svc  li»t  end.  * 

JORDAW.E.        Division    of   Engineering    U    Quality    Assurance.        62/09/16 
Consolidated    Edison    Co.     of    litu   York,     Int.        lOSnp          I5930-O01         24* 
Fiche:  50-000,  32/09/16,0208170320.  P  IWJO.WM.        Z4X 

B3081902S2    IE    Info   Notice   82-34,  Revl  .  i  on    I.     -Heidi    in    Main   Control 
Panels.       Bvc    1  tst    IRE  t. 
JORDAN.  EL.        Division   of    Engineering    (,   Qualitg    Assurance.       S2/09/J7 

Consolidated    Edison   Co.      of   Netii   York,     Inc.         I07op         13B95-1B5         3-)y 
Fiche:  50-000.  82/O9/  1  7,  02061  90223.  * 

821106040A  Reo.ue.ts    eitension  until   B21115  to    mbntt    supplemental 
Teiporiie    to    IE   Imp    Rept    50-332/82-10,  Jue    to   onooing 
installation    insps  *    evaluation   of   *a  f  etu-r«lateil 
inttrutntn  tati  on    »ys.  includ  inj    steam   generator    instruments 
KAURIhl.  L.  V.       Louisiana  Pooler  t  Light    Co.      02/09/17.       KADSEN,  0  L 
,i™   5!L       Resident,    Reactor  Projett   ft  Engineerino  Proapams.       Ip 
13795:248.        3«   Flche  :  50-3B3.  02/09/17,  831  IQiOWi.  P 

B30B1902S9    IE    lnf»  Notice    03-39,     "Svc   Degradation    of  Thick   Wall 
SUinUn   Steel    flee  i  reflation   Sys  Pipinj  at   BHfi   Plant." 


Sv«    lt»t    tntl. 


^n-    ••        « 

,    J      ^'^™'d    "isan   Co.     of  ri.u  Vorl, 
lche:  SO-OOO,  02/09/21,  B20Q19O227. 


Inc.       Bfipp, 


Info  Noticis 
c..     OfFic.    I 


02/09/21 


n  Bus 


. 

F.ch.:  50-000,  02/07/23.6208190333. 


113pp 


S21I020311    Bo^rd   NotlfiMtlen  B2-90:  forwards    Info  Notice   02-34    r-» 
rfeflcUnciei    in  n-ain   ccntrol   pantli.  ""'ice   u^  J4    r-s 


. 
Assist*f»t   Director   for   Licensing. 


:  50-000,  BB/10/32,S20B1TO239. 


8311290334    Forwards    IE    Insp    Rept    50-3Ba/BB-B4    on   tlJl 
noncompll*nct    noted. 

MADSEN.O.L.         Division    of    Re.ident,     Reactor    F'ru,.,  t 
Programs.       02/li/OB.       MAURIN.L.  V.       Loul  .Un/l"«>!l 
16831:114.        H4X    Fiche:  50-3HH,  B2/I  I/OH,  ' 


IE    Insp   Rept    50-082/02-34    on  ,„,„„,   ,,.. 
noted, Major    areas    inspec  tod:  s  tatus    of   appln«n| 
program    to    determine    if    training    commitnmit.    *Hm    t  -  . - 
uierfr   being    carried    out. 

JOHfl30N,e.  II.  ,     JAUODN,J.P.,     FLIPPO.T.A.       Illvlilv,    .  •   it 
Reactor   Project   ic  Eng  ineering    Programs,       IW/IK,!*"      l!' 
16321:116.        24X  Fiche:  50-382,  02/1 1  /Of),  (!U1  lav,)  i  M 

0211270464  FDruiards    IE    Insp    Rept    50-3B2/n3-a4,  »»r    tij|<    -  « 
discusses    findings    of   special    Insp    on   naiOO't-HH  r.    H,I,. 
of    itaff    training.  Training    program  concern*    nhdnlil    •>, 
addressed    to    enable   favorable    support    of  (]|,    H/i>    ,,-u  | 
COLLINS,  J.  T.       Region   4,    Office    of   Director,       liJ^H-.'*       <, 
Louisiana  Power    S.  Light   Co.       Ip.       1A3I9  0^4        y*, 
Fie  he:  30-332,  02/1 1/08,  B21 1290464. 

3308190240    IE    fnfo  Notice  82-43,     "Def  i  c  i  e,lc  |  ,  ,    ,„  iw  *,.   , 
Ventilation   Sys.  "   Svc    list    end. 

JOfiOAN.E.L.        Division   of   Engineering    t,   Ou«lttv    A,,..,.,, 
Consolidated   Edison  Co.     of  New  Vorli,     Int         IIU.        m- 
Fiche:  50-000,  02/1  I/la,  S20S19024S. 

83081902S3    IE    Info   Notice   02-45,     "PWR   L<iu   t>mp   llv»f ..,,,.-. 
Protection.  "    8vc    list   encl, 

JOf)DAM,E.L.         Division    of    Engineering    &   QuBlilv    A,..,,,,., 
Consolidated   Edison  Co.     of  Neu.  York,     Inc.       V  lap         I*;; 
FicJie:  SO-000.  02/1 1/19,  B30B19O353. 


Periodic    nperatitiD   reports   t<   rolatud    con>«  >|i 


Bail2900a0  Submits    15th   monthly    rept   re    vem,  1 1  Inj    I,    -,t',i..s 
corporate    cap  ab  i  1 1 1«,  per    ACR3  B10B06   meeting    tll»K-.    «i 
nuclea-r    operations    staffing   as    of   021113  (,    iU'< 
co.rraltmenti   per    util   810420   Itr    encl. 
MMJHIN,  L.  V.        Louisiana   Power  fc  Light    Co        IIU/ II 
Division  of  Licensing.       3pp.       16217:016        'J*t   t  i 
931129003B. 


S.     ReportablB    occurrences,    LERs   (,   related   cuff 


B21I02004Q  Second     interim  deflcisnci)   ropt  r*    ltiim»n<.»tt    ;-. 
A   control    installations   i    turnover    documentation    ,M<-» 
ualkdoun   teams    formed    to    identify    all    edslliig    (HK-KII.... 
Teijuiring    engineering    evaluation    or    reuiork 
MAURIN.L.V.       Louisiana   Power  i.  Light   Co.       UU/H»«"I        •  .bk 
ReBion    4r    Office    of   Director.       Ip.       ISBBl    Q'.M        *4* 
Ficho^  5-0-302,  B2/10/21,  821 1020048. 

62I10901E9  First  interim  rept  for  Significant  <;nn»l  N«».»i 
ovloiu  mln  safety  injection  tank  dischargo  Muu  r**ri  »*••• 
analijcls  will  be  reperformed.  Final  rept  will  be  iv,i*>*4it 
b<f  B30323, 

MAWRINi  L.  V.       Louisiana   Power  &  Light    Co.       Q'J/lQjf*        JSK;. 
Region    4,    Office    of   Director.       2pp.        IS949::)01I        if«» 
Fiche:  80-382,  82/10/2?,  031 1050129. 


B211070194  Final    Significant   Const   Deflcl«nci(    R»B»    i  !•  » 
plates    in  main    steam  &    feeduater    containment   •i'*»l,'»» 
anehori    iftieovered    during    piping    IniUl  Ut  I  on  <:»•*  i  U 
eicAvat'd   &   bait    metal    rewelded. 

MWftIM,L.V.        Louf.iana  Power  t>   Light    Co.      tl2/l(l»irtl 
Region   4,    Office    of  Director.       3pp,        16003:001        *H 
FliA*:  50-392,  B2/ 10/29- S21 1090194. 


32(1150169  Interim  Deficiency  Rept  aCD  37  r»  eorrmi**!-* 
in  RCS  T-cold  sijnal.  Initially  reported  on  61(0*91  ft-'-* 
will  be  deUvd  until  830S27  due  to  impact  of 
Reg  Guide  1.97  on  corrective  action. 
MAUBIH.L.V.  Louisiana  Power  *  Light  Co. 
Rtgion  4,  Office  of  Director.  2pp.  16030:306 
Flche:  SO-99Zi  9S/1 1/05,  Bail  1  SOI 69. 


BaillSOZSO  Final    Significant   Const   Diflcit-ncy   Rlpl    fr*  JIK 
taiket    failure*    in   high    pressure    safety    Injtctlnn    tut 
OrigJr>»l    ilcilgn    type  Flexitallic    gait«ti    init«llf«    »( 
o-riflc*   plate    assemblies   &   tucceisful  ly    ttti  tld 
MAURIH,  L,  V,       Loulflana  Power  &   Light    Co.       08/11/0*        f! 
ftejlon    a.    Office    of   Director.       3pp.        16095:073        IPI* 
FIch«:  30-392,  B2/1 1/03,8211130230. 
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9211130279    Third    interim  deficiency    rep  t    re    inadvertent   sensitizing   of 
Penetrations    40  6  41    uih  i  1  e    perfuming    past-uield    heat 
treatment.  Initially    reported   on    H30S13.NBW    penetrations 
mill    bit    in*  tilled    by    030129,  Final    rept    by   830211. 
MAUFUN,L.  V.        Louisiana   Pouer  (.  Lioht   Co.       02/11/05.       COLLINS,  J.  T. 
flu j ion   4,    Office   of    Director.       lp,       16053:291.      24X 
Flih»:  SO-3B3.  02/1 1/09.  B21 1 150279. 


6210070019   Generic    Ltr   82-21    to   all    licensees    &   applicants    of 
power    reactors    re    Tech    Specs    for    fire    protection   auditi 
Forwards    guidance    discussing    general     scope    t,   describing 
elements    to   be    included    in  audit. Svc    list    end. 
EISENHUT.n.  C.        Division    of    Licensing         62/10/06.  Cnnscln 

Edison   Co.     of    Heu   Vork,     Inc.        I9j>p.        15993'  338         24X 
Fiche:  50-000,  62/10/06,621007001'? 


F.     Ksarlnig    tranicripts    nn   non-antitrust   matters 


QSltl  10303   Transcript    af   ACRS  Uaterford   Station  Unit   3  Subcommittee 
oai  1O7  masting    In  New  Orleans,  LA.  Pp    1-192.  Supporting 
tfoc:  um  entail  on    end. 

•      rtCRB    -  Advisory   Cammittee   on    He-actor  Safeguard*,       02/11/09. 
SOSpp.        16037:276.       24X  Fie  he;  50-3B2,  02/11/09,6211110309. 


V.     Operator   E  lamina  t  ions 


B2ID13Q019   Generic   Ltr   03-10   to   all    power  reactor  applicants  (• 
llonsuBB    r»    reactor    operator   b    senior    reactor   operator 
rmual  1  Plcati on    eiaras.  Advises    that    exams   begin  at    facility 
after    HSIOOl.Bvc    ll«t    encl. 

E1BENHUT,  D.  0.       Divliion   of   Licensing.       82/10/12.  Consol  ida  ted 

Erf  lion   Co.     of   Neu  Vork,     Inc.       15pp.       16002:234.       24 X 
Flcfie;  SO-OOO,  92/10/12.0210130017. 


6311010009  Releases 
plan   procedure. 
FELTON,  J.  «.       Divis 
Management  Branch. 
6211010007. 


an   or   Rules    and   Records         62/10/12  Datum 

Ip.        15092:  172.        24X   Fie  he    50-2B7,  B2/10/12. 


--0211010013   Forwards    public    version    of    Temporary    Change    02-195'?    to 
Revision   0    of   Emergency    Plan    Procedure   EP-IP-012,     "Onsite 
emergency   Monitoring."   Receipt    fora    encl. 

n      Pennsylvania    Pouer   t   Light    Co.        02/10/01.        DENTOU.  H   fi         NWC    -   No 
Detailed    Affiliation   Given.        lp.        1  5B72    1  73.       24  K 
Fit  ha:  50-  387,92/10/12,  8211010009 


—  B21I010016  Public  version  of  Temporary  Change  B2-I959 
Emergency  Plan  Procedure  EP-IP-012.  "Onsite  Emergenc 
Monitor  Ing.  " 

*      Pennsylvania   Power   I,    Lignt    Co.        02/10/01.        lp.        1 
Fiche:  50-397,62/10/12,6211010009. 


ision    0   c.f 


DOCKET    90-307   BUBQUEHANNA   BTEAM  ELECTRIC   STATION,    UNIT   1 

A.     Application/construction    stage    documents    &    correspondence 


8311010102   Forwards    Amend    51    to   OL   app  1 1  cat  I  on.  cons  i  s  t  ing    of    Bevisn 
M   to   SES   security    p  Ian.  Revision   withheld    (ref    IOCFH2   7901. 
KENVGM.B   D,        Pennsylvania   POLJRT    fc   Light   Co         62/10/25        SCHMEMCEfl, 
Licensing    Branch    2.        lp.        15667:305.        24X    Fiche.  5G-387,  D2/10/25: 
8211010162. 


D209S1002V   Oaneric    Ltv   B2-16    to   all    PUR    licun.eai    re  NUREQ-0737   Tech 
Spec  fl,  Roquooti    rBVieu  of    Tech    Specs    to   determine    consistency 
u/gu  Idanc  e    provided,  For    Items   u/dcvia  tlonflr  amend    to    license 
ranifired.  H/o    stated    encls.Bvc    list    encl. 

G1BENHUT,  0.  0.       Division   of   Lice-rising.       B2/09/20.  Consolidated 

Ed  i  a  on  Co.     of    Neu  York,     Inc.       19pp.       19930:  HO.       24X 
Fie  h«:  30-QQO,  02/09/30,  8209210027. 

E.     NFIC    B***tg    Evaluation  ftoport    (BER),     suppls    (•  correipondenco 

Bai1G2G273   Rnquests    that    Hem  3   of    BER   Section  3.  10.  B.  1,  Suppl   3    be 
ravisvd    to   nllouj  23   cycles    of   operation  of    reactor 
rec  irculntion    *gs    dlacfiargo  valves   w/o   motor   brake. 

CUrtTIH,  N,  H.       Pennsylvania   Poiuer    fc    Light  Co.       02/10/H7.       BCHHENCER.A. 
Lltflnstlnj    Dr»nih    2,       2pp.       13SB2:  136.       24X    Fiche:  SO-307,  BS/10/27- 
OSHOSOS73. 

D2I11B01B4    Forunrds    updated    draft    3ER   Buppl    4.  Emergency    svc  water    EKS 
resolution    provided    in   Beet  ions    6.  3,  4   *  9.  2.  1    per   021105 
tnerno-.  H/o    and  . 

DIRCK8,  U.  J.       Office    oP    tho   Executive   Director    for   Operations. 
B2/11/10.       PALLADINO.N.  .    OILIMBRY.  V.  ,    AFEARNEi  J.       Commil«ionerE. 
3pp.        16193:354.       24X  Ficho;  30-337,  02/1  1/IO,  BS1  1100124. 

6311160166,  Application   for   Amend     14    to   License  NPF-14,  chanoino    Item  5 
of    BER    Soction  3.  10.  2.  1    refertnced    in   License  Condition 
2,  C,  23.  Ghana"    raises    limitation    of   recirculation    discharge 
valve    operation    to   23   cycles  w./o   motor    brake*.  -.uucwrFB  A 

CUrtTIB,  (J,  W.       P.nn.ylvania    Pou.er    t<  Light  Co.       02/11/11.      SCHWENCER,  A. 
LlCHii  inn    Branch   fl.       3pp.       16092:  K14.       24X   Flchi!  90-307,02/11/11. 
B311  16016ft, 

B2115SQQ43  Forwards   NUREO-0776,  Suppl    4,     "BER    re  Operation   of 
Suiquthanna  Steam  Electric    Btat  ion,  Units    1    fc  2.  "   Soppl 
.ddr*i*eB    items   contained    in  SS    license   resolved    prior    to 

VDUNOBLOOD,  D.  ^""Licensing    Branch    1.       BB/11/1B.      CURTI8.N.W. 
P*,nniylvanta   Power  &  Liflht  Co.       62pp.       16199:220.      24X 
Fiche  :  30-387,  82/11/12,  S21  1220043. 


— B211010107   Amenil    51    to   DL    appl  i  cation,  consi  ating    of   Revi 
security    plan. Revision   withheld    <ref    10CFR2   79OI 
KENYQN,  B.  D.        Pennsylvania   Power   t.   Light    Co.       03/10/27. 
15667:307.        24X    Fiche:  30-387.  02/10/25,  021  IO10182 


Foruards   Buopl    4    to  BER 
VDUNOflLODD,  B.  J.       Llcsntlng    Branch      . 
p-«nn«vlvania    Power   &  Light   Co.       3pp.       16263:108.       24)1 
Plena  :30-3B7.  82/11/33,0211300420. 

f.     SBtui-Itg,     medical,     emergency    t«   fir*    Pr^**^"_^!" 

B31004QO&B   Sanerle   Ltr   B2-I7   to    .11    pouar  r.actar    licensees  t. 

t,   fc   holders    of   CPs  r.     inconsistency    "-tueen 
i-nti   of   10CFH30.  54(  tl   fa  8TS  for  performing  audits  of 
preparedness    proor.n..  Bvc    1  ist  end.  Coniolidated 

.  0.       Division   of   Lic.nsing.       02/0/01.  oonsoi. 

Co.     of    N*u   Vork,     Inc.       tiff.       16002:2BB.       S4X 


6211110405   Responds    to   020525   I tr    re    storage    of    safeguards    info.  Use    of 
proposed    containers    acceptable    provided    containers     located 
in   controlled    access    area    &    locked    u/GSA   approved    dial 
combination    lock. 

VOUNODLODD,  D.  J        Licensing    Branch    1.        B3/10/27.        CURTIS,  H   U. 
Pennsylvania    Power    d   Light   Co.        3pp.        16044:359.        24X 
Ficne:  30-387,  82/10/27,9311110405. 

821111002'?   Releases    public    version    of    temporary    change    to    emergency 
plan    implementing    procedure. 

FELTON.J   «         Division   of    Rules    and   Records.        B2/1Q/26.  Document 

Management   Branch.        lp.        16053:199.        24*   Fi  che:  50-337,  62/10/20. 
8211110027. 

—8211110033  Foruaros   public   version   of   Temporary   Change   B2-19BH    to 
Emeroency   Plan    Implementing    Procedure   EP-1P-001     re    emergeni y 
classification   (<   Temporary   Change   82-1987    to   Procedure 
EP-IP-041   re    fire   emergencies.  Receipt   form  encl 

»      Pennsylvania   Power    t   Light    Co.        03/10/09.  NRC   -   No   Detailrd 

Affiliation    Oiven.        lp         liO53: 200.        24X    Ficne.5O-3B7.B2/10/aa. 
8211110029. 

— B21111003B  Public    version    of  Temporary   Change  B2-1989   to  Emergency 
Plan    Implementins  Procedure  EP-IP-OO1   re    emergency 
classification  *  Temporary  Change  S2-I909    to  Procedure  EP- 
IP-041    re   fire    emergencies.  _   __  „,  , 
i      Pennsylvania   Power    1-   Light   Co.        82/10/07.        2pp.        16053:201         Ml 
Fiche:  50-367,82/10/33,8311110029. 

9210290100   Generic    Ltr    02-23   to    all     licensees    b   app 1  Scants    re 
inconsistency    between  requirements   of    10CFR73.  4Q(g  I    f.  ST& 
for    performing    audits   of    safeguards    contingency    plans 
(securltij   plan). Svc    list    end. 

EISEN'HUT.D   0.        Division    of   Licensing         02/1O/30.  Consol  ida  t*J 

Edison   Co.     of    New   Vork,     Inc.       Spp.        15993:319.        2-4X 
Fie  he:  50-000,  02/10/30,9210290109. 

8311090398   Releases    public    version    of    temporary    change   notice    for 
BmaroBncK   plan   Implementinj  procedure. 

SLTON/J  H         Division   of    Rules    and   Records.        02/11/02.  Document 

K.^ntDrancn         lp.        16020:347.        24*   Fi  che:  50-307.  82/i  1/02. 
B2 11090398. 

— BS11090404  Forwards    public    version  of    Temporary    Change  Notice    B2-19/;i 
for  Emergency  Plan   Implementing   Procedure    EP-IP-013, 

"Offsite  Emeraency   Monitoring    Teams."  Receipt    form  encl.          

,      P.nn.yTvanla   Power   t   Light    Co.        82/10/03.        DENTON.H.B.        NRC   -No 
Detailed   Affiliation  Oiven.       lp.       16020:348.       24X 
Fiche:  50-337,82/1 1/03,  821 1090398. 

— 02110f0409  Public   version   of  Temporary  Change  Notice  02-1973    fur 
Emergency    Implementins    Procedure  EP-IP-013,    ''Offsite 
Emei-oency  Monitoring   Teams."  „„,,„,„,        -, 

*     Pennsylvania  Power   t>  Light   Co.       S2/IO/O4.       3pp. 
Fiche:  50-387,  82/11/02,  0211090399. 
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-     P"""?'"""  P-«r  &  Light  c0.     aa/ii/M. 

Licensing    Branch    2         2pP. 
Fich.:50-3B7.  03/11/03.0211160396. 


na/i  .  ,/n 
^ 


E   S 
F 


J.  T.        Pennsylvania 
.        ^^Fi.JrSO^ 

ric    Ltr    93-25    to    .11 

frt  B;ercls:  for  ph*s 

to    partic.pal*     ln    «,r 

?rt'n'P"1*1    "*  "    ""    " 
nF    N         I":"    ?       U""s 
»„         ?       Npu    Vorl'      Ini:          "P 
30-000.  B2/  11/03,9311040379. 


vnluntary    I.   any 
^  Bve     list    .«!* 
82/11/03.  Con.olid.t.d 


!!-""?_li!!"!*    '*!!*   ''«'""*"*•   «•   correspondence 


,        ,°?  °f  "-bnuilt  han 
.  L.  _    Llcen>ing   Branch  2. 


Fiche:  50-337,  SH/!0/0;, 


Ba!uS°i™  ^i:-1  pohlie  ver°ion  °f  "»""•»«  ">•«••  *•  •«• 

FELTON-^H.        Division    of    Rule,    and    BueoTjt. 
"  "     "    "'anch.         lp.         16100:120.        24*    Fi 


SaJM60HO   Public     vonion    of   Tempora 

' 


insp 


-"!£p.^^ 

j»;i;ogS£GKi)p'p  "»=™»''-  «'p'.B.*.,«r-,  ini^^i:^, 

sr^^^^PKi^^^j^a^ 

G.     Ad  judlcstory     corvespondenre 

.  E.        Pennsylvania    P01Jer   &   Light   Co         BILBEBn     i   e         -  ,  ,        ». 
Electric    Cooperative,     Inc         RII  arar*     i=        ^L       bIt-JJE™O<  J-  6.       AllagfiBnii 

srsssst          " 

Ki:  . 

P«T    hour    TBch   Specs    will    T.au  hudn,  ectmo    1 

'11'  's-'-i*-'  «.J«.c2"«;.  ssrr^r.nci 

7P 

«"3"ris%:"ir^  Rca 

aty    flctlDn   needSd.W/Cer  " 


BJHOMUBB,,.,,   „,,„,„        ,„„„„„,  ,..„„•   ,   ,„ 

..oJf^;,-'    1-1    ss"°™- 


""""'    °'    '"»•""  *   .v.H.mil«g    .,   A..n.   4    t.   LI..M. 


'>n   withheld    Iref 
"    ••  Li 

:30S' 


(ref    10CFR2.  790). 


.  7?0! 

«HHEHC£fl.A. 


- 

iche:  90-387,  Sa/tO/8S,Sai  1010188. 


O         n"  '•  70  revlBHd.  Svc    list   sncl. 

Fi  che;  50-OOOr  82/10/36,  S210S600aBP' 
BZ10B70030  &«neric   Ltr   03-22   to  *n    I 


nc 

Fi  cht:  SO-000,  02/10/26,  0310270030 
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S-?]  1 010070  Forward*   addendum   to    final    rept    "Independent   Design    Reviem- 


Su»qu*hanna    Steam   Electric    Station."    Rept    forwarded    to 

lilted    individuals. 

LANDERS, D.  F.       Teledyne   Engineering   Services.       83/10/27. 

Pennsylvania    Power   Si  Light   Co.        lp.       15847:219.       24X 
Fit he:  SQ-3B7,  B3/ 10/27.  821 1010070. 


SHDVLIN.R.  J, 


8211150056  Forwards    briefing    package    for    forthcoming    meeting 
u/Comraission   re    full    power    OL.  Meeting    mill     t>«    heltf   u/utll 
on   B31I05    to    rfiicuii   potential     problem  ur/emer  gent  v    svc    water 
3U(     in    meeting    ECCE   criteria. 

DIRCKS.W.  J.  Office  of  the  E.ecutive  Director  For  Op«rat i ons 
32/11/05.  PALLADINQ.N.  Comiils  >  iomera.  7pp.  1A  1  47:  104.  ri 
Fiche:  90-287,  S2/1 1  /05,  fl21 1  15O05B. 


—  B21IQIQQ72  Addendum   to    final    rept    "Independent  Design  Revteu- 
Susquehanna   Steam  Electric   Station.  " 

*       Teledyne    Engineering    Services.        TR-5599-3   ADD.        02/10/37. 
lSBi7:220.        34X    Fiche:  50-3B7,  B3/10/27,  B21101OO7O. 


31pp. 


&31 1O20S07  ForuardB    updated    info    re   reconciliation   sampling    program 
tr/tTfik  down    of    supports    eiamined    as    of    821021    by    tgpe   Si 
category    of    d i scropancy,  Program    demonstrated    adequacy    of 
dttign   process    for    large    pipe    supports. 

CURTIS,  N.  U.        Pennsylvania    Power    &   Light   CD.        83/10/27.        GCKWENCER,  A. 
Homing    Branch    2.        4pp.         15889:303.        24X    Fiche:  30-337,  H2/10/27. 
B31 1030507. 

82J1O20374  Forwards   add!    info   re    containment    vent  !*  purge   valve 
iua  1  i  fi  cat!  on.  Purge   valves    marginally    overall-eased   when 
closing    from    full    open   position    against   peak    post -LOG A 
pi-«,  «*ure.  Mod  s    needed    to    produce    qualifieble    valves, 

CUfmS.N.W.        Pennsylvania    Pouer    (.  Light  Co.       B2/1O/29.       SCHHENCER.  A. 
Licencing    Branch    2.       23pp.       158BB;341.      21X    Fiche:  SO-3B7.  S3/10/29. 
0211020394. 

B2I1Q20443  Foruards   Revision    1    to    B30717   application   for   Amend    4   to 
Licvnte   NFF-lfl   re    qualification    of    purge  valves, 

KENYONiB.D,         Pennsylvania    Pouier    &   Light   Co.        82/10/29,        SCHHENCEO,  A. 
Licensing    Branch    2.       2pp.       15887:072.       24X    Fi  cher  50-387,  82/10/29, 
82]  1020443. 

--8211G20491    Revision    1    to   S20717   application    for   Amend    4    to  License   NPF- 
14    re    qualification   of    purge    valves. 

KENTON.  B.C.       Pennsylvania   Power   i<  Light    Co.      82/10/29.       Ip. 
13387:074.       2flX   Flcbc:  50-387,  82/10/29,821  1020443. 

B2lH>BQa9B   Summary    of    independent    design   verification    program  031023 
meeting   u/ut  i  1,  Bechtel   &   Teledyne    in    Hethesda.MD   re    findings 
on.    reconciliation   of    large    pipe    hangers  i   util    progress    in 
re  solving    sub  j. 

S7EFANQ,J,  J.        Licensing    Branch    2.        B2/1O/29.        YOUNQBLOOD,  D.  J. 
Licensing    Branch     I.        4pp.        15979:269.        24X    Fiche;  50-3B7, 82/10/29, 
821  lOa039B. 

83.llOe.0530   Foruards    responses    to    Humphrey    issues   contained    in  NRC 
G2070B    Itr.  Final    response    to  Humphrey    Issue    3.0   expected    by 
£30331. 

CUims.N.  H.       Pennsylvania   Power    &  Light  Co.       82/11/01.       SCHUENCER,  A, 
Licensing    Branch   2.       63pp.       15933:047,       24X    Fiche:  50-387,  82/  1  1/O1, 
321  1Q6023Q. 

8211O6O237   Forwards    Commonwealth    of  PA,  Dept    of  Environ   Resources   BSlOOb 
Itr    accepting    study    documenting    levels    of    intake   cntrainment 
&    ImpingEirent.  No   effect   mill    be    felt    on   balanced    Indigenous 
eanwnunl  ty    of    fish   Ei   other    aquatic    life    in   Busquehanna   River. 
CURTISiH.W.       Pennsylvania   Pouier    t>  Light  Co.       82/11/01.       SCHWENCER.  rt. 
Licencing    Dranch    a.       5pp.       19953:194.       24X    Fiche:  50-387.  B3/1  1  /Ol, 
9211060237. 

BZ1  1  Ifc02?&  Fo-i-uards    application    for  Amend    52    to  DL,  contain!  ng    Revision 
&    to    emergency    plan. 

KAUFFMAM,  J.  T.  Pennsylvania  Pouer  t  Light  Co.  02/11/02. 
SCHWENCERrA.  Licensing  Dranch  2.  2pp.  16079:244.  24X 
Fiche:  30-387.  82/11/03,  8211160296. 


B211  120+16  Comments    nn   proposed    Condition   COOKb)     to   Lir.enaa    Nl'F    14. 
All    check    valves    relied     upon    For     containment     isolation 
qualified    for    seismic    k   containment    h  udrodynamic     Loads    per 
utl!    dynamic    Qualification    program.  --..ricur'tu    ,\ 

CUJJTIsVw.        Pennsylvan.a    Pot,Hr     t.    Liffht    Co          02/11/Oa         SCHWEN  J.tH,  rt. 
Licensing     Branch    2          lp.         16012:011.        24*    F  i  Chc  :  50-387.  02/1  I/OH. 


B211S30458   Submits    eiplanatioti    of     failure    of     emergency     svc     uatur    •.-)•.    S, 
diacusiion    of    impact   on    plant    p  erf  ormancs.  During    recent 
design   activities    associated    uj/mod.  un  i  rlent  i  f  icd     !. 

Devaluated    single    failure    discovered     in   sy  s.  ,,,,,,nrwrrit   A 

CUHTia,M.H.        Pennsylvania    Power    J-    Lljftt    Co.         B2/U/Oa          BCIIHENCtft.  rt. 
Licensing    Branch    2.        27pp.         I&013:0!><1-        24X     FiehB:  30-3B7.  BJ/1  I/OB. 
8311120450 

82111B0162   Forwards    Mall    Registry    of    Historic    Places    invcrvtnry 
nomination    forms     For    Hiverlands     Recreation    rtrea,  Lu  I  erne 

CUBTrB;NAlj.        PBnnayl^nia    Pouer    «.    LigAb    Cc.         02/11/09.        flCHHENr.EH^  A. 
Licensing     Branch    2.        70pp.        1A06O  .  309.        24X     Fi  c  he  .  30-3B7.  EJ2/  1  1  fO'l, 
B311  I301&2. 


to     structurol 
dd  1    time. 


B211190621    fldviaes    of    dalanj     in    submittal     of    rovision 
dynamic    model  s.  Necessary    tfynemi  c    analyses    require 
New    lubmittal     data     is    330213. 

CURTTS.N   H.       PennayivanU    Pouor    &    Light   Co.        92/11/09.       SCHWENCL-H.  A. 
Licensing    Branch    2.       lp.        I406>1:O66.        SIX    F  ic  ho:  SO-3EI7,  [IS/  1  1/0'?, 
5211  150621. 

9311170131    Advises    that    review   of    B9   supports    designated    as    Cnlo(|ury 
III    has    been    romp  1  eted.  Summary    fc    concluslnna    presonted     in 
Tfl-5599-4,  addendum    to    final     rept     inn-SSES,  d  ttf    031027    remain 

LANDERS,  D.F.        Tetodyno    engineoring    Sorvicea.        E3S/11/IO.         SCHHCNCCH.  rt 

Licensing    Branch    S.       2pp.        16109:074.       SIX    Fiche;  f30-3H7.  83/1  1/10, 
9311170131. 

Oaill701B8    Informs    of  none  an  f  c-rmanc  <•   u/Cl  jir  i  t  i  cat  i  nn    5    of    NUREO-OV:i/i 
Item    II.  E.  4-  3,     "Containment    Isolation    Dependability."    Mod 
required    in  FSAR    included    -gang-open  i  ng    gavor-J]    vnlvoa    In    tuin 
syi.   Eiplanatlon    of    Clar  i  F  i  cation    5    requested. 

CUflTIS,  M   W        Pennsylvania    Ponjor     ti    Lla^t    Co.         E1H/1I/1O.         SCMHENCLMt,  rt. 
Licensing    Dranch    2.       Epp.        16107:159.        34X    Pith  B  :  30-3B7,  HH/  1  1  /!<), 
9211170IBB 

B211IA0166   Application    for    Amend     14    to    {.icensa    NI'F-14i  Chang  ing     Item    'i 
of   SER   Section   3.  10,2.  1    referenced    in    Licenso   Condition 
3.  C.  23.  Change    raises    1  imitation    of    recirculatlon   diicharflB 
valve    operation    to.   35    cijclea    w/o    motor     bra'oa. 

CURTIS.N.W.       Pennsylvania    Power    i  Light    Co,        O2/11/11.       SCHWEN<:Efl.  rt 
Licensing    Branch    3        3pp.        16092:514.        24X    Fi  cho:  BO-:iD7,  0a/  1  L  /  1  1  , 
8211160166. 

aaill60047    Oenet-lc    Utr    93-3i    to    poucr    reactor     licensees    toicopl    l-'ort    111 
Vraln)    re    NUREG-0744,  Revi  lion    1,     "Pressure    Vessof    Motl 
Fracture    Toughness."    Foruards    HUREQ-0744.  R  t  w  i  sion    l,U/o 
enc  I.  Svc    list    one  1. 

EISENHUT,  D.  0.       Dividon   of   Licensing.        B3/I1/1S,  Conso  1  i  da  toii 

Edison   Co,     of    N*u   York,     Inc.        5Bpp.        16233:213,        24X 
Fiche:  so-ooo,  aa/i  i/ia.  BZI  1160047, 


—  S2I11A0301    Application    for   Amend    53   to  OL,  consisting    of   Revision  i    to 
emergency    p  Ian. Three    oversiio    drawings    end. Aperture    cards 
available    In   PDR. 

KAUFFMAN,  J.  T.       Pennsylvania   Power  &  Light    Co.       92/11/03.      374pp. 
U07?:24fr.       24X   Fiche:  50-3B7,  02/11/03,821  1140296. 

3311050235   Notification   of    S2U05   meeting   w/util    in  Dethetda.HD    to 
discui*    emergency    svc  water   sys    I>   dlesel    generator 
Inttracbiona    rs   ECCS  criteria. 

PCRCH,  R.L,       Licensing   Dranch   2.       B8/1I/03.       YQUNOBLOQD,  D.  J. 
Llcen,*ins    Branch    1.       3pp.       13975:193.       24X    Fiche:  30-3B7,  B2/11/O3, 
051 1030SS&. 

93UOB0059  Generic   Ltr   8B-34    to   DWR  applicants   ui/MARK    II    or    III 
containment    (eiept   WPPS3  2)    re    safety/relief   valve    quencher 
load*   evaluation.  Forwards    NUREO- OB02.  Bvc    lilt   tncl.W/o    end. 
E3EENKUT.  0.  0.       Division   of   Licensing.       83/11/04.  Long    Island 

Lighting    Co.       Spp.       16093:192,       34X  Fiehe:  50-000,  83/1 1/04,  B31 10B0059. 


6311220493   Foruiarid*    Amend    5    to    License    NPF-14    d   notice    oF    issuance    ti 
aval  labi  I  ity.  Amend   autnoriiee    operation   at     100X    rated    pouitr 
b   defers    full    qualification    documentation    of    gas    pipeline 
to    Doc    19B3. 

EIBENHUT,  D.  0.        Division    of    Licensing.        B2/II/I2.       CUrtriB.N.H. 
Pennsylvania    Pauar   &   Light   Co,        4pp.        16197:191.       34  X 
Fiche:3t)-3a7,  B2/1  1  /12r  3ZI  1320493. 

—8311220197  Amend    9   to   License   NPF-14,  auth  or  1  1  ing    operation    at     LOOK 
rated    potuer    t    deferring    full    q.ual  if  icatlan    iloc  jmentat  ion 
on    interim    gas    pipeline    procedures    to    Dec     19B3. 
EISENHUT.D.  0.       Division    at  Liconsing.       B2/11/15.       6pp, 
24X  Ft  che:  5O-3B7,  83/11/12,831  1220473. 


921  1220499  No  tice    of    issuance 
NPF-14. 

YDUNOBLaOD.  B.  J.       Licensing    Branch    1. 
24X  Ftche:  50-387,93/11/1.2,831  1220493. 


availability    of    Amend    3    to    Llconar 
92/11/12.        4pp.        16197:301, 


B21111O249    Llits    hangers    inside    containment   reworked    to   original    design 
criteria    under   B21037. proposal.  Review    of  all    anchors   & 
cor napon ding   remark   completed. 

CURTIS.CJ.  W.       Pennsylvania   Pouer    (.  Light  Co.       B2/11/04.       BCHWENCERi  A. 
Lit*n«ina    Qr.nch    2.       2pp.       16036:279.       24X   Fiche:  SO-3B7,  BB/1 1 /O4. 
BS1  !1 10249. 


B311L90D93    Summary    of   821109   meeting    u/utll    b    OE1  re    amerganct)    nvc    untor 
sy*    problem  concerning    single    failure    crftnrla   &    resolution 
of    prablsn>. 

PERCH.R.L.      Licensing    Branch    S.       62/11/16.  Lic»ntin|)    Dranch    2. 

Spp,       16196:201,       24X    Fit  he:  30-387,  B2/ 11/16, B31 11 90092. 


332 


DOCKETED  ITEMS 


8211240240  Notification    of   B3IEOI    rat* ting   u/util    in  fleehe*da,MD    to 
diicuss    itatui    of   gai    pipeline   mods   neir  plant    itte. 

PEFCH.H.L         Licensing    Dranch   S.        83/11/li.        SCHUEHCER,  A.       Licencing 
Branch    2         3Dp.        16330:355.       24X   Fich  >:  50-387,  62/1 1/  |&,  531 1240340, 

8311230414  Foruarifi    info   addresi i ng   concern*    raised   by    INEL  re 
NUR£Q-Q612,     "Control    of    Heavy   Loads    at    Nuclear    Pounr 
Plant*.  "    Previous    util    tommitinents    (Fulfilled. 

CUBTIS.  N.  «.       Pennsylvania  Pouer    t  Light  Co        B2/II/1B.      SCHWENCEfl,  A 
Licensing    Branch    2.        5pp.        16192:199         24X    Fiche:  5D-3S7,  92/1 1  /I9, 
02 II 2304! 4 


82QS190239    IE    Info    Notice    02-41,     "Failure   of    Baf .tu/Rtli.i   M    , 
Open   «t  BWR.  »    Svc    list    encl.  "V'HUlt*  Vilvi 

JORDAN,  E,  L.        DIviiion   of    Engineering    i  Quality   fliiurant.      ej/ 
Fiche:  30-000.  62/10/22,8308190239.  '       "*'  PP'        IBW(I:I1J 

B2111B0320   Foruarris    IE    Insp    Rept    90-3S7/B2-31     on   S207E1-J3  t  rt\ 

"cuBT^Vij      D'vi9l°"   «"    EnBlni.plng    S.   Technical   Pr«)F«,.     gz 
r.?   ?      fl  Pennsylvania    Power   &  Light  Co.       3pp        16137'fiin 

Fiche:  30-387,  62/11/03,8211180330.  P  "' 'W' 


0      Inspection    reports,     IE    Bulletins   t,  correspondence- 

0309190220  IE  Info  Notice  02-37,  "Cracking  in  Upper  Shell  to 
Traniition  Cone  Oirth  Us  I  if  of  sttaai  Generator  at  Operating 
PUR."  Svc  list  encl 

JORDAN,  E.  Division  of  Engineering  fc  Quality  Assurance.  fatal/  14,. 
Consolidated  Edison  Co.  of  NemYorir,  Inc.  105pp.  15930001  34X 
Fiche  30-000,  82/09/16,8209190220. 

B20B190222    IE    Info    Notice    BS-3*,  HE«  i  .  ion    1,     "Ueld3    in    Main   Contra! 
Panels.  "    Svc    list    encl. 
JQRDfiN.E.  L.        Division    of    Engineering    t   Quality   Assurance        B?/Q9/  1  7 

Consolidated    Edison   Co.     of    Neui   York,     Inc.        lO7pp.        I5S<?5'1B5         SAX 
ficfit:  SO-OOO.  B2/O9/17,  a30BiTO2a2. 

B20S190329    IE    Info   Notice   B2-39,     "Svc    &sflradati0n    of    Thick    Wall 
Stainlejs    Steel    Rec  i  rcuSat  i  on    Sys   Piping   at    BWft   Plant    " 
Svc    In  t    enc]  , 

JDHDAN.E   L.        Division    of    Ensintarins    ic   dual  i  tu    Assurance,       5E/-09/2J 
Conso!  itfated    Edison    Co.     of   Una   Varl.     Inc.        Bipp          16017-098         24X 
Fiche;  50-000.  B3/O9X2]  ,  B200J9C229. 

820B190223    IE    |ni»   Notice   B2-3B,     "Change    in   FoT<nat    t.   Diitributlon    B,JE 
if  or     IE   Bulletins,  Circulars   t-    Info   Notices."    Eve    Hit    »nc  1 
DEYQUMO.fi.  C.        Director'!    Otfitt,     Office    of    Injpeceion    and' 
Enforcement         02/09/22,  Consolidated    Edison    Co      of   Nem   Vor  k  ,     Inc 

16018:031.        2<JX   Firhe:  50-000.  S2/09/23,  6308190253. 


820^90232    IE    [nfo    Wotice    32^40.     "Def  ic  i  ,nc  i  es    in    Pr 
ElEttrical    Penetration    Assembl  1  es.  "    Svc    list    ent  1 
JORDrtNI.E.  L.        Diviiion   of    Engineering    t    Quality   ABiurante.       Q3/0?/22 

ConjoliHidted    Edison   Co.     of   Neu   Vor».     Inc.        112pp.        J3930'OI9         JM* 
Fiche    50-000.  B2/09/22.820SITO232-. 


CDnt.li.wnl 


Forwards    IE    Insp    Rept   50-3B7/B2-37   an  830730-24   fc  notite 
ot-   vi  o  1  at  ion. 

n       D'VlSi°"    "VEn-iM-H...    t   T.chni^l    Fr0grama.       02/10/19, 
,  B.D.        Pennsylvania   Poujer    t<   Light   Co.       2pp.        1600A    173         Pat 
50-397,  S2/10/  19.  831  107O294 


Fi 


-8311090334  Notice    of   violation    from   i  nsp  on    B20920-24 

r,JJjvl"°n    °f  Enalne«T'n?  I-   Technical  Programs.       S2/10/19 
16006:  174.        34X   Fi  che;  SO-3B7r  82/10/19,831  1090294. 


*  on  S20920-24.  N»nc0mpl  ! 

ature    to    fallow  urltten  proeetfurt    For  control    of    >*fety 
or   qu»l  Itij-relattd    computer   softurare 

?!ISSulf-;    BLW)BeBO'N'   •     BETTEM«Wffl.L.        Division    of    Engineering 
THcfinical    Programs.        B2/1O/H.        7pp.        16006    173         3*1! 
Fiche:  50-387,82/10/19,9311090294. 


notBd: 


.M  i   07.3.  N, 
D'viaitl?    a'.&i|ln..rlnfi    t  Technical    Program..      83/10/19 


B2111B0323   Motlco    nf   violation    from    inap    on     B2»7ai-S3   I.   Ea 
•      Division    of   Engineering   t.   Technical  Praarams        Bs/mta 
16137:012.         24X   FicKe:  50-387,  02/1  1  /Q2,  "   °' 


B3111B0325    IE     Insp    fiept    50-3B7/B2-31     on   820721-23,  NBn«o.|ll,«, 
f-Iltire    to    provide    suitable   design    for   BmaIJ    bore   »  p, 
anchors,  fai  luro    to   distribute    currant  t   approved   dtilin 
dc-cuments   &    failure    to    provide   adequate    training 
CHAUDHARV.K.  ,     NARROW,  U.  ,     RHOADS.O.O.       Hoglon    1,     Of  fit.  .1  r  i. 

' 


6311300210  Forward  i    IE   Insp    Rept    50-387/82-31    an 

n      D^v"io"   ^Engineering    J,   Technical 
D.        Penn»ijlvani  a   Poiuer   t,  Light  CD.       3PP 
FIcne:  30-387,  82/11/03,0311300210. 


8211300214    Notice    af   violation    from    insp   on    asOH03-JH 
J^™^!"1    °f    En9'neBri"S  &   Technical  Programs, 
14239:221.         34X    Fiche:  50-387,  82/11  /03,  031  1300210 


82U3002I9    IE    Imp   Rept    50-387/02-34    on  020002-31.  Horlogi.hnci 
failure    to     issue   field    change    request   for    mod    of   fu,  <}t>, 
flanoes    for    pipe    supports   t   to    transmit    design    info    ID  tl.N 
r.JSni        9    *"    Installation   of   malfunctioned    pipe    inubbm 
MARROW,  L.,     NICHOLAS,  H.H.  ,     MCCANN,  J.  F,        H-gion    I,     SUflr,   .( 


S2112903O6  Foriuards    IE   tnsp    flept    90-3B7/B2-36    on    0301)33-3410903 
a   notice   of    violation. 

M!^!™TnT;,      Dlvision   of   Engineering    i,   Technical    Progr^si      W\ 

KENVOM,  B,  D,        Pennsylvania    Poiuor    &   Light   Co.        3po          IA131  010 
Flche:SO:-3B7,  82/11/13,8211290306.  ""«.WU 

B2U290313  Nutice  of  violation  from  insp  on  B2003;i-3A  I,  OTCJ-H 
?<.™Vi*ion  °f  E"9ineer'ng  fc  Technical  Programs,  na/l|^IJ  1 
16231:  020.  H4X  Fiche:  50-387,  B2/11/12,BS1  1290.106, 

--B21  1390322    IE    Inap   Rept   50-387/82-36    on  820323-24,  S,  0902  -W 
Noncampliance    noted:  fai  I  ure    to    interpret    radiooraph* 
properlij. 

MCBRErtftTY.R,  A.  ,     KERCH,  H.  ,     DURR.J.P,        Divi  »lon    of   EnglnnriM  I 
Technical    Progi-am*.       82/11/04.        7pp.        16221:031,        34K 
Ficha;  50-387,82/11/12,  8311290306. 

8308190240    IE    Info    Notice   83-43,     "Deficiencies    in    LMR  Air  Hlltili 
Vsntilatlon   SIJB.  "    Svc    list    encl. 
JORDAN.E.L.        Division  of   Engineering    ft   Quality  Anartnct      Wll 

ConsoliilatBcl    Edison  Co.     of  New  York,     Inc.        Illpp         14171  H3 
FieJieiSO-OOO,  82/11/16,8208190248. 

B2113003B6  Forward*    IE  Safeguards    Insp    Rept   30-387/03-30  on- 
Mo   noncompl  ianee    noted, 
MARTIN,  T.  T.        Division  of   Engineoring    i   Technical   frojria*.     tttU 
KENYON,B.D.        Penrmjlvania   Pouer   (,  Light  Co.       3pp.       U949  IM     '. 
Fich*:  50-337,  33/1  1/16,8211300336. 


»«"t,l    «l-;r    that   fore^n        9,nBral 
i.if   reneual    of  yelder  avail  Ficati  on 

"•'     EBMEraR>8'     "    DufiR' 


"'vision   Of  englneerlnc   * 


^^JflT.^.^-^*.--'-11" 

ting.  Initial    tore   verification,  »"""!".!    tut. 

-^ 


8211300390    TE    Safeguards    Insp    Rept   50-  3B7/S2-3B  on   EUOfOI-M  ft 
noneompliance  noted.  Hajor   areas    Inspected:  security    pl*n 
change   prapoial    par    10CFR30.  Sflfp  ).  Safeguards    Info   drl*tl( 
(ref    10CFR2.  790). 

MADDEM,  M.  ,     GODV,  A.  T.      Region    I,    Office  of    Director.      fla/IUif 
3pp.       16842:131.       24X  Fichs:  30-387,  82/1  1/li,  321  130038* 

8203190253   IE    Inf0   Notice   82-45,     "PUR   Lou  Temp    Q</erprill»M 
Prot«etlon.  "    gvc     list   «ncl. 

JORDAN.E.L.       Division   of    Enolneering    (,  Qualltg    A««ur«nct      B'K-1' 
Consolidated    Edison  Co.     of  N*u  Yorft,     Inc,        93pp.       !6i!33:K3     •> 
Fiche:  50-000,  03/11/19,8208190253. 

R.     Periodic    operatlrs   reports   &  related    corre  ipondflncl 


Forwards    monthly    operating    rept   for   Auo    1992. 
KENVON.B.D.       Ptnmt/lvania    Pow«r   S.  Light  Co.       B2/09/H. 
Manajemant    Information  Branch,       lp.        159S11  141?        2<)K 
Fit  hi:  B0-3a7,  82/09/14,8211020186. 
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--6211020193  Monthly    operating    rept    for   Aug    1982, 

KUCZYNSKIiL.  A,       Pennsylvania    Pouier    fc  Light   CD.       92/09/03       4pp 
ISBQI:  ISO,         34X   Flche:  SO-3B7.  92/09/14,8311030106, 

&211H017&   Foruiapdi   monthly    operating    rept    for   Sept    19BS. 

KENVONi  Q.  0.       Pennsylvania    Pouer    *.  Light  Co,       B3/IO/13.       BEEBE,  M.  (1 
Management    Information   Drancli.        lp.       16037;  Q63,       24X 
Ficne;  50-3B7,  02/10/13,021  111O176. 

--BBllt 101Q4   Monthly    operating    rept    for    Sept    1902, 

KUCZVNSKli  L,  A,       Penniy  1  van!  a    Power    t  Light  Co,      B3/10/OB.       4pp. 
IW>37:O66.         34X    Flche:  30-3B7,  93/10/13,8211110176, 


8311060403   Foruardi   LER   82-035/OIT-O   Detailed     evant    analysis    anirl 
KEISER.H.U.        Pennsylvania   Pcuer    t.   Light   Co.        B2/10/26         HAYNES.F)    C 
Region    1,     Office   of    Director.        2pp.        13955:231.        24X 
Flche:  50-387, 63/10/26. 621 1060403. 


tup 


—0311060410   LER   82-029/Q1T-0:  on    B31013,  during    outage    from   t 

test  ing,  both    chlorine    detector*    declared     inoperab  1  e.  Cause  d 
by    inconsls  ttncies    in    Teth   Sptci    permitting    bath    CREOA5S 
trains    out    of   svc,  yet   requiring    one    train    in  another    spec. 
MITCHELL,  D.  0.       Pennsylvania    Pouer    >j   Light    Co.        B2MO/26  Region 

I,    Office    of   Director.        lp.        13735:233        34X   Fiche    50-307,  B2/  1O/2&: 
B2  1  1060403 


S.     fie  portable    occurrence!,     LERs    &    related   correspondence 


02 I iG I 0253    Fnrmards    LEU    B2-029/03L-0. 

MEISER.H.U.       Pennsylvania   Poiuer    (<  Light  Co.       62/10/31. 
Region    !„    Office    of   Director         lp.       13067:201.       34 K 
Fie  JIB;  30-397,  B2/ 1 0/21 ,  021 1010233. 


HAYNES,  R.  C. 


--6311010369    LER   B2-039/03L-O;  on    820933,  HYlil  10BA2    lanlation   valve    failed 
to    clean    uihon    remotely    actuated.  Caused   by    induced    voltage    in 
L-nntrol    circuitry    of    solenoid    valve.  Appropriate    conductor 
grounded    tf    design   change    Initiated    to   prevent   recurrence. 
ntrCMdJLiD,  0.       Pennavlvanin   Pouiar   !,   Light    Co.       B2/10/21.  Region 

1,     Office    pf   Director.        lp.        1SS67:302.       24X  Fiche:  50-367!  63/10/21, 
021101G233. 


B2liOlCHe<J    Faruardi   LEO   B2-02E1/03L-0. 

KEISER,  H    W,        peiinaglvoTiia    Pc-yer    &  Light  Co.       B3/10/32, 
Region    1,     Office    of   Director,        lp.       15067:286        34 X 
Ficha:  30-387.  03/10/22,9311010109, 


LER   B3-02Q/03L-0:  on    82O922,fire    started    in  motor   control 
ctr. Canted    by    pononnol    inadvertently    grounding    live    bus 
bar.  Fire    ex  t  inquishnd,  bus    bar    c  leaned,  robui  It   (<   tested  d 
p^ flannel    counseled, 

MITCHELL,  I).  0,       Pennsylvania    POLIBP   t.   Light    Co.      32/10/22.  Region 

I,     Office    of   Director.       2pp.       19867:207.       H4X  Flche:  50-387, 
03/10/33,0311010107. 


E2UQ10B46    Forwards   LER   02-030/03L-O, 

KErSEn.H,  W         Pennsylvania   Pouier    «.  Light  Co.       B2/10/23. 
Rffgjon     1,     Office   of   Director.        lp.       19067:334,       24X 
Ficfto:  SO-3B7,  03/10/23,8211010246. 


HAYNES.R.C. 


a?UO10291    LER   B2-030/03L-0:  on   020923,  uhen    250-volt    battery    charger 
for    a<    power    tource   uia»    placed     in    »vc,  associated    capacitor 
lalf    Jaitructed.Old    ityln    capacitor    replaced, Design   mod 
iiiltUteil. 

MITCHELL,!),  0.       Ponnsylvania   Power  (.   Light    Co.      62/10/22.  Region 

1,     Off-left    of    Diroutop,        lp.         13367:333.        24X   FUhe:  SO-3B7, 62/10/23, 
D21 1O 10246. 


B21J03010&  Foruard*   LER   93-031/03L-0. 

KErfiEn.H.  W.       Pennsylvanio   Poiuer    (•  Llglit  CD.       93/10/22. 
Region    I,    Office   of   Director.       lp.       13BB2:303.       S4X 
Flche:  30-307,  02/10/22,  S21 102O1Q&. 


HAVNE8.  R.  C, 


LER   03-03 1/03L-0:  on    B21002,  inatr unentation    indicated    lone 
III    of    »econdary    contatnm*nt    not  maintained  at   required 
vacuum  of    mater.  Caused    by    syi    pressure   oscillations    due   to 
high    uiinif.  Deiign    change    renue«t    initiated. 

MITCHELL,  D.  0.       Pennsylvania   Poujer  &  Light    Co.       92/10/22.  "^'°" 

I,     Office    of    Director.       lp.       15BB2:306.       24X  Fiche:  30-337,62/10/23, 


HAYNES,  R.  C. 


Forwards   LER  02-026/017-0. 

KEISEfi,  KM.        Pennsylvania    Pnuier    &  Light  Co.       B3/10/B6. 
Rggjon     1,     Office    of    Director,        lp.        15"?50:OSO.       24X 
Fiehfl:  5O-3B7.  82/10/26,  031 1060001. 


-8211040002  LEH   B2-OB6/01T-0:  an    B3Q7I7,  determined    that   cables    specified 
in    deficiency    r«pt   not    flexed    or  grounded    prior    to    fuel 
loading.  Caused    by    loss    of    disposition  request  6   inadeiui" 
OC    ch.cki.  Necessary  uiopk    will    be   completed   pri°rtl'>*™T™f-  . 


OC    c  time  ki.  Necessary 

MITCHELL,  D.  0.       Pennsylvania   Power  ti   Liflhb    Co. 
1,     Office    of   Director.       2np.        15930:001. 
B2/1Q/K6,  SB  11 060001, 


Region 


24X  Fiehe:SO-3a7. 


BS11060127    LER    B3-03B/01P-0:  or.  B31O23,  s  t.ndbu    gas    treatment   »Vi    Mlle 
to    operflts    dwring    »urv«lilance    fc««t.  Cause    unknoiiin.  Qotti 
trains    dvclarid    op*r«tit*    duping    previous    surveillance    test*. 
Sys    not    pettittd    prior    to    h««tup.  mftniat.        HAVNE8,  R  C. 

KE1BER.H.W.        Pennsylvania    Pnuer    8,  Light  Co        83/10/B6.       HAYNEa.H.t-. 
Region    1,    Offici    of   Director.       lp.       13931;  144.      ^4* 
Fleha:  SO-3B7j  82/10/26,021  1O60127- 


B2U060346   Foruards   LER   92-033/O3L-0. 

KElSEfl.H.  U.        Pennsylvania   Power    !.   Light   Co         B2/IO/29 
Reoion    1,     Office    of    Director.        lp.        15955:205.       24X 
Fiche:  50-397,  62/10/29, 621 1060346 


HAVNEB,  R    L 


— 821I06O33S   LER   B2-033/03L-0   on    820929, reac tor    bldg    special 
participate     iodine    noble    gas    monitor    pump     tripped     off    t, 
would    not    restart    Caused    by    motor    problem.  Motor    rewound    t, 
pump    rebuilt. 

MITCHELL,  D.  0.       Pennsylvania   Power   1    Light    Co.        82/10/29.  Regu 

1,     Office    of   Director.        lp.        15935:210.        24X   FicMe    50-307.  B3/  lO/i 
6211060346. 


B211060363   Fopuards   LER   B2-O24/O1 T-0. 

KEIEER.H.W.       Pennsylvania    Pouier    fc   Light   Co.        B2/10/29 
Region    !.     Office    of    Director.        lp.        [5955.153        34X 
Fiche:  50-3H7,  62/10/29,0311060363 


HAVNEE.fi.  C. 


—6211060367   LER   B2-034/01T-0   on    821015,  determined    that    failure    of    or 
several    valves    to    open   would    cause     loss    of    flow    in    emergency 
ivc    uatep    s us,  render  ing    dies  pi    generators     inoperable    after 
initiation.  Caused    by    unanalyied    failure. 

MITCHELL, D   G        Pennsylvania   Pouer   &    Light    Co.       B3/IO/29.  fteqx 

1,    Office    of   Director.       2pp          15955.153.        24X   Fiche    50-3B7. 
83/10/39.6211060363. 

8211100319   Final    deficiency    rept    re    failure    of    contractor    to     include 
sufficient   margins    in    initial    design    calculations    to    account 
for    inaccuracies    In    ac    electric    distribution    sys.  Ini tial 1 y 
reported    on   820420.  Also    reported    per    Part    21. 

CURTIS,M   U.        Pennsylvania   Pouer    t   Light   Co.        09/11/03.        HATOES,  R.  t 
Reoion    1.     Office    of   Director.        6pp.        16025:292.       24X 
Fiche:  50-387,92/11/03,621 1100319. 


8311150161    Forwards   LER   B3-038/03L-0. 

KAISER,  H   W.        Pennsylvania    Pniuer    tr   Light   Co.        03/11/OJ 
Region    1,    Office    of   Director.        lp.        16055:193.       24X 
Fiche:  50-387,  B3/1  1/03,3211150161. 


HAVNES.  R.  C. 


9211150163  LER   B2-03B/03L-0;  on  821004,  remote   samp  1  i  ng,  Ini  Hated    due    to 
Inoperable    reactor   bldg    special    oarticulate    iodine  mobile 
gas    monitor,  discontinued    prior    to   complete    s,gn    off    of    uorK 


l      Office    Ot   Director 
B211I50161. 


If         16055.  194 


t    Co.       03/U/03.  Re9iDn 

24X   Fiche.  50-387,  82/1  1/03, 


6311160206   LER    82-036/OIP-O:  on   B21I01.HPCI    isolation    high    steam    lin 
delta    pressure    detection    instrument    settings    found    above 
allowable  value   preventing    isolation   valves    from 

S^H'^'pennsylva^rpLr    ,   Light   Co^   ,2/11,03. 
Region    1,    Office   of   Director.       lp-       16141.222.      24.x 
Fiche:  50-397,  83/11/03,8211160386, 


valves   permitted,  pep   SER   Suppl    3.  License  amend  mill 


Reoion    1,     Office    of   Director,        lp. 
Fiche:  50-3B7-B2/1  1/03,  B21  1180314. 


.136,       24X 


Region    1,     Office    of    Director.        lp. 
Fiche:  50-387,  62/i  1/O3,  8S1  1100331. 

6211180334  LER  82-034/03L-0:  on   B2101  1  ,  during    •t«*«P    *••«  {»••  CHEOABO 
train  A  declared    inoperable  uhen  outside    air  damper    failed 
to   close  Caute-    by    inadequate    lubPjcation    of  aerator    stem 


B2111B0351. 

B21IS30243  Foru.rds   LES  82-039/03L-0 

KEIBEfi.H.U.      Penn.ylvania   Pouep    fc  Light  Co 
Region    1,     Office    of   Director.        ip.        16193.232 
Fi'h.:  50-387,  82/11/03,  B211S30242. 


HAYNEB.  R.  C. 
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..•   V|,VI.    aroun[l 
alia,,,,,    ,lou, 


paniculate   noni  ,,,,         ou, 

both    through   *   around   monitor.,  C.us.d   ttf    failure    to    follou 
»,r^c,°,     n   Vt'!Van*    t&   be  <*'""..  ed    "/all    ihifti. 
'-  "1|lv-rii"  PQU'r  *  Ll(tlt    Co' 


8211330333  ForuariJ*    LER  83-033/01  T-0 

£folon'?"nff?fnn'iln'anJ'1.PDUI'r    *   L'9ht   C°         B2/1I/03,        WAWES.R.C. 
tteolon     I,     DFfLce    of    Djrettor.        Ip         16192-350        24IC 
Fie  no:  SO-3B7,  B2/11/OB,  B21 1230233. 


«   B2-032/OIT-G:0n   Q2'«5,  during    surveillance    t.,t,  both 
treatment    ,yi    train,    failed    t»  perform   inUndid 

1 


leand 

iCandbij.    fan    to   trip    Time    deiaij    ei  tended 
HITCHELL-D.ft         Peimiulvanlii    Pauer   *   Light    Co, 


8211370937    Forwards    LER   32-035/03  L-0 


n 

Director.        I 

,fl?l  £290537 


Usht 


Region 


HAVNES,  B.  C. 


ensor   clraned. 
*nia   Pautr   t,   Li 
Ip.        2«   FLch  B 


631 1290293   Forwards   LER   B2-036/01T-O. 

KEISER.H   H.        Ponnsijlvania    Pauer    t   Lijht   Co 
B.Bion    (,    Office    of   Director.       lr        Ii32] 
Fi  che:  50-387.  82/11/10,0211290293  ^-  ' 


•  ss 

' 


r,orluarl)l    revij.tf    LEH   82-003/01T-3 
H.  H        p,nni.(|lvdnia   Pou.r    (,  Lisht  Co. 


»"-"•• 


;  '• 


WAYNES,  ft,  t, 


-8211270250    LER   S2-040/03L-0:  on    B210tB,  d,lugfl    ,„    ,  _   ,.„..„   , 

as  L:',::j-j,s:js;":!j;s:'s,'i';r:  -  ™  :  F-: 
Ksarir''^.^^^':^^'^";  SS::1 

1,     Dffic  '* 


ic,    of    Director.        Ip          16220-330 
32112903^8. 


8211290387  LER    B2-042/01T-0: on   B31  i  17,  peraonntl    ffli|Bd    ,0    [<t 
inoperable.  oru?ai 


KEISEH,H.  H^       Peninvlvania    P01UBr    «<   Light    Co 
R>Sion    1,     OPfiee    of    Director.         Ip, 
Fieht:  30-387. 


WVNES.  I 


r   T--"-- 

ii^'y.v.^r^1^!:^'- 

Fiche:  30-397,  SB/1  I/IB,  831  I3003BI 


°n   non-at.titrUSt    matter, 


0nH-  blU    »..tlng 

1-70  d,Scu35ion  4   vote   on    full    pouer   OL. 

«      Comnis»ionerj,        02/11/12.        6Bpp.        I6I47'  111         24K 
Fled.  :50-aB7.a2/H/12,a3U  170515 


Op«Tator    Ejtaminationa 


««  *  P 

T.S    SM«    r!1re«t0'-   operator   (,    s,nior   realtor  0p»rJ.t 

"'''-"1  that  e>am9  bB3in  •*  '« 


,  0,0.         Division    of    Liq.niinH.        B2/10/13  C 

r    l:°n^°^Df    N'U    r°rk'     Inc'        '5PP-        1AW2    23  C 

Fi  che:  50-000,  B2/10/I3,  021013001  9 


MIT/-U-C-   i     n    J,         .,    —    —  >-u'iui  nuni.  noos     inM 

V"™^-         '?        *em"ylVariU   P^er   fc   ^'Slt    Co. 

ss/nnl'eafi^"      ^      Ii2":061-     «x  FU^M.^. 


21I2906B3    Foruardi    LER   82-04  1  /03L-0 
KE1SER.H.  U         Ptnniylvania   Pourr   t, 
Beflion    I,    Office   of    Director.       Ip 


Co         B2/I1/13 


STEAM   ELECTRIC    STATION,    UNIT 


r±   red1 
required. 


< 

revisu  of    Tech  Specs    to   determine 

1^-'7",1'6"1"  -««'•«»".,  .m.»d    to    I        n 

at«d    encls.Svc  list    one! 


Tl.t 


u  -  . 

on   Co.     of    Neui  Vort,     Inc.       15pp,       1S930'  140       24X 
.  :  30-000,  92/09/20,3209210027 


-      i 


6211010443  Bwnarit    of  B2101B  conferHncH    call    y/util    t,  Ul.^ 
T.l.d«n.  revl.u   of    .nBine,rinfl    judgment,   of    alloujbU 
».M«-      «!1  E*    h-nsers. Meeting    will    be    held    on  831022    in 
IrRwin    i     ,   ***""*   util    reconciliation    Flndln|f.        . 
srEFATO.j.  j.       Lionling   Branch    1.      02/10/22.      VOUMOBLDOD,  J 

Bat  1010445        "Ch    ''       SPP'       15902:l31-       34X    FUh.;SO-3 


S112907+3  Foruard*   LEfi   B2-037/OI T-0 

S!=:K»,Kr:j1s:::jr-1r.":a4ril."'"'».  ««,,<. 


9311290731   LER   B2-037/QIT-0:  on 


SEH    1  im*t    n 

•««  •  =--  "n  r  for  p"ct 

' 


92/11/13,  92112-50743 
11290243   Foru/artfi    LER    S2-040/03L-0. 


»:  50-397. 


*I    ,,    iJJ   Bo'rl,Nofcifi"tl°n  82-90A;  provide,    addl    info   t  clirlfliMi 
SiuS  ^  HB    d»"el"ne'"    '"   ~<n    control    pfln.la. 

.M  -A.,  litant   Director    for  Licensing.      92/10/32.          Alwu 


?°'rd    N?*if'"t'°n  S2-90A:  forward.    IE  Info  MotltP  83-31. 

Ho"BSMo:  ln  maln  contrDi  MneiB  per  """ 

B2/10/S2.      PALLADIM.H.4. 

13-  <u 


FMVNEB.fl.C  ^w1?10!™  Foru*rJ*   Amsnl(   5'    'o  DL  appl  Icatlon,  conillMnB   «t  B(» 

uB«5nF,  -   i*c"I(*w   fl'i-R'vIiIon   withheld    (ref    10CFR8. 7TOI. 


B  . 

B.  D.       Pinnnlvania   Power    fc  LJoht  Co.       92/10/20. 
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.(g||fll(Hli;   A-n.nd    ttl     til.   lit.    *(in  |  (nfltlnn.  cimti  «tlng    of    ll»vi»lon    H   tn 
iif'H'HY    |<  I  mi    Uovlm  IIKI    bilUinalil     (rat     iOCril!.!.  7VO), 
HHiVllU.  H   I)         l'«iiii»ijlvanla   f'nwoi'   d   U|)M    Co.       HK/10/av.       Ip. 


E,     NHC    SafetiJ    Evaluatlnn    Report    <  SCR ) ,      tuppl 


rorrn5pandt?-Tice 


<J»u«i>  1  1     I.  tr    ItU  -UO    ID    al  1    IIDUVT    mat  tor    1  IK  tut  ten.  p«rml  t 
ftuldt  rt    t    *|i|i  I  1  1  «n*,  *    Cor    ct>    i<«    gn  I  ilnnc  e    fur     Impl  tmonll  nu 
(III1    Mita.  I  iiru*i-(l»     NUHi;U    IWttit.  NUIIF.l)    to    hi    iiltil    **     Interim 
i,,nirr»    mill  I    It  a  u    UiMilo    I     71)   rt  vj  »od.  live     Hit   siitl. 

H;n,  I)    i;          1M  v  I  q  I  nil    II  F    1.1  1;  •  nq  lug          IL!/  I  •U/lWi  Contol  Idu  tuil 

Hil.ii       (if     M*w     V.irl.      1  in;  '/pp          inW.I'i,"^         iJ4X 

?)l)    (!D(».  HJ/lO/iJ'..  II^IOUMIOIIII. 


I(irui.i-i1i    n.tiSmnliini    (.11    final    rep  I    "1  >i(ln(iiiinloiit    l)»«lsjn   Huvioui- 
!;uiv<*h*h'>*   "t*«m    I,  I  01,  trie    (Hiit  lull    "    tin  pi    t  urwnr>tl*d    In 
lilt  "I    ln'1  I  «  I  <lna  I  » 

iMMMN.tt  I          »»lo.1ijn»    l'(iulii»t.r  Ing    !l«i'vli:i"i  ,       IIW/1O/H/,       (iHClVl.lN.  H.  J, 
I'limtstlvftiil*    I'nvpi'    ''    I  I  uli  I    <:».        If-        I&IIA 
Hi*."    :>(>    .HI/,  ll-Vlll/-.'/.  IK!M<H(K>7<>. 


J   Ail  (1  «  ml  urn     In     final    i>B|>l    "  lMil»|>*ml»nl    Dnalgri    »*vi»u- 
Uu«E)"*li  •*'»!•>    IU«ari    I'  I  iciri  c    Ulflt  lull    " 
.      r*li<1<j»*    I  ngni»«r  mo    (Itirvli;**,       111  •tl:l7V  •;(  AIII),       (ILV10/B7. 

.'o       ^'-iw  i  Ktiu  no  •:«[/,  (IK/  io/iV, 


H2I1220Q43    Foruardt   NUHEU-077i,  Suppl    t,     "BED    ve  Operfltion    of 
Suiquahtnn*   Btsam   Electric    atat  lori.  Units    1    !<   2.  "    Suppl 
addr«i»o«    Items    contalnod    In   OX    license   rosiilvcd    prior    to 
nir.eod  ing    5'A    pouer. 

YOUN01ILOOD.  B,  J.        Llcansing    [iranch     1          f!2/ll/ia.        CURTIS.  N.U. 
P»nn»«lvnnla    Pou«r    &   Liglit    Co.        f>2pp,         \hl1V.S220         P4X 
Flche:  50-307.  B2/11/I2,  021  12200-13. 


Forward*    Gupp  1    1    to    SEI1     (MUHEO-07761 .  W/n    end. 
YDUNOnLOdl).  [!.  J.        Llconalng    Dranch     1.        aa/ 11/23.        CUI1TIS.NH 
l'eim»glv»nla    PoLiBr    fc   Llytit    Co.        3pp.         16363:   1011.        aiX 
FlcJi8:  30-3S7,  HE/ 1 1 /33.  H21  I30043O. 


F.    Qecurlti/.    modical,     emorgencij    ^    flro    prutnctio" 


B2100MCK.B    Ooneric    Ltr    U2-17    to    all     pnuer    rn.ictor    l 
appllcanti    '/    holdnrt    o*    CP«    TO     liiconi  i  atenc  4    bptu 
rflnulrananti    of     I  OCFF10O.  3"l  (  t  )    S.    SiTG     For    per  formin 
ennrgencij    pmpflr  sdnesa    pr  ogrjirna,  five     liat   entl. 
E16ENHUT,  1).  0.        Ulvlnion    of    Litensinj).        OS/U1/01. 
Eillaon    CO.     Uf    N»iu   York,     Inc.        1  1  (l  p  16002:  HSa 

FiKtto:  SO-000.  HK/IO/01,  W21  00-40060 


j    .nidit 
Cons 


i.'LIPMl-'mi1  I  orw»Ml*     I'WfliHiiiB  en    lo    iLumplivog    Uiu«t    i:oiitnlniil    In  NHr 
(i;ii.'(tll    l  1  1    M  i  in  I     i'0»(ninm     ID  lluiihptiroi;    1  an  no    :i  (I    it  i(n>c  led    hu 

II.  I'M  II 

tl.tirlil.M  II        I'MIIIMV  Lviiil*!    I'ciunr    t  I  lylit    C"         11^/11/1)1         liCHUKNCKB,  A, 

M<*>i»"fl  iu-»n..i,  y       A-IHII.      i,wf>;i.()t/      ;MK  ritfi*  no  -HII/.HS/I  1/01. 


inr.rWV^.   lurkianla     upp  I  Lc«  titni    f»f   A-npnd    »U    lu  111.,  i.  uiUrtliilng   Il 
f.   In    4M*rg>lu  14     |i  1411 

KAinnifttj..!  t       I'ltinifliji  «rtm  m  i'i»ui» 

!i.;ifljtm:t  H.A         I  n.viiBinq    Jlrnm,h    -' 

itiM  st.i  LIU/.  *iy/i  i  /uiMiL' 


i    AI.D  H>.'*t1ii..    Pur    Amwnil    n^    in   U.,r<jrnl»llna    vf   lUwlflinn   ft    to 
i'Ufintj    |I|AII     IdrpB    iiv»roir»    drnwlnu*    nni.l    Aperlnre    c*rd» 
I  an  1*    in    I'll" 

IMrtH,  ,(    I         CoiiiKulvaoifi   I'nunr   I.   I,  lulil   Cn       tlli/l  I/OH,      .l/'tpj*. 
-i^,       ^^x  i  H  it*  .no  :Hi'/.n-'/i  i/nu.n;ii 


Id.-ji 


Urnont     I  li-    IU  •*'*!    tn    I1HH   *|i|ilir#rit»   w/HAim    II    ur    III 
iil    <B.t*|it    Wi'Mlll!   ^)    r*    lafntij/rel  Kf   v«lv«    ini«i«h»r 

jlii*!!!!  .....  runrili    M(»ir«"QII(>H    llv*    I  I  »t    ««c  1    H/<l    •rid. 

.t)  U         IHvliUin    ii'    I,II:BM.MI«.       IU/ll/0*  l'1'"?    ',',  ,?',',,,,»„,,„ 

1:11         1|.U.         H-.0»:4'  IV»         W-tX   Mfh«    t)(t  •(««).  (ltf/1  I  /(H,  (HI  I(](l0tttl9, 


I'op-wnril"    U*t,l    HsgUtry    of   llUlnrlc    l'l*(;«»    InvwntoriJ 
ixi    f  iiren     for    KlvtM'lflrnlt    [UKr»»ll<i(i    Ar*«i  l.u  i»rn» 


l>«n»«V|g«inlN    IMw.r    il.ighl    Co         (W/l  1  /0V.       ''f'"* 

mh  J       /DPP  " 


i'l    Akivl*««    (if    d*lmj    i"   urbmliUl    at    mvlilon*   to   structural 
t    Flint*  I  a    H«e»t«fli'U    ilynsmli:   *rifllg*»»    rvqulr*   fldttl    time 
bnl  ltd  I     d#fa«     li    11:10^111. 
i.  H  M       t'Biimvlvunin   I'outr   <-  l-lgiit  Co 


fiCHHENCCIli  A. 


*t    PBVI*W  of   UV   Mippurl*   d.«lgn*U«l   *»  C. 
l«d   Oiimm*r«    fc   dint  lution*    pr»t«iil*i«    in 
in    final    riM    llHt-UnCII.  .1  U   El-tlOJ/    r»m«ln 


:  30-3B/. 


inrnrni    af    r.qneBnfor««nc»  w/CIirlMHUon   »   ol  NUHEO-OV:tV, 
U,  «    I!   (;  A  y,     -Cnnl*tn**«nt   l*ol*tlan   D.p«inJ«b  U  1  ly,      Had 
I'Uwtrtl    in  I*  BAH    im'luil**    g*ng-uptnln»    ««v«r«l   v»lv»t   In   two 


Utll 


G2IOO70(HC)    Gonoiic    Llr    R2--21     to    oil     licensees    «.    ,ip(i  1  itaiits    of    nuclear 
nouior   ronctpri    re   Tuch    Specs    for    fire    protection   and  i  to 
Forward!    guidance   d  iBcwuaing    genor.il    ocopo    ti    cloncri  h  iuij 
Blffin»iit»    tn    b*    tncloifod    tn    audit.  Svc     Hit    end. 

EI3ENHUT,  U.  0,         Di  Villon    of    Litonsinij,        Ei2/IO/0(..  Com  ol  l  da  tu>d 

I'dlion   Co.    of    Moiu   Vdr*,     Inc         19(.p          ISW3-a3El       2flX 
Flcho:  90-000.  (IB/  10/Ofi.  B3I0070O  I  "7. 


DailOlQOO1?   HBlBfl»os    public    vorainn    oF    lumpnrnru   chiiny 
p  Ian   procodur  n. 

FEITON.  JM         Division    of    fluleo    and    (Jpcurila.        OJ/lO/lt'.  line  um 

M*nag»ni«iit    Drancli.        Ip.         15892:172.        2-1X   Fi  cfie    S()--:m7,  B2/10/I  !2. 

oanoiooo9, 

—  OBI  1010013  Forunrdi    public    versldn    of    Tompm-nnj   Chango   na-l'/SV 
(Xvlifon  0    of    Km«rgBney    I'lnn    J'rocsduro  El'-H'-Oia,     "llnsit" 
Emeraoncu   HonHorlnj."    Hocoipt    form    uncl. 

H    "Jnrnilv^nl.    Pouwr    ft    Light    Co.         D2/IO/O1.        DENTON,  H.  R. 
Dntdl  lod    Af  flllotlun   Qivon.         Ip.         I  !)()<?2.  173         ^flK 

Ficho:  go-afa7.ua/io/ia.Baiioiooo1?. 


0211010016  Public    varalon    of    Tnraporarij   Clianrje   fW-1'75'/   to  Revlaion   0 
Effl»r»ncij    Plan    r'rocgd.ire    EP-IP-OIB,     "Dnslti,    Emargunct, 


pnglvanlfl    I'owitP    (.    Light     Co. 
rich*:  SO»:3U7,Oa/10/  13.  0311010009. 


UL'/IOXOI.        Ip.        13092:171. 


KEN  VON.  B    B 


Foruarils    Amond    31    to    OL    apf  I  leotion,  comsiulilng 
.   Ur    M    pl-n.ft.vi.ian    utthh.ld    <rof  J 

»nn»ylvanla    I'Duior    I,    Llnht   CD. 

"  V       Ip.         13067:300.        Z4X    F  i 


—0311010197  Am«nd    01    to   UL    app  1  i  co  1  1  on.  conn  i  Btlnn    of   lloviaion    M    to 
iicurltu   plfln.H*vl»iar>  withdeld     IrDf    lOCrflt!.  7'?OJ. 
RGHVQM.  B  D         P«nn»ylvanla  Pouur    fc  Light    Co.       02/10/37        ip. 
09.        H1X   Fichs:  9O-3H7.  O3/I  0/23.  E1S  1  10101BS, 


»pot>di    to    GHOSHS   Ur    r>    Btorago    of    MfagunrJii    Info.  Uae   of 
pr»«  n'-iMi-i   «c»ptabli    provided   «nUi.«ri      oc.t.d 

in    conUollid    ace..!    *r»*    L   loelBtf   ui/oaft  approval    <Mal 

combination    lock.  ,..1,1.1/^7  ruuTi';  M  W 

YQU-JOBLOaO.B,  J.       Llcsn.ina    Branch     I.  «/  10/27.  CUHTI...N.H. 

P.nniglv.nl*    Pw.r  fc   Light   Co.       3pp.  naW.W,.  J4x 
rich*:  80-307.  Q2/10/S7.  021  1  1  10405. 

0311110029  H.  !•«»..    public    vorilon    of    temporary    change    to   .morgcncij 


8311110029. 

—8211110033  Forw»r«H    public    version    of   Tsmporarg   Chango    Ba-1990    to 
ii  •?!.««    P  U*    liplwntin.  Proc.dor.  EP-1P-M1    r.    .m.pg.i«« 
cT«.lfU.tion  I,  THfflpor»vV   Ch-ng*   Q2-19K?    to  Proc.dur* 


B21H10029. 

BBllMOOaB  PublU    var.ion    of    T^mporarg   Chanflo   Qa-19BQ    to  EM 
P   in    Implim»ntit.g    Procetfur.    Ep-jp-ooi    ro    Om0rflen<:y 
el".mMtlSn  *  T,Wtor*Pg   CMiig-   88-1989    to  Proc.dUPi   EP 

1  «.       Ba/IO/07.      3PP. 


FUh«:30-3B7,B2/10/SB,eaiJ  110029, 
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82.0390108  e.n.rlc    Hr   B2-S3    t°   .IJ    JU.n,...    t  flpplic.nl,   T, 

incanmut*^!,     fr.ty.in    rsqu  i  r.m.r,t»   of    IOCFf?73.  10<g  t    t,   BJ9 
for    p.rformino    audit)    of    safeguard,    c  anting  .net,    plant 

(nicurity    planl.Sve    Ii»t   «ncl 

EISENMUT,  D.  Q         Divin™    of   (.ic.nilng.        62/10/30.  Cor-iol  J<U  t.d 

Edfion    Co,     of    H.u   York,     Int.       Bap.        1  S9?3   319         3fl)t    wonlD1:l<"  *" 
Fithr;  50-000,  82/10/30,3310290103  ' 

U11D9039S  R.I  .....    public    v.r.I.n   of   t.^arar,,  thanfle   notlca   for 
em.rg.nci,    p|atl    implement  I  r>g   protfldun  B      notice   *°r 

FELTQ.1.  J.M         Divliion    of   Bolft    arl(j   R,< 

a"fh'        1 


lloaOB^a  8unn«rH   of    ind.p.nd.nt    d ..,,,,   v.rlfic.Hnn 

:~l«ar"^^^^^^^^ 


'D^fnte  Em.ro.nci/   H0nltorin9    Ttam».  «  Receipt   form  end 
•      Ptnn.vlv.nla   Power   t,    Light    Co.        83/10/05.        D£fJTDN.  It  R 
Detailed  AfftKatjan  Olverl.       lp        |6O2o.348       34?  "' 

Fich  (  :  50-387,  02/  I  I  /OS,  B2|  1090390. 


B2)  1080273, 


lch.;go-3Q7,  02/IO/ 


e«««uU!e    "I"0"1    °f  T"P»"--»   "an,.   Hotic.   82-J973    far 
fTm.rg.ncij    Imp  lim»nt  ing   Proc  rdurt  EP-1P-OJ3,     "DPf.it. 
Effl»rgencij  Honttorlng    Team.    '• 


Fl  che  :  30-000,  08/09/16,0209170320. 
820BI903S2    IE    Info  Notice  B2-34,R.V 


s  i  on    1, 


in  HaJn  {#nlig 


^^^^^ 


mc-»° 


0,    AdjudUstorij    corretpondtnc  u 


lnfo 


LH(1 


'n 


821I04030B. 


-    i 

24*   Flcht^  30-307,  B3/I  I/OS, 


J' 


B3/JI/ 


LERi 


or 
for 


n'        "'1;1'?6"   "Pt  !••  *-Hur.   of  cDn 

«7gin!   in   '"I"'1   d"i9n  «l«l-li«i 
«cl..    In  >c    iJ.ctric    diitributlon    iui, 

Bf°«0-t110  ""«•*-  P.P  P-rt  81.    «  • 
..»  i     ,«?*nni!!lv*nia  Pouitr 

wtgion    I,    OPfjci   of   Dlr.etor.       6pp, 
Flcht:  90-397,  B2/11/03,  B2III00319 


^ 


6211290394   Iflt.rim  d.fici.ncy  Papt  Pt  pot.nti»l   falluri  of  BPOTHW  I 
*   «»«nt..  IniH.ilg   r.port.d  on   82101S.CoTT.ctlv.  action* 
will    b*   C0fflpl.t,d   prior    to    fu*l    lo.d.rtl.c,   r.portfd  fir  Plri     ".. 

CUBTIB.  M.  W.       P,nn.«lv.nla   Pou>.r   (.  Ujht  Co.       B2/11/12.      WIWES-I.C 

R«jJon   1,    attic*   of  DIr.ctor.      4pp,       lASif  sfS      24X 

Fich.:  50~3Sa,  03/11/12,0211270394  '««.«".      MR  . 
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B2II24O704   Part    31    rept   re    defective   condition    in    tntercoolers 
installed    on    diesal    generators    ^applying   emergency    ec    power 
to    isfetg    sgi .  In  i  tial  li;    reported    on    B2I11A.  Brass    tubing 
replaced    If.   diesel    generator    jacket  water    sys    drained, 
HENWJH.  B.  D.        Pennsylvania   Pouer    (.  Light  Co.       B2/11/19.       HAYNES.R.C. 
fl»}(on     I,     Office    of    Director.        3pp.        16222:018.        24X 

Fieri*:  90-3.8? ;  sa/i  1/19, 0211290704. 


V.     Operator    Examination* 


B210S3001-9   Generic    Ltr   B2-IH    to    all    power  reactor   applicant!   tt 
Hardest,   re    reactor    operator   I>    senior    reactor   operator 
requal  if  Icatl  on    exams.  Advi  aes    that   mams   begin  at    facilitv 
*fter  B2100I.  Svc    list    encl. 

EISENHUT,  D.  «.         Division    of    Licensing.        82/10/12.  Consolidated 

Editor   Co.     of    Neu   Yori,     Inc.       15pp.       16002:234.      24X 
Ficha-.SQ-OQQ.  02/10/12,8210130019. 


B211010207   Forward*    responies   to    findings    identified    during 
8EOB31-O9O2    Instrumentation   &    control     audit 

UKftlO.R    E         Florida    Pouer    i   Light    Co.         B3/10/27.         E1SENHUT.  D.  0. 
Division    of    Hennaing.        24pp.         15070:213.         24X    Fich  e:  3O-3B9,  B3/  LQJl 


nn  i  tor  1 1 


trail 


S2HO1O24K   Forwards    revisic-n    to     loose    parti    i 
pTonram   previously    submitted    In   S2093O    Itr 

UHRIO.Fi    E        Florida   Pouar    &  Light    Co.       B2/1O/37.        EISEMHUT.  13.  e. 
Division    of    Licensing.        3pp.         ]58iS:O16.        2431    Fie  h  e:  5O-3S9,  HZ/  10/H7. 
B21I01Q242. 

8211180182   Summary     of    B21012   nesting    ui/util     !.    Ebasto    in    Bet hesdd, MD    rp 
closRout    of    Poue-r   fii|s    Branch    issues    identified    during    320030 
vi  tit. 

NERSES.Y.        Licensing    Branch   3.        B2/10/27.  Licensing    Branch     3. 

fljip.         Ii074:333.        24X   Fiche  :  50-  3B<?.  82/10/27.  3SI 1  1201B2. 


DOCKET    50-387    ST.     LUCIE   PLANT,     UNIT   2 

A.     Application/construction    stage    documents   &    correspondence 

B311060547   "Audit    nf   Environ   Qualification  of    3af aty-Ralated  Electrical 
Equipment    at    Qt    Lucie   Unit    3   Nuclear    Qenerating    Station," 
IntBrim  rept, 

&ORGEM,  R,  A.  ,     HOLLOWAV-E.fi.,     YOST,  M.  H.        EOfkO,     Inc.        FIN   A-6415, 
BSE10iO547.       BSf OB/31.       ROSZTBCZY,  Z.  R.       Division   of  Engineering. 
39pp.        13971:  2A6.        24X   Fichu:  50-339,82/00/31,0211060947. 

B311OIO521    Notification   of   030923  meeting   u/uti  1,  Ebasco   t<  C-£   in 
Btth*tda,MD    to    discuss   ventilation   BIJI    charcoal   absorber 
et tit  i  encieii.  P-ropoed   agenda   encl. 

NERSES,  V,       -Licensing    Branch   3.       62/09/21.       KERRIGAN,  J.  D.      Licensing 
Branch    3,       4pp.        15B9B:O79.       SflX  Fich  e:  50-3B9,  B2/09/21,  B31 101  OSS  I. 

3311030336  Notification   of    date   change    for   B21012  meeting   u/util     In 
Batheida.MD    to    diacuta    procedure    for    leak    testing    prisiure 
isolation  val  vea.  Meeting    originally    scheduled    for   021009. 
NERSES,  V,       Licensing   Branch   3.       S2/09/30.       KERRIGAN,  J.      Licensing 
Branch    3.        3pp.         19941:171.        24X   Fiche:  5O-339, 82/09/30.  8211030296. 

3211030418    Informs    of    review   of   FSAfl  Amend    1 1 .  Requests    addl    info 
demonstrating     that    1 10X   of    design  pressure    uiould    not   be 
«ic*ei)ed    for    O.  29-f t    feeduater    line   break    &    confirming 
no    failure    aiiat-i    which    could    eiceed    ISO'/,   design   pressure. 
KEflRlOAN.  J.  D,        Licensing    Branch    3.      B2/IO/03.      UHRIG-H.E.      Florida 
POU»T   fc  Light    Co.       3pp.       15940:151.       2flX  Fi  che:  50-3B9,  EK/IO/OS, 
0211030416. 


—  9211030251    Trip    rept    n  F    920B30-0902    site    visit    tc-   revieu    deslfln 
drauing*    &    view    Installation    !•    arrangement    of    eleK  tr  i  ca  1 
it  mechanical    enutpment- 

CHDPRA.O   P          Power    Bystsms    Branch.        02/09/27.        SO  IMIVASAN.  H-        I' 
Systems    Branch.        9pp.         16074:337-        34K    Fi  c  he:  BO-3B7,  B2/  1O/B7. 
B211I2O1B2. 

B211030035   Foruiards    minutes    of   Engineering    Verification    Program     Tas 
Farce    Manajen    B21O21    raEating    u/util    &    C-E    in  NHUJ  V«rk,NV. 
BLODOETT.  T.  H.         Ebaico    Services,      inc.      <suba.      of    Enserch    Carp.) 
82/IO/2B.        EISENHUT.D.  0.        Division    of    Licensing.        3pp.         1  SBH  I  .  CUifl 
24X   Fiche:  90-339.82/10/28.  B21102OO35. 

B21104O165  Forua.rds    "Reactor    Protection    Sys    Matrii    M-ockup    Fault 
Isolation    t.  Surge    Withstand   Qua  1  if  i  cat  i  an   Tost    ftept.FL 
Power    !.   Light,  Bt   Lucie    Unit   2.  " 

WRIO.R   E        Florida  Pouer    t  Light   Co.       B2/IO/39.       EISEKHUT,  0.  C,. 
Division    of    Licensing.        lp.        15939:190.        2fl  X    Fi  che:  5O-3S9,  B3/  10/^ 


—8211040177   "Reactor   Protection    By*    MatrLi    rtockup    Fault    Isolation   t. 
Surje   Withstand    Qualification    Teat    Rept,  FL    Pouier    t.  Light, 
St    Lucie  Unit   2.  " 

*       Electro-  Met  hanits,      Inc.        TB    8021-1.        32/10/29.        42pp. 
15929:  171.        24  X    Fi  che:  30-3B9,  H2/1O/29,821  104O163. 

62110*0257    Forwards    C-E   proprietary    rept    "Hesponse    to   Questions    nn 
CESEC,  "    Rept    uiithheld    <ref    10CFRS.  790). 

UHRIO.R    E.       Florida   Pawsr    ft  Light    Co.       B2/1O/37.       E  JSENHUT,  D.  0. 
Diviiion    Of    Licensing.        tpp.         IS"?2Q:O23-        24X    Fie  he:  50-369,  QSflQJ&t, 
B21  1040257. 


B21l06036i  Bumraary    of  H20914   meeting  u/utll.C-E  tc  Ebasto    in 
Bethisda.HO   re-    engineering    verification  program. 
MER3E8,V.       Licensing    Branch   3.       82/10/13.  Licensing   Branch    3, 

9pp.       15948:332.       34X  Fiche:  50-369,  B2/10/13,  B3110603i6. 


auraraari;    of  821013  .nesting   u/util,  C-E  b  Ebasco    in  Dethnnda,  MD 
re    vnvlron    qualification    issues. 

HERGES,  V.       Licensing   Branch   3.       8S/10/1B.  Licensing    Branch    3. 

flpp.        15970:001.        24X   Fiche:  30-399,83/10/18,  821  10605BO. 


B21104030A   FoTUardsi    addl    info   requested    re    conf  irmatorij    piping 
analysis     open     items. 

UHRIO.R.E.        Florida    Pouer    «.   Light    Co.        B2/10/29.        EISEHHUT,  D.  G. 
Division,    of    Licensing.       7pp.        15723:122-       24X   Fi  c  he  :  50-aa1?,  B2/IO/C9, 
B21 1040306. 


eaiIO60iOB  Motifieation   of   821021-32  meetings   lu/util,  Ebasco  t.  C-E    in 
Eethtida.MD    to    discuss   remaining    licensing    actions   &  assure 
correct    understanding    of    actions    to   be    taken   on  remaining 
licensing    actions    to   support  DL    issuance   by    B21S17. 
HERSEB.V.       Licensing   Draneh  3.       B2/10/1B.       KERRIOrtN.J.      Licensing 
Branch    3.       3pp.        15970:003.       24X  Tiche:  50-3B9,  S2/10/IB,  82I106OiOa. 

B2103&OQ88   Seneric    Ltr  82-20   to   all    power  reactor    licensees,  permit 
polders    If   applicants    for    CP  re    guidance    for    implementing 
SBP    rule.  Forwarifs   NUREO-0906.  NUfiEO  to    be   used  as    interim 
n»asur«    until    Reg   Guide    1.70  revised.  Svc    list  encl. 
erSENHUT.D.  0.        Division   of   Licensing.       B2/10/36.  Consolidated 

Edison   Co.     of    Hem  York,     Inc.       9pp.       15993:295.      24X 
Fiche:  SO-000,  S2/IO/26,  B2102iOOB8. 

BS11I00035  Sumn«Tij    of  S21021    meeting   u/util    in  Beth«sda,MD  re    light 
loads   ovar   ves**l.Utll    ulll    provide   remits    of  water    hammer 
test   6-j    B3O12S, 

HER3E9.V.       Liceniing    Branch  3.       82/10/26,  Licensing   Branch    3. 

4pp.       16038:048.       21X  Fich«:  50-3B9,  Ba/IO/26,  B211  100033. 

3211010204  For  ward*    final    response   to  NRC  Question   2  BO.  37  re  maionrv 
BM!  Is.  H/tuo    overaiie   drawings    encl.  Aperture    card*    are 
available    in    PDR. 

UKRIO.R.E.       Florid.  Power    (,  Light  Co,       82/10/27.       E19ENHUT-  D.  0. 
Division   of   Licensing.       70pp.       13869:353.       24X  Fiche:  50-399,Ba/lO/E7, 
921  101C2D4. 


"Proctdure    for    Insp    of  Concrete   Masonry   Walls." 
PAVLQVBKY,  R.  ,     KARAN,  T.  G.  ,    KRAU8S, 0.  H.      Eaasco  Services,    Inc. 
of   Ensareh    Corp.  I.      82/01/OB.       23pp.       15870:061.       24X 
Ficbt:  BO-389,  S2/10/37- BB1 1010304. 
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02111000*9  Natificatian   of  831031   meeting  u/uUJ.  fbasco  fc  WU3   In 
Oet*«tda,MO    to    revitu   remaining    HcensiTij    actions    (,  aiiuri 
understanding    of  need.    to   complete   remaining    licensing 
actioni    Car     issuance    of    OL   6y   531317 

NERSES.V.       Licunsing    Branch   3.        83/10/29.        KN1CHTON,  G.  U.       Lice*.  in, 
BrflntJ,    3.        3pp.         16033:360.       24X   Fiche:  SO-  3B1.  62/10/29.  621  1  10004-?. 

62110.10153   Forward!    R*vi.i»n    4    to    "Environ   Guat  if  ica  ti  on   fi.pt    fc 
Guidebook."    Volt    3-4.  for    tafetij-rBlated   electrical 
eq.jipn.nt    Jiespanie,    to   WfrC   comment*    identified    durino   NHC 
si  te    autfi  t    ant  1  .  * 

•UHFltO.  R.E         Florida   Power    V   LlgJit    Co.        B3/  1  0/30.       EI5ENHUT.  D    S 

LiCeriS'ns         *"'        ««1':04I.       24K   Ficfte:  50-3G9,  83/10/30, 


-8211050157   H.vi.ijr,   «.    to    "Environ   Oualif  Ua  t  i  o«   Rept   S,   Quid.b  ook,  " 
Vola    .!-«,  Far     wf  ety-re  1  ated    Bjectrical    equipment 


NGREES.V.        Licensing    Branch    3.        BS/H/01.  Licensing    Branch    3 

4pp.        16041:019.        24*   Fiche:5Q-3B9.82/]|/Ql,e2mSQ54l 


B.U        (.itonsins    Branch   3.        Q2/I1/01  Licsnsino    Branch    3 

1pp.        IAOK'397.        B4X    F.ch.:  50-3B7,  B9/  I  1/01  , 


NERSES.V,        Licensing    Oranch   3.        82/11/02.  LiceTijino    Qrancf,    3 

3.        MX   Fl  che:  BO-3B?,  S3/11/02, 


£3311160303  Forward,   minute,    of  FL   Pnu.r    (,  LlBht   Co,  Finn  I  '  I 
Force   Manager*  631103  meetim,    in   Wind.  or,  CT    rt    ,na|^!   I.T 
n   p  i-oaram  •'  |i"tiF|.|| 


!.,  .  , 

Division    of    Licencing,        3np,         1AOVL     at*        ", 
Flcns:  30-3B9.  93/1  1/1  1,  831  1  140303.  5          ' 


8SI124039B  Notification    of    Cance  1  lfltian    of  nail  1  fc. 
«  Nuclear    Ut.l,   Svc    in    Bfithesda-MD   tn   revi  »W   rwiii 

wppSpo  ug  fl,':Ji0n  ^'"'•-  °n  •1«lP""nt  qu«llftc«||4n 
KERSES,V.  LiEBnSIng  Cpanch  3.  02/11/1S  KNIfldTW 
Branch  3,  3pp.  16230:113.  24X  Fieh.r  M-3fli?.( 


B21123040a  Foruards   addl    info   un    respon,*   tu    •»|1n 
trV    ^rTa"?!j    '"""•••-'"    (""Ptl.n' 
VB  mDd  '*"'     "'" 


u»|1(,-,l. 
' 


WHRIO.R.E,        Florida   Power    K   Light    Co.        Qa/  I  1/17         MU^M  ••  a   I 

inilng'     3PP'  1 


*n1(.fir 


UNW  - 
la    "     !„'•'   • 


Confirm.   921112    telcon    agrBament   w/utl| 
fonct.Dnal    testing    of    reactor   vnaael    lnt«rn*U    H 
aolelg    to    increaie   vibratory   eytles    on  jilant, 
UHRIC,R.E.        Florida    Power    fe  Light    Co.        [JS/ll/lV 
Office    of    Nuclear   Reactor    Regulation.     Diroc  tor 
Ficke:50-3B<>.  H3/1  1/19,  821  1240345. 


82tl30018B  Natifies   of   engineering    verification   pratrt*  ..,J  f- 
"T?    '*"   B21202  meeting    on  Hutchinaon    I*lfln<I.M,    I.I   Isli.,-! 
sail  17-1?  meetings   re    open    items    from   deaign    r.vl.w.Mif 
atte    verifleafcion   scheduled   for    321139-30 

BLODCEfT.  r.  H.  E6asco  Services,  Inc.  dubs,  of  [ii«irr»  Cix  i 
K/ll/23.  E1SENHUT,D.O.  DiviB  i  on  of  Lice,,.  |n,  J  W» 

24  X   Fiche:50-3B9.  02/1  1/23,0211300100. 

E.     NHC  Safety    Evaluation   Report    (SER),     suppl*    (,    (  or  r  it,t'i,-:t 

B211050I07  Fc-pu^pdi  Buppl    2    to  fiEfl.  W/o    end. 

KEfiPIIOAN,  J.  D.  Licensing  Branch  3.  B3/10/I2.  Lflrfl|¥,«l  t  ( 
Power!.  Light  Co.  3pp.  15964:330.  24XFteh»'SO  '<w».  B^;r;  -l. 
G?l  10501  O7- 


- 


5pp,         16035033.         a«JC   FUM-.  30-309,  B3/1  !/O3.  821         o054. 
S211I20176   Not.fvcatiDrt   of   BS1  105-0301  1  7   m?etinSi    w/uti  1.  Ebairo    t,    C-P 

h""  -hi"  »c     »-.      "" 


urrenc.s    of   inarfvtn 
tal  led  on    late    1103. 


001I1S0350   Foryar-tfs  modified    responses    to    Itemq    lubnitlM  |« 
Itr,  based    on    021103    telcon   u/NRC    re    control     rvnn   J»U|- 
revlEU    par     SER,  WHEQ-0043,  Updated    »tatu(   of     Ilia*    ;t   |    -   ja 
of    summarg    human   engineerino  rept    oncl. 

CJHRIOrR.  E.  Florida  Pouier  (,  Light  Co.  03/1  I/  10  I  li^w'.-f 
Diviiidn  o#  Licensing.  0pp.  16035:319.  2<TX  I'l.H,  JO^ 
82]  1  150350. 


C"ri  ty'    mBdica1'    smergency   I,    fipe    protection   (I*"' 


wii« 
nj   t 


»  I 
liM  .« 


B210030Q6B   Generic   Ltr  B2-17   to   all    pouer  reactor 
applicants    4    holder,    of   CPs   rs    incons  I  stenc  v    o»l 
requirements    of    IOCFR5O.  54(t)    i   STS    for  per  fur-M 
emergency    pr  eparedneis    projrams.Svc    lUt   •nil. 
E1BENHUT.  D.  O.       Division   of  Licenaing.       82/1O/OI 
Edison  Co.     of    FJeu  Vortt,     Inc.       llpp.        I6003;  aOft 
Flche:  30-000,  82/10/01,8210040068. 


sai'^070019   Oenepit  Ltr   02-21    to  all    licensees    b  *tt  t  ni^lk  »' 
pouer    rtittors    re  Tach   Specs   fop    fiPB    protection    (ulil. 
Foruarif*    ouldatice  discussing   general    scope    t    d»*triti°| 

elements    to    4e    included    in  audit.  Svc    list    end. 
EIBENHUT,  D.  0.       Division    of   Licensing.       03/1  0/OA  furt-l+Sst 

Edison  Co.     of    N>u  York,     Inc.       17pp.        15993;  330        '£** 
FJche:  30-000-  82/10/06,8210070019. 


8211150121    Summarlie,   820910  meeting    in   AMant*.OA    n  ** 
fipe    protection    equipment    at   facilitg. 
LEWIS,  R.  C.       Division   of   Project    fc  Resident   Pro»**-e 
UHRIO.R.E.       F-lorida   Power   &  Light  Co.       2pp.        16054    1 43 
Ftchs:  50-399,  82/10/06,021 1 150181. 


B2I1020592  Foriuardi  addl    info  re    fipe    protection    muM- 1* 
NRC  riquast    at    S21021   meeting.  Info   consiiti    of    4t,*tLKiiit» 
cambEMtlon   propertiei    of    control    room   panelling    i 
description    of    fire   stop    testing. 
UHSIO.R.E.       Florida  Pouer   fc  Light   Co.       02/10/W 
Division   of    Licensing.       4pp.       1S9B0;059.      84X   Pltftf 
62II020S92. 


BSI039010S  Oen«ric  Ltr   02-23   to  all    llcinteB*     <  « 

inconsistencij    betueen   requirement"    of    10CFR73.  4fll»t   t  filf 

for-  pej-f-orming    audits    of    safeguards    contJnB«nt« 

(sKurtfrj,    plan), Svc    list    end. 

EIBENHUT,D.O.        Division   of   Liceniinj).       03/10/30. 

Edison   Co.     of    Meu  Yopk,     Inc.      8pp.       15993:317. 

Fiche:BO-OOOi  62/10/30,0210290100. 
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6211100311    For  nurdi    "Interim  Finding*   Rapt   an   Adequacy    of  Radiological 
Effurgency   Rviponte    Prsparedne»s    for   Plant   St  Lucie,  FL." 
baicid   an    draft    plan    submitted    by   State   of   FL  &   full-icale 
•  urciie    conducted    on  520210-12.  Plan    accap  table, 
THOMAS,  L.M.       F«d»ral    Emergency    Management   Agency.       83/11/01. 
DIRCKB.  W,  J.       Office    of    the   Eiecutive    Director    for  Operations.        Spp. 
16022:233         24X    Fichu:  50-335,  02/11/01,5211100311. 

—  B211100312   "Interim  Finding*   Kept   or.   Adequacy    of  Radiological    Emergen 
Reiponse   Prepartdnes*    for  Plant   Bt   Lucie.  FL.  " 
•      Federal    Emergency   Management   Agency.       B2/O9/23.       31pp, 
1  6022:  235.        24  X   Fichu:  90-333,  32/11/01,0211100311, 

9211)00052  Summary    of   821031    meeting  u/ut  il,  Eba«co   b    Oag  a-Babco  c  Ic    & 
ABIOC    In   Beth  esiJai  MD   re    fire   protect!  on,  Deviation*    denied 
per   82Q714     1  tr    listed. 

NeRSES,  V.       Licensing    Branch   3.       03/11/02.  Licensing    Branch    3. 

5pp.        Ii035:  020.        24X   Fichu;  50-309,  02/1  1  /OS  .  821  1  lOOOSa. 

Bat  lQ9Q4Oi  Confirms    031102    talcon    re   utll    commitment    to    provide 
protective    1-h    thermal   wrap    on    HVAC   duct»    traversing    Fire 
Area    -IS   From    Penetration   3   to   Penetration   4   i   from 
Penetration    5    to   Penetration  6, 

UKfUG.R.E.       Florida   Pouor    &  Light  Co.       82/11/04.       EISEWHUT,  D.  0. 
Divftion    of    Licensing.       Ip.       16009:  !0i        24X  Fiche  :  50-309,  Q2/  1  1  /O4, 


83111AQ130  Summary  of  021015  meeting  u/util  in  Detheida,  MD  re 
Implementation  of  fire  protection  items. 

NEHEES,  V,       Licensing    Branch   3.       02/11/04.  Licensing    Branch    a. 

4pp.         16102:297.        24X   Fiche:  50-397,  82/1  1/04,  821  1  140130. 

8211230001    Forwards    details    of    1-gr   eitension    to  031115    to  noti  Py    NHC 
if    proposed    solution   re    security    ays    perimeter   fence.  Details 
uithlistd    (ref    10CFR73.  21  )  . 

UHUIO.R.E.        Florida    Poiuer    t-   Light    Co.        82/11/19.        EISEWHUT,  D.  0. 
Division    of    Licensing.       Ip.       16196:2-)'?.       24X  Fiche;  5O-389,  G2/  1  </  ID. 
8511330001. 

e3H30020£j  Advises    that   util    does    not    Intend    to   provide    separate 
(r.Btioralogical    Instrumentation    for    facilities   since 
equipment    in    place   meets    NRC  meteorological    monitoring    d 
•  merjincij    planning    criteria    (NUREQ-0654). 

UKRJC.n.E.       Fldrida   Power    t.  Light   Co.       02/11/24.       E1SENHUT,  D.  0. 
fliviiion    of   Licensing.       Ip.       16230:356.       24X  Fiche:  SO-33S,  B2/  1  1  /31. 
eSl  1300204. 

M.     Antitrust    correspondence 

8211E90077    Requests    transmittal    of   end    notice   of  receipt   of  Atty 
General    .advice   tc   time   for    filing    petitions    to    intervals   on 
antitrust    matters    to  Qfc    of  FH    for   publication. 
TOAL8TON,  A.  L.       Antitrust   &  Economic   analysis  Branch    {Utility 
Finance).       B2/11/17.       COMBS.  T.       Docketing    &   Services    Branch.        Ip. 
I*2-15:3I&.        24X   Fi  che:  30-389,  82/1  1/19,  821  1390077, 

—  B21  1290  110  Notice    of   receipt   of   Attg    General    advice    b    time    for    Filing 
petitions    to    intervene    an  antitrust    matters  re    facility 
application    for  OL. 

TDAL9TOM.  A.  L.       Antitrust   b  Economic    analysis   Branch    (Utility 
Finance  >.       82/11/19.       3pp.       1624S;  317.       24X  Ficne:  50-3B?.  02  /  ll/  19, 

aaua-joo??, 

Q.      Inspection   reports,     IE  Bulletins  i  correspondence 

B2OB19022O  IE  Info  Notice  82-37,  "Cracking  in  Ufipir  Shell  to 
TTansltion  Cone  Girth  Weld  of  Steam  Generator  at  Operating 
PUR.  "  Svc  list  encl. 

JORDAN,  E.  Divliion  of  Engineering  &  Quality  Assurance.  B2/O9V1&, 
Consolidated  Edison  Co.  of  New  Vork.  Inc.  lOSpp.  15930:001.  SAX 
ricne;  SO  -000,  62/07/16,8308190220. 

6206190222    IE    Info  Notice   Sa-34,  Revision    1.     "Welds    in  Main  Control 
Panels."   Svc    list    encl. 

JORDAN.  E.  L.       Division   of   Engineering    &  Quality  Assurance.      02/09/17. 
Consolidated  Edison  Co.     of  Neu  York.     Inc.       107pp.        150?3;1B9.        2-5  X 
FC  Che:  50-000,  B2/09/17,  3E0819022S. 

S2QS190329    IE    Info  Notice  62-39,     "Svc    Degradation   of    Thick   Hall 
Stainleti   Steel    Riclrculation   Sys  Piping   at   BUR  Plant.  " 
Svc    list    end. 

JORDAN,  E.  L.       Division   of   Engineering    1<  Quality  Ainjrame.      SS/QIfSl. 
Consolidated   Edison  Co,     of   Neu.  York,     Inc.       06pp.        li017:09B.        34X 
Fiche:  30-005,  92/09/21,6208190229. 

6EO3190223    IE    Info   Nntici   62-38,     "Change    in  Format  &   DUtribiiti  on    BUS 
for    IE    BullfrtinsiCtrculars   t<   Info  Notices.  "    Svc    li»t    encl. 
DEVQUNO,  R.C,       Director'*   Office,    Office   of    Inspection   «nd 
Enforcemert,       82/09/B2.  Consolidated  Editor  Co.     of   Ntu  YoTh.     Inc. 

(  I  Opp.       16018:021.       24X  Fiche:  50-000,  03/09/22,8203190233. 


B20B190232    IE   Info  Notice    32-40,     "De f i c i arc i e 5    in   Primary    Containment 
Electrical    Penetration  Assemblies."    Svc    ]  ist    encl. 
JORDAN,  E.  L.        Division    of    Engineering     >*    Quality    Assurance. 

Consolidated    Edison   Co.     of   New    vork,     Inc.        l!3pp.        1 593O   01V 
Ficho:  50-000,  02/09/32,  B30B11Q332. 

a2lll50A4B   Forwards     IE    Insp    Rept    50-309/32-48    on    020920-24    Ha 
no-ncorap  1  lance     notarf. 

DAMCE,  H.  C.       Diviaion    of    Project    &   Resident    Program*         BS/1O/07. 
(JHHIO.R.E.        Florida    Pouer    t   Light    CQ.         2pp.         liO61:O73         2*X 
Fiche:  5Q-339,  62/1O/07,  921  11SO64B. 


IE     Insp    Rept    5O-3S9/S2-ia    on   0209BO-;?-!    Wo    nancompl  ian 
noted.  Major    areas     inspecteil'prcopeTatioiial     test    program 
imp  lemnntat  ion.  praaperationaL     test    witnessing    !•    plant     tour. 
TAVLOR.P.A.  ,     JrtPE.F.        Division    at    Engineering    &    Technical     Pvus 
02/10/07.        3pp.         16061:075.        21X   F  i  che  :  50-3£3'J.  B2X  10/07,  ll-'l  I  i  !J 

0211150329   Formards     IE    Ins[i    Rept     5O-3B9/Q2-49     on    0210Ofl--Oa.  No 
noncompl  lance     noted. 

DAMCE.H.C.        Division    of    Project    It   Resident     Proa  rams          BH/IO/HO. 
tJHRIO,R.E.        Florida    Pouer    &    Light    CD.        2pp.         16O55-  O24.        1'IK 
Fiche:  3O-331.  B2/1O/20.  B21  1  1  50321'. 

--B21  1150333     IE     Inap    Rep  t    SO-SBI/BS-W    on   (331  OO1-OE1.  No    nont  nm(i  1  i  ,int  r 
no  ted.  Major     area!     inspectp^pre-QperaticniSl     teat    mitnosQina    *i 
procedUTe-revieUiinspacfcor    Pallouiup     it«nG     &.    plant     Inur. 
rrtVLOR.P.  rt     ,     JAPE:F.        Division    of    Eng  in&er  i  nrj    i<    Tethnitrtl     P  r»nr, 
B2/IO/19.         *pp.        16055    OSi,          34X    Fiche     50-309,  B2/  IO/20,  OL'l  1  1  UQ 


O-335/OS-y)    k    5O-3ai/G3-4b 


Fo-riuards     IE     [nsp    Repta 
0.20920-2't-  Mo    noncomplldnce    noCEd. 
DANCE,  H.  C.        Division    of    Project     fcRn 
UH^IO.R.E.        Florida    Poiuer    ',   Lignt    Co 
Fiche;  50-335,  62/10/30.  02  L  1  1  S03B&. 


dcnt    Programs. 
3pp.          Ift05i>:  OO1 


Mo 


IE     Insp    Rapts     50-335/83-34    *.    5 
noncomp  1  iance    no  tod.  ll.i  JOT    areaa    in  9  pec  ted  •  Uni  t    1    forced 
outages  ,  Uni  t    2   OA   and  i  ts,  inst  rumen  lotion     Instollntlan    E. 
closed    none  anf  ormanc  B    repts    &    defitiencij     ropti 
HUNF,H.1>.  .     CQNLDMiT.E.        Division    of    Etig  in  ourlng    f>    Technical 
Programs.        B3/1O/15.        5pp.        I6O5fi:OO3.        2-1X    r  i  t  he:  nO-335,  OS  /IC)/;.h(), 
B21  I  130336. 

B20B190239    IE    Info    Notice    HS-tl,      "Failure    aT    Saf  elij/Rollof    Vfilvoo     to 
Open    at    DIJR.  "     Svc     liat    encl. 

JORDAN,  E.L.        Division    of    Eiiginearing     t    Ou.tlitij    rt.Hauronc«          E12  /I()/;.'L'. 
ConsolidatEil    Ediion    Co,      of    Houi    York.      Inc.         ItOpp          lOIMiQilfliJ         IMX 
Fiche:  SO-000.  &2/1O/22,  B2OB1  90237. 

B211150561    Confirms    331101    telEon    re   821133   rogt   muoling    in    Mi.imi, 
FL    to    review    resuits    of    flr&t    phase    annual    appralE.il    of 
reoulatovy    performancfl    for    Hay     19QO-June    19H2,  HftLP   rept   uilll 
be    forwarded     1    uik    prior    to    meeting. 

LEWIS,  R.C.       Division    of   Project    &   Residont    Programs.       tlS/ll/OfS 
OfWIO.R.  E,       Florida   Power    I   Light    Co.        3pp.        l&QbS:  173.        84X 
Fiche:  50-000.  82/11/03,821  1  1  5036  1  . 

9211150452    Foryardi    preservlce    in^p     plan    Section    13.0    roliaf    r«q.UuDti.. 
per     10CFR3O.  SSCg  )     !.    "Hechfln  1  led    Preiervlce     Eiam    of    3elc£tod 
Coropotienti    of    St   Lucie   Plant,  Unit   2." 

UHRIG.  R.  E.       Florida  Power    *•  Light   Co,        33/1  I  /  1O.       El  SEN  HUT  •  »-  D. 
Division    of   Licensing.        360pp.         160-58  ;ODI.         2-1X    Fi  c  her  SO-CfflV, 
82/11/10,3211150-152. 

—  821115045?   "Mechaniicd    Pr-oservite    Exam    of    Selected    Components    of    lit 
Lucie   Plant,  Unit    2.  " 

*       Southwest    Research    Instltu-to.        BS/07/31.         14Rpp.         lAOSHr  B1IJ. 
SIX    Fiche:  50-369,  B2/I1/10,  021  LI  50152, 

62091^0249    IE    Info    Notica   B3-13.     "Def  ic  i  enc  1  e  a    in   LWH   (Mr    FI  1  tratl  mi/ 
Ventilation  fiija,  "    Svc    list    end. 

JORDAN,  E.  L.       Division    of   Engineering    t.    Duality    As-surance.       HH/11/1^. 
Conaoi  t  dated    Edison    Co.     of  New   Yorl,     Inc.         Hipp         16171  '33:)        l"\X 
F(ch*;  50-000,  as/  11/16,  B20S1  90240. 


B2Q919O353    IE    Info    Notice   B.3-45.     "PUR   Lou  Temp    Qverp  ret  sure 
Protection,"    Svc    lilt    encl. 

JORDAM,  E.  L.       Division    of   Engineering    t  Quality    Asaurence.       0a/ll/lV 
Consolidated    Edison    Co.     of  New   York,     Inc.        '3pp         16332   390         !MX 
Flcfl*:  30-000,  H2/11/1V,  B20B190H53. 

R.     Periodic    operating   reports  t>    rol^bcd    corr  e  op  nndonce 

B21i06O36i    Submits    joint   Ebasco    t.   C-E   engineoring    veri  Pica  t  ion    progra 
ueekly    status    summary    for    iuk    of    G31023-30. 

BLODflETT,  T.  H,       Eoasco   Rervicei,      Inc.      (uuba,      Op   Enserih    Corp    ) 
B2/1O/29.       EISENHUT,  D,  Q.       Division   of    Licensing         4pn          13933    !!OJ 
24X  Fiche:  50-3B9,  S2/10/21?,  B21  1O60361. 
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92111*0304  Forbiarrfs    joint   Ebasco   tf  C-E  enginBering    verification    program 
ueetlv    status     *urmn.jry    for   821101-06. 

BLDDCETT,  1   H         Ebasco    Services,     Inc.      (suti.     of   Eniercn    Corp.  » - 
OLOMETT.T.H.       Combust  i  on  Engineering.     Inc.       83/11/05.       E1BEMHUT,  S.G. 
Division   o*    LUMinni.        Spp         1«B9:333         34X   Fi  «  ha:  SO-3FJ9,  89/11  /OS. 
6211110301 

B31124C049  Forwards    joint  Ebasco    t  C-E   Task   Fores   engineering 
verif  icatian    program  ueeklj   status   summarij    for  631100-13. 
DLODOETE,  T.  H         Ebatio    Service!.     Inc.      (subi.     of   Enserch   Corp.). 
B2/11/15.       E1SENHUT,D   S.        Dwi  J  i  on   of    Licen  ling.        5pp.        16306:276. 
2-lX    Fit  he:  50- 389.  62/1 1 /IS.  BE!  I  240049. 

9311240315  Forwards    t unit/startup    progress   update    For   Oct    19B3.  Fuel 
load    target    date    of    92103S   net. 

UHRICpR   E        Florjda    Power    &   Light   Co.        B2/11/19.        E1SENHUT,  D.  0. 
Djvi.ion    o(   Licensins         2pp.        16302:035.       24X   Fiche:  50-309.83/11/19, 
6211240315. 


DOCKET    50-390    WATTS   BAR    NUCLEAR   PLANT,     UNIT    1 

A.     Appl  icat  ion/  construe  tion    stage    documents  6    corre»pond»riit 

32  1 1010434  Foc-uards  request  for  addl  info  ro  NUHEQ-QJ3;,  tl-ii  |] 
concerning  purge  !i  vent  valve  operabi  1  i  ty,  R  esponse  »Ji«iiH  t, 
submitted  by  630101. 

ADENSAM.E.  0.         Licensing    Branch    4,        83/10/03.        PARJIIBJIJ       fi 
Valley    Author  ity.       6pp.         IS9QO:  329.        24X   Flchc;  90-390, 


B2102600SB    generic    Ltr   B2-20    to  all    power  reactor    1 1  c*nitn.  i  I 

holders   (.    applicants    for    CP   re    guidance   for    (mplomint Ini 
BflP   rule.  Forwards  WUREG-0906.  NUHEO    to    be  used    as    inturlft 
measure   until    n«g    Quids    1.70  revised. Svc    lilt    enc  I . 
EISENKUT.  D.  S.         Division    of    Licensing.        83/IO/26.  ConiElU 

Edison    Co.     of    N«u   Vork,      Inc.        9pp.        15993:395.        34K 
Ficnc  50-000-  B2/1Q/36,  0210260088. 


9211300257   Forwards     joint   Edasco    t   C-E   Engineering    Task    Force 
enflineerins    ver if itat 1  an    program   ueellj    status    summary    for 
B21 115-19. 

HLOQGETr,  T.H.        E6a>co    SarvitBi.     Inc.      Isubs.     of   Enserch    Corp.). 
02/11/23        EISENHUr,  0.  G.        Divi  s  i  on   of    Li  t  en  sing.        4pp. 
SIX    Fi  che;  30-339.  83/1 1  fSS.BSl  1300257. 


S      Reportable    occur 


pi,     LERs   4    related    corresponile<nce 


a2110fl&24B   Final    deficiency    r«pt    re   misca  Icul  atBd    hoat    output    of    dU'5ol 
generatori.  Initially    report*d    on   020924   An\b  lent    aiesel 
SBTieratDT    room   temp    recalculated    based    on    revised    Bstlmatsii 
feat    laad  vj  I  ues.  Roam   teup   does    not   eiceed    design    value. 
UHfllC-R    E.        Florida    Pouer    &   Uijht   Co.        32/10/25.        Q'REJLLV,  J.  P. 
Region   S.    Office    of    Director.        2pp.        I5¥2.J:3£0.        24X 
Ficne    5D-3B9,  B2/10/25,  831  104034H 

8211100350    Interim    deficiency   TB?  t    re    failure    of   r*ac.tor    shutitoyn 
tooling    bypass    valvei    to    respond     to   co-mound     signals. 
Initialtij    rsporteil    on   B20i3-Q,  Ot  f  icientij    itill    under    review. 
Final    rept    Eipected    bi|   S31103 

UHfltG.  R.  E        Florida    Power   i  Lloht   Co         B3/1  1/03.        O'REIULV,  J.  f. 
Region   3.     Office    of    Director.        IP         J40M.34D,        34X 
FicKe    50-30?.  83/11/03,6211100250 


B21l0300iO   Forwards    "St  te-Spoc  i  f  i  c    Top-nf-Qroutld   Holfon*    tar  U 
Ray   Cooling    Water   Pipeline.  " 

HILLSrt-.M.        TonneasBe    Valley    Authority.       R3/IO/BQ,        ADEU5A1.E 
Licensing    Dranch    4.        Ip.         15913:103.        34X   F  1  cha:  BO<I90.  BIMW 


—  62ll03'30&fl    "Bite-Specific    Top-of-Oround    Motions    for    Emnlli 
Cooling    Nater    Plpelino.  " 

*      Uaodward -C  lijdo   Consu  1  tantSi     Inc.       83/10/11,      35iB       I31 
24X    Fir  he:  50-390,82/10/38.621  1030060. 


8311160503    ACOUSTIC   EMI8BION   MONITORING   GF  ASME   SECTEOfl   III- 
HVDROSrftTIC    TEST.Uatta    Bar    Unit     1    Nuc  lear   ft«ac  tor 
HJTTON.P.K.,      TAYLOR,  T.  T.  ,     DAUBdN.  J.  F.        Dattfllle   Himorlil    kit 
Pacific    Northuiest  Laboratory.       FIN  0-3089.       NUHEO/CH-2900      J 
Division    of    engineering    Technology.       53pp.       Avjllibll  +1  K 
t<t.  75.         1&1ZH:  173,        24X    Fiche:  50-390,  82/10/31 ,  8»1 1 16030J 


B2 11 090232    Forwards    hydraulic    gradient    drawing    thautrug    p 
due    to    Friction    &   form    lasses    in   Header  20    far  normal 
operation    'j   accident    cond  i  tions ,  per   NRC  620921    rtqutll 
MILLS,  L.  M.        Tennoiaee    Valley    Authority,       62/11/01, 
Licensing    Branch    4.       3pp.       14001:006.       34X    F  1  chr  50-J71,  Bl'll 
£211070232. 


6211230056    Interim    Deficiency   Rept   88-021    rs     incorrect   RPB    loui    Flou 
input    signal  Si.  Initiallij    reported    on   Q21013.  Prob  ten   stilt 
being    reviewed.  Fina  L    rept   uiit    d  E    provided    by   8213-12. 
UltfitG.  R.E.      Florida   Pomer  It  Light  Co.       B2fi  1/13.       O'REILLV,  J.  P. 
flejion   3.    Office    of    Director,        Ip.        141T6-3I1.       S4X 
Fiche:  SO-3&9.  B2/1  1/15,8311230056 

82MS30194    Interun  DBfjciency  Rept  83-020  re    lack    of    documentation    on 
Class    3    £    II    bo IH    li  nuti-  Initially   reported   on  631013- 
Prqblem    still    being    reviewed.  Final   rept  lull    be   submitted    H 
&21233. 

WHRIO.R   E.       Florida    Power    £   Light   Co.        B3/J  1/13.        O'BEILLV.  J.  f. 
Drgion   3.     Orfice    of    Diret  tor         Ip.        liJBO   048.        SIX 
Fiche:  30-399,  B2/1 1  /15,  821 12301  ?4. 


B2111&0237   Forwards    tabular    summary    oF    rasultt    af  •v4|y|bi>gn  rt 
iampl  Ing    program  veriPying    that    buckling   at  riflaei    tn  liIJl 
compre  isi  on   member   used    in   pipe    support  con  F  Igural  iortv   fo 
not    eiceorf    9O1/.    of    ylnld     strength. 

MtLL9,(-,M.  Tennessee  Valley  Authority.  83/11/10.  AMHMM 
Licenslno  Branch  4.  38pp.  16086:068.  24X  Flchc  SO-3'IO,  AM 
0311140337. 


B2111i02aD  Poruards   adifl    info  re    loose    parts    monJtorinf    i(i'MT 
request.  Revi  s  ion    to   FSAFi    Section   7.6,7  reflecting   ipulHU 
1  tenn    in   Reg    Ouide  3.  68,  ItemC,  fl.mill    be  provided    in  A«n( 
48. 

WILLS,  L.  M,  Tennessee  Valley  Authority.  83/11/10,  ftMiaW.r 
LicenslnB  Branch  •).  llpp.  16091:293.  34X  Fi  Chi  30-37),  Wl 
G2111A02SFJ. 


8211230214    Interim   DefLclcntv  Rept  B2-019  re    failure    to    inspect    bent 
small    bore   piping.  Initially   reported    on  021 013.  Pipe   bends 
ui.ll    b*    inipec  tsrf .  FLna!    r«f>t   eipectcd    bij   B31330. 
UHfllO.fl.E.      Florida    Poiuer   t  Light  Co,      &3/1  t/IS.       U'RE3LLY.  J.  P. 
Region  2.    Office    of    Director.       Ip.       16lfl3:SOB.       at  1C 
Fie  he:  50-337.  82/1  1/15,8311230214. 


8211330223  Final  Deficiency  Rept  02-023  re  CBF  actuation  «yi 
presiur I i et  pressure  signal  polarity.  Initially  reported  on 
921013.  Cables  terminated  at  urong  polarity  terminal  blocks 
Cables  rrtonnec  teif  to  correct  terminal  points. 

UHFHG.fi.  E.      Florida  Poiter   i  Light  Co.      02/1  1/13.       O'HEILLV.  J,  P. 
Region   Z.    Office    of  Director.      2pp.       tiltt:  176.       34X 
Ficn»:50-3B9,  52/1  1/15,8211230333. 


V.    Operator  Eliminations 


9210130019  Oenerit   Ltr  B2-16    to   »11   pou«r  r»»ctor  applicants  h 
licetiteev   re    reactor  operator   &   senior   reactor  operator 
requal if Ication   erams.  ftdvi si s    that  cxami  btgfn  at    facility 
aft.r  aSIOOl.  Eve    list  ere] 

EISENf  ISM",  D  0.       Division  of  Licensing.       S2/\0/13.  Con*al  liTa  ted 

Edi»on   Co     oF   H«u  Yorl.     inc.      13pp.       14002:  334.       24X 
Fiche:  50-000.62/10/12-8210130019. 


8211160070    Summary    of   820922-24   lite  meetings    u/utll   t,  \J3  * 
Engine-ers    re     gBotechnlcal    englneoring    Info,  ti  nufl  It  tlan 
potential    of     soils    evaluated    by    utll    in/Seed    t>   Idrdi 
simp  If  Fled    approacft.Bheetplpe  uall    analyses    revlewid, 
KENYON,  T.  J.        Licensing    Branch    4.       62/11/12,  Lictntiflf 

9pp,        16101:302.       34X  Fi  che:  30-390,  82/1 1/1H,  021 1160075 

8211240209    Forwards    "Li<iuef action    Evaluation    OP  EttinlUI  C 
Water    Plpffline    Route   -   Watts   Dar   Nuclear  Plant   Tail    t  ' 
HILLS,  L.  H.        Tennessee    Valloy  Authority.      9B/H/16       * 
Llcenttng    Branch    1.       3pp,        16310:049.       34X    Fleh»j  90-3W.WII 
S21 124020?, 

—  B2M240224    "Liquefaction    Evaluation    of   E»i»nti»l  R«K  CSfHH  ' 
Pip  line    Hou  te    -  Watts    Bar   Nuclear   Plant  T*»k   9.  "  M/url* 
overslie    f  i  gures,  Aperture   cards   are    availabla   In  CW 
»      Woodward -Clyde   Con  »u  Hants.     Inc.       BH/1  1/30.      t>"»tt      *&'•'• 
24X    Fie  he:  50-390,  83/1  l/!6i  021 1340309. 

B311S30373    Forwards    tables    surnmar  i  i  Ing    reiultl    of   tuc»l**|H1: 
program   for    C  lasi   2  t  3    supports.  Info    in*dvert*ntlv  e*ltl«l 
fromB21110    Bubjnlttal. 

iMrLLB.L.M.  Tennessee  Valley  Authority.  62/11/10. 
Licensing  Branch  4.  3pp.  16192:189.  24X  Flch»: 
821 1230373, 
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E      IJMC    Saf»t-)   Evaluation  Report    <SER).     suppls    i  cnrre»pondf>nc: 


«1101<H7I    Forwards   Suppl    1    to  SEfl   re   applica  « 
riQVAK.T.M.       Ai.lstant    Director    fnr  Licensing. 

rennei»e    Valleu    Authority.        2pp.        15079:391. 
Ficht;  50-390,  62/09/29,6311010271. 


82/O9/39. 
24X 


B21105QUi  Requests    schedules    for    submittal    of    respon.es    to    out  (.landing 
ir,*o    reiueiti     r«    SER    (NUHEO-0047)    S.   SEF1   Suppl    1    open    i. 

lonf  Irnatory     Hems.  m,,n/io        PABllia.  H  0 

fffiVAK.T.M.        Assistant    Director    for   Licking,  83/10/19.        PARHIS,  H.  U. 

Tennessee    Valley   Authority.       3pp.       13963:16'?.      SIX 
Fiche:  3-0-39Q,  93/10/17,0211050166. 

B2H  1150221    Foruards    info   rB    schedule*    for  responding    *o   BEFt   concur™,  in 
rtiponi*    to    NRC   BE1019    Itr.Util    SEH   Table    1    provides    op  «n 
ittm    (Chedulss  fr   Table   2   provide*    confirmatory    item 

HI£LS"L":       Tennessee   V.I1.V   Au  thorl  ty.       62/1  1/09 
Llt»r.*lng    Branch    4.        9pp.        16055:103.        24X    Fiche:  5O- 
6211130231. 


.  ,E  . 
.  B2/  I  I  /09. 


Forwards    revised    responses    to  NRC    Questions.   OBIS,  lit 
0212,  133    re    debris    impairing    containment    sump/ECCS 
performance    per   SER  Confirmatory    Item  20.  Responses    will    b* 
provided    in   FSftR   Amend   4Q.  ,,,,„- 

MILLB.L.M.       Tennessee  Valley    Authority.      02/1  1/M. 
Licensing    Branch    4.        llpp.        16237:348.        24X    Fiche:  5O- 
83113002t,B. 

BS1130003B    Foruarda    rept    describing    design   associated    u/mod    fc   related 
sketches    to    protect    cltesel    generator    from   degraded    operation 
due    to    tornado    generated   miaBile    impacting    d.esel    generator 
exhaust.  Info    should    resolve   9ER   Conf  i  rmatory  I    ItBm   7- 
MILLS.L.M.       Tenne99ee   Valley   Authority.       «'"'«"• 
Licking    Branch    4.        4pp.         16336:103.        24X    Fid,.:  W- 
631  E300030. 

F.      Security,     medical,     anerg  Bney    t-    fire    P[otel*|.!"_^"! 

B21004006S    Generic    Ltr    B2-I7    to    all    pouer    reactor    1  fc  eoaeoa    *. 
applicants    t,    holders    of   CPs   re    inconsistency    betue^n 
requlreme^fcn    of    10CFR50.  54  (  t)    S,   STB   for   porforming    audits    of 
emBroency    preparedness    programs.  Svc    list    *"  =  '•  -„,„-.  ,  ,  dfl  ted 

EJSEHHUT.D.  G.       Division   of   Licensing.       B2/10/OI.  Consolidated 

Edi»on   Co.     of   Neu,  YorV,     Inc.       Itpp.       16002:  2B0.      24X 
Fiche;  5O-OOO.  B2/1O/01,  B21004006B. 

H210070019    Generic    Ltr  82-31    to    all    licensee*    E,  applicants    of   nuclear 
pouer    reactors   re   Tech    Specs    for    fire    protection  *""*•• 
Forwards    guidance    discussing    general    scope    I.  describing 

USSR.?."  ir,i:!::  i;  s:i:-r,  .;^;B^  M«™..».*- 

Eiiion    Co.      of    New    York.     Inc.        19pp.        15993:333.        2flX 
Fiche:  5O-000,  02/10/06,  S21  0070O1  9. 

02llOi0354   Notification   of    B21102   t,  O3  meetln9s  «./uti  1     In    Ch.ttano.g- 
S^eetuater-TN,  respectively.  to    discuss    proposed   canceptiial 
changes    to    security    program.  „,,.,.,,  AM,  E    0        Llcansi 

, 


M:  Division  of  Project  .Resident 
PARHIS.H.Q.  Tennessee  Valley  Authority.  lp. 
Fiche:  50-390.  02/10/2810211150597. 


a31]150597    Acfc    receipt    of  821008    Itr    inror^ng   NRC    cf    steps    taker,    to 
correct    deviations    noted    in    IE    Insp   Repts   5O-390/B2-2?  S. 


K    Imp 


—  BBII1EHU09  Responds    to  N«C    820037   Itr    re   deviations    noted    in 
Reot,    SO-3-?0/02-39   &   SO-391/S2-26.  Correct    ve    «*i«"- 

;aj:::iffl,Ks-s.r.:}::,s:  JK:-  ;s«     5  -- 

MILLS.  L.H.       Tennessee   Valley    Author  i  tg        ^2/10/00^      D 
Rsoior,   3,    Office   of   Director.       4pp.       1606S.O91.       «:IK 
Ftch  e  :  30-3?0,  02/10/20.  821  1  190597. 

Foruard»    IE   Insp   Repts   50-390/03-29  i   50-39UBS-26    <m 


IP- 


PARBIS.H.O.       T.nne.see    Valley    Authority. 
Fieh«:  50-390.  83/10/28.  8211150597, 


92U150613  Notice    Df   devi-tion    from    in»p   on 

i      Division    of   Project    it  Re.ident   Proarami.      82/OW27. 
*      24X  Fiche:  50-390,S2/10/20,B31H503'?7. 


Etd    13. 


i  n    .   En,, 

Prooranis.        92/O8/26.        8pP-        16O63.  O?B. 
621  1150597. 

821039010B   Cleric    Ltr    82-23    to    .1  I     1  i  c  Bnsees    * 

incon.istencu    b.hu..n   "«"'»"•;      5°    OnU^encg    pl.n 
for    performing    audits    of    safeguara?    conn    j 
(lecurltv    plan>.3vc     lilt    end. 


Conso  1  iua  t»;d 


o        D 

Fiche:  50-000.92/10/30,3210290106 


Kill  103*4    R«*.nd.     t-    B207.9    I  tr    r.     «...  n  ...     to    B.n.r,  c     ...ur  i  t  « 
training    fc   qual  i  f  i  cat.  on    p  Ian-  C  han    es    ""•£"„    ;,   oro^n^ 
lOCFR50.5*lpl,  imp)  amenta  t>  an    schedule     for    SBqimw^n 
Ferry    requested.  R-/11X03         PrtRHIS.H    8.        Tonii 

sr^or^"^9"^,^"^^ 

021  1110394. 


0,     Advisor,    Co.nittee    nn_Rtac  tor  J 


for    issuance    in   Sapt    l^B^- 
Fiche:  50-OOO,  H2/OI?/10. 
Q.     Inspection    reports,     IE    Bulletii 


c  d  II I  P  d 
FtlALKV.  R. 


a-i-i     IT          'Tt- 

IE  Info  Motie.  S2-37,  Cr 
Transition  Cone  Girth  Wold  °*  Qtea 
p[,'R.'  Svc  list  end. 


H     U  B  0  L'T      She 

"    "  P          fl 
c 


... 

Fich-:  M-OOO.  Ba/<W/li.B20B1902aO 


B208190222     IE    Inf.    Notice    B2-W,  Revl,  Ian     1,      "HMd, 
Panels."    Svc     list    end  n,.,iifu 

ul 


.. 

Fiche:  50-000.  &2/Of/  17,  9206190322 


FicJ.e:  50-000,  B2/09/21, 


82QB190223    IE    lnfO    Notice    BR-38 ,      « Chang^  in    F  or»«  t  ^^111  »lr  i  but ,  n,,    .i»u 
uKpVTSulBioll^'Mlt    Fiche^u-OOO,  82/OT/aa.  flPOBlTOHrS. 


•imary    CoiiLfl  inmoiit 


IE    I  nfo    NotU.    8E-40.      " 
l    Penetration,    Assemblie 


Fiche:  50-000,  92/09/22,8209190232. 

IE    Info    Notice    BC-d,      "Failure    of    aaf.t«/ll.  I  I  of    V-lv...     t, 

^; 

:  50-009,  92/1O/32. 


SlllSOS-?      Aclc    receipt    of    921003    1  Ir    informing    WItC    cf    etens    taken    t<n 
Jcrrect    devUtlans    noted     in    IE     In.p    RcptS    50-370/02-29    {. 


Division   of    Project    fa   Heai.lant 
T.ni««.    V-'ley    Au«pr,t«.         lp. 
Fiche:  50-390.  33/10/20.9211150597. 

aill  Responds     to   NRC    B20B27     Itr     re    devlatio-ns    noted     in     SI:     lni.|> 

Refits     50-39'0/B2-29    k    50-391  /92-26.  C  orrcc  t  ivo    dttionss: 
engineerins    proceriure    ulll    be     i«^ed    t.    c  1  oar  1  y  i    •  tate 
r«spDrSlbillties    for    defining    fire    protection    Sft    boundar  iiis^ 
M*LLE/L   n          Tennessee    V>11.||    Authority.         8B/1O/OB.        0  'HEILLY.  J.  I'. 
Region    2,     Office    of    Director.         1pp.         16063:091.        24X 
Fiche.  30-390.  B2/IO/2Q.BH1  H  50  597. 


Forwards    IE    Insp    Repta    90-390/B2-29   & 
320810-13  tf    notice    of    deviation. 

VESRELLI.  D.  K,       Division    of   Project    It   ResLdont   Programs 
PARRIS'H   0         Tennsosee    Valley    Authority.        3pp.        !&OfaS:O?3 
FieftB-  50-390,  B2/10/2B,  B31115O597, 
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Notice    of   deviation    from   insp    on    S20B1G-E3. 
Division    of    Project    (,   Resident   Progi-dini.        B2/Q0/27         [a 
097.        24*   Fie  lit:  50-390,63/10/20,021  11505??. 


—  821.11504,18    IE    Imp    Reft;    50-390>S?-2f   6   50-391/02-36   on    B200IO-I3 
Nonconjrlianci    p.oted  :  sub  standard    automatic     iprinHer    ays    for 
cable    i-preading    raon   not    in    conformante   u/MFPA   Btd    £3 
HIU.EB.M.H.  ,     CtWLmT   E.       Division    of   Ero  i  peering    &    Technical 
Program*         B3/OB/26         Spp         14062:098        21X   Fichs  :  50-390,  B3/10/3B, 

631U5O25I    Act    receipt    of   021022    JtT    informing    MRC    of    steps    taken    to 
correct   violation*    noteid     in    IE    imp    Repti    50-390/B2-I7   t, 

Bi?B^LL  '  '  &   M         D'"'»>°n    of   Project   i    Resident    Programs.        02/10/29 
FARRIS.  H.  C.        Tennnssee   V^lloy   flutHori  tu.        In.        16060   ?B6        24K 
Fiche.  S0-3?0,  B2/1O/29,  B21I15025I. 

--EHU1HS3B  R.VIM.I    r*Spon,e    to   we  B2Q404    Itr   re    violation,   noted    in 
IE    Insp    Repts    50-390/02-1  7   (,    50-39]  /S2-1  4.  Correc  bivB 
actions.  Tf.nsp    of    all    of    supports    utilising    similar     loclritia 
rfe-vices   ml]    be    Eonijuctrd   ibu    area    concspt. 

H1LLS.L.M.        Tenn.sssf    yall*V    Authontv         Q2/10/32.        O'BEILLV.J   C 
ffflgion   2.     Office    of    Director.        3pp         liOAO1  207         24X 
Fithp    50-390,03/10/29,0211150351 


8208190-353     IE    Info   Notice    S2-4S.     "PWR    Lnu   Tomn    r. 

Prot.ction."    Svc    11. t    oncl  mp    ^"fTMiMi 

JOF1DAM,E.L.        Divisinn    of    Engineering    fcQjalit,,    fl 

Consolidated   Edison   Co.     of  Neu   VD?t,    ?^"  *l£"m  "1-     » 
FlchB:  30-000,  02/11/19,3200190253.  "' 


8211040117    Second    interim    deficiency    rept   re     craclr.d    „   ,,      . 
W«.ti.n9hOUSe    W-2  J,andsluitch   pull    guides  1   „  uVl        ?,.        bT°"n 
InltUllv    repprted    on   S20604    Invest    a'tlai.    =™M    lf*  "V"" 
(U,P,VrMbV    ?3^02.Also    reporledepaer9pIrrS"nt'nULr"->'«" 
(ULLfai  L.  M.       Tennessee    Valleu   Authority        RW/IO/II        .,.». 
R^ion    2,     Ofri(:e    of    Dtr.etnr.        3pp          1^0   S        i«°  WIUIf" 
Fich. :  30-390,  02/10/22,  B21  1040117  lw'"-°14.       31  J( 


B2H040190   Ninth    int.  pirn    deficiency    rtnt   re   #,i 
He.Ur,BhOUse    gate  valves.  ,nitia  l?g    repo^  eS 
reportablo   per   Part   »l.  WLttnghoui.    f  1  i(        h0»  n 
beins    r«vi.«.d.N.,t    rept    o.pected    bg    B3013B         *      " 
HILLS,  L   M         T*nn»ss»e    Valloy   Authority.       B2/10/S3 


, 
*li"1 


S2II1S!H50   Ac*     receipt    of    021025    Itr    infB 

^i**""1*    n°le*    '"    IE    '"'f   Re'J 
o        T   0'v'slanl,o:,p^J"t   *  "" 
.a        Tonnessfle    1/alUg    Authority 
Fiche    50-390.  82/10/29,  621  1  ISOflSO 


in»   NRC    of    ,t.p«    taVen    tn 
50-390/0S-03. 

ident  PraSTflmS.       oa/jo/a9. 
Ip.        Ifi057:  170        2O 


-S2IMSOWI    n^ponds    to    MRC   020219    Itr    re   deviation    notid    in    IE    Im. 
Rep       &D-390/B2-03    Corr.ct.ve    .t  lion,,  r.vi  .,««    to    FSrtR 
Tails    14   2-[    J,    C^^lI!te^    9   Wf  1  1    tot    i  Torpor*  ted     into    FSAR 
Amend    -13   planned     For   Jan   or   Fet    11(13. 

MILLS,  l.K         Tenneiaee    Valley    Authority.        83/10/25.        tl  'REILL  Y,  J   P 
Heamn    2,     Office    of    Director         Ip.        16057    171         34  J( 
f-iche    50-390j  62/IO/29,  BCU1S0450 


°*   OSI013    Itr    inform,   NBC    of    steps    taken    to 


o         T 

C         TEF>nps3Be    Vdtleu    Author  i 

SO-390,  Q2/  1  1  /Ol,  821  1  1  M4S7. 


. 
lo         Ii057    I  sn 


H.  Tennessee  Vail,,,  AutNontg.  B2/]O/ia  D'HEILLV  J 
Region  2.  UfficE  of  Director.  4np.  IA097-  199  1JJ4  u  HEILLV'  J' 
Flthe  30-390,  02/11/01,6 


L.M.        Tennessee    Valleu   Authority.       83/10/33 

a,     Office    of  Director        2pp.        1  3926   252       P 
50-390,  B2/IO/25,  B2I104O126  '       H 


x^oXZ'iri^^ 

Fie  he:  50-390.  B2/IO/39,  H21  1040393  '-o-""         S4* 


Second    interim   deficiencg    rept   re    i 
n'r^^    ?;*--r"l"-n«    reported    on 

continuing.  Next    rept    »,p.tt«d 


330722 


Rnr.r« 

Region    2,     Office   of   Director.       2pp. 

Flcne:  30-370,  S2/10/25,S21  1040461 


H.       QH/10/a5. 
15926'  1S2       24X 


92(1040176  Second    Interim   deficiency    rept  re    CDi»r.tfl  *nrh».i|l  t 

«da,0    v    O   .tion.  Initiollu.    reported    on    B2052B,  W9  1  1"*/  " 

potential    proolems    i  nspec  ted.  Memo   sent    to  supervt.ari 
rtiponiib].    for    anchor    bolti.N.it  rept    e.pectBri    bg  oa«|» 
MILLS,L^M        Tennessee  Valley  Authority.      62/10/26       0' 
«gl<"1^'^"1"   Of   ">ir«top.       SPP.        13988:  3W        MX 
Flcrte:  50-390,  92/10/36,8211040176 


cDnn,u 

«bU        nSaliat    °".  Tnitially    reported    on    BaO&IB.Utll    .111 
MtibUih    .«„    deviations    for   each    ehar«t.M.lie    tvpt  *t 
ei  e-c  tric-al    no  j  se    source, 


en0oi:m  -  . 

!   ^      Jr™      Ue   of   Director,       2pp.        1592B:  OS3.       24-X 
iihe:  30-370,  B2/10/26,  B211040409 


"•"«»«"»   r.pt   re  v.ntln4    of 
"'*"    •«>-I»'*'-ll«   reputed   ,n 

"11  of  pipins  sga  und  ..... 


»L3MlniI?nn*""  Valle«  Authority.      B3/10/SB. 
R»alon   2.    Office    of  Director.       3pp.       15993:895        24X 
Fi  ch»;  50-390,  B2/IO/2B,B21  1080141 


,,,,f*DI1?    I?*"1"   °>F"i*ncy   rept   re    -t.ar,  B*ntrilBf  :  =  .- 
support    bolts.  Initially    reported   on   B20610.  Fractur. 
H304IB      m  eva|uaUo11   "8flr    "rapletion.N.*t  pent    axpictid  h| 
MILLS,L,H        Tennessee  Vallsy  Authority.      33/10/20.      0  -RCrLLV,  J  f  . 

2?'J      J!'™""   °f   Dir"t1"''       2PP-        15993:234.       24X 
FJ«(IB;  50-390,  B2/10/20,  B21  1080147 


B2110B0167    Thipd    interim  deficiency   re  p  t    re   tf«f  it  i  ,nci»»   In  Alt'* 
ciffl.nt  mcrtjir    1  inlngs.  Int  tl«l  ly    r«port»d   on   BSOMI.  Vlllrtl 
map    performed   (.  all   avallaole    test    dat*  rtvleutd.  Htil 
etBd    bg   H30S19'  Ai"   reportab  le   p.r   Part   21. 

T.nnesiee   Valley   Authority.      B2/10/S8,      O'KEHV.^t. 
™M"   °f   ""•«*".       4PP.       15901:113.       34* 
O-39O,  82/10/28,321)080167. 
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sail  080236  Revised    final    deficiency   rep  i    re    corrosion    of   carbon    uteri 
piping     in    essential    ram  cooling    uatcr    sys.  I  nitial  lij    reported 
on  001230,  Util   will    conduct    insp    b/or    hydrotest    piping    & 
identify   &  repair    leaks    on    periodic    basis. 

M[LLS,L.H.       Tennessee  Valley   Authority,       82/10/37.       O'REILLY,  J.  P. 
Region    S:     Office    of    Director.       2pp.       13992:309.       24X 
Flehe:  50-390,  82/10/29,  B21  1000336. 

0311090254   Third    Interim  deficiency    rept   re   ambiguous    outputs    from 
Barton    pressure    trananti  ttors    In    fiCB.  Ini  tlal  ly   reported   on 
B20409.  Wettin  ahouse    made    preliminary    recommendations    toward 
tolutton   of   prob  tern.  Also    importable    under   Part  21. 

KILLS,  L,  M,       Tennessee    Valley    Authority.        02/10/29.        0  'RE1LLY,  J.  P, 
Region    2.     Office    of    Director.         lp.        13993:299.       2AX 
Fictio:  50-390,  03/10/29,3211000354. 

3211090403    Btcond    interim   deficiency   rept   re    possibly    inadequate 
tapjnsfon   anchor    spacing    criter  la.  Ini  tial  ly    reported   on 
H20&O7.  Imp  Si    sampling    program   being    developed.  Addl    Info 
will    bo    submitted    6u   830409. 

MILLS,  L.rt.      TennesiBB   Valley   Authority.       82/10/29.       0  'REILLY,  J.  P. 
Rsjlan    2,     Office    of    Director.        3pp.        16009:107,        24X 
FJche:  50-000,  63/10/29.  8211070403, 

e3110HQ211    Second    interim  deficiency   rept  re    dieiel    generator 
olfctrlcal   equipment    temp    ratin  g.  Ini  t  lolly    reported    on 
Q206O1.  Investigation   mill    follow  determination  of    dieael 
generator-   room    temp    exceeding    ISO  F.  Neit  rapt   by    830121. 
mils.  L.M.      Tennessee   Valley   Authority.       02/11/01.       O'REILLY,  J.  P. 
Region   a,    Office    of   Director,       2pp.       15978:340,      24* 
Ft  che:  50-390,02/11/01,8211000211, 

83U0aO221    Second    interim  deficiency   rBpt   re    ravieu  t.  update  of 
piping    drawings.  Initially    roporteif   on   B20621.  Review   of 
varioui    means    of    developing    procedure  1  ly    controlled    sys    for 
drawings    cont  inuos.  Hat  t    ropt   eupBcted    by  030331. 

HILLS.  L.  M.      Tennessee  Valley   Authority.       03/11/01.       O'REILLY,  J.  P. 
Region    S.    Office    of    Director.         lp.        15978:339.        34X 
Flchc:  50-390!  82/1  1/01  ,  B2HOB0221  , 

G211O9O103  First    intnrim  deficiency   ropt   re    failure    to    establish   & 
implemnnt  OA   program   for    storage.  Installation  It 
o-oiumifntntion    of    insulation  usod    on  t<   around    safety-related 
equipniant,  Initially    reported   on    831008.  Next    rapt   by    830114. 
MILLS,  L,  M        Tennessee   Valley    Authority.       S2/11/O3.        O'REILLY,  J.  P. 
flexion   S,    Office    of   Director.       2pp.       16003:354.       34X 
Flcho:50-3TOr  83/1  1/03,  8211090103. 

8allQ90S49  First    interim  deficiency   rept    re    improper   design  of    safety 
inj*ctlon  *y«    pipe    supports   mfg    by   Berjen-PatBraon   welded   to 
liner    plates.  Initially   reported    on  821006.  Util    investigating 
corrective  actions.  Next   rept   expected    by   B30|2-tn 
MIU.H,  L.M,       Tennessee  Valley  Authority.       82/11/03.       O'REILLY.  J.  P, 
noDlan   a.    Office    of    Director.       3pp.       16003:070.       24X 
F  i  C  h  e  L  30--390,  92/11  /03,  B2  1  1  0901  19. 

0211090157  Btilh    inttrim   deficiency   rept   re    in.uffieient    dpcumentation 
for    protective    devicsa.  Ini  tial  ly   reported    on  810313, 
Investigation    continuing.  NB*I    rept  will    be    submitted   H« 


u.M.      Tennessee   Valley   Authority.      BB/11/03.       0  'RElU-Y,  J.  P. 
RgglDn    H,    Office    of   Director.        lp,       U003:083,      24X 
Flche:50-3TO,  03/11/03.8311090157. 

0211100203  Third    interim  deficiency   rept   re    errors    in   WERCO  program 
dt.tributerf    by   AAA   TechnoUsy.  Ini  tial  ly    reported    on  93040?. 
UERCO    ueer.   notified   at   prooram    1  imi  tation..  WERCO  manual 
wilt    be    controlled    document.  N*»  t   rept    ".pectod    by   83°="-      „     ,  p 
MILLS.L.M.      T.nne.sea   Valley  Authority.       B3/ll/04_   O'REILLY.  J.  P. 
Region   2,   Office  of  Oirecfcor,      3pa.       16023:032.      24X 
Flch«:  50-000,  82/11/04,8211100202. 

a&H3202i9  First    interim  deficlancy   rept   re   <  tfl'P""'1"    tn  pipc 
rupturB    hardware.  Initially   reported    in   02I°|0VMpl?''      11    be 
snaly.l*   b.ins    redona    using   TPIPE  program,  Next  rept   will    be       _ 

aubmittsd   by    830123.  „„,,,,„.        n'HFiLLY,  J  P. 

MtLLS.L.M.      T,nne,,.e  Valley   Authority  ,^3/11/05        0  REILLY.  o.  f. 
FlBolon   2,    Office    of   Director.       3pp-       I6163.07O.       sw 
Flcha:  50-390,  02/11/03,8311220269. 

8211^20303  Fint    interim  deficiency  repfc   "  Mr'^coonna^an"'' 
locatioTi  of    16    flow   switches  mounted    on  HVAC   air   cooling    "n 
«*;"    2  ».;.et!vi   Hiring    di.grams.  mmallg   reported   on 
BaiOOB.Next   rept   wilt    be    submitted   by    B3O\sa.  ,  0/REILl.y.  J.  P- 

MILLS,L.M.      T.nn.ss.e  Valley   Author!  ty.      B2/11  /«•       °  HtlLl-* 
Reg-lon    2,    Office    of   Director.       2pp.       16163.  IBS.       *t* 
Flcht:  50-390,  82/11/08,8211220303. 


B21I23O07Q    First    interira   daficiencg    rept    rs    1-icli    of    teat    procertL 
HVAC    refrigerant    eitulpinent.  Initial  lij    reported    on   O210K! 
Itiv«s  ti  jation    onaoing.Neit   rept    eipected    by     ntJO?S4 

HILL3.L.  M.       TennesseB   Valley   Authority.       63/11/13         O'REtLLV.  J   P 
Region    2,     Office    of    Director         2pp          16193-356         2.1* 
Fie hf.  90-390,  82/11/13.5211330079 

B311230171     Second    interim   defic i ency    rept    re     lack    of    qual  i  f i c at  IQI 
embedment    plate*.  Initially    reported    on   B20519.Eijppait    aesijn 
chanaes    completed    d   all    deficient    emb  eilmenti    qualified    Cause 
under    investigation.  Ne>t    rept    will    be    provided    by    831331 
MILLS.L.M,        TennesteB   Valley   Authority.       92/11/1S         O'/'EJLLV.J   F> 
Region   2,     Office    of   DirBttor         lp.        Itira    113        24X 
Fie  he:  SO-390,  B3/1 1/12,  S31 123017  ! 

8211230177    ElBventh    interim   deficiency    rept    re    improperly     installs* 
lupport    anchon.  Initially    reported   on   010608. Util    evaluating 
recommended    disposition    for   cited    deficiencies   He  i  i    rept 
mill    be    submitted   by   930338 

MILUS.L.M.       Tennessee    Vallsy   Authority.       03/11/13         O'REILLV.J   P. 
Region   2,     Office    of    Director.        lp.        16193:  144.       24X 
Fie  he:  SO-390,  B2/1 1/13,  821 1230179. 


B3112300B3   Second    interim   deficiency    rept   re    torn.ido 
on    auxiliary    b  Idg.  Ini t  lal Ly   reported    onB20633Add! 
It    evaluations    of    daors   underway    tn    (JeterminE    sigrnf 
higher    than    expected    load  ings.  Nei t    rept   planned    For 
MILLS, L.M.       Tennessee   Valley   Authority.       B3/11/15. 
Region    2,    Office    of    Director.        2pp         16193.314         24* 
Fi  ch*:  50-390.  32/11/15,  B31 1230QS5 


1 1  >)'- 


B30432 
O'HEELLY:  J.  P- 


83I123Q12B   Third    interim   deficiency    rept    re    nonccnf orroing     quail 
of    RHR/DHR   sump    valve    room.  Ini tial  ly    reported    on    S2Q422 
Ufcil    considering    design   enhancements     for   valve    rooms    in    forra 
af     leak     monitoring    sys    per    ERP    6   2   •>    Next    rept   due    "O.Srt 
HILLS, L.  M.       TennesSBe   Valley    Authority         B2/I1/15         0   REILLY, 
Region   2,     OfficE    of    Director.        lp         16193.047        24* 
Pica  B:  50-000,  B2/1 1/15,  B31133012B. 


0311230069   Final    deficiency    ropt    re    lontainment    pene 
Initially    reported    an   Bl  1307.  Des  i  on    reviews    will     B 
performed    on    all    electrical    penetration   conductor 
redundant    overcurrent    protection    changes          ..... 
MILLS.L    M        Tennessee   Valley    Authority        83/11/17 
•Region    2,    Office    of    Director.        3pp         16196.312 
Fi  cne:  50-390,  B2/1  1/17.  B21  1330069. 


n,ar.T,tv     ,   i> 
O'RHILl.V,  J   H 


B211290397   First    interim   dBficiency    rept    re    failure    to   perform 
functional    tests    to    verify    that    valve    uill     open    "'"in 
spocified    time    Umi  ts.  Ini  tial  ly    reported    on    8211)1'*   Spec 
sheets    being    e.amined.  He.  t    rept    to   be    aubmittec |    ^    8™-*±*-  - 

MJLLS.L.M.        renr,eE5eB   Valley    Authority      B2/1 1/1  70   HEILLV.  J    P 
Region    2,     Office    of    Director.        3pp         16219:063         J4X 
Fiche:BO-390.  B2/1I/17,  621 12?0397. 

B3112905BO  Second  interim  deficiency  rent  re  sheared  motoi 
in  Limitorque  motor  operators.  I  n.  t.al  ly  "P«t.d  on  B20S 
LimitarquE  initiated  corrective  actions.  Hex  t  rept  will  be 

MILLS^  M^Ttnnessee   Valley    Authority.       B2/1 1/1O        O'REILLV,  J.  f 
Region    2,    Office    of    Director.        2pp-        I6<21:  345.        =J1* 
Fie  he:  50-000,  B2/1I/IB.  83!  12905BO. 


921IS90MS   Fifth     interim   deficiency    rept    re    i  nc 


ec  t 


R.gion    2,     Office    of    Director.        lp 
Fi  c  he:  30-390.  B3/1  1/18,  8=1  1290595. 


, 

16236.  03B 


ao 

on  B11204  Srauings   revised    to  add    1-h    rated    fire 


. 

Region    3,    Office    of    Director.        2p 
Fiche:  80-390,  S2/11/I9.B211290S06. 


.  346.        34X 


First    interim  deficiency   rept  re    postulated 


B2112202B8  Final    dificleney    ropt   re 
pool    sates.  Initially   reported    on 
meet   R«l   Ouid«    1.  13  nqulremetits. 
MILLS.  L.H,       Tenntiies  V-lley  Authority^ 
R*olon    S,    Office    of  Director.       2pp. 
FfcM:  50-390,  B2/1 1/12,921 1E20EBB. 


92/11/12.      O'REILLY.d.P. 
14165:  206.       24X 
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V.    Operator   Eliminations 


FLAW,     Win   3 


8310260088  Gene 
nold.r,   ft   a' 


0-390,  B2/10/S6, 


B21I150221 


^ 


"•     ""• 


:  50-390,  DS/I  I/O! 


Foryardi    addl     Info 


.....  dr 

06         34'    P^h"    50-390,  92/]  J  /Of, 


— 


rr     _r         -17    t         n 

r 


Ffcha:  90-000,03/10/01,  8310040066 


S310O7001? 
P««r   rL 


11     ,, 
' 


• 


ST" 


*fl«!j 


0211240209. 


. 

Fichs:  30-370,  B2/1  1  fit. 


MRHIE^M  0M'T   Divlalon,,°f  Project  i,   RB,ident   PrDBT-.m.. 

R"*hoiiit-    • 


, 

821  1150597 


"  IE  '"'»•?*• 

o   of  deviation 


8,  90-391  /aa- 


LLER 


i-   Deviation   from   imp   on   020910-13. 

ij»ct  (,  Resident  Program.       B2/09/H7.      lp, 

i  eh*:  50-390,  HE/IO/SB,  821 1 1SO397. 


""P    B«Pt«   50-390/82-29  «  50-391/82-Bi   Dn 
^!    "»*«":  •«»;^nrf«rd   automatic    .flrinkj.r    ^u»  f»r 

S!    r°?*    "Ot    '"    "BfWMnc.    WNFFA   StO    13 
«  D'Vl:iSV  E"9'n""in9   4<  Teehnlc.l   PrP»i>Ml. 
Bpp.       14062:098.       24X  Fich.:  50-390,  B2/1Q/3B,  B3H  IMKI 
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Q2IQ2901OQ   Oenerlc    Lti*   82-23   to    all    licensees    b  applicant*  re 
incontl* tency    betwoen    requirements   of    10CFR73.  40<g)    !t  8TS 
Far    performing    audits    of    safeguards    contingency    plan* 
(•icuritv   plan). Svc    list    one). 

E1EENHUT.  D.  0.       Division   of   Licensing.       B2/10/30.  Consolidated 

Ed  lion    Co.     of    N«u    Yuri,     Inc.       Hpp         13993:319.      34X 
Flche:  30-000,  02 /  1O/30,  02102TO108. 

6211110394  Respond*    to   020719    Itr    re   changes    to   generic    security 
training    &   q.ual  ificat  ion    plan. Changes    consistent   ui/ 
JOCFR9O.  34(p ) ,  Implementation    schedule    for    Sequoyah   d  Browns 
F*TTV    requested. 

ADEN8AH.  E.  C.       Llconilng    Branch    4.       92/11/02.       PARRIS.H.O.      Tennessee 
ValHiJ    Authority.        5pp.       16045:028.       24X  Fi  che:  30-000,  B2/11/02, 
0211110394. 

0.    Advisory    Committee    on  Reactor    Safeguard*   reports   d   correspondence 


ftdviiai    that   ACRB  BSOQli  1    IS  recommendations   d  comments   re 
OU   application*    uill    be   addressed    in   SER   suppls   scheduled 
tor    Issuance     in   Sept    1902. 

GOODWIN,  E,  F.        Technical   Support    Branch.      82/09/10.       FRALEV,  R.       ACHE  - 
AdvliDru    CummlbtBB    on  fiBactor   Safeguards.       3pp.       13094:250.       21X 
FUher  BQ-000.  82/0-9/10.8211010061. 

0.     Inipectlon   report*,     IE  Bulletin*   tt   correapondence 


—6211150610    IE    Intp    Repts    50-390/92-29   !,   SO-rm/iW-Si 

Noncomplianti   noted: substandard    automatic     sprinkler    sys    far 

cable    spreading    roan   not    in   confornance   u/UFPA   Std     13 

MILLER. U.H..     CONLOfJ,  T.E.       Division    of   Eng  inmnng    !<    Technical 

Programs.       32/09/26.       Bpp         ItObS   09B        2HX   Fiche    50-3W.  R3/lO/L*a, 

6211150597. 


B211IS0251  Acl  receipt  of  B21022  Itr  informing  NIK  of  i 
correct  violations  noted  in  IE  Injp  Repts  SO-3TO/G2-1 
50-391/82-14. 

VERRELLI.D.  H.        Division    of    Project   fc   Resident   Program 
PARR18.H.G.        Tennessee   Valley   Authority.        Ip 
Fie  he:  50-390,  82/10/29,9211150251. 


Revised    response   to    NBC   G20604    1  tr    re    violations    npt«J 
IE    Insp    Repts    30-390/82-17   t.    50-391  /Q2-I4.  Correc  t  iva 
actions:  reitiip    of   all    of   supports    utilning    similar    locking 
devices  uill   be   conducted  61;   area   concept. 

MILLS,  L.H.        Tennessee   Valley    Authority         B2/10/22        O'BEll.LV,  J   t' 
Region    2.     Office    of   Director.        3pp.        14060   2B7.       24X 
Fie  he:  30-390,82/10/29,0211150251. 

8211150457   Ack    receipt    of    021013    Itr    informing    NHC    uf    steps     taken    to 
correct    violations    noted    In    IE    [nap    Rept5    5O-390/B2-IR   1 
50-391/82-19. 

VEHHELLI,  D.  M.        Division   of   Project   f.   Reiiilent    Programs.        Q-3/ll/Ot. 
PARH1S,H.O.        Tenneisee   Valley    Authority.        IP         Ift057    153         24  X 
Fiche: 50-390,  B2/1 1/01 , B21 1 150457 


24X 


6209190320  IE  Info  Notice  02-37,  "Cracking  In  Upper  Shell  to 
Tran»it(on  Cone  Oirth  Ueld  of  Steam  Oenerator  at  Operating 
PUR.  "  Svc  Hit  end. 

JCflOAN.  E.  Division  of  Engineering  t  Quality  Assurance.  02/09/16. 
Consolidated  Ediion  Co.  of  NBU.  York,  Inc.  105pp.  13930:001.  24X 
FJcher  SO-OOO,  Ba/O9/I6-B200i<?022O. 

020D1  90233    IE    Info    Notice   0B-34,  Re  vision    li     "Welds    in  Main  Control 
Pfln«l*.  "    Svc     list    encl. 
JORDfiN,  E.  L.        Division  of   Engineering    li  Quality   Assurance. 

Con»olldate<l    Edison  Co.     DfNeuiVork,     Inc.       107pp.       15095:103 
Fiche;  30-000,  ea/09/17,8200190222. 

BZOQltOSSt    IE    Info    Notice   B2~3<?,     "Bvc    Degradation   of   Thick  Wall 
Btalnleit    8teel    Roc  irculation   Sys   Piping   at    BWfJ  Plant." 
Bve     ll*t    *ncl. 
OORDAM-E.L.        Division   of   Engineering    t.  Qual  tty  A«»urance 

CoTiioHifflteif    Ediion  Co.     of  New  York,     Inc.       86pp.       16017:090. 
Flehe:  HO-OOO.  92/09/21.  02081  90229. 


GaOai-V0223    IE    Info    Notice   0S-Q8,     "Change    in   Format   t.   Distribution  BBS 
for    IE    Dirl  let  Ins,  Circulars    (<   Info  Notices,  "    Bvc    list    encl. 
DEVOUNO.R.C.        Diroctor's    Office.    Office   of    In.pBction   and 
Enforcement.        02/09/22.  Consolidated   Edi  son  Co      of  Nw  VorV,     Inc. 

110pp.        li01H:Oal.       24X  Fi  che:  50-000,  02/09/22,  03081-70223. 


0200190232    IE    Infa    Notice  82-40.     "Deficiencies    in  Primary   Containment 
Electrical   Panflfcration  AB»»mbl  i  es.  "   Bvc   liBt«nrl. 
JtWOAN.E.L.        Division   of   Engineering    t-  *••>  '*?   *"ur-" 

Con.  clld-ted    Edison  Co.     ofN.u,Vork,     Inc.       112pp. 
Fiche:  SO-000,  B2/09/23,820B190232. 


na/09/23 

0.S?,       Sk 
1S930.01V. 


0200190=39    !E    lifo    Notice  83-4,,     "Failure  of    Safety/Relief  V-lv.s    to 

^^Ai;'^ 

FfcJi«:  30-000.  02/10/22,8200190239. 

0311130397   Ack    r.c.ipt    of  621000    Itr   infor-ing   NRC    of    .Up.   Uk.n    to 
eorr.ct    d»vl«tloni    nottd    in    IE    Insp    Hept.   50-390/flZ  29  ft 


:        Division   o,    Project  .Resident  Program 
PARRia.H.O.        T.iinessae  Valley    Authority.       Ip.       16062.  09O. 
F.cht:  30-390,  82/10/28,821  1  1903-F7. 


16062;  091.       24X 


fire 

MILLS,  L.tl  "Tennessee  Valley  Author 
Region  3,  Offlca  of  Director.  4pp. 
Flche:  30-390,02/10/88,8211130597. 

„ „,    FOT«.H,    IE   I«P  «.P*«   50-390/02-B9  I,  30-391/82-2.   on 

920810-13  8.    notice  of  deviation,  R..id,nt  program*.      62/OB/27. 

VERRELLI.D.  M.       Divi.ion    of  P^°J"*    ^""' "I"        ifi062:093.       3*X 
PARRI0.H.  0-       Tennessee   Vallev   Autnornry-      «(,(,- 
F*  c  ti  a :  50-390.  S2/ 10/28,  321 1 13O397. 


--B2111S0463  Responds    to   NBC   S20707    Itr    re   violations    noted 
Repts    50-390/B2-I8   JL   50-391/B2-15.  Correc  t  i  ve    act  ions,  au 


jnecif  ically    required   bij    commitments 
MILLS,  L.H.        Tennessee   valley    fiuthoritu         83/10/13 
Region    2.     Office    of    Director.        4pp         16057    159         a 
Fiche:  50-390,  82/1  1/01,  821  11  50457. 


O'REILLV.J   I- 


B21tl50i73   Ack    receipt    of   621026    Itr    informing    NRC    of    steps 
correct    violation*    noted    in    IE    Insp    Ftepts    50-390/82-33   I 

VERHELLI?  D.  K        Bivision   of   Project   ft   Resident   P«9""« 
PABRIB.H   0.        Tennessee   Valley    Authority         Ip         16061     165 
Fiche    30-390.  B2/1  1/04,521  1150672. 


IE 


0211150690   Responda    to   NHC   820923    Itr    re   violations    not 
Repts    50-390/82-33   t-   50-391/82-30.  Correct  ive    actions: 
support    reworked    t      reintpocted    1    projecting    bolt    replaced 
u/proper  bolt.  Final    rept   a<pected   by   aa'210  „,„,-,,,  v     i  c 

MILLS,!-   M         Tennessee   valley    Authority         B3/IO/36.       Q'REILLV.JP 
Refllon   2,     Dffica    of   Director.        2pp          16061.166.        24* 
Fiche:  50-390,  82/11/04,8311150672. 

B21I1S0685   Foruards    IE    Insp   Rept*    50-390/82-33   I,   30-391/82-30    on 
820907-10  t   notice   of  violation.  aitrvtii 

vERflELLI,D.M.  Division  of  Project  (,  Resident  Programs  .  &'?%• 
PARRIS.HO.  Tennessee  Valley  Authority.  2pp.  16061  168  -AX 
Fiche:  50-390,  82/1  1/04.  821  1  150672. 

9211150689    IE    Insp    Rept,    50-390/02-33   !,   5O-391/B2-30   on    B209O7-10. 
Noncompliance   noted:  fai  lure    to    issue    urork    release    document 


&211150672. 
8300190248    IE    Info   Notice   8S-43,     "Deficiencies    in   LWR   Air    Filtration/ 


Fleht:  50-000,  82/11/16,  8209190248. 
920B190253    IE    Info   Notice   92-45,     "PUR   Lou,  Temp    Overpressure 


Fiche:  50-000,  82/11/19,8209190233. 
S.    Reportable   occurrences,    LGRs   *j 


MILLS,- 

Region  S,    Office   of   Director.       3pp. 
Fich. :  30-390,  B2/10/S2. 8211040117. 
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flet™*    "'*    »    fa"""    «"    *.r.tg-r«l.t.d 

fnit.a  L  I,    reported    cm   801  031    Al*0 

" 


^portable    per   Part    21.  H..tlnBliou..    fi,!d    chanSe  „ 

being    reviewed.  He-it   rept    ejected    by    830123 

MILLS.L   H         Tentitnee   Valley   Authority.       B2/10/22.        Q-Rfn  LV,  J   P 

R.fl.on   2.     CffUe    Of    Dlr«tor.        Ip,        15928'355         24* 

FKtii  -50-390,  OS/  10/23.  021  1040190. 


m       E'T^    "P*   "     '^rop.r   u.ld    .tt«l,m,nt 
reported    on    921030.  Corrett  iv*    action 


S2110?OI03  Fir.t    intirim  deficiHncu    rept    re    fa,]L 
i«pt».nt   QA    pragra^  for    itorags,  instal  |aj  on 
docum.ntatlon    of    injulatlon   used    on   S<   around    w 


,    .   fc. 
tlt'»1*" 


, 

" 


Fiche:  30-390,  93/10/35.631  i0403?3. 
621I0404AI    B«ond    interim  <U*Uline 

insr  Tetr:  ;ata  irittiai^ 

&JO?33  "    "nt'"«'"( 

MILLS.  LH         r«fine,aBe    V»I 


re    !•»„•»    u.e   of  digitized 

"      '     d 


0  -REILLV    JP 


50-390, 


02!  IOBOI47 


FUHt:  50-390.  82/1O/2&,  B2I  IOQO167 


^^^^ff^r:rDir:;i:ru^o^iX3^v/(>s^,x0'RElLL^ 

Fl  crte:  50-390,  B2/I1/03,S21 109O1  37 


In 


9211100202    Third    interim   deficiency    rept   re 
WER    S1    :   :      *\?f*  Technolo9g,  ,nitu!lv   r 
WERCD  u»er.    natified   of    program    1  imitations.  WERCO  m*n,,j,| 
M   LL8   I      "ntT°iletI    *ocu..nt.N«t    rept 
MILLS.L.H.        Tennessee   Valley    rtuthority. 


B21  1220269 


oc  o  1      ,uM- 

™J^!    ?  f!01"  awitchea  mounted    on  HVAC   air   CDO]|n,   |ln 

92   ra  S«r*M<    'V?,r^in9    '"••'•««•.  Initl.lH    report        en 
S21OS.Me,t    rept  ulll    be    submitted   by    830120, 

"Ilii"'V'  '  0'MIU.Y.JJ- 

t       B      ™  -.  P 

icNe:  50-370,  62/11/09,5211220303. 


o«t 
meet   RBJ 

LM' 


Dn 


<fe    I.  13  requl  romenta, 

-I?I""*5'S-v*11"1  rtuth 

'™f  lc*    of  Dlrector        af 
-3?0.  B2/1  1/12,  S21  12302HB. 


ea/i  I/is. 


»n   Periodic 


pi 


™  .....  -• 


90-390,  62/  1  1/01,  82J  I08£»l  1. 


rfrSt    i"te"m  d"il:*«««   "P*    "    lact    of    U.t 
r-Bfrigerant    equipment.  Initially    reporter   on   O2I013 
t*2         5    ongoing.  ND<t    rept    e.pected    by    Q302B4. 

paiBn    o      nfll!nneSce«1Valle'J   Autni"-'tU-       62/1  I/IB. 
Region    2,    Office    oP   Director.       2pn         16193-  35A        n4 
FJch.'  50-390,  82/1  1/12,  621  1230078 


ck    of 
."„„.        d 


8211230171    Second     intarim  deficiency    rept 
«b.d..nt   pl.t...  Initially    reported   on 

unl^^"11?!"*:?    *   f,"    deficient    Mbi 

M»,O  1lll^9t'.9'*t'on-"«>t    i-ept   ulll    be    provided    bu 

B.n^l    i     n,I?nn""e  Val^«   Authority.       B2/J1/12. 
2''i°\?,2'Me*    Df   Dlr"""-.        'P.       16193:112,       SIX 
FicNer50-390,  02/1  1/12,  B21  1230171 


9211230179  Eleventh    interim   deficiency    rept   re    improper]*    InltlH.I 
support    anchon.  Initially    reported   on   8I060S.  Utll    iviluatlnf 
r«com*.nd8d   dispositiar.   for    cited   def  ic  ienc  lei.  W»»t   r.pi 
wiJl    OB    ubrni  bted   it  y   B3022B. 

MILLB,  L  M        Tennesaaa   Valley   Authority.       62/11/12,       0  'flEtUV.  J  P. 
Hegion   Z,    Office    of   Director,        ip. 
Fled.  :  50-390,  S2/U/12,  621  123017? 


8"0??-*11*"11"  dBfitl«n(:«   "pt  rB    tornado  dipr».ivrli4l 
ary    bldfl.  Ini  tially   reported    on  B20fi23.  rtrid  1   analutti 
*iek*      *?  "*    dn°r>   unde''«a»    to   determin.    olgnif  tcancl  of 

iri.S  i     HJn   t"fle':ted    lna("n9».Next  rept  planned    for 
4iiiL,t.H,  L,  n.       TennBitee   Valley   Authoritij.       88/11/19 
Rtgton    2,    Office    of   Director.       2pp.       16193-314        S4X 
Flch*:  30-390,  82/11/13,6211230085. 


BouiPd    int>rim  Deficiency   rept    re   nonconfornlng   1VitlHlll 
of   RHR/DHH    tump    valve  room.  Inl  t  ial  ly    reported    on   BttOVM, 

!    ,    1*">«"epino    design   enhancements    for   valve   roomi    in    ford 
HI,  ,£",     2Dn'torlna    B«s   |li'r   ^P    6.  2-  4.  Ne«t    r»pt    du«    B30-B24. 
mu.H.L.  H.       Tennaiiae  Valley  Authority.       93/J1/1S        0'BEIU.V'J,' 
fi"[ion   3,    Oificf   of   Director.       lp.      Ifil93-0'17       E4X 
Fleh,:SO-000,  82/11/15,8211230128 
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Final    def  i  c  i  uncij    rept    re    containment   penetration  protection. 
Initially    roportori    or.    31  1207.  OBI  ign   reviews    uiill    be 
performed    on    all    electrical    penetration   conductor    sizing   fc 
Ttduntfant    ove  r  C  UT-T  en  t    protect  ion    change*. 

HILLS,  L.M.       TttineiaoD    Valley    Authority.      82/11/17.       D  'REILLY,  J.  P. 
Rifllnn    2,     Office    a  f    director.         5pp,        16196:312.        24X 
FictiBI  50-3?0,  33/11  f  17,  021  1330068. 

6211290377    First    Interim  deficiency    rept    re    failure    to    perform 
functional    te*t»    to    verify    that    valve    will    open  within 
ip*iifl*d     lime     Units.  Initially    reported    on    021O19.  Spec 
ihvit*    being    emml  nod.  Nex  t   rept    to   be    submitted    by   03032  1. 
HILLS,  LM,        TeiHiESBflO    Valley    Authority.        02/11/17.        0  'REILLY,  J.  P, 
Rugi-on    2-     Off  leu    of     Diroc  tor,         2pp..        14219:063,        24X 
FUhe:  30-390,  (12/11/17.0211290397. 

B2t  I'SfOSBO   Second    interim  deficiency   rept   re    sheared    motor    pinion    kegs 
in    Limitorque    motor    operator*,  initially   reported    on   020830. 
LimltDrquD    initiated    corrective    actions.  Net  t   rept   will    be 
irnt    by    B30S2A. 

rHLLa.L.M        TonnosBoo   Valley    Authority.      B2/11/1O,       0  'REILLV,  J.  P. 
Region    3,     OPPIce    of     Director.         2pp,        16221:345.       24X 
Flchc:  BO-000,  H2/  1  1  /  IB,  831  12903HO. 

H2U2'/059»   Fifth    Interim  deficiency    rept   re    i  neon-act   modeling    of 
fe«duatct-    piping    va  1  ves.  Ini  1  1  al  ly    reported    on  01  1007.  Vendor 
valve    draulnss    transmitting    correct   valve    data   used    for 
r«*nali)Bii    not    yet    received.  Ne>  t    rept    by   030701, 

HILLB.L.  It.        Tennessee    Valley    Authority.        B2/11/1H.        Q  'REILLY,  J.  P. 
Ftigion   3.     Office    o  P    Director.        Ip.       16226;O3S.      34X 
Fiche:  50-370,  B2/1  1  /f  a.  021  129QS95, 

6211870620    Third    interim  deficiency    rept   re    incorrect   modulus   of 
ulaitU  I  t<j    uted    in    piping    analysis  of    auxiliary    feeduiater 
ly*    Initially    reported    on   S2O330.  Piping   Analysis   Problem 
N3-3-15A    rerun.  Not    rapt    mill    be    submitted    by   830620. 
HILLS,*..  M.       TanroaoDo   Valley    Authority.       B2/11/10,       O'REILLV.  J.  P. 
Rosion    S.     Office    of    Director.        3pp.       16226:012.      24X 
Fie  ho:  SO-391,  (12/1  1  /  18,  B21  12TO620. 

D2l]H90!)Ofa    Fourth     Intorim  deficiency   rept  re    cable    separation   in 
*tl,*ntlal    rau    tooling    mater    intake   pumping    station,  Ini  t  lal  1« 
reported    on   El  1  1  SOI.  Drawings    revised    to   add    1-h   rated    fire 
barrinr    protection     Including    -wrapping    of   cables  iu/matl. 
HILLS,!..  M,       TennoaHBe  Vfllley    Authority.       82/11/19.       O'REILLY,  J.  P. 
Region    a,     Office    nf    Director.       2pp.       16226:346.      3-lX 
Fichu:  3O-37Q,  B2/1  1/  19,  P21  1270506. 

3211290924   Firat    Interim  deficiency   rept   re    postulated   accident 
b  lewd  nun    of    morn    than   ono    steam    gsnerator.  Ini  tial  ly    reported 
on    ttSiOlS.  Utl  1    evaluating    condition    to   determine    safety 
con»oquoncir».  Next    rept   o.  petted    by  830623.  n,DCI1,v    IP 

HILLS,  L.M.       Tonnesneo  Valleg    Authority.       82/1  1/32,       0  'REILLY.  J.  <  • 
R«jion    2.     Office     of    Director.        2pp.        16226:271,        24X 
Flchfl:  30-370.32/11/22,0211370354. 

V,     Op-Brator   Examinations 

0210130019    Generic    Ltr   82-1G    to    all   pouior   reactor   applicants  t 
licsn.ent   t-i    reactor    operator   &    senior   reactor  "P'rator 
renuatif  ieati  on    B'xams.  Advises    that   eiams    begin  at    f 


F.     Security,     medical,     emergency   &    fir 


rotec  tion    p lans 


Edlian    Co,     of    Neu,    York,     Inc.        ISpp. 
Fichu:  SO-000,  82/10/12,3210130017. 


DOCKET    50-395   V:flQIL    C.     SUMMER   NUCLEAR    STATION,  ^UNIT^l 
E."wf?C~B*f<.ti~Ev*UMtlon  Report    (BERJ.     supp  Is^corre.pondence 

R.4U.<b.    BER   suppl     input  by    921101    re    independent  de,l9n 
prooran. 


FIch 


lp.          16040;  332. 


,., 

.  B21  1  100962. 


aiS170342  FQr«.rd.    proposed    supplemental    9ER    ^cept   far  Section 
3.7,  4,  r.    lr.de  pendent    de.ign    verification   pnnr»«.  QRIMEB.B.K. 

SOVAK.T.M.       A^istant   Directs    #«  Lic-n.ing-      «'"«J;ta^  Director 

Dlvltlon    if    E^rgency   PrBJ.-redne«».       W"«HJ,  J_P.       ^  *•«  t 

for    Cc.mpon.nt.    ft    Structure,   ^ng    ne.r  ing        JOHNSTON  M.  V.      A.          ^  ^ 
Blrector    For    Material*   &   Qualif  Icationti  EnB  ineering.       ip. 

2^X    Fich.rBO-37S-B2/H/04,  8211I9031S. 

,tBim    a.nnrfltion    documentation    «"J";*tt>^  ..  .,,„        DlXON,o.W.       South 
EIBENHUT.D.O,        Division    of    L»"nil-I/1 
Carolina   Electric    ft  Oa«   Co.        Ip. 
Fi<:n«:SO-379,  BE/1  1  /t2,  821  12E0473. 


Q211150641    Confirms   920930   mgt   meeting     in   Atlanta,  GA    to    discuss 
implementation   of    fire    protection   program   Suggested    agenda 
enc  1.  W/o    encl . 

LEWIS.  R.C.       Division    of   Project    >,   Resident    Programs         B2/09/27. 
NICHOLS.  T.C.        South    Carolina   Electric    t,   Gas    Co         2pp          16041.   I'M 
24X   Fiche:  50-399.  B2/O9/27,  B3I !  I  50641 . 

82100400-69   Oeneric    Hr    03-17    to   all    pouer    reactor    licensees   '.< 
applicants   !.    holders     of    CPs   re    intons  istenc  y    between 
requirements    of    IOCFH50.  541  tl    ',    STS    for    performing    outfits    of 
emergency    prepandness    programs. Svc     list   encl 

EI5ENHUT,  D.  G.        Division    of   Licensing         82/10/01  Consolidated 

Edison    Co.     of    Neui   York.     Inc.        llpp.        16003-280.        24X 
Fiche:  50-000,  82/10/O1,  B210040060. 

9210070019  Generic   Ltr   82-21    to  all    licensees    &   applicants   of    nuclt 
power    reactors    re    Tech    Specs    for    fire    protection    audits 
Forward*    guidancs    discussing   genera!    scope    t,    describing 
elements    to    be    included    in   audit. Svc     list    encl 

EISEMHUT.D   0         Division    of   Licensing         32/ia/Qf,  Consolidated 

Edison    Co.     of    Neu,   York,     Inc.        19pp.        13993.330.        24X 
Ficho;  SO-000.  62/1O/06.  FJ21007C019. 


S21102O699   Bsleans    public    version    of    revised    radiation. 
FELTON,  J.  M.        Division   of    Rules    and    Records         B2/10/14 
Manaaoment    Branch.         lp.        15905:339         24«F 
8211020699. 


rgency    -pi; 
Document 
50-395.  B2/1O/14: 


--02U020701    Forwards     public    version    of    Revision   B    to    Radiation 
Emergency    P  Ian   EP-  100.  Instruc  tion    sheet    encl 
DIXON.O.W.        South    Carolina   Electric    (.Gas    Co.        32/10/05. 
DENTQN.H   H         Office    of    Nuclear    Reactor   Regulation,     Director          .ifp 
I3905i:342.        24X    Fi  che    50-395.  B2/ IO/ 14.  831  1020699 

--8211020702   Public    version    of   Revision    B   to    Radiation    Emergency    Plan 

BEALE.K.E.,     HILL  I AMS,  W.  A.  ,    CONNELLY,  J        South    Carolina    Electric    1, 
OM    Co.        02/09/30.        Spp.        15905:344.       24X    FichB,  50-395.  BT/  10/W. 
9211020699. 

821103&275   Ack    receipt    of    B20BI3    Itr    transmitting    Revision   7     to 
physical    security     plan. Changes    consistent   u/prov1sions    of 

VOOMeaLDOD.'^^   aLicen3ing    Branch     I         B2/IO/1B.        DIXOW.O.U         South 
Carolina   Electric    8.    Oas    Co.       2pp         15941:039.       SIX 
Fiche:  50-395,83/10/10.0211030375. 

B21H501S7   Summarises    820930    IE   mgt    meeting    u/util    in    Hegio.,    2    o*c    re 
identified    prot-lema    u/fire    protection    evaluat  .on.  Ag  enda    t, 


.  ««   ».    Office    of 

South   Carolina   Electric  *•  Gas   Co. 
Fiihe:  30-395.  B2/1OV  IB-  821  1  150107. 


t?r        a?/10/Ifl 
16056.150        2fl 


9211010277   Ack    receipt    of   821019    Itr    informing    NRG 
correct   vinlatic-na    noted    .n   IE   Safeguards    Insp   Re 


, 
15067.004. 


:       RBSion  2.    Office    of 
South    Carolina   Elaetric    t,   Gas    Co. 
Fiche:  50-395,02/10/27,9211010277. 


K110KHB1   Desponds    to   NRC   020921     Itr    re   violations    noted     in    IE 
Safeguards    Insp    ReP  t    50-395/B2-46.  Correct  ive    acUons 
withheld    (ref    1OCFR73.  21  >.  n-i/in/io 

DlXOfJ.O.W.       South   Carolina  Electric    I.  Gas    Co.       B2/IO/19_ 
O'REILLY.J.  P.        Region   2,     Office    of    D.rector.       2pp.        15B67.QQ-. 
Fl  Che:  50-395,  H2/IO/27.  0211010277. 

0211010285   Foru.rd,    IE   Safeguards    Insp    Rept    50-395/B2-46    on   Ba«S»-26 
t    notice   of    vic-lation.  Details    &   notice   nl>    v.olat.on 

3*K!u?.i"'    IRC4iIn1,"offlce    of   Director,       82/09/21.       DI  XCN,  0.  «. 

aS"l;    Carolin.    Electric    *   Gas    Co.        3PP.         15867:007         24X 
Fich.:  30-393,  B2/  10/27.  6211010277. 

9211010289    IE   a.P.fu.Td.    Insp    Rept    50-395/02-46   o™    B20B25-26. 
Honcompliance    no  tod:  physical    barrier,  -v.tal    areas. 
Details   uitftheld    <ref    10CPR73.2I). 


3211010277. 


03,0290100  Generic:    Ltr   02-23   to  all    "»"»«    £  ^liT^a" 

^"p^f^ng6:^  ;rurc^s°:oK^:°;iant 

SSSKiSD'i"l»^.i«t.;11«c.n..ng         BS/10/30.  Consolidate, 

Edison   Co.     of    N«u    York,     Inc.       8pp.        15993.319.       34X 
Ficn  e:  30-000.  ea/  10/30.  8210290109. 
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"""0190   M.nu    interim   d.fici.ncv   rBpl   T.    failure    «,,  „  f.  t.-r,  U  t.d 
Uittingheui.    g.t*    v.lv.i.  IniU.I  IV    r.pwtrd    on   601031    Al  IB 
rt.art-Mi    p.r  P*rt  al  .  Weitiligflousf   ,,,,„    ch  ;"'„, 

ft  ting    reviewed.  Heit    r«pt    erpected    In,    03012B 


:  50-390.  as/  10/22,  8311040190. 


o  lrrr    di"el«^    ->*  "    "*'«*"   u.ld    attachment 

of    ih»ar    lug*.  Initially    sported    on    321030.  Correct  ivp    action 

«±    I!    "V-8f    1'4-'neh    "II"   """*    T   '«M    Penetration 
u*]4)    dupendinj    on    jpecifit    ,fcPar    lug 

HILLS,  UM.  J-  ennui.  e*  Valley  Authority  OB/10/25  0'REJLt.V,  J  P 
R»gion  3,  Office  of  Diroctnr.  Ip,  1  59S8:  065  24X  "EI"-Yl  J  P- 
Flchej  50-390,  B2/  10/33,  521  1040373. 

6Z1L04044I    Second     Int.rin   d.fulineu.    rept   r»     (proper    u*t    of   dlflltli.d 
r«POn,fl    ,p,etr.   d-U.Ir.lli.Uv    P-port.d   On   OB0422  An"vS   ,      ' 
'  h    lln"    conti"ul"      Ne't    "*    t, 


Rofl!^"^^  V"l!eu  Ajthorit1' 

H«jion   2.     Off  ic.    of   Birsctur.        ?p[,. 
Fiche:  50-390,  02/10/35.82110^0161. 


neia]    problems    inspetted  Memo    sent    to 

"^         f"    «le("V?!t*-N"t    »Pt    .ip  . 

H.nin    -      n.I"  I'!!  !BV    Authnrit,.       S2/1O/26         O-REILLV,  J   P 

Region    2,     Of  f  ice    of    I3»ree  tor.        2pp         15-BB-  35<?        24K      "eJL<-r"J   ^' 

- 


HILLS.LM.        T,nne99e 


ich*    50-390,02/10/20,0211080147 


reported  on  020521 
.,t  d«a  r"vS 
orUbl.  p£r  P!"  %1 


. 

Flc^0:  50-390.  33/10/38,  B21  IOM167 


9211090103   Pint    int.  rim   de 


fail,,,-    t. 

rogrjim  ,or  .t^.iMnt  oi  4 
of    insulation  used    on   (,    around    saf-tu 
lall«    "P"*-   on    W100S.N.™    ret    bj 


H?LLsT« 

2«i™  iKn.  < 

Rej  ion    2,     Qffic.    of    Director,        2np 
Fiche:  50^390,  02/11/03,9211090103 


16003-  334 


Authority. 


B2110901S7  Bi.th  interim  defici.n.g  rept  r.  in.u^iel. 
IB«.U  '£  '  ^viCBB.  Initial,  /reported  „  elo3  3 
MOW*  '  "  continuing.Ne,t  rapt  ulll  be  *u6miH« 


l«h.:  50-390.  03/11/03.8211090197 


82IUoaaoa   TMrtf    interim   d0ficiency    rept    re   err-r,, 
d.«Uibuted    by    AAA  r0chnDlogy,  Initially   r.port.S 

"0  f 


BSl  1280849  Fir,  t    interin,   deficiency    rep  t    r 

uare-lnitiaU  re 


lcht:  30-390,  02/11/05,021  1220269 


of 
of 


in., 

lnti 


I-nc«    rcpt    ro   di.crapant! 
mounted    on  HUAC   air    cooliri. 


. 

Tept   Uil1    bB    «"!"«(  t  ted    by    030120 
L^H         Tennessee    Valley    Authority,        Q3/1I/00        O'flEJUV. 

J'™'1"  of  Dlrectt"-'     SPP- 

50-390,82/11/00,8211220303. 


0o1.M 

»!!    S         n    J"ltlalllJ    "POT-tod    on   820702.  Gates 
meot   Res    Oulde    1.13  renuiruments. 
"ILLS,  L.  H,        Tennessee    Valley    Authority,        B2/1  I/IB 
??Bi°n^'^""    "f   Uil-e=tor.        2PP. 
Fiche;  50-370,  03/1  1/12,  B21132O2BH. 


:  30-000.  62/EO/29,  921  r090403 


™:^^^^ 


P  8' 


Bt   interim  deficienciJ  "Pt   r.   lack   Df  ut< 

•q«iP""t.  Initially    reported    on  021013 
ongoing.  N0,t    rept    B.pected    bu    03022-). 


r»   «  or. 

iche:  50-370,  02/11/12,9211330078 


•  , 

3pp.        16193:356,       a-lJf 


S211230171    Second    interim   deficisncy    rept  re    lack    of  ou*Ufl(*ll 
e™bedm.nt    pl*te,.  Initially    reported    on   920si"BUppo?t    S  „     . 
char,9e.    completed   t,  all    deficient   embedments  qwlif  J.d   C.v'r 
MM,eo  ,ln^estj.9at<°"-^xt    rept  mill    be    provided    by  83133* 
B.-<»»   a      n^l!""""9   Ufllle¥  AuthoritU,       02/11/12,       O'BEKU.J 
Refl  I  on  2,    Of  f  ice    of  Direi  tor.       Ip.       16193'112        24X 
Fich.:SO-390,  02/11/12,0211230171 

6311330179  Eleventh    interim    deficiency    rept  re   Improperly    inllll 
support  anchors.  Initially    reported   on    S10400,Util    •v»Iu»lJni 
r9ionlffiBn<fetf    disposition   for   cited   def  icianc  ies.  Ne.  t  t««t 
uiJl    be   luomittetf   by   930226. 

MILLS.L.  H        Tfrmts,.e   Valley   Autliority.       B2/I1/IB.      a'HEfU.V-J 
Region    2.     DFflce    of    Director,         ID         16193-14-I         SAt 
Flch*:  30-390,82/11/12,  921  1230177          Iftlw-l«'       Mlf 

8211330095  Second    interim  dBFici.ncy   rept   re    tornado    d.p  r,»*i.Fi  II 
on    au.iliary    bldg.  Initial  ly    reported    on  820623,  Addl    anilvtli 
>t    evaluaUonis    of   doors   underway    to   determine   aionif  iejnf  «  ft( 
MI.'.O.     „        ?)[Pe':tBl)    loadinDs.Next  rept   plannerf    for  8304!!. 
M1LLB.L  M  .       fenneisee   Valley  Authority.       82/11/15,       a'BEIUV.J 
Hejton    Z,    Office   of  Director,       2pp.       16193'  314        S4X 
Fich»:SO-3<?0,  82/11/15,0211230005 


'"'  .....  •-• 


hil"d    in*"lffl  dBficiencv   repl    re   nonconf  orminj 
M,,  luirp    valv*  ro""'-  Initially    reported  DTI  820-425. 

Utll    coruEdering    design   enhancement*    for  valve    moral    Jn    « 

ST.  ,2  ,     2oriitor'n9    S1J*   Per   S"'1    6.  2.  4.  Next   r*pt   due  B3032J. 
niLUHiL.  n.       Tenntnee  Valley   Authority.       02/11/13. 
fltoion   3,    Office   of   Director.       Ip.       16193:047.       2« 
FicherSO-OOOj  82/11/15,0211230128. 
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S3II2300SS  Final    deficiency    rept    re    containment   penetration  protection. 
Initially    reported    on  811207. Design   reviews    mill    he 
p»rform8d    on    all    electrical    penetration   conductor    siiing   t 
T»duTnJant    overcurrent   protection    changes. 

MILLS,  L.  M.       Tennessee   Valley   Authority.       02/11/17.       0  'HEIU.V.  J.  P. 
R*aicn    2,     Office    of    Director.        5pp.        16194:312.       24X 
Ficne;  50-390,  02/11/17,0311230068. 

621  12903*77  Firs  t    interim   deficiency    rept   re    Failure    to    perform 
functional    t««ti    to   verify    that    valve   uill    open  within 
*p«eifi»<l    time    ]  imi  ts.  Initially     reported    on    B31O19.  Spec 
ih(et»    being     examined.  Ne. t    rept    to    be    submitted    by    830321. 
HiLLS.L.M         Tennessee    Valley    Authority.        02/11/17,        0 'REIL.LY,  J.  P. 
Region   Z,    Office   of   Diroctor.       2pp.       16217:063.      24X 
FUt,*:  50-370,  aa/ll/17,B21129Q3<?7. 

eSLU'JOSao  Second    interim  deficiency    rapt  re    sheared    motor    pinion    keys 
In   Limitorque    motor    operators  1  nl  tifll  ly   reported    on   820030. 
Limitorlue    initiated    corrective    actions.  Nm  t    rept    uj  i  1 1     be 
tent    bi|   030536.  .,     ,   _, 

HILLS,  L.  tt.        rednesses    valley    Authority,        83/11/10.        a 'RGILLY,  J.  P. 
R«flion    E.     Office    of    Director,        2pp.        16331:313.       SAX 
Fie  he:  90-000,  82/1 1  /10,  B21 129090O. 

BZI13'!0595  Fifth    interim  deficiency   rept    re    incorrect    modeling    of 
fee  duster    piping    valves.  Ini  tia  1  ly    reported    on  91 1009.  Vendor 
valve    drawings    transmitting    correct   valve    data  used    for 
reanalysis    not    yet    received.  Nex  t   rept    by   B3O701. 

MILLS,  L.tf.        Tennessee    Valley    Authority,        B2/11/IB.        D  'HEILLV,  J.  P. 
Region   2,     Office    of    Diroctor.         lp.        16226:030.       34X 
Fie  h,e:  50-390.  33/11/19,6211290595. 

B2ll29Qt3S   Third    interim   deficiency    rapt   re    incorrect  modulus   of 
elasticity    ui  ed    in    piping    analysis   of    auiiliary    feedwater 
»«gt    Initially    reported   on   020330. Pip i ng   Analysis  Problem 
N3-3-13A   rerun.  Neit    rept    nil  11    be    submitted     by   B3Q&3Q. 
HILLS. L.M.        Tennessee    Valley    Authority.        82/11/18.        0  'REILLV,  J.  P. 
Reoio-n    3,    Office    of   Director.       2pp.       16226:012.      SIX 
Fiche:  SO-371,  S2/11/  IB,  B21 1290620, 

621129050(1  Fourth    interim   doficiency   rept   re    cable    separation    in 
e*«*ntial    rau    cooling   mater    intake   pumping    station.  Initial ly 
reported    on    01 1204.  Drauings   revised    to   add    1-h   rated    fire 
barrier    protection    including   wrapping    of   cables  u/mat  1. 
KILLS.L.M.       Tennessee   Valley   Authority.       02/11/1?.       Q'REILLV,  J.  P. 
Region    2,     Office    of    Director.        2pp,        16226:316.        24X 
Fiche:  50-390,  92/U  / 19,  P21 1290506. 

5211590994  First    interim  deficiency   rept   re    postulated    accident 
blowrfouin    of   more    than   one    steam   generator.  Initially    reported 
on    0ai015,Util    evaluating    condition   to    determine    safety 
consequences,  Neit   rept    eipected    by  830623.  „,„„.,.„     ,   n 

rJlLLS,L.M.       Tennessee   Valley   Authority.      82/11/22.       O'flEItLY.  J.  P. 
Region    S.     Office    af    Director.        2pp.        16326:271.        24X 
Fiche:  30-390.  B2/1 1/22,  621 139052'!. 

V,     Operator    Examinations 

B2HH300i7   Ooneric    Ltr   82-19    to    all    power  reactor   applicant!  & 
licensees    re    reactor   operator    I>    senior    reactor  operator 
renualif icotion    eiams. Advi ses    that   eiams   begin  at    facility 
after  SSIOOI.  Svc    list   encl. 

EISENHUT,  D-0.       Division   of   Licensing       82/10/12.  Consolidated 

Ediion    Co.     of    NBU   Vork.     Inc.       15pp.       16002:234.       24X 
Fiche:BO~OOO,  S2/10/ 12,  8310130019. 


F.     Security,     medical,     emarg  e^c 


otec  1  1,  onp  lan 


DOCKET    50-373    VIRGIL  C.    SUMMER  NUCLEAR   STATION,  ^JNIT 
£.     MRC    Safety    Evaluation  Report    <SER),     tuppls    t<  c°pr* 


B3U10Q562  Requests   8ER  suppl    input   by    BBliOl    re    independent   dasign 
veri  f  i  cation    program.  noi..!/   D 

VaUKOHLODD,  B.  J.        Licensing    Branch    1.        S2/10/37.        BOSNAK.R. 
^chantcal    Engineering   Branch.       HAASS.  H.       Qua      ^V    A»«r»»    Branch. 
lp,         16040:333.        24X    Fiche:  50-395,  02/10/27,  821  110036H. 

9311190342   Forwards    proposed    supplemental   SER    S.eiccept    for   Section 

3.  7.4.  re    independent   design  verifUation  program.  ™.MFR  »  K 

NOVAK,  T.H.       Assistant  Director    for  Licensing.      BH/L1/04        ORIMEB.BK^ 

Division    of    Emergency  Preparedness.       HN!OHT,J.P.        A.siitent    Dir.ctor 
for    C^ponentsTstructures   Eneineering.       JOHNSTON,  H.  V.      *»*»*"* 
director    for    Materials  t  Qualifications   Engineering.       lp.       lfii/t.  JOrf. 

S4X    Fiiche:  50-393.02/11/04,0211190342. 

6211220473  Forwards   Amend    5    to  License    NPF-13   t,  notice    of    issuanta   & 
jvallaoilifcv    fc  NUfiEO-0717,Suppl    5  to   SER.  Amend  authoriies 
full    pouer    operation  u/license    condition   for    SOX    pou>r   until 
it  earn   seneration    documentatian    »u&mi  ttefl^  nivnM  n  Ul         South 

ETSENHUT.  D.  ff.       Division   of  Licensing.       82/11/12,       DIXOH.O.W.       Houtn 
Carolina   Electric    fe  Gas   Co.       ip.       16197:216.      24X 
Fiche:  50-395,  02/11/12,8211230473. 


B2111S0641    Confirm    920930    .gt   meeting      in    Atlanta,  Qrt    to    dUeu.  • 
i«,pU«.nt«tlan    of    fire    protection    program.  Eugge  Bted    «g.nDB 


.p 
NICHOLS.  T.C.        South    Caro  1  ina   El  ec  tr  i  c     !,0as     Co          ^PP 

24X   Fi  che:  5C~3?S,  E2'O9/S7.  821  11  5O641. 

951004006G   Generic    Ltr    92-17    to    all     power    reactor     1  I  con.««    * 
applitant^    t.    hold-r.    of    GPs    re     inconsistency     b.tu>..n 
retirement*    of    IOCPW50.  54  <  1  1    >,    BTS    for   p«rl«r«if.g    ««d.t.    «f 
eme-rger.^    pr.p.r.dn..!    programs.  Svc     1  i  •*    -"  =  Jp  Con.o  I  i  (n  turf 

EIseWHUT,  D.  0.  Division  of  Licensing.  ?"/t°^1-  n4K 
£d£«on  Co,  of  Meu  Vork,  In*.  Upp.  (6002.3(13.  24X 
Ficne:  5O-OOO.  &2/1O/OI  ,  e31CO40O6B. 


^t'^    "'    "  ^  """' 
ud    t«. 

ibing 


92100700^9  ^neric   Ltr    B2-2  1    to   *  >  ^    '  '  <  """ 
pOUJer    reactor,    re    Tsch    Specs    for    fir*    prote  c 
Forwards    guidance    discussirtg    ge^ral     scope    ^ 
,lBmEnt5    to    be    included     in    a,d  i  t.  Svc     1  ,  .t 
EISENHUT.D.O         envision    of    U.  censing. 
EdUc-n    Co.     of    Neu    York.      Inc.        19pp.         1579 
Fiche:  50-000,  B2/  10/O6,  B21  007001  9. 


8211020099    Release,    p.btic     version    «* 

t  -»^110  V  --•  33d, 

B211O206'J1?. 


—  Ba  I  1020701     Forwards    public    version    of    Revision    9    to    Ratfiation 
Emergent    P]fln   EP-1OO.  Instruction    sheet    encl 
DIXON.O-U.        South    Carolina    El.c  trie     8,   0«.    Co          fla/  1  &/OB. 

Fl         OPfica    of    Hutlear    Reactor   Regu'lation.     Director. 
24X    Fi«h.:!10-39S,H2/10/l-.e2H020A99 


--B211020703   Public    versinn    of    Revistor.    £)    to    Radiation 
1"       E    ,     WILLIAMS,  W    rt    ,     CONWELLY,  O 


^   Co 

B2I  1020699 


South    Carolina    Elntlrlc 
X     Fie  h  8    50-395,  (B/  1  O/  M, 


B211030273    Ac  I     receipt    of    B20S13     Itr     transmitting    Hevis.on    7    to 
physical    security    pUn.  Changes    consistent   ^/provisions    of 

10CFRSO.  54lp>     t   acceptable  „-,/.«/ m         nTXCINHH          Smith 

VQUNQBLOCID,  B.  J,        Licer.»in9    Branch  1 .         Q2/  IO/  IO.        1)1  XUN,  u.  w 

Carolina    EUctric    ft  Qas   Co.       2PP.  15741:039.       SIX 
Fiche:  50-375,  03/10/18,0211030275. 

B2111S0107    Summari.es    820730    IE    mg  t    meeting    ui/utiJ     in    tlt>»ion    2     r.Fi:     i-t- 
identified    flpoblems    u/fire    protection    eva  1  ua  t  inn.  Agenda    * 

O'RerLLY"   p1I*REBiDn   S.     Of  f  i  c  B    of    D  i  rot  tor  .       "2/ID/IH.        DIXGN.f).  W. 
South    Carolina    Electric    &   Gaa    Cn,       IPP         16056.  ISO        SIX 
Fiche:  30-375,  92/IO/  IB,  SSI  1 150-1  07. 

B3t  1010277   Ack    receipt    of    B21O19    1  tr    informing    NflC    of    ttep*    Liken    cii 
correct    violations    notflJ    in    IE    Safeguards    Insp    Rept 

0°REILLV?J4P         Region    2,     Office    of    Director.       02/10/27.       DIXON-O.H. 
South    Carolina   Electric    6  Oas   Co,        lp.        !5l!67:Q04.        EJ4X 
Fiche:  SO-395,  B3/1O/27, 921 1010277. 

--B211010S81    Responds    to  MRC    030721    1 tr    re   violations    notad    tn    IE; 
Safeguards    tnsp    Rept    50-395/a2-4i>.  Corret  t  ive    actions 
withheld    (ref    10CFD73.2U.  „.,,,„,.„ 

DJXONiO  W        South   Carolina   Electric    t  Qa  &    Co         IWIO/I9. 
Q'REILLYiJ    P         Region   S.    Office    of    Dimeter.       2pp.        (50«7:00^.        ,.1X 
Fiche:  30-373- B2/10/27.flgl 10 10377. 

—aailOtOEHS  Fnruards    IE  Safeguards    Irap   Repfc    50-^75/02-16    on   OHClUa1.;-:?/. 
&   notice    of    violation.  Oetai la    &   notice    of    violation 
withheld    (ref    10CFR73. 21 J. 
O'REILLY.J   P        Region   2,     Office    of    Diroctor.       B3/O9/21.       Drxi)M,(J.W. 

South.    Carolina    Electric    A    Has    CD.        2pp.         1SB67:007.         2<1X 
Fiche;  50-395,  92/10/37,621 1010377. 

— 92110102S7    IE   -Safeguards    Insp    Rept    50-395/82-04   on    B20BaS"-2l!", 
Honiompl lance    notad : phyi ical    barriers-vital    areas. 
Details   withheld    tref    10CFR73.21), 

HALL, fl    L   ,     KCGUIREt D.  H.       Division    of    Engineering    t   Technical 
Programs.       83/OW1O,        lp,        15067:007,       24X    Full  e .  90-:i9H,  HS/ 10/37. 
3211010277. 

83102901OB   Generic    Ltr    33-23    to    ail    licensees    i   applicants    t-e 

Inconsistency    betuieen    renuircments    of    10CFR73.  10(g)    fc   ST8 

for    performing    audits    of    safeguards    contingency    plans 

(*ocurity    planl. Svc    list    enil. 

erSEKHUT.  D.O.       Division    of   Liten»tng.       82/1O/30,  Consol  i  ifa  ted 

Edi*on   Co,     of    Neiu   York.     Inc.       Sop.        15773:319.       SIX 

Flchc  30-000.  8B/IO/30.  B21029O1OB. 
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nt      n*fm  «f»'«itne«   rEpt   r,    failura   of    ,.fttu-r»-Ut 

H».ttn,hpu»    aate   V-IM.    Initi.Jiy   sported    on   001031    Ai"      "la 

r>port*»l.   p.r    Part    21  .  M«  tt  fngj,  OUSB    f|,ld    eA.n^    notice, 

Oesng    reviewed.  Meit    rept   eipected   by   B3012B 

MILLS,  L    M         Ttnntti.t    Valley   /^thorlt.;.       93/10/23.        D'RCrLLV.  J   P 

fl.jlor,   2,     Office    of    Director.        lp.        1572*355         24X         KE'LUV'J'  P- 

Fi  char  50-390,  a?/  1  0/22,  031  1O10J90. 


O'REILUV,  J   P 


^ 
elds 


n 

lugs.  Initially    reported    on   SailXW.  Corn-*<  t 
"*!    °f    I  '«-*"<*    fill.t    n.ltf.    or    full   pw. 
p.ntlins    on,    specific    shear    !  uq 

«|  rr.1!1""1!"   Va"ff*   A"t""ltY.       63/10/25. 

n««i»n    a,     DfFU.    of    Director.        Jp.        15929:063.        at 
F  i  c  fi  e  :  SO-a-JO,  B3/  1  0/3S.  83  1  1  0403?3. 


i  tu.       02/10/24 


evflluatiDri 


50-390,  B?nO/3E.  021  IOBOH7 


icHf.  30-390,  83/10/20,0211000167 


...... 


B311090103  Pint  int.  rim  aaflcitncu  rent  re  fai].,r.  . 
l.pl.».nt  QA  pragr.n,  for  Stnr0g  0^  in't.nlt  ™  £  * 
docy^tatjon  Of  lnsulatlDn  gi.tf  on  a  •"»,*« 

e^lprn.nt.  Inltl.lH   reported   on   W1008.N.,!    rep  t   Jj 
MILLS.L.M.        TennBiseE    Vallou   Authoritu         ao/ttjn*        ni. 
RB,ion    2,     Office    of    Director.        3pp          lilXH?  3M         M.°  BEIUft  J  ' 
FlcKi:  50-390,  83/11/03,821  1090103  2" 

B3U090149  First    interim   deficiency    rept    re    ifnproo.r    it,itn  „      , 

^^^^^x^~  e     :<ir 

C          *    «ti«.n..N.«t    rept   «p.lt.d    „„   ^oi^1"^'  "»'  '"» 


821  1OTO137. 


5311100202   Third    interim   dBfielency    rept 
di.tr.buted    by    AAA   Tochi-Dl  ogy.  Initial 


re   errqr,    I 


....... 


S,  B21  1220269 


"t"-'r^'<:i*ncU   ropt    re   rf  iScrepancl.*  ,,|HM 

OU,  9uitcheB  mounted    on  HUAC   air    coollni   t*rh 
ive    wiring    d!agrams.  I  rli  tial  ly    rtportid   ,B 

ulll    be    submitted    by    030120 

":'!!,V*1i"''   Authoplty'        BB/ll/OB.       O'WfLU.Jf 

of  Director,       2pp.        1616S'  1R8        21* 
Fi  che:  SO-390.  82/1  1  /OB,  821  122O303 


of 


u 

M«tt 


«««**ft<:iine''    "Pt    rB    '"•«l"1''-*«»9    d«I|M*   iMn|   f. 
«!!    So      "itla11^    "Parted    on  020702.  Oatei  noitftH   it 
meet    Reg    Ouide    1  .  13  i-HHUlrements. 

TennHaaee   Valley   Authority.       B2/11/I2       0JtiEJIL¥.  J  P 

n"    n"»»«*»i:.       2PP. 
.  03^1  1/12,  9311320390. 


r5t     i"'"!111   deficienclJ    "Pt    r.    lack    Df    ta.t    ,f.B,...Jf,. 

refriaarant    ea.uipment.  Init  falli,    reported    on  S2IOE3 
,92        2    ongoing.  N0,t   rept    expected   by   030234, 

H«.n   3      ni.l!nn"!*"  V3lley   AuthD'-'ty-       82/11/13,      0  'BE  ILLY,  .IF 
Region   2,    Office    of   Director,       3pp.        Iil93:  356        34X 
Fich»;  50-3?0,  B3/1  1  /12,  621  1S3007S 


„  -  r 


'  ......  •'• 


.fc?'1    '?*"'•,  "•'I<*«^    "Pt   re    l.cl    of   4Ml|»tmH 

B^b.dmfnt   plate-s.  Initially    reported    on   B30SI9.  Support   J.llin 
Chang"    campEeted    !,  all    deficient   en-bed^nti    qua!  if  i  ,d.  C*u!l 
M?,  ,  S  /"^^ioation.Neit    rept   uill    be    provided    bu   B2I224 
niLLS.L    M         TBnnessae   Valley   Authority.        03/11/12,        0  '  fi£  I  LLV,  J  t 
R*gion   a,    Office    of   Director.       In 


82IIOW403 


r  30-390, 


,8311060211 


B31IS30I79-  Eleventh     Interim    deficiency    i-Bpt   re   ln.nrop.rlj  Inltlllil 
support    anchors.  Initially    caported   on   010609.  Util    evaluittni 
rttommentfed    disposition   for   cited   deficienciet.Me.it    r<at 
mill    be    submitted    by   B3022S. 

HILi.5,  L.«.       Tenneaiee   Valley   Authority.       B2/11/13,      O'REJUV,J'- 
Region   2,    Office    of   Director.        lp.       li!93-144        Sty 
Fictit:  S0-390j  82/11/13,  B21  1330177, 

8211330-085   S.cond    interim  deficiency   rept  re    tornado   JfpriiivrlnliM 
on   juirlliara    bldg.  Initial  ly   reported    on  820623,  Aiifl    »n»l)itl 
«.   *v«lufltions    of    doors   underuay    to   determine   »lgnlf  tc*nci  it 
Mr,,£r,     »        "»pe<:tBd    loadings,  Next  rept   planned    for  930425, 
JIILLB,  L.M.       Tinn«ssee   Valley  Authority.       82/11/15, 

c?9uOTlD«'™fic*    of   Dlrector'       SPP-       16193:314.       S 
Fich*:  30-390,  B3/1  1  /IS,  021  J330003, 


•  "    r  "'' 

Flc  ht:  30-350,  B2/i  f/(n, 


=«™h*rd    intepinl  Deficiency   rept    re   nonconfornlnj 
n!    7HR/DHfi    *umP    valve  room.  Initially    reported   on  BSQ432. 
Ut£l   considering    daslgn   enhancements    for  valvi    roomi    In  f 
MM  ,2  .    r;oni*or*"H    »1i   P»r   SRP    6.  2.  4.  Ne<t   r«pt    dua  S302S4 
niui.s,L.H.       T*nn«ssoe  Valley  Authority.       02/11/15. 
Rejion    2,    Office    of    Director.       lp.       1A193'047        21X 
Flc  he:  50-000,  82/11/15,0211330139 
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6211230069  Final    defic  1  encij    rept    re    containment   penetration  pro  t  PC  t  i  on. 
Initiallv    reported    on   BU307.  Design  reviews    will    be 
performed    on   all    electrical    penetration  conductor    siiinj   t. 
r«dundant    aval-current    protection    changes. 

MIU.S.L.M,        Tennessee  Valleg   Authority.       03/11/17.       d 'REILLY,  J.  P. 
fi«0ion    3,     Office    of    Director.        5pp.        I619i:  313.       24  K 
Fit  he:  50-390.  62/11/17,0211230069. 

S21129&397    Flrit    interim   deficiuntij    rept    re    failure    to    perform 
functional    tests    to   verify    that    valve   mill    open  within 
ipeclfied     tin*    limits.  Initially     reported    on    B31019.  Spec 
*h,eitt    being    Biamined.  Ne.t    rept    to   be    submitted    by    530321. 
rtlLL9,L.M.        Tennessee   Valley    Authority.        B2/11/17,         0 'REILLV.  J.  P. 
R«gion    5.     Office    of    Director.        2pp.        16219:063.        24X 
FUh*:  30-3-90.02/11/17.0211290397. 

8211290930   Second    interim  deficiency   rept   re    ihearetf    motor   pinion    keys 
In   Lialtcrciue   motor    operators.  1 n  I  tial lu   reported    on   020B30. 
LiraLtorque    initiated    corrective    actions. MBit   rept    uill    be 
itnt    bg    B30536. 

HILLS,  L.  H.        Tennessee    valley    Authority.        83/11/10.        0  'REILLV,  J.  f. 
fl«gior.S,     Office    of    Director.        2pp.        16221:345.       24X 
Fie  he:  50-QOO,  92/11/10,3211290500. 

8211390595   Fifth    Interim  deficiency   rept    re    incorrect    modeling    of 
feeduater    piping    valves.  Ini  tial  ly    reported    on  011009  vendor 
valve    drawings    transmitting    correct   valve    data   used    for 
rtanalysi-s    not   yet    received.  Ne>  t   rept    oy   03O701. 

KILLS,  L.  tt.        Tennessee    Valley    Authority.       B2/11/1B.        D'REILLV,  J.  P. 
Rejion    2.      Office    of    Director.         lp.        16224:030.       34X 
Fie  he:  50-390,  62/11/19,021  1290575. 

0211290628    Third    interim  deficiency   rept    re    incorrect  modulus   of 
slaiticlty    used    in    piping    analysis   of    auxiliary    feeduiater 
»Y».  Initially    reported    on   620330,  Pi  pi  ng   Analysis  Problem 
N3-3-I9A    rerun. Ne«t    rept   ulll    be    submitted    by  830620. 
MILLS,  L    M.        Tennesseo    Valley    Authority.        82/11/18.        O'REILLY,  J.  P. 
Region    3,     Office   of   Director.       2pp.       16226:012.      24X 
Flche:  50-391,92/1 1/ 18,  B21 1270*20. 

B51l29050b    Fourth    interim   deficiency   rept  re    cabin    separation    in 
essential    rau    cooling   mater    intake   pumping    station.  Initial  ly 
reported    on  01 I2O4.  Drawings   revised    to   add    1-h   rabed    fire 

barrier    protection    including   uirappino    of   cables  u/matl. 

mLt-S.L.H,       Tennessee  Valley   Authority.       08/11/19.       O'REILLV,  d.  P. 
Region    2,     Office    of    Director.       2pp,       16326:346.       SIX 
Fie  Fie:  5O-390,  02/1 1/19,  P31 1290506. 

3211390524    First    interim  deficiency   rept    re    postulated    accident 
b loud nun    of  mara    than   one    steam   generator.  I  ni  tial  ly   reported 
on   831015. Util    evaluating    condition    to    determine    safety 
conieoUBnees.  Neit    rapt   expected    by   830623.  „,„„,.,„     ,    n 

M1C.LS/L.M.        Tennessee   Valley    Authority.       82/11/32.        O'BEILLV,  J.  P. 
Fejlon    B.     Office    of    Director.        2pp.        16236:271.        24X 
Fie  he:  BO-390,  B2/ 11/22.  631 1290321. 

V.     Operator    Examinations 

6SIOI30019    Generic    Ltr   82-10    to   all    power   reactor   applicants  E. 
lican«cv«    re    reactor   operator   &    senior   reactor  operator 
roojjalif  icatlon    exams.  Advi  ses    that   eiams   begin  at    facility 
jft&r    B2100t.8vc    list   encl. 

EIBENHUT,  D,0.       Division   of   Licensing.       92/10/12.  Canioliaa  ted 

emon    Co.     of    N.ui   Vork.    Inc.       15pp.       16002:234.       SIX 
Fit  ha:  &0-000,  02/10/12,0810130019. 


DOCKET    5O-395  VIRGIL  C.    BUMMER  NUCLEAR   STATION, 

E.     NflC    Safety   Evaluation  Report    <8EfU.     suppls    ijorrespondince 

aSU1005fi2   Requests   BER   suppl    input  by    B21101    re    Indepatident   da»ign 
verification    program.  „_....,   n 

YDWIOBUJOD.  B.  J.        Licensing    Branch    I.        82/10/27.        BOSNAK,  R. 
rl.chanical   Engineering    Branch.       HAASS,  H.      Quality    Assurance    Branch. 
lp.         16040:352.        24X    Fiche:  50-393,  82/10/27,  H21 1 1OQ362. 

6211190343    Forwards    proposed    supplemental   SER    5,eiccept    for  Section 
3,7.4rre    independent   design  verification   program. 
NOVAK,  T.M.      Assistant   Director    for  Licensing.      83/11/04. 
Division    of   Emergency   Preparedness.       KNIOHJ'^'  ..  S"1";"*, 
for    Components   &  Structures  Enoineerinfl.       JOHNSTON,  W.  V.      Asai 
Director    for    Materials  fc   Qualifications  Engineering.       lp. 
24X    Filhe:  50-395.  02/11/04,0211190342. 

6211320473    Forward*   Amend    5    to  License   NPF-13  &  notice   of    issuance 
availability    k  NUHEO-0717,  Suppl    5  to    SER.  Amend  authorizes 
full    power   operation  u/IIcensB    condition   for   SOX    pow»r   until 
steam    generation   documentation    submitted.  ,„„„-,,         o^. 

eiSENHUT.D.G.       Division   of   Licensing.       82/11/12.        DIXON.O.W.        801 
Carolina    Electric    &  Qas   Co.       lp.       16197:216.      24X 
Ft  c  h"=  50-393.  82/1 1/12,  821 1230473. 


F.     S.curity,    medical,     emergency  _fc    f  ir  e^protac  t  lo^_P  >^» 

B211150641    Confir-n*    BHO930    ci-gt   meeting     in   Ail  anta.  «    to    d  l 
implBmB(1tBtI0n    of    fire    protection   9  rogram.  Snog  eated    agcii 

LE^^V^Division    .F    PrQJEct    *   R..i-.ni    Pr-.r-n;. 
NICHOLS,  T.C.        South    Carolina   Electric     (.Qa*     Co.        ?PP 


2-4X    Fid  he:  50-399,  92/09/27,8211150641. 

B21004004B   Generic    Ltr    B2-17    t°    all    pouir    r..ctor     1 icon»e«    * 
applicants    S.    holder,     of    CPs    r*     inc nn*  ,  stenc «     b»Uie*n 
r.qui  amenta    of     10CFR5O.  5fl<  1 1    t,    STS    for    performing    audit, 
o-mer-gencij    preparednsss    programs. Svt    list    enc  l . 
EISENHUT,  D.O.        Division    of    Licen5ing.        !?'l°^1'      _..,    ^^ 
E,Ii90n    Co.      of    Neu   Yorl-      Inc.        llpp.         1^003.  2B3.         2*X 
Fiche:  SO-OOO.  83/10/01. B210O4GOAB. 

8210070019  Generic    Ltr   82-21    t»   all     licensees    fc   appHcanfc* 
pouer    reactors    re    Tech    Spec*    for    Fire    p ro to ct ion    ^ud    ts. 
Forward,    ouidance     tfiscussing    general     scop*    f-    describing 
elements     to    be    included     in    audit.  Svc     list    *n";l.  ^ 

EISENHUT,  D.  G.  Division  of  Licensing.  ??'s^™'  n... 
EiJison  Co.  of  New  York.  Inc.  19pp.  15W3.  33B-  *•** 
Flcne-  50-000,  B2/  1  0/O6,  33  1O07001  9. 


R.I.....    P-bllc    version 


BS  1  1  02OA99. 


—0211020701     Forward,     public    ve 


af 
li  dn 


of    nucleiir 


n    B     to    Radiation 


Emergency    Plan    EP-1M.  In.true  tion  ]  ih«t    .ncl 

S^th    Carolina    El«tnc     frfl.i    Cc-          B3/10/  Oj. 


DIXON.O.H 
R 


Office    of    Nuclear    Reactor    Regulation.     Director 
-9. 


—0311020702    Public    vf<-9LC.n    of    Revision    B    to    Radiation    Emergency    Pl.'.n 
1°       E 


WtLC-IAhS,M    A..     COMNELLV,  J. 
0«    Co        aa/09/3»        5pp.       15905:344. 
B2J  1020699. 


South    Carolina    Elm  tri 
4X    Fich  ,    50-395. 


Carolina    Electric    «-   Oaa    Co.       3pp-        15941:OJV.        di* 
Fiche: 50-395, 03/10/18.8211030273. 

B211150107    SummarilBa    930930    IE    mat    meeting    u/util     In   HcgioT 
Identified    problems    u/fire    protection    eva  1  ua  1 1  on.  Agenda    S, 

South    Carolina   Electric    fe   Oas    Co.         -Ipp          16056:   ISO         24X 
Fiche:  5O-399,  BS/  1O/  IB,  831  H501B7. 

B311010277    Ach    receipt    of    831019     Itr     informing     NRC    of     stepi     taken    tn 
correct    violations    notad    in    IE    Safeguards    In,cp    Hupt 

P!        Region   2,     Office    of    Director,       B3/IO/27.        DIXHN.O,  W. 
F^che: 30-395,32/10/37,8211010277. 

—821 1010381    Responds   to    NRC    8209S1     Itr    re   violations    notod    in    IE 
Safeguards     Insp    Hep t    30-395/B2-44.  Correct tve    actions 
withheld    (r«f    IOCFR73.B1). 

DIXON.O.H.       South   Carolina  Electric    t  Qa ^    Co.       O2/10/19 
0'REILLV,J    P        Region  3.    Office    of    Director.       3pp.        151367.  Ol>.».        i.1X 
FUhe:  50-3^9,82/10/27.8311010277. 

—8211010393   Forward*    IE   Safeguards     Insp    Rept     50~395/SE-fli    on    0aoai!'.>-iV. 
i:   notice    of    vi olat ion.  Detai It    i   notice    oF    violation 
ulbhhfld    <ref    (OCFH73,  21 1. 
n 'REILLV.  J  P         Region    2,    Office    of    Director.       B2/07/31.       DtXtJN.O.W 

Erouth    Carolina    Elactric   *   Qa*    Co.       2pp.        15047-007.        21X 
Fiche; 50-395, as/ 10/27,  921 1010277. 

— 9211010389   IE   Safeguards    Insp    Rept    50-393/82-46.  on    B20BHD-26, 
Moncompllance    nnt»d: physical    darr iers-vit al    areas. 
D*taills   withheld    (ref    10CFR73-SI). 

HALL,  B   L   ,     HCOUIRE.  D.  R.       Division    of    Engineering    &   Tochnic.il 
Programs.       B2/O9/10,        lp.       15867:009.       34X   Fl ch e  :  50-393, 83/ I  0/^7. 
8211010377. 

821029.0108   Gunerie    Ltr    BS-23    to    »11     licenseea    Sr  applicants    re 
Inconsistency    betueon    requirements    of    IOCFR73.  40((j)    i    STS 
for    performina    audits    of    safe-guavrfa    tontingencg    plans 
(security    plan).  Svc     list    encl. 

EISENHUT,  D.  0.       Division   of   Licensing.       B2/1O/30,  Consul  lifa  tod 

Ediion   Co.     of    N«u   York,     Inc.       8pp.        15993:319.       34X 
Fiche: 50-000.  B2/ 1O/30, 821 02901 08. 
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KlIMOITO   Ninth    irt*Mn   deficiency    rept    re    failure    et    safetu-r  *Ia  ted 
U..t.n]hDU.«    ,...    valves    Imtitllu.   reported    on   SOI031    AMo      r"lfltel1 
reputable    p«r   Part    Zl.  H.itin|hoUit    HrLd    clien,.    notice. 
Being    r  »vieiu«  d.  Me.  t    repe    eipecled   &E,   S3012D. 

MILLS.  L.M  Tnin*»*i*  Valley  Authority  B3/1O/22.  O'KEILLY,  JP 
ration  2,  Office  of  Director.  1,,.  I  59B3-  335  34X  HfcILLVl  J'  P- 
Flche:  50-390.  63/10/23.03110401-90. 


.        aa 

of    shear     lugs     Initially    reported    on   Q310GO.  Coirec  tive    action 

u%*u,r.^i°'  "'-""V11"*  -i-  -  fi-n  p.n.trit  r 

wtldi    depending    an    specific    shear    lug 

HILLS,  LM  Ttnnenee  Valley  Authority.  62/10/25.  O'REILLV.J  P 
nog.on  5,  aPFlce  of  Director.  !p.  15928:065.  a«  R£ILLY'J-P' 
Fjchc:  50-3?0,  B2/  10/33.  B21  1  040393. 

B21  1040461    S.cond    interin   deficiency   reft  re    proper    ut,   «f 

r..pi.n»   ,p,ctra    d.U.  Inl  tl.l  !„    reported  on    BW«a   Anlutl. 

1"'  l""i   """"""'"•''"t   r.pt    ..p^id    SJ""1 


'  50-390,  02/10/33.8311040441. 


oblems     inspected.  Herao    sent    to    »uptTvl 
for    ancnor    fcBH..«.,t   rBt 


af. 

n   j,,     uttice    of    Director         3no         1  5930 
r  30-390.  Ga/10/S4.(H|i040J7t 


of    piping 


020730.  Schedulini,    !,    rea 
rept    eipecteti    ti,    B303Q1  . 


.  02/10/20,6211000167 


n-RFIIIV     JR 


e[f   by 

1'"  .....  -• 


.  ......  . 


,  93/10/29,  32J  1OB0336 


fUhe;  50-390,  63/10/29.  S31  J080354 


D'fiEILLV- 


iS:?!^1^1-"-"^^^^ 

Sm";1:;^?^:;'.1:^^™  beui!i  -«'^-  «-?  •". 


QSll090403 


311090311    Second     Interim   daficiencu   rent   r.    HI.      , 

asi;.'^::SKKi:ni;;f!:i   :  t  &!!»; 

Aerator   room  .t.fflp    .  „        tM  F.^M    "«,    M'eSi  S?' 

s  SS^-  pJ;?:-:;1;^:  :?.  A'gr  "i^  ^/s™UV 

' 


p  . 

Ficht:  90-390.  83/11/01,9211080211 


^^ 


"li^n/™"*    interim   ^'"""Y    "P*    »    "Mure    to   .u.ll, 
implement   QA    program   for    storag  e,  instal  lati  on  &  >l""l 

Hc.eum*ntatic.n    of    Insulation   used    on   Sj   around    sdPetu-rilat 


Fir,,    ,„!„,„  J,,,,,,ncg   „      ,   „   ,  «„,.., 

1  ^\s:sr.:ifr::j^::  is  srm:  ™     , 

ctijj.   «tion..N.«t    rept   ..p.ct.d    br^olM  "<IIB| 

,L.ri.        Tennessoc    Us  I  ley    Authority.       93/1  1/O3         n<eei,iv 

nJ'     "f  'C°    "'   »'»«*«.        2PP-  6003   09B         24X  ^ 

:  50-370,  33/11/03,0311090149. 


6511090157  euth    interim  deficiency 

M1Vt    der"H5<  '""ian 

continuing,  N«t   r^p 


|w* 


6211100303   TMrd 
' 


rsp  t    re    erroTS 


-  °  Program  1  imi  tation..  WERCO  n.nu.| 
1o  =  uffl.nt.N..t  rept  eipectEd  by  B3MU 
:"  VaJlHy  Aut"TUy.  Sa/Il/04.  0-REILLV, 

!6022;°32-  a" 


T11    interlm   d»*ie»«n^    rapt   re   di.cr.pjntltt   U  M 
arduar*.  Initially    reported     in    B31004.  Pip  ,„,  l"  '  ' 

bn        ualn9  T"PE  ^™-»><*  «,**.,„  „ 

ValleV    Authority.        B2/1I/05.        0'REIU.V, 


. 

i  i  e  p      Ul11    be    •»*«itts"J    by    S30120 

MILLS,  L.  M.       TennHsoee   l/alley   Authority.       BS/II/oa        O'HCIiLV, 
Region   2,     Office    of   Director.        2pp,         16163    IBB         34X 
F.che:  90-390,  82/1  1/OB,  021  1220303 


B««i?'!^'Jlsl"nev    rBpt    re    '"••'•^•tilK    d»ifln.d   .pint 

*,*.-  I        J'     "Ula11"   '•?«"•*•-    «n  820702.  Oates  modm,d   (t, 

meet  Re)    Guide    1  .  13  roqui  roments. 

MILLB.L.M,       Tennessee   Valley   Authority,       82/11/12        D'HElliY,. 

5!fl    °nJ'^M"   °'   "^"tor,       2pp.       16163:201        24K 
Flcha;  50-390,  02/11/12,  031  13302BH. 


rf    <          k    I"*611  ""  "•'iei-ne«    "P*    «    lack    of    tMl 
.M      1?         "*    e?uIpmer)t-lnitiaUlJ    "Parted   on   B21013 
,'2        S    Dn9Dt"S-'g'"t   rept    expected   by   830324. 

H.nTBn  i    n*I"nn":*«  Valle"  Authl"-'*y-     B3/H/12. 

Region  2,    Off,ce    of   Director.       3pp.       16193:356        24J1 
Fich*  ;  50-390.  82/1  1/12.  631  1330078 


*"?'1?11    iV*lr'B   "•*tet»ncg    rept  re    l«k    o*    q^HKcili' 

^bedfflent   Plates.  Initially    sported    on   H30S19.  auppoft  ^..H' 
changes   completed   &  all    deficient   emftedments   wil'nu.tmt 

«?,,"=  ,ln^e*tlSation.Neit    rept   ulll    ba    provirferf   hy    831324. 

niLLSjL   H.        Tennessee    Valley    Authority.       83/11/12.        O'REILLYS 

fie-DlonS,    Office    Df  Director.       ip.       16193:112.      24X 

Fiche-  50-390,  83/11/12,0311330171. 

B311H30179  Eleventh    intorim    deficiency    ropt   re    Improperly    Lnttill 
support  anchors.  Initially    reported   on    BlOfiOa.Util    evaluatlr,! 
recommenced    disposition   for   cited   def  icienc  ies.  Nait    rtpt 
mill    be   submitted   6y   B3022B, 

KILLSrL.H,       Tennessee  Valley  Autlmrity.       B2/11/1H.       Q'HEJLIY.J 
R«glon  2,    Office    of   Director.        Ip.       16193-  144       S4K 
Fithe:  30-390,  H3/i  1/12,  B31  133017? 

B3UB3-OOB5  Second    interim  deficiency   ropt   ra    tornado   demiiurin 
on  -ujiljarg.    bldg.  Initial  ly    reported    on  030623.  Addl    ana]V<M 
T/L*      !:  of    dDors   "'"'"•"'ay    to   determine   sionifltanct  of 

Pi    1""    t*pect*d    loa<"n9*.Me»:t  i-ept   planned    for    B304SJ. 

,  L.H         Tennessee    Valley    Authority.        B3/11/15.        0'REIU.T,J.I 

i°nH5'™flC"    Of  Director'       BPf-       161^3:314.      24X 
he:  30-390.  SS/l  1/15,  BS1  1230005, 


J'ird    ifltl"'lm  dBficieticy   rept    re   noncon/ormlnj  v 

*ump.    valve  room.  Ini  tially    reported  on  830482. 
!    ,    con*'<le''ins    rfasign   enhancements    for  valva  rooji*    in  t 
M!.  i  To        monitoring    »ys   per   SRP    6.  2.  4.  Neit    rapt  due   830224. 
niLLS.L.M.       T*nr>essea  Valley   Authority.       83/11/15 
Rsojon   2,    Office    of   Director.       Ip.       li!93;047       SAX 
Fiche:  90-000,  83/11/15,8211330129 
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BSHS300&3  Final    deficiency    rept    re    containment   penetration  protection. 
Initially   reported    on   Bl  1S07,  Design   reviews    will    be 
ptrforniBi)    on    all    electrical    penetration  conductor    siiing   d 
redundant   overcurrent    protection   changes. 

KILLS.L.M.       Tennessee  valley   Authority.       B3/11/17.       0 'HE1LLV,  J.  P. 
J!»jJon    2,     Office    of    Director,        5pp.        16196:312.        24X 
Fictie:  50-390,  02/11/17,0211230060. 

eSUB'JOS??  First    interim  deficiency    rept   re    failure    to    perform 
functional     tests    to    verify    that    valve    mill     upon   within 
specified    tine     limits.  Initially     reported    on    021019.  Spec 
»h*«ti    being    e  lamined.  Nei  t    rept    to    be    submitted    by    830331. 
rtJU.fi.  L.M.        Tennessee    Valley    Authority.        B2/11/17.        O  'REILLV.  J.  P. 
Region    2.     Office    of    Diroctor.        2pp.        16319:063.        24X 
Fie  fie:  30-390,  S2/1 1  /1 7,  BSl  1290397. 

831ia703BO  Second    interim  deficiency    rept  ra    sheared    motor   pinion    kegs 
in   tltti torque    motor   operator*.  Initially   reported    on    920B3Q. 
Llmi torque    initiated    corrective    actions.  Neit    rept    mill    be 
sent    big   B3053A.  _ 

rll'LLS.L.rl.        Tennessee   Valley    Authority.        B2/11/10.        d'REILLY,  J.  P. 
Region   2,     Office    of    Director.        2pp.        16221:345.        3-JX 
Fie  he:  SO-OOO,  S2/ I  I/IB,  B21 12905BO. 

6211290595  Fifth    interim  deficiency   rept    re    incorrect   modeling    of 
•F  eeduater    pip  ing   va  I  voa.  1  ni  tial  ly    reported    on  Bl  1009.  v&ndor 
vJlve    drawings    transmitting    correct   valve    data   used    for 
reanalijsii    not   yet    received. Nei t   rept    by   030701. 

MILLS.L.K,        Tennessee    Valley    Authority.        S2/11/1B.        0 'HEILUV,  J.  P. 
Region   3,     Office    of   Director.        lp.       16226:036.      24X 
Fiche:  50-390,  B2/1 1  /  18.  62 1 1290595. 

B21JS9042a  Third    interim   deficiency   ropt   re    incorrect  modulus   n P 
•elaaticitu    used    in    piping    analysis   of    auiiliary    feedwoter 
IUE.  Initially    reported    on   B20330.  Pi  p  i  ng   Analysis   Problem 
N3-3-15A   rerun.  Neit    rept    utll     be    submitted     by    0304,20 
HILLS,  LM.        Tennessee    Valley    Authority.        82/11/18.        O  'REILLV-  J.  P. 
Region   2,    Office    of   Director.       3pp.       16226:012.       21X 
Fiche:  50- 391,  02/1 1  /  IB,  82U290620. 

8211290506  Fourth    interim   deficiency   ropt   ra    cable    separation    in 
esientUl    rau    cooling   water    intake   pumping    station.  Initially 
reported    on    B 1 1204.  Drauing  s   revised    to  add    1-h   rated    fire 
barrier    DTD  tact  ion    including    wrapping    of   cables  uj/rnatl. 
MILLS, L.M.       Tennessee   Valley   Authority.       B2/11/19.       Q'REILLV,  J.  P. 
Region    2,     Office    of    Director.        3pp,        16226:316.        24X 
Fifha:  50-390,  62/11/19,  P31 1B70S06. 

0211290324  First    Interim  deficiency   rept   re    postulated    accident 
bloudauin    of   more    than   one    steam   generator,  1  ni  tiat  ly    reported 
on    B3IOJ5.  Uti  1    evaluating    condition   to   determine    safety 
conieouBncos.  Neit   rept   eipected    by   B3Q623.  „,„..,„     ,   n 

MJLLS;L.M.        Tennessee    Valley    Authority.        83/11/22.        O  'REILLY,  J.  P. 
Region   St     Office    of    Director.        2pp.        16226:271.        24X 
Fie  he:  SO-39O,  B2/1 1/22,821 13TO324, 

V.     Operator   Examinations 

SaiOl30019  Generic    Ltr   B3-1B    to   all    poucr   reactor   applicants  & 
licensee*    re    reactor   operator   t<   senior    reactor  operator 
re-qualification    exams.  Advi  ses    that   eiams   begin  at    facllitu 
after   BHlOOl.Svc    list   end.  „  ,.,     ._. 

EEBEHHUT,  D.  0.       Division   of  Li  censinfl.       62/10/12.  Consolidated 

Erflion    Co.     of    N»ui   Vorh,     Inc.       15pp.       liOOS:  234.       24X 
Flch«:  aO-000,  02/10/12,8310130019. 


DOCKET    50-395  VIRGIL  C.    SUMMER  NUCLEAR   STATION,    UNIT    1 

E:.     NRC    ffafcty    Evaluation  Report    (SER),     suppls    (.Correspondence 

8211100362  Requests   SER   suppl    input   by   B21101    re    independent   design 
verification    program.  _._....„  « 

YCUHGHLaOB,  B.  J.        Licensing    Branch    1.        B2/10/27.        BQSNAK,  R. 
Mechanical    Engineering    Branch.       HAASS,  W.       "^lity    As.urance   Branch, 
lp.         16040:352.        24X   Fiche:  50-395,  B2/  10/27,  821 1 100562. 

6211190342   Forwards    proposed    supplemental   SER    S.eseepfc    for    Section 
3.  7.  4,  re    independent   design  verification   program 
NOVrtK.T.M.       Assistant  Director    for  Licensing.      82/11/04. 

Division   of    Emergency  Preparedness.       KNIOHT.J.F.       A,,,i,t»nt 
for    Components   &   Structures   Engineering.       JOHNSTON,  W.  v. 
Director    for    Materials  (.  Qualifications  Engineering.        lp. 

H4X   Ficne:  50-395,52/11/04,8211190342. 

8211E20473  Forwards   Amend    5    to  License    NPF-12  &  notice    of    issuance    & 
availability    fc  NUHEG-0717,  Buppl    5  to   SER.  Amend   autnoriiei 
fwll    power    operation  w/license    condition   for   SOX    power   until 
steam   generation    documentation    submi  **«£•  mwiN  nu        Bdult 

ETISENHUT,  D.O.       Division   of   Licensing.       82/11/12.       BIXON.O.W.       Bnutl 
Car-olina   Electric   k  Oas  Co.       lp.       16197:216.      24X 
Flch«:  50-399- 02/11/12,8211220473, 


F.     Sieurity,     medical,     emergency   (- 


B211150641    Confirm*    930930    ngt   meeting     in   Atlanta,  GA    to    discuss 
implementation    of    fire    protection    p  ro  gram.  Sugg  ested    agenda 

LEWIS,  rt°CenVivi.ior.    of    Prajecc    *    Resident    Programs.        82^09/2 
NICHOLS,  T.C.        South    Carolina    Electric     >,   Ga  5     Co.        2pp          16061 
2tX    Fiche:  SO-393,  B2/07/27-  821  1  1  50S.4I  . 


of 


0El00400iB   Generic    Ltr    92-17    to    all     pouer    react  or     1  icon* 
applicants    t    holders    of    CPs    re    line  ons  latent  y     betucon 
requirements    of    IOCFR5O.  54 < t )    6    STS     for    performing    aut 
emergencij    preparednaas    programs.  Svc     list    end. 

EISENHUT,  B.  0.        Division    of    Licensing          B2/10/O1.  Conao 1 ina too 

Edisotv    Co,      of    Neo.    Vorfc,      Inc.        II  pp.         160O3:  2BB.         24X 
Fiche  :  50-000.  82/10/01.  B2100*OOiB. 

8210070019    Generic    Ltr    92-21     to    all     licences     ^applicants    of    nuclear 
Power    reactors    r*    Tech    Sp^cs    for    fire    protection    audits. 
Forward*    guidance    discussing    general     scope    &    doscr.bing 
elements    to    be    included     in    audit    Svc 
EISENHUT,  D.  0-        Division    of    Licensing. 
Edison   Co.     of    Now   York,     I nc         19pp. 
Fichf  50-000, B2/ 10/06,02100700 19. 


Mat    end, 
93/10/06. 
:  33B. 


ilidated 


21 X 


•B21102Q699    Release!     public  version    of    revised     radiation    flmargenci)    plan 

FELTON.  J   H         Div    sion    of  Rules    and    Records.         S2/10/I4.  Do^^nt 

Manlge^ent'  DrSiTh.         If.  109^:337          24X    Fi  ch.:  30-393.  82/  .O/l  4  . 
B21102O699. 

—8211030701     Forwards     public    version    of    Revision    a    to    Radiatiun 
EmeroenC'U    P  Ian   EP-100.  I  na  true  t  i  on     sheet    t-ncl 
pS'Su.        South    Carolina    Electric     t   GaS     Co,         a2/i&/05 
DENT  ON.  H   R         Office    of    Nuclear    Reactor    Regulation,     Director          M'  P 
15905:342,        24X    F  i  ch  e  :  50-395,  B2/10/  M.  631  1O20699 

—  B211020702   Public    version    of   Revision    B    to    Radiation    Emergency    Pl.-m 

BE^LE^V    E    ,     WILLIAMS.W.  A.  ,     CQMNELLV.  J.        South    Carolina    Electric    t. 
Oat    Co         Sa/09/30.        5pp.        (3903:344.        2«     Fich.'  50-393,  B2/  I  O/  14, 


Carolina    Electric    &   »aa   Co.       Epp- 
FicJi&r  50-395,  62/10/19,6311030375. 


15941:039.       2-1X 


8211150187    SunHnari."    B20930    IE    mgt    meeting    uj/util     in 
Identified    prohlems   u/fire   protection    eva  1  uat  ion,  ftg 


,p,ion   3.     Offic,    of 
South    Carolina   Electric    t   Gas    Co, 
Fich.erSO-3'JS,  BS/lO/lB,Sai  1  130187. 


t?r.       B8/IO/.B         DIXON-D. 
16056-  (SO.        24* 


B2110t0277    Ack    receipt    of    B21OI9     1  tr     informing    NRC    o*     ste?5    ta  i  En    to 
correct    violations    naterf    JTI    IE    Safeguard*    1  nsp    Rapt 


p:         Region    2.     Office     of    Director.        ea/IO«7.        DIXDN.O.W- 
Sc-utft     Collna    El"c:tric    &    ffas    Co,         lp.         15867:004.        24X 
Fiche:  30-393,32/10/97,8311010277. 

3211010281   Bespono-s    to  HRC    920921     1  tr    re   violations    noted    In    IE 
Safeguards     In.p    Rapt    50-395/B2-4i.  C  orrec  t  I  ve    action, 
withheld    Iref    1OCFR73,21>.  no,,rt,,o 

DIJtOM-O.W.         South    Carolina   Electric     t,   Gas    Co,        82/10/19. 
0'RE!LLV,d.  P.        Regions,     Office    of    ilirector.        2pp.         13067:00^. 
Fie  he:  50-3<?5.  B2/  10/37.  8211010577. 


-B2110I03B9  Foruards    IE  Safsauard 
&   notice   of    violat  ion.  Detai  1  s 


In.p    Rept    SO-n95/B2-16    on   Q20BH5-a/> 
notice    of    violation 


South    Carolina    Electric    A    Sa  s    Co. 
Fiche;  50-375,  3S/  10/27,0211010277. 


Spp,          15667:007. 


— 821101038°   IE    Safeguards    Insp    Rept    5O-395/B2-46  on    320023-26, 
Honco.mpl  lance    no  tad:  phgsical    barriers-vital    areas.. 
Details    uitjiheld    Cr«f    10CFR73.  21  I , 

MALL. B   t.  ,     MCOUIRE.D. R.       Division    of    Engineftrino    k  Technical 

Program,.        Sa/0»/IO.        lp.        !&Bi7:OO9.        24X    Fich ,    30-395, 82/ IO/0/. 
B211O10277. 

B21O89Oloa   Generic    Ltr    B2-33    to    all     Kcensco-s    &  app  1 U  ants    re 
mcontlstoncij    between    requirements    of    10CFR73,  401  g )    b   STS 
for    performing    audits    of    iafeguards    con tirioencij    plans 
(security    plan).3vc    list    end. 

EISEHHUT,DO.       Division    of   Licensing.       62/10/30,  Con  sol idatod 

Edison    Co.    of    New  Vorh.     Inc.       Bpp.        15993:319.       34X 
F£che:5O-000.  B2/ 1Q/30, B21 029O1O8. 
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por*)*    per   p*rt    3l    We.  1  ir.jhouse    Field    change    notices 
.ng    r«vieui-d.wEj,t    rapt    eipeeied  by    030I2S 

'n.I*"'"""  VflUe"   AuthD1-itV.       B2/1Q/22        Q'ReiLLY,  J  P 
r  a*'™*'"    °f    <>"•«*"•        IP-        15?M   355.        24X 

Fiche.  50-390,  03/10/22.  (331  1040170 


uoiM 

shear    tug,.  Initially    reDort*d    on   G21030.  Corrective    actlpn 

iUd]!*    "!    °f    l/4-inch    filj"    «•"•    "    full    Pto.tr-.tu" 

ds    depend.  ng    nn    specific    sfcear    lug 

fi'V  n«l!nn*llM  Vallev  A"*1""-"*-     H2/SO/25      D'REFLLV.O  p 

Rfff.on    3,     Office    of   Director.        (p..        IS92ff-04S         24X 
Fiche.  50-390,  E?2/  10/35.  0211040393. 

211040461    Second    interim   <.f.e..ntw    nept  re    Improper    us.    ,r  dloitife 

°   ?n  ™'£rlr*  ata  in(tia"y  ^«-M  ™  xwat.*,.'?  ,  s 

contiquinn,.  Mt,t  rept  ,,pect&j  bv 


*«•       B3/10/33.        Q'fiEfLLr,  J   P 
13-726:152        34)r 


tential    problems    inspected   Mc^io   sent    to   sc,perviSpr 
"I  °r  '""'"  btf-Nitt  rept  """t"-1  fr«  " 


O'HEIHV     >  a 

' 


unj     ,    reanalysis    of    pipir,    s.»    underu.au    Ne,t 
rept    eipect-pd    bnj    B30301.  y 

MH.LH,UH.        Terneiiee   Valleu   Authority.       02/10/20         D' 

° 


03/10/39,3311000147 


i;:-:rSir:  :r"« 

,  G3/10/2B.  B21  10Q0167 


6311090103  First    interim   defici.ncu    rBnt   re   fail,,-.   * 
l«pl.»nt   QA    proar,m   f0r    .tw-^Miltanlt   "n   t 
docuner^tation    of    inflation   U5ed    on   ft   around    i*^tu 
.W.nt.iniUan,    rtportij   on   Mlooa  N.lt   ^J    ^ 
MILLS.L.H.        r0t.n«ssBS    Valley    Authority.       fla/11/03 
fifjion   a,     Off  ie,    Df   Dlractor.       Hpp         1M03-  aa*        MI 
Flcne:SQ~3-;0,  82/11/03,5311090103  " 


8311090149  First    mterim   deficiency    rept   re    impropur    J«|« 

m  -         r  . 


LM 

Rioin  a  M'n.[?n"'""  v-"'«  Authority.  S2/1I/03. 
R«Sl°n  2,  Office  of  DlpBCtor,  2pp.  16003-09H  3 
Fiche;  50-390.  82/1  1/03,  821  1090149 


ith.r  90-390,  ea/  1  1/03,  021  1090197 


3211H20269  First    interim  dBficiency    rapt    r 
rup    ur.   A-rd-nr..  Inlti.lU    reported    in 

U9in9  TPIPE  •"- 


...nei,t    •„  .„, 

!;  ""'" 


:  50-390,  S2/I  1/05,  031  1220249 


of1"!*    '^"^.J-'l'l-ncg    rept    ro   dlicrBp«(|«   biUtn. 
f    °"  alJltcheB  /nounted    on  HWC  air   coolina  fin 
[in9    ila3r*™-  Initially   r.pwti    'n 
be    submitted    by    630120 

RPoion   2      oPI?nneSrn-Val!"g    Authority.       82/11/00.       O  'RE1H.V,  J  •. 
Hpglon   3,     Office     of    Director,        2pp.         16165'  IBB         S4X 
Fich*:  SO-390,  B2/1  1  /08,  031  1220303 


" 
pt 


^*-  narr     U 

pool    gates.  Initially   repDrted    on  B20702.  Gates  modiH.d   t» 
meet  Raj    Ooide    [.  13  raquiromenta 


n- 

n™  Of    Ulreetor-        3P 

l  che;  50-390,  Q2/H/12,  821  1320209, 


:  50-390,  62/10/29.  02110EO&54 
403    Second    Infcari*   4.f]clii,c| 

.'s.r:'::^-:^':: 


BM.HI,,    inJ.H 

:  ;  r    " 

>Peo.rt(i<H    Info 


50-390.  82/1  (/Ol  ,  821  108021  1 


r"^    I"*"!™  deflcie"cy    "P*   r.    lad    of    t,tl    p 

igerant    equipment.  Initially    reported  an    B3101  3 
Dn9Ding.Next    rept    expected   by    B30224, 

R..in   P      n-I?"11":'!;   ValUlJ    A"*1"" 
Region  S,    Office    of  Director.       2pp. 

Fiihc;  50-390,  S2/1  1/12,  B31  1230070 


16193:356 


**?"?11    i?terlm  «""lelti,ci(   rept   re    lflck    of   4U 
.mb.dment    plates.  Initially    rePorted    on   S30319.  Suppoft      .|}>. 
change,   competed    fc  all    deficient   embedment!   quallflfd    Cult 
«n  ,"=  ,in^ettiflation.Ne.t   rept   ulll    be    provided   by   BSiaa-l. 
o..if»   a      n.Bl!n"e*S"   VallB«    Authority.        83/11/12.       O'flElLLV.  J.t. 
Rfgian  S,    Office    of  Director.        Ip        16193-  US       24J( 
Flche;  50-390,  02/1  1/12.  021  1230171  16IVJ'113'        24J( 

B2UH3017'?  Eleventh    interim   deficloncy    vept   re    improperly    jnlllU'f 
sifppprt   anchors.  Initially    reported   on    BtOtOB.Utll    evaluatins 
reioirwendad    disposition    for    cited   dsf  ic  lent  Us.  N».t  rtpl 
mill    (>•>    lubrnl  tted    by   930220. 
MILLS.L.M.       Tennessse  Valley  Authority.       02/11/1H.      O'HEiaVjJ^. 

r'.'l*"™'***'**'    Ot   Dlrecfc<"--       IP-       16193:144.       MX 
Fie  he:  50-390,  03/11/12,3211330179, 

3211530003   second    interim   deficiency    rept  rB    tornado   dtpr**ii/r(iilL» 
on    iu>lliary    b(do.  Initially    reported    on  030623.Addl  »n*lvtu 
«   0v«lu«tion*    of    doors   underuray    to   determine    significant*  it 
Mi?iSr.    E*n    •'P*116'^    loadings.  Next   rept   planned    for  B30<M- 
niu.b,  L.  H.       T.nn«s*«e  Valley   Authortt«.       02/11/15        O'BFIU-Y.  J,' 

cigl°nj?i'£tfie'    °f   Dif'ct°r-       2PP.       16193:314.       34X 
Ficht:  30-390.  B2/1  1/  15,  B2t  I2300B5. 


o™,hiri'    int"im  <«*fiel*ntg   rept   re   noneonf  ormlnf   ,wlffi« 
nl,i  <Ump    v-lve   roDm.  Initially    reported   on   880432.  ' 

Utll    considoring    rfesion   unhancements    for   valve  roomi   In    fit* 
of    l.afc  mojiitoi-irg    eys   per   SRP   6.2.4.Ne>t   r.pt  due    B3Q334, 
rtILL8,U.M.       T*nn«i*e«   Valley   Authority.       B2/11/13.      0  'JIE  1  U¥.  J  ' 
SfBJon    2.    OFfito    o-f   Director.        Ip.       16193:047       24X 
Fiche:  50-000,  B2/1  1/15,  921  123012B 
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Find!    deficiency    ropt    re    containment   penetration   protection. 
[rltlalij   reported    on   £tl  1B07.  Des  i  an   reviews    uill    be 
performed    on    all    electrical    penetration  conductor    siiing   !< 
redundant   overcurrunt    protection    changes. 

KILLS.  L.M.        Tnnneaaoo    Valley    Authority.        62/11/17.       0  'REILLV,  J.  P. 
Rujtlon    S,     Office    of     Director.         Spp.        16176:313.        24  X 
Fie  he:  SO-390,  B3/  1  1  /  1  7.  B2\  1330068. 


Pint    interim   deficiency    rept   re    Failure    to    perform 
functional    te-sta    to    verify    tha.6    valve   mill    open  within 
IprcJPtvd     time     I  imi  ts.  Ini  t  in!  1  g    reported    on    B210I9.  Spec 
sheets    being    oamin  ad,  Nei  t   rept    tg    be    submitted   6y   S3Q331. 
MILLS,  U,  M.        TcimoanBQ    Valley    Authority.        B3/I1/17.       0  'REILLV.  J.  P. 
flexion    2.     Office     of     Director.         2pp.        16219:063.        24X 
•Ftefte:  flO-CWO,  02/11/17,0211290397. 

S3  IS  370930  Second     Interim   deficiency    rept  re    sheared   motor   pinion   leys 
In  Llmltomue    motor    operator*,  Initially   reported    on   620830, 
Llffll  torquo    Initiated    corrective    actions.  Next   rept   mill    be 
sent   bit   63093,6, 

MILLB,  L.  M.       Tonnoiaee   Valley    Authority.       B2/11/10.      0  'REILLV,  J.  P, 
Region    H,     Office    of    Director,         3pp.        [6331:349.        24X 
Fit  ho:  30-000,  D2/1  1  /  IB,  B21  127O5BO. 

8211390595   Fifth    interim  deficiency    rept    re    incorrect  modeling    of 
feeduBter    piping    valves.  Initially    reported    on  01  100?,  Vendor 
valve    drauliis  i    tvarmmi  ttlng    correct   valve    data   used    for 
r-caiialijci*    not    y-et    reco  ived.  Ne»  t    rept    by   030701. 

HfLLa.L.M,        Tonneaaee    Valleij    Authority,        B2/11/1B.       0  'REILLV,  J.  P. 
Region    3,    Office    of    Director.        Ip.       16236:038.      34X 
FUfie-  30-3TO,  32/11/10,0311390599, 

B2I329Q62Q  Third    interim  deficiency    rept   re    incorrect   modulus   of 
«la*ttcitg    usod    in    piping    analysis   of    auiiliary    feeduater 
»V».  Initially    reported    on   B20330.  Pip  i  ng   Analysis   Problem 
N3-3-1SA   rerun.  Melt    ropt    uilll    be    submitted    by   030620. 
hllLt-Q.L.M.       Tonnosaeo   Valley    Authority.       62/11/18.       Q  '(IEILLV,  J.  P. 
Region     S,     Office    of    Director,         2pp.        16326:013.        24X 
Flcfio:  30-391,  S3/1  i  /  19,  B21  1290629. 

BEllBTOSOt   Fourth    interim  deficiency   rept   re    cable    separation   In 
•itsntial    ran    cooling    uator    Intake   pumping    stati  on.  Ini  tlally 
reported    on    Bl  1204.  Drawings    revised    tn   odd    1-h   rated    fire 
barrier    protection    including    wrapping    of   cables   w/matl. 
HILLS-t-.M,       Tenneuaoo  Valleij    Authority,       S3/11/19.       O'fiEILLV,  J.  P. 
Region    S.    Office    of    Director.       2pp,       16226:346,       31X 
Fiehs;  30-390,  S2/1  1  /17,  P21  139O50i. 

6311270924    Firet    Interim  deficiency   rept   re   postulated   accident 
alo-udouin    of   min-B    than   one    ttoam    nenerator.  Ini  tial  ly    reported 
on    PSIOlS.Util    evaluating    condition   to   determine    tafety 
eonteque<ic*a.  Next    rept   o.pectod    by   030623.  n,ncl,  ,  v     JP 

«]LL8,1-.M.       TenneaHee  Valley    Authority.       82/11/22.       a'FlEILLY,  J.  F. 
Rojlon    2,    Office    of    Diroctc-r.       3pp.       16226:271.       34X 
Fiche:  30-390.  02/11/23,0211290331. 

V.     Operator  Eiaminat  ions 


S21O130OS9  Generic    Ltr   83-10    to   all    pouor   reactor   applicants 
Ilc-Binee.   r.    reactc-r    operator    t    .enior    reactor   operator 
^qualification    enoms.  Advises    that   eiams   begin  at   facilitu 
after    tJHIOOl.Bvc     list   encl.  ____  H 

EIEEHHUr,D-0.        OivUlon    of   Licencing.       B2/10/J2.  Consoli 

EdUon    Co.     of    Hsu    Vorfc,     Inc.       I3pp-       16002:334,       H4X 
Flch*:  &0-000,  BS/  1O/12,  0310130019. 


DOCKET    50-395  VIRGIL.   C,    BUMMER  NUCLEAR 
EL~HRC    eafety    Evaluation  Report    (SER), 


Q21U0056a  n.que«fc.    BER   suPPl    input  by    831101    re    independent  design 
verification    prooram. 


lp.         16040:332, 


Flche  :  30-393,  flS/  1O/27, 


6311190042   Foruar«U    proposed    supplemental   SER    accept   for  Section 
3.7.4,re    Independent   de.igr.   verif  Je»Jlon  P"""^.,,™        CRiHE0,B.K, 
NOVAK.  T.tt       A.<l«t»t   Director    for  >-ie.n.I«g.      «/Uffl4.      «    Dirtctor 

Division  of  Elm.rn-ncy  Prepared^...  KHIflHT,  J  P.  *••!  s«" 
*OT  Campon.nt.  t  Structures  Eng  ne.ring  ^NBTON,  W.  V.  fl> 
Director  lor  rMt*rl«U  t-  »'«>i"i?"£n"  Enfl  'neoTin!J-  1p' 

24K    Fiche:  30-373.  88/11/04,  6311190343. 


.ta«m    generation    documantat  ion    1°;"''"e^,1  1/!a 
EIEEWUr,D,0.        Division   of    Lic>  n.infl        B2/1  1/13. 
C.rolln.   Eltctrlc    *  0«   Co.       If.       14197:816.      24X 
Fi  ch«=  90-373,  B3/  1  1  /13,  SSI  1220473. 


,0,W.       South 
.w. 


F.     Stcur i ty.    medical,     emerotncy   t    fire    protection   plans 


B211150641    Confirms    320930   mat   meeting     in  Atlanta, GA    to    discuss 
Implemtntat inn   of    fire    protection    program.  Suggested    agenda 
enc  I.  Ufa   enc  1 . 

LEWIS, R.C.        Division,   of   Project    4   Resident    Prograni         BD/OW27 
NICHOLS. T.C.        South    Carol  ina   El  ec  tnt    t.   Gas    Co         2pp          ItOil     19 
24X   Fiche:  SO- 395,  B2/09/27,  S211 1  50641 


k 


B21004006B   Oenerit    Ltr    62-17    to   all    pouer    reactor    lice 
applicants   t    holder*    of   CPs    re    inconsistency    between 
requirements    of    10CFRSO.  54(  tl    tc   STS    for   performing    audits    af 
emergency    preparedness   programs    Svc    list    encl. 

EtEENHUT,  D.Q.        Division    of   Licensing         S2/10/01  Consolidated 

Edison    Co.     of    Hem    Vorl,     Inc.        llpp.        16002.253.        24X 
Fiche:  50-000,  82/1O/01.  921O04006B 

931007O019   Generic    Ltr   93-31     to    all    licensees    8.   applicants    af    nucle.nr 
poueT    reactors    re    Tech   Specs    for    fire    protection    audits 
Forwards    guidance    discussing   genera!     scope    J.    describing 
elements    to   He    Included    In    audit.  Svc     list    encl 

EISENHUT.D.  G.       Division    of    Licensing.        B2/ 1 0/06  Consolidated 

Edison    Co.     of    New   York,     Inc..        19pp         15793    338        241 
Fiche:  30-000,  B2/10/O6,  B2I  OQ70019 

0311020699   Releait!    public    version    of    revised    radiation    emergency     plan 
FELTQN. J   M         Division    of    Rules    and   Retords         B2/10/14  Document 

Management   Branch.         lp.        LS705:  339.        24*   Fiche:  SO-395.  BS/1O/I4- 
B3 1 1020699, 

— 8311020701    Forwards    public    version   of    Revision   B    to    Radiation 
Emergency    Plan    EP-IOO.  I  natruc  tion    sheet    encl 
DIXOH.O.W.       South    Carolina   Electric    h   Gas    Co         82/10/05. 
DENTON.H   R,       Office    of    Nuclear    Reactor   Regulation.     Director          J(,p 
15905:342.        34X    F  iche:  50-395,  S2/10/  14,  B2I  1020699. 

--8211030702   Public    version    of   Revision    8   tn    Radiation    Emergency    P I  .'«i 

DEftLE.K   E   ,     W1LLIAMS,U.  *.  ,    CONNELLY,  J        South    Carolina    Electric    ?< 
Ufc  15903:344.       24X    Fiche .  5O-395,  B3/1O/  H, 


Oas  CD,   82/09/30. 
B2  II  020699. 


Spp- 


S3I1030275   Ack    receipt    of    020913    Itr    transmit  ting    Revision    7    to 
physical    .ecuritu    plan. Changes    consistent  u/provt  s  i  ons    of 

YOUNGBLbuD.'^^   ^Licentinluranch    1.        B2/10/1B        D1XDN.O.W.        South 
Carolina   Electric    E.   Oas   Co.       2pp.        15941.039.       24* 
Flclip;SO-395,  93/10/18,6311030375. 

B3111501Q7   Summariies    630930    IE   mgt    meeting    L,/util     in   Reglon   2    oFc    r 
identified    problems    ui/fire    protection    evaluation.  Agenda    «, 


.Rin  8.  Offlc.  a 
South  Carolina  Ellectric  i-  Gas  Co. 
Fiche:  50-395,82/10/13,03:1  1150187. 


4pp.        16056 


0211010277   Ack    receipt    of    831019    Itr    informing    NRC    of    stepi    taker,    to 
correct    violations    note*    in    IE   Safeguards    Insp    Rept 


Resi.n   2,     Office    of   Director.       83/1O/37         DIXQN.O.W. 
SoU  olina   El'ctric    ft   Cas   Co.        lp.        1SB67:004.        34X 

Fiche:  90-39S,  B2/1O/37.  sal  1010277. 

-82110102BI    Responds    to   NRC   B20921    Itr    re   violations    noted    in     IE 
Saf.goaris    Ins;    Rept    50-395/93-46.  Correct  ive   act.ons 
withheld    <ref    10CFB73.S1I,  ot/in/l<J 

DJXOH.Q.W.       South   Carolina  Electric    t,  Gas    Co.      ^'io/1JL,  . 

D'REILLY.J.P.        Region    3.    Office    of    Director.        3pp.        15B67.OOS 
Fiche:  50-395,  ea/10/27,  S3!  1010377. 


-9311010285   F-r«rd.    IE   Safeguards    Insp    Rept    50-393/B3-46    on 
&    notice  of    violation-  Details    (.  notice  of    violat.on 

^REILL?,^     lSon2."office    of    ".rector.       92/09/3,.        D.  XON.  0.  U. 
Vo^lh    CaroHn,    Electric    (-Oa.    Co.        3pp.         15967:007.        Z4X 
FJ  che:  50-395,  32/10/27,  9311010277. 

-82110103B9    IE   Safeguard.     Insp    Rept    50-395/B2--46   on    620825-26. 
HoncomplUnce    noted:  phasical    barriers-vital   areas. 


B211010H77. 


-"- 

for    performlno    audits    of    safe9uards    contingency    plan, 

sH^;^::':!:-:;:.' 

Ftche:  30-000,  82/10/30,  aai0290IOB. 
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£3211040190   Ninth    int.rln   deficiency    rapt    re    failure    of>    safety-related 
H.itinghouie     B3t.    «!««.  JMt,.n,    reported     on   flOl(Hl"I"      'eJflt£"f 
reputable    p(r   PaT  t    21.  H*  st  in,  house    field    change    notice, 
lieins    rBvieufd.NBjt    rept    eipccted    *ij    B30I29 

HKnV  n.I"n""!*«   V-1"v   *"*"«*'*¥•       62/10/23-        O'REILLV,  J   P 
Re9icn    3,     Office    of    Directcr.        lp,        15923-355        24J{ 
Fiche:  50-390-  FJ2/1O/32,  021  1040190 


,  «, 

?n,i    S  g      i      ,i    "V   r""t^   on   031030.  Ctrrective   «tlon 

«?^r        !  l'«-l«"    "11.  t    u.ld«    or   full    penetration 

uelds    rtopending    on    specific    sh.ar    lug. 

MILLS.  L.M  Tennessee  Val  ley  authority.  B2/10/25  0  'fiEILLV.  J  P 
R»ffitm  2,  Office  of  Dlrrctor.  1».  15929:065  MX  KEILLVl  J'  P< 
Ficfie:  50-390,  03/10/35,831  1040393. 


52110*0161    Second    interim   d.fici.ncg    rept   r. 

o?      i=   ™    E"lrf      ata-In"^'l«    r.poruj   on 
"ntinuin.Me.t  r*t 


-30-390,  82/10/25,  021  1040461 


digitUed 
"  d 


by 


t^    bg 

B2/10/36         D'BEILLV.J   P 


rept    ejipectPd 


»»n» 
ichn    S.     Otf,fe    Of   Dtrettor.        Spp 

h*'  30-350.  63/10/29,  B2110B014I 


^l 
S03 


**IJH(l 


6211090103  First    int. rim  deficiency    rept   re    failu 
implement   OA    program    for    storog a, inatollatl on   t, 
documentation    of    insulation   used    on   t,   around    safetu-ril 
equipment.  Initially    reported   on   821008.  Neit    rept    bj    BSOilt 
nn-ua^u.n.        rennoiiBa   Valley  Authority        B2/ll/m        --"wm 
flfjlon    2,     Office    of    Director.        2pp          14003'  354 
Fich»:SO-390,  B2/11/03,  8311090103 


8911090149  Flr.t    interim   deficiency    rept   re 

nnir  i:t:r,^pt:  ?rpparta  mf=  b«  "-B"- 

lin»r   Plate*.  Initiallij   reported   on   BSlOOA. 


tlr   („„„  .. 

« 

invtit  i.iii. 

""**"' 


««tlnuinB.M..t   rept   yi  1  1    be    lub.lttid   bv 

MILLS.U^H  Tennssaea  Val|ag  Authority.  62/11/03  Q'BFlilv  i 
ffeoion  2,  Office  of  Director.  |p  I6003-OS3  MK  aflEllLVllJ 
Fleht:  30-390,  53/11/03,02!  1OTO157  >flo™'°«.  «* 

BH11100M2  Third    Int.rl.   dDficlency    rept    re   errOr, 
dUtr,bUtBd    by    AAA   T.chnDlogy,  InItJ.ll«    rHpOrted 

^M    bH^ant"0    f    i^    °f    Pr°9rflm    "-"-tlonE.Hmo   » 
K  llU  I     "nt;clle[I   Document.  N.it    rept    ejected    by   D303I 
MILLS.L^H,        Tennessee   Valleg    rtutharitu.       03/11/04        O'flnnv    j 
Rejion    2,     Office    of    uipec  tori        3p  16032 

Fieh.:  so-000.  16022' 


9311320269  First    interim   dDficiency    rept    re 
rup    »r.   *.rdMar..  Initiallg    r.port.d    in   92 


rtutl""-**«-      82/1  I/OS.      O'REILLY.  J 


rept 


B          ,  -         rw. 

e.t    rflpt    will    be    submitted    bg    B30120 

B«I™  i    n.I?1"1**:"  VflllEy  *»*""'*«•     aa/ii/oo. 
Region  3,    Office    of   Director.       2pp.        16165'  IBB        34. 
Fiehe:SO-390,  02/11/09,5211220303 

9211220283  Final  deficiency  rept  rE  inadequately  dfllUti 
P00t  gate,,  rnitially  reported  on  BW7M.  Q.tt.  noSIru 
meet  Reg  Guide  1.  13  roqu  iroments, 


B™  ' 

i  che:  50-390,  82/11/12.  931  13202SB. 


'6165:206. 


»ml   F 


9211060254 


5211090403   Secontf    interim  deflci.ncy   rep 

11"  sing  "»•"•  m 


4nlH  * 

1"  d"uat' 


. 
^ 


« 

t      I?         "*    e?uiPmon*-In*"al 
,9£  Ol>»oi"9   N=<t    rept    et 

H.«  a      n-I?I"l*"!f«JV-IIiv   Aut"OI 
flegic-r.  2,    Office    of   Director.       2pp. 

Fiche;  50-390,  FJ2/1  1/12,  B2I  1S3007S 


reported    DTI   021013 
cted   by   030234, 
'W        82/1  I/IB, 

Iil93-  356        H4X 


ld*flISD?''  17t"!m,de'*=i«ncy  rept  re  l.ch  of  qiMHILHl 
smb.dment  plates.  Initially  reported  on  830519.  Support  dlllgn 
change,  completed  i  all  deficient  embedment,  nual  If  |  td.C.vll 
«n  ,Bc  ,'n;'esfciaat''>'«-fj«'t  rept  uill  be  provide*  by  B213S4. 
MILLS,  LM.  Tennessee  Valley  Authority.  02/11/12. 
RcSio-n  2-  QFfies  of  Director.  lp.  16193'  112  24X 
Fiche;50-3?0.  02/11/12,6211230171 

8211230179  Eleventh    interim    defUiBnc«    rept  re    Improporlu 
•support   anchor*.  Initially    rsported   on   H1040S.  I/til    •V*|M 
rccomrn«nded    disposition   for   cited   <Jef  ic  iene  1m.  Neit   r*«t 
mill    bB    submitted    bg   B3022S. 
MILLS.L.M.       Tennessoa   Valley   Autliority.       B2/1I/1H,      O'flElLlV.J'. 
Region   2,    Offiep   of   Director.       lp.       16193-1.14        aflK 
Fiche:SO-390,  83/11/12,931123017?          lalw''«-       •"" 

92U230005   Second     Interim  defitjency   rapt  re    tornado   d<priii«ili|t:i 
on   auxiliary    b  1  Jg.  Jri  tial  ly   reported    on  S20623,  Arfdl   aniliiM 
S:   eviluatlon*    of    doors   underway    to   determine   »ignl  flcanci  «l 
r        *"    "'P*1*"1    l-atfings.Next  rept  planned    for  9304??  . 

Tenresiee   Valley  Authority.       S2/il/I5,       O'ftElUt,  J  f- 

0ll'™"Ce    "'   Director.       2PP.       16193:314.       Z4K 
ht:  50-390,83/11/15,8211230005. 


Dohlrd    interim  deficiency   rept    r«   nonconfornlni  V4lUin' 
of   RHR/DHR   <urnp    valve  room.  Initially    reported   on  B3043Z. 
Util    coniirforing    design   enhancement*    for  valve  room*    in  f«fM 
»;.  .2   ,    "loiiitoT-ing    eys  per   SRP    6.  2.  4.  Ne<t   ropt   due   WQ32*. 
rtiLUS.L.M.       Tennessee  Valley   Authority.       02/11/18. 
fleoion    S,    Office    of   Director.       lp.       1A193;047        84X 
Flche:  50-000),  82/11/15,8211230189 


DOCKETED  ITEMS 


34 


B2l  \33QOtB   Final    deficiency    rept    re    containment    penetration  protection. 
Initially    reported    on   Bl  1307.  DBS  ign  reviews    will    be 
p  (rforme-d    on    all    electrical    penetration   conductor    siting   & 
r-fd undent    over-currant    protectian    changes. 

miLS,  L.H.        Tercnniaoe    Valley    Authority.       B2/11/17,        0 'I1EILLY.  J.  P. 
Region    2.     Office    of    Director.        9pp.        16196:312,        34 X 
Fit  he:  50-390,  B2/ I  1/17,  B21  1 230063, 

Q2J 1B90397   First    Interim  deficiency    rept    re    failure    to   perform 
luniUonal    tests    to    verify    that    valve    uiill    open  within 
tpltlfled    time     1  iml  ta.   Initially    reported    on    031019,  Spec 
itinti    being    unaminad.  Nei  t    rept    to   be    submitted   by   H30321. 
niLLS.L.M         Tpiinoauoe    Valley    Authority.       33/11/17.        O'REILLY,  J.  P. 
RBjion    3,     Office     of    Director.        3pp.        16219:  063.        24X 
Flthe;  30-390,  03/11/17,0311270397. 

3211290380   Bflcand     interKn  deficiency   rept  re    sheared    motor   pinion    keys 
In   LlmltornuB    motor    operators.  Initial  ly   reported    on  B20B30. 
Llnltarque    Initiated    corrective    actions, Noit    rept   will    be 
lent    by    B3-052;,, 

HILLO.L.  M.        reimenaeo    Volley    Authority.        H2/1I/10,        O'REILLY,  J.  P. 
flegLon    H.     -Office    ci  P    Director,        2pp,        16221:315,        24X 
Fit  He;  BO-COO,  63/1  l/lfl,031  12905BO. 

921 1210975   Fifth    intorlm  deficiency    rept   re    incorrect   modeling    of 
fesduflter    pip  ing    valves.  Initial  Ig    reported    on  B11009,  vendor 
valve    draulnas    transmitting    correct   valve    data   used    for 
[••analipais    nut    yet    received.  Ne« t    rept    by   030701. 

HILL13,L.fl.       Tennessee   Valley   Authority.       Q2/H/ia.       0 'REILLY,  J.  P, 
Ftejlon    2.    Office    of    Oiructor.       lp,       16224:030.      24X 
Flch,e:  3O-370.  03/11/15,6211390595. 

0311290620   Third    interim   deficiency    rept   re    incorrect   madului   of 
elasticity   uied     in    piping    analynis   of    auiiliary    fBeduster 
»«g*    initially    reported   on   030330.  Piping  Analysis   Problem 
N3-3-13A   rerun.  Next    ropt   will    be    submitted    by   030620. 
H1UU3,  L.  M.        Tennessee    Valley    Authority.        03/11/10.        O'REILLV,  J.  P. 
Region    2,     Office     uf    Director.        3&p.        16326:013,        24X 
Fichn:  50-391,  02 /  1 1  /IB,  021 1290628. 

B21  I29DSOA   Fourth     Interim   deficiency   rept  re    cablo    separation    in 
4*l*ntlal    rnu    cooling   uiater    intake   pumping    station.  Ini  tially 
reported    on    Bl  I  204. Drawings   revised    to   add    1-h  rated    fire 
barrier    protection    including   wrapping    of   cables   ui/matl. 
KILLS. L.M.       Tennessee   Vfllloy  Authority,       B2/11/19.       0 'REILLY,  J,  P, 
Rfljioiv    2,     ttfflcB    at    Director.       2pp.       16226:316,       24X 
Flche:  SD-39O,  fl?/l  1  /I9,  P21 1290506. 

0511290924   First    Interim   Deficiency   rept    re    postulated    accident 
blcudoun   of    mor-a    tlian  one    steam    generator.  Initially    reoartsd 
on    O21O15.UbH    evaluatinn    condition    to    determine    safety 
consnquBiicifa,  Heit    rept    expected    by  S30623.  ,„„,.,„     ,n 

HILLS, L.M,       TenneisBB   Valley   Authority.       B2/11/22.       O'REILLr,  J.  P. 
lt«jion    2,    OFflco    of    Director.       2pp.       16226:271-       34X 
FUhe:  3O-390.  B2/U/23,  821 1290521. 

V,     Operator    Examinations 

B3H1130019    Generic    Ltr   B2-1S   to   all    pouer   reactor   applicants  t. 
)Lcan<«ei   «••    reactor    operator   t<    ssnlor   reactor   "perator 
r«niualff  (entinn    e<ams.  Advises    that    eiams   begin  at    facility 

after    OBlOOl.fivc     Hat   sncl.  nj.f.d 

EI96MHUT,D.O.        Dlvisian   of   Licensing.       BB/ 10/18.  Consolidated 

EdUon    Co,     of    Niu    VorJt,     Inc.       16pp.       16002:  E34.       24X 
FSche:  90-000,  82/10/12,  B21 013001  f. 


DOCKET   BO-395   VIH81L  C.    BUHMEfi  NUCLEAR   STATION,    UNIT 
£,  ~WFlc"saPety"EvarufltloT.  Report    (SERt,     *UPP1B_^^ 


0911100968  Be<,u,at<    HER   5uPPl    input  by    031101    re    independent  design 
verification    program. 


Flche:  50-393- 


lp.         16040:332. 


S2UI90342  Forwards    proposed    supplemental   BER    5.B«cBpt    for  S.ction 

3.7,4,1-9    independent   dB.ign   virifle*t(on  PTO»ra"'  .        CRiMES,H.K. 

NOVAK,  T.H.       Assistant   Directs    for  Lie.n.lng.   ,  ^''^ist.nt    Dir.ctor 
Aivl.lon    of    EmHrflency  p"Pa£Ed"E";      "NI0^UHN8TQN.  H  V       Assistant 
for    Component.    *    Structure*  Englneerino.       J*~™"'  w"  Vi,      "   ,4174:353. 
Director    for    Materials   ft   Qualification.   Engineering.       lp. 
E4X    Fiche'.BO-S^S,  82/11/04,  9211190348. 


3Dut;h 
u- 


tteam   generation    documentation    subrn.tteo. 
ElBEHHUT-D-O.        Division   of   Licensing,       02/1  1/  12, 
Care-Una  ElectrU   t.  Oa«  Co.      lp.      16197.216.      24* 
Fleh4.:SO-399,  B2/1I/I2,B21  1320473. 


F.     Security,    medical,      emergency   &    fire    protection   plan; 


8211150441    Confirm    820730   mgt   meeting     in   Atlanta.  GA    ta    discuss 
implementation   of    firo    protection   program   Suggested    agenda 
•  net.  W/D    «ncl. 

LEWrS.K.C.       Divilion    of   Project    >,   Resident    Progrjns         B3/09/27 
NICHOLS.  T.  C.        South    Carol  i  na   El  ec  tri  c    b   Gas    Co         3pp          liOAl     IVI 
34X   Fie  he:  30-395,  S2/09/27.  B21  II  50641. 

B51uOHOOf.0   Oeneric    Ltr    B2-17    to    all    pouer   reactor    licensees   ft 
applicants    I.    holdHTS    of   CPs    re    inconsistency    between 
requirements    of    10CFR50.  SKt)    1    STS    for   performing    audits    of 
emergency    preparedna-ss    programs    Svc     list   eficl. 

EISENHUT.D.G.        Division   of    Licensing         B2/10/01.  Consol  i  da  tcii! 

Edison    Co.     of    tltui   Yar*,     Int.        llpp.        16003.  2QB.       24« 
Fiche:  50-000,  B2/10/OI,  a2IOO1006S 


B21007CO'19   Generic    Ltr    B3-21     to   all    licences    S.    applicants    of 
pouer    reactors   re    Tech   Specs    for    fire    protecti 
Forwards    guidance    discussing    gene 


l     scope    6    describi 


EISEMHUT,  D.  0.  Division  of  Licensing.  B2/10/Ot 
Edison  Co.  of  Neu  York,  Inc.  19pp.  15^93.  33B. 
Fiche:  50-000,  S3/HJ/O6,  B21O070019. 


Consul  Ida  tod 


8211020699   Releases    oublic    version    of    revised    radiation    emergency     plan 
FELTON.J   H         Division    of    Rules    and    Records         B2/10/14  Document 

Man.9en.ent    Branch.         lp.        15905:339.        24K   Fi  che.  50-395,  B3/  IO/1  4. 
82  1  1  020699. 

—  BailO207Ol    Foruards    public    version    of    Revision   S    lo   Radiatip" 

Emergency   Plan    EP-100.  !  nstruc  tion    sheet    enc! 

DIXDN.Q   H.        South    Carolina   Electric    £   Oas    Co.        B2/10/05. 

DEIMTON-K   R         Office    of    Wuclear    Reactor   Regulation,     Director          JPP 

15705:342.        34K    Fithe    5O-395,  B2/10/  H.  821  1030699 

—  B21IO20702  Public    version    of   Revision    B   to    Radiation    Emergency    Plan 

BEALE.K-E.,     UILL.I  AHS,  W.  ft.  .     CONNELLV.  J        South    Carolina    Electric    ?. 
Oas    Co.       B2/09/30         5pp.        15905344.       24X    Fiche    50-395.  B2/IO/  14. 
B21  1020699. 

6211030275   Acl    receipt    of   020B13    Itr    transmittino    Revision    7    to 
physical    security    plan.  Changes    consistent   u/provi  si  on*   of 


. 

Carolina   Electric    6.   Oas    Co.       2pp. 
Fiche:  50-395,  82/  1O/1B.  B21  1030275. 


. 

15941.039.       24X 


9311150107   Suimnariies    B20930   IE   rogt   meeting    u/otil     in    Regiot, 
identified    problems    w/fire   protection    evaluation   Aoenda    ', 


.P.Ron2.     Office    o 
South    Carolina   Electric    4:   Gas   Co 
Fiche-:  30-393,  B2/10/1B,  92  I  1  IM1B7. 


«».t.r 

4pp         16056.  ISO 


DIXOH.O.II. 


24X 


0311010277   Ach    receipt    of    821019    Itr    informing    NBC    of    steps     ta*  en    tn 
correct  violations    noted    in   IE  Safeguards    Insp  Rept 


Regions-     Office    of    Director.       B2/IO/27. 

South  olina   El'ctrtc    b   Oas   Co.        lp,        15B67:004.        24X 

Flche  :  50-393,  H2/10/27,  6211010377. 

-K110102B1    Respond,    to   HRC   B20921     Itr    re   violations    noted     in     IE 
Safeguards     Inap    Rept    50-395/B2-46.  Correct  tvt    action, 
withheld    (ref    1OCFR73.  21).  np/inyio 

DIXON.O.U,        South    Carolina   Electric    t   Oaj    Co.       82/10/19 
O'REILLV.J.P.        Region    2.    Office    of    D.rector.       2pp.        15967,005. 
Flehe:  50-  395,  B2/10/27,  821  1010277. 

BSI  1010295  Foruarl,    IE   Safeguards    Insp   Rept    50-395/82-46    on   B3OB2'> 
I    notice   of   violation.  Details   t  notice  of    violation 

O'REILLY,  irpf  1SSi£  l"'«n»  -*  Wr«t.r.     Ba/o-/«.     DIKDN.D. 

°S»uJh   Carolina    Electric    (.Gas    Co.        2po.        15867:007.        24X 
Flche:  50-395,  62/10/27.  9311010277. 

-8311010289   IE   Saf.guaro,     insp    R.pt    50-393/82-46   on    930923-26. 
Ho.ncompliance    noted:  physical    6arrien-vi  tal    area«. 
.taiU  withheld    'ref    10CFR73.21). 


9211010277. 

931029010B  Oen.ric  Ltr  B2-33  to  all  """""^  ^'iTaTB 
inconsistency  batueen  requirements  of  10CFR73.  4O(  g  )  fc  STB 
for  performing  auiits  of  safeguards  cont.nBency  plans 


o«n   Co      of    N.H   York,      Inc.       BPP, 
Flche:SO-000,  B3/  10/30-  0210290109, 


. 

13993:319.       24X 
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;!;IO*0!»0   Ninlti    intfiei   deficiency    rept    re    failure   of    lafrt^-r elated 
i.f  ii  ;n  ;  "i  oiJit    till    vJlvtt    Initially    imported    on   BDlOSI.Alio 
rtfat'.talt   fir   Part   31   Ut  1 1 inghouse    field   change   noticei 
cur.j    Ti.it.ti   "s it    repl    ttfiectnl    by   B3012B 

r-lLLfi   i.    H        r.nntm*   Valley  Author itg        03/10/22.       O'REILLV,  J.  P. 
s»jion    S.     Cffise    cf   Director        Ip.       15923-353.       34X 


8211-090103  Firit    inttrim   deficiency   rent    re    failure    ia    riluli 
Implement  Qfl    program   For    storag  B,  in  s  ta  1  (at  i  on   & 
documentation    of    Insulation   used    on    t*   nround    »*f(  I  tf.  r*  tj  |< « 
squipfflint.  Ini  tiallg    reported    on    BSlOOti,  Won  t    ropl    fey    |i>-'jpi 
MILLS,  L.  H.       Tennessee   Valley   Authority.       (Ji!/ll/o:i        41  'IT  |.i  i,  •' 
Region  2.    Office   of   Director.       2pp.        IAOOT:J34         i,'*i 
Fie  he:  50-370,  BS/1 1/03,  021 IOTO103. 


ril  10403^3   E«U*RSI    inter  in   deficiency    rept   TI    improper   ue]i!   attachment 
;l    i^tjr    luji     Inilulli,    riparted    on   331030.  Corrective   Jttlorv 
ir-rU5»(    m»    of    [/J-inch    fillet   (jeldi    or   full   penetration 
•,tlji    iepinoinj    on   specific    ihear    luj. 

tllLLK.L    "        Tsnnisist   Valley   Aulharitg.       B2/10/35.       O'REILLY.  J   P 
e,;icn    2.    Office   of   Director.       Ip.        15929:045        24X 
fi(h*    SO-3-D.  E-2/IO/25.G21  1040393 


BailO*)0149  First    Interim   doficlency    rept    ro    Inprnptr     J*i|i. 
injection   gui    pipe    supports   mfg    by    HD  vaon-F1 « l»r<n,,    u*)m 
liner  platec,  Initially    reported    on  QHlOO/t.Utll    )  in  *  n  +  «.ii 
corrective  actioni.Meit    rept    eipected    uy    DIIOtyH 
MILLSiL.M,        Tennenao   Valleij   Authority.        Ili'/ll/DII         M'^SJ 

Region  3,    Qfficn    of  Director.       2pp.        lAOO.'i' OVf)        ;14< 

Fiehe:  50-390,  82/11/03,0311090119. 


illOJ04ti    SicorJ    intirin   dtficjtncy    rept   re    improper    us*    of 
rtsjjnt    iptctrj   fljts    Initidlly   reports   or   820422.  Anjlynii 
5'    pisinj    irinch    linf)    continuin)    Neit   repl    eipected   bu 
•2W12 

"ILLS.  L    n        r.m.uff   Valley   Authoritv        S3/10/25.       O'REILLV.  J  P 
Btjtsn    2,     Dffict   of   Directur        3pp         15936.  192        34X 
Fict.1    SO-jJi",  Q2/10/2S.S31 1 0^0461 


D31I090157  Siith    Interim   deficisncy   repl    r,    t  ntuFf  u  |,-«    , 
for    protective    devicos.  In  i  iia  1 1  y    reported    on    IMCIHI'I 
Invettljation    continuino.  Neit    rcpt   mill    be    nHimtU.j    \* 
830106.  * 

MILLBiL.H.        Tennessee    Valley    fluthorittj,        tlif  /  i  \  f  ,t't         D    fit 
Reoion  2,    Office    of   Director,        Ip.        1AOOT  (HD         t*l 
Fiche;  50-390,  B2/1 1/03.  BS1 1 070(97. 


L-2llC4u!7ii   stinrd    inttrin   deficiency    rept   re    concrete   »nchor«oe    free 
itli    violdttur    Initially    reporteiJ    on   BS0528   Uallt   u/ 
cobotial    pratlemi    inspft  terf  flemo    lent    to   supervisori 
Ttiporn  i  tie    Fnr   anchor   tolti   He  it    rept   tip«cted   6y   S2031S, 
"ILLS-L    M        r(nnri>ee   valtev   Authority.      02/10/26        O'BEJLLV,  J.  P 
Stjior   C.    Office   of   Director        Spp         19928:357.       24K 
Picne    50-3VO,  62/10/26,6211040176 

;  11030141    Firjt    irterin   def.cienc^    rept   re   venting    of   high    points     in 
eitcn.ial    ray    cnoling   uater   ijs    Initially   reported   on 
GJ09J3   Scheduling   (,   reanalyu,    of   piping   sgt   underway,  IVeit 
r(Dt   «is*cted    6g   030301. 

MILLS.  L   M        T.njiEs(Se   Valley   Authority.      62/10/38.       O'REILLY,  J   P 
ffgior   2.    Office   of   Director.       Spa.        15993:333        24V 
fichs    SO-3'rO.  B5/!0/2B,S211000141 


B21I100203  Third    interim  deficiency    rapt    ru    error,    f.  we  B   .>.•,,-,.' 
aistributed   6y   ArtA   Techno  1  ony.  I  ni  tia  1  1  y   rwpiii-ttd    ,n-,   n;.'»    i 
WEHCO  uaeri    notified    of    program    1  imi  tat  lorn  .  HI  IN'II  »••*-*]. 
will    be   controlled    document.  Neit    rept    uippc  tud    ty    l'i-  jil 
MILLS,  L.H.       Tennessee    Valley    Authority,        rjkVII/04         I,    t,^i,         t 
fiejlon   3,     OfficD    of    Diractor.        3pp,         |/,oa.'!-  QDU  •»(. 

Ficfie:  50-000,  B2/1  1/04,  B21  I  100202, 

B21132O269  First    interim  doficicncy    rept    ro    il  I  ic  run  JM,  ,  «  ,    L.  t    i, 
rapture  harduore.  Initially    reported    in    BfllOOh  l*i«  i,,, 
analysis  oBin9    redone   using    TPIPE  pro  g  ram,  Ne  <  t    (•*»!    *.|U   »i 
submitted    by    B30I25. 

HILLB.L.M.        Tennessee    Valley    Authority.        (1U/  I  I/lit          Tin"  •  •  i     ** 
Region  3,    Office   of   Director.       Spa.        liSlfi!),  ()/(>        yi  i 
F[  che:  SO-390,  02/11/05,9211220269. 


?     •?*Mm   dBficiencV    '•Pt  «    it.«   generator 
Initially   reported   on   820610.  Frattu  re 


ejected 


50-390,  Ba/IO/aS.  621  10BOM7 


SO-390,Ha/IO/3B.8ailOB0167 


9211330303  First    interim   deficiency    rou  t    ro    d  Ittt-NiMH.M,*    **' 
location  of    16   flaa  switches  mounted    on  HVAC    *ir    ,.IN|L«,    >K 

2SJ™  S  'f"1"*'**  wirln'    "'"S-ams.  Initially    r«p...  U' 

92100a.Weit   rept  uin    be    Bobmltted   btj    U30iat) 

MILLB.L,   H        TBRIIBSBIIB    Valloy   Authority,        ()«/]  I  /Oil         M   *sl, 

?"9!0".n'™    '"    °f    "''"f"1-        ^PP-         1*IAS:   IfWI         ^1 

Fiche:  50-390,  92/11/08.021  1320303. 


Dnn  i 

pool    gate*.  Initially   reported    on   030703.  Qa  I  ge 

meot    Rej   Guide    1.13  roqui  rements, 


»ni'n.  ol' 

Region  3,    Office    pf   Uirector.       3pp, 

Fiche,-90-390,02/ll/13,H21132030n 


I&1AH;  !<0ft 


1  ......  -• 


r  npim   d"»«'"n<«    "Pt    r.     Ut  h    „*     ,,.,     . 

.M      l!  •J«iP««nt.  Initially    rtporttd   on    MJt/.(7 

R  .    M       S    "nfloing.NiKt    rcpt    e.pect-d   au    OlhU^M 

H.nion  i    iMl!niliil"  v*IIt*  Aut'""- 

Region  2,    Office    OF  D  rector.       3pp 
Fiche;  50-390,  BH/I  i  /|3,  02U23007Q 


•i  e        c      » 

smbedfflent  plates.  Initially    reported    on    080311),  Hu* 

±ere!nvn    '*!?   *  f"    "•"«'"*    ^BdmDnU    *«n 
H.LLB    *n«l*'"**»""'M«*    «pt    mill    b.     provided     bv 

Rttlfn   !f      n»!nn'*:*Jl.V-11"'   Autnl 
nesion  3,    Off  ico    of   Dirocfcor.       ID 

Fi«*t:  80-390.  ea/i  1/12,  921  1230171 


6,  ..t 
w  wirs 

I    50-000,  ea/10/39,8311u90403 


.  50-390,  B2/H/I2,831123017? 


B1060U.UUI 


» 


tion. 

thin 


tp   deter,nin. 
xt  r.pb   pUr 


:  L  : 


P        Ml 
KILLS   L 


orittll    su»    P" 


Ivi 
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B211S3OQ69  Final    deficiency    rept    re    containment   penetration  protection. 
Initially    reported    on    SI  1207.  DCS  1  jn   reviews    mill    be 
pir*  ormBtf   an    all    electrical    penetration  conductor    tiling    b 
redundant   ov*  rcurr  eti  t   protection    changes, 

mH.S,L.M.        Tonneimmt    Valley    Authority.        B2/11/17.       Q'HeiLLV,  J,  P. 
Ftiglon    2,    Office    of    Director,        5pp.       16196:313,      24X 
Flche:  50-390,  B3  /  1  1/17,  B2  II  230063. 

eaHB*)0397   First    intBTim   deficiency    rapt    re    Failure    to    perform 
functional    tott-a    to    verify    that    value   will    open  uithin 
iptclfled    tine    !  1m  i  ts.  Ini  t  ial  I  y    reported    on    B21019,  Spec 
ih*«tt    being    eiaminad,  Nex  t   rept    to   be    submitted    by   830321. 
MILLS,!-.  M.        Tenvneaiioo    Valleu    Authority.        B3/1I/17.        Q  'REILLV,  J.  P. 
R»iflon    3,     Off  ice     of     Diroctor.         3pp.        16319:063.        24X 
Fltfi»:  50-3-JO,  02/11/17,  B211270397. 

9211290300  Second    fntorim   deficiency    rept  re    sheared   motor   pinion    kcus 
in   Llmi  tcrniie    motor    operator!,  Initially   reportod    on   B20830, 
LlsiltcirquB    Initintn-d    corrective    actions.  Melt    rept   will    be 
tent    hu    830  32i, 

HELLB,  L.  M.        retinosimB    Valley    Authority.        H2/11/10.       0  'REILLY,  J.  P, 
rtigton    E.     Office    of    Director.         3pp.        16221:319.       24X 
flcfio:  3O-QGO,  B2Y1  1/JH,  B21  I29O3BO. 

B21i3?039S  Fifth    intorim  deficiency    rept    re    incorrect  modeling    of 
fe*duater    piping    valves.  Initially    reported    on  01  1009.  Vendor 
valve    drawings    tranuini  tling    correct   valve    data   used    for 
re-analysis    np  t    get    r  ece  ived.  Nei  t    rept    by   B30701. 

HJLL3.L,  M.        Tenmeaaee    Valley     Authority        82/11/1B.        Q  'REILLV,  J.  P. 
Ftejlon    2,    Office    of    Director.        Ip.       16226:038.      24X 
Fichio:  QO-370.  03/1  1/18,9311270595. 


Thirit    interim  doficiencv    rept    re    incorrect   modulus   of 
elasticity    used    in    piping    ariiilycls   of    aunillary    feediuater 
SVI*    Initially    roporfcod    un   B30330.  Piping   Analysis   Problem 
N3-3-19A   rerun.  No*t    ropt   will    be    submitted    by   030420. 
MILLS,  d-.M.       TonnoQ-ioe   Vnlloy    Authority.       Sa/ll/lB.       D  'REILLY,  J.  P. 
Region    S,     Office     of     Director.         3pp.        16336:013,        SIX 
Fie  he;  SQ-39  I  ,  E)B/  1  1  /  10,  021  129062B, 

Fourth    interim   deficiency   rept   re    cable    separation    in 
«l«aritlal    riiu    cooling   uater     Intake   pumping    station.  Initial  ly 
Teportad    on    01  !  204.  Drawings    revised    to   add    1-h   rated    fire 
barrier    protoction    Incluillng    urapping    of   cables   u/matl. 
KILLS.L.K.       TBTines»eo   Valley    Authority,       02/11/19.       O'REILLY,  J.  P. 
Region    2,    Office    of    Director.       2pp.       16226:316,       21X 
Fiche:  &0-3"?0,  QS/l  1  /19,  P21  129O50A. 

921  12*30934   Flr*t    Interim  deficiency    rnpt   re   postulated   accident 
blowiloun    of   mcro    than   one    steam    nonorator.  Ini  tlal  ly    reported 
on    D21OI5.Util    evaluating    condition   to   determine    safety 
coniequencos.  Noit    rept   oipectod    fcy   B30623.  ,„„..,.,     ,  „ 

HILLE,L,h.       Tenn-SBoe  Valley    Authority.       S2/11/32.       O'REILLY,  J.  P. 
Rnaion    2-    Office    nf    Director.       3pp.       16226:271.       21X 
Flth*:  SO-3TOi  B2/1  1/23,  B21  129O521  . 

V,     Operator    Eliminations 

B210130019   Oetierit    Ltr   83-18    to   all    pouor   reactor  applicants  fc 
llceroen    r«    reactor   opsrafcor   E.    senior    reactor   operator 
r«4ual»fic»tion    oKams.  Advises    that   eiams   begin  at    facinci) 


F.     Security,     medical,     emergency   h    Fire    protection    plan? 


B21115064I    Confirms   020930   myt   meeting     in   Atlanta, GA    to    discuss 
Implementation   of    fire   protection    program   Suggested    agenda 
encl,W/o    entl. 

LEWIS, R.C.        Division    of   Project    I   Resident    Programs         B2/09/27 
NICHOLS, T.C.        South    Caro I ina   El ec trie    '.Gas    Co.        3pp          14061     191 
24X   Fiche:  50-395,  B2/09/27,  B31 1 1  5064  1 . 

6510040068   Generic    Ltr    82-17    tc 
applicants    tc    holders    of   CPs    i 
requirements    of    10CFR50.  54M(    «.   STS    for   performing    audits    of 
emergency    preparedness   programs.  Svc    list   end. 

EISEIJHUT,  D.  0,        Division    at    Licensing.        B2/10/01  Consolidated 

Edison   Co.     of    Hem   Vork.     !nc         llpp.        16002    2QS        34X 
Fiche-  50-000.82/10/01,0310040068. 

9210070019   Generic    Ltr   92-21     to   all    licensees    !i   applicants    of    nuciear 
pouer    reactors    re    Tech    Specs    for    fire    protection    audits 
Forwards    g-uidance    discussing   general     scopo    I.    describing 
elements    to   ee    included    In    audit    Svc     list    encl 

EISENHUT,  D.  G.        Division    of    Licensing.        B2/IO/06  Consolidated 

Edison   Co.     of    Neu   York.     Inc.        19pp         15993.  33B.       Z4  X 
Fiche:  50-OOO,  62/10/06,  8310O70019. 

8311020699    Releases    public  version    of    revised    radiation    emergency     p(i 

FELTdN,  J.  M.        Division   of  Rules    and   Records         B3/IO/14  Document 

Management    Qranch.        Ip  15905:339         34*   Fi  che:  50-395,  B3/1O/  I  4. 
B21102O699. 

—8211020701    Foruards    public    version   of    Revision   B    to   Radiation 
Emergency    Plan   EP-100.  I  nstruc  tion    sheet    encl 
D1XON.O.  W.        South    Carolina   Electric    '/   Gas    Co.        B2/10/05- 
DENTOM,  H   R.       Office    of    Nuclear    Reactor   Regulation,     Director          -'in 
15903:342.        34X   Fiche:  5O- 395,  B2/10/ H,  B21  (030699 

—8211020702   Public    version    of   Revision    6   to    ffadiation    Emergency    Pl.-n 

BEALE.K.f.  ,  WILLIAMS,  U.  ft.  .  CONNELLY,  J  South  Carolina  Electric 
Gas  Co.  63/09/30.  5pp.  15905:344.  34X  Fiche  50-395,  B3/10/14. 
B21 1020699. 

62U030275    Ack    receipt    of   B30913    Itr    transmitting    Revision    7    to 
physical    security    p Ian.  Changes    consistent   u/provi s 1 ons    of 


Carolina    Electric    t.   Oas   Co.       2pp. 
Flehe:50-39S,  92/10/16,8211030275. 


. 

15941.039.       24X 


aaill501B7    Bummariies    B20930    IE   mgt   meeting    ui/uti)     in    Regio 
id.ntified    problems    u/tir,    protection    evaluation   Agenda    1. 


. 

South   Carolina  Electric  *   Sas  Co. 
Fichfli  30-395,  92/10/19,8311150167. 


DS6o 

16056.  ISO 


8311010277    Ach    receipt    of    921019    Itr    informing    NRC    of    steps    taken    t 
correct    violations    noted    in   IE  Safeguards    Insp   Sept 

n°nP»SLvVp'       Reoion  3,     Office    of   Director.      82/10/27.       DIXON.O. 
B      th    Carolina   Electric    (.   Gas   Co.        Ip.        15B67:DQ4.        34X 
Fiche:  50-395,  62/10/27,9311010377. 


Ed!  ion    Co.     of    Neiu    Vork.    Inc.       15pp. 
Ff  chB:  90-000,  82/10/12,0210130019. 


. 
16002:234.       24X 


DOCKET    50-399   VIROIL   C.    SUMMER   NUCLEAR    STATION, 
E.~NrJc"a4PetrEv*lu-tion  Report    (BEH),     *uppls 


aatil0096a  nB<iuBfit*    BER  suppl    input  by    SSUOl    re   independent 


lp.         16040:352. 


Fich 


0211190342   ForuariU    proposed    .upplemental   BEfl    5,excePt    for  Section 
3,  7,  4,  rt,    independent   design   «riMe*tion  pregp«.  GRiMES,B.K, 

NOVAK,  T.H.       Aasistant  Director    for  Licensinfl.      82/11/04. 
Division    of    em.rgBncy  Proparedne  ...       K  """JjJ.Pi      *«  " 
for    Componsnts    &   Structures   ^9    n^rinfl,      JaHNSTCIN,  W.  v 
Director    For    Material,  ft   Qualif    "Hon.   Enoineering.       Ip. 
H4X    Fith«:BO-3'?5.a2/ll/04,B2H19034S. 


Dir.ctor 
j  ^  ant 
,4,74.352. 


S9/11/12.       D!XQN,a.W.       South 


DOCKETED  ITEMS 


;;nO«OlSO   Ninth    intino  deficiency    rept    ri    failure    of    safitij-r  elated 
W«i  HP  j.-icuit    jale   vjlvei    Initially   reported    en  B01D3I .  Alto 
.•tfjK*St«   pn-   Part  31    Uiitinghouie   field    change   notlcn 
-nr;;    rf.ji.td   fleit   npt    eipecUd   bij    830 1 28 

n  ILLS- 1.   M        Ttnr.enti   Valley   ftuthoritij.      B3/10/32.       0 'REILLY.  J.  P, 
i-*ji;"    5,    Office   o*   Director,       lj>,       151SB:355.      24X 


92I1O90I03  Pint    interim   deficiency   ropt   r»    f*llurt    »s   taipll 
implement  Oft   program   for    storag  a,  Ins  tjil  lat  I  an   I. 
documentation    of   inflation   used   on    &   around    tatnv    ?tit~iil 
equipment.  Ini  tially   reported   on   H21 000.  No  >  t    ri|it    hu   0  *  1 1  • 
HILLS.  L.  M.       Tennessee    Valley    Authority,        IJ3/I  |/(VI         (I   i*ijii  + 
Region  a,    Office   of   Diroctor,       3pp.        1600^'  'IfM        ;'** 
FI  che:  50-370,  02/11/03,8211090103. 


:ilij403'3  3tv»nt1    mt<nr.   deficiency   rept  rt    improper    ue  1 1   atia-chmEnt 
of    t'.oir    lugi    Initially    reported    on  331030.  Correct i we    jctlati 
ir,:],jjn    uie    of    J/4-inch    Mllet   ueldi    or   full   penetration 
^(13i    <)tftfiiinj    an    ipecifit    ifiear    lug, 

KILLS.  L   "        Tennettet  Valley  Authority.       62/10/25.       O'REILLY.  J.  P. 
=t;ien    Z,    tiffin   of   Director.       !p.       13920:045.       24X 
Citd*   SG-j50,  63/10/25,0^11040393 


83H090149  Firit    interim   deficiency   rept   ra    Impropt1"    **»lf  **   " 
injection   iijs    pipe   supports  mfu    by   norgori-rnliT  i  (in   vtitti  li 
lltxr   platei.  Initially   reported    on   0aiO(Wi.  IU  1 1    I  n- »i  1 1 1 ,([-. 
corrective  actinns.Noit    rept   oipectcd    by   IJ.'IOUM 

MILLS, L.K.       Tennessee    Valley    rtuthoritg.        fjy/]  I/O')         i<  V*  <"  *      '* 
Rogion   2,    Office    of    Director.        2pp,         I  /.(Kill-  »'H\       '-lt 
Fichi:  30-390,  02/1 1/03.  831 1090149. 


••211045461    S(con:l    inttrin  deficiency  rept  re    improper    ust    e-t   digltiied 
ropon*   ip»ctr*   fljta    Initially    reported  on   B30432.  Analys Ji 
cf   aipiri)   tirjnch   lines   continuing  rv*it   rept   eipectetf   bij 


MILLS,  L    f.        Tenneix*   Valley   Authority.       B3/10/35.       O'REILLY,  J  P 
"rjisn    2,    Office   of  Directnr        2pp        15936:  153.       34K 

•  ic-.e    E-j-270,  B2/10/JS.  S21 1040461 

'jIHI  0*01  7fc  Second    intenn  deficiency   rept   re    concrete   anchorage    free 
titi    violation    Initially    reported  on   B2053B.  Ual  li   tat 
potential    prot,leni    inspected  tfeflo   tent    to   supervisors 
retpcntible    'GT   anchor   bolts  Ne't   rept    «ipected   by   620215, 
MILLS,  L    M        Tennenue   Valley  Authority.       82/10/36.       0'P.ElLLV,  J  P 
Rejion    2,    Office    of   director        3pp        15928:359.       34K 
Picli*    50-3?0,  82/10/34,031  1040176 


MC-HOMl    F.rst    interim  deficiency   rept    re   venting    of    high    points    in 

eittnttal    raj   cooling  uater  syj    Initially   reported   on 

030TJJ  Scheduling   (,   reanalgsis    of  piping   sus   underuau    Heit 

rtpt    e.pectBiJ    In,   830301. 

MILLS.  1..  M        Tennetiee   I/alley  Authority       B2/10/2fl        Q' 

"egicn   2,    OH.e.   of   Uirectnr        3pp        15993.365       MX 

ritH*   30-350,  82/10/33,6211000141. 


?^"!   ':*"!"'  deflcien^  "Pt   re   iteam  generator   Icuet- 
lts    Imtiallv   reported   an  620.&IO.  Fracture 
"""*"'"   ""r    c,*BUt.on.N.,t  rept  e.pecUd    , 


naOf 

n  2,    Off[c,    Of   Director.       3p 

50-350,  53/10/2B.B2HODOH7 


8311090157  Blith    interim  deficiency   rap  t   ra    Irujff  n  i»    i   ,ilf 
for   protective   devices.  Ini  tiall  y   reporteif    on   IJIfKli:! 
Itive«tlgatlon    continuing.  Neit   rtpb   will   b*    iiitinitlei   IK 

830 106. 

HILLS,  L,  M,      Tennesnoe   Valley   Authority.       Hl.'/IL'OI        t'  '*ti,; 

Reaion  3,    Office   of   Director.       Ip.       l  AOO.'I:  Oil!)        ;j<i 

Fiche:  50-390,  82/11/03,  B21 1090 157. 

B211I00202  Third    Interim   deficiency   ropt   ro    oi'mrt    |.,   MJ  -  •  t  « 
distributed   by   AAA   Technology.  Initially   ru|>orlinl   o..   (.'.-•*  i 
WERCO  usen   notifisd   of   program    1  imi  tut  inn  n.  WHICH  »»--*i 
will    be   controlled   document,  Not  t   ropt    uipuclect    b^   iit\;jt 
MILLSiL.M.       Tennessee    Valley    Authurltu         lli!/]l/()4         n'nf   • 
Region   2,    Office    of   Director.        3pp.         IftOi'K'  Oi'il  '4. 

Fi  che:  50-000,  02/11/04.  021 1 100202. 

8211220369  First    Interim   deficiency    rop  t   ro   tl  l  *IT*»».I(  ,,  ,    JT  , 
rupture    hardware.  Ini  t  ial  1  y    reported     in    fl!i|{)(»fi  |iijn... 
analyjis   being   redone   using   TP1PE   proBrfln.   N*it    r rj> I    »i;..|    n 
submitted   by    830125. 
MILLS,  L,  H,      Tennessee  Valley   Authority. 

Fi  che:  50-390.  82/ll/og, 


M 


15993:236       2<JX 


9211330303  First   interim  dof  i  cl  ency   ro(>t    ro    d  I  t<T«|i* 
location   of   Id   flow   switches   niountod    on  HYA<!    sir   tn^iU 
»fm  u  rf*pBt:trivB    wlrlnB    Ji-grams.  Initially    r*f«r<*i 
021008.  Wait   i-ept   uill    be    submitted   bg    (KJOiyo 
HILLS,  UrlTennesHBe   Valloy   Authority,       liy/|],-fifl        ir 
Region  2,    Office   of   Dlrectnr,       2pp,        ]ftif,!J:   Mill        „<»* 
FiOia;  50-390,  03/11/00,621  1030300. 


n       r 

;v  DrJr;:':;^,?:  s  Avi: 

30-390,  S2/IO/2fJ,B2!  1080147 


n  l..g       ,„,*,,    , 

pool    oatei.  Initially   roporterf   on   8207O1>.  <l«  t  x   aim  >  «  i.  <    . 
me«t   Reg  Ouide   1.  13  ruqui  regents, 
MILLS,L.H,      Tennessee   Valloy   rtuthoritg. 

M1*""^1™""   °P   Uiretl01 
Ficne:  50-390,  H3/1  1/12,  021  la 


30-390,  62/10/29. 


6J11090403  Second    mtori™  ^.i      - 

..»-.„„  .«««"!«:,';;  ;;;""."£*  ;•  ^^  i»* 

B20&07    Injp   t,    ,amclina   ir.»!        I    -        *1*11"    reP<"-te<I   "n 
-HI    *.    ««»*.l"r^   »0«5  '    "^'"P"  A"!    info 


50-000, 


r.    litl    „•    ,. 
eporl.d   .11,   iw.> 

d   b^    li;KW,'4 
.       QU/i\t\V 

:1W        .'4. 


.  '    "fly    r 

R  I    M       ?   °nB°ing.N0«t   rept    B,pnc 

Reairn  i     n*l!n"e*!"  VallBV   Authority 
Region  2,    Office   of   OirEctDp.       2pp. 
Fi  che:  50-390,  63/11/13.0211230070 


BBI1230171   Second    interim   deficiency   rept   ro    l*ck 

r*±;nc0:  t'r,1^'!?1^  ""»•*"  °"  ea"9" 

change*   completed   b  all    deficient   embidmonli    Hu 
K?L!S    '"«"'••"»"•««*   r.pt   u.i.1    be    ppoyn.3      w 

R.ni^    =      nal?1"1"*"      aUi"'    ""t"'"'""J.        Oa/IUia 
Region  3,    Office   of  Director.       In.       1619.1    lltf         *'  I 
Fiche:  50-390.  02/1  1/12,  B21  J23Q17  1 


2:!r;:a!';;:-p-:r;-^,ency  rept    die,,  9eneratar 
B30601  lnv.,t|,atlon  un;  ,*:"':  'nftf»l«  repofted  on 

sss-J1;  ™",:-,:'5:;;  ?  r.';  .wsjr.j'A'j;  .' 
^ir^:^,;;,-;;;:;,:;^'":,,^-,,0 


r,    torn.*.. 


?  "i:?'""?.  to  "•* 

ng-.Nint  j-.pt   pl.nn.d    'Mr 


SSiS^si  s-ta.^.:  r-  • 
smv-tss:-"   ;  «  ':::  ^  --""  "'  '" 

Si"^'"""WS!.'™™ 


of   i. 

MLL"L 


v.lvt 

t  r.pt  dw 

8H/II/!* 
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92:1  1330Q4B   Final    deficiency    rept    re    containment   penetration   protection. 
Initially   reported    on   01  1307.  Des  i  gn   reviews    will    be 
performed   on    all    electrical    penetration   conductor    siting   l< 
redundant   ov*  rcurron  t    protection    changes. 

HILLS.  L.  M.        Tanneaaea   Valley    Authority.        03/11/17,        O'REILLY,  J,  P, 
Region   3,    Office    at    Director.        5pp.       16196:313.       24X 
Pith*:  50-390-  Q2/  1  1/17,0211330060. 

9251270397  Pint    Interim  deficiency    rep  t    re    failuro    to   perform 
functional    teits    to    verifu,    that    valve    biill    open   uilthin 
iptc  i  FLed    time    1  imi  ts.  Ini  t  lal  1  ij    reported   on    821O19.  Spec 
iniet*    being    eaaminad.  Nei  t    rcpt    to   bo    submitted    bij   830331. 
MILLS,  L.  M         roniioaDHU    Vallev    Authority.       83/11/17.        O'fiEILLY,  J.  P. 
Region    2,    Office    of    Director.        3pp.       16219:063.       24X 
flche    30-390,  03/11/17,0211270377. 


Bocond    Intorlm  deficiency   rept  re    shaarud   motor   pinion    keys 
in    Ltml  tovniie    motor    operator*.  Initially    reported    on  B20B30. 
Limi  torque    initiated    corrective    actions,  Nett   rept  mill    be 
««nt    by    H30S24. 

HILLS,  L.  M.       Tannesaaie   Valley    Authority.       83/11/10,       O'REILLY,  J.  P. 
tlBjlon    3,     Office    of    Director.         3po,        16221:349.        21X 
Fie  he:  30-OOO,  B2/11/1B,921  129O5SO. 

821  1390393  Fifth    Interim  deficiency    rept   re    incorrect   modeling    of 
feftfu/jiter    piping    valves.  Initially    reported    on  81  1  007.  Vendor 
valve    drauiings    transmitting    correct   valve    data   used    for 
reanfllgsi*   not    <j«t    vecoi  ved,  Ne  1  1    rept    by   030701. 

HILUa.L.M.       T>nne»soc   Valley    Authority.       02/11/ia.       O'REILLY,  J.  P. 
H*glon    2,    Office    of    Uiroctor.        tp,       16226:030.       24X 
Fi(fi»:  IHO-390,  33/1  1/16.0211290595, 


Third     interim  deficiency    rept   re    incorrect   modului   of 
vlavtlc  ity   mod     in    piping    analysis    nf    auiiliary    feeduater 
*!j*.  [tii  tiallu    re  ROW-  ted   on   0S033O,  Piping  Analysis   Problem 
H3-n~lSA   rorun.Next    rapt   ui  1  1    be    submitted    by  B30620. 
MJLLS.l-.M.       Tonnosnoo   Valleij    Authority.       03/11/10.       O'fieiLLV.  J.  P. 
Region     2,     UfPiEfl     of     Director.        3pp.        16226:012.        24X 
Fiche:  50-391,  G2/1  1  /1Q,  921  12'?0628. 

D3MS9050i  Fourth     intarim   deficlenci)   rapt   re    cable    separation   in 
•  Iton-tlal    ran    cooling   mater    intake   pumping    station.  Initial  li) 
r*portad    on   H  1  1  HOI.  Drawings    revised    to   add    1-h   rated    fire 
barrier    protoction     Including    wrapping    of  cables   ui/raatl. 
f1ILL9,L.M.       TonnBBaoo   ValUy    Authority.       B2/11/19,       O'REILLY.  J.  P, 
RBjIon    2,     Office    of    Director,       3pp,       16B26:  346.       24X 
Fie  ho:  90-P70,  B2/1  1/19,P21  129O50i>. 

S2I1290321   First    interim  deficiency   rept   re    postulated    accident 
blowdoun    of   mai-B    than   one    »toom    generator.  Initially    reported 
on   asiOlS.UtJl    evaluating    condition    to    determine    safety 
Eon»«nuiiTico».-Mo»t    ropt    eipected    by  £130623  n,0mrv     IP 

M[(..LH.L.rli,       T^nnesBBD   Valley    Authority.       B2/11/22.       O'REILLY,  J.  P. 
fitfrlon    S.    Office    of    Director,       2pp.       16226:271.       34X 
Fit  he:  30-390.  £32/11/22,8211290331. 

V.     Cpflrator   Enflminat  i  ona 


B310130019    Oeneric    Utr   02-18    to   all    power   reactor   applicants  t. 
llc«n««of   re    reacfcor    operator   fc    senior   reactor  "Perator 
i-*Hunliflcatlon    e  xoma.  Advi  «es    that   «iamc   hejin  at    facility 
aft*r    021001.  Svc     1  Ut   encl.  ____  nj.f.rf 

EIBENHUT.D.O.        Dl  vi  sion   of    Li  ce  naing.       83/10/13.  Consolidated 

Etfl.on    Co,     of    N»u    York.     Inc.       15pp.       16002;  234.       24X 
FIcKo:  SO-000,  BS/  10/12,  B210I3OOI  9. 


DOCKET    50-39S   VIRBIL   C.    BUHMEfi   NUCLEAR 
E.~HnC~S*f«ty"Evaluafcion  Report    (BER), 


Rt-.u..^    SER   suppi    input   by    031101    re    independent  design 
ification    program. 


tor  Gfctl°" 


16040:  3B2. 


0311  190342  Forward,  proposid  aupplement.l  SER  9. 
3.7,  4,  re  Jnd>ptnd>nt  de.ign  verification  P11"" 
NOVAK,  T.M.  A.5i*tflnt  Director  for  Lle.n.ing- 

Dlvl.lon    of    En-.rg.ncy   P^P^^r*^,^10^™,  WV       «.i  »tant 
for    CMwan.nt.    »<    Structures   Eng    ni.rJng.       ^™  M"  V',          16174:333. 
Dlr.etor    for    Material*   t.   fluslif  icationn  Engineering.       ip. 
24X    Flche;  5O-39S.  62/1  1/04,  821  1  190342. 


DI)(oN.D.H.       South 


,t«*m   a»nera6ion    documentation    »u 
EISENHUT,D.ft.        Division   of   Li"nl 
Oralln*   El.ctrU    t«  Oas   Co         If. 
Ft  cNe:  30-395,  ea/Ii/12,  9211220473. 


F.     Security*     medical'     emergency   '-    fire    protection   plan! 


9211150641    Confirm*   B20930   ragt   meeting     in   Atlanta, GA    to    discuss 
implementation   of    fire    protection   program   Suggested    agenda 
end.  U/o   «ticl, 

LEWIS,R.C.        Division   of   Project    ',   Resident    Programs         B2/09/27. 
NICHOLS.  T.C,       South    Carol ina   El ec tr i c    ',   Gas    Co         3pi>          14061     191 
24X   Fiehe:  50-395- B2/09/27,  B2I1150441. 

B21004006B   Ceneric    Ltr    62-17    to   all    pouer   reactor    licensees   t 
applicants    5    holders    of   CPa    re    inconsistency    between 
retirements    of    10CFR50.  54 1  tl    &    STS    for    performing    audits    of 
emergency    preparedness    programs.  Svc     list   encl. 

EISENHUT,  D.  0.       Division    of    Licensing         82/10/OI.  Consol  i  da  tt-cl 

Edison   Co.     of   Htai   Vorl,     Int.        llpp          16002    2Q8.       24X 
Fiche:  50-000,  82/10/O1,  B2!u04Q06B. 

8210070019   Generic    Ltr    82-21     to   all    licensees    !.   applicants    of    nucli 
pouer   reactors    re    Tech   Specs   for    fire    protection    audits 
Forward*    guidance    discussing   general     scope    >j    describing 
elements     to    b«    included    in    ajdit   Svc     list    encl 

EISENHUT,  D.  0.        Division   of    Licensing         32/10/04  Consolidated 

Edison    Co,      of    Neu   York,     Inc.        19pp.        13993.  33B.        24X 
Fiche:50-OOO,  82/10/06,  621  007001 9. 


8211020699    Relea*es    public  version    of    revised    radiation    emergency 

FELTON,  J.  M.        Division    of  Rules    and    Records         B2/10/14  Docum 

Management    Branch.        Ip  15905339         24 X   Fi  the.  50-395,  B2/  1O/  1  4. 
8211020699. 


— 6211020701    Forwards    public,    version    of    Revision   8    to    Radiat 
EmergentU   Plan   EP-100.  I  nstruc  t  ion    sheet    encl 
DIXON.d.W,        South    Carolina   Electric    t,   Gas    Co         32/10/05. 
DEHTQN,  H.  R.       Office    of    Nuclear   Reactor   Rsgulation.     Direc 
15903:342.       24X   Fiche^  50-395-  82/10/  14.  821  1020699 


—8211020702    Public    version    of   Revision   S   to    Radiation    Emer  . 

QEALE?K.E.,     WILLIAMS,  W.  A.  ,    CONNEU-Y.J.       South    Carolina    Electric    *, 
Oa*    Co.        B2/09/30.        5pp.        15905' 344.       24X    Fiche    50-395.  B2/ 10/ 14, 
B21 1020699. 

6211030279    Ac  k    rec.ipt    of   920813    Itr    transmitting   Revision    7    to 
physical     security    plan. Changes    consistent    ui/provis  i  ons    of 


ofc 


Carolina    El.Ctric    6   Sas   Co.       2pp. 
Fi  (he:  50-395,  62/10/18,8211030275 


. 

19941:039.       MX 


8211150187    Sumnariies   920930    IE   mgt   meeting    u/util     in    Re9'°T 
identified    profcUms    U/fire   protection    evaluation   Agenda    8, 

p'S  Reoion  2.  Office  of  Director.  B2/10/1B. 
„„„„.  ....-11M  ElKtrle  fc  0«  Co.  4pp  16O56:  !5O  M 
FJthe:  50-395,  B2/1O/1B,921  1 1501B7. 


8211010277    Ach    receipt    of    621019    Itr    informing    NBC    of    step, 
correct   violations   noted    in   IE  Safeguards    Insp  Hept 


. 

n'OFIILV.JP         Reoion   2,     Office    of    Director. 
SouU    Carolina   electric    «    Gas    Co.        Ip.        15867,004 
Fiche:  30-395.  82/1O/27,  6311010277. 


DIXON-0.  W. 


ed     in    IE 


.  Electric   ,  Oas    Co. 

O'REItLY.J.P.       Region   2,    Office    of    Director.       2pp.        15867.  OO5 
Fiche:  50-395,  B2/IO/37.B21  1010277. 


6211010295  Foru.rd,    IE  Safeguards    InsP   Rept    90-399/W-46    on 
t  notice  of   violation.  Details   t,  notice   of    violation 

"'    '""'      " 


0fficB    of    Director. 

ou         crolina    Ectrict   Gas    Co.        2PP.         15B67-007. 
Fich«:  30-393,  02/10/27,  BS1  1010277. 


DIXQN,P.U. 


8211010289   IE   Saf.juard*    Insp    Hepfc   50-395/02-46   on    820835-26. 
NoneOBpliwe.   noted:  pM|sical    barrier-vital   aroa^. 
taiEi  uithh.  Id    (r«f    IOCFR73.  21).  . 


B21IOI0277. 
9210290103    O.neric    Ltr   82-23    to   •>>"'.•"""* 

° 


Edison   Co.    of   Neu  York.     Inc.      Bpp 
Fich»;  90-000,  SS/  10/30,  82  10290  108. 
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BZI  1040190   N.nU    Jntarin   def.ci.nc,    pep  t    r,    faiJur*    p,    l(,fit.,_,  e  lated 
H.itingh«u»    8*t*   v.Iv...  Initially   p.p.rt.d    Dn  eot03l"    "o 
r.partabl,    p.,.    Part    ai.  W«tlnBh8UM    fje,d    c  ,,.„„    not    „ 
ftting    revised.  We.  t    rept    »ipect>if    t<|    830130. 

MILLS,  L.M  Tennessee  Valley  rtu  thgrltu.  B2/IO/23  O'REILLV,  J  P 
Region  2.  Office  of  Director.  Ip.  15928355  "  U  BE1LLr'  J-  p' 
FicliB:  90-390.  B2/  10/23.  031  [040190 

8211040393   S«vBnt*     Int.rln    d.ficien<y    repl   r,     improper   *.  ]rf    attaint 
of    *A«*r    lu,i     Initially    r.porUd    on    BB10M.  CBPP«  tl  v.   I.tlon 

^d^L^  °'  '"-^v1""  «•"<•  «•  ^n  p-n^M™ 

lueldi    depending    on    tpscific    shear    lug. 

MfLLS.L.  M  rsrtnesi**  Valley  Authority.  62/10/25  0'RElLt.V,  J  P 
Region  3,  Office  of  Director.  Ip.  I59KJ-063  30*  REI"-Vl  J'  P" 
Ficfie.  50-350,  B3/  10/25,  B21  1O403<73. 


E2U0404A1    Second    interi 


Df  digitijed 

,;  ,  9 


r 

MILLB.L.M. 


Authority 


-- 


:  30-390,  Ba/10/M,BailOWI41 


reported    oh  020ilO.  Frac  tura 


Fiche.30-390,  82/10/59,  821  1000167 


B2110?0103   F(r*t    int.  rim   deficl.ncu    rept    PB    fail,,,,.    . 
in.pl.rn.nt    QA    PrO3ran,   for    .toP^^i^EInl.f^'j"    ta  " 
docui»nt*tlen    0/    in.ul.tion   u»ed    on   &   around    ,arBtu-P.i., 

n-lntiaiig  re,p,oi-te((  °n  82'ooa.Ne,"  r:jj-j»  s»j 

i,n.i».e  Valleg   rtuthority.      03/11/03 
."   of   "ir.ctpr.       2pp.        16003^34        a« 
ith*:  50-370,  62/11/03,  921  1090103 


8211090149  Fir.t    interim  deficUncy    r 


mproper    dnl.n.t 

"  -  «»KS 

action,.  M.t    r    p  pet    d  I^   .....  '<  ..... 

Tenneneo    Valle      rtuthoritu.       flB/11/n-J         n'«cniu 


9S11090157  Sixth    Int.pim  deficiency    repl    re    IniuMJcltnl   d 

tf'V'   dBr'IBa    [nitia"«    r'OOPUd   on    eJo3   3      '   ' 
continuing.  N.it   pBpt  uin    be    ^bmitt.tf  6, 


MILLS,L^H         Tetineiaee    Valley    Autnority.       62/11/03        fl'flFIHv 
Hefllon    2.     Off  [ce    of   Director.        Ip 
FicNi:  30-390.  82/11/03,821  1090197. 


6211100202   Third    mt.rln    dBficiBnclJ    rep  t    rB 
"*"d   blj   ***  Technology.  rniti.M«   P. 


, 


i 
,L    M. 


e!f   <l"""""nt.N.it   rept    e»pected    bu  0 
essse    VflllBy   Authority.        B3/11/Q4 

°f   D"'e^°'--        3PP.         160227032 
,  B2/1  1/0-1,  fiai  1  100202. 


B21  122026?  F»TSI    interim  deficiency    pept 
rup    ur,    harriljare.   Initially    pBp0rted    !„ 

'  oaln9  TPIPE  •"•"" 


eimrte  I  it   in 
I    ?"    '"    '" 


MH-CS,U   M.       TennessoE  Valley  Authority.       02/tI/05       •n'ltmiv 

"' 


, 

M    r"P9i:t'VB    u"-'ng    diagrams.   Initially    raporUa    an 
,  N.ife    rept    mil    be    submitted   by    030120 

MILLS,  U,M  .        T.nness.e    Valley    Authority.        02/11  /CD.        D'flEIU¥., 
Region    2,     Office     ofDIpector.        3pp.         16165'  1CH         2*y 
Ffch9;SO-390,a2/ll/OB.B211220303 

0211220239  Final    rieflciency    rHpt    re    Inadequately    dttlgntJ   in^t 

i«!  r6'i'     "itial^   "P-rt.,)    on   B20702.0atea    n"        «    ,   ' 

m»et  Beg   Guide    1.  13  ronui  romenta. 

HILLB.L  M.       TennessBe   Valley   Authnrity.       83/11/13       O'HElLtVJ 

Re3I0n    8,     Office     ofDiPector,        2pp.         16163:206         3^ 

Fl  che:  30-390.  B2/11/I2,  B21  122029S 


icienc«   "P*    re    lack    of   t«l  fn«f, 
.  Initially    reported   on   021013 
rept    e.pected   by    030321 

O'flKIUt.J 


......  -• 


921  1080311 


e.   completed    !,  all    deficient    embedment*   q 

.ln;;ti"»*tioll-N"t    "P*   "ill    "e    provided    bV 
S.L   H         Tenne.s.g   Valley    rtuthopity,        82/lt/lS, 
Region  2,    Office    of  Dipuctor.       Ip,       16193-112        SIX 
Fiche:  50-390,  92/11/12,8211230171. 


8211B30179  Eleventh    intepim   doficiency    pept   re    ImproDirl  «    inHill 
support   anchors.  Initially    reported   on    SI060H,  Util    )V*lult|ftj 
pecofnrriBndBd    disposition   for    cited   def  ic  lenc  ill.  Ht  1  1   rttt 
will    bt    submittsd    by    B3O22S. 

rtrt-LS-L.M,       Tennesaee  Valley   Authority.       B2/11/IH.      O'BmiLV.JI 
Region   2,    Office   of  Director,       Ip         16193'144        24X 
Fichi:  50-390,  S2/1  1  /12,  B21  1230179. 

0211230009  Second    interim  dBfici,nc<,   rept   r8    tornado  dij>r*«<xti^ 
on   «u>iliary    bltfj.  Initially    reported    on  820623,  A*dl  jrntG»iH 
a    »v«JiJ4tfonf    of   dnors   underway    to  determine   siynit  ittntt  t' 
Migi2rr    «""    t*(>e':t<'d    loat"n9*.Next   rept   planned    for  B304W. 
njLLH.L..  ».       TinnlBiee  Valley   Authority.       02/11/15,      0'HEIUYh.U 
Region   2,    Office    of  Director.       2op.        16193'  314        24X 
FKh-;  50-390,  Sa/ll/jg,  821  12300B5 


:  :.  *• 


«^ird     int>rim  deficiency   -"Up  I   re   nonconf  orming  i«ili'*' 
nij  *'"np    valve  room-  Initially    reported    on   93042? 

Util    conildering    design   enhancement*    for  valve   room    in   It** 
£.,.£        monitoring    sys   pap   SRP   6.2.4.N»xt  r»pt  ilut  83Q«(; 
MILLS.L.M.       Tennessee  Valley  Authority.       82/11/JS, 
Reolon   S,    Office    of   Director.        la.       16193:047.       B4X 
Fichi:  30-000,  82/11/15,8211230188 
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B2-U23006B   Final    deficiency    rept    re   containment   penetration   protection. 
[initially   reported    on   Ql  1207.  Dei  ign   reviews    mill    be 
piTformed    on    all    electrical    penetration   conductor    siiing   !< 
ri-dundjnt   overcurrent    protection    changes. 

KILLS.  L.  M.        Tennessee    Valley    Authority.        02/11/17.       0  'REILLY,  J.  P. 
fUgion   3,    Office    at    Director.        5pp         16196:  312.       24X 
Flcli*:  SQ-390,  E12/  1  1/17,0211230068. 

B21IS9G397  First    inter-Sm  deficiency    rcpt    re    failure    to   perform 
functional    to«ts    to    verify    that    valve   will    open  within 
ipttifitd    time     1  Irni  to.  Initial  1  y    reported    on    031019,  Spec 
ili»et»    beino     eiamlned.  Net  t    rept    to    be    submitted    by    B30331. 
HELLS,  L.  M        rennesBQij   Valley    Authority.      82/11/17.       O'REILLY,  J.  P. 
Region    3.     Office     of     Director,         2pp.        16219:063.        24X 
FtcAe:  SO-390,  BS/1  J  /  17.  021  129G397, 

B21131Q3BO  Second    Interim  deficiency   rept  re    sheared   motor   pinion    keys 
In  Lin*!  tOTH.ii"    motor    operntnrt.  Initially   reported    on   820830. 
Llmltorqu*    Initiated    corrective    actions.  Noit   rept  uil  1  1    be 
sent    by    030524, 

HILLS,  L.  M.       Tonnoflaoo   Valley    Authority.       Q2/11/10,       O'REILLY,  J.  P, 
R»0inn    S,     Office    oP    Director,         2pp.        16231  ;  3-13,        24X 
Flcho:  30-000,  B2Y1  1  /  in,  021  1270500. 

8211270393  fifth    intorlm  deficiency    rept    re    incorrect   modeling    of 
ferdLrater    piping    va  1  vos.  I  ni  bis  1  1  g    reported    on   Bl  1009,  Vendor 
valve    drawings    transmitting    correct   valve    data   used    for 
raanalgsi*   not    yet    received.  Ne<  t    rent    by   830701. 

HtLLii.L.W.        Trnneasoe    Valley    Authority.        02/11/10.        0  'REILLY,  J.  P, 
Region    2,     Office    of    Uiroctor.        Ip.       16226:030.       2flX 
Flirts:  50-370,  aa/I  I/  IB,  021  I39O595. 

S21129062(t  Third     interim  daflciuncy    rupt    rn    incorrect   modulus   of 
slantlcity    used     in    piping    analysis    of    auiiliary    fceduater 
iijt.  Jni  tlflllu    1-epicn-tod   on   030330.  Piping   Analysis   Problem 
N3-3-15A  rerun.  Next    ropt   will    be    submitted    by   030620. 
HILLS,  L,M.        TorniDoneo   Valley    Authority.       02/11/10.       O'REILLY,  J.  P. 
Region    Z,    Office    of    Director.       2pp.       16236:012.       24X 
Flcfte:  50-391,  EJE/1  1  /SB,  (J21  1290628. 

03112901106  Fourtli     Interim   deficiency   ropt  re    cable   separation    in 
s«»anttal    rou    cooling   mater    intake   pumping    station,  Ini  tial  ly 
reported    on    Bl  1  2O4,  Draiuings    revised    to   aiJd    i-h    rated    fire 
barrier    protuction     including    wrapping    of  cables   ui/mfltl. 
HILLa.U.M.        Tennessee    Valleij     Authoritv,        B2/I1/19.        0  'REILLY,  J.  P. 
Roolon    2,     OPPico     of    Director.        2pp.        16226:316.        24X 
FiehM  90-370,  e2/ll/]9,P2ll2<7O5a6. 

921  1590321   First    Intorim  deficiency   ropt   re    postulated    accident 
oloudoun    of   mura    than    one    stoam   generator.  Initially    reported 
on   83IO13.  Uti  1    evaluating    condition    to   determine    safety 
lonnKiuonca*.  Met  t    ropt    eipected    by   B30623.  ,„„....,     ,  D 

rtItLB,L.H,       TBrm«»»ei>   Valley    Authority.       93/11/82.       O'REILLV,  J.  P. 
fl»jlon    S<     Office     of    Director.        3pp.        16226:271.        B4X 
Fie  ho:  SO-  390,  E32/  1  1/22,  821  129O324. 

V.     np«rator   E»Jl(nlnat  i  onB 

B210l3Q01fl    Oeneric    Ltr   B2-18    to   all    pnuer  reactor  applicants  t, 
LlcaruBBS    r.    reactor    operator   tt   «enior   reactor   ttP«"*"r 

tion    oxams.  Advises    that    eiams   begin  at    facility 


F.     Security,    medical,     emergency    t.    fire    protection   plan 


83111506*1    Confirms    920930   mgt   meeting     in   Atlanta. GA    to    discus 
implementation   o-f    fire    protection   program   Suggested    sgenOa 
enc  1.  U/n   enc  1 . 

LEHIS.fl.C.       Divi*ion   of   Project    ',   Resident    Prngrarcs         H2/09/ 
NICHOLS, T.C.        South    Carolina    Elsctnc    !.   Gas    Co.       2p[. 
24X   Fi  che:  50-375,  B2/09/27.  B21 11  50641. 


B510040060   Generic    Ltr    B2-17    to    all    pouer   reactor    licen 
applicants    t    holders    of   CPi    re    incnns  i  stenc  y    betueen 
reqylremBnts    of    10CFR50.  541  1  1    '.   STS    for   performing    au 
emergency    preparedness    programs    Svc     list    end. 
E1SEWHUT,  D.G.        Division    of   Licensing         S2/10/01. 
Ediion    Co.     of   (Jeu    Yort.     Inc.        llpp.        16003    2SS.       24X 
Ficho:  SO-OOO,  02/10/01,0310040068. 


0310070019  Generic    Ltr  62-31    to  all    licensees    t.  applicants    of 
pouer    reactors    re    Tech   Specs    for    fire    protection    audits 
Forward*    guidance    discussing    general     scope    t-    describing 
elements    to    be    included    in    audit   Svc     list    encl 
EISENHUT.  D.  O.        Division    of    Licensing         B2/LO/06  Consoln 

Edison    Co.     of    New    York,     Inc.        llpp          13?93:  33B        24X 
Fiche:  SO-OOO,  B3/10/06.  B210070019. 


a211020£>99   Releases    public  version    of    revised 

FELTQN.J.M.        Division    of  Rules    and    Records. 

Management    Branch..        lp-  15905:339         34*   Fn 
0311030699. 


rad  La t  i  on    emerg 
02/10/11  D 

he.  50-395.  B2/1O 


diati 


— B211020701    Forwards    public    version    of    Revision   9    to 
Emergency   Plan    EP-100.  ins  true  tion    sheet    encl 
DIKDW.O.W.        South   Carolina    Electric    fc   Qas    Co.        B2/]0/OS, 
DENTCN.H   R         Office    of   Nutlear    Reactor   Regulation,     Direct 
159Q&:342.        34X    Fiche:  50-395,  B2/10/  14.  B21  !030(,99 

--B21102O703   Public    version    of    Revision    B   to    Radiation    Emerge 

DEALE,  K  E  ,  WILLIAMS.  W.  A.  ,  CONNELLY,  J.  South  Care  1  ina  El 
Gas  Co.  B2/09/30.  5pp.  15905:344.  34X  Fiche  50-395,  HE 
0211030699. 

8211030378   Ack    receipt    of   920813    Itr    transmitting    Revision    7 
physical    security    plan. Changes    consistent   u/provis i ons    of 


tric    t,   Gas    Co.        2pp. 
Fiche:  50-395,  02/1O/1B,  B21  1  030375 


[3941:039.       24X 


831I150tB7   Summariies   930930    iE   mgt   meeting   u/util     in    Regio 
identified    probUms   w/*lr»    protection    evaluation   Agenda    & 


V£,:.r.-  Licensing.       «/»/«.  Consolidate. 

£dHon    Co.     of    K»tu    York,     Inc.       15pp.       16002:234.       24X 
Plcho:  SO-OOO,  B3/1O/12,B21013O019. 


South    Carolina    Electric   t   Gas   Co.      4PP- 
Fiche:  90-393,  02/10/10,9311150187. 

9311010277   Ack    receipt    of   8S1019    Hr    informing   NRC    ot    steps 
correct  violations   noted    in    IE  Safeguards    Insp   Rept 
50-393/92-46.  .  ainn  ,11 

n'FJFllLV.  JP  Reoion  2.  Office  of  Director.  B2/IO/27. 
Soutn  Molina  Electric  *  Oas  Co.  Ip.  15067:004.  34X 
Fiche:  50-393,  82/10/37.02110.10277. 


DOCKET    30-395   V1RQIU   C.    BUHMEfl   NUCLEAR   STATION,    UNIT 
E,  "HHc""aifety"Ev-TuBtion  Report    (9ER),     »PP>"_*_^^ 


6211100562  Riqii.fl.ti    BER   suppl    input   by    B21101    re    independent   de.ign 


lp.         1£,040:3S2. 


:  50-393, 


U11190342   Foruarti.    proposed    supplemental   SER    3,except    for  Section 
3.7.4,re    Independent    desifln   verification   pro  gram  GRIMES.D.K. 

NOVAK,  T.H.       Assl.t^nt   Director    for  Licencing.      BB/Il/04^     «  'nir(ctol, 

Dlvi.ion    of    Em-roBncy   Preparedne..        KNI0^aVoN  W  V  Assistant 

for    Component.    &    Structures   E«|    nt.ping.       J""™'  "'"•,.  *   16174:352, 
DiT-ctD.-    for    MBteriaU   k   fluslif  ications  Engineerlna.       lp. 

H4X    Fleh»;BO-39B.Wt/U/04,  B211I90342. 


stoam   seneration    documentation    s  ubm  i  **•*- 
eiBENHUT.D.O.        Division   of    Licensing.       Wit/  13. 
C«ralin«   Electric    t.  Oas   Co         lp.       liI97.216- 
FlehB:SO-395,  B2/1  1/12'  S21  1220473. 
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S3M230QAB    Final    de  Pic  iency    rept    re    containment   penetration   protection 
Initially    reported    on   01  1  307.  Design   reviews    will    be 
p»pforniBd    on    all    electrical    penetration   conductor    siting    Si 
rtdundartt    ove  rcurrent    protection    changes, 

riLLS.L.  M.       TftnnBsaoe   valley   Authority.       03/11/17.       D  '.REILLV,  J,  P. 
Rtjlan    3i     Of  flee    of    Director.        5pp.        1619A'  312         24  X 
Fie  he:  5O-390.  BS/1  1/17,  021  1230060. 

0211270397    First    Interim   deficiency    rept   re    failure    to    perform 
functional     tests    to   verify    that    valve    mill    open    uUhln 
apiclfled    time    I  ijni  ts.  Itii  tlal  1  y    reported   on    B31O19.  Spec 
srmti    being    e  .ami  ned.  Nei  t   rept    tn    be    submitted    by    830321, 

HILLS.  L.M.         Tennessee    Valley    Authority,        03/11/17.        0  'RE1LLV.  J.  P. 

Region    2,     Office    of    Director.        2pp.        16219:  O63         24X 

FichB:  50-39Q,  B3/|  1/17,0211290397, 

3311290500    Second    interim  deficiency   rept  ro    sheared    motor    pinion    fccya 
In  Llmi  torque    motor    opera  tors.  Ini  tlal  ly   reported    on   BSOB30. 
Limitorque    initiated    corrective    actions,  Next    rept   will    bt 
*ent   bu    030526, 

MILLS,  L.M.         Tennessee    Valley    Authority.        82/11/10.        0  'REILLY,  J.  P. 
ffegion    2,      Office    of    Director.        3pp.         16231:343         2<JX 
Ficfie:  50-000,  82/11/10,  B2  II  290500. 


Fifth    interim  deficiency    rept    re    incorrect    modeling    op 
feeduat*r    piling    valves.  Initial  ly    reported    or.  BHOO1?.  Vendor 
valve    draining  a    transmitting    correct   valve    data    used    for 
preanalysis    not    yet    recei  ved,  Ne<  t    rept    by  030701. 

KILLS,  L.  M,         Tennessee    Valley    Authority.        83/11/10,        Q'HEILLV,  J.  P. 
fission    3,     Office    of   Director.        !p.       I6226-03B        2-JX 
Fi  che:  50-390,  92/11/10,8211370595. 


F.     Sicurity,     m«dicdl.     emergency    6     fire     protection    plans 

82111504141    Confirms    B20930   fust    meeting     in   Atlanta,  GA    to    discuss 
implementation   of    fire    protection    pr  D  gram.  Sug  nested    agenda 
enc  I  .  W/o    ent  1  , 

LEWIS,  R.C.        Division    of    Project     k    Fie  s  I  dent     Programs.        63/09/27. 
NICHOLS,  r.C.        South    Carolina    Electric     (,   Gai    Co.         2f>ji          I6QA1     l'?l 
34X   Fi  che:  50-375.  H2/O9/27,  021  1  1  SOil  1  . 

B21004006H   generic    Ltr    S2-I7    to    all     power    reactor     licensees   & 
applicants    &    holder]     of    CPi    re     inc  ons  i  stem  y     bptuieen 
requirements    of    1OCFH50.  5fl<  t  )    i.    8TS    for  performing    audits    nf 
Buiergencij    prepa-redneas    programs.  Svc     list    «ncl. 

EISENHUT.D.  O.        Division    of    Licensing.        0a/!0/Ol.  Conso  1  i  d.i  t«i! 

Edison    Co,     of    Meu   York.      Inc.        llpp  I&003-2OB         2*K 

Flcne:  50-OOO,  B3/1O/O1  ,  B3lQQ4CQkB. 

9210070019   Generic    Ltr    02-  3  i    to    all     licensees    &    applicants    of    nuclenv 
pouer    raactors    re    Tecfi    Specs    for     fire     protectio-n    audits. 
Forward*    guidance    illacu-sains    general     scope    I.    doscribing 
elements    to    be    includ&d    '"   audit.  Svc     list    e  nc  I 

EISEHHUT,  D.  0.        Division    of    Licensing.        S2/10/OA.  Consoliila  tud 

Edlion    Co.     of    Meu   York,      Inc.         I'Jpp.         15'J93.il3a.         24K 
Flche^  30-000,  B3/  1  O/Oi,  B21  OO70O1  9. 


531102069-9   RMeaset    public  version    of    re 

FELION-  J.  M.        Division    of  Rulos     and    Ret 

Management    Branch,.         [p.  15905:339.         a 
B21  1020699, 


sed    radiation   omprgcnctj    plan 
ds          B2/10/11.  Document 

F  i  che  :  5O-3?5,  E13/  10/  1  1, 


t  1270428    Third    interim  deficiency    rept    re    incorrect   madului    of 
elJiticitij    used    in    piping    analysis    of    auiiliarij    feedfuater 
HIJB.  InitlaJ  lij    reported    on   B20330,  Pip  i  ng   Analysis   Problem 

W3-3-15A    rerun,  Next    rept   uill    be    submitted    by   930630. 

MILLS.  L.  M.         TenneBsee    Valley    Authority,       93/11/1B.        0  'FIEILLV,  0,  P. 

Ropion    a,      Qffiie    af    Director.        3pp.        16226:012         21X 

Fit  ho:  SO-  391.  93/11/10,  B3  11  290628, 


Fourth    intflrim   deficiency   rept  re    cable    separation    in 
«*s.r.tial     rau    cooling    water    intake   pumping    stati  on.  In  i  tia  1  ly 
rapnrtod    on   Bt  120-5.  Drauiings    revised    to   add    I-h   rated    fire 
bavrior    prntcctlon    including   wrapping    af   cables,   lu/matl. 

MILLS,  U.  M.         TennBBsee    Valloij   Aulhority.        82/11/19,        O'REILLY,  ^1.  P. 

Region   Si     Office    of   Director.       3pp,       16226:  34  6        24X 

Fie  he:  30-370,  B2/1  1  /19,  P3t  1370506. 

1211290524    First    interim  deficiency   rept    re    pottulated   accident 
b  I  outfonin    of   more    tnan   one    steam    generator.  Initial  1  y    report*d 
on    82IOIS.  Uti  1    evaluating    condition    to    determlna    lafety 
cctnsoq.uences.Neit    rept    eipected    by    030623. 
MILLS,  L.n.        Tennessee  Valley  Authority.       03/11/22.       D  'HEIiLY,  J.  P. 

Region    S,     Office    of   Director.       3pp.        16226:271.       34X 

fi  the:  90-3TO,  82/11/22,021129052'?. 


Operator    Eliminations 


—  6211020701   Foriuards    public    version    of    Revision    13    to    lladialioiv 
Emeroency    Plan   EP-  I  00.  Instruction    sheet    e  nc  I 
DIXON.O.U.        South    Carolina    El  BC  trie     >.'   Qac     Co.        H2/10/0&. 
DENTOW.H.R.        Office    of    Nuclear    Fle-artur    Tie  nu  la  t  ion,     Director.         ^(ip 
15905:  342.       24X    Fichu    50-395.  B3/10/I4.B31  lO2Od99. 

--0211020702  Publ  it    version    of   Revision    H   to    Radiation   EmcrgBntij    I1  1.  -in 
EP-100. 

PEALE,  K.  E.  ,     HfLLIAMS.  W,  A.  .     CGNNELLV,  J         SioiitJi     Carolina    Electric    f. 
Oa»   Co,       93/09/30.        5pp.       15905:3114.       24X    Fi  c  he;  50-395,  B2/  1  O/  1  4, 
821  10E0699. 

E21  1030279    i\cl    receipt    of   050013    Itr    transmitting    Revision    7    t-o 
physical    security    p  Ian.  Changes    consistent   ui/provt  s  1  cms    of 
10CFff30.  54(p  )    &  acceptable, 

VDUM&llLDaD,  D.  J.        Licensing     Branch     I.         QSflQflB.        DIXCM.Q.  W.         ESnutli 
Carolina    Electric    (.    Oaa    C-o.        2jip.         139fll:O39,        24X 
FichEl  50-375,  92/  lfi/10,  B21  1030275. 


B31115&1Q7    SUBimariies    BB0930    IE   mat    meeting    u/ulil     in    Hegion    3     ate     rt 
id»ntlfi*if   problems.   ui/flr«    protaction    o  valu  at  inn,  f\g  cnda   A 
attendance    1  1  it    enc  t. 

a'REILLY,  J.P.       Region    2,     Gffjco    of    Director.       flU/IO/lB.        DSXOW.U.W. 
South    Carolina   Electric    &   ffas   Co.        Ipp         16036:150        21X 
Fiche:  30-393.  93/10/19,  B3I  11301B7. 


3JO130019   Oancric   Ltr   03-10   to   all    power  reactor    applicants   i. 
llCBtiie?*    re    reactor    operator    It    senior    reactor    operator 
veq.ualif  i  cat  ion    exams,  Advises    that   exams   begin   at    facility 
after    B21OO1.  Svc    list   encl. 

elBENNUT.  O.  0.        Division   of  Licensing.       02/10/12.  Consolidated 

Edison    Co,      of    Neu   York.     Inc.       13pp.       J 6003;  334,       24JC 
F"ichB:  SO- OOO,  82/10/12,0210130019. 


8211010277    Ack     receipt    of    BSlOl?     1 tr     informing    NRC     of    iteps    taken     to 
correct    violation*    noted    in    IE    Safeoua rds    Inap   ftept 
50-39  S/B8-46. 

O'HEILLY,  J.  P.        Region    2,     Office     of    Director.        O3/IO/27.         RIXON.O.W, 
South    Carolina  Electric    b   Gas    Co.        lp,       I5B67:001.       HflX 
FIche:  50-.395,  32/10/27,  621  1O10277, 


3CKET   50-395    VIROIL   C.    SUMMER  NUCLEAR   STATION,     UNIT    1 

Safetij    Evaluation  Report    (HER!,     suppla    &  correipondence 


2'1  1  10096t>    Requegta    BER    suppl    Input   by    021101    re    independent   design 
verification    program, 

VdUWODLOOD,  B.  J,       Licensing    Branch    1.       92/10/27.       BOBNAK,  H. 
Mechanical    Engineering    Branch.       HAASSi  (J,      Quality   Anurance  Branch. 
Ip.          I6O4O:  332.        E4X    Fl  ch  e:  SO-395,  83/  10/27  1  Sail  100563, 

!1  119094H    Foriuard*    proposed    supplemental   SER    5,  except    for   S*ctlon 
3,   7.  4i  r»    independent   design  verification  program, 
WCJVAK-T.M.        Assistant   Director    for  Licensing.       B2/11/04.       ORIMEB^P.K. 

Division    of    Emergency   Prepared  nei*.       KNIGHT.  J.  P.       A»  Distant    Director 
for    Component*    &  Structures  Engineering.       JOHNSTON,  W.  V.       Assistant 
air  ft  bar     For    Materials   b   Qua!  if  ications  Eng  Inter  i  ng.        Ip.       16174:352. 

S4X   Flchs:  30-398.82/11/04,9211190342. 


!l  1 E20473    FoTuai-ds    Amend    5    to  License   NPF-12  fc   notice    of    Issuance    IT 
aivallabi  lltg    ti  NURES-0717,  Suppl    5   ta   SER.  Amend   authorizes 
Pull    pouer     operation   u/Iicen*e    condition   for    SOX   fouiar    until 
ate»m   gener<atltin   documentation    submitted. 

ETSErfHUT,  D.  G.       Division   of   Licensing.       S2/11/12.       DIXON.O-M.       South 

Carolina    Electric   k  &a>  Co.       Ip.       16197:216.       E4X 

ft  c  he:  50-393.  BE/I  I/  la.  021 12B0473. 


343 


DOCKETED  ITEMS 
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i"^^^ 

to   320523    &    29   resist!.  B3033l,in   response 


. 
•PUflPLE,  R.  rt.        Division    at   Llceniinn 

' 


•ichi:  50-000,  B2/J1/03,  831  1040379 


Bail  110124. 


395,  83/11  /a*.  831 1390477.  ' 
correspondence 


,  02/13/03, 


16aifl;ai 


Bjir^sj^r-^ifHc  t  ;;.  «r  w/ll/m.  DIMITli  ,. 

-39S,Ba/II/M,Bancwi3S  '6003:235.       SAX 


N6LIA 


32Q921 0027    Q&na  i*  i  r    i  tr.    m    >  i     . 

Sptct   Re  I  B2-16    to    all    PUR    license  m 

u/sold^nee    provided.  Tor    Item!   u/devilti dBt"  **"*"*   con*ll'i«l     ^ 
Fichn- sn-dnn.  n-i /nn '. "?'        '^PP.        lS930;14ft        n^v          »llllt*l 


Flchs:  50-000,  62/09/20,  S209210027PP'        ^^   MBl  '     B4X 


*  *.,„ 


9311020006   Board    Moti  f  icat  1  Dn 
imnrflp.P   P-rformane.    oV    "". 


Wackenhut   Ca 

Inv0,Ugatil, 
EISENHUr.D,  0. 
NSKV,V., 
.  :  50-395. 


1"  S30TOI  •"'l«lo' 
'le'1»'>nnel   t.u 

V 


ontent    Of   hydragcn    in    M 

'"'"""   ""*- 


n"   P-'-vid.s   r^rj 


flmflnd 


. 

;  30-393,  ea/10/22,  UI  1060450! 


^  •"«»»*•"-«  ^v 
83/10/3a 


021I0604S4    S,f.lg    .v,lgjtIDn   supportinu  Am.nd  4  to  Llttnn 
iwyn    iL        ^S'"r  Rt'lcto''    n.julatlem    Oinctar. 
4.       24X  Fich«:  30-393,  02/10/22,0211040430. 


of  AHirf  1  ts  Uli* 


VaUNSBLDOD.B.J.       Lion.ing   Branch    I.      32/10/32.      3tt      JHIfr* 
2^X  Fich«:  80-393,  B2/10/22,  B21  1060450. 
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Board  Notification  (I2-90A:  pi-avidei    adifl    info   t   clarification 
a  milling  deficient  ias    In   ma  In   control   pan  »  li. 

-  T.  N.      Aislstant   Director    for   LI  coming.       02/10/22,          Atomic 
V  •""*  Ucentino    Board   Panel.       14pp,       160-13:001.       24X 
;  30-000,  B2/  10/22,  E)2t  111041  1, 

Hoard  Notification  PB-vOA:  forward*    IE   Info   Notice  BH-34, 
fl-»vitl°n   1   rt   uitli/i    in  roaln   control    patuli    pnr   Hoard 
MotlfUatlon   02-90. 
rlEENHUT,  D.  G.      Divl«ion   of   Lic*nt(ng.       02/10/22,       PALLAD1NQ,  N.  J.  , 
OILIN9KV,  V.  .     AHEARNE,  J.  F.        Comml  »«  (  men,        Ip.        UO&Q:  113,       24X 
Fiehi:  30-000,  £12/10/23,  03  1  11  SOI  44, 

£211010360  Notification   of   1)21020   meeting  u/BtW    in   Bi  theida,MD   to 
rivleiiJ  results   of   B'«W   Independent   iloiign  vor  i  f  icnti  on 


Branch   1, 


Licenilrm    Droned    I.       (I2/IO/2S,       YOUNODLODn,  D.  J.      LicenBinB 
3pp.       13070:202.      24  X  Flche:  30-39S,  OH/  10/ES,  321  101036Q, 


e2I-O2600HQ  Generic   Ltr    02-  SO   tu   all   pouier   muctor    1  Ic  oni  eei,  perml  t 
holtf«r«  *•  applicanta    for   Cl>   PO   guidance   for    implementing 
SHP   rulo.  Forwards   NUHiTO-OVOfi,  NU/1EQ    to   bo  unoif   jia    interim 
jncdiurt   until   Hag   Ouido    1  .  70  re  vl  tod.  ilvc    lint    cue] 
ElEENHUT,  I),  G,      Divlolon   of   Licensing.       02/10/24,  Consolidated 

ercMton  Co,    of   New  York,     Inc.      9pp.        I  Sin:  279.      H«1X 
F  I  cfie:  50-000,  02/10/26,  P210;!60000. 

621  02  70030  Generic   Ltr   02-22   ta   All   PUR    licomeei   re   Congrei  tionnl 
requgit   for   info   coiic«rnlng   (team  oonomtor    tube    Introgrlty. 
Fordiordi   Congrciiman   EJ  Mnrkoy    RH1017   nuDoticin*   r«   abaam 
gererator   tubp   Inteo  r  I  tij.  !ivr    list   emcl, 

EI6ENHUT.D,  0.       Division    of    Licensing.        02/10/2A,  Consol  idatnd 

EcflionCo,    of   Noui  Vork,     Inc.       10pp.        1<;097;  33S,       a4X 
F(c  tie:  50-000,  I12/IO/.76,  QiflOa/0030. 


321  1  lOOiiai   RariuBsti   aponsnring    Itr    to    nnnblu   author    to   rseelvo 
special   coniidnrflt  ion   In   nblnlnirig    pntnport    for   builnesi 
trip   to  United   Kingdom. 

ETDiSCN.Q.  F,       Liconiing   lirnnch    1.      Q3/lO/2f>.       SCHEHM,  P,  E.      Travol 
SwTVice»   Qpnncli.       Ip.       16041:123,       H4X   Fich  e:  SQ-mS.  B3/10/S6, 


6211140040  flck    receipt    of    util   830B13    I tr    transmitting    Revision     7    to 
phgiical    iBCurity    plan. Changes    acceptable.   Info  mill    be 
tut  tithe  Id    (ref    10CFR73.  211. 

VOUHODLOOD.fl.  J.       Licensing    Branch    1.       82/11/03.        DIXQM.Q.W.        Soutli 
Carolina   Electric   t  Oas   Co.       Ip.        16103  032        24X 
Fiche:  30-395,  B3/1 1/02,  B21 1 140040. 

B211070109  Provides   notification    of    completion    of    Final    oquipment 
qoallf  Icatlon    progrdm   commi  tmsnts    &  QL   requirements    to 
Biceed    57.    full    pocUEP.RCB   uide   range    pressure    transmitter 
modlfieif   tv  Vpritrafc  (.  shipped    to   site. 
DIXON.O.W.       South   Carolina   Electric    b   Gas    CD        B2/11/03.        DENTON,H.F1. 

Office    of   Nuclear   Reactor   Regulation,    Director.        2pp.        16003:353. 
24X  Fich 6:50-375,82/1 1/03,  021 1090109. 


8211140104  Approves   request    For   withholding    proprietary    "Interim 
Pouer  Operation  Evaluation  Rept"   from   public   disclosui-e 
(r.f    10CFR2,  790). 

YOUUODLOOD,  H.  J.       Licansing    Branch    1.        92/11/03.        HIESEMAfJN,  R.  A. 
Heitinghooso    Electric   Corp.       2pp.        16102:317        2flX 
Flche: 50-395,  B2/1 1/03, B21 1 140106 


311130196  Foriuards    completed    questionnaire    re    stt 


lera-tor     tub? 


Integrity,  Generic    Ltr   S2-22  Second   t    last    questions 

applicable   since   initial   t rltic a ! itg   achieved   on   Q31022 

DIXOM.  Q,H.       South   Carolina   Electric    !.    Gas    Co.       82/11/10.        DEMTON.  H.  ft 

Office    of   Nuclear   Reactor   Regulation,    Director         5pp.        16056:  It  I 
24X  Fiche:  50-3?5,  02/11/10,8211150156. 


8211190345  Board   Notification  92-1O7: forwards     info    re   recent    semis 
teit   results.  Results    of    t'eeif  t,    bleed    mode    a  f    coal  ing1  sfiouipd 
that   no    neu  phenomena    eih i b ited. Feed    &   bleed    can    be 
adequately    predicted    bij    computer    codes. 

E1SENHUT,  D.  8.  Division  of  Licensing  B2/II/10.  PALLAD1MO,N  .). 
OILIWSKV.V.,  AHEARNE.J.F.  Commi  asioners.  Ip.  16174  344.  2flJ! 
Flche:  30-000,  02/11/10,8211190345. 


—8211190350  Requests    that    conclusiana    of   ssmiscale    feed    6    blee-d    te:.t$ 
be    foruarded    to   ASLB   d   ASLAD.  No    neu   phenomena    exhibited1. 
HATTSON.R.J.       Clvision    ofGustems    Integration    I  post   SI  10051  . 
62/10/19.       EI3ENHUT,  D.  0.       Division    of  L  it  ensitig.       3pp.        16174:3,15. 
24X   Fiche:  50-000,  82/11/10,021  1190345 


1311100564  Roquoiti   approval    of   c onf Irmatonj    loiimic   analysis   program 
or-    jdgntlf lotion   of   program  deflcloncles   by    £131101. 
JVCJVrtK.r.H.      Aialitunt   ruroclor    for   Llcpnalng.       U2/10/S6.      KNIOHT.J.C. 

A»siitant   Director    for   Components   !,   Btructurns   Englnoorinfl.       IP 
I A  040:359.      Z4X  Fictio:  !iO-:»a,  D2/IO/-H6,  D21 1 10QBci4, 

21  I  110104  Adviio»   that   WCAP-QO-31   uil]l    bo  uithfuld    from  public 
diicldaurt   per    10CFHU,  7'IQ.  1  n  relpDitBa   to  (12 GOOD  t   B0061 1 
¥•  a  q.ucstt. 

VOUNOBLQDD,  Q.  J.       Licuniinfl    Branch    1,        H3/10/37.        WIEBEMftW,  H.  A. 
E-Jeitlnohouie   El  oc  trie   Carp.      2pp.       16093:267.       24* 
Fie  he;  30-393.  Q2/10/B7i  021111010-1. 

211100162  Board   Notification  B2-1 13:  f  orumrds   BiW   "Independent   SaUmlc 
Oealgn  Verlfl  cation.  Turb  inn   Dplvon  Portion.  Emorg  ancij 
Feeduiater   Bys,"   final   r*pt. 

EISErJHUT.il.  0.  Division  of  Licensing.  82/10/29.  PALLADINO.N.  J.  . 
OILIN0KV.  V.  ,  AHEARNE,  J,  F.  Commi  »il  oners.  2pp,  14030:243,  SIX 
Fi  che:  50-393,  02/10/37,0311100162, 

31  1O600H7  Foruardi   proprietary   t.   nonproprietary   ffevlsion  6  to   overalls 
T^ble  3-4.  ProprUtary    talile  withheld    (ref   10CFR2,  790). 
Application   for   withholding   t,   affidavit   end. 
D«XQN,O.IJ.      Boirth   Carolina   Electric    t-   Oas  Co,       83/11/01.      DEN  TON,  H.  H. 

of  Nuclear   Ronetor   Regulntion.    Diroctor.       2pp,       15954:059. 
he:  30-393,82/11/01.0211060027. 


621119036'!    Board   Notification   B2- 107:  provides    info    relevant    to    safety 
lisuei    re    semlscale    test    results    by    describing    recent    tests 
in   iemiscale    facil ity. 

NOVAK,  T.  H.       Assistant    Director    for   Licensing.       82/11/10.  Atomic 

Safety    and   Licensing    Board   Panel.        Ip.       !£169:3E5.       24X 
FicNo:  50-000.  83/11/10.  821 1 190364. 

0211160047   Generic   Ltr   62-36    to   power    reactor     licensees    (eicept    fart    Jit 
Vraln)    re   NUREO-0744,  Revision    1,     "Pressure    veaaal    Matl 
Fracture    Toughness."    Forwards    NUREG-0744.  Re  vision    l.W/o 
end.  Svc    list    encl. 

EISENHUT.  D,  0,      Division  of  Licensing.      02/11/12.  Consul  Ida  terl 

Edison  Co.    of   Netu  Vark,    Inc.      52pp.       16232:  212.       24X 
Ficho;  50-000,  82/11/12.9211160047. 

6211220473  Forwards    Amend    5    to  License    NPF- 1 2   (.   notice    of    issuance    & 
availability    &  NUREO-0717,  Suppl    5    to    SER.  Amend    authoriies 
full    pouer   operation   u/license    condition   for    SOX    pniuer    until 
steam  generation   documentation    submitted. 

EISENNUT,  D.  C,       Division    of   Licensing.       62/11/12.        D1XON,  D.  U.        Souih 
Carolina   Electric    t.   Gas    Co.       Ip.        16197:314.       34X 


Sail060036  Application   for   withholding   proprietary   supplemental    Info   to 
"Reactor   Protection  By«/E6F  Actuation  Bya   Betpoint 
Methodology,  "   Aff  iifavit   end.  „„„.„,,,  .1  „ 

WIEBEMANN.R.A       Westinghouie   Electric  Corp.       82/03/03.      DENTDN,H.R, 

Office   of   Nuclear   Heactar  Regulation.    Director.       9pp.       15954:063. 
24X  Flehe;  30-373,  B2/1 1/O1.82I 1060027. 


1  1-O60253  Retpondf   to   B210H0  ditcu»*ion  coneernlnig   8U)   fin»l   rept  r 

independent   deilgn   veri f icatlon.  Pip Infl  analynii   eompletB. 

D*FTiping    Info,  per   021012   1  tr, meets  FEAR  criteria.  Revi»lon 
•"'JI    be   completed   hi)   B30I01. 

•"•"  -  H.      South  Carolina  EUctrie  t,  Oa«  Co.      BB/11/01.     DENTON,H 

--   of  Nuclear   Reactor  Regulation,  Director.       3pp.      15933:1/4. 
Fi che:  50-395,  02/ 1 1/01,  021 1060255. 

J  1  160100  Summa.ru   of    0S1020  meetlnn   w/util   (.   SWJ   In   BBthesda,MD  re 
in^'pent(lTll;   design   vsrification   program. 

"^K"-  '.J.F.      Licensing    Branch    1.       02/11/01.  Liceniing   Branch    1. 

16102:301.      24X  Fiche:  50-395,  B2/M/01 ,  321 1 14010B. 
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930B190230    IE    Info   Motic*    B2-37 

-"  "•"  - 


.  30-000. 


:  50-000, 


(1  Assurance.       02/09/Id, 
105pp.        15930:001.        SIX 


"Melds    In  Hain  Control 


B30BI  90322. 


,  92/09/31. 


6206190233   IE   Into  Woti.e   3^40,     ..jj.,,.,. 

^*^/isr:r^sB8?irri"  !  ^ 
c.n.on^tr^ei:;::  ^.e  '^r^,1 

Fic^.SO-OOO,  02/09/23,  e 


conl"nm'nt 


Dr  BMBI1.waa 


•«"».* 


R..pond.  to 


,  82/10/37, 


lOlOaSS   Forwards    IE   Saf.n,        - 
""t*c.    Of    v.ouM^      ^    ; 

'  <ref  IOCFB73  a 


IOCFB73 

/E^^r 
30-398,  82/10/37, 


6211170196   REvi.lon 

vc  8.,  Hue)MP" 


0121. 


""'  """"•  ..... 


-  ............  « 


-^ 


tor  riug    IfSi 
Co.      DS/09; 1 1        E' 
?;  101,      24  ( 


rin,,  fl.pt. 
*  °"  Co- 


J»   """--ting   rept  for   Ort  |W. 
in*   E1"*PIe   *  °"  Co' 


^ing    r>pt    for    Oct   19B8. 

2>lM   Sl.ctrU   «•«»  C 
;  30-393,  88/11  /IS.  6311190103. 
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$.   RiportuhU    octurr»nc«ii     l,F'Hi 


c  or  r  mpondunc  « 


ejll(W>l07  (WMI-lia-lM:  mi    oat  DUU,  unit    ncMamd    Initial    critUolity, 
Actual   parnnuUri    agreni!    ut/prtd  U  t«<l    r  imil  i  ti  oni,  (.1  come* 
ulll    l»iu»   »»u«   rs.ln.igo. 

BKOWNLEE,  V.  I..  .    UllVrtNf,  .C,  C.       II*  g  Ion    a.     llffico    oF    Uh-nctur,       M/IO/HC 
[p,       |5f«6:ain.        IMX    I   I  rim:  DO  'im.  EIU/  1  0/3JJ,  DH  1  10-10107. 


B21I0400VV  Kin-mnnli    Llill   fia-OMI/OJII.-O    llutrtll*tl     »v»nt    «n*li|ili    tincl. 
Di;<(W<  II-  U.      (iimlh    r.'flvul  Inn    CUcti'lc    fc    Oat    CD,       EJH/lOYatJ. 
O'fiEll-t.V,  J.  f>,        llegimi    U,     (IfflCB    rif    1)1  i-octoi'.        3pp.         I!1VS7:017.        24X 

Fi(ii«:30-3V!)i  UU/IO/IM.,  HUM 


B211Q£,03fi7    Final     deficiency    rept    re    mi <app 1 1 ca t i an    of    criteria     in     W.I 
co ttf    ipjdng     rept,  Initially    raported     on   83O72?.  Ml sapp 1 iod 
criteria    listed.  Adoquata    training    u>  i  1  1    bn    provided    fat 
future    application 

DlXOHiO.M.        South    Carolina    Electric    t<    Gas    Co.        £32/10/31" 
0'R£ILLY,  J.P.        Region    2,     Office    of    Director.        2pp.         J  5953  -349.         I.MX 
Ficha:  30-393,  B3/IO/39,  021  1040367. 


0311090166  Forwards  LEfi  O2-01-1/03L-0,  De  tai  1  ed 
DIXnfliD.W.  South  Carolina  Eloctric  ft  Gas  Ct 
O'HEILLY,  J.  P.  Regions,  Office  of  Director 
Fie  hi:  90-393.  02/11/01,021  IGW46& 


evont    analysis    em 
.        OB/11/01. 

2pp.         1600B:25i. 


—63110401011  l.KN   ria»OUfl/0!ll  ••<>:  on    (ISO'WJ,  i  vc    uat*r    pond    level    Indication 
not  v»rlff«d    for    f-t.idin    I  ,  a,  :»    (.   4    front  f)H(Wtta~a9.  Cauied    bij 
pond    level    mtry    omltlitl     frnm    nperatoi'    logi    iluf    to    pei'»onn«l 
irror.  Logi    rfvlnuiai)    b    rovlnd. 

FIELDS,  C.       no  nth    (;«rnlln»  lUsetrit    fc    ()•»    Co,       OV/IO/ai.  H^jjion 

11.    Office    of    OlrauUr         lp,        |9Vy7:oaO.        BIX   r leh»!  !K><l'?!>i  f)H/IO/B&p 


LEB    B3-014/03L-0   on    B2100.3.  air    fretsure    cqua  1  i  i  i  r*g     valves 
uiould    not    cycte     in    proper    sscjuetice .  render  ing     reactor     !>!d-g 
ainlociV    inapai-ao  I  e.  Caus  od   i  ij    chain    drive    aprarliet    sfie.irinfl 
fc>y,  allouing    sprocket    tg    slip     inta    associ.ited    drive    shaft. 
FIELDS.  H,  C.        South    Carolina    Electric    (,   Gas    Co.         92/11/05.  RDJIUJI 

2.     Office    of    Direttor.         lp.         1600B:  2SS.        2^X    Fi  chu:  SO-STS,  OS/E  !/(>£, 
6211090466. 


ii'u*nJ»  I  CM  l'i'-0f)7/o:il.  -O,  OolJiilml  *v»nt  nn«lv 
DIXON.O  H,  (toil Hi  Cflrul  inn  F-loutrlt  b  Ofl*  Co.  EW/lO/Hh. 
0'HKII.l.Vt  J  f1.  Itnginri  U.  llfficB  or  Dirnttor,  :iflp. 
FUJio:  S(l-:)V!t.  (In1/ I  (>/: !/.,(!»' I  104014V 


(1311100407   Foruiardi    LER    a2-015/ft3L-0.  De  tni  1  ed     evont    .inalijiis    ene 

.        Bouth    Carolina    Eloctric    *    Ua*    Co.        8B/U/O2 
f  J.P,         Region    2.     Office     of    UlrecUr.        2pp.         li03n:3O7. 
Fiche:  SO-373,  Ba/Ll/02,  B2I  110O407. 


flail040lt'M.I-:ri   IW-0(W/0:U -O'un    fiaiwav,  fl»rv»l  lUt«c«    Tmt    I'roCBrtum 
IHEl.  007  ptrfurmefl    initefld    of     liJII   017    uhich    impUmonti    Ticli 
!fp*c    to   vurlfy   p(j»ltion    of    liKfcvd    etotBJ    P(r»    donri.  Cnuitil 
frv  pfr»nim»l/riuraBi-le*l    »r vor.  l'er-«{inn«  1    cnuntilad, 

F1EI.DO,C.       llnull.    Crtrolln*   (-H«ctrU    b    Una    Co.       03/10/36  Raglan 

3,    Of  Me*    at   I)lr«r.tiir>.        (p.        IBVyV:  !»/>         SCI*  Fle6»;  BO-399.  flH/IO/Bfr, 


—0311100409   LEFI    32-01 9/O3L-0:  on    0210O3,  samp  1  o    pumps    on    ri-actor     hldn    a 
(ample    radiation    mnnitor    RMft-2    tripped    due     In    ov^rhea tinfl     in 
cao  Inet.  Caused1   bg    inadequata    cabinet    ven  t  (  1  atio-n.  Pump  i 
cooltd   tf   rastai-ted    after    dpproi    1-h. 

KODN.  A,  R.        South    Carolina   Electric     t,    Oda     Co.        S3/1I/O2  Hiigiini 

2,     Office    of    Diroctor.         lp.         16O2S:  309.        H4X    Fither  3O-395,  B2/H/0;: 
0211100407. 


iS  t;oru*pd»   I-IN    I!U  -01  1/0:11.-  I),  [)•  In  t  !«•!    itv.nt 
i  I).  It.       lioulh   Cnriil  Hi*    (aiKtrlt    d    Odi    to 
O'HEIl.l.V,  ,1,  I',       »»gli»>   a,     (Ifficfl    of    Uir*«t(>r.       ,'l[.n 


u;n  iiy-oii/o:n,-o.on 

rilinf    tnnt    Uvw]     Inil  le,  At  Ion    l,I-t/OA    lti(ip»r»b  In   ill    control 

room  ovnuiialloii   point  L  Caii»»d    in;    lr*nnml  tl*r    not   c^llbr 

proptrly.  Ju»    tn    diif  m:  1  1  v»    nmpliftor    It    c«llbr    circuit    card, 

KffllH.A.  I).       Iluutli    Cflvolliifl    i:i«cti<lr    d    CJ*»    Co.       na/10/97,  rtnitloii 

a,    rifMr*   of   fHrt.i:tni-.       Ij.         I'IV.10:  ;lfi:i         24X  f'lehe:  OO-lfla.On/  IO/H7. 


0311100413  Foruardi  LER  S3-QKb/03L-U.  Re tai )«d 
DIXlltJ.O.  M,  South  Carolina  Electric  6  Gas  Ci 
O'dEILLV,  J.P.  Region  2.  OPflco  of  Director. 
Ficho;SO-3tJ5,  82/11/02-021  1  100413. 


Slip 


—  0211100417  LER   ea-OI6/03L-0:on    Bai003,main    contrcl    board    pro^Bifre 
Itidlcfttor    O9HO    for    roacLor    dltlg    discovered    road  i  ng     Igu   6 
dtclartd    1  nop  upab  1  o.  Ma  i  nt   uiot-k     request     initiated     to 
dtterminD    cauia 

flELDBiC.         Bnuth    Carolina    Eloctric     (.    Q.i!     Co         BZ/llfQS.  ni'gliin 

Z.     Office    of    Director.         lp.         1A02H:  027.        24X    Fi  the:  SO-399,  £3K/li/(H. 
03111O0113 


..  . 

BIXIUUIU.       (Inn  th    Cnrolln*    CUctcic    (.    Oat    Co. 
O'HKIL.l.V.  J  )'.       fUglim  i1,     (Ifrlct.    of    nn-«rlar, 

rich*:  30-nvrt. 


("id. 
I9<?91tll2,       MX 


PNO-I  l-0a-li>3:  or,    B2I  103.  liomb     threat    rueclwcd    frtim    offi;lti> 
t*lfphon.t    line.  Bite    iamb     threat    safeguiirif    contingency    p],in 
put    Into    effect.  3enr<  h    of    auiilidry    bldg    coniluctcd 
iii/moat  iva   rffaul  ti. 

ST/iNSBEUKV.  W,  (J.  ,     MOOHE,  0,  E,        JJpgion    3.     Office    oP    Director.        QD/13/04 
I  p.        16055;  IHfl.        24X    FictiB:5Q-3<75,  G2/1  1/01,  £1^1  1  1  501U9. 


l.I-II  oa-Oia/OTH.-O.on    tiaiWHt.  rMctoi-   bldi    high-pang*    radiation 
monitor   FIM-07   li*d    prnbltmt  u/tplHng    t^/^t    c*uitd    lilgh 
radiation   a  1«i>mi.  !tp  Ikm    cAuiitd    by    *l«ctpic*l    I  nter  f«r*nte    1  ti 
diUctlon   c*b]«  Mnnllor    L«it*d    «•    rtlurnnd    Lo    BVC. 

FIFLDLI.C.       Dnuth    CnnilliiA   Kl.ctric    (.   On*    Co,       OiVlO/27,  Hog  Ion 

2.    Offic*   of   |)lr»fitop.        lp         19751     ilfl,        SIX  Flch»:30"3')3,B3/IO/a/, 


v»nt    »n*lyil»    tncl. 
B»/IO/2n. 

Spp,       13933:044, 


ruupdt   L.r-11  fla~0l0/0ni.«0,  l)»l*ll»d    » 
DIXON.O.H.       (Inulh    Curulln*    Elite  trie    i    B«»    Co, 
•O'liEIULV,  J,  I',      Htgiim  a,    Ufflcn   of   Dlractor. 
Flcht:  90-378,  0^/10/313.  02 


0311100298    Forwarilt    LEf!   B2-OIB/Q3L-O.  DC  tai  1  ed    event    analyila    otitil, 
DIXG-H.O.H,       Hotith    Carolina   Eloctric    'f    Gas    CD.       02/11/03. 
O'REfLLY,  J,  P.        Region    3,      Office    of    Director.        2pp.         16024:334.         rMX 
Fled*:  30-393,  02/1  1/05.  t!2  1  I  IOOE73. 

--0211100277  LER   B2-01H/O3L-0:  on    B2  I  000,  dur  i  no    Survo  I  1  lancu   Tc-a  t 
Procedure  303.  OOfn  praaaure    bistable    failed    to    change    output 
it*  t«.  C*un  d    by    failure    of    pr-intod    circuit    logic    card.  Can) 
r*|>l«ctd   (•    tt»t    prDCodure   pfrformed    sat  i  s  fdc  tor  1  1  y, 

FIELDS,  H.  C.       South    Carolina    Eloctric    '.<  Can    Co.        £32/11/03  fltnU 

2,     Office    of    Director.         lp.         lei02H;336.        31X    Fi  c  ha:  50-^95.  Q^/l  1  /Ol 
8311100293. 


aS]|OA0300  LEH   02-010/031.  -0:  oti    oaiOOl,  POftV    black    v*  Ive    MVO-OOOOft  wnuld 
nal  reop«n   at   conelutlon   of  rtaetor   vetttl    O-rlno    l»*l   t«»*. 
C«u»«if    bg   UK  ii-    in    w«lv«    ittm    p*cklng    uihlch    contrllivtviJ    to 
ovtrloriiuB   cond  U  I  on,  Btfm  p*cKn(    i-»pl«««d. 

FIt:i.Dii,c.       (Ttnjth    CnmlinA   CUctrlc    «,    Oflo    Co.       03/10/Bfl  flngion 

2-    Office    of   Director.        Ip,        !3-)3a:Oflfi.        34X  Fleh»:  50-399-03/10/20. 
OS  II  0602  VS, 


rw*rd*  LEfl  02-013/OaL-O  Ot  t*klad    » 
OIXOH.O.M.      South  Carolln*   Eltcti-U   t   0*»   Co, 
O'FIEILLV.J.P.       R,flion   8.     OKUo    of    Director. 
Fltdt  ;  BO-399,  02/10/a?,  PHI  IOBOIOA 


«nt   »r-*ly«ii   »ncl. 
B3/IO/27, 
2pj         15949:394, 


24K 


8211100337   Foruardl   LER    B2-OI7/03L-0. D« tailed    event    analysis    oncl. 
D1XON.O.  M.       •South    Carolina   Electric    >,    Oas    Co.       OB/B1/&5 
a'REILLY. J,  P.       R»slon    2r     Offjce    of    Director.       2pp.        16OS2;270.        H4X 
Fleh»:  30-393,  BH/ 1 1/03,  82  1  I  I0033'/. 

--3211100344  LEH   B2-017/O3U-0; on    BSlOOi, control  led    loalage    e-ceeiled    Tt 
Bps-e*    during    jurvei  1  lance    test    procedure    Cuiused    bg 
jmproperlg    t«t    need  la    valves     located    in    reacbm-    coolant 
pu/np    seal    injection    1  Inc.  Va  I  vet    po-sltioncd    correct  lij 
KOOM,  rt.  R.        South   Carolina  Electric    <•   Gas    Co.       82/11/05,  Run  inn 

2,    Office   of   Diractnr,        ip.        1^033:  372.       24K   Fi  che  :  50-3^5,  02/ J  1 /O! 
B21 1 100337. 


LER   Ba-Oia/03L-0:on    B2IO-01.  dlff»r«ntln)    pr«iiur»   livel 
tranimitttr   accumulator   Tank   A   level    found   ttlnw  T«ch   Bf»c» 
bu  flpproi   7X   folloultia   r»c«lUr.C»und  bij    tr«n«mltter 
thouiing   Jneorr»ct    Uv«l    indication,  Traniml  t  t*r   r»c«lfbr. 
FIELDB.H.C.       South    C«PoI(n*   Biictrli;    i.  0*  »    Co.       BS/10/2?.  RBflion 


. 
2.    Offie.    of  Dfrtetor. 

S2U090I06. 


. 
lp.        13949:056.        B41f  Fi*h»:  30-395,  02/10/29, 


BE112E02a&   Forward*    LER    B2-019/03L-0.  D*  tail&il    event    analysis    encl 
DlXOH.OfH.       Bouth    Carolina   Eloetric    &    Qas    Co,       B2/U/OB. 
O'REILLY,  J.  P.       R»0ion    2,     Officn    of    Directnr.       ay  p  .        16165:203.        34  X 
FUh«:  80-393.  82/1  I/OB,  SB  1  13302B6, 


LER   aa-019/03L~0:on    021010,  during    initial    itartup     in    Mod. 
prit*urlitr    PQRV  block    valve    MVO   BOO  DC    in    tIGS    Found    leaking 
In    open    po*  Itlon.  Caused    by  uorn    valve    pac  k  ing.  Pack  Ing 
rip  1  ac  id.  Va  Ive    tested    &    returned    to    operable    status. 
FIELDS,  H.  C.       South    Carolina    ElBctrlc    *   Oa  s    Co.       62/11/08.  RagJ. 

2,    Office   of    Director,        Ip.        16165:  205.        S4X   Fiche:  50-39S.  83/1  I/O: 
3211220286. 
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2pp. 


; 


=» 


—  831I22G336 


=» 


B2U120263 


liOM: 


8210130019  0tntPle   Ltp 


S51007001S    O.DfPie 


0209210027  eBne-rir    i  t 


7  eBne-rir    i  t,   as   ...    ,. 

8ptci.fl.qil.lt,    r.vUW  of'rech    i"c  ^    »i«n««  r. 
w/BW  d-nc.   provid.rf.For   H±  253!!,*;/t*"ffll1" 

s^?;^.  •t^:?,?-1  ^  wr.Mm'M  * 

WI«n  C».     OP   N?i   Y^rh    ?nc       JS,'.""'  ,,S/09/fl0- 
rich.;  go-ooo,  ea/09/2o,02oSIio0a7P(li         730:  lj]0-    2 


«'-       Unni,^1/0-^   *»PMV   BV,t. 
50-397,  82/10/03,  0SII030I24:          P'       ISW7:MI- 


for 


Ml  1060394   Summaru   of   020913-id          n 

••P«.tion    tTUirll  niMHng.    In  Walnut  Cr.il,CArl 
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S2UO&09&2  Notification    of    821116-17  meetings    u/util    &    INEX.    in 
B-JchJjnd,lJA    to    dlicuss    seismic    qualification   review    team 
1  PVORT    aud  it. 

,R,        Licensing   Branch  S.       B2/10/2S.       SCHWENCEfi,  A.       Licensing: 
S.         3pp.         13970:319.        S4X   Ff  che:  50-397,  S3/EO/25.  BSl  ICiOSAS. 


Oeneric    Ltr   02-30   to   all    power  reactor    1  tcensees,  permit 
holders    &   applicant!    for   CP   re    guidance   for    Imp  lementinu 
SfiP  rulo.  Forwards    NUHEO-0906.  NUREO   to    bo   usod   as    interim 
mejtur.    until    R,g    fluid.    1  .  70  revised.  Svc    list  end. 
EISENHUT,  D.  O,         Division    of    Licensing.        02/10/26.  Consolidated 

Edtion    Co.      of    New    York,     Inc.       7pp.       13773:293.      24X 
Plena:  50-OQO,  52/10/26.8210260090. 

eail020i37    Forwards    markad-up   Section   0.3   to    FSAR  ftmsnd    23,  clar  1  f  y  ing 
electrical     separation    issues,  per   021006  meeting.  Chang  oa   mill 
a»    incorporated    into   future  FEAR   amend. 

BOUCHEY.Q.  D.        Washington   Public    Power    Supply   System.       B2/10/2B, 
SCHWENCER,  A.        Licensing    Branch    2.       llpp.       15866:157.       E4JC 
Ffchs:  5O-397.  S2/  1O/2S,  S21  1020637. 


B2 II 2300  54   Requestt    limited    eieinptton    From   emergency    notification 
requirement!    In    IOCFR30,  App    E. Proposed    prompt    notification 
tijs    achieves    atjectlvei    af    App    E   at    lO'jl    of    cost.  Nearest 
residents    located    4   miles    from    p  Ian  t.  Assessment    encl. 
FERGUSON,  R.  L.        Washington    Public     Power    Supply    System.        Q2/11/OQ. 
BIRCKSiM.J.       Office   of    6he    Eiecutivs    Oirect-or    for    Operations.        t-pf-. 
16177:030,        24X   Fiche:  50-377,  BS/l ] /OB. G31 1S3O054. 

— 8SHH30t>i2    "Asseisment    of    Emerg  encij    Early    Warning    At    WPPBS    Hanfnril 
Site.  " 

HAIGHTiR.F.        Washington    Public     Power    Supply    System         82/10/31. 
5vpp.         16177:  026.        24X    Fiche:  50-377. 02/1 1  /Ofli  B21 1230O5-1- 

5311190655   Advises    that    921022  meeting    u/Yakima    Indian   Nation,    IP 
discuss     offsl  te    emergency     planning    rvot    he-Id  .  Yak  ima     Indian 
Nation    ei  ther    unaole    or    unwilling    to    meet.  Meeting    nut 
reichedu 1  ad. 

BOUCHEV,  0.  D.        Washington    Public     Pauier    Supply     System.        B2/ [  I /O<?. 
SCHWENCER,  A.       Licensing    Branch    3.       3pp,       16O&1:23E.       24X 
Fiche: 30-397,  32/11/09.8311150659. 


e21l09&509    Notification   of   821109  meeting   u/util    in    Peth  aida,  MD    to 
discuss    component    support    design. 

/.ULUCK.R.        Licensing    Branch   2.       83/IO/2B.       SCIWENCER,  A.       Licensing 
Erantfi    2.        3pp.        16020:001.       34X   Fiche:  50-397,  B2/1O/2S,  B31  107090S. 

£311020590    Forward*    seismic    qual  i  f  icati  on  review  team   audit    forms    for 
•  qulpm&nt.  Cop  les    sent    to   EGi.0,  ID. 

HOU'CHev.  O.  D.        Washington   Public    Pouier    Supply    Bgstem.       as/10/29. 
SCHWENCER,  A.        Licensing    Branch    3.       !B3pp.        15097:231.       24X 
Flch»:  50-397,  B3/  10/39,  BSl  102O390. 


Forwards    pump   (,  valve    operability    assurance   revleu  audit 
tiTsnt,  tit    response    to   B30BO9  request    for  add  1    info.  Comp  anonla 
id<ntifind    by    EOfcO  via    to  1  con.  Valves    MS-RV-  1A  t  RC  IC-V-19 
not    (nital  led.  Hemaining    component*    installed. 

BOUCKEY,  Q.  D.        Washington   Puolic    Poiuer    Supply   Su»tem.       B2/1O/29. 

SCHU£NCERr  A.        Licensing    Branch    3,       343pp.       15?76.'325.       24X 

f^lcJie:  SO-397,  02/10/29,  B21  10B0002, 

6211090426    Inform,    of    option    selected    to    justify   use    of    square    root    of 
fluni   of    squares    method    for    combining    dynamic    responses    due    to 
veltmfc    It    hydrodynamic    loads,  por   NRC   S20722   request. 
Generation    of    cumulative   distribution    functions    chosen. 
BOUCHEV,  O.  O.        (Washington   Public    Pomer    Supply   Syeteni.       B2/I1/03. 
BCHHENCER,  A.        Licensing    Branch    2.      2pp.       16009:053.       24X 
Fie  ha:  5O-39Tr  62/11/03,8211090426. 

e^i  1  120243    Notification   of   rescheduled    B31112   mestlno    u/util    in 
n  a  thBidar  MD    to    discuss    component    design   supports,  Meeting 
originally    scheduled    for   821109. 

AULUCK.R.        Licensing    Branch   2.       S2/11/OS.       SCHWENCEfi.A.       Licensing 
Branch     S,         2pp.         16066:193.        24X   Fiche:  50-397,  B2/1  1  /OS.  8211  120245. 

B2  1  1290279    Responds    to   NHC   020922    Itr   re   resolution   of    Licensing  Siviuu 
Groirp    II     Issue    3-CPB   concerning    channel    boi    deflect  ion.  Utll 
channel    mgt     program    for    facility    discussed. 

BOUCHEV,  O-  0.        Washington  Public    Power    Supply   System.       B2/11/19. 
SCHWENCER.A.        Licensing    Branch    2.       Bpp.       16219:092.       34X 
KfcNe:  SO-397,  BS/l  1  /1  9,  021  1290279. 

32  11  £90413    Forwards    OE  Svc    Info  Ltr  3BS   re   deletion   of    electronic 
overspaed    trip    package    based   on    ««l»mlc   qualif  iejitlon 
review    team    audi  t. 

BQUCHEV.O.  D.        Washington   Public    PouiBr   SuppI  y   System.       B2/£l/2a. 
SCKWeNC£R,A,        Licenilng    Branch    2,      3pp,       16210;2BS.       24X 
F~lck»:  S0-3t7.  82/11  /as,  BSl  1290413. 

r-       Sttoritg,     medical,    emergency    &    fire    protection   plans 

SSIOO40068    Oen»ric    Ltr   92-17   to   all    power   reactor    liceniee*    d 
applicant*    &    FioldeTS    of  CPs   re    inconsistency   between 
r  *noi  rDments     of    1OCFH50.  54(tf    &   8T8   for  performing    audits    of 
emergeri-c  u    prvparedness    programs.  Svc    list  encl. 

eiSENHUTi  D.  O.        Division   of   Licensing.       82/10/01.  Consolidated 

Eld  is  on    Co.     -of    Neu   York.     Inc.       llpp.       IA002:  2BB.      24X 
Rlcha:  aO-OQOi  82/IO/01,  B2I004006S. 


S2U180246   Forwards    p-ropr  iatarij    "Three-H  Fire    Endurance    Testa    on 
Thermo-Log    33O-I    Subl  ijnlng    Coating    Envelope    Sijs.   "    Rcipt 
withheld     (raf     10CFR2.  790). 

HOUCHEY.G.D.         Washington    Pubiic     Pouar    Supply     Sy^tam.        £12/11/15. 
SCHWENCER.rt.        Licensing     Dranch     2.        2pp.        16141:  10B.        24X 
Fit^e:  50-397.  02/11/13.  B2I  11  3024  1.. 

0.     Advisory    Connittvr    an    Reactor    Safeguard!   reports    &  co-rresp  on  rienci- 

B211060573   Foruiards    ACRS   B21O13    Itr    fe    review    of   OL   application. 
SCHWEMCER,  A.        Licensing    Dranch    2.       BS/1O/19.       FERGUSON.  R.  L. 
Washington   Public    Power    Supply     System.        3pp.         13970.254.        24X 
Fiche:  3O-397,  82/10/19,831  1O60973. 

—  B20B2900D2   Bummariies    270th    ACRS   menting    an    021007-03   re    review    up    IJ 
appl  Icat  £  on.  Fae  1  1  1  ty    can    be    operated    at    p  oujor    level;    to 
3,333  WUt,  p  rovidid    ACRS   r  ecanjnanda  t  i  oni    noted    !<    const, 
staffing    &    preoperat  1  ona  1    testing    completed. 

SHEMMDN,  P.       ACnS    -   Advisory   Committee    on   J!  eat  tar   Bafegujrda 
S2/10/13.        PAL(-ADINO,M.  J.       Commi  us  i  onera.        2pp.        13970:256.        S4X 
Flcho:BO-397.  B2/  10/19,  B2  11060373. 

Q.     Inspection    reports,     IE    Bulletins    1    c  orreap  ondonc  o 

8208190220  IE  Info  Notice  62-37,  "Cracking  In  Upper  Shell  to 
Transition  Cone  Girth  Wald  of  Steam  General  or  Jb  Operating 
PWR.  "  Svc  list  end, 

JORDAN,  E.       Division   at    Engineering    t<    Quality    Assurance.       92/09/1/1 
Consolidated    Edison   Co.     Q?    Neu    York,      Inc.        103pp.        15930:001.        20X 
Fich«:  30-OOO.  BS/09/it.8SOB19022O. 

9203190222    IE    Info  Notice    83-34,  Revi*  Ion    1,     "Uelds    in   Main    Contrn) 
Panels."    Svc     list    encl. 

JORDAN,  E,  L.        Division    of    Engineering    &   Quality   Assurance,       Q2/09/1'/. 
Consalidated    Edison   Co.     of   NBIU   York,     Inc.        107pp.       15895:  1Q9.        I^IX 
Fiche:  30-000.  83/09/1  7i  620B  170222. 


"Bvc    Degradation    of    Thick    Wall 
i^s   Piping   at    DWR    Plant," 


8303190229  IE  Info  Notice  B2-39, 
Stainless  Steel  R«c  Irciilot  i  on 
Svc  1  it  t  grid  . 

JORDAN,  E,  L.        Division    of    Engineering    fc   Quality    Aasuranco,       aa/09/JU. 
Conialidated    Edison   Co,     of   Neu   York.     Inc.        B&pp.        16017:090.        24X 
Fiche:  9O-OOO,  B2/09/21,  B20BI90229. 

3209190223    IE    Info  Mot  ice    8S-3B,     "Chang*    In   Format   !<    Dtstri  but  i  on    SUE 
for    IE   Bui  let  IntiCirculars    fc   Info   Notices,  "    Svc    list   encl. 
OEVOUMO,  R.  C.        Director's    Office,     Office   af     Inspacti  on   and 
Enforcement.        B2/07/22.  Consolidated    Ed  J  ion    Co.     aF   Neu   Vark,     Inr. 

IIOpp.         J60IB:Oal,        H4X    F  I  c  he:  SO-OOO,  82/O9/22,  B20B170223. 

3209190232    IE    Jnfo   Notice    BS-40.     "Deficiencies    in    Primary    Containment 
Electrical    Penetration    Assemblies.  "   Svc    list    encl. 

JORDAM,  E.  L.        Blvision    aF    EnofneBFing    fc  Ooalitv    Assuranci.       S2/09/HW, 
Conialidatetf   Edison    Co.     of  New   York,     Inc.        112pp,       13930:019.       M4X 
Fich«:  90-OOO.  B2/09/22,e2OB19O23a. 


31OD70O19    Generic    Ltr  82-21    to   all    licensees    b  applicants    of  nuclear 
p  owflr    reactor*    re    Tech   Specs   for    fire    protection   audit*. 
Forwards     guldan-c*    discussing   general    scope    b  describing 
tttcnient*     to    b «    included    in   audit.  Eve    list    encl. 

eiSENHUT,  D.  G.        Division   of   Licensing.       32/10/06.  Consolidated 

Erf  i  ion    Co,      af    New   Yorfci     Inc.       19pp,       15973:339.      S4X 
nche:5O-OOO,  BE/ 10/06,621007001  9. 


SailOS0529  Submit*    clarification    to    IE   Bulletin    79-11.     "Seiimie 
Analysis    for    As-Boilt    Saf etu-Rela ted    Piping    Sys,  "    As-built 
drawings    given   addl    plpin-g    b   support    check*    by    contractor 
field    engineurs   rather    than   by    QA/QC    inapectm-», 

KATLOCK,  R.  8.        Washington   Public    Power    Supply    System.       62/10/19. 
ENOELKEH.R.  H.       Region    5,     Office    of    Director,        Ip.        13890- 09 S. 
Fich":  30-397,  B2/10/I1?,  831  1020329. 


a  1 0290 1  OB    generic    Ltr  82-23   to   all    licensees    t  applicant*  T» 
trtcon*i«t*neij    b*tuiaen  requirements   of    10CFR73.  40(g)    &   6T3 
far    performing    audits    of    safeguards    contingency   plans 
<*acL>rlt^    plan},  Svc    list    encl. 

eiSENHUTj  D,  O.        Division   of   Licensing.       82/10/30.  Consolidated 

E«*t»on    Co.      of    N*u    York,     Inc,       Bpp.       15993:319.      24X 
F'lche:  SO-OOOi  BB/lO/30i  SHIOBMIOB. 


8211020^21    Forwards    IE    Iftsp    P-pt    5O-397/BS-13    mi   SEwsl/-!?!    &    06O7-11 , Nu 
n one amp  1  lane*    note*. 

STERNBERO,  D.  M.       Division    of  Rrddent,     Reactor    Project    S,   Eng  Inoerinn 
Programs.       S2/10/2O,       MATLOCKi  R.  0.       Waihi ng ton  Pub  1 U    Poiuer    Supply 
System.        3pp.        15896:028.       24X    Fiche:  SO-397Pfl2/lO/30,e211O2O621. 
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92!  1020*27    IE    tn,p    fi.pt    50-397/02-13   en   8Z0517-31    1- 


:  30-3*7, 


;  103.       24X 

»    '"   ^  *«r   F,1t,.Mln,, 

?^ii*?,t  .....  ?"•  «'»'«*• 

PP'       1A'?»  =  333-       !Mlf 


B2110&D33I 


«*d    Part  21    Tt<,t    ,. 

,fbr;:::  :  :  r  • 
•  '  "  ""»:: 


^  r 
" 


'-  .....  " 


d.P  <  c  1  ant 


"  " 


b  Ida   M.nf«t  •  "I!"    '"1<M  Ull 

p»«t      r  .r"1""1  »^« 


B21  1160413. 


:  50-397. 


p.rfcir.   «.f.tu    function,  vil 


"* 


, 

;R.ii"haf™  sr-ij^:-:;  g?".1!  ""•*•- 

..:  90-397,  B3/ll/09,£13|Ta3oOfl7  "'         "P 


°"or"1   '"• 

•- 

"PP 


"  ........ 

to 


Unofficial    transcript    of 

security  b  denial  of  FOIA  in"wa*h! 
*  Commliiionera.  83/10/07  600 
Flch.:  50-000,  B2/10/07,  B&I  1010410 


V.     QperatDr  Examinatlt 
BS10130019  Osneric    Ltr 


" 


WRBI8  NUCLErtR  POWER  PLANF.    WHf  E 

*      Bfl(?e  •t«««»''t»"*""p"<p«rfi 


Vont*' 


FBAF1 


83U040683 


"'nB    "ranch    3.       B3/10/S1        UfLEV,  E  E     In 
6.       24X  Fl  chr  30-1 


for    CP 


«-.ur       ,»M  . 

erflMHUT  R  a1  "I?  ?uldo  ''^  "vi"^.sv«  tut  »ti, 

Fd?!^  r          .      Dlvi.ion   Df   Lie.  n.  Ing.       82/10/26 


Ine- 


-™  -  ' 

;  50-000,  82/10/26,  S2102600BS 
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DOCKETED  ITEMS 


B2M090I2B  Forward*    reaponsea    to    FSAR   hydrologic   engineering    safety. 
rev£eu    quei  ti  c-ns.  Aperture    cards    available    in  POR, 

HCDUFFlEi  M.  rt.         Carolina    Pomer    &    Light    CD.        83/11/04,        DEWTON,  H.  R. 
Office    of   Nuclear    Reactor    Regulation,     Director.       31pp.       16003:307. 
34*   Fichu:  50-400.32/11/04,8211090138. 


.  Forua''oi    roaponaoa    to    nine   FSAfl   safaty   review  question*    par 

Use   020436,0507   t,    0730    1  trs.  Tuenty-ni  no    questions    remain 

umnujererf.  utll    position    on    reg    guides,  per    B20715-I6  meeting 

•  ntl.Tuientg    aperture    carda    available    in  PDJ1. 

KCDUFFIE,  M.  A.         Carolina    Potuer    !<    Light    Co.        62/11/19.        DENTON.  H,  R, 

Office    a?    Nuclear    Reactor   Regulation,     director.      HOpp,       161B0.29B. 

34X   Fie  he:  30-.100,  02/1  1/15,  B31  1230313. 

F-^^Securityi^    medical,     emergency    t,    fire    protection  plan* 

SE1O010331     Diicussei    systematic    asaeaiment   of    licensee   performance 
•CSrtLP)     for    Jul    1-JHO-Dec    1901    t,    licensee   comments,  fll  1    future 
SflLP   repts    ui  1  1    be    based    Dn   neu   criteria   delineated    in  FR 
notice    of   M&r     1982. 

Q'REJLLV,  J.  p.         Region    3,     Office    of   Director.       93/09/15.       UTLEY,  E.  E. 
Carolina    Pouer    b   Light    Co.        4pn.        15572:316.        SIX 
Flerie:5C~OGG,  02/09/15,8210010331. 

--BaiOO.10373    Systematic    Assessment    of   Licensee  Performance   Ripta 
50~aii/aa-i7.  50-334/03-15,50-329/02-13.  50-100/33-14  J, 

50-10'l/a2-14    for    Jul    1980-Dec     1981. 

•      Region     3,     Office    of    Director.       02/05/31.       41pp.        13572:333.        24X 

Fiche:  5O-000,  83/09/15,  8210010331. 

BIJ1Q01Q423:    Forwards    comments    on    systematic    assessment   of    licensee 
performance     for    Jul    I9BO-Dec    1901.  Assessment  presents 
unbalanced    view    of    utll    paat    safety    performance  unless   addl 
explanation     is    aupp  lamented. 

(JTLEV.E.  E.        Carolina   Poiuer  &   Light    Co.       83/07/20,       0  'HE1LLV,  J,  P. 

Region    2.     Office    of   Director.       49pp.       15573:361.      24X 

Flcho:  5Q-OOO,  B3/O9/  15,  83  1001  0331. 

3210040066   Generic    Ltr   02-17    to   all    power  reactor    licensees  t. 
applicants    &    holders    of   CPs   re    incons  latent  y    between 
i-emuirBmeTita    of    10CFR50.  94  (  t)    t,   STS   for  performing    audits    of 
enmrgencij     preparedness    programs.  Bvc    list   and. 

eJS£NHUT,  D.  0,        Division   of   Licensing.       8S/10/OI,  Consol  idated 

Ed  J  ion    Co,      of     Neu    York,     Inc.        lipp.        16002:388.       24X 
Ficfie:  SO-OOQ.  B3/1O/01,Q21Q04006B. 

J21OQ70019    Generic    Ltr   82-ai    to   all    license**    tc  applicants    of    nuclear 
power    reactors    re    Tech   Specs    for    fire    protection   audit*. 
Foriuards    guidance    discussing   general    scope    6   describing 
elements    -to    bo    included    in   audit.  Bvc    list    encl. 

erSEWH'JT,  D.  O.        Division   of  Licensing,       83/10/06.  Consolidated 

Edlaon    Co.      of    Nay   Yort,     Inc.       19pp.       13993:338.      34X 
Fiehe;  3O-OOO,  82/10/04.8310070019. 


— 831(040346   Reply     to    oojections    by    Chapel    Hill    Ant  i  -Nut:  1  ear    Group 
Effort,  Cons  ervation  Council    of    HC   (.    W  Eifd  leman    &   H   Wilson 
to    ASLD    820923    prehflaring    conference    memorandum    tt    ordor. 
Certificate    of   Svc    encl. 

BAXTER,  T.  A.        Carolina    Pouer    t.    Light    Co.        OAXTEFI,  T.  A.        Shau> 
Pittraan,    Potta   &    Trowbridge.        B3/J1/02.  Atomic    Safety    mid 

Llcen-slng    Board   Panel.        lOpp-.        15937   317.       24X 
Fie  he:  50-400,  83/11/02,  B31  1040343. 

B2llO'7t>376    Poaei     tuio    questions    on     liceniinB    procedure     in    area*     of 
notification    of    intervenor    re    FES     Is-auance     date    E.    mortality 
statistics. 

LOrCHIM.P.        Affiliation    Unknown.        32/11/02.         KELLER  J   t.         Atomic 
Saf«t<i    anil    Licensing    Board    Panel.         Jp          1600Q:3')5.        31X 
Fiche:  30-400,  B2/M/C-2,  9211090376. 

B3KOB0096   €rpr«sses     interest    in     pursuing    formulation    of    aqhodgli!     Tin1 
dfic overy,  Uti I    uill    participate    if    significant    number    of 
intervenors.    1  nteres  ted.  Svc    Hat    end. 

flftXTEW.  T.  A.        Shau,     Pittraan,     Potts    fa    Troui&r  i  rfgc          BAKTEH,  t.  A- 
Carolina    Pouier    !<   Light    Co.        B2/11/D3.        nUNKLE.J.  t).        fiunHo.      .'.      L> 
RUNHLE.  J.  B.        Conservation    Council     of    North     Carolina.        3pp 
1S976;1!2         21X    Fie  he:  3O-40O,  B2/  1  1  /O3,  B2!  1  080076. 

B211090277   Objections    to    i(i  tervenoi-     securitij     eipcrts     in    iTitervcnnr 
02101S-    responis     to    A3LG    queatiana    an     procedural     19  5  lies    re 
propoii-d    physical    aecuriti)    plan    contentions     Individuals    d  n 
not    have    Teiuiaite    qualifications    W/Certif i ca te    of    Svc. 
TffEDY.S.A.        Hearing    Branch     1.        63/11/05  Atomit     Safetg    and 

Licencing    Boaril    Panel          &pp.        16O04.  2O3         K4X    Fiche    50  -100,  EliJX  1  I  fiKi, 
B2 11 09  027  7. 

0211100193   Addendum    to    931015   response     to   ASLD    ([UE-S t,  i  ana    adding     EMIC! 
reiumet     of    propoied    securitij    eipertH. 

CFIEEHOLATT,  D.        Eddlea-an,     U.        OFlEENflLATT,  D.         Greenblatt.     [)         fl^'/l  I/O! 
13pp.         16033:001.        SIX    Fiche:  30--4OO.  03/11/05,8211100193 

6311150431    Advises    that    author   will    aua i t   utifc    production    of    i n Pu    on 
plant    operating    cost    data    &    then    file    further    discovery    an 
capacity    factor    contention   &    operating    cos t a. Cert i f i cat e    of 
Svc    end. 

EDDLEMAH,  W.        Eddleman,     H.        B2/11/OS.         HE(.L£Y,  J    L.  .     BRIGHT,  0.  O    . 
CARPENTER,  J.  H.        Atomic    Safety    and    Licensing     Hoard    Pane]          Sp p 
16061:139.        21X    FIch  e:  5O-400,  B2/  1 1  /OS,  H31  1 1  SOA31 . 

B2Jia305Q7  Responds    to    B21 102    Itr    re    licensing    procedures    nuelpiunt 
remains    petitioner    for    intervention   &    ulll     remain    no   %vc 
list, 

LEIJIS.D.        Atomic    Safety    and    Licensing     Board     Racial.        BS/II/IE!. 
LOTCHIHi P.        flff i llation    Unknown.         1 9p p .         16134:240.        SIX 
Fiche:  30-400-,  83/1 1/J&,  0211230S07. 


0.      Ijupection    reports,     IE    Bulletins    fa    c nrrosp ondenci 


21OE901OB    Generic   Llr   B2-S3   to   all    licensees    d  appliianta    re 
Incanilstencu    between   requirements   of    10CFR73.  401  g )    tt  STS 
•For    performing    audits    of    safeguards    contingency   plan* 
C  security     planij.avc:    list    encl. 

eiSENHUT,  D.  O.        Division    of  Licensing,       02/10/30.  Consolidated 

EIdi*on    Co.     of    Neu   York,     Inc.      Bpp.       15993:319.      24X 
R(  Che:  3O-OOO.  33/10/30,6210390100. 


3310010331    Dlstusaes    systenatit    asaesHmont   of     liconsep   per  Fopnm  nt  L> 
fEALP)    fur    Jul    1980-Dei:    1731    fc    license*)   comments,  Al  1    Future 
SALP   rejits   will    be    based    an  neu    criteria  dollne-atud    in  FR 
notice    of   Mar    19B2, 

D'REILLV.  J.  P.       Region    3,     Office    of    Director.        B3/O9Y15.       UTLEV.  L;.[; 
CaTolina    Puui»r    fc    Light    Co.        rtpp.         15573:316.        2flX 
Fiehe:  SO-000,  82/09/13,8210010331. 


Adjudicatory    correspondence 


31  KM0111    Resporns    to   rtSLD    030932  memorandum   ti  order  re   prehear-inp, 
c  ant  er  ones.  Respona  e    consiat*   of   motion    for    clarification   of 
ruling*    on    Eddlemsn  Contention    133  Si   on   deferring   EIS 
c  an  tent  ion*    &    for    reconsideration.  Certifies  te   of  Sve    enel, 
TREDV.  S,  rt.        Hvarino    Branch    1.       83/10/35.  Atomic    Bafetg    anil 

Li  earning    Dc-ard  Panel.       Bpp.       19926:244.      24X  Fiche:  50-400,  SB/IO/HS, 
BSl  1040111. 

211O203BE    Reply    to    intarvenor  B3101S  reaponae    to  ASLD  G30922  questions 
r*     nualifinJ    itcurlti)    expert.  Intervenors   failed   to   carry 
burden    of    d  emonitrating    relevant    np*rti*e    of  anu    identified 
p*T  »on-s.  Cert  If  icat»    of  Bvc    encl. 

BAXTER.  T.  A.        Carolina   Pouer  &  Light  CD.      BAXTER,  T.  A.      Shauu    Pittman, 
Potts   ti    TrDUfbrldige.       82/10/20.  Atonic  Safety   and  Licintlng    Hoard 

p^nel.        7pp.         ISBBf:  145.       24X  Flchi;  50-400,  S2/10/2Q,  B21  1020382, 

!tiO'1OlO3    Respond*    to   B30921    1  tr.  Commi  *sion    has  not    taken   action   which 
Applicant;    i*    awaiting    before  conducting   control   room  design 
r-«v  I  BW.  Heat  ing    schaduled    for  020809  canceled,  flights  6 
T-eo  poni  ib  i  1  1  1  i  BI  as    party    to   proceeding   delineated. 
DrtRTN,C.A.         Hearing    Branch    1.       B2/11/01.      wrLSON.R.D.       Wilson,    R, 
15937:  033.       24X  Fiche:  50-400.  S3/i  1/01  ,  021  1040103. 


HJO-40343    Motion    for    leave    to   file   reply   to    objections   by   other 
pjcrtiei    to    ASLB   B20923  prehearing    conference  memorandum  & 

e>r"d  •<•• 

BAXTCRt  T.  A.        Carolina  Pouer  d  Light  Co.       BAXTER,  T.  A.      Sham,    Pittman, 
Rott*    &    TVoubrldge.       B2/11/02.  Atomic  Safety   and  Lioniing    Board 

p«Ti*l.        2PP-         13987:315.       H4X  Fiche;  50-400,  83/11/03,  881  1040343.      '- 


-83100103:5^  Forwards    Systematic    Assessment    at    Licensee   Porf  orinaiH  o 
Ropts     50-261/B?-I7,  90-324/B2-15, 50-335/B2-1S,  50-400/03-11    !t 
SO-JOl/82-lfl   for   Jul     l°aO-Bec     1731.  Evalua tl on    wilt    bo 
discussed    in   Raleigh,  NC    on  62O52B, 

LEWIS,  R.  C.       Division    of    Project    !.  Resident   Programs.       QB/O3/S1. 
JONES- J.  A.       Carolina   Poiuer  A    Light    Co.       2pp.        15572-320        Z»]X 
Fiche:  50-000, B3/09/ IS,  6210010331. 

-B210010375  Sgstejnatic    Assesament    of   Licensee   Porf ormanttt   Rents 
50-361/B2-I7,  50-324/O2-15.  30-32S/HH-1S,  SO-400/B2-14    (, 
50-401/02-14    for   Jul     1930-Dec     19BI. 

"      Hegion   a,     Dffite    of    Director.       Ba/OS/21,        •llpif.        13573'3£'L' 
Fieha: 30-000,83/09/15,  8310010331. 

-S310010432  Foruiarrfs    comments   on    systematic    assessment    of    licencoo 
performance    foT    Ju]     I-?BO-Dec     1931.  Assessment    proaonts 
unbalanced    vieu    of    util    past    safety    performance    unless    ad J 1 
eiplanation    is    supp  1  omenteif . 

UTLEV.  E.  E.       Carolina    Pouier  *    Light    Co.       83/07/23.       O'llEILLY,  J  (> 
Region    2,     Office    of    Director.        4"?pp .       15-972   3&J         24X 
Fiche:  50-OOQ,  B3/Q1?/  1  5,  B2E001O33I, 

-6210010439  Orants    e. tension    to    B20730    for    respond    to   Suatematic 
Assessment    of   Licensee    Performance    Repta    50-261/63-17, 
50-324/aa-lS,SO-325/aS-lS.SO-40(J/aS:-14   *    50-)01/B2-|4,oer 
util    S20fiO?    request.  * 

^H™'".1^        Dlviaion    af    Project    1:  Resident    Program*.       BBfObfW 
JONES.J.A.        CaroBina    Pouer   fc    Light    Co.        Ip, 
Fiche:&0-000,B&/0'?/ISPe2l00103Jl. 
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Centric   l.tr   D'J-SCi    tn    all    fiauor    ro«ctor    1 ic »n«*et, pnrmit 
holdiri   (.  «PP  1  Iciilti    for    C[>   m    guidance    for    Impl  nm*,illiig 
SUP  rule.FDruartl*   NUHKO-OVOA.  NUIll-IO    to    6a    umJ    «>    interim 
Mimri   until    Run   Oul<!a    1 .  70  rvviivif.  live    t  lit    »ncl, 
ElEENHUr,  D.  0.       Oivlllun   of    1,1  r.  ell*  i  no.        tW/10/26.  Coilial  Ida  tod 

Edlion  Co.    "f    NBUI  Vcirk,     Int.       '/P|i.        1 3VV^:  ^73,       H4K 
Fkhr  30-000,  n-J/H}/UI>,  (1^1  ()3M()11(I, 


i  ssion     has     not    taken    action    uhic), 


83110^0103    fiesponds     U    B20?2l     I  tr. 

applicant    ii    awaiting    before    conducting   cantrol    room  design 
ruvifry.  Weetlno    icheduled     for   82030?    c-ancele  d.  Ri  nhts    t 
responsibilities   ai    partj    to    praccodino   delineated. 
BAHTH,  C.rt.        Hearing    Dranch    J.        03/11/01.        HlLSaN.R.W.        Wilaon,     H. 
2pp.        15937   023.        21  X    F  I  c  he:  30-10O,  B2/  11/01,  821  104OI03. 


E2H0901Sfl  r"oru*rd«    i-iinpniitBd    lo    I'MAIt    hgdrnlag  lc    engineering    iafeti| 
nvliu  qUMtloni,  Aperture    rnrdt    ovatlAtil*     In    I 'DO 

HCOufTIC.fi.  A,       Car  rill  ti4   I'tiuer   '.   1. 1  g  h  t    Co.        02/11/04.       DI-NTDN,  If  ff. 
OfM(»   of  Nuclenr    Hnaclor    llagu  I  at  1  uiii     Dlroctur.       'Jiff, 


D21104-0343   Motion    For    leavs    to    file    replij    to    objections    bij    other 
parties    to   ASLI)    B20922    prehearing     conference    memorandum   t. 
order. 

OAXTE.R,  T.  A.        Carolina    Pouer   &   Light    Co         BAXTER,  T.  rt-        Sfidur,     Pittm 
Pott*    t.    Troubridge.       B2/  1  l  /02.  Atomic    Safety    and    Licensing    Sou 

Panel.        3pp.         15927:315.        24X   Fichu:  50-100,  B2/11/O2,  &2L!O4O:)43. 


;orLj*i>dt    ni»pontei    u>    nlhr   F;|]AM    snfulij    r-evitw   quiatlann    n 
NRC  U201i!ft,<)a07   '.   0'/;m    HM,  ruimitg-nlno    quoitlani    <<»maJn 
un«ni"n*f«il  Utll    pijvlllun    un   reg    guh1»*,|»r    ilij{)71»»lfi  metling 
incl.Tu«nli;   ii  per  turn    mini!    nvAllnblv    in  1'IIH. 

HCDUFFIEiH.  rt,       CaraMiiA   I'nui.r    d   Light    Co.        oa/ll/13.       DCNTOM.  II.  (1. 
Of  Met  of  Nucl.*r   llofli.-lur    RigKUlInn,     Illruc  lor        HOpp         IcilflO;  S91S. 
ux  Fithfiso-ioo,  ((a/n/ia,[iaiia:io:pi:i. 


F,    Bicurlt^,    ai»ill«*li     nmorgtiticg    (.    fire    |Jrnl*etlon    plain 


ltlMinon    ti|>t*inatlt    *t»»nmpnt    nf     llcene*    p  art  armnncu 
(GfllPI    fur   Ju]    IVDO'lloc    1VIII    ft    llcennu    CDmmiinti,  AU    folur» 
Srtl.P  r»pti   will    b»    Iirtnnd    un  IIPU    criteria  ilullrnnUd    in   t'lt 
notlct   of  M*r    I  VfW. 

0'BEii.L.v,  j.  P.     fiBuiui)  a,   iiffiim  of  DivifciiJp.     ny/or;/is.     UTLEV.E.  i;, 

Cirolinn   f'oufv    ^   l.lyht    Co         4pp          1  9!)7a-  :H/»,        H1X 
Flch»:  30-0()l),  tla/07/irl.  l 


ics  Rtpti 

s. 

ISS7Z'  Hai 


lUjitcmnlU    Ainuttmaii  I    uf    l.lnnia*    l'ir  f  or 

so-Bnt/fW-17,  ao-aM/oa-ia.ao-nas/na-io,  30-"too/ua- 

30--10l/lia--l4    fur    Jul    IVIIO  l)Bt    IVHl. 

•     llsglun  a,    (Ifflio    of    Dlrcclnr        OH/03/ai,       1l(i|i. 


--9311040346   Reply     to    objection*    by    Cliapel    Hill     Anti-Nuclear    Group 
Effort,  Conservation    Council    of   NC    t.   H  Ednloiran    !,   u    Wilson 
to   rtSLfP    620922    preparing    CDnfersncc    memorandum    f.    order 
Certificate    of    Bvc    cnc  1  . 

BAXTER,  T.  A.        Carolina    I1  01110  r    f-    Light    Co,         D-AXTEH,  T.  A.        Bhau. 
Pittman,     Potts    fc    TrouJbr  i  doe.        B2/11/O2.  rttomic    Safety     an  if 

Llcensirx.]    Boarif    Panel.         10pp.         15VS7.317          24X 
Fichu:  50-100,03/11/03,  E21  1O40343. 

021107037A    POSPB    tuo    questions    on     licensing    procedure     in    areas     of 

notification    of     intervenor    re    FES    issuance     (fate    &    mortality 
1       itdtlttlcs. 

Ltll'CHIHiP,        Afif  I  liatinti    OnKnouin.        O3/  1  1  /02.         MELLEV,  J    L.        Atomic 
Safety    and    Licensing    Board    Panel.         I  p  .        1  6OO3   315.        24X 
Flclie:  90-100,  B2/  11/02,  621  109037&. 

Q21  1-OB009A   Eipr  eases    interest     in    pursuing    Formulation    of     schedule    f 
d  licovery.  Ut  i  [    uiill    participate     If     s-1  gni  f  t  c  Jtit    number    at 
intcrvnnora    1  inter  ea  IE  d  .  Svc     list     enc  1 

DrtXTEft,  T,  A.       Ehau,     Pittman,    Potts   &    Trcwbr  i  dg  E.        BAXTER,  T.  A. 
Carotlna    Pouer    6   Light    Co.        H2/11/03.         FiUNKLE,  J.  D.        Ri>nlile,      J.      D. 
FlUfJULE.  J.  D.        Conserva  t  ion    Council     of    North    Carolina.        3pp. 
;  112,        SIX   Fiche:  50—1OO,  Q3/1  1/O3,  831  10B009A. 


ay  l-'oi>u«rd*    «umm*nli    un    »v»lematlc     ji  i  tutmmt    at    HCOIIPFB 

ra^nc*    for   ,J»1    lVtl()-l)«t  I  VUI  ,  At  »ai*m*n  t  pipfl»»nt» 

Dcvi!    vl«u   of    ul||    pnit  »flf«tv    par  f  ormnno    unJtii   addl 
jlloii    it    ««pp  Icmtntei) 

K.fi.       C«riiHna  l>nw»r   h  Light    Co,       II3/07/H«.       O'REILLY,  0.  I', 

fltglan  H>    OfMen    of   Dlreclnr  Vl\\f,        lH9'/a;:)ftl.       24  K 

f;ich«:  30-oot), 


0ai00400/jn  O.n.rif   I.U  (lit-  11/   to   «ll   pouar    rxtctor    llteni»»t   i 
AppMcinti  d   huld*rt   of  Ct't  r»    incont  1  «  t»nc  u    bttuatn 
rtquirgmenU    of    lOCniDO   5'HU    t    01!)    fur    (i»r  forminfl    and  I  ti    of 
imirgonug    prap«r(ilriAB*    prngramg  .  llvf    lilt   eivcl. 
EISENHUT,  I)  o.       Dlvliiiid   of   1,1  cvnilng.        H«V  10/01  Con*o  1  1  da 

Ed  lion  Cn.     of    Niu   Vorl,     I  (it         I  1pp.        1A002:  SUO,       2  -IX 


0310070017  0»n»r]c  Lli'  ua-Sl    to  all    ltc»n*«nt   &   »pp  1  1  c«nt«   of   nuel 
poutr  vsfltton   r«   Tau-h  Dpoci   for   fir*   protection   aodlt*. 
ForuArdi    guld*nc»    d  linmi  Ing    gditrnl    tcopf    t    dRicrlbing 
elimsntt    to   u*    Includvd    in   oudlt.Uvc    list    ancl. 

EISENHUT,  D.  0,       Dlvlilnn   of   l.lninilng.       O2/IO/t>(,,  Conio  1  1  d«  tod 

Edlion  Co.    of   Niw  Yorli-    Inc.      l<>tp.       lawJiOaO,      34X 
Flch.  ;  30-000.  ua/10/06,  (I2IOO'/001'/. 

6210E90100  O.n>rit    Ltr   02-2.'t   to    nil    1  1  c  entail  »    (t   »pplicont«   rt 
Intoniiit.nct,   b»tu»*n   r«HKirBmBnt»   of    IOCFn73.  40*8'   &  -BT8 
for  pBi-formlng   auilltn  of   *«f«gu«rdt   contliifl  tncy   plant 
(ticurlti;    |i|#n),£lvc     lilt    mid. 

EIBENHUT,  I),  0,      Division  of  I.U»nilng,       03/10/00,  Comsolida  ted 

Ed  I  ion  Co,     of    N.iu  Vork.     Inc,       Opp,        IB9V3:319.       24X 
Flch.:BO-000,  02/10/30,  D31Q2W100. 


carr«ipnnd*nca 


B3U0401I1    Ritpooit    to   ASLR   OH0923  m«rtiop«nii!un    &    ordsr    n    pr»ht*finfl 
confgreno,  ttuponie   contltti  of   motion    For    clarification  of 
rullngi    on  CifdUman    Contuntion    132  t>   on    rfaftrrlng    EIS 
eonttntloni   t,   for   r«eon»id»ratlon,  Cei-  tl  t  lea  to   of  Svc   tncl. 
TREBV.a,  A.      H*«rlng   Ill-inch   I.      S2/IO/25,  Atomic   B«f«ty  Jinit 

Llctnting    Doard   P«n*l.       Q(ip.       19786:  841.       24X   Flcfc.:  30-1100,62/10/28, 
6811040111. 


plu    u    intirv*nor  BB101S   riiponi*    to   ABLB    020922  nuostio 
<•«  nualified   lecurlty   «<psrt,  lnt*rv«non    fi*ll«d   to  t*rry 
burdtn  of   dimanitr*  t  Ing   relevant   «*|>«rU»«    of  *nv   trftntiff«o 
P»rioni.CtrtUlc«t>    of  Bvc    »ncl, 

DrtXTER.T.A.       C*rolln«  Poui.r  (,  Lilfit    Co,        BAXTER,  T.  A.       Bh.u.    Plttflwn, 
Potti  1.  Troubrldg»,       B2/10/E8.  Atoml*    a«f"ty    and    LJcdnilrp    Doard 

P«nil,       9pp.       1SBQ9:145.       B4X  Fieher  SQ-+00.  Q2/10/20.  B2J  10B03B2, 


9211090277    Objections    to     inter  venor    -stcuTitu    eiperts    in    interveTior 
0310IS    cesponse     to    AfiLQ    questions    an    procedural     issues    re 
propoiid    phg-ilcal    tecurity    plan    contentions,  [nd  i  vi  dual  i    do 
not    have    requisite    qua  I  I  f  I  catio  ns.  IJ/Cer  ti  f  i  c  a  to    of    Qvc. 
TREOV,  S.  A.       Hearing    Uranch    I.        92/11/05  Atomic    Sjfoty   and 

Licensing    Board   Panel.        Bpp.        liO01:2O3.        2-1X    Fi  che"  5D-flOO.  Q^  /  1  1  /' 
0211090277. 

B21  11001  93   Addendum    to   Q210J5   respanse    to   A3LB    quostions    aditing     (?nc 
rasunci    of    propaaeiJ    security    eiperts. 

OflEEMBLATT,  0.        Eddlaman,     U.        ORE'ENBLATT:  D.         Qrcenhlatt,     D.        B3/11 
13pp.         16022:  001.        SIX    Fie  he:  5O-1OO,  02/11/05.  BSl  1100193 

Q211»S'Ofi3i     Adviiei     that    author    will    auia  1  1    ut.il     production    of     infn    n 
plant    operating    colt    data    i    then    file    further    dlscaverif    an 
capacity    factor    contention    &  operating    costs.  Ccrti  fitate    of 
Svc    end. 

EDDLEMAN-  H.        EdiJloman.     H.        32/1  1/OB.        KELLEY,  J.  L.  ,     BRISHT.Q.  O.   , 
CAflPEHTEfi.  J.  H.       Atomic    Safetu.    and    Licensing    Oaarii    Panel.       £pp 
[6061:  IS1!.        SIX   FicherSO-flOO,  B2/  (  1/OB,  B?l  1  1  S0631, 

G31123O507   Raspondi     tq    Q2-1102    I  tr     re     liteniing     proc  eduf  es.  Hoc  ip  i  i-nt 
remaini    petitioner    for    intervention    d   uill    remain    on    5-vc 
lilt. 

LEI-JIB,  D,        Atomic    Safet-J     and    Licensing     Board     Pan-ol.        82/11/18. 
LOKKINiP.       Affiliation    Untnoiun,        l^PP-       l6IH4r2flO.       24X 
Fiche:  30-400.  02/1  1  /  ID.  S21  123O507. 

0.     Enipection  reportsi     IE    Dollptina    d    correspondence 

B2  10010331    Diicussea    systematic    a  s  aessment    of    licensee    parformance 
(BALP  1    fur    Ju  l    |<?BO-DBC    l^fll    tf    1  i  cense*    comment  a.  Al  1    future 
SALP    repti    will    tie    haaarf    on    neu    criteria   delineated    in  FW 
notice    of    Mar     I7BS. 

Q'REILLV.  -J.  P.       Region   2,     Office    of    Director.       03/09/15.       UTLEY.C. 
Carolina    Pouior    !.  Lign>i    Co.       4pp          15573:316.       24K 
Flehe:  SO-OOO,  a3/09/  I  3.  B21001O33  1  . 

—  B210010394    Forwards    Systematic    Assessment    of    Licensee    Performance 

Rtpti    30-261/02-17,  50-3S4/B3-I5,  SO-3aS/B2-l  5,  50-400/62-  1-1    t> 
SO-40I/82-14    for    Jui    I  7SO-Dec     I9BI  ,  Eva!  ua  t  i  on    will    he 
diccuiaed    in    RaleighiMC    on  BSCf33e. 

LEWIS,  R.  C.       Division    of   Pr-oject    fc    Hesidant    Programs.       ea/OS/21. 
JONES,  J.  A,       Carolina    Pouer   fr   tight    Co.       2pp.        15573:320.       BIX 
Flche:  50-000,  62/09/13,  BB10QI033I. 

—  B2100I0375   8git«matic    AaiOBsment    of    Licensee-   Performance    ftapts 

SO-S&I/B2-17!  30-324/82-13,  3D-  325/82-  1  5,  5O-40O/G2-I4   i 
SO-4QI/B2-I4    for    Jul     1  IBQ-Qat:     f9Bl. 

*     B&gion  Z,     Office    of    Director.       8S/03/21,        41pp.        IS573;3S;!, 
Ficn»:  50-000,  02/09/13,  B210O10331. 
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Provide)    daily    highlight    fur    eSl  11  5.  Applicant    announced 
l  ]  ati  01™    of   unit. 

l.  E-  G  Licensing    Branch    1.        62/11/19.        DEN  TON.  H.  ,     CASE,  E.  , 

EISENXW.  D.        NRG   -  Nn    Detailed    Affiliation    Oivan.        Ip.       16190:3i2. 
24X   Fiche:  SO-  404.  82/1  1  /  1  5,  031  122O013. 

6211290329   Wi  frh  drains    request    for    review    of   QA    program   -    const    phnse.  as 
project    has    been   canceled. 

BAUH.E.A-        Virginia    Electric    (,    Power    Co,        82/11/33.        HAAGS.  H.  P. 
Quality    Ag-sorance    Branch,         Ip.         16221:165.        24X    Fl  che:  50-4O4, 
BS/tifSS.  E21  !  290329. 


tattle    occurrence 


LERs   &    related   correspondence 


&2U2.20424    PNQ-  1  1-62-125:  on    821115,  util    announced    cancellation    OF 
contt    of    facility   duo    to    huge    increases    in    estimated    costs, 
FJC  ilitij     is     ax   complete. 

C,  A.   ,      DANCE,  H.C.        Region    2,     Office    of    director.        B2/1I/19. 
lol&O:  OHft.        24X   Fiche:  50--JQ4.  B3/  1  1  /1  5,  8211220434. 


6211010079    Forwards    FEMA   630526    1  tr    4    associated     final     eiercise 
evaluation.    on    SII02I     offsite    emergency     preparedness 
eiercise.  Def  i  c  ient  IPS    re    offsitc     emergency     response    plans 
for    area    around    facility     should    be    addressed. 

HINDi  J.  A         Division    of    Emergency    Preparedness    &    Operational    Buppoi-t 
B2/1O/25.        LIMDER.F    W.        Oetirij  1  and    Power    exonerative.         Ip.         I  5O75.  .T/' 
24  X    Fiifie    50  -401,  32/10/25,  B2  I  1O1007? 


B21l03O56c>    Notifies     that    technical     support    c  t  r/omergencij    operati 
facility     data     transniss  i  on    sij  s     mill     not    he     operational     by 
Qct     1932    due     to    supplier     delay     in    tending    needed    equipment    '• 
inoperabi  1  i  ty     of    neui    parts. 
LINO£R,F.        Dalrylanif    Power    Cooperative 
Division    of    Licensing.         Ip          I  5E1B7.  1H  I 
B211Q20566. 


B2/1O/2U.         E1EENHUT.  I)    C! 
2<tX    Fichn:  5O-4O?,  B3/ 


32I1OEO580   Application    to    amstid    License    DPR--4-5,.  revis  ingj    Tech    Spprs     re 
frequency    of     emergency     p  reparedne  ss    progr.im    audits 

TAYLOR,  J.  W.         D-airyland    Power    Cooperative.         OB/  I  0/29         CftUTCHF  [Kl  IJ.  1). 
Operating    Reactors    Dranch     5.        4pp.         1&H8B. 142         24 X 
Fiche: 30-409,   B2/1Q/29,B2L 1O2O59O. 


MCKET    50-406    TUSKEGEE    1NST.     RESEARCH    REACTOR 

P-      Operating     license    stage    documents   &    correspondence 

&31OO70O15    Genoric   Ltr   02-19    to    research   fc   test    r-aactor    llcenseeG    ro 
submittjil     of     copies    of    dociimDnts     to    NflC,  Clari  f  i  es    number    of 
copies     of     certain    documents    to    be    submitted     to    NRC.  Bvc     list 
BilCl. 

EISEMHUT,  [>.  o.        Division    of   Licenaing.       02/10/O5.  Michigan,    Univ. 

o*.          tOpp.          1  5960:  HO.        24X    Fie  he:  50-000.  B3/1O/05,  B21007001  5. 


— 3211020507    Proposed    Tech    Spec     changes     re    frt 
preparedness     program    and  a  ta. 

*       Dairyland    Rumor    Cooperative         O2/10/2? 
Fie  he.  50-409. 03 / 10/29,  B21 1&203OO 


B211O4G379    Go-neric    Ltr    B2-25    to    all     power    reactor    licensees    r* 
integrated     IAEA    enercise     for    physical     inventory     at    LWH  5  .  Ariij 
comrai  fcment    to    participate    in    eiercise     is    voluntary    *t   any 
util     that    participates    mill     be    reidihursed.Svt     list     encl. 
EISEMHUT-  n    O.         Divisiod    or'    Licenaing.         B3/11/O3  Consol  i  ila  ti'd 

Edison   Co.     of     New    Yorl.      Inc.         I  1pp.         16011?    OO4         24X 
Fiche:  50-000.  B2/  1  1  /03.  B21  1O1O371) 


50—107    UNIV.    GF  UTAH   RESEARCH  REACTOR 
r.      Security,      medical,     Hnorgency    tt    fire    protection    plans 

331154OOD6    Releases    public  version    of    emergency     plan. 

FETLTON,  J.  M  Division    of  Rules    and    Recnrda.        62/11/17.  Document 

Management     Branch.        Ip.  16235:077.        24X   Fi  che:  50-O73,  B2/1  1  /I  7, 
631  I340O36. 


BailE40042    Public    version    of   emergencg    plan. 

SrtNDQUJSr.  G.  rt.        Utah,     Univ.     of.        UTEC   ME    82-1QQ.        82/11/01. 
14232TQ7B.          2flX   Fichej  50-072,  02/11/17,3211240036. 


33pp. 


821115O'170    Act"     receipt    of    821011     1  tr    informing    NHC    oP    steps     taken     tji 
correct    violations    noted     in     IE     Insp    Ropt    50-407/32-11 

HINO,J.A.        Division    of    Emergency    Pref  arcd  ness    k   Operational     Support     . 
92/11/10,        LINDER.F.W.        DatrylaTiif    Power    Coop  eral  i  va,         3pp. 
16057:258.        24X    Flcho:  5O-4D7,  B2/1  i/IO,  D21  1150170. 

—  BS11150476i   Rcaponds     to    MRC    820915    Itr     re    violations    noted     in     III     lusp 
Rept    5O-4O9/B2-11     Corrective     ac  ticin  s:  data    acquitition    s-y  5 
installed    6     operated     during    DC  t    I'JB^     In    technical     support 
ctr    6    emergency    operations     factlltij 

LIHDERiF.         DaiTyland    Power    Co  opEr.i  t  i  VD          fl2/lt)/ll.         HIND.J.   rt. 
Division    of    Efnerg  enc  ij    Preparedness    d    Dperational    Support.       'tffi- 
16037:  Sftl,         SIX    Fiche:  30-109,  32/3  1/1O,  B2I  1  150-170 


Operating     license    stage    documents   &    correspondence 

21OO7OO15    Generic   Ltr   82-19    to    research   «<  test    raactor    licensees   re 
•mub-mittal     of     copies    of    documents    to   NRC.  Clarif  i  es    number   of 
copies    of    certain   documents    to    be   submitted    to    NRC.  Bvc    list 
a  n  c  1  . 

EtSENHUT.D.  O.        Division    of   Licensing.       B2/10/O5.  Michigan.    Univ. 

of,  lOpp.          S  3960;  140.        21X   Fie  he:  30-000.  82/1O/05.  3210070013. 


B2115S0203    Forwards    payment     to    cover    amend     foe    per    H2HD29    dp  p  1  i  teiti  uri 
re    emergency     p  re-parerJue  55    program   aurfits. 
LINGER, F.        Dainjland    Pouior    Coop.iative.        B2/1I/IU 
License   Fea    flanagament    Bra-nch.        Ip         lAlil:  131.       21X 
Fiche; 30-4O9,  B2/ 11/12,021 132020B. 

P.     Operating    license    stage    documents    &    torres pondencc 


OCKCT     5O-AO9    LA   CR05SE    BOILING   WATER    fiEACTQR 

.      £5ecur(ty,     medical,    emergency   i    fire    protection    plans 

211O1O091    Responds    to   NRC    B3O521    conf i rmatoru    action    Itr   re    immadiatc 
corr  *ct  iv*    actions    for-    significant    insp    Findings    on    shift 
auamentfltion     resulting    from  MRC    emergency    propArcdness    insp. 
Table-    re    ejnartfency    response   capabilities   encl. 

UINOEfl,F.        Dairyland   Power  Cooperative.      03/06/15.       KEPPLERi  J.  G. 
Region    3,     Office    of    Director.        7pp.         15867:268.        24X 
Fit  h«:  5O-409.  82/06/15,3311010091. 


B20?210027    Generic    Ltr   Sa-lA    to    all    PUR     licensees    re   MUREG-07^7    Ti-il. 

Spet *. Reiuoat s    review    oF    Tech    Specs     to     dotcrmins  consistency 

nj/g-uidance    pr  ov  i  lied.  For    items   u/devi  at  i  ona,  amend  to    license 
requiraif,  H/o    stated    cncls.Evc    list    encl. 

EIBENHUT,  D.  0.        Division    of    Licensing.        B2/09/20.  Cnfi  sot  idd  tud 

Erfiton  Co.     of    New  VorH.     fnc.        ISpp.        15930: 110.  S4K 
Fiche: 50-OOO,  83/09/30,820^310027. 

B21103»163    Forward*   B20909    1 trs    re    SEP    Phase    III    For    d t 5 tr ibut i on. 
SMITH.H.       Operating    Reactors    Uranch    5.       S2/Q7/21?.  Optrating 

Reactors    Drar-ch     5.         Ip-         i;i93S:101.        £4X    Fl  ch  e:  30-010.  62/09/29, 
8211030163. 


211Q1O146    Submits    status    rept   of    deficiencies    noted    in    IE  Emergency 
Preparedness    Appraisal    Rept  50-407/H!-13  on    B2O51O-14. 
ETmOPgency     plan  Table   4.  1    re   emergencg    response    capabilities 
rev  1  serf. 

l_INDEfl,F.        Da  iruland   POIIIBT   Cooperative.       B2/OB/23.       KEPPLEfl,J.8. 
Region    3.     Office   of   Director.       3pp.        15867:804.       SIX 
F-ieho:  50-409,  83/03/23,8211010146, 

JlOO«HJO&a    Guneric    Ltr   B2-17    to  all    power  reactor    licensees  «t 
applicants    fc     holders   of   CPi  re    inconsistencv    b« tueen 
r  e*t«ifeni*nto     of    10CFR50.  54(t)    &   STB   for  performing    audits    of 
amersency     pre  paredness    programs.  Svc    list  encl. 

.  D.  O.        Division    of   Licensing.       92/10/O1.  Consolidated 

n    Co.      of    Ms u  York-     Inc.       llpp.       16002:  SBB.       I2-4X 
Ficho:  SO-OOO.  02/10/01,0210040068. 

[IOO'7OQ19    Ge-neric   Ltr  S2-31    to   all    licensees    d  applicant!    of   nuclear 
pouar    re*=tnrs   re   Tech   Specs    for    fire    protection  audit*. 
F"oru»-"rtf-*    guidance   discussing   general    scope    &  d*«eriliing 
-      to    be    Included    in   audit. Svc    list    encl. 

D.  O.        Division    of   Licensing.       82/10/04.  Consolidated 

Co.      of    New  Yorfc,     Inc.       19pp.       15993:  33S.       34X 
5O-OOOi  82/10/06.  B21 007001  9. 


— B2092B0341    Requests    camrnenfcs    on    proposed    scope    of    SEP    Phauo     111 
as    reflected    In    encl    topic    definitions 

EISEIJMUT,  D.  G.       Division    of    Licensing.       82/09-/09.       EDWARDS.  D. 
Atomic     Industrial    Forum.        73pp.         1593B. 102.        24X 
Fiche: 50-O10, BB/09/29,  821 1030 163. 

— B209230353    Requests    comments    on     proposed    scope    of    Phase     III     program 
reflected    In    encl    top  ic    defi nit  ions. 

EISEflHUT,  D.  G.       Division    of    Licensing.       B2/09/01?.       KACICH.R.        Bfcl' 
Dinners.    Group,         77pp.         15933:180         24X   Fi  ch«  :  SO-01  0.  B2/0-?/H9. 
BH1103O1A3. 

6311170034   Add  I    response    to    FOIA   request    for    d ocumontB    re 
ppeimpl  ementa  t  ion   revietu    of  HUflEO-0737i  I  tern    1 1,  F.  3   on 
detection    of     inadequate     core    cool InS     Forward s    documents 
11 «ted    in   App    ff. 

FELTON,  J,  M.        Division   of    RuleB    and    Record's.        82/10/08.       CONNOR. L. 
Doc-Search    Associates.       2pp.        16130:029.       SflX  Fi  c  he  ;  50--109,  B2  /10/OD. 
8311170034. 
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*• p  u^    ""''cG-G^nt   «        **lD»rice    for  4I*n-5ees    Da        •  rich*-  ir\         ULJer   Coonflr-ai--         act*rs    Ofanrh     n 

^.        uide     |     70   Pav,.^^J°_faff   used   a*     :frtir>S  '     2/I  Ixl6i  821  I3^««£pr        '6163:359 


---r^\7--^on  ,0,  SEP  T  t 

'M/II'".8ana'aPP.         <6224:2Hf3/19' 


TAylon.^Hof  r-"B.netf  p^"5  ^tense  CPfl 

^-  .^vsi-^-T  ^---  ^  sr  Tech  *-  - 

«"«/M.eaiIorM^^      1HB8:  IM"O£».     CR 

aai  1020597  ProDB,    . 

Pi-epape((r,         p-°Je'J    Tecf,    5 

^-'- 


I  150.454      FoTMliff 

;;;.p*-     «"''».  "1--     op 


6ailOI009t   B. 

««•••«  tiv.   «??-t    to   "1C 

;SrT3';E 

""l&"  *  PBI«-  ^ 


"Esttm 


^^^SaSs^S^Sa- J  ft.-.—  -      ® 
— --— ..^^rKasj.---'??."?^^"^  e™,^ 

?     *    •"'•nsric    I  tt.   n-i    _.  PUo    i-    _ 


"  "*••««« 
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IK    Info    MuUi;N    111)  -;w,     "Hv<    DogrAd*  1  1  on    of    Milch 
giilnltii  (lt«»l    <liMiM;irlat,imi    Ifijo    l'i|iln{|    at    UIW    IMnnl,  " 
Gvl   lltl   »ntl 

K  t.        DlvHiiin    (if    I  nglnrvv  lug    (.(luallly    f\Miir«nc* 
molliJ*>«  J    rdltiiii    Cti      i,t  Uou   Vdrd.     Ini;          <Uiji|>. 
«;  SO-OOOi  Ill'/OV/r.'],  IWtHII'/iUJi'V 


It1-    I"'"    Ntitn;*   IIU  -;nl,     "nirtiiup    In    l-'nrnii    1   Ul  t  Irt  but  I  an   IJgi 
1C  llullnl  mi,  i'MM,i;Ioi-tt    A    Info    Moticit*     "    live     11*1    and 
U.1JO'".C        lhi'»rinr  'i    flffnii.    lrPfn»   nr     Inspuntujn   ami 
rctrniit        WlfQv/l?,}  4',,,,,t  n  I  l  cl  ot  t>d   lilltiiii  <;n      <if    Ntw   VOT  *,     hit 

in       ;MX  i  urn.  ;KI  <)in>. 


.™,,Ji:iM   Hi    lnfn    »nlU»   (if    .if),     »j)«fit:  lunr  lei     in    I'vlmai-y    Conl*  liwml 
ElltCIt*!    I'*n»i1ll'*l1llll    rt,n»<n|,  1  Ion     "    ||V|'     Nat     Bin:  I  . 

wiURDAN,l.  I         Dlvttiiin    or    Ctii) I n**r  I ng    h   (Ills I  I  tg    ftmjrrtiu  t        lU/OV/^1 
Corn(iMJ*l»il   I, if  I  tun    C<i      i\t  Now   Vtirl  ,     Ini..         llifpp         L.IVIIf)  01  V,       HI) 

fiitii.  90' (Midi  »y /«'*/ t'h*.  nyoni'/o^Mi' 


v«iv*n 


n,  infn  Mntuw  11:1  ,11,    "i  m  I,M  «  ,,F  N<iC)tu/Fi*iiBr 

p  tn  *l   Him    "    Ilv4:     I  I  Hi    *nc  1, 

WIIWJ,  I.  I.        Ihvltlim    of    l-nul'ic-tri.vu    (,  On*[ltij   rttiurunc* 
Con»olli(«lf  .t    tilliiHi    Cii      up  llvi.'   Viirl.     Inc  ll()p(i         I  H'JAO    l!)!l. 

t(h»  DO  •«(!».  iiy/nt^y^.naonivoi1;!1/. 


fltk    i'»t«iiil    nf    Ili'Kwn    llr     informliiB    MIC    al    it»|ii    lulun    to 
torrtil   vliila  t  icmt    initui)    |  ri    II      ln»(i    llnpl    fl(3'  •II)Vy|IJ-M 
MCPI'Lt'B.  J  U        ll.gum    :i,     lirn<«    <>l    IM.nlnr          IW/ll/OS.       tlNDKIt.K. 
0*lfVl*nit  l'i>u»r    (;uii|)«rAliwi).       I  p          IJIV/HJlt         y*X 

n<hr  no  in1/,  u.vi  I/DM.  fi;>i 


•0!llO»Off:i9  »«  tpdinU    tu   Nile   IWO'/W*    I  lr    c«  viulAttant   imt.il    In    II-    ln»|i 
Rip!  S()"<)W/HJ    M    <;i)i'mrlivv    nr  t  loin    mil  t  unrli  v»   mall 
iMpnunti   uill    httvn    (.1,111    «»poritt«    fail  la  I  lint    tiirv*g«    u  undue  led 
uMuu    liiHofi  «"if«i>»     t'aUliilnin    mirvnj     I  n*lritm»nt'i. 

I.1NI)!-(I.<-         llnH-glainl    Powor  CoupBi-nl  I  v»         IU/IM/PI,       KI-I'PI.HH.  J.  0. 
Rtjlon  H.    llfrit*    .if    t)tr»ftiir        Cipli          nV^H.IIIS        K4X 

FI«II*  no  lo 


'11190*70  Act    r»i.«ipi    i.P  Oi'lOll    Ur    mnirmmu    Nlir   ar 

torr«U    vli)l*Unrit    iHitntl     Ul     II.     ln»p    M«pl    B 


tHIHf.,1''    \l 


ii    in   Wilt   IWMfl    llr-    r*vH)Ullfln»   iiotei)    In    Hi   In*!* 
flipl  91)'  40V  /iu  'I  I    t:nrp*i-liv*   uttinnt.  ri*l«   Jienu  t  IE  lloti   tijs 
Inililltiu   I,    iipuralMif    aiirlng   (lit    1  VI.1H    (n    IX'htil  G«l    lirpparti 
ttr  t<  tmtt'uoif,  v    Hpvrdt  hiitk    Sillily 

Hltm'K.1-        |**irvl«niJ    l'()k.«r   Coun*r*tlv.         (W/IO/II         HIND,  J,  A, 
Civilian  rif    l'm«rattinw  I'rapAi'iidnv*!   &  ()p*r»t  Ignu  I   f  Support        Yfip. 
l*09/  aftl.        MIX    M«h*    •)[!•  <1<W, 


v.-4'.t.    "llsMr  i*ncl«*    In  l.HIt  Air   PHlr*lion/ 
llil   *nt;l 

AM.  L'.  1.       IHvlmun   of   li'ngln«»i-ing   1  (tujlllij  Anur*ttcw.      m/ 
iUnllJ.tm    fidUoti    Co      of  H»u  Vflrk,     Inc.         lllpp.        l6l7l:i'3:F, 
IcM.tlO  '0011,  H2/H/IA, 


)£ll903B:i  IK   |nf0  tjnlle«  BL'-IJt,     "I'Wfl   Uflw  T*«P   Uvcrprvttun 

'ratictlnn.  "   tivt    H»t   «nt-  1  , 

WflDAM,  K.(.        IMvl»lon    at   Knftnur  ing    1   Oimlltu  Atturjncv, 

Caniallijtit*4   Kdiiiin   Co.     o'NtwYorh.     int        9,1  pp        \b23'J\ 
•Ith.rBO  Ofll). 


-•tiiil  I0302I1V  Monthly    operating    i-ept    for    rtug     I9U3. 

U,  l>.  11.         [lalr-jlnnd    Power    Cooper  at  1  ve.         03X09/07. 
231.         MX    Tic  ho:  JO-4O?,  By/07/QV,  Qai  I02O2BD. 


Vpp 


ForuavdJ  nniithly    operating    ropt    for    Hopt    IVt 
I.INDEHrF.        nnlrylJnrl    Pnuj*r    Cn.ip  n  ,it  i  vo.        na/IO/07 
Ro»QUrco    Muting  emeu  1  1     Dirot  tor  Lp,         I  A  0^7:  01R.         34K 

Pic  ho:  90-1CW.  !)2/JOyO7,  EI2  I  I  IIOMV. 


-()ai  II  10133  Monthly    apcrating    vept    fur    Gejit    IVfKJ. 

,  R.         Dntnjland    f'auor    Coop*ra  (,  i  ve.         (ILVHl/'OI.        l.lpp 
:i9          H-IX    Flche:  SO-10V,  Ffi(/IO/O7,  BL'J  1  1  LOJ19. 


It;jll0601?6    roruinrd*    LEW    OH-OLV/Oai.-O.  l>oln  i  1  ed     cvonl 
L,IHOE(lif:.        1)0  Injldiid    I'ouor    Cn^porabive,        DS/1O/P7. 
Ncglan  :t,    f)Pf  lea   of    IHroc  tor,        ^iip.        l.Wfji.  I/I.       i! 
f-'lth»:  SO-"10V.  03/IO/27.  i!2(  IOftOI7fi 


j\alitfl*    submit  tod 
HEPI'LEW,  J.  «. 


LEH    H3-017/03L-0:  on    930^37.  untitr     lowel     safety    clmniu-ts     1 
^ound    approi    3    JlKhos    bclnu   aclunl     rBactnr    uatur    Icvul. 
Cauttd    bif     drifting    of    riuuEO    Ir-intm  I  t  ten  ,  Mode  1     N-E13U- 
MAMT-CltLi  tfurlnc)    bpu-dk-ln    par  ]  od  .  -Cli  annel  K     I     f.   3    rPcalibr 

j.l.,  ti.       balrijlanil    Pouiur    H  ooporati  v*  ,       BS/lO/a?.  Hofllun    '.I, 

Df     Director,         Ip.         I5f?51:l7:i.        2-1  X    l;iclip    50-409,  na/10/L1?, 


WKI'F'LEIt,  J.  (>. 


Upilateil    I.EU   HI  -01O/01X-1     Pli    rjl()I?;!^,moch.niicnl     Intnrliink 
inoperjiblo     for    4-(i    provoiitnig    innta  mmmi  t    tilili;    pi>r&onne  I 
alrloct    Joort    from  opun  1  rig    ilmii  I  l<in«nuali|    Cciiiui>il    bij    worn 
Interior    dnor    actuating    machnn  lam.  Doorn    nwurhn-nl  Bd. 

ClIODHANii.    0.       Pnlrijlond    F'owar    Cooparnliva         (13/10/211.  FJciiiiun    Li, 

llffit*    nf    Dlroctor,        Ip.        lOTfit)    0/ifl.       i!1X    r;ieho.  BO-40*;.  Ha/I  O/;.'H, 


(CitlOAOfJOCI   rui-iuflrij*    LEU    nS-Oin/OIH.-O    *.    upilntoi!    [.EH    (11-010/01  X-l  . 
Ufftdllld    want    annlijaii     mbmlttciJ. 
L.INOEn,K.       DolnjlJiid    Pnuei-   Coup  era  1  1  vo  .       IKJ/IO/ 
flnglon   Cl.     HPflco    of    Oirot  tor.        3(ip,         I'j'iSD.OM. 
F-'le(ie:  50-407.  03/10/3(1, 


LEU   02-010/0:tL-0:on    EiMlOOl.  miichunUdl      Uilorlocfc    111  opni-uU  Ji 
for    4~h    prsvent-ln)    cnnlof  runeii  t    bldg    porBonnel    nivlocli    donrt 
from  op»nlnB    »lmoltaimoi)eli|.Cnuspd    bij    inter  inr    diior    gortr 
t»^»   almoqt    ihonTC  J.  Kuij  »    ropliscciJ    d    llnkA-gc  .id  juo  toil. 
0(KII)HAII,L.  H,       DdlrvloinT    F'ouor    Co-opti  rnti  vc  .       fltJ/IO/aO.  Do  jit  tin    LI. 

Offlct    of    Olr«ttor.        Hpp.         13*?3(>:  067.        JMX    F  Uhc  :  !iO--1O7.  f!^/  I  O/fJH, 


-l  .  Deliil  1  cd    ovonl   niialy 
Oa/JO/atl.       KEPPUtiH.  J.  (J. 


0211060030  Farwirdt    falloiuup    L.ER   0y- 
(ubmUtail, 

LIHO£K,fr.       DalmUnd    Potiffr    Coopornt  lvt>. 
Iliglan   'J.    Ofttee   of    Ulr«ctop.       3pp 
Flchf  :  30-407,  fla/10/3U,  Q2110A003D. 


Pollouup    LEfl    Q3-OI3/0;»>!-1  ;  on  H20(i03,  atjignan  I    untor    Ktitofo 
vitt.fl-  fr-lmary    coolanl    corraiian   &    chloride    cnnl&Tit    DtcrciloJ 
I  1^1  ti-  Ciui  *  J    bv    p'^r'ai'Tonca    of    utr  vo  i  H  .trie  e    test    an    high 
protUTi    »vc    ui<l«c    chBC*    valve    sn-Bft-004 

ODODMAN,  U.  B,       Dalrijland    Pouor    Cooporntive.       tia/lO/ao.  nvglnn    II. 

Offlc«    of    Dli'BCtoc.        Ip.        1S930:DA3.       S-IX    F  I  ch  H  :  30-407.  82/1  Q/HE3. 


I0301BO 

I'lOEH.P, 


HM:  so-iov.  ni  xia/io. 


Conp«rfltlv«, 


for  Hov  I 
Bl/li!/IO. 
17?. 


Offlci    of 


p»r*ting  p«pt    Cor   Nov    19 
OQODHAN.L,  H         D*irul»nd    Pouqi-    Coop»r«tlv»         BI/I3/JO, 
18909;  178         34X    Pith*:  30-W9.  Bl/IK/  iO.Bai  1030160, 


Uh»: 


D«lcwl4iid  J'ouir  Caoptratlv* 
*fl4   Proor*m  An«lv»il        Ip. 
09,  63/01  /OA,  B21  108084  'A 


for    D*c    I 
BS/O1/OA. 


. 
QfCIc*    of 


ilOaOBBq  Hanlhlu   operating  r*pt   far   Die    1  7BI-  R«»u»llnB    Info   *ncl. 
OOOIWAH.U.8.       D*ir«Un4   Pouir   Coop«r*tlv«.       B8/OI/OB.       10pp. 
lSBQ8iaA5        K4X   PUh«;  BO-407,  fla/01/OA-Bai  IOB0347 


Monthly 


*iourtt 


DC  Fitter.       Ip. 
.  BSHOa02fl9. 


r»pt 


15886;SBO.      94K 


V.    ppirator  Enaninatlona 

021QI3QOI9   frtTiBT-lc    Ltr   DB-IFJ    to    all    power    ronetor    opplicanti    (f 
Hctntol    ro    reactor    opurato-r    t<    *enlor    rBactor-    operator 
rtnu»llf  lotion    *i*ms,rtdvl«e»    that    oxoma    bBjin   at    Facility 
•  ftii-  081001.  Svc    ll»t   *r*el. 

EISfiKHUT.  0,  0.       Dlvliion    o*   licensing.        B2/IO/12.  Can»o  1  Ida  ted 

Edi»on  Co.     of    M«w   fork-     Inc.        ISpp,         1*003:234,        24X 

pie**;  so-ooo. 


DOCKET   50-410  NINE  MILE  POINT  NUCLEAR    BTATIDN,     UNIT   H 

A.    Appl  lutlon/conitructlon    %tage    doeumonts  &   lorrif iponrfence 

B21024008B  0»n«rle  Lti-  Bii-20   to   all   pouter   reactor    liceuaeoi.  permit 
hold»r»   4  «pFMc-»ntB    for    CP    r»    guidance    for    Imp  lamenting 
BRP    rul«.  Foru«m«    NUREO-0^06.  NUFtEO    to    ov    u« »d    as     IrUrim 
mtaiurt    until    B>B    Ouldi    1. 70  revised.  Svc    list    oncl. 
EISENHUTi  D  0        Dlvlalort    of    Licencing,        oa/IO/2&.  Coniol  Ida  toil 

EdUon  Co.    at   N«w  York.     Inc.      -7|ip.       1S993: 293.       21X 
FUfi«;  so-ooo, 


362 


DOCKETED  ITEMS 


Generic  Ltr  H3-3d  »„  nun     i 

L.,«.-,C..  5P, 


B2100400AB  Gene 


of     IOCFRSO 


:  50-000, 


021039010S   Generic    Ltr 

J.™;;^:,-:.-:  : 

<««urttM    pl«n>.gVc     l 
0         Divisl 


:  50-000.  02/10/30, 


.n-n    n£   i  .        »  •  •*•    em-  1  , 


831007001  9 


3T    !,       n    ,- 

i  ;  ; 

" 


plaB15 


„  «  „ 


i  na  6  corresponds 


5200110320    IE    In*,    N0bicB    Ba-37. 

'""-1'  j 


:  80-000. 


JORDAN. E    L 


JORDAN,  E   L. 


B30H190223    IE    lnfD   Notic 


iilon    1, 


Shell    to 


In   Main   Control 


. 

14017099         3/\x 


SIX 


"Ban  180373    Fl 


50-410,82/1  1/04, 


:  50-000, 


.:  50-000, 


''  «  -  ..... 


!,r°a*lo"s   »«*•'   I"   Wing 

^^^^ 


po'£tlon 
r 

IP- 


tp.-tn 


ed   bu 


aaosos.  IRW 
*9  B3013J. 


HPCS 


• 
ntInulnB.RejpDn«es  will   b,  .ubmlttt 

p        CDrp' 
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Eia<nln*tli]ini 


Ooiierir    l-tr    II-'-llI    tu    nil    puuor   reactor    applicant!    t, 
llcinn*)  rl    I'uactur    operator-    t,    iolli(ir    reactor    operator 
r«iu*lific»tioil    onami.flilvln.it     that    Duamg    begin    nt     facility 
jftir  OS!  001    live    1  lit    am:  I  , 

EJSEMHUr.D.O.       Uivl«lni>    nP    I  Uviitinu         (W/10/IH.  Consolidated 

Editon  Co,    at    Now   V.irl.     Ii»t,       Iflpp.        1  c,«):,':  JCIt,       HrtX 

Fichc  3o-ooo,  as/  io/  i;(<  H;,M  (H  :ioo  i  v 


DOCKET  SO-4  IS   OeftVEH    WAI  M-.V    MIUJI.II    HtATKJN.     UNIT    i) 

A    AppllCition/cointrm.t  Inn    itngo    ilnoiminiU    (,    (  iirre  ipnnduricu 

BSlOJiOOBfl  Qin*rlc   l.tr   ";,'••;!»    Ln    nil    (Kiuior   renclur    I  U  unaton  jiirml  t 
ftoldiri  (.  flpp  llcuntl    Tor    CT    r«    guidance    for     imp  1  ufnontlno 
£RP  rul«,  Forward*   NUIIfO-OVOA.  NUHKG    tn    ti»   lined    ,m    liUerlm 
miun  until    Reg    OiiMn    1     7()  ntvlHsd    HVK    llol    «ncl, 
EJ6ENHUT.D,  0,       [)lvl»lni>    uf    1.1  rum  Ing         (ra/io/li/,.  Ctinial  1  (In  tod 

EJlton  Co,    (if    Huu  Yiirk,     I  in:  .       'rffip         I  W>>>'.\    jj'/n        ^MX 
FkfirSO-QOO,  IW/10/l.Vi,  fiai 


:.  S.turltg,    maiifcflli     uniorg  if  ntg    t,    flm    protection    plain 

131001006(1  OBiinrlc    l.lr    iia-  1  7    tu    nil    pounr    roactor    Hcermtoi  fc 
ipplkjnti   (.    finlifitn    of   Cl'ii    r»     Imam  loUnt  g    aatuioun 
riqulr»roiinti    of    lOCRifJO   !)i)  <  I  >    (.    lillt    fur    pur  forming    nudltl    of 
(turjencij   proparednuan    |)i'n<gr«mi    tivr     llal   «n«l. 

EI6EHHUT.  0.  0.        Dlvlilon    (if    I.  (  c.  »m  I  ng,         Ili/'IO/Ol.  Con»oll  do  toil 

Edlton  Co.    of   Haw  Yurk.     In*,        llpp.        lAOOUl:  BIM1.       J(4X 
ritbt:  30-OOQ,  [ia/  10/1)1  .  E 


31007001?  0»n»rlc    l.tr   IllP-ai     In    «ll     lUeniavi    t,  AjipllcanU   of    nucl»nr 
powtr  rtactui-o    rt    T«c(i    lipncn    for    fire    pvotBCtlon   nudlti. 
ForusriJt   juldniitu    dlncuiilng    genoral    tctipv    b   dtscribln] 
deininti    to   bo    Incluilsd    In    nudll.llvc     ll«t    uric  I 

eiBENHUT,  I),  0.       Ulvitlon   (if    (,i«  e  nt  I  no,        (W/IO/06.  Coniolld«trd 

EJlion  Co.     of    N*w  Ynrln     Inc         l'?pp.        I9W;|;  ,'i:i!J.       a-IK 
ri(h.:SO-000,  na/lO/OArDKI  007001V. 


6211030371    AcJ     receipt    o*    620920    HT-     informing    NRC    of     >teps     taken     to 
correct    violations    notod     in     IE     Imp    Hept    9O»412/B3~Oa 

unn^ul^1',"-        Dlvl!i011    of   Project    t    Resident    Pragr™5.        a2/10/2£3. 
WDDLCVER,  E,  J.         Dunuaane    Light    Co,         1  a  15B99   Oil          24X 

Ftchi:  30-413,  H3/ 10/20,  821 1020371. 

~-B3J  1020375   fleinamU    to    MRC    EJ20B1B    I  tr    re    violations    noted     in     IE    In- 
fl«pt    SO-412/Q2-00.  Corrective     act  i  one  :  elec  trica  1     contractor 
given   remedial    training    on  airborne    contamination 
pcocad  ures, 

(JOOLEVER.E.  0.        Duqucsne    Light    Co.        B3fQ<J/2O.        STAFIDSTECKI,  R. 
Divieion  of    Project   !.  flesldent    Programs.        3pp         15SB9-Oia         MX 
FicherSO-412, 02/10/23,3211020^71 


B31O05-O7    &    natici 


HS1U2O343    Forwards     IE    Insp    Hept     50-412/133-12 
of    violation. 
MARTIN,  T.  T.       Division   o-f    Engineering    t.    Technical    Programs.       aS/lO/t?1? 

WODLEVfTR.E.  J.        Duquasno    Light    Co.        2pp  1&042-077          24X 

Flche;  50-413,  B2/1O/39,  B211  J2O343. 

--0211120347   Notice    of    violation     from     insp     on    321005-07. 

*      Division    of   Engineering   &    Technical    Pr  o-grams.       02/10/29.        lp. 
(6042:079.        24X    Flcfie  :  SO— 112,  B2/  iO/St.  E32  1  1  I  20343. 

—0211120351     IE     Insp    Hapl    50-412/02-13    on    B21O05-O7    Noncomji  1  ianc  e    noted 
failure    to    provide    adequate    physical     protection*    &    Level    H 
protect  ion    for    in-pi  ant    aafet y-re la terf    en ulpmcnt. 

FlNKEL.rt.E.  .  BETTENHAUSEN.  U.  Division  of  Enoineering  *  rechnicol 
Programs,  B2/1O/27.  3pp.  |6042:OBO.  24K  Fi che:  3O-413.  B2/ 10/2?, 
9211120313. 

Q2111'?0233    Forward*     IE    Insp    flept     3O-412/D2-H     on    D2O901-1001    !.    notice 
at    violation. 
STAROSTECKt.R.         Division    of    Project    !.    R&aident    Programs.        B3/11/O1, 

.  J,        Duqucsne   Light    Co.       3pp.        16150:2'!S,        34X 
:  30-412,  02/1  1/01,  B31  1  190233. 


— QH1 U9033S  Notice  of  vtolation  from  insp  on  B2Q9OI-10O1. 
«  Division  of  Project  4  Resident  Programs.  82/1J/O1. 
1A1SO:  3-17.  24  X  Fie  ha:  5O--1I2,  BS/  1  I/O  1,821  I  190233. 


.1039010(1  Otnti'U    l.tr   liy-  u:i    lo   «11     llcdniiiaii    t.  nppLlcAUli    re 

ineonilitenci;    b»Um9n    r*itu  1  1'umtnilt    uf    I  QC.I-H't',1.  10Io  I    !.  IITtl 

for  performing    *uint«    »f    tof  cijiiflrili    i:  ontl  ng  encu    plum 

(nturlty   plan),  live    list    end. 

EIBEHWr.I).  0.       01  vi»  I  an    of    U  conning,       (W/l  0/3(1.  Cam  al  I  da  tud 

Ed  lion  Co.     uf    Naui   Vnrl,     I  iif;        ((pp.        iMf,);  tilt.       U1X 


r«pori*,    IK  nulUUnt  t, 


DQI903ao   IE   Info   NotttB   fla-'J/,     "Crocking    in    Upjior    llhBll    to 

nliJ"!  ilon  Con*   Olnl1   W*ld    of   litonni  Oemirfllor  at  Operating 
""H."  Bvc    Hit    B,,ci, 

JORDAN,  E.  DiviBlon  of  engineer  II>D  «  Oif4lit(|  A»«ui-onco.  tlB/09/l/,. 
-oniolldat.d  t-dlton  Co.  of  New  VorK,  Inc,  I03pn.  13730:001.  LMX 
•1  th»:  30-000,  Q3/Q9/  \tnB2QinW330, 


IE   Info   Notice    Hii-34,  H«vl«lon    I.     "Holil»    In   Main   Control 

m  "**  *nc1' 

OBDANrE.L.       Divlilon   of    t:iigln«*ring    i.    Oualltu    A«»ur»nee 

(.onioliiiateJ  Ediion  Co.    of  New  York.     Inc.       107pp,       •"" 
•fiht:  SO-000.  ua/OV/ 17,  oaotli  'KI3SK, 


02/09/17, 
ISH93:  189,       JJ4X 


ck   Hall 


|31902a9  IE   Info  Natico  QS-W,     "Hvc   0«orailatlon   of   Thicl 

'.,,,!*  9t>Bl   litcirculdtion  Hu»  Pipino  at   UHfl   PUnt.  " 
|«   Hit   end, 

OIHMN.e.  L,      Division  of  Eng Intti' Inj   I  Oualltg   Anuranct.      BS/09/81. 
i,!     «i  '**"'  Ed'1"lrl  Co.    of  Nvui  Vork.     Iner      Qfinp.       1AOI7:090,      K4X 

'"»,  50-000.  (la/09/31,  (1300110221. 


«i  ?e  2         lnp°  Not'e«   08-3Q,     "Change    In  Formit  fc  DUtrlbiitio"  8gs 

o        tinllC1|1|!ul"r*    fc    'n*°  Notlt««.  "    8vc    ll«t   «ncl. 
.n.c,       DlrBctor'»    tlfric,,    QPtlct    at    In«p»ctton   and 

Con»Dim*t»«l    Edddn    Co.     DfHeuiYtirk,     Inc. 


n  .  . 

'"PP        JQOIQ;021,       21X  Fleh«:  30-000,  62./09/32,  B20B190233. 

Bl°0a32  IE   Info  Notie*  08-10,    "Dsf  ie  ItncUt   in   Primary  Containmant 

,  i*,    pfn|t''«tion  A»«»mbU«*.»   Bvc    ll«t   tnel. 

,     ,A'      Divl»ion  of   EnjinsBrino   b  duMlity  A««wrance.      BS/Of/SS, 
Si'S**"*  "I*""  Co.    of  Ntu.  York.    Inc.       112pp.       15930:019.      34X 
».  30-000,  02/09/23,  H2001  90232. 


lnfo 

Bvt 


H2-41. 


vMlvts    to 


M,  • 

r.«     i,   '      D'vlilon  of   Englntarino   fc  Qu*litv  A»«uranEt,      B2/10/22. 
chTSn  rt™1"   "*""  Co'     o*  N.W  York,     Inc.        110pp.        139iO:lB3.       H4X 

cfti.go-ooo.' 


--B211190239   IE    Insp   Ropt    5O-4I2/O3-11    on    B20901-1OOI  .  None  ompli  ance 
noted:  Pol  lurt    to   restrict    drawing    tolerances   d>ithin 
enginoarod    calculations    uoiindaru    it    failure    to    establish 
a«-built   eonditiana    on   JfVrtC    supports. 

WALTON,  0.  •     TRIPP.L.        Division     o>f    Project     k    Resident    I'rograms. 
02/1  0/H5,         12pp.        16130:  34S.        24X    Plena.  SO-412,  flS/ll/Ol,  S21  I  If  OS  33. 


E)206l'7O24a    IE    Info    Notice    B2-43.      "Def  i  c  itnc  ie  i     In    LWR    Atr    Filtrati 
Ventilation  Sys.  "    Svt    list    end 
JORDAN.  E,  L.       Division    of   Engineering    &    Quality   Assuranc 

Consolidated    CtfisDn    Co.      OF    Neu    York.      Inc.         lllpp.         J6171:23U.        i!1K 
Flche:  SO-OOO,  03/  1  1/  lit.  SSOa  l<?024  B. 

aaOB190253    IE   Info    Notice    E2-45.     "PHfl    Lou   Temp    Overpvfis  euro 
Pro  tact  i  on.  "    Bvc    list    enl  1. 

JOIIDANiE.L.       Diviaion    of   Engineering-    &   Quality   Assurance,       82/tl/lV 
Ccrnsol  Idated    Ediion    Co.     of   Haiti   York,     Inc.        93pp.        16232:298,       24X 
Flcho:  80-000,  H3/  1  1/19.  B2O319O353. 

S,     Reportable   occurrences.    LEflt    k    related    correspondence 

6211100137   Final    dn-Piclencij    rept    re    Uestinghouav    motor    operated    gate 
valves.  Required    mads    to   37   gate    valves    camp  Ie  te.  Mod  a 
required    ellrnBr    tor^ice    switch    adjustment    or    torque    control 
to    limit    control    closure    adjuibment, 

WDOLEVER.  E,  J.        Utiquesna   Light    Co.       B2/1O/29.       HVWNES,  R.       Region    1. 
Office    of   Director.       5pp.        1602B:  OOB.        24X    Fiche;  30-4  12, 
8SI11  00437. 


V.    Operator    Examinations 


B21013Q019  Generi-c    Ltr    B2-1B    to  all    power   reactor    applicants   b 

llceniees-    re    raactor    operator  Si    senior    reactor    operator 

reqvalif icati on    »xams.  Advises  that    eiams    begin   at    facility 
after   621001.  Svc    list    «ncl. 

EISENHUTi  D.  0.        division   of   Licensing.        8S/1O/12.  COTISD!  Ida  ted 

Edi»on  Co.     of    Neu   Yorfc,     Inc.  15pp.        I60O2:  234.       24X 
Fl che:  30-000, 


DOCKET   50-413  CATAH0A  NUCLEAR   STATION,     UNIT    I 

A.    Application/const ruction    stage    documents    fc    correspondence 

B2110AQ35B  Notification    of    821104    mooting   u/util    in    Char  1  otto,  NC    to 
discun    FSAR    Section    13.1.1. 

JADBOUR-K.N.       Lieonsino    Branch    4.       82/IO/33.       ADENaAM,  E,  0.       HcenB 
Branch    4.       3pp.        19960:325.       SIX    Fich e:  SO-4 13, B2/ 10/25, BBl 1060399- 


DOCKETED  ITEMS 


',.    ,  ,'    is    i  M    ;;.ir   rticl-r    }  itinitti,  f trait 
'*    '•-    -:•>    '•     j.ili-:,   fsr    .IT;  I  fuming 
•  «••„•  :.:a   •.',  =  --;    r;    tt   ^..d   j,    ,nt.rjn 

..at    J     ':   -*..•>!    S.i    li.t   ,nci 

""    ;-*    .  iTi-.i-i         Eff/IO/ib  Coniolitfatftf 


6211290373  fiespondi  to  OSOBli  J  tr  tram  mi  1  1  in  g  [«-||  |>r**t  i 
fviemrd  uithfn  .cop0  of  d».i,nat«d  *r0-  of  r«.,in.i.  1  1)  i  I  I 
i  upertise.No  commflnti  offered, 

CROUSE.fl.P.       Army,  Dopt.of.       02/11/17.  1)1  vl  1  1  ,.n    ,t  r     IJr 

- 


B/utli   ln 


ADEK5AH.  E   0.       LlcenEinn 
6,  621 1060340. 


it.' 


in-ri"  respon"  ta  N(?c 
stat*  6    local    agencv    comment!    an    OKS 

TUCKER,  KB.       Ou»e  Power  Co,       03/11/17,       (JirNTtlM,  II 

N  ?«l.tI0n,    Dlr.clor.        rtnLNIMH    - 

4.       S4X  Fi.h-  : 


'    ICCFR    Info 
TUCKER. H 


CEHTDM.H   R        Off.c,    Df 


IT»«  [iiiiide 


TS^c^ii^fHrv'1-^ 
^r^ivis^F'r^^^ 

D«.rp0«T  co551^  pnt  D  S"*°:  '•"•  hi"n'l"»-    <*'«,/....> 

62110400S6.  P  15V63'IO°-       ytlf   f--U-h»;flO-.flj;i.lU/i(), 


.to    be    ,nc!uded 
Of  fit*   of 


B311240I57   Forward,    draft    BPd    t 

r.c,ived   6V   8B1S  o     „    ^d'r   *„    ,n!b    *"^   e  •»"""».  ^w.,1. 

':-  •:  •'•:- 


...  .  .  .  ........ 


B31004004B  Generic   Ltr   02    17   * 

" 

* 


—  B2111S037S   Di, 


*t;  3o~ooo,  as!  1*0  «I*i.'nc-     e»B.nflUo^''J'?'at) 


DOCKETED  ITEMS 


365 


-IS]  II  LOOM   l'fii-u*ril»    IHiUHi     uei'itim    u'     lleviiliin    t,     I,,    (ri»|,    ,n<|  t    ,,|, 

TUCHWUi  u.      Dili*  I'u'JiM    fn       iv/h)/yn       DIMIIIMIII       iifrin.   ,.r 


Hijcl»*r  H«*i  tin1   "nil  "'"I  I Pti  «i  I  I 

Flch.'flO  000.  (W/ I  I /m.ll;.' Ml 


.-Will""""!   I'"""'     v""1 lf    I'"1"'1""    '•    I"    "I. Is    rngl     plan 

,     But*   l'ou»v    Co         IM/Ht/..1V          i-.V /.IIS'MI//,          .MX 

fMt   SO-  (HID.  Hi1/  I  "I"'  "-'  I  l  I '•'"'" 


t 


in 


iiullfflintlng    (ii  IK  inlui'm 

FEUnNoJH        OivUHim    .if    tin  lv«    mill   UB...I.I.         IP.1/ l  I/I'; 

flIMliffltnl    Ill-din  h          If  I'-'-''"'     I"'          •'•|1    liUn    Mil    Dim, 

esiisviWi'i 


i'!?/   riirunriU    |iuMl>     upiHinit    uf     i»vn*il    einai  g  mil  ij    plnn 
ImpHmtiitlnu.    pi-Hi  eitin  m.   IHI   lulling    I't  m  «ilnr  n    *i     •)     I     r, 
rteomry   manal]  »!•    '•    (n-md  i«l*    slaf*    ij1  ""L1    |ilan    I,    ')    ,(  f,   re 
rtdiologuol    muintn  I    ui  »»i< 

lUCHtH.IIlt         I)(H»    I'minit     ft.          Mi.1  C  H  >  i- ,,-V         HI  Ulllif.  II    II         OfMi.0     nf 
Nutllflr   llOfl.  Hir    Hminlal  Inn,     IHiolm  .ty  l>          I  i-i.M^    II'         X*  X 

Ficht   fill  OHO,  IUVI  I/I'J,  M,!|  i;";!)..'-') 


-8il1STOU:i:i   I'ubl  U     VCMOHM'    nf     i*^i«t>l     o^.i^.tny    plnn     im,i  Inriunt  I  n<| 
proodurrii   Ini   I  nil  I  no,    I'l  m  B  ilin  u  o    "'    ,1     I     in     l  01  iivo  nj    n<in,i|jtii'    h 
IMitdUtt    \lal>    uinii|i    j)  I  in    '-     1      I   /,    .  .    i  nil  tuliijj  It  a  I     tmpiun-l 
group. 

•     Ih/U   I'uuer    fit         (I  J/ 1  II/,.'.'         -'  Hmi  (AFMc,    I/'J          y*  X 

Ckhi    GO'  OOD.ll.VI  I  'I'J,  IU1  U'^iWI 


(JL'lll/iO:jfl3    llrdoi-    mi  fond  Ing     time     until    SSIIZOS     for    Cnmmi 
revlou  rtLftn-dn7. 
CH1LK.  8.  J.       {IfflciJ    np    tho    Ecci-etariJ    of     th«     Commission.         02 
CPm(?f  ?!.'.'?'1*r*'         'P          1*091:  lifc.         SflX    Ficf]e:   SO -4 1.1,  H2/1  1/12 


Anouwr    opposing    i'nlmeltu    Alliance     DL'110^    mutiun    to    c 
iiniLjoro    tu    in  tcrr  ngatori  es.  rtl  1  i  ancc    fails     to     provide 
iiippnr-Hng   arjummnU.  Cert  If  icat*    of   Bvc    one], 
MCOAF1HV.  J.  H.        nuhn    I'uuir    Co         MC&rtUUV,JM.         Bobovoistf    A    LJIior 

Atomic    9.ifotg    and    Licensing    nuiiri)    Cans  I,         Sftpji 
074         !!4X    Ficho    5O-1 J3.  H^/  1  I  -"in,  f}£ij  I  220  1Q5 


to    tliiril 

-     44 
i  L  I    b  e 


to    art     to 


np  i.1 1 


lilKMOOi.1;;   Ailvlim    tliat  mtC    ttill    nascmblinfl     rpsponsoa 
InlotTDSjntorl  o-a    on    I'almetto    Ml  lance     C  ontt'ii  t  i  one     Ift 
Into  rnigftluri  en    numoroua    S    burtlcnsomt  .  MRC    roapotises 
l'  or  I  he  timing    in  nsit    aovtrral    LI  lie. 

J(IHH!HIN,0,  [•:.        Jlodrinq    Rl-nnch    1.         O2/  I  1/1-7.         OU1LI),  II 
Ib'JQIf  BSn.        2W    Tlchii:  5[l-gj3,  (J2/1  1/1'',  OK 


Ita  1 1  i")  OOOtl   Mutlon    for    aanctlnm     against    Palmetto    rtlliant 
(Q    cnmp  Ig    w/AEJLD     uriluretf    il  l  ac  OVP nj.  Pd  1  nipt  t  u    rt  1  1  ianr.  a 
Con  t*  lit  l  ons    U,  Ift    i    ij/    iliould    tin     d  ism!  tied     a  a     sanction- 
Cm'  1 1  Pita  to    i)P    live    one  1 

.NlHNfiflN,  0    E         lle.irhi(j    llranch    4.         U2/ 11/22.  Atomic     • 

l.lcen.»lng    PJnard    F'nciol.       llpp          1/iJIOft;  If!'/.        3HX   F  i  f  h  e    I 
li;>l  ItMOOOH 


MiMI  !IOO!l/.l!    tiiipp  1  omvii  t<i  1     vpspcinioa     tu    thiril    set     nF     i  nl 
rfque»t«     to    p  t-oduc  fl.  Cert  L  f  icn  tti    itf    live     unc  I  .  Ri.*La  ted 
1.01'ro  1(1  [inclenc  o 
CnftR.A.  V         DiHo    FNiiuur   Cn         f)3/ll/£;a  rnlmetto    jUl 

IH;M:I:  :KH      ;:ix  f-iciio:  30-113,  «a/i  i/aa,  rc 


for     Fill  lure 


7pp 


._ llDtlnli    In    Mi'ipol     riiti,iv«iij     fnifi    np|i|lian»»     re    lUlmel  In 

Alll«nc»   ClinUnlliHn     It,   L    '11    ,,t    Alllan.j    tCJlWi.'/    thtril     (Hi    of 

inlli'rnu»tiii-l  •»    ',    I'BHiilmtt     tn    |ii<i<li,iO     I'oi'll  f  11  at  o    n  f    IJvr 

IIicl.  HtlAtlil    i:nl'i'EB|Uiiiilgiii  a 

OUH.Oifl       Pnlnstli)    rtllliiiip         Ulltl  U,  II         ^nl  hi,    H         ll^/ll/O'l 

MumU   (!»ftlij    and    liiemltiu    lluni.i   I'miel         (l|>i^         I W'.!    I'Jil        !MX 

FUIit:90  '4l;ti  IIJ/M/H  l.  )*,.' I  l  id  «M  111 

iJHOilOlVV   Hi.ln  t    u  f    >ridi.UB     nf    I'olnMln    Al  I  ini"  t    ml     flddrv*!    k 

Uliphon*  nKiiber 

BUll.D.II.      (Uhiitllii   fll  I  lam  D        (iV'lll'.ii        Ut.nu.    il        'IU/1I/OJ         IP 

lynO'.'M't.     iMx  lulu,  in  A  i.r.  ii.,' /i  I..-D  i,  it^-i  iiiiKiivj 


I.IK  I'liruAi'ilo    ll'p     ii  f    t.luo,l  iijnM  n"»   ci^'Hllli  I.    W*'\    numot   «.    ll^OVi,1;] 

npl   nf    lni)nli'g    r«    Mil,     Hi-->c  o  L  |  y  al  i  ""     Inln    I  drti  U*'    'if  f^nllv 
worlfflinirMp    In    plnnt.    ,  nnii. 

JlM«WnH,Oi'        |||  41  ing    H.'a.iili    A         n.,',']|/m         HI  (  I  I  V.  ,1  (     .    I  |I!I 
CAU.NIMI,  |)        Atijiiiu     '\t'<i\il    nnif    |  iipiiuni>g    Ihifli  il   t'aiiel         ',>\\i< 
)!9W-hWO       i/fl*   Mi'm    'il!    41.1,  ll_v  I  |  MM.  I'Jl  HIIUII  III 

h  Milt  Tun    In    ilufsr    MiUn[j    in.  I'nl^ul  In    111  I  nut  »  '•   Csi'i.ll  na 


Environ  llliitlv    UrdM|i 
fp»nt    fuel    !J(li»     t, 


1  In  linn   (if 
tl*k     I"    fll» 

,J.  H         |)M  t«    1'ituBf    (.it         IICUAIHIV.  ,•  (I         lloln.  vimt    tl.lli*i'man 
OS/11/03.  Aliimn     llafoiij    and    l.mininy    Hitflnl   f'«ii»l         'ipp 


a  (lilpi!  Urttnlnrg    i-g>|)iiiit*    tn   UitC    1    ulll     I  n  lur  rog*  llirlnt    »i» 
P^litllo   AlllfltH*    (,'«m  1  wnt  in.it    |l,  1C.   I.    ,•;   1'nr  lif  n  attf    uf    Cvt 
•nel. 

LOWE,  H  I-',      I'almdui   AHlaiHB         IWH/lV.  llffll.*    <lf    lh*   tliscutl 

l,i|ll   Dlr«i-lOT'        IHi^         IMV.'  DMIi        H'-lKMihir    Si)-  •>  I  :i.  ("* 


0      Iniprr.lion   rt|iort».     IE   UuHptina    b    c  orrixi  p  tin  it  one  a 


i'lHIIWaao  IE  Info  Notice  OS--av,  "Cmcking  lii  Upper  lihell  lo 
lrflii»lllon  Cant  Oirth  HfflJ  nf  Eiteam  Oc-ncrntor  ot  Operating 
1'iJll  "  live  list  BPitl. 

,«)HI}AN.K.        Hi  vision    uf    Eng  Inent-  ing    t    llunliii;    Asfluranr*!          li 
Cunt  o  I  Idflteit    EiHon  Co      uf   ^fnu    Vnrk,      Inc          105pp.        1S*?:IO:001 

j'lche  DO-DOG,  ifs/o';/iA,oaoni'H>aao. 


iiOHIVOaaa    IE    Info    Notlco    n^-ni-,  FlovUion 
||<in*lll    "    live    Hot    »ncl 

JflFID^(J,r   L.       )HvJ»inn    of    ring  i  imor  nig    k 
Conaol  lifntuil   Ed  i  ton  -Co      of    NBIH   York, 
f  I  c  (i  o  :  30-000.  (ta/OV  /  1  7,  flQOft  1  70SK3. 


"WelHii    In   Nnin    Cnnlrnl 


lliiiiillij    As  s  uranr 
Inr          tO/pp          I  !il 


Oi'Oil  I  WJ'J't    IE    Info   Notlto    [j;;-3?,     "Svc    l>egr<id-atio)i    of    Thick    Wrill 
ilUlnlBUt    !itofl    Recirtulalion    Ciiji    F'ipino    ut    1IWI1  riant    " 
five     I  l»l    incl  . 

iA'!HI)^Mi  (•',  I.        IHvldlon    of    fling  I  noer  ing    i    (lualltij    rtcs-urance.       I1JJ/OV/;!! 
Cnnialldatod    Ed  i  ion  Co.     of    Nau    Vork,     Inr          ftfipp          1A017,0'H).       i.M)f 

nctm,  DO-OOO. 


JOl'Sa    IE    Info   Notlco    Ba-3t),     "Chfliigo    In    Formal    !.   1)1  a  kri  but  i  on    El*t 
IE   (!ul  lot  ln*i  Circulars    fc    Info   Noticeo.  "    tivc    llal    one  I  . 
.  C.       Dlroclor'B    Office.     Office    aP     Inspoc  timi    .and 

(•'nforc  Bnmnt,       (ia/0'//3a.  CtliiBol  I  rifl  tod    L'dinun   Co      t)  f    MOM   Vnrli.      Inr 

110pp.        1601(1:021.       34X   Fiihe:  50--00&,  HH/01?/  33.  £13001  WSM. 


[E    Info    Notice   (Jli-'IO.      "Do'l  c  ienc  ien     in   Primarij    C  anta  i  nmwnt 
al    Panotra  t  Ion   Ass-ombl  laa.  "    ilve    Itct    onu  I  , 

1.,       Dlvlsinn    oT    fing  I  neering    &    Ouallty    Anour.i»CD         |)H/I(V/!J1!. 
Co«i«Dll<r«l«d    Edisiin   Co,     oF   MOID   Vork,     Inc.         I  IHpp          15930'  01  V         !MX 
l-lche:  SO-  000,03/0^/2;!.  020OI  TOB3H. 


flsiponn   omi 
••nello  AllUnit/llrtni 
I',  (tound   uf   pltAKlnun 
Svc   jncl 


t  1  1  H«'U(W  wiilidn  t"  d»fiic  r 
uiron  iiinrfv  Orimii  niulpnilon 
lnriCu  lMu«*  C»rli  f  i.  *t«  uf 


0.  K        HtJiruiy    Dmnch    1         VJ/llfQH  At  out  t    fl*f*tij   *nil 

nB   Hoard   I'MMM)         4  an         If.OlHl    IM1/        MIX   I  K;hB    flll  -tin.  na/l  I  /(HI. 


(l211IBOa6:i   Conflrmi    820921    tolcon    ro   021037    mflt   msoling.    *n   Char  In  t  Lu.  NC 
to    reviou   i-««uUt    of    first    pliaso    of    annual     appriilsal    at    util 
rtgulatorv   porformance,  Bftl-P    board    v&nl    to    bo    a«nt    1    iuh 
(nfori-   mBBlliifl.  Proponed    agenda    cnel. 

LEWIS  .  R.  C.       Division   of   Project    ft   Resilient    Programs. 
TUCKER,  H.  D,       Out"    Power    Co.       2pp.        I6O53:OBI.       S'lf 
Kieh*:  80-000.83/10/06,0211130263. 


illlOOlBl 


,,til    ll^HOJ    I  IP    to    MttC    re    nu»h»r    of    ptit*lbl  • 
j*  I,  neO,,tf»   »p*"t    fowl    u   Cat«wli* 


MCOARBv.J.H        D(t.»v»ua   *   Ijtmrn^o        MtfAMHV.  ,'  M 
Bam/00       KEiLEV.J  I     ,    CAl.l.ltlAN,  A  0    .    r'lKiTirH.H  V 

" 


B#fetij    and 


!Miaoi7fl 


Wrltt«n   ctinf  |i*n«tt«n   of  KStlOT    tslcon  to 


v,!   Wrltt«n   ctinf  |i*n«tt«n   o  sc 

EJ1''»'in'»"''*ln»    thai  PaUulio  Alllanet  I.  Carolina   Environ 
otutfi,  Oroitp    *jro*((    u  withdraw   naw  Cont.fit  I  on*    12  (.    13    >•• 
muSc™.  i;Dl  •Cc»t»rttl«n*   will    b«    lr«j|t*i(   dt    DEH  tow«»ntl 
JWJSOH.O.E.      HadiT-in     Rrjnh   -  //n       KELLER  J  L.  .    F 


w  «      ri  „„,_„    0   .. 

Rrjnch   -I       69/II/n       KELLER  J  L.  .    F08TEII.  B.  K 
tirf   UUditinj   Doard  P*n«  I        Ip. 
,  BS/11/O9. 


OaillSOS16  Forward*    IE    Inap    Rppfc*    50-41:1/93-25    i.   90--»UXBa-a3   nn 
020913-1',  No   nonenmpliiJricfl    noted 

DANCE.  H.  C,       DlvOlon   of   Projoet    &  Resident    Programs.        B3/10/ID, 
TUCKCB.H.  B,       Du*B    Pouiar   Co.       2pp.        16063:  19t,        SflX 
FUh«:  BO-413.  BB/lO/19.  Bail  I  5051  b. 


—  021113032-1    IE    Intp    Rapts    DO-rt  13/B2-H5    Si   3O-4  ll/HS-E:)    an    020913-17.  Hi. 
nuncompllancB    n&ted    Major   ar*aa    Inspected  :  welding,  ireclianica  1 
malnt   t,    conponunt    support    Imtallntlon    nc  t  ivl  ties,  QA    ln*p    of 
slBCtricul    uork    activities    t*    onulte    design    Jictlvitlos 
HFIIOHT.RW,.    MCFAHLAND.  C.IJ.  .     DEDDAOE,  A.  0.        division    of    Enyinaarinti 
k   Technical    Program*.       02/IO/11.        Mpp.         li!>O63:  1^3.        a-lX 
Fitht;  50-413.  82/10/19.  0SIH5051A. 
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J  J    CQNLOM,    E 


. 

JORDAN,  E.  !_.    Division 


30-000, 


.  50-000. 


S£r  jrraS^  ™ 

^lr:r>  ^™11""' 


.....  „,„ 


0311060(53   Foruards    ri>uj«.ri    . 

«.«-.  „  ,n;:jror"r  ;;«-t  ;p::^,  :r^ 

cotitainmetit   per  83040B   Hr          au""ary   h 


steel 


" 


3211160076  Foruards 

SK^,:i:'!; 

n  B21II9.  ' 


. 

,  Info   peqUe56Hd   no    lflte 


-      m-  f, 

I  '"••t*''Bi    M/utU    in   Carn.lIui.HC   I,, 


a.     TUCKER.H. 
•:  so-4i3,ea/io/sa, 


DOCKETED  ITEMS 


...,  520342 
1  ltm»  °P'n 


Notification    of    HU11IJ2    J<  S'.l    tilt   vinit    t,  meeting   u/util    to 
' 


ltom*    "' 


Inn.    Hrnnch    draft 


Licensing    Hrnnch    1,       II2/U/09.       AilENSAH,  E,  0,      LicntlGino 

u, W7;  JUKI      :MX  ri  cti  u-!«)-4i:i,Ei3/ 11/09, 0211220342, 


rtnch  4-      3P  P 


Forward*    draft    (H-:»    Pur    rovieu   fe   comment.  Ctimmtmtii    thould    bo 
,,iWB     by   BaiaiO    i"    order    Lu    im.iole    !)lv    (if   Li  conn  ing    to 
,tju  uithin  Gevill    ncliodu  1  a.  t-'ina  1  (  10  t  i  nn   iif    REfiu    anctiur.igeif 
inr  accurate    a»se»»niiilit    »  P    nlflluu    nC    "pen    1  turn*, 
fflWK,  r.  W.      Aiilitunt    nirintnr    fur   1.  1  c  eiu  Ing,       HS/ll/IO, 
HlfiflSLIrtiF,  J.       A«sl«l(int    IMructoi'    fur    flafuty    A»«HsomBnt, 
HOUSTON,  Fl.U.        A*»Utatit    Uli'octur     Pur    Hflif  in  t  inn   Protection. 
cpEIS  r  P       Assistant    IMrtKlnr    for   II  one  tor    ilarpttj,       Hpp,       16230:  HIU. 


6JII300003  Forwards   Cntibfl  inmunl    fiiju   llraiich    draft    lif.lt    Input   re   Section 
t  H  an  tontiinmimt    syu    Cnminimt  n    '-    tchmlulu    fur    rBiolution 
of  open   items    ron.ueol«(f   uillhln    1    mid, 

IIQWWi.TM        AtiHtant    Director     fur    I.  i  c  CUB  liifl,        fia/M/19,        TUCKED,  HI). 
DuU  Pouer   Co.        ^I'l'.        l'»;V.ri;  ;>1/.        t!1X   l-'lche:  aO-41 
HI  1300003. 


— B21I390333   Public    version    of    revised    emergency    plan    implementing 
procedures,  including   Procedures    3.3.  1    re    recovery    manager    t, 
Immediate    itaff    group    plan   (•    3.3   6    re   radiological    support 
group, 

»      Dufce   Power    Co.        62/10/22         233pp.        16346.  179        24X 
Fiche:  30-000,63/1 1/19,  0311290321. 


0.    Adjudlcabory    correspandence 


Motion    to    compel    discovery    from   applicants    re    Palmetto 
Alliance    Contentions    16   1   44   of    ftlliarce   Q209S7    third    set    of 
interrogatories    ft    requests    to    produce.  Cert  i  fi  cate    of    Svc 
enc  I , Re  I  a  ted    correspondence. 

GUILD.R.       Palmetto    Alliance.       GUILD,  R         Guild,     H         Q2/ 11/03 
Atomic    Safety    and   Licensing    Goard    Panel.       Qpp.        15°93i 19O         34X 
Fichu;  50-413,  92/11/03,6211000150 


B211080199   Notice    of    change    of   Palmetto    Alliance    co 
telephone   number. 

GUILD, R.       Palmetto    Alliante.       GUILD. R.       Guild.     H. 
19970:397.       24X   Flche:  50-113,  02/1 1/03,  621 10BOI99. 


F.   Security,    medical,     i?munjt>m:y    PJ 


i'u    protoc  I  ion 


D210040069  0«noric    Ltr    IW-1;    lu    n  II    fowwr   mntlor    licim»we»  d 
applicant)    !•    hnlititrn    "f    <:i'n    ra     I  iii.iina  i  i  tunii  g    betuoan 
r  null-omen  t«    of     10CKU30.  »4(  t  )    '«    illii    fur    |iur  f  ol'miiiQ    aui)it>    of 
inirjoncij   pi-0|inruifriu«  a    (irognimo    !ivi:     li»l    micl. 

elSEIIHUf,  1),  0.       Dlvialon    u  )'   l.lcufiiliig         (W/IO/01,  Con»o]  I  da  toil 

Ediioti   Co,     of    Now   York,     I  tn:          ll|>|>  IMXIltl  iiHH.        Wt, 

FUder  50-000,  OCJ/  10/01  ,  t\2  1004006H 

5J10070019  Oonerir    Ltf    OH-HI     l»    nil    Hmiminiii    d   apptlcanti    of    nuclonr 
pour  roactorn   i'o    Tilth    lip  net    for    firo    protection    rtiidita, 
foruardi   guidnnco    ill  ociim  I  no    gisnei'/il    nropu    !<   duacrltilng 
elements   to   be    tncltidcil    in    dudit.livi:     lilt    etirl 

ElSEHHUTiD.  0.       Oiviuton    (If    l.lcotiaing         (ia/10/Otfi.  Cotuol  Ida  ted 

EdUon  Co.     of    Noui  York.     Inc.        I  f/p|>.        1  »W!lr  ri.'Ill.       H1X 
Flche:  30-000,  03/IO/Oft,  (WlOO'/OOl  V. 

1311190367  Ac*    receipt    nf   ()f(0(M:i    Hr    re    coord  inntl  tin   bctuioon  otil    6 
Hijion  2  nmorijoticy    rauponBD    argnnl  nit  Ion*    during    Bmurgency 
eitrciie  or   actual    iimnrgeni:  i|.  Ho  10  Uit  i  on   of    i«iiie*    vaiseri    to 
achieve  ailDquato    vfluirgutic  g    per  formflrii:  o    provided, 

0'RElL.LYi  J.  I',       (tegion   V..     Office    of    Dirttttur.       (1H/10/1V.       TUCKER.  »,B, 
Dute  Pouei-  Co.       Spp.       16090:  S»V.       t!'U    r-'iclm  '  30-000.  OU/  10/19, 


1)1  tc  inns  a    concur  n«    f  o    coord  I  tint  i  on   between    utll   (•    Hogion 
Jurlnj   emorguntii    oiurciia    nr    actual    omerg  uncij,  per    emergency 
prepareilno«  i    ainrcl«e    conducied    an    Hao.'UO-l  1,  Orenter 
coord  Inntl  on    in    luuural    iiroas    nor;  ei  turg 

TUCKER,  H.It.       Duko   t'owor    Cn.       ()a/OH/H;i.       (1  'REILI.V.  J.  IV       Reoloii   ?-• 
Office   of   Director,       2pp         lft(>33:i'tM,       S4X   Ficlio:  90-000,  Ha/  10/19, 


t,  Applicant*    re 


210S9010B  Oenaric  l.tr  US-S'J  to  nil 


eneric  .tr  -  no  nn  iicenun*  «  »HH'"-" 
inconidtencij  bvluaon  rmiuiramutiti  of  IOCFH73.  10Ig  »  ti 
for  performing  audits  of  tafeguardi  contlngoncv  pluni 


performing 

deeurlty    plflnt.Hvc    lint    mid. 
EISENHUT,  D.  0,       Division    of    Ulcintlng.       02/10/30, 
Ediion  Co.     of    Neui   York.     Inc.       »pp,        11)993:319. 
Fiche:  30-000,  02/10/30,  OS  I  OH'/0  1  00. 


Con  10 1 


82IIOQ013B   Forwards    Dfc    of     Investigations   821O10   !.   0921    memos   !•    B2092 
rept    of    inquiry    re    NflC    investigation     into    charges    of    faulty 
gorkmansh  ip    in   plant    const. 

JOHNSON,  G.  E.        Hearing    Branch    •!.        02/11/04         KELLEV,  J   L    .     FDSTEH,  R.  F 
CALLIHANi  D.        Atomic    Safety    and    Licensing    Board    Panel          5pp 
19993:390.       24X    Fiche- 50-413,  H2/ 1 1/O4,  021 1QBO13FJ. 

B2110a016fi   Motion    to    ilefer    ruling     on   Palmetto    Alliance   t.   Carolina 
Environ    Study    Group    neiu   Contention    19    re    transportation    of 
spun*    fuel    pool    i-    to   provide   opportunity    far    parties    to    file 
statements    of    position   Certificate    of    Svc    end. 

MCGARRY.J   H.        Dufce    Pouor    Co.       MCGARRV.  J.  M.        Debevoise    i    Liberman. 
B2/11/09  Atomic    Safety    and    Licensing    Board    Panel.        6pp. 

15981:115.       34X   Fi  che-  50-413,  B2/1  I/OS,  831 1080166 

S211100193   Bupplementari]    response    to   NRC    t-   util     i  nterrogatoviee    on 
Palmetto    Alliance   Contentions    8,  lib   8=   27   Certificate    of    Svc 

LOWE^M   F        Palmetto    Alliance.        02/11/06  Offica    of    the    Executive 

Legal    Director.       Spp,        16023:038.        24X    Fich  e:  50-413,  82/ 1  1/06, 
8211100193. 

B2110903Q8  Response    supporting   util   831105  motion    to   defer    ruling    on 
Palmetto  Alliance/Carolina  Environ  Study  Group   Contention 
19.  Round    of    pleadings    coulri    clarify     issues.  Cert  i  Ficate    of 

JtmSDN,  Q   E.        Hearing    Branch   4.        02/11/00.  Atomic    Safety    a-") 

Licensing    Board    Panel.       1pp.        16000:349.        34X   Fi  che:  50-413,  02/1 1  /C)I 
B2U0903B8. 

8311100194  Forwards    util   031102    1  tr    to  HRC  re    number    of    possible 
shipments   of   Oconee   (t  McGuirc   spent    fuel    tn    Catauiba   Related 

HCOAflRV°J   M         Deoevoise   t   Llberman.        MCGARR  V,  J.  M.        Dule    Power    Co. 

HKiia'  .is^-r '  ss"H^!'i«™ss5<Fi:i.:SS=;:s.?a;;i;o; 

62111001B4. 


ailllOOoB  Reitam    public    vertion    uf    revl»»d    crl«U   mgt   pl»n. 
FELTON.J.H,       Divi.ion   of    Ruls*    and   (liieord*.       03/11/01.  Documnnt 

Minaoement  Branch.        Ip,        16033:  073.       aiK  FI  die;  90-000.  82/11/01, 


-6211110071  Forward*    public    vertlon   of    Heviiion  A    to    cri*U  mg  t   plan. 
ruCKGR.H.B.       nuk»   Paiuor    Co,       03/IO/HO.       OENTON,  H.  «.       Office    of 
Nuclear  (loactoi-   Hflgulatlon,     Director.       Spp,       16033:074.      24X 
Flcha:  50-000,  03/1  1/01,  021  1  1  10060, 


-B21H10083  Public   vor»lon   of  flevition   6  to    critiii   mgt  plan. 
»     Duke  Power   Co,       02/IO/E9.       69pp.        16053:076.       24X 
Fiche:  SO-000,  02/t  1/01.  821  11  10060. 


version    of    rnvttod    emergency    plan 


„ 

B2/1  1/19      „»«» 
h>:  90-000,  02/11/19. 


211E90B21   R«loag«i    public 
impUmenting    procntlurot. 

FELTOM,J.M,       Divi.lon   of   Itul.t    and   R»cord». 
«»nagement  Branch.        Ip,        162^6:  176.       S-1X  Fi 

eajiswsat. 

-S2I1890287  Foru«rd»    public    vtriion   of    rtvi»ed    •jneroencg    plan 
implamtntinj   procedure*,  including  Proctdursi   3.3.1   re 
recovery  nanAoer   &   imm«dlat«    staff   flroup    plan  (.   3-3.6  re 


radiological    tupport   group 

TUCKEfl.H.  B,       Duke   Pousr    Co.       82/10/29.       DENTON,  H.  R 

Nucliar  Riactor   fiaoulatlon,  Dirictor.       Spp. 

Flche:30-000,BS/lI/19,-  


.     .       Office    of 
16246:  177.      24X 
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3211S40QOS   Mat,  on     fo 


«IOaSOOBB   Coneric    Ltr 


6303190220 


Bs; 


630519023, 


0BI90333    IE    In*      xi    ^ 

p 


ln   Mal"    Control 


IP    t^i 

' 


""""  '•  u.  «,  «  ...... 


Q20B190253    IE     rr,r      .,    . 

ss         """.r* 


SSM1602i3   Part    ai 

"'b"."" 


v'^-     »°,,io»3, 

a;  50-413,  B3/10/3V, 


Co' 


i«  "HI    ho 


™ 


OflOOiB  O.n.ric    Llr    02-15    ^        , 

a:  :;'}s.a  ;  ,K!  -"-™-"'*™  ..... 


DOCKETED  ITEMS 


)700lfl 


Ir    Lti'   II-'   -'t     In    *U    I  ti  oilmen    (,   appllcnritt    of   Itiiilmr 
rt     Ui.li    Itutu  »     for     five    prelection    nudltv 
•uirdi   guldniH'ff    il  l  gi  m«  ln<i    m"iornl     n<i|iii    (.    datcrlblng 
Btntl    tn   bo     nil   lud ml     I  n    mull  t     !li/i      Ilit    0111  1 

jENMUr.D   0.        IMvUl'i"    »'    I.  li.imln||          IW/lfl/OiV  Coin,,]  idn  Ud 

ion  Co.    "'    fl""   Vint.     Im          1V|i('          IWW.I    -I, III        iMX 


50630    liifiM'mt     ttifll    lit1  itpni  ml     aiun'inm  li    l,\    |i«rmnmnl    at.  iiiunlfl  ti  i  I  i  tt; 

Ing  imirauni;  I**    null  him!     in    nlfl    II-M'/UV    I  1 1-  ititieli    intent 

tMlt'O-O/rM    fi'llei'lfl    hiil    r  omt  I  nu    uiii'd  «u  1  yml    |iitiiJliiij 

OIK  t  ration    nf     fill  I     •  1 1  a    jmrt'ili  Ig     ni  i  mint  .1(1 1  1 1  ly 

1(6,11.  C.       DlvUlini    uf    l'rii|oil     '.    llnsUloni    I'mgrum 

W'l.f-V,N  I,         llla«li>lpli  I    I'.tue.     '.   l.iohl    Ho          J(l  „ 

Jtt:3()-4lM.  li;.VHI/;.'0.  II,.' I  I  IfiOft.'l) 


90111(1  Oeimrli    Itr    III-!    .-' I    t,<i    all     IIIDIUBOD    R.   app  I  itnnli    rt 
uniHltnnj    |I»IUIHMI    i  oi|"l  i  fnnml.    uf     KK:ilt/;i    <10  I  <|  >    «•    fllil 
ptrf arming    ami  It*    <»'    infoyimrilo    i  nut  I  ng  nncy    pliuii 
curl tg  plrt ill    !ivi     I  i  at    win  1 

EHIIUT,  DO         Dlvltiliin    uf    <   IIBIH.IIIU          IJ.V  I  OAII)  CDIIIII  1 1  if*  toil 

ion   Co.     iiC    N*w    Vnl't,      Iiu  ll|i|i          I*)VV,I    ;UV         «4X 

>n:SO"OtX).  UM>/H]/;IU.  II, '1C, ".'HM*! I 


ID:)'/1'  QUIP  i- H:    I  Lr    II-1  ;"l    In    *l)    IKIU.H-    t<"»i  lur    llt'ontoe*    rii 
turateil    IAI  A    e. 91-1   no     fi>i     |iliijmlial     tiiuniiloi-i;    ul    tHI!»    Ani; 
nltm»lit    til    |i*l'l  It  liirtlo     in    Dimiiip     |«    vn  lunl  ni'ij    t,    ninj 
1    that    pdf  t  li  l|in  t  n«    will     lit     i  u  tmhti  i-nuil    llui      I  I  •>  I    VIM  I 
•IIMUr,  I).  U.        DIultNiii    ne    |    IIUIIDIIIU          M.VII^IM  DiKltnllil 

ion   tn,     •><    Una    Vm  1,        Im  Ih'li  IMHV    DIM         k'4)i 

n- BO-000.  Hi.'/ I  I /in.  II,1 1  KI4H. t/V 


oct  vluUlliifu   n ii luil    in    II 


infiiiTUiiu   MK;    uf   ttopt   tnknn   ID 

uilai'ila     loip    flapt 

IlilLI,!)        Ill  vi  n  mi.   nf    I'l-njml,    t,  iri>m<le<a    I'l'iigi-nrnB         113/1  !/<)!>. 
I'LKV.H   I..        IHt,B(00||,|,  j     t'i,M»i     f.   I   iyM    Ci,          ||i.         liMlOV   MOII         i.'4X 
,«;90-4lft,  (li'/l  l/l)!l,  Ui'l  lll'.'dl'l/ 


OV0440  I'vipDiuU    <•"   "Ml:    t\,'<i>t,n\    lli<    r.    vi  u  I  «l  i  tint    nnled    in    II 

f«juflrdl    hup    llftut    'ill    <9|yt/|l^'    /i-l    Cni'l  B<  I  I  vv   aiUoiiB 

lhli«lil    (rof    l(li;i  ll/.l  .'I  I 

OAUUHV,  ,1   Ji         III  in  I  it  I  |ip  1    I'nuo.     f.    I   Iglit    Cn         (|U/  1(»C«'II 

niui.l.v.  jc,      lUgiitu  .',    iifftiB..'   iii.BHiii        in        tftoov  iiov.      ;'4x 

cht    90-4  Id.  tia/ll/IH).  ML' I  HI'ViM  ~\> 


0311070191  Foriuarda    licensing   £,   regulatory    policy    p  rocedur 
onvlron   (.rotflction    ro  U  fuel    cycls    Impacts.  W/o    end 
,*    ™'"lJl        """-"'"B    "ranch    t.         HSV  1  1  /O5.         LAWfJENRON.  J.  A    , 
HARnQUfi.J.  ,     aniWI.Q.O.        Atomic     Safetij    and     Licensing    Board    Pdiuil. 
Ip.         I6001.3.17.        SIX   Fichu    50-1  Ift,  Ba/M/OS, 


For 


fiai  10^04(12  Forward*    licensing    fc   regulatory    pnlitij    I,    throcoiluTca    for 
onvlron    protfction    re  U   fuel    cycle    impacts 

HAW!M1N,H,  J.        Hnar-lng    Dranch    4.         H2/  1  1  /OH.         LftUHEiMSONu  J    A    - 
HrtnnaUJI.J,  .     DIUOHT.O.D.        Atomic     Safety    and     Licensing    Hoard    Panel. 
Ip.         IA009:  190         SIX    Flclm:  5O-116,  B2/  II  /OH,  H3I 


Haill30iaV   Notice    of    AfiLAD    e  onsti  lut  ion  .  FiF   Ei  Ip  urin,  c  ha  i  rma«    I, 
OJ   Rdl«*    d    HA   Nl  lbat<,mtrmber. 

!j|IOEMAKt;H,  C.  J.        Atomic    ijafsti;    and    t.  ic  onai  119    Appeal     Piincl 
Ip.         16097:  13V.        24X    Fichc    SO— J 1  6,  EI2/  1 1  /09,  BSt  1 150^27. 


U'lianOayil   Urief    opposing    Stato    of    LA    H2HO4    appc.il     of    rtKLl)    021020 
nmnurandum   i.    orilor    dancing    l.A   petition    lu     inturvonif.  ABLP 
flppltod   appropriato    legal    ittf    &    did    not   alniso    discretion 
In   Janylng    in  tarvimt  ion.  Her  ti  t  i-cate    of    Svr.     end. 

FIAWSON.R.  ,/.        Hearing    I)  ranch    1.        OH/1  1/19.  rttnmic     Safety    anil 

l.icirnalng    rtppofll     I'uiiol.        243pp.         lfiini:O34.         SIX    F-'ichc  ao-116, 


DrioP    opposing    State    of    LA    021104    appe.il     of    ASLII    B21O2O 
momc-pandun   fc    ordor    dcnijirig    LA    C32Q726     Late-Piled    potLtloti     to 
Intervene.  ABLO    corr-oct    in    ileciding    positioner    Polled    to 
fat  I  »Pij    roqui  rom  unto.  Cvrtlficate    of    Svc    enc  3. 

CONMEH.  T,  B.        Hiiiisalppi     I'ouicr    ft    Light    Co          CONNER,  T    D.        Connor    J. 
Weltfrnalin,        IIE!/11/I9.  Atomit    Hafety    an  it    Licensing     Appeal    l^nin 

i:tpp,         U,i!07    261.        24*    Fiche:  f}O-1lft,  BS/11  /  I  t, 


0.     Advisory    Committo?   on   Heac  tor 


?port5 


Advliai     tSat    ACREi   32OQ16    &r    1  [3    rot  ummenilat  i  arm     ?4    cemmenta    i 
[)l.  applications   hill]    be    adifrssacif    in    fiER    supplg    5chetlulnil 
for    iiounno    in   Eiep-t    IffiH. 

GlMJDlnNi  C.  F.        Technical     Dupport    llranc  h.        02/O7/10.        FHAUEYi  11.        ACHE 
rtdv(«orij   Comnilttoo    on  lleattop    BaPeguarda.        13pp.        151191:230.       SIX 
I- U  lie:  flO-000,  [ia/07/IO.  03 IJ  01006), 


P.     Upgrading    licantc    itagc    ilacitmcntB   &    corro  oponJonc  i 


ovuinrili    II    llar*ui 
notici   or   vKiUHini   |l«|ii 


l".li    Mont    nil   11/,/liy-ftl   on  IIUIIIIIHt  ( 
ili    h   nntii:*    (if    violation 

nil((l.l,I,U        Divntini   (if   I'i'.ijRt  1    b   llntliUnt  I'riigi-ami        l^'/O'S/un, 
AHI'LKV,  M  I,        Hl«nlill|i|il    Cnwpf   (,   l.lgfil    d)        Wpp         IfiOIW  WIO.       i'fl 
eh»:  so-ill/,,  iiy/tt/wfl,  n-'  i  MIVIH;^ 


070446   1C    IMfugnrtrdn    I.MJI    ll«| 
ticomp  1  l.iiit  ^    niilMd.  rni  Inr  D    to 


K.HMI,  ft.  ,     rH-'Uinm..  II  II         111 
I        IP 


M  tin  fii'onno-ovoit 

i  ly  w/prurtdur**    fur 
i    llnlal  II   withheld 

t\f   I  iig  liner  ing    i.    Ti 


000V  ll«l««i*i    |>ulilu  veitiiiii    of    llovitinn    /   to    NAivrgiticg    p  l«n. 

DN.J.rl        IHvlalim    of  It  u  I  tin    *i.rf  KB  Mir  da         (13/1  I /Otl  Bac  nmur 

}im«nl   llr»nth         ip  i/,Un   (lai         iMX   llrht.    tltl-llA,  U3/1  I/OH, 
170007. 


I7000P  TorwarU*   (n,blir   VHI-HIIII  of   lUvitlon  '/    to   fmsroene^    plnn. 
-E.L.  F,       Hlmttippi    |'uw,r    {,    t.iyhl    Co         llU/IO/i'i!        OENTONj  H-  H, 
«(«   of  fluc|»Mr   HxAclur  IU«ul1ti  on,    Dlrffclnr,        Ip, 

K  Plch»iflOMI 


IV0009  Politic    vii'slim    of    ttivltloii    '/    tn    aBinrgoney    pl*n, 
JAV.L.R.      Hiiiiiiippi    I'outf   i  LigM  Co       fljD/IO/13.       I9pp, 
MB;  093.       aiX   F'li:h»:90"4!h,  Ri!/ll/0(MJ»lll70007. 

3383  Atli    raolpt    of   OHOraa    tubntli«l    of    Hfvlflon    S    to  fh«»l«*l 
fiti  pUn  Ch*ngi«   jeteptflblf   u/one   »icrpttan   r*   Bictlon 
«.8-0*Uiii  ultiiMtld    (r»f    IOCCBV.T  ail 


,     Lic*n«in« 

llllppl    Pow.r    I,  Light   CO 

»:  90-416.  oa/i  i  /sa 


.    ail 

us/u/aa,     MCOAUOMV.JP 

OB3        34X 


OontrlC    Ltr    D2-IA    to    all     F'UR     liceiiaeua    re    NUHEQ-OV37    Tecli 
Sipee  >  .  Ronuel  1  1    review  of    Tech    OpifCi    to    tfotsrminc    c  ons  i  s  toncij 
u/guldancv    providmT   I'nr    I  tcjna    uj  /dov  la  1.  1  ong.,  amund    to    license 
r«nu  I  red.  W/o    itflteif    oncls.fivc     list    encl. 

Einewwr.  I).  0.       Division    at   Licensing,        02/O9/20.  Conool  Ida  twtl 

E*i»on    Co,     of   MBUI    Vorlc.     Inc         ISpp.        I3'?3O:  1DO,       21X 

rich  a:  30-000,  oa/a-v/ao.&sora  10027, 

lia  I  I0604GO  ForuardN    Amend    4    to  License    NPF-K3.  BaPotij    evalufltioii    !i 
notice    of    ItiuancB    >t  ava(  l.ibi  1  1  ti;,  rtnend    eliangog    Tech    Bpocs 
for   Table   3,0.1.  1-1    re   raolilorf    caio    circuit    QroakBr    roBpnnoB 
tine, 

ICIBEIJIIUT,  0.  0.       OivUion    of   Li  can*  ing.        O3/1O/14,       MCOAUQHY.  J,  P. 
Mttillllnpl    Pouier    t<  Light    Co,        5[>p.        Iti97O    11Q.       a4X 
Fiehe:  30-416,  B3/10/H,  831  JOA04QO 


'((Uitorg   corrttponiltnc* 


Amend    4    to  Licenie    NPF-13-  Chang  I  ng    Inch    Specm    for    Tab  In 
3.  B.  1,  1-1    re   molded   cam    circuit    broako  r    response    tiins   Jt 
3/4.  t,  3   c  oncern  I  ng    ifrijuiell    pont-LOCA   vacuum   broakcre. 
ElOENHUf.  0.  0.       Division    of   Lt  cent  ing.       BH/1O/14.       B3pp.        lUT/Oill'J. 
alX    Fiche;  SO-lli.  Eia/10/14,  OHI10604OO. 

--D21  10604B3   Gaftti;    evaluation    lupporting   Amend    4    to    License   NPF-13. 

o      Office    at   Nuclear   llaac  tor    fiogulationi     Director         GS/1O/I4,       i!pp, 
13770:  146,       34X    Fichs:  50-4IAj  S3/1O/14, 


•-{1311060497  Notice    of    i  nuance   t.    ava  1  1  ab  11  i.  t  ij    of   Amenil    4    to   Litonee 
NPF-13. 

BCHWEIVCER.  A,       LtlBnling    Branch    S,        B3/1O/14.       Hpp.        19970:  Hfi.        JMX 
Fich»:  SO-416,  03/10/14,8311060480. 

6211130120  Confirms    action    tafcen    or-    to    be    taVon    prior    to    noit 
critical  Ity    re    lurvaillanco   praceduroth  personnel    training,  QA 
pro(jrji«i  ft   Tech    Spec    deP  ic  i  enc  («?,  per    Q2IO14    meeting    &    081019 
ttlcon  ,  Rtiponse    required    if  HRC    under-stdnding    incorrect. 
O'REJLLV,  J.  P.       fiegion  2.     Office    of    Director.       82/10/20.        LUTKIN.  D,  C. 
MlnJ»*ippi    Power   i  Lioht    Co,        2pp.        liOBi:  146,       24X 
Flche:  90-416.  02/10/20,0211  19012Q, 


MflB  App»«l    at   ASUB  flaioao    ortftr    otnuina    Bt«t«    at   LA 
nan  to  (xrtUlpat*   *i    lnt«riMt*if   i t»tt,  Burden   r* 
SSi'D"1    °'    'tllng  Mtt.CtrtiriCAtl    of   Bve    encl. 
iEY,  I,D.      Uool«i*n»-    fltut*   of.      82/11/04,  Atomic   Bn'i 

5*.       a*X   Flehl:  30-416 


QS11030002  Pravldn    <Ulli|    highlight    for    BSIOSO.  ABLD   B2102O   order    deniail 
Btiti    of   LA  H207B1    patltion    to    reop*n    proce*d ln<j»    bated    an 
V8  Cowrt   of  Appeals. DC  Clrcul  t.  deel^i on  ra    Table   S-3, 
HOUSTONiD.       Licencing   Branch    2.        82/10/22,        DENTQN, H,  R.  ,     CA6E,I£.  (J.  , 
CARTER.  J.       Office    af   Nuclear   R»Jctor    Re^ula tion,    Director,        Ip. 
19769:090.       S4X  Ficoe:  80-416,  B2/1O/22,  821 103OO03. 


370 


DOCKETED  ITEMS 


t-t',-.     L.i'    ni'-20    !;    jll    peutr   rue  tor    I  ic  >nnei,  permi  t 
ttsluj-tt    *;^    CP    r»    juidjno    for    implen*nting 
'-_i-n    '.•>;•; -0;;s   \'J5cS   to    tit   uttd    as    interim 
•i!    e»j    S.ut     I     70   rf.nm    Svc    lut    end. 

i         :i.in:-    -,(    '.ictnimj         62/10/26  Coniol  Ida  ted 

:'    '...    i,;rl.     I-;         <?3[>         I 5?93   293        24* 


r  i :     ,.:r    j'-j-;2    t;    all    Ph'R    liceriieet    re   Conjreisional 
•  '  ;.    '.  -• '.  t  •  -.1  r  ;    t'.n~.   generator    tube    integrity. 

'     .f'tjrjtj     a  <  r     lilt     t  n  [  1 

!:i.ni2-    if   Licensing         E2/10/36.  Consolidated 

",.,.    .;••!.     Itic         [Ope         liC-9?   332.       241 


r"N?:'!J''V*1'1i    t*t(n    to    "«*«1°P    urgency    operatino 

'-       "'    •"•     '•--)-!«    It-    n(/md    proc««ur«i    uill    t,e 
if*;!    t,    'I."!:!.'    K,,.I,.-,    ,£hr((U],i    for    021116-17    to 

',    ',    •  "'.  ''"^^•l  J1'-"-   >*    Light    Co        B2/I1/03.       DENTON.H.  H. 


i'4    ta    BUS   applicant!    u/M«W    II    or    [ 

:i  ='  ::  *;'!t«/"ji"  «>«•  qu.neh. 

E.-osOa   Svc    lut   encl.W/o    .nc  1 


"i"    be  provide  4 


^'^«-    MXC-n...i^t.d 


"i^i'^inLv^iTir11"'1^1"-^ 

"fftinat    t  r  •- ,  -  "ciponss    tn    S2lim  -  ocn 

^•*-f:    1     ^          f*j  i..,,  _*  "     '9 

*   "''"*    f:'4jil   eS'U'l.-;,  8^11170284.'     DlrBct1"1'       2pp.        16104:264. 
'""s***^'!','!*!1*'"    '"    *Q    "e'er9«rcv   Proced 


<   repti    ihoultf   be    post-   ""^   r'Porting 


8211220094  Advlie*    that   all    action,    re    Humphrey    conta  I  nir,.n  t  cor, 
uill    be   completed    bg    B21203,  u/«  icep  tl  on   of    con»ultaiit 
concerni    ral»ed    in   B21001    telcon.  Flnnl    program   r«»uJ  t»    uill 
be   forwarded    U/Q21203   aubmittal. 

DALE.L.F.  Hiisiiaippi  Pouer  t>  Light  Co.  (T2/1I/HJ  UEIMTON  n 
Office  of  Nuclear  Reactor  Regulation,  Dime,  tor  Jn  lAl/urni 
Fi the:  50-4 16,  02/11  /IS,  63(1220074. 

8211220122  Outlines   approach    Far    rttiolutlan    of    Humphreu    contain™, 
concerns   re   chanoea    in  nain   itoam   .afety    retloC   vulva    I  o.di 
due    to   upper    pool    dump   !.    location    ap    quench  or.  p»r   I1J1O01 
telcon   u/NRC.  Final    analyses    due     bu    late   Ditc     19Da 
DALE.L.F.      Mississippi    Pouier   !,    Light   Co.       HS/ll/ll)        DENTON  H  , 
gjjpf    Df  Nuc'ear   Reactor   Regulatlnn,     [Uruclur        app 


B2112«170  Formard.    corrected   pfloe,    to    Toth    OpUt.    ro   FCCI1   ittn 
in.trumentation   ,etpo  tnts,  cont«  inm-m  t    .4,   *    •l.«tPle*l          Ct' 
""tff-h   S|""    BlullJld   bff    i«»rt.d    into    LlcJ«i"w.F..n 
*    int°   i1""1"1    «•'»«•"   on   OHIOM  1Jl 

icen9inn    Branch    2.        Oa/H/ig.        HCQAUCHV.    »   n 

r      J      S^E1    P°'1'iP    ""   Ll9ht    C"         1P'        "230:24-    ^IX 
FUhe:  30-416,  02/1  J /IB,  021 12401713 


Corrected    Tech   Spec    pa go 

*      fJRC    -   No    Detailod    Afflllafri"" 
16230:245,        24X    Fiche:  30-416, 


211230321    Forujarda    amcnifsd    rDinonae.    In    (mi  n 

;"i':;;.;r-PVS',;r     ,'"•  r5 
£?.;•:>  -^r'"  '  " 

24X  Fl.h.rao-fl 


6211390116  Documents  S31  1  16  tDlcoii  u/  I  rime 
co^ents  on  e-neroencu  op.ra"  SJ  PM«.Si». 
incluunn  into  emsroencu  on,.r.2  (  " 

!3£^,c;.ri:  ;=     »"•;" 

MKFI.h.r  30-414,  oa/urtS.wJ^I^.'     ""'<' 


••  50-416, 1 
Q.     Inspection   reports,     IE 


"  Svc    list   encl. 


I  Ml  7:  237. 


Hpe,'4tlnB 


idit.?1^:;^  c^o^r"^,"  y"11*?^ 

Flche-  30-000,  B2/09/I6,  82001902SO  3p 

'"""-"  •»•-»•....  ..  •*,..  ,.  „„,„  co  ......  , 


.  L 

™' 
50-000. 


0300190227. 


• 
°6pp'       "•OI7;0'?ll.      B1; 


^*i-"  -.. 


S30BI90233. 


8311150620   lnf 


B2111B053S  Ach 


067,       SMX 

tut  an  to 
24X 


DOCKETED  ITEMS 


-881 1 150929  Responds    to   NRC   820830    Itr    re  violations    noted    in    IE    Insp 
Rept   50-416/83-60.  Corrective    ac  ti  ons :  Plan  t   Administrative 
Procedure  01-3-06-4  will    be   revised    to  delete   requirement 
to  maintain    current   access    list    in    shift    superintendent   ofc, 
HCOAUGKY,  J.  P.       Mississippi   Power   &   Light    Co.       82/09/29 
O'REILLY,  J.  P.       Region   3.     Office   of    Director,       4pp.       16062' 107        H4X 
Fithi:  50-4 16.  82/10/21 ,  B21 1 1  50532. 

--B21115QS38  Forwards    IE    Insp   Rept    SO-416/B2-60   on   B20719-OB13   fc  notice 
of  violation. 

LEWIS,  R,  C.       Division   of   Project   &   Resident  Programs.       B2/OB/30. 
grAMPLEY.N,  L.        Mississippi    Power    &    Light    Co.        2pp.        16062'111         24X 
Fiche:  30-41  A,  82/10/21,8211130532, 


-BS1I150S42  Not  ice  of  violation  from  insp  on  820719-0013. 
«  Division  of  Project  4  tleiident  Program*.  B2/08/30 
[6062:113.  24X  Ftche:  30~41i,  82/10/21 ,  821 1 1  30S32. 


3pp. 


-921119094?   IE    Insp    Rept    50-4I6/B3-60   on   B2Q719-OB13, Noncomp 1 ianco 
natid:  fai  lure    to    follow   procedure    &    to   comply    w/Tech   Specs 
TI  control    of    keys    to    operate    plant    equipment   &   switches 
HACNER.  A.  0.  ,     SCOTT,  D.  E.  ,    CANTRELL,  F.  S.       Division    of   Project    d 
Ruident   Programs.        S2/OS/2i.        3pp.         16062.' 115.        24X 
Flche:  30-416,  82/10/21,3211150333. 

8209190239   IE    Info  Notice    B2-41.     "Failure   of    Safety/Relief   Valves    to 
Op  in  at  BUR.  "    Sve    Hat    end. 

JORDANiE.L,       Division   of    Engineering    1>  Quality   Assurance.       B2/10/S2 
Coniolidated    Edison  Co.     of  New  York,     Inc.        110pp.       1596O'133        34X 
Fiche:  50-000,  82/10/23,  H208190239. 

S31I090437  Act    receipt   of   821020    Itr    informing   NRC    of    steps   taken    to 
cornet   violations    noted    in    IE   Safeguards    Insp   Rept 
30-414/33-64 

vEHRELLI,  D.       Division   of    Project   4  Resident    Programs.       32/11/05 
STAMPLEY,  N.  L.       Mississippi    Power   4  Light  Co,       Ip.       16009' 208.       24X 
Fiche:  60-41 6,  B2/1  l/05j  821 1090437. 

-B31I090440  Responds    to  NRC    B2092B   I  tr    re  violations    noted    in    IE 
Safeguards    Insp   Ropt   30-116/82-64.  Correct  Ive   actions 
withheld    (ref    10CFR73.  21), 

HCOAUCHV,  J.  p.       Mississippi   Power   (c  Light    Co.       82/10/28. 
O'HEILLY.  J.  p.       Region   2,    Office   of    Director.       Ip.       16009:209.       34X 
Flche:  50-416,  02/11/03,  S3 1 1090437. 

-9211090442  Forwards    IE  Safeguards    Insp    Rept    50-416/82-64   on   B30830-0903 
6  notice   of    violation.  Rept  details    d  notice    of   violation 
withheld    Iref    1GCFH73.21). 

vERRELLI.D.       Division    of    Project   &   Resident  Programs.       B3/09/3B. 
3TAHPLEY.  N.  L.       Mississippi    Power   &   Light    Co.       2pp.       16009:210.      24X 
Flche:  30-416,  B2/1 1/03,  B21 1090437. 

-B31109Q446    IE   Safeguards    Insp   Rept   50-416/82-64    on   B20B30-0903. 
Noncomplianee    noted:  fal  lure    to   comply  id/procedures    for 
implement  Ing    physical    security    plan,  Details  withhold 
(ref    10CFR73.21). 

T(LLHAN,A.i     MCOUIREiD.il.       Division    of  Engineering    &  Technical 
Programs.       S2/09/SB.       Ip.       16009:212.       24 X   Ficha:  50-416,82/11/03. 
B21 1090437. 


LERl 


related    c0rreipondehc, 


di    corrected   LER    82-075/99X-0 

Ul"i!1i"i.^u"    't'"1*   Co-       62/10/25. 

•ector         Ip.        15928: 170 


n 
HCGAUOHV.J.P 

%*?Lt£Ml-f 

Fiche:  50-416.  B2/ 10/23,  S21 10402B3 


fol,nd/f 

found    open   u/no    fire   uatch    stat  ioned.  C 

i;h/:llUired    Uat    fire    door    remain    "P 
hai)     for    duration    of   naint    wort 

W  •»'      ."'"'"iPM^-r.    Light    Co. 
B2M0402B3         °'rflctor-        ID-        ^SB    173.        34X 


M/IO,13  Reg,nn 

irh.:  90-416,  8B/10/2; 


B3I1040440   Forward!    corrected   LER    B2-Oa5/03L-0 
MCOAUQHV,  J.  P.       Mississippi    POIUBr  j,  Light  Co 
O'REILLV.  J.  P.        Region   2,     Offlte    of   Oirectnr' 
Fiche.'  50-416.  S2/10/SS,  921 1040440 


B2/10/25. 

ip          15925:344 


ary 


--B2I1040445   Corracted    LER   S2-085/O3L-0: on   B20916.  three    sec 
containment    panetrations    opened    for    table    routing    per 
planned  maint   ac  tivi  ty.  Hourly    fire   uatch    established    dui-inu 
maint.  Penetrations    sealed. 

UYRD.R.        Misslnlppi    Pniuer   t   Light    Co.       B2/1O/18  Region    3. 

Office    of    Director         Ip.        13933.346        24X    Ficn  e' 50-416.  B2/ I  O/; 
B21 1040440. 


S211040069   Foriuarifi    LED   82-076/03L-0 

MCCAUQHY,  J.  P.  Mississippi  Power  *  Light  Co. 
O'REILLV,  J.  P.  Region  2,  Office  of  Director 
Fiihe:  30-116,  B2/ 10/28,  B21 1040069. 


ea/io/ao. 

Ip.        15926:039. 


— B211040077   LER    83-078/03L-0:  on    B21005,  battery    surveillance   prdcpdu 
06-E1-1111-W-0001    revaaled   voltage    on   Div    1    dc     supply    to   be 
121.  7-volts     dc    resulting    in   reduction    in    electrical 
reserves.  Caused   by    errors    in   Maint    Instruction  07-S-12-45 
WHITE, A. L,        Mississippi    Power    b   Light   Co.        B3/IO/2Q.  Region   L 

Office    of    Director.        Ip.        15926:030.       24X    Fiche    50-416. 32/10/20, 
821 1040067. 


8211040113  Forwards  LER  S3-OB4/03L-0. 

MCOAUOHY,  J,  P.  Mississippi  Pouer  t.  Light  CD. 
O'REILLY,  J.  P.  Region  2,  Office  of  Director. 
Fiche:  50-416.  B2/10/2B,  821 1040113. 


B2/1O/2G. 

Ip,        13927:021. 


—8211040118   LER    82-OB4/03L-0:  on    B20929.  control    room    indication 
plant    chiliad    water   auxiliary    bldg     isolation   valve    IP71F3Q1 
during  Procedure   Q6-QP-IP71 -0-0001    cycl  ing. Caused   by    out-of- 
adjustment    limit    swi  tch  .  Swi  tch   adjusted. 

CHENAULT,  M.  H.        Mississippi    Pouer   t>    Light    Co.        B2/10/2B  R 

2.     Office    of    Director,        Ip.        15927:022.        34X   Fiehe:  50-416. 
8211040113. 


B2I1040S64  Forward*   LER  S2-093/03L-O. 

MCOAUOHY,  J.  P.       MlsBissippi    Poiuer   t.  Light  Co.      82/10/28. 
O'REILLY,  J,  P.        Region   3,     Office    of   Director.        Ip          15927-270 
Fiche:  50-416.  82/10/28,6211040264. 


211110271   Notifies    that   util   mill    provide    justification   b 
clarification    r»   environ    effects   on    balance    of   plant 
in»trumentation    prior    to    startup    following    first   refueling 
QUt»oe,per    IE    Info   Notice    79-22, 

OALE.L.F.      Mississippi    Powir  (,  Light    Co.      B2/11/09.       DENTON,H.R. 
Office   of  Nuclear   Reactor   Regulation,     Director.       2pp.       16036:351. 
8-IX  Flche:  50-416,  82/11/09,8211110271. 


--8211040270  LEfi   82-093/03L-0:  on   B20929,  rc-uti  ne  Surveillance  Procedure 
06-OP-1T42-Q-0001    revealed    fuel    handling    area   vent   supply 
isolation   damper    failed    to  cycle   closed    in   less    than    S-s. 
Caused    by    cup    seal    being    stretched    overs!  it.  3sa  1    repaired. 
CHENAULT,  W.  H.       Mississippi    Power   t    Light    Co.        B2/10/28.  Region 

2,     Office    of    Director.        Ip,        15927:271.        24X   Fiche.' 50-416, 82/10/3O, 
S21 1040364. 


IOB190E48    IE   Info  Notice    B2--J3.     "Deficiencies    In   LWR   Air  Filtration/ 
Vtntilation   Sys.  "    Svc    list    tncl. 

JORDAN,E.L.       Division   of   Englneerlnp    &  dual  itg   A»surance,       83/11/16. 
Consolidated   Edison  Co,     of  Neu  York,     Inc.        Illpp.       16171:233.       24X 
Fiche:  50-000,  82/11/16,  8208190248. 


B211040313  Forwards   LER  B2-096/03L-0. 

MCOAUOHV,  J.P.  Mississippi  Power  !<  Light  Co. 
O'REILLY,  J.P.  Region  3,  Office  of  Director. 
Fiche:  50-416.  82/10/28,8211040313. 


82/10/28, 

Ip.         15928:340. 


'08190853    IE    Info   Notice   82-43,     "PWfl   Low  Temp   Overpressure 
Protection.  "    Bvc    list   encl. 

vQRDAN.E.L.       Division   of    Engineering    &  Quality   Assurance.       B2/11/19. 
Coniolidated   Edison  Co.     of  New  York,     Inc.       93pp.       16232:298,       24X 
Flche:  50-000,  B2/ll/19ifl2081 90233. 

^Periodic    operating    reports   tt  related    correspondence 

11820388  Forward*   monthly    operating    rept   for   Oct    19B2. 
n?Ay°HV'lJ-Pl       Mlttittipfl    Power   (.  Lioht  Co.       8S/11/13.       DEVOIMJ.R.C, 
Ojvlsion  of    Technical    Information  d   Document  Control.       2pp. 

16160:174,       24X  Flehe:  30-416,  83/1 1/15,  821 122035B. 


3311220374  Monthly    opttrating   rept    for    Oct    19B2. 
RICHARDSON,  J.  D.       Missts*ippl    Pouer    fc  Light  Co.       B2/11/1S, 
16160:  17i.       24X   Fiche:  50-416,  82/1  l/13i  821 12203SB. 


6pp. 


--8211040331   LER   82-096/03L-0;  on  B21001,fire    lone   2-04  deactivated    in 
security  &    fire   protection   computer    due    to    inability    to 
reset   spurious    smoke   detector   alarm. Caused   by    spurious 
reaction, not   component    fai  lure.  Alarm  reset. 

WALKER,  K.L.       Mississippi   Power   b  Light  Co,      B2/1O/2B,  Region  V. 

Office    of    Director.        Ip.        15938:341.       34X   Fiche:  5O-4I6, 82/IO/2Q, 
8211040313. 


B21 1060065  Forwards   LEH  B2-IOO/03L-0. 

MCOAUOHY,  J.  P.  Mississippi  Power  &  Light  Co. 
O'REILLY,  J.P.  Region  2,  Office  of  Director. 
Fiche:  50-416,  82/10/29,8211060065. 


82/10/29. 

Ip,        15950:349. 


—8211060069  LER  B2-100/03L-0:  on   B20930.  d  Ischarge    line   high  pressure 
setpolnt   found    btlou  Tech  Specs. Caused  by    incorrect 
tolerances    in    surveillance  procedure   06-IC-1E21-R-0001. 
Surveillance   procedure   revised. 

BVRD.R.      Mississippi   Power  %  Light   Co.      82/10/29.  Region    2, 

Office   of  Director.       Ip.       13950:349.      24X   Fiche  :  50-414,  82/1  0/B9, 
8211060065. 
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ea/jo/29. 

If.        15951:090. 


3'POfflcerof   D!3htfC°'      fla/1l'<» 
031  1130293,  rectar.        ip,        ,  ,„, 


83/10/29. 


'P          Ii003:  072. 


,/ML-o:oB 

S   HPCS    0L;rKj!d"rC    °*-«E- 

' 


03 

-•-u1;^^^^  HO,B  3  c 

^V?.'^  '««»"  'nT:;y»:  ^^^tr  not 

°'"«  «>  bi^t"'1""'  ^"'JuahE'e    C"aT  ""•'«-. 

93111703,3    lrelt°1'         2PP.        1610^":.      «'"'«•  R- 


8211  170317  F 

HC  ar* 


. 

O'REILLV.j   p          »'B?1S"ppi 


M  00360   LEfi 


. 
'P-        16034:332. 


1  100^36 


-097/01I 

° 


1211220310    tnterim   Deficiencu   Bpn  .     . 

i 


-'  -•  -  ..... 
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(••pruji-d.  Mil  Hi'   n'/{>:it    o 
.  J  i>.     mnUiippi  t'ttutr  «.  i  IBM  <;» 

.JI'        It.gl""    J.     (Iffli.    (if    IMi-.ftor 


0211290845   Forwards   LEU    02- 1 16/Q3L-O, 

MCOAUQHV,  J.P.  Kitii*glppl  Pouier  &  Light  Co. 
CJ'HEILLV,  J.P.  Region  3,  Office  of  Director. 
Flcne:  90-41/,,  02/11/33,031  1310343. 


02/11/23. 

Ip.         16223;  10V. 


-Blisa0:i77  L.HI   (iy    II//H.II     0   mi    UUlOliO.  during    nhuttlnun.  I'M  viil  t    bal 
bmi   pilot    <:•!!     I''    '*H»i1    tn    in*  •  I     fmh    llp*i:    mlii    gravity 
1 ,  300.  II*  1 1 »  rij    li»nt    pl*<»»    «t*     •  uinllt*    <:h«rg«     fur    iM  -h    (, 
iillif#clor  I  |ij    leilod 

ALDEHT,JM.       Hlitl«»M'P>    ' "r    ''  l-lll't*    l'»         IP/ll/ln,  lUnluii 

Offltt    of    l)lr»i:l')i'          1 1'  IMIIII    OHO         l!*X    J   Kh*    n<)  "IJ/nllit/l  1/IA. 


LER    Ba-H*/OaL-0:cm    S3J024,  Fira     door     1A307     In    control     bliifl, 
leparnting    north    paisagouni;    &    Div    II    aiui  t  chgeiir    room,  would 
not    1  fltch.  Caused    by    locking    mechanism   not    engaging    properly. 
Locking  mochflniim   adjusted. 

ALBERT,  J.M,        Mlsiisslppl    Pouier    6   Light    Co.        02/11/23-  Flogiai!    if. 

Office    of    Blrflctor,        Ip,        16S2S:  1  1O.        21X    FicJi  e:  50-4  [A,  (13S  1  1  X2:J. 
(1H11270313. 


6211330339  R>vu#H»    I  HI   l> 

MCOWflHV,  J  f        HIMl*»Kipl    I'uutr    *.  Light    1:11 
O'REHLY.J.  I'.       )!»glnn   W,     UCflit    (if    III  r»i:lui' 

FUnVso-iiA,  na/ii/r/.iiyi  n.v*'»:i:i3 


(1211290503  Foruardi    updatod    LER    B3-011/99X-I, 
HCOflUOHY,  J.  P.       MiiiiBSippl    Pome  r-   t   Light    Co. 
tl'REILLY.J,  P.        Rooion    3,     Office     of    Director.         !p 
Fiche:  30-llfr,  02/11/33.021  1290593. 


--OJ11S30B14  LI  II    [la    IH/,/on  O  im    liyiKHi  dl»<'(ivti'*d    thai    ipulnl 

rtnulrtil    by     rm'i    Hn-M.    r>    V  »•    nut    flleil   uli»n    Mi:lli>ii    tt*Urn*nt 

»iiltr»ifi  fur-    T*rh    'Him-    ;l    '  /- IM*    ll.!0/;ill  ftillim    sldtsmonl 

tntirsil   Jin    til    lii>  imp  la  In  limit    uf    in  f  a  lv    r  » I  A  leil    cibtHi 

FOEetWN,  M   II         HUllntlpl'l  r'(iw»r    «.   I   l|)hl    l'»         II^VIl/l1/  ll 

orric*  of  i)ii'«.iijr      -'pn       iMvy  yyci      ui*  ii.ii»  no  -iih.tu/ 


03llS70:Hfl  f;uru#rill    I  III    II-'    UM/»;il     I) 
rlCOAUQHV,  .1   \'         |1lnl»«ip|)l    1'iiunr     (.    light    Co 
f         ll«UI"li    *'i     llfflr*    u*    Illrititiir 

90-4 i/)P  iiy/i  i/iv,  tiy i  IWWM* 


"03M8WI90  I  I  It   tiy    U'flCdUl     »  mi    )i«'l()-'li  plant    ivi    u*lnr    Inal    for    III 
mlnulu   I,    I  00  1  lug    unU''     fliiM    to    iliijtj«ll    imiltri    I  ht»frti|i  t«(l  . 
C*uud    b\i    ((iiirnnn    li'tp    nf    i  (it  nil    hih»ali«i     (endlnfl    rartlBl 
will    pimp*    llrtnUv    rent    I.   lunllng    unlBi'    i'«»l(ir»tl 
H/MHKH.K.      MiiiKiippi   CI...HM'  (.  i  ti|i*t  oi       oy/ii/r;          li«ai»"  "• 
(tfflci   of   Dii'.i.li.r        ir'iM'         I'-h'Jt    I'.V        y*X    MiJ.»    SO-  4  Ift.llS/  1  1/  IV, 


Hltiltitl'M  I    I'nuBr    (.  I  lyht   ('ii 
ll»gl(in    '-'.      tlttlir    itt    llM'ui  liif 


O'BCIU.V.J.I' 


I.'Ifi  I  Ml    W    M!)/lr-it     I)   nn    IWIlty-'.  rim    ili'i'r   (ICi,*  IV   from  control    bltln 
tu  u«ll    tlalruvll    MiMlilii.    will'  til    n»  I    (inipKi'lv    i  l»»«   CJiMtil 
bv  rilr*f  Uir    arm   mil    o  I  Inuliiii    ilnoi'     In    '»'  ly    i  I  "•»    l)ll(lr 
r«uurli«il 

AUlilH.,1        Hi«tM«i|ipl    I'tiu.i     t    llghl   (In        Ita/tl/Ui'  Hwgioi*   «.- 

OfMt*    n  f    l)ir»<tni'         Ip          \r.il\t-   'iS'l        iMK    l-M.h#    t)0  "lift,  (lit/  1  I/.'.', 


i'iH   LIN    II,'     U'l/O'K     0 
Hi«4ianlP|M   t'uwsi1    b  i  iglil   l;n 

ll*|)Kili    k',     IKflrt    nf    IHi"JHI>r 
y/ll/«^',H-'I  I  -"'til  MM 


-o 


O'KKII.I.V,  .)   !' 
Flt,l,f:90-4l(i. 


in 


aiiavoivA  i  t:n  (i»..iyi 

•  ml   cnrvmoi1    ton*    fllnrmurt  u/nri    *mot»   -ill'    fu«»»    *•   would    not 
rutl.  dim*    urnlitt*rHiimrt   Hit   HIS!  Cunt1  I  ium    ur    ilwf»i:li    fotmd 
Burvnil  l*ni  *    l  ml    pur  fiH'meil    t*t  li'ai  Inn  I  w 

,MV        Hl«iiiil|i|M    I'riwtc    fctighlflo         IW/ll/tfa  "»»'?' 

of  nit-friar       M.       inaai  ;m      Jix  i-jici>»  Hf)-ti(..fw/i  t/-,~. 


0211890290  F-oru«rd*   I. Ill   Oii    UH/«:il.    ft 
HCOAUOIIV. ,).('         MUll»»ll>|il    I'nwil-    t  1-iflM   Ci» 

o-neiu.*/,  j  p,     N«I»D  y,    (irfi«»  «f  oiftttur 


in  na-i«i/o:n..-o 

wilt  rorrlilor  inn*  alflrnii 
not  prtunl  C*u««d  hy  dff 
rtpltevd  *  Alarm  testtu  » 


IP 


nn  iiaioa».t*.ik«  tf*t*eioi-i  in  «u 

*.   winild    not    rtiiil   llmot*   fc    'um 
cllvn   pirl  I    il*tl(tn  full    It*  lion 

t  u  fat.tor  I  U 
osnr   I.  Ui«l.i   Co 


eailS70500  Porw*r«i   LEIt   Oil  -I  IP/031,  -0 
HCOAUOHV.j  C,       ni».i»,lppi    Tnutr    b  Llahl  Co 
O'REILLY.  J.  P.       ftttlon   a.     dffu.    «f    Dlrettor 
F!ch»:!)0-*l6.  B2/1  1  /aa.  0311290800 


337,       !MX 


•lictrfc*!    luitehtvar    roo*  1.    |Hpin»    ptn»tr»Unn    raarn   In 
Auilltarv    b  idg    MUrmad    t   would    not    rttit    C*iil«    unknown 
8urv»lll«ne«   t*tt  p*rtar«ttd   »a  1 1 1  fattarll  v  n..inn  2 

noHnen.M.v      MU«H*»PPI  POWKV  *•  u»nt  co  _(B^!''-;,,1  B8/ii/a3, 

OfHc*   of   Director.       te.       169SA  33(1        3^*    FlcNt .  itt/^^i"' 


noHnen 

Offlc. 

Q3  1  1290300. 


"fiaiiaV0593   UttdotBd    LER   03-041  /?9X-  1 :  on    H20BOG.  three    4~inth    pune  trat  u.n! 
bfllurtn   Ho  am*     10303,10303   fc    1 D304    found    not    ne.ileri    {fanned     b  ij 
const    overs  iqht.Firo-riitciI    seala    inatnllod. 

HOHBER.M,  V.         Miaaliiiippi    Power    A    Light   to,        (?a/ 11/23.  Rcgmn    £', 

CJfficn    nf    IJlrectop.         Ip.         1&323-  IDE).        21  K    Flehu:  50--416,  DS/I  l/2:i. 


V      Operator   R< ant  nation? 


OU  1013001V   Osnet-i  t    l.tr    83-  1H    to  all     pouop    roiictor    applicants 

HcDNBffBi    ri»     reactor    operator  t-    senior    reactor    pperatur 

reqiial  if  icati  on    etams.  rtdv  LSPD  that    emms    b  o  3  i  n   at    Fiicilltij 
flPtor    112101)1.   !5vc     list   one  L. 

FIEiENHUT.O.O.         Division    of    Licoiioing.        TO/IO/IS. 

[•dtion    to.     (if    Mom   York.     Inc.  ISpp.         liOOa:  3J1 

richo:  30-oot),  na/io/o.  Hsi 


Conao  I  I  da  ti>il 


DOCKET   SO- '117   Oil  AMD  CUl.F  NUCl.EAH    STATION,     UNIT    '.'. 

rt      AppllL-Jtlun/cnnslruclion    it.iflfi     JocumeiitB    &    c  orro  a  nundent  e 

02flrH1100a7   G.norit    Ltr    (la-lfe    to    all     PHfl     1  it  nri9»BS    r  rr    NUHEO-0737     Fuel, 
!![>ecs.  Ronumto    review   of    Tech   Specs    to    oe-tormiiip    consistency 
u/jui  Janet  iirnviiled.  For    t  lenia   ui/rlnvl  a  t  iona,  amcnil    tn    I  iconao 
runiilrod   H/o    itated    oncla    !ive    lint    oncl. 

r-rsl'HIH/M)  0.        Olviaion    of   t.i  CDIS  mo .       U3/07/M)  Coii^ifl  id-i  tcit 

FdUon    Co.     of    Mnu   Yort,     Inc.         1  9pp.         ISflSO:   140-        atX 
Flthn;  30-000.  [12/07/20,  BS092100H7. 

OaiOBAOOEHI  Oonerlc    l-ti'   0.1-aO    to   all    pouer    rune  tor    1  iconacca,  per  mi  t 
'holier*   !.  npplicanta    for    CP    re    on  Ld.-mc  o    far     imp  lemon  ting 
ilHC    rule.Foruiiir'ds    NUHKO-O*/Oft   NUREO    to     be    usnd    an     interim 
invjifur-e    until     Hog    Ouido     1.70    revised,  Eivc     ]ist    oncl. 

EI8FNUUT,  H.  0.         Divinian    of    Licenslnfl.         Oil/IO/2A  Con  sol  Ua  t«d 

rCdiion    Co,    of    Now  Ynipk.     3nc.       9pp.        E  W13:  Llr/il        L'lX 
fich»    HO-000, 


DotumBnto    attions    boir*g     taken     to    dovolop     Hmcrgcncij     uppralinji 
nrocefliiroi   per    Q^lOia    Hr.  (lewis  oil    procodurun    will    bo 
•  ubmittod   b^    OaillS  rlaetinos    scheduled    fur    H2111£,-17    ti> 
reinlve   romflining    Hsuoa, 

DALE.L.F.  Mi«sl»iippl  Power  t  Light  Co  BS/ll/Oa. 
Office  of  Hueloar  H*aetoT  Oogulation-  (Jlroctor.  ,.p 
aflX  Fichu:  BO-116.  B3/  11/03,  BHl  1O50204. 


H. 


Otflerle   Ltr   03-31    lo    BUR    applicants    w/MAFl^    II    or    Ml 
cnnJinmMt    (Except    WPSS   2>    rB    .af  •  t«/r.  1  1  1  f    v*I«    q«n*h.r 
lr,J.    •valu-tion.Foru-rdi    NWteO-OOK?.  Svc    1  i  tt    «n=  1.  U/o    "^l 

.O   0.         Division    of    LlcooiiiiB.        02/11/01.  Long     I  alfl  "•' 

CO  3PP.         160^3:192.         24X    Fi  cho  :  3O-000 


oruardl   atfdl    info    ro    ln»lrument    air    quality..  In    support,    rif 
Mvi/Iitll     reaPDr,SC     tp    MUHEO-07a7,!t«    II-K    3.  28. 
Pranoitd   Teth    Specs    ii   doslgn    del-oil*    will    be   provided    -1 
rnnnths    orlop    to    »tartup    following    first    pefuBlinff    outage. 
MLE.L    F        H(iSi."Mi    P-T    &    Light    Co.        03/11/09.         DEMTON.  II.  H. 
OffiCB    of  Muc  Uflr  (laactc-r    Rqgulallon,     Director.       Hpp. 
24X  Fi  che:  50-1  16.  83/1  1/09,  0211110311, 

821  1110423  Submit*    confirmation    that    aafotii    c  la*  si  f  i  cation 
oualiPlcaUon    of    instrumentation    in    FSt.lt    Table    7,9-1 
coniitttnt   y/NRC   BI11EO   memo  r*    sW    definitions    for    comm 


ur   o        ucar      « 
24X   Fi  Che:  30-416.  B2/11/O9.B2U  I  1O422. 


.         . 

Dirct  tor.       Hpp.        16039;3LM. 


B21117028£,  Foryarili   Revision    15    to    "EmDTBenty.    Proccdum:  Level    ContriPl 
B.f»tiJ-B»Ut»rf,  "    incorporating    NS8S   vendor    commsn  ta,  p  »r    SEH 
*,   NUFIEO-0737,  Item    I.  C.  7,  in    raaponfle    to    E)2U03   commitment 
H.oHnni    scheduled    for    B21117    b    13. 

DALE   T  F        Hl.tii.lppi    Pow«    k   Light    Co.       Q2/U/12.        DeNTON.H.H. 
QfficB    of  Hue  Uar  Reactor    Regulation.     Director.        Spf.        lilO<J:.JM. 
2flX   Fich»:50-41A,B2/ll/i2,BH11170aa6, 
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BS10290IOB  O.n.rie   Ltr   BS-y,   t.         , 


Bail  MOOT*    ft<Ivisea     that    all    «fl 

'"' 


lWOiM   DuUin,,    apprclach     ,„ 

«":"»'-"         - 


:  30-416, 


6311090.102  Foruflprf.    |i 


B2!117oa04    ForwarJi    R        - 

•  ™'£-;^:!;:.'rr;';:t;"'™»""ii'":".«:: 
sjr.-  -  ««•"«?.  :"r?s-  "•  ="»  " 
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IE    Info   Notice    02-34,  Revi  s  i  on    I.     "Welds     in    Main    Control 
Panels.  "    Svc     1  iat    encl 

JOFSDANiE.  L.         Division    of    Engineering    t,    Quality    Assurance.        B2/O9/17. 
•Consolidated    Edison    Co.      of    Neui    Vor  fc  ,     Inc.        107pp.        15675:  IBS.         H4X 
Ft  che:  5O-OOO,  S2/09/  1  7.  B20B19O322. 

52O3f9G229    IE    Info    Notice    92-39,      "Svc    Degradation    of    Thick    Hall 
Stainless    Steel    Rec  ircu  la  1  1  on    Sys    Piping    at    BWFI   Plant.   " 
Svc     1  ist   one  1. 

JflfWJAN.  £.  L.        Division    of    Engineering    J,    Quality    Assurance.        B2/Q9/21. 
Consolidated    Edison    Co       of    New   York,      Inc.        86pp.        ic.Ol7:09G.         21X 
Fiche-:  SO-000,  62  /0<7/2l  ,  02031  90229 

?2C-Di9Q22a    IE     Info    Notice    82-30,     "Change    in    Format    &   Distribution    3ijs 
t'or     IE    Bullet  ins,  Circulars    f,    Infa    Notices."    Svc     list    end. 
C'£YDUM3,R.  C          Director's    Office,     Office    of     Inspection    and 
E-nf  orcament          02/09/33.  Consolidated   Edison   Co.     of    New   York.      Inc. 

UOpn          16010:021.        24J.    Fiche:  50-000,  02/O9/22,  S208190223. 


IE     Info    Notice    32-40,     "Deficiencies    in    Primary    Containment 
EJet  trital    iPn-netration   Assemblies."    Svc    list    encl. 

•JORDAN,  E.  L-       Division    of    Engineering    4  Quality    Assurance.       82/09/32, 
Cans.alitiat.od    Edison    Co.      of    New    Vork,     Inc.         113pp.        15930:019.        24X 
Fich-e:  5Q-OCG,  02/07/23,  S2OB1  90232. 

E-2  1  L  J  5O.62O    Informs    that    prnposod    approach    to    personnel    accountability 
during     emergencies    outlined    in    util    820909    Itr   meets    intent 
of    WU.tEG-o&Sfl    criteria    but    remains    unresolved   pending 
denonstratian     of    full    site    assembly    account  ability. 
LE!4]S.R.C          Division    of    Project    (.Resident    Programs.        B2/1O/20. 
STAKPUEV.  N.  L          Mississippi    Power    (.   Light    Co.        2pp.        160Al:(Jfi7.        24X 
Picrm-  50-11  A,  BE/  1O/20,  821  115063O. 

3211150335    Forwards    IE    Insp    Rept    50-417/B2-14    on   82O927-30.  No 
nonconp  1  ianc  e    noted. 

VETRHELLI,  D.  M.         Division    of    Project   f.    Resident   Programs.        B2/1Q/21. 
STrtMPLEV,  N.  L.         Mississippi    Power    &   Light   Co.        2pp.        liOSS:O3O.        StX 
Fiche:  50-417,  B2/  10/2  1.821  1150335. 


V.    Operator  Eliminations 

831013001?  Oenspie    Ltr    93-16    to    all    power    reactor    applicants    & 
Jlconsaes  re    reactor    operator    t,    senior    reactor   operator 
roq.uflli  Ficatlon    siams.  Advises    that    exams    begin   at    facility 
a-fter   821001.  Svc    list    enc  1 . 

EISENhW,  D.G-,        Division   of    Licensing.        62/10/12.  Consolidated 

Ediaon    Co.     of    NeuJ   Vork.     Inc.         13pp.         KbOOS:  234.        SIX 
Fichu:  50-000,  82/1  0/13-  821 01 3001  9. 


DOCKET   50-423   MILLSTONE    NUCLEAR    POWER    STATION,     UNIT    3 

A.     Ajip  lica  ti on /con  struct  ion    stage    documents    &    correspondence 

B211O40317    Proposes   meeting    to   diicuss    preliminary    Info    re    Lev*  1    D 
revieu    schedule   &    logiiti-cs   of    OL   application    to    he 
submitted   on    821G29.Ad(Jl    meeting    uill    be    scheduled    upon 
docketing   of    OL    to   discuss    dedication    of    re  5 nurc 03. 
COUNSIL.W.O,       Northeast   Nuclear    Energy    Co.      (subs,     of    Northasat 
Utilities).        CGUWaiL.W.G.        Northeast     Utllitlas.        83/10/13, 
DODLITrLE.E.  L.       Licensing    Branch    I.        Jp.        13928:129.       H4X 
Flc  he:  30-423,  BS/  1O/1S,  B21 1O4O3  (  7. 

B211010450   Advise*     that    use     of    A9ME   Code    Case     N-310-1     dtd    310731. 
"Certification    of  Bolting"    ace eptao 1 e. Use    of    codo    should    he 
documented    in    FSAR. 

yaUMQBLOOD,  D.  J,         Licensing    Branch     1.        63/IO/22.        COUNSJL.  W.  0. 
Northeast  Nuclear    Energg    Co.      (subs,     of    Northeast   UtitltlnaJ.        2p p , 
15902:131.       24X    Ficho:  50-433,  B2/IO/32,  621 !0 104SO, 

3211020368  Adviaes    of    intent    to   revise    Paragraphs    la. 3.  1. »i  1G. 2.  1 .  d , 
IB,  2.  1.  f,  16,  2.   I.  «•   &    IB.  2.   t,  g    re     QA    programj  per    321004 
te  I  con. Change s    proposed    to    Improve    overall    QA  program 
effectiveness    &   will    OB    i  ncorp  o  rotod     in    next    rof-t    reviEiori- 
COUMS1L,  U.O.         Horthaast    Utilities    Service    Co.        33/10/22.        HAASe,  U.  F1 
Quality    Assurance   Branch,        3pp.        15339:021.        StX 
Fiche:  50-000,  82/10/22,  S21  IQ2O348. 


IE     Insp    Flept    50-417/B2-14    nn   820927-30.  No   noncomp  1  i  anc» 
noted. Major    areas     inspectediRCPH    pi pingi safety-related 
p  t P  i  ng  ,  conta i nmont    steel     structures    &   supports.  1 iconsee 
identified     10CFR50.  S5(e  >    items    !<    IE    bulletin. 

C^aWLEV:H.ff     ,     DLAKE,  J   J.        Division    of   Engineering    tr    Technical 
Prosrama.         H2/10/2O         13pp.         16099:032.        24X    Fiche:  50-417.  32/10/21. 
0211150:333. 


aai02iiQQ9B   Generic     Llr    82-20    to    all     power    reactor     1  Ic  ense  eai  p  Drml  t 
holders    t  applicants    For    CP   re    ouidance    for     implementing 
SRP    rul  B.  Foruard*   NUREG-09O4.  NUREO    to     bo    uasd    aa     i-ntsrim 
measure    until    Fieg    Ouido    1 .  7O  re  vi  aed.  E^c    liat    ertcl. 

eI^E^HUT,  D.  0.         Division    of    Licensing,         B2/1O/2&.  Consolidatuil 

Ediion    Co.     of     NcuiYork,      IP.C.        9pp.         19793:293.        S-1X 
Fiche:  SO-000.  02/10/36.  6310360098. 


IE    Info    Notice    92-41,     "Failure    oP    Saf  ety/Rel  i  e  t    valves    to 
Open     .at    BHF1.   "     Svc     list    encl. 

•JTJRDAI'JpE,  L         Division    nf    Engineering    S.  Quality   Assurance.       B2/£0/I.'2. 
Consol  idated    Edison   Co.     ofNeuiYorl,     Inc.        110pp.       15960:153.       iMX 
Fiche:  50-OOO.  22/10/22,820019033'?. 

32111110271    Notifies    that    util    ui  1  1    provide    justification    t. 
clarification    re    environ    effects    on    balance    of   plant 
i.  n»  truraenta  1  1  on    prior    to    startup    following    first    refueling 
o-Jtag  e,  per     IE     Info    Notice    79-22. 

DALE.  L.  F.        Mississippi    Power    &    Lioht    Co.        B2/11/09.        DENTON,  H.  H, 
Office     of    Nuclear    Reactor    Regulation.     Director.        2pp,         16036:251. 
34?  X     Fie  ho    50-41  6,  £12/1  1/O9.B2111IO271. 

130Q19O24B    IE     Info    Notice    B2-43.     "Def  ii  ienc  iea    in   LWFt   Air    Filtration/ 
Ventilation    Sys.  "    Svc     list    encl. 

Division  of  Engineering  t  Quality  Assurance.  03/11/16. 
Consolidated  Edison  Co  of  Neu.  York,  Inc.  lllpp,  16171:333.  24X 
crte:  SO-000,  G3/1  1  /li,  620B19024Q. 


IE     Info    Notice    B2-45,     "PWR    Loui   Temp    Overpressurs 
J*r  o  t*c  t  ion.  "     Svc     list    encl. 

JORDAN,  E,  L.        Diviaion    of   Engineering    &  Quality   Assurance.       82/11/19, 
Consolidated    Edison    Co.      af    Neu    Vork,     Inc.        93pp.        16233:29B.        24X 
n  ch*.  50-000,  93/11/19,  8300190233. 

.RepoT  tab  le    occurrences.     LEfis   4    related   correspondence 

]  122O3IO    Interim  Deficiency   Rept   4  re    sheared    bolts    on    diesBl 
generator    rear    crankcase    cover.  Initially   reported    on  B20332. 
Unit     t    rear    crankcase   cover   bolta    rep  laced.  Final    ropt   uill 
be      submitted     by    830131  .  fieportab  le    per    Part    21    for    Unit     1. 
HCGAUGHV,  J.  P          Mississippi    Pouier    b   Light   Co.        92/11/OB. 
O'Re'L-LY,J   P.         Region    3,     Office    of    Director.        5pp.        16140:0)04.        B4X 
rich"-  50-416,  03/11/08,  BS  11330310. 

1  1320237    fnterlm  Deficiency   Rept   PRD-83/34   Number   3  re    Incorrflct   wipe 

^e-tting    fl  p   normally    closed    contacts    converted  From  open 

contacts.  Initially    reported   on   820802.  Part    21  rept   applies 

to"  Unit    1    only.  Final    rept    eipected    by    S3Q228. 

MCOrfWOHY,  J  P.        Mississippi    Power   (<  Light  Co.  B2/11/I2. 

O  'REIULY,  J.  P.         flegion    2,     Office    of   Director.  5pp.        16140:017.        24X 

Fi  eft":  SO-4Ifc,  02/11/12,8311220387. 


3211060006  Foruards  failure  modss  analysis  S,  R*g  Qlti*e  1,97  irtfn, 
CaUNSIL,  W.  0.  Northaaat  Nuclear  Energy  Co.  (subs.  oP  Norttiflast 
Ut  i  1  ities)  82/10/39.  DENTOW.  H.  R,  OCfi-co  of  Nuclear  Reactor 
Regulation,  Director,  3pp.  S4X  Fich  o  ;  5O-423,  fl2/  1O/21?,  03!  1  OAOOOd.. 

—  021  1060030  Ae  ceptance   revieu    copy    of    "Design    Oasis    Response    to    HCB 
Guide     1.97,  Revision    2.   " 

*  Northsait  Nuclear  Energy  Co.  [subs.  oF  No-rtheaat  Ut(liti-OB>  N 
Mortheast  Utilities.  82/10/29.  I79pp.  SIX  Fi  che:  90-133,  OS/  10/S'), 
B21  1060006. 

--021  1060035  Ac  ce$  tanc  e    revieui   copy    of    "Failure   Modes    ti    Effuctt    AnnlijaJ 
(FMEA).  " 

4      Mortheas-t   tTuclear   Energy    Co.     (subm.     of    Martlieaat    Utilitios)         H 
fjarth«ast   Utilities.       83/10/27.        IjHOOpp,        24X 
Fiche:  80-133,  82/10/29.  021  1OAOOC-6, 


—  821  1060037  Acceptance    revieu   copv 
of  application    for   OL. 
*      Northiast   Nuclear   Energy    Co. 
rfortheatt  Utllttlffa.       62/1O/H9. 
6211060006. 


of    general     info    submitted    in    support 


(suds-     of    Northeast    Utilities}. 
173pp.        24X   Fi  cha:  30-423. 


B21  1  160534   Advises    that    util    tendered    application    Far    QL    on   B21029, 
Acoptanc*  rnview  will    -begin    as    soon    as   4-11     sections 
receive    appropriate    portions    of    appl  i  catl  on  .  Con-o  t    epproi 
537,    com^lEte    in/  fuel    loading    ichciCuled    for    8511O1, 

DOGLITTLE.E.  L.        Licensino    Branch    I.        S2/IO/29.       CASE,  E.  ,    CARTER.,  J. 
Office    of  Nuclear   Reactor    Regulation,     Director.       EISENHUT.  D. 
Division   of   Liienaing.        Ip.       16121:333.        24X   Fiche:  50-133,  02/10/39, 
8211160334. 

C.    Utility    Environmental    liaport    (CR)i     amonda    t.    corrosp  and  ence 

8211060006   Faruards    environ    r«pt. 

COUWSIL,  W.  0.  Hor  th  east  Nuclear  Energy  Co.  (subs  op  North-San  t 
UtiUti»«).  02/10/S9-  DENTQN.H.R.  Office  o*  Nuclear  Reactor 
Ragulatian,  Director.  3pp.  24X  Fi  che:  30-133,  Ba/lO/29.,  021  1060006. 

—  8211060023  Acceptance    review  copv    of    environ    i-epi    for   Millstone 
Mucl»ar  Pokier    Station    3.  Overs  lie    drawings    encl. 

*      Northeast    Mucloar    EneTjij    Co.      <*ubs.     of    Northeast    Utilitl*at 
Morthaast   Utilities,       S2/1O/29.        1,  £50pp.        24X 
Flch»:  50-433,  B2/10/2?,  8211O40006. 
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£2110.60100   Acceptance   raviau   copy    of   Chapter    3   to    Millstone  Nuclear 
POW«T    Station    Unit   3  FSflfl,     "Desinn   of    Struc  tore  a.  Components. 
Equ  Jptntnt    t,   Sgs,  " 

»      Northeast    Nuclear   Energy   Co.     (subs,     of   Northeast   Utilities),       * 
Nartheait   Utilities.       62/10/29.        1.850pp.       24X  Fiche:  50-423,  B2/10/29, 


B2l  I-Q&0104   Acceptance   review   copij    Dp   Ap  p    3A    to   Millstone    Nuclear  Pnuer 
Station   I/nit    3   F8AR,     "Computer    Programs    for    Dynamic    &    Static 
Anal^sii    of  Seiimic    Category    I    Struc  tures,  Equ  ipment    i 
C  o™  p  o  n  e  n  t  s  .  " 

*       Northeast    Nuclear   Energy   Co.     tauba.     of  Northeast   Utilities).       * 
Northeast    Utilities,        B2/1O/29.        102pp.        24X   Fich  e:  SO-123.  B3/  10/29. 

eai  1Q6QKH. 


Acceptance   revieu   copy    of   App   3Q    to   Millstons    Nuclear  Pouer 
Station  Unit    3   FSAfli     "Environ    Design    Conditions.  "    QveTSile 
d>aLi(n<;i    enc  1  . 

•  Nor  the  ait    Muclear   Energy   Co.     (subs,     of   Northeost    UtllitiHS).       * 
'far  the*  it    Utilities,       03/10/29.       175pp.       24X  Fich  e;  50-4S3.  82/  10/29. 
0211060107. 

£31  IO&O111    Acceptance    ravisu   copy    oF  Chapter    4    to    MlllstonB  Nuclear 
Pcnj*r    Station    Unit   3  F8AR,     "Reactor." 

•*r      »      Northeast  Nuclear    Energy    Co.     (subs,     of   Nortfieait    Utilities). 
82/10/29,        200pp.        34X    Fl  che:  SO-433,  SB/10/29,  B31  1O4.0I  1  1  . 

521:  LOAD]  15   Acceptance    review   copy    of  Chapter    5   to   Millstona  Nuclear 
Pcnue-r    Station    Unit   3  FSAR,     "RCS  4  Connected    Sys.  "    Fiv« 
ova-riiie    drawings    encl, 

*  Northeast    Nuclear   Energy   Co.     (subs,     of  Northeast   Utilities).       * 
Nor-thEavt    Utilities.       82/1O/29.       200pp.       24X   Ficlm:  5O-433.  62/  10/29, 


B21IG&O117    Acceptance   revieu   copy    of   Chapter    6    to    Millstone  Nuclear 
Pau*r    Station    Unit   3  FSAR,     "ESF.  "   Oversiie    drawings    end. 
»       Northeast    Muclear   Energy   Co.     (subs,     of   Northeast    Utilities).       * 
Uortfi.ast    Utilities.       B2/lO/a9,       400pp.       24X  Fich  a:  30-423,  B2/  10/2-7, 
&311O&QH7 

eSllO6Gl23   Acceptance   review   copu.    of   Chapter    7    to    Millstone  Nuclear 
PavifT    Station    Unit  3  FSAR.     "Instrumentation   &  Controls.  " 
Over-tire    (framings   encl. 

»        Northeast    Nuclear   Energy   Co.     (subs,     of   Northeast   Utilities  ).       * 
Northeast    Utilities.        B2/1O/H9.        250pp.        24X   Fich  B:  5O-423,  B3/  10/39, 


B2J  1O&0125  Acceptance   review  copy    of   Chapter   B    to    Millstone  Nuclear 
PouJBf    Station    Unit   3  F9AR,     "Electric    Power.  "    Ten    ov«rslie 
tJi-flui  ngs    e-nc  1  . 

•*        Northeast    Nuclear   Energy   Co.     (subl.     of  Northeast    Utilities).       * 
northeast    Utilities       B2/10/21?.       130pp.       24X  Fiche:  50-423.S2/  10/29. 

esi 


tO&Ol!!1?   Acceptance   review   copy    of   Chapter    9    to   Millstone  Nuclear 
Power    Station    Unit  3  FBAR,     "Auiiliarv    Sya.  "    Oversize 
xtraia  I  ngs    enc  1  . 

*  Northeast  Nuclaar  Energy  Co.  (subs,  of  Northeast  Utilities).  * 
Morfchaait  Utilities.  83/10/29.  600pp.  24X  Fiche:  30-423,  02/  10/S9, 
BS1  1O&O129. 

B21  J  OAQ133   Acceptance   ccvieui   copy    of   Chapter    10   to   Millsban*  Nuclear 
p-.auar    Station    Unit  3  FSAR,     "Steam  &  Pouer  Convsrsion   Sjs.  " 
Ov«riiie    ifpauings   encl. 

»  Horfcheast  Nuclear  Energy  Co.  (subs,  of  NorthBB.t  Utilities).  «• 
Martheast  Utilities.  B2/10/S9.  250pp.  24X  Fich  e:  50-433,  B3/  10/29, 
IO&OI33. 


9ailO6O137    Aceoptance    review   copij    of   Chapter    II    to   Millstone  Nuclear 
Fafelar    Station    UnltSFSAR,     "Raduaite    Mjt.  "    Overs!  10 
dT'Mulngi    anc  1  . 

it  Nor-theaB-t  HucUar  Energy  Co.  (suhs.  of  Northeast  Utilities).  * 
Mai-theast  Utilities.  B2/10/29.  130pp.  24X  Fich  e:  50-4S3,  S2/  10/29, 
021  1O&Q137. 


1O4O14S    Acceptance   review  copy  of   App  11A    to   Millstone   Nuelear 

FaaJtr    St»tion    Unit   3  FSAR,     "Summary    of  Annual    Radiation 

Da  »*»r  Do:e   Calculation   Models    !<  Assumptions    &   Cost 
Bame'lC   Analysis," 

*         Northeast    Nuclear   Energy   Co.  (*ubs.  of  Northeast   Utilities). 

Morthoast    Utilities.       82/10/29.  48pp.  S4X    Fich*  :  50-423.  B2/1  0/29. 
B&t  104.0142. 


B21  1O6O14S    Acceptance   review  copy    of  Chapter    12    to    Millstone  Nuclear 
Pouter    StatiDn    Unit   3  FSAR,     "Radiation   Protection.  "    Eioht 
ovartizc    drdiiiingl    encl. 

w  Northeast  Noilear  Energy  Co.  (>ub».  of  Northeast  Utilities).  * 
Wor-trhsast  Utilities.  B2/10/29.  200pp.  24X  Fiche:  5O-423.B3/  10/37, 
021  IO&OI4B. 


Q211040153  Acceptance    review   copg 

Power    Station    Unit    3   FSflR,      "Conduct 

*      Northeast    Nuclear   Energy    Co       (subs,     of    Na 

Northeast    Utilities.       82/IO/29         l/5pp 

aaiio;.oi32. 


of    Ch^ptsr     13     U    Mill. lone    Ni 


24  x  Kit  he.  50-12:1.  rw/  m/;!'^ 


B2HO6O136   Acceptance     revie 
Power    Station    Wnii    3  FSrtFi 
aversiie    drauing    entl 
4       Northeait    Nuclear    Enerjy    Cp. 
Nort^eaat    Utilities          02/10/39. 


opi)     nf    Ch.iptur     14     to    Millstone 
tni  tial    Test   Program.  "    line 


'nibs        of    Northffliiist     UliliU**^ 

'  loopp       EJIX  ("icfio:  ;io»-i;;:i.!i;v  i( 


821106014.0   Acceptance    rDvieu,    »pv    of    Chapter     1!»    t"    riillfcliM.u    M.M. 
PQUBP    Station    Wnit    3   FSflR,     "AcciJonc     Analij&o*.  ,,,,,,.i 

,       NorthM.t    N^l.ar    D«r9U    Co.       Oubs.      nf    Norlhoa .  t  r     *'«'*'     ;.,, 
Northeast    Utilities.        C32/lO/^7          450PP.        24  X    F  u'h  «  .  ao-4,^.4. »!,.'/  H)/ 


Kl  10601  &S    Acceptance    rBvleu,    copy     nf    AP  P  ISA     to    million*     Ntnl^nr     I- 

Station    Unit    3    FBAR .     "Dole    MethoJnlogi|  " 

»      Northeast    Nuclear    Energy    Co.      (subs,  iif    Nor  thti.-iii  I     IJtilllH"*) 

Northeast    Utilities.        B3/IO/27.         app  £M  K     Fichu     !iO-4.J.1.  ll^1/  Ul  /.- *• 


ipter     I*.     Ln    Mi  1  Ulfi 
of    Nfirlhp.-itl    (Hi  J 


B21106O171     Acceptanca    review    copy     of    C.  l 
Po^er    Station    Unit    3   FSAFI,      "Tech    Spec 
•       Northeait    Uucle.ir    Energq    Co.       (  au!i 
Northeast    Utilities          O?/10/29.         5pp. 
3211060171 


9211060172    Accoplante    reviaui    copg 
Fo'iier    Station     Unit    3   FSAR:      "(Irt 
i       NortDeast    Muclear    tnorgij    Co. 
Northeast    Utilities.        03,'IO/29. 
a211OiO172. 


of    Ctiaptor     17    to    ML  1  I  a  limit    > 
IsuLc        of    Nfli'tlit'.ial.    lltllitii 


Ni 


B2II06O170   Acceptance    review    copy    of   Chapter     111    In    MilUf 
PcDu'er    Station    Unit    3   FSAfi.      "Hgman    F.it  tnra    l;:ng  ititri-r  i  ii(|     " 
*      Northeast     Muclear    Energy    Co        Ifiiibs.      of    Nnrtlio.il  I    IR  i  I  I  LI  IHI  > 
Northeast    Utilities.        f>a/]0/a"?.         5pp.         i.'IX    (•.  t:h«  :   nil-  li'M,  Ci;1'  H)  /: 


luulin.      IP  f    Nur  UiB-nt 

tit    Niirl«<ir     limn.  I  u 

^;).  II1V  10/i."/,  H;'l  lOi'.I 


M.     Antitrust    to  r  re  spomlonca 


e21IOd.OOOA   Foruarda    antitrust    info. 

COUWSTLiM  0.  Northodet  Nuclear  Uncrqij  Co. 
UtllitiBi>.  32/10/2-?.  DEMK1N.  H  R  Offic 
Regulation.  Blreetor.  3pp  21  X  Fnhu  SO-- 


—  021  106002S   Ac  c  ep  tance    rovifuJ    copy  of    jintitrutil     tiifn. 

*      Northeast   Nuclear    Energy    Co  (subo      of    NurllicAt' 

Northeast   Utilities        8i!/IO/£9.  300(ip         SIX    Kicihf 
SH1106000A. 


O,     Inspection    reporfcsi     IE   Bulletins    fc    c  nr  roa  [>  ondont.  o 


lHUH.ini 
!)()•«»:).  (»,'/ 


"Cracking    in    Up  pur    liholl     In 
to^m   Q«ncnakor    at    rip  urn  i.  i  nij 


620B19O22O  IE  Info  Notice  BB-37* 
Transition  Cane  Girth  We  1  (J  of 
PUR.  "  Svc  list  encl. 

JORDAN'  E.       Division    of   Ena  i  near  ing    d    Oudlity    Aninir.iiicu         (IJ/O1//  I  Ci 
Consolidated    Edison    Co.     of   NED    Ynr'i,      [nc.        Hllipji.         I  riV;lO:  tlltl          J'-ll 
Fit  he;  30-000,  B2/O9/16,  B20B1=?0230. 

6208190223    IE    Info   Notice    02-34,  Hov  U  ion    I.     "Uoldi     In   Main    Control 
Panels."    Svc     Hot    encl 
JOftDAN,  E.  L.       Division   of    Engirieoruin    tf    Quality    A«Mjr«tii;«         fjy/ll-'J/l/ 

Consolida  tad    Edison    Cn.      of    Ncu    York,      [311:.          107ii  l>  I3U''!I     HI!)  .  ''1* 

Fiche:  50-000,  B2/O9/17,  B3QB11Q33E. 

a2081902&9    IE    Info   Notice    32-39,     "Svc    D«gr.iila  1  1  un    «  f    Thick    Wn  1  1 
Stainless   Steel    Ret  i  rcu  1  a  ti  nn    Si;s    Piping    at    DUO    I'lunl     " 
Svc     list    encl. 

JflRDANrE,  L.        Division   of    Engineering    J,    Oirallty    Aviuraiic*.       111.'  /OV/i'l 
Cong  n  1  Idatad    Edison  Co.     of   Meiif   Vorlii      lite.        Uftpp          IAOI'/   O'JO          ;'4x 
Fiche:  90-000,  B2/09/ai,  B20B19Q3S1?. 

920B190223    IE    Info    Notice    92-311,      "flhntigp     in    Format     C,    1)i  «  tT  i  bu  t  Kin     1,ij., 
far    [E   Qul  1  et  i  ns,  C  i  rcul-ars    (•    Enfo   Notice-a.  "    iivr     Hut    uri-cl 
DEVOUNO.R.C.        Director's    Office.     Office    of     lnap«cljor»    find 
Enforcement.        82/09/32.  Consolidated    Edison    tci      i.F    NBW   Vnrk.      I  >.. 

I  I  Opp.         16018;  O21,        34  X    Fiche:  50-000,  OB/09/  33.  QVQH  }  90MtM. 

8208190232    IE    Info   Notice    B2-40,      »D«f  icl  eneiu  n    in    Pri^aru    C«nt«  liima.a 
Electrical    Penotratlorl   Assemblies.  "    3vc    list    «nc) 
JORDAM.E.t.        Division    of   Enalncuring    «,    Qgallt.)    Afliurance 

Consolidated    Edison  Co.      oF   NDUI   York,     Inc          163nn          I  "iO'to  • 
Fich.:  50-000,02/09/33.6308190233.  PP' 
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!„,„ 


Noticfl    a 

"st  "•=!  "^  °f  ""•*'"'•»"  valve,  to 


:  so-000, 


'"60:153 


Consolidate,,    Edison 

' 


^^1  ......  - 

9     t    QuaUt       Asiur.nc. 


11300049   Ack    recelpt    „, 


r 
3.  BH/I  1/34,821,350049 


—8211170283 


c 

JACKSON,  J.O.,     CDNNQR,W.  B 
("b,.     Df   Raytheon    Co    , 


^^ 

B{«  . 

Service    CQ1- 
" 


emergent!/    f,    fire 


tion   plans 


B210040060   Generic    Ltr    B"-    17 

applicant,!,    holder,    »*   CPi    P."    *    Er'V""*011    """"*  =   fr 
recrements    of    10CFf?30   34(t™«,    S^  "C"    "'^••n 

s^Voep^:^:;:nprrra "-  u-p:nrcfrii13  au"its  - 
^'"n.s-.:' «« ^"" ;«Lier?:in'-,*"'i2'2'-  _. ^.aliMt 


:  30-000, 


B2I007001? 


tn    .  ,  ,     ,. 


8210390105)  Generlc  Ltr 


8210390236  Informs  that 


6208190230    IE    Info   Notice   S2- 
Transition   Cone   Oirth    iJBld 
*   SVC    liat   encl 


E1SENHUT,  [I.  0.        tjffu, 


ln    Upper    S"B|1     tg 
ator    at    Opiating 


"Welds    in  Hain  Cantro! 


ion.,el    „ 

•»  - 


»,,        ; 

BUTTON,  0.        C80Pflla    p^r    Co         nny?    , 

" 


n   of    In3p,E,a 


B2™c?Hca!Eponf°  N°tiCS   G2-"°'     "Dof'' 

JORDAN,  E  I         "f*^»tton  As  somb  1  j  B9.  "   f 

c          ,.";•       "'vision   of    Engineering 

(Ti,(.      ei   »         ^    EdiSDn   Co.     of   Neiu   Vn^i 

F*ch,:  50-000,  S2/09/23,  0208190232. 

6311150957  Advite5    lhat  Ri,  „   ....    _       . 


n=        •      „     P'       "*9ion  3, 
"eoroia  Pouar   Co        2ou 
BaiM50557.  PP' 


tJ   rt""""".       M/W/K 
M3"'       '5930:019.      m 


K  - 

Fit  he:  30-000,62/10/11. 


"6211150573  Ack    receipt   of    NRC  8i»7i«    ,,      . 

rt   utit    performance   at    tacinn*      MIJ,    tranBnii tting    8ALP  i-spt 
evaluation.  "'"BE.util   hat    no   comments    on 

^'oirector'^lp01"^^.  Jf/08/31'      LEWIS,  R.  C.      RoBion  3, 
""""  '  "-c^4.       24X    Fiche:  30-000,02/10/14, 
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«ll!505B3  Forwards    BALP    Hepta    50-321 /8S-10.  50-366/92-19.  30-424/92-14   b 
50-425/82-14    for    Jill     1900-June     1791. 

LEWIS.  R.C,        Division    of    Project    ti   Resident    Program!,        03/07/19. 
KELLY, RJ.       Georgia   Power   CD,       3pp.        1*062:235.       24X 
Fichu:  50-000,  02/10/14,  021 1190557. 

-6311190596   SALP    Kepta    50-331 /G2-I0.  50-366/B2-1S,  50-424/92-14    J, 
50-425/03-14    for    Jul    1900-June    19BI, Overall    performance 
acceptable. 

*     Region   2,     Office    of    Director.        92/07/19,        23pp,        16062:227,       34X 
FicM :  90-000,  B2/ 10/1 4.  02111110557, 

63I11S0310   Fnruiards     IE    InBp    ReptS    Q0~ 424/82-2 3   t,    50-425/02-23   an 
B20928-IQ0''  No   noncomp  1  lane  e   noted, 

DANCE, H.C,      Diviaion    of    Project    (•  Ilosident    Programs,      S2/10/20. 
KEILV.R   J.       Georgia    Pouier    Co.        2pp.         16057:006,        24X 
flclic  30-434,  BS/ 10/30-  B21 1 150510, 

-6211150513    IE     Inap    Repts    50-424/92-23    t,    50-425/03-23  on   920920-1001.  No 

noncnmpliance  noted. Major  areas  inspectod : 1 icensee  action  on 
previous  enforcement  ma  tters.  const  prngre  5s,  steel  structures 
f  supports  It  inspector  folloiiiup  items. 

HLEINSQRQE,  U.  P,  ,     LIU,  W.  C.  ,     BLAKE,  J.  J.        Division    of  Engineering   f. 

Technical    Programs,       02/10/15.        I  Op  p.       16057:000.  24  X 
Fich  1:50-424.83/10/20,  0211150510. 

B308190339   IE    Info   Notice    82-41,     "Failure   of    Safety/Relief  Valveu   to 
Cfin   at    BUR.  "    Svc     lint    encl. 

JORDAN,  E.  L.       Division    of    Engineering    &  Quality    Assurance.      03/10/iJ2. 
Consolidated   Edison  Co.     of  Neiu   York.     Inc.        110pp.       15960:153.      24X 
FlcHe:  50-000,  02/10/23.  9200190239. 

B!OSl°Oa4B    IE    Info    Notice    B2--43.     "Deficiencies    in   LWH   Air    Filtration/ 
Ventilation   flija.  "   Hvc    list    encl. 

JORDAN,  E.  L.       Division   of    Erin  liiBor  Ing    &   Quality    Assurance.      0S/11/16. 
Consolidated    Edison  Co,     of  New   York,     Inc.        lllpp,       16171:233.      i!4X 
Fiche:  50-000,  02/1 1/16.  0a001'70240. 

E30S1°0253   IE    Info   Notice    82-43,     "PWfl   Lou  Temp   OvRrprelsure 
Protection."    Svc    Mat    encl. 

JORDAN.e.  L.       Division    of    Engineering    t   Quality   Assurance.       B2/M/19, 
Consolidated    Eilisun    Co.      of   Noiu    Vork,     Inc.        93pp,        16232:278.       24X 
Flche:  50-000,  £12/1 1/19,  8208190253. 


92102600BB   Generic    Ltr    B3-20    to    all    power    reactor     licensee! 
holders   t,   applicanti    for    CP   re    guidance    for     imp  lenient  I  fig 
SRP   rule   Forwards   NUREG-0906  WREC    to    be   used    as     interim 
measure   until    Reg   Guide    1.70   revised    Svc    list    entl 
E1SEHHOT,  D.  0.        Division   of   Licensing         B3/IO/Z6  Consr 

Edison   Co      of    Nsu   Yort.     Inc.       9pp.        15993   295.        24« 
Fichs: 50-000.  03/10/36, B31026008S 


6211160540   Henuests    support    for    review   of    "Studies     of    Postulated 
Millet   Fault"    for    facilities. 

YOUHOBLOOD,  B.  J.       Liceosing    Branch    1         82/11/04.        1.EAR.  G         Mijdn 
t   Oeotechnical    Engineering    Branch         Ip.        16121' 325         24* 
Fi che:  50-424,  92/11/04,621  1160540 


B2M 160199  Inform!  of  compliance 
B20506  Itr  t.  Generic  Ltr  Bl-01: 
Testing  1  Audit  Personnel.  "  Site  proc 
to  incorporate  Reg  Guide  1 .  58,  Cos  i  t  i  o 
DUTTOtJ.D.  Georgia  Pouer  Co.  82/11/1 
Licensing.  2pp.  16092.133.  24«Fic 


Reg    Guide     1     146     in    respons 
Qualification   of     Insp.Eiarr 


C.  5.6,7.6    ',    10 

ElSEfJHUT.D   0         Division    of 
50-424,  82 /I  1/1  2:  321  II  601  S>9 


9211190271    ForiuariJs    "Rept    on   Seismograph    Surveys    Conducted    in    Bainiucll, 
Aiken   d   Allendale   Counties.  BC.  AKC-26657   '.    1/2   Seismic 
Survey,  Savannah   River   Plant   Bedrock    Haste   Storaoe.  " 

DUTTON.D.       Georgia   Pouer    Co.       32/11/12.       ElSEfJHUT.DO         Division    of 
Licensing.        Ip.        16149.091.       24X   Fiche    50-424.  02/  1  1  /  13, 


—8211190232   Harkei(-up    "Rept    on   Seismograph    Surveys    Condurted!     in 
Qarnuell.Ai  ken   >,   Allendale   Counties.  SC   AXC»26i-57    >-    1/2 
Seismic   Survey,  Savannah    River    Plant    Bedrock    Waste    Storage    " 
W/10   oversiie    charts   encl. 

JACKSON.  J.  fl.  .  CONNQH.W.B..  FINN.R.  S.  Seismograph  Service  C 
(subs,  of  Raytheon  Co.).  82/11/12  99pp  1A149  OB2.  34X 
Fiche;  50-424,82/11/12,0211190271. 


T.     Security,    medical, 


rgencij    >j    fire    protection 


B21Q04006B   Ganeric    Ltr   BS-17    to    all    pouer   reactor     licensees   !. 
applicants   !i    holders    of   CPs   re    inconsistency    between 
requirements    of    10CFH50.  541 1)    t   STS    For    performing    audits    of 
Emergency    preparedness   programs. Svc    list   encl. 

EIBEHHUT.D.  G.        Division    of   Licensing.        02/10/01  CcnsoU-d. 

Edison   Co.     of    Heu   York.     Inc.        llpp.        16002:269.        24* 
Fie  he:  50-000,  62/10/01,9210040068. 


S.    Reportable    occurroncos,     LERs   (•    related    correspondence 

8211040009  PNO-II-B2-1I5:  on    021021    (.  22,  12  contractor   amp  1  ogees   mere 
arrested   by    iherlff   of    Burke  CountyiOA   on   variety    of 
drug-related    charges    involving    marijuana,  cocaine   fc  Vallum. 
MCGUIRE.D.R.  .     LEWIS,  H.  C.       flogion   2,     Office    of   Director.       02/10/22. 
2pp.      15926:218,       24X   Fi  c  he:  50-424,  02/10/22.  001 1040009, 

B211140262  Part    21    ropt    re    potential    defect    in   component   of  DSRV  or  DBIi 
itandbij    dleiol    generator.  Problem   cilsts  u/ engine    piston 
•Urt   casting    uhlih    could    result    In    enoine    nonavailability. 
DYeR.R.E,       Transamerlca    DoiBvai,     lncL      02/10/20.  Director's 


cDYCR,  ,i.L.,          ik^flinrdriiBrii-a     uEr»<ivd&.      AMI..         w,   - 

Office,    Office   of    Inspoction  and    Enforcemon t 
Fltht;  50-000,  B2/10/2B,  BH1 1 160262 


2pp. 


B211I70360   Interim  dtfUiency    rent   re    apparent    undetectahle    failure   in 
Wejtinghouie    solid    state    protection    sus.  Ini  tlal  ly   reported 
on  B20B27.fielay    tost   procedure    modified    to    include   checks 
for   proper   positioning    of    pushbutton    tent    switch. 

FOSTER,  D.  D.  Georgia  Power  Co.  FOSTER,  D,  0.  Southern  Co.  Services, 
Inc.  Ba/ll/OB,  O'lJEILLY,  J.  P.  Region  2.  Office  of  Director.  4pp. 
16105:219.  24X  Fiche:  50-424,02/11/00,0211170360. 


Bparator  Eiaminatlona 


6210130019  Generic   Ltr   B2-1B    to   all    power   reactor   applicants 
licenme!    re    reactor    operator   &    senior   reactor   operator 
"qualification    eiams.  Advi  *e*    that    e«ams   bagin  at    facility 


after  021001.  Swc    list   encl. 
EISEMHUTi  D,  0.       Division    of   Licensing.       B2/10/1S. 
EdUon  Co.    of    New  York,     Inc.       15pp.       16002:234. 
Ffch*:  30-000,  02/10/13,6210130019. 


24X 


Coniolidated 


DOCKET  50-423  ALVIN  W.     VQOTLE  NUCLEAR   PLANT.     UNIT  2 

*•    Applieation/constructlon    stage    documents   &    correspondence 

8211040220  Foruardi    info   re   Savannah   River  Plant   fei.mlc   '1';*Uctton 
lines,  p*r  Mill»t   Fault    ttudu  S2091-1  meeting    in  Detheida,  110. 
W/o  «ncl. 

MICHN1UK.D,       Bachtel    Corp.       03/10/20-       IBRAHIM,  A.  K.      NRC  -  No 
Oit4ll.it  Affiliation  Given.       Ip.       15962:091.       24X 
Fiche:  50-424,  82/10/20,  021 1060230. 


B2I0070019   Generic    Ltr   B2-21    to    all    licensees    (.   applicants    of    nurie 
power   reactors    re   Tech    Specs    for    fire    protection    audits. 
Forwards    guidance   discussing    general     scope    h   describing 
elements    to   be    included    in  audit. Svc    list   end. 

E1SENHUT,D   G         Division    of    Licensing.        82/lO/Od.  Cnn  sol  I  da  t  pd 

Edison   Co.     of    New   York.     Inc         19pp         15993:339.        24* 
FicJie:  50-000,  S2/10/06,  6210070019. 

B210290109  Generic   Ltr  S2-23   to  all    licensees    t  applicants   re 
inconsistency    betueen   requirements    of     IOCFR73.  40  (g  >    !-    STS 
for    performing   audits    of    safeguards    contingency    plans 
(security   plan). Svc    list    end. 

EIBENHUT.DO.        Division   of   Licensing.        82/1O/3O  Consol  i  da  ttd 

Edison   Co.     of    Mew   Vort •     Inc.       0pp.        15973:319.        24X 
Fie  he: 50-000,  92/10/30,6310290108 


H.    General    correspondence 


ogical 


0210290226   Informs    that   position    of    general    manager. Oft   t    t 
health    treated    to    eipand    managerial     Involvement     in   O.A    & 
radiological    safety    program.  Info  will    be  re f I ec ted    in 
upcoming   amend    to  Chapter    17   to  PSAR. 

BUTTON.  0        Georgia   Pouier    Co.       02/10/25.       EISENHUT.I)   C.        Office    of 
Nuclear   Reactor   Reoulation,    Director.        2pp.        15S53   282.        24X 
Fiche:  50-424,  02/10/25,6210290226. 

0,     Inspection   reports,     IE   Bulletins   t,    correspondence 

9209190220  IE  Info  Notice  B2-37.  "Cracfc ing  in  Upper  Shell  to 
Transition  Cone  Girth  Meld  of  Steam  Generator  at  Operating 
PHH.  ''  Svc  list  encl.  „„,., 

JORDAN.E  Division  of  Engineering  t.  Quality  Assurance.  32/09/16. 
Consolidated  Edison  Co.  of  Neu  Vork.  Inc.  105pp.  13<?30:O01.  24X 
Flche:  50-000,  03/09/16,9209190220. 

B200190222    IE    Info   Notice    92-34,  Revision    I,     "Weldia     in   Main   Control 
Panels    "  Svc    list   encl. 
JQHDAN.E  L        Division  of   Engineering    t,  Quality    Assurance.       B2/09/17 

Consolid.t.i   Edison   Co,     nfHeuiYork.     Inc.        107pp.         15995.185.       24X 
Ficht:  90-000,  92/09/17,a20Sl-?0222. 

9209190229   IE   Info  Notice   83-39.     "Svc   Degradation    of    Thiclt  Wall 
SUInless  Bti»l   Heclrculation  8ys   Piping  at   EUR   Plant.  " 

JORDAM.EL         Division   Of    Engineering    &   Quality    Assurance.        93/09/21. 
Consolidated  Edison  Co.     ofN.uYork.     Inc.       86pp.       Ic=OI7;09B.       2:-)X 
Fiche:  50-000,  02/09/21,  3208190229. 
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.n.o1(ut.d  E-      c0 

F,  tUt.  50-000,  Mrt)9/az. 


S211I50S57   Advisee     that    SA 

%^~" 

Q'FfEILLV,  J   p          O..J,.,,    ., 
G^raia    P.uer     co         5pp 
B21I13Q357  PP 


. 

PP          151«°:019. 


Dir'<tor 

SIX   Fi  cj,  B:  50-000,  82/10/14, 


-HMrtM,  J.   T  <J»nrnij     c 

Offjt.    Of    Oirectnr          r  C°         H2/OB/31 

san, 50557  tor       lp       '*o«:a=4       2ax 


;  so-000.  a 


""gin"  U. 


IE  !„,„  „„,,„  M 

r  •Df;i.::;'0r-' 


info  Not« 


:  50-000, 


R.p.rt..,,    occurrence,,     LEfis    &    p.|lt>(1    CDrrosootid 

._ w    uurrcsppr»dpncc 


:?.s/  ;  :  B»  ""-"""s.1" 

GOlfiE.D  p.,    U™?"RT         :  iJ''""'"  * 


:HH:Sr^?H/:-^ 


i's.W""!      •-" 


6210130019  Generic    Ltr   B2-1B   to 


... 


Division 


RESEARCH   REACTOR 


8210070015   Generic    Ltr    sa-lo    ,. 

-b.iu.i  of  copies  of  d«u«n;:i"" 

»J{»    •'   <Brta(n    locust.    to    b.t 


EISHJHUT.  D.  G. 


FLOAT IN8   NUCLEAR   PLrtNT 


8209210027  eenerie 


:orrospondence 
>"«    re   NUREO-0737 


•*-»- 


0210260083   Oonerlc    Ltr    B2   an    t. 

'-        ° 


1 


r;:  ::.i""" 


teEls 


«]«    facility 

-i  u"i:f;BntB 

-000,82/1  1/10, 


g    recent    teats 

B3/ii/i°- 

;315'       24X 
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ijinl,     *n*itf«MHj    '•    '  I  '  r    |)  mini   1  1  Oil    plniii 


V      Operator   Eliminations 


OenHi'K     II'1    I'-     I'     l"    ""     tn»J»f    r»tt(  lor     llcvntiBg    (. 
"inollc«nt«    ''    hiildBr"    "'    !:|'"    '  "     "  ......  «l9Uiiiy    b«luo»n 

rtijiiJ  r»mt  'il«     "e     IHCIItnil    -Mltl    f.    IIT'i    fin     |i*r  fiirml  i\y    audit!    of 
.n«rg«niU    M'0|ifl''i.ilinM.    punji'flR.    !lvi     11*1    am  I 

FIBKIJIIUFi  I)   »          [11  vial  in.    ii  f    I   I.  <r  !»  I  i>u          IU/  10/01  C  mi  in  I  I  da  t  I'd 

Ed  I  ion   Co      »f    N»w    V,,i»,      In.  II  Mr  IMHI.J    1'lltl         !MX 

rich,  no  (Km-  luf/in.")!,  iiyKiiMfiiif.il 


0310130019  Generic   Ltr  82-19   to  nil    pouior   reactor   applicants   ^ 
llcrnieet    ra    reactor    operator    t    senior    reactor    operotor 
rsqua  1 1  f  Icati  on   t  lama.  Advi  ses    that    eiams   begin  at    facility 
after   Q2100I    9vc    list    end. 

EIGENIIUT.D   0.        Division    of    Licensing.        02/10/13.  Conso  1  ida  tvtl 

trillion    Co.     of    Mum   Yorki     I  nc         I5pp          16002:231.        21X 
("lefts:  30-000,  03/10/13,3210130019. 


0»n»i  1 1     It"'    I'"'    "-''     l"    i '  I     lli«i.«e»«     '•    «|ipllr«iUt    o*    miile 
j.i'    r»#iUM'»    .•«     T..I.    'tjioi*    fi..'     fn-»    ftinUi  1 1  nil    itiullU 
Koru*i'!l«    gifldniiio    ii  I  m  "»i  i  ti«    qunnral    .inpe    ''    ileni  i' I  Ii  Ing 
,|i*tnti    in    lie     in.   li.il.iil     n.    du.lt  I.    Hv.      ll"l    *m   I 

F/IfimilUTi  II  <J         lllvHlu"    «f    I  l<  on«  n.o,         IJ.'/IO/I'/!  Ciniiiil  lilrt  tuil 

Ediioi.  Cn     "'   t'tu  Vtivi,     I  in         r'iu.        inv-/;i   ;MII       ;>ix 

Flcht1  !)('•  01)11.  Hi! /1 0/1).',,  M,;u>/>/iFI!l'' 

aiOyJOKIII   (JBMBI-I.     lit     It.'    -'I    lit    nil     Hi  mmm    '-    d|i|.h.  JinU    re 
IntnniMU'i.ij     Ii*  (i-'HDt>    ,  B.I, n  .  .ni.nl  .    i.  f     tiM'MtM    HOIU>    »,lilil 
for   inrfni'i-iliia    dinlila    uf     «i  f  cgnn.  ill     i  mil  1*19  mil  y    (ilnin 
(l.cni'lti;    ()]4ii)     livr      I  ml     Bin  I 

rlGHIMUr.  II   I)          nivlilitii    »t    Itimnmo          |.,V|(i/:ni  Cinnnllilflti.il 

KJlton   Co      tif    N»u    Vint.      In.  II|>|>  li'Jvl    ,114         i-'flK 

' 


Adjudli  fltiH'n 


DOCKET    50-rt3Cl   BCLLEFONTE   NUCtEAH    PLANT,     UNIT     1 

A,     Appl  ication/con*  true  t  ion    stage    documents    Si    correspondent  e 

(UM1030Q70   tlniUBnU    addl    info   re     fracture    toughness.   InFa    required    b  i| 
H302SH    to    continue    revit'iu   of   FSAI1 

AOENSAM,  E.  0,        L|can«ing    Branch    t.        R2/IO/25.       PAHRIS.H.  G         TE  rmea  t. 
Viillmi    Authority.        311pp.        159!(.:001.        2flX    F  I  clit-    fiO-inR,  OS/ID/  P!i. 
(tat  1030970 

FiaiOBAOOait   Oennric    Ltr    1)2-20    tn    ,1  1  1    poujer    reactor    1  I  censo  ye,  pernii  t 
liiildcra    1    applicants    for    CP   re    guidance    fur     implementing 
lilin    rulo.  F-'oruarda    NUREO-OTO6.  NUflEG    to    tie    used    a=     interim 
mon»ure    until    Tteg    Ouiilo    1.70   ro  vised    Svc     li^t    enr.  I 

riiifWIIUT.  D.  0         Diviolun    of    Licensing.        EI2/1O/26.  Consol  id.i  li'd 

K(Jl»ori   Co,     of    Nou   Vnrk.     Inc.       9pp.        15793.  293         34X 
Tiche:  atJ-000,  TO/  l()/2i,  02102^0090. 


i'ilo.     «i1»tnlLini     III-B    iittlll     II-'IIIV  (in     rummuilon    In    ail    In 
rivUM   fll  Ml    Ml'-    '-    />!  'Ml    ''H1' 

novi.K-  ,*  i:      nrfiiB  ..'   if*  'ininmiij  "'  lho  i'nm"i"» 

Comiil»tliiN«i-»          l|i         I'.U-i'i     ni         ^'1"    Iliiio  SO   -I'l/.U;-'/ 


I  10^0336   Forwards    responses    to    Quest  Ion*    32O    1    t    32O   3     in   NHC    fU'WOI 
Itr    ru    production    cost   analysis    !<    lot.il    opDratin^i     costr. 
MIlig.L     M         Tonrmaaue   V.illeij   Au  thor  i  ti).        02/11/03         ADENE5AM.E. 
l.|»n*ing    Hraneh    4.        l^PP          lAOOfc'  253         24K    Fich.  .  30-430.  H2/I  I/Oil. 


rtl  Atl    f.ll?.    I-    .M  AM    f.MV 
tlJ         llffnu    i.'     Hi"    Cor 
l  .....  or.  In          ICilf,  t    ,'- 


i  pl«i  V    i,l     Mm    CiimninflU.il         11^' 

•I  rMl       I      |l    IIP       '5H      IM/.IUVIl/l'J 


(I      llitp«(Ui.n    i  oimi'tt.      II      llnllMiii*    '•    i  i"  v»»(HMm*in 


rrflniiUi.il  ttfiuft    uifUi    Holt)    ii'    !ll.«a"i   IIBIIPI  nl  in    at.    MinM-nt  ing 
['UK    "    llvi     lit  l     *...  I 

JlllirtAM,  I          tlt.jiiiuii    i<l    i.ijii.E u    t    (limlllu    rtaniii'fliii.«         ll-'/OWIn 

llnniol  ldit.nl    l.illg.ni   I'.,      n*   f(*w    Veil,      ln>          H^V         H'^IO  001         J4! 
Mlht:  fl(l    IHilti  ll.!;i.V^l/..  l>-1MIII'*il-V'll 

nEOIMVtiyt1;1    II      Infn    Niill<«    liy    ;n.Hnvl«tmi    l»     "M»li1»     in    Hrtln    Cl 
I'jKllll     "     !ivl       I  I  Hi     pin    I 
JtHlIMN,  I     [  llivmi.ni    nf    I  u(iH.«  *'  1'ig     I.    IlLrtllly    Atttirmut 

Fitfio  so -mm,  itrv d1/,' i .'.  ti.!niit>.'(i,.vv 

OEOtllVftyyy   it,    li.ri.  llnlnB   IU'  ;w.     "livi    H»9i-*ii*ition   of   TMti   H»ll 
iltnlnUit   ni»»1   HB<  H  i  nUUiitt  tl«»  I'lpti'O  tfl   llWtt  I'Unl   " 
live    lilt    «iu  I  n.tjimyn 

JdBUAN.  ii   I  HlvimiKi    >if    (ii4tii#»flii«    '-    lli.oMty    Aitur*nt»         "„         ,^1 

ConinlliUUd    lilionn    Ii.       "f    N*M    tni't,      I"'  '"'PP          IW*!''   (lv"         "a* 

f'lth.    !)0   IIIH).  KH/tlV/HI.!'-'')!!!'.'^-'-'1^ 


OBOnivni'tM    It:    tiif»   Nutiiw    II,'   ;*H.     "Cii*i»jt    l»  Mir^l    fc  OUtribuHon   lluo 
'or    IK  llulUl  uit.Ciri  i.lar.    t    lufn   H»lli»«    "    !wf     Htl    *ncl. 
DEVfil/NO.H  C         llifi-ilcr  '»    llffui*.    il?fu«   (if    In»p#itlon   and 
fcnfoft.«n»ni        )^'/i|V/t'.;  (u.m.l  ni*l*(!  Mil  •»'!  Co     »fN«uVort.    I1"1 

' 


F    Urn 
Elsclrltsl    I'unm 
JmtDftll,!-;  I,         Div 
Caniolid«t«il    K 
Fieh*i  90-000. 


IE   Info  Hot  if  •   BU'-tl,    "l*ll»«'»  o' 

Op«n  «t  HUH   "   Hvc    list,   «ncl 


!  '•'  V*Ui»   to 


Ft  edt.  90-000. 


IE    Info  Nolir.    HM-.^I.     -Otricli«l»«    in   LHR  Mr   Filtration/ 
VtntiUUon   llv«    "    Mwt.     lltt    »ticl  oa/M/lc. 

JOHDAN-E  I,        Divmun    Of    I.i,in.i.'iti9    i   Qu-litV   *"UMB"V|.  933       Wit 

Con.oluntotf   em..m   Co      «fll»«V.irl.     Inc.        HIPP        161/L^J' 
Ficht:SO~000.  OK/II/ift.  fl» 


8a«3W3S3   IK    Info   Nnllti    03-49,     "PW«   L-aw  Toop   Ov*rpf«nur« 
llon    ••    Btf(.    1(%t    ell(;] 

.E  L,  Dlvi.ion  of  ffii|ini>rin|  *  *"» 
olitf.tetf  EJiton  Co  ufN»wVorl.  Int. 
30-000. 


J'tliaOST/   Roqiietts    summarg    description    of    relevant     Invest  ijali  v» 
progrjims  fc    Interim  miiasurea   devised    for   dealing    ui/  listed 
iini'Diolvcd    lafolil    15'juoi 

AIH-NSAM.E   0         I  1C  I'd*  inj    Itranch    1         0^/11/0:1.        F'AIJIMS.H    G.        Teiui 
vl.ll'.'l    Author  it^         ^pp.        16064:130.        MX   Flch.    M-4nH,  B=/l  I/O3. 


f)BH090l31»   Notifies    that    response    to    naiOQB    request    for     .nd.ll     inf 
(•"A"  uill    l>o    provided    bi|    tillOaSF.l 
'  M        Tonnosxie   Vd  11  eij    Authority         Eia/M/Ofl.        AnrNEirtM.f. 

BDr.n"h4.        Ip.        ^03:  H33.        H4X    F  ich,.  SO-MB.  02/1  I  /O1. 


(i;'HOV032a   Forwards    rO  =  pon9t.    to    Oiieutinn    310     13   re     dollar     estimat 
liou    Of    la«B»    pail    '"   St"'"    °'    AL    d"D     tn    l"tnt111"    nf 
«-    o»timatDi    of    portion    of    amounta    paid     to 


B.  . 

in      BrIn"!I    4.        4pp.         IA006M37.        MX    F,chB     30-438,  <*/  U  /« 


-'HCW246   Forwnrdi    revised    responso    to    QuoBtion   ^10   7   re    chango 
'g,birn«l    layout    per   NHC   020903    requeat   nriDinal    renpnnsc 

n  O!!T!!".I.M   Vallt«  Authoritg.       HB/ll/M.       ADENSrtM,  F£ 
Ur.nch    4.       6Pp.       14220  '343.       =4X    F,  En.  :  90--MG. 


F      3ecuriti|,    mndical,    omerflenc.j^    fire    P1'"*^*^^^* 

enBrlc    Ltr   02-17    to    all    pouer   rMctjir    1  ie«n»»  t< 
llMnti   b    hplder.    of   CP5   ro    Incon.  1  stenc  ij    b.twetn 
ulri-MnU    of    IOCFFI50.  94(  t)    t   STS   For    porfprmtng    aud  i  *•   a 

' 


,„ 

Edi»on   CO.     Of    Neui   Yort-     Inc.        1  1pp.         16003.  ^QB.         ^.IX 
Fiche:  30-000.  62/10/01.  8310040060. 

0310070017  Oenerlc    Ltr   B2-21    to   all    lie»»M    &  .ppliMnti    of 
pD°0r   rwctoTi   n,   TBCH   Specs    for    Fire    protect^.,    ...4    t  » 
Forwards    ouldance   dt«u«mg    gtnoral    scopo    fc   doacribinn 

i"vi:i«  i;  "»».K  «/;s™.    c«..,i 

«  of    He«  york,     I^.       J'PP-        19W3:  338.        24X 

Fi<h»:  80-000,  32/10/06,0210070019. 

ntric    Ltr   02-23   to    oil    licensees    S.  appHcanl*   t-s 
ncn    ut«      i.t^en   r.qulrem.nt,   of    IOCFR73.  4O(a  I    fa    BTB 
For    performing    audits   of    safeguards    contingency    plans 


.  . 

E    Uon   CO      OF    N«u   YOP*.     'nc.        Bpp.        19993:319.        34X 
Flch«:  50-000.  e2/IO/nO,S210290IOB. 
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3211110394   *,„„,*.    to 


r  »  :  *™:"'"  ••<- 

"Adiul.     for    SB<llJOIJflh    fc    Qrnu|[]s 


Inipectlon    r»n 


9209190330    IE    Info   NotjCB    B3-37 
rran.itiDn    COM    8(pt(,    WB7*    ;"• 

SvC     list    •«!. 

,  E.        Civilian    nf    Pn^ 
« 


Upper    She])     to 
or    at   Operatl° 


.che:  50-000,  B2/OWIS. 


'°5plJ 


BS/09/tfi 


....... 


IE    ,„,„    Mntlce 


^ 


'- 


nF0  Notice  aa-«,    ..D,fi    .       . 

/•sr^jr.^K11-^5"""'"-^ 

,jittll    M1.«   C°Q'    E»  ?»>    «•   0U-lit«   *„„„„„        S/, 


BWR.  -     Svc     ](st  %nej 

°l' 


^^ 


" 


Acit  retei  t 


t-EMIS   R 


WX 


6211150597  Forward,  TE  Intn 


»'«n .™  ;••"««'•  for  ,i. 

'    - »!" ™       ' 


tf    related    C( 


d  fina,  j..,  , 

:t:  ;     -i 
-•   .'. 


«  ll  ••  cflntPDll.d  d0ium.ntN?t  ffl 
MILLS.L.M.  r.nnM.eB  vll?^  ^^" 
RJB  on  S,  o-fi,.  Bt  oir,  or  a  P 

rich...  flo~ooo,  ea/n/04,ssn?M2oaPP' 


-  ..... 


030207   «„ 


^  ass,-- 


-       O'BEILLV,  J.  P. 

:  02S'     a"x 
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P2I1100421  Fir»t    interim   deficiency    rept    re    installation   af 
(liitfllantDue    itructural    steel,  Initially   reported    on  831009. 
anai  w/ ins  if  equate    fabrication/installation    to   bo    reviewed, 
UDrk,d  or   rewgrfced.No.t    rept   due    bij    030231. 

H1LL6, L   M        Tennessee    Valley    Authority,        02/11/05.       0 'REILLV,  J.  P. 
o.nlon   a,    Office    of    Director.        3pp.         16020:023,        24* 
F,J|,,:SO-«e.  03/11  /OS,  B3t  1100121. 


nte 


S3 11 390500   So co 

in  Linitorque  no  tor  cperatcrs  Iriit 
Llmitorque  initiated  corrective  at 
sent  bij  B30526 

MILLS, L.H.  Tennessee  valley  fluihc 
Region  2,  Office  of  Director  2pp 
Fiche:  50-000,  B2/ 1 1  /  IB.  G21 13TO580 


'Jeit    rept 
02/11/10 


631HQ0426  Seventh    interim    deficiency    reut  re    tolerance    for    tubular 
",teel   cab1'    tray    hangars.  Initially    imported    on   010716. Adifl 
rpUted   deri.   iori'-'os    discovered    Ne»'.    rept    eipeqtpd    6y 
830317. 

HILLS'  L  H       Tennesoeq   Valley   Authority.       03/11/05.      O'lfEILLV,  J.  P 
flejion   Si    Office    of    Director.         lp.         16028:016.        34X 
Fictio   50-43B.  B2/ 11/03,  021  1 1O0426. 


B2112903B3   Second    interim   rept 
during    ace  iden  t.  Ini  t  ial  ly    re 

Nsit    rept    eipected    by    930119 
HILLS.  L   M        Tennessee   Valley   Auth 
Region   2.    Office    of   3iroctor         Ep 
Fiche1  50-439:  B2/  1  1  /  19.  831  129030:! 


ilefi 

ted    c 


6211220264  Second    interim    rept   re    dPfitiencies    In  GA  Co    implementation 
of  OA  program    for    radiation  monitoring    cquipiriont,  Initially 
reported   on  Q20024,  QA  CD    proposed    corrective   actions  uil] 
tr  evaluated.  No  it    rept    due   by    030111, 

HILLS.L   M        Tennessee    Valley    Authority.       B2/11/09,       O'REILLY- J.  P. 
B.gion   2,    Office    of    Director.        2pp.         16164:357.        24X 
Fiche:  30-438,  02/1 1/09,  021 122O364. 

3311170332  Tenth    interim   deficiency    ropt   re   GA   breakdown    for    fillet 
uildi    in   safety-related    sys.  Ini  t  ifll  1  y    reported    on  000507,  NF1C 
1563  written    to   di  spoil  t  ion    Inaccessible  uielda.  NBI  t   rept 
uill   bo   submitted    by    030023. 

HILLS-L.H.        Tennessee    Valley    Authority.        B2/I1/10.       O'REILLY,  J.  P. 
fl(glon   2,     Office    of    Director.        3pp.         16105:320.        SAX 
Fichu:  50-433,  62/1 1/10,  021  1 170332. 


V.     Operator   Eiaminations 


Q21013C019   Gene 
licen 

reqoal if icati  on    eia 
after   321001.  Svc    li 
EISENHUT, D   G         Divi 
Edison   Co.     of    Neu   Vort,     Inc         ISpp 
Fiche'  50-ODO.  fla/10/13,  62101  3001^ 


B2USa0196  First    interim   deficiency    rept   re   undcrdosigned    snubher   on 
main  feeduiater    piping    In    valve    room  D,  Initially    reported    on 
B31013.  Analijs  is    complete    &   undergoing    documental  ion.  Not  t 
rept  uill    be    submitted    by    (J30223, 

MILLS.L.H       Tcnneaaue    Valley   Authority.       FJ3/I1/IO.       O'REILLY,  J,  P. 
fifjion  2,    Office   of   Director.       2pp.        16160:003.       34X 
Fiche:  50-430,  03/1 1/10,  821 1230196, 

B311220257  Fifth    Interim   doficlency    rept   re    improper   dimensional 
contact    for    impeller    shaft   &  restriction   slaove   reactor 
toolant  pump    1PIA2.  Initially   reported    on  010917. Shaft 
rtpairsd   t   impollar    roturneii    to    site.  Part   21    applicable, 
HILLS.L,  M,        TenneasBO    Valley    Authority,        02/11/10.       O'REILLY,  J.  P, 
Region  2,    Office    of   Director.       2pp,        16165:201.       24X 
Fiche:  50-i)3B,  02/11/10,8211220237. 

8211330073  First    interim   deficiency    rept   re   routing    of  makeup    tank 
outlet    lines.  Initially    reported    on  BH101S.  Methods    of  venting 
pump   suction    lines    being    evslun ted. Ne  1 1   rep t    oipDctod    by 
830323. 

HILLS.L. M.       Tannossee   Valley   Authority.       09/11/13.      O'REILLY.  J.  P, 
Region  a.    Office    of   Director.       Spp,        16193:330,       24X 
Fichu:  50-430,  82/11/12,031  1230073. 

821ID30lae  Third    Interim   deficiency    rept   re   nonionforming    qualiflcatir 
of  BHR/DHR   sump    valve    room,  Inl  t  la  1  ly    reported    on  B30422. 
Util   considering    dasign    enhancements    for  valve  rooms    in    Form 
of  leak   monitoring    sys    per   8R.P    6.  2,  4.  Not   rept   due  930224. 
KILLS.L.M,       Tennessee   Valley   Authority.      Q2/11/15,      O'REILLY,  J.  P. 
Rsgton  2,    Office    of   Director.        lp.       16193:047.       34X 
Fiche:  SO-000,  82/11/15,  0311330120. 

B3U230331   Fifth    interim   deficiency    rept    re    seismic    support   lug*  on 
a-inch   or    less    stainless    steel    pipe,  Ini  tial  ly   reported   on 
OI1E24.  Design    modified.  No    sugaring    reported    on    lug    lupport 

mocliup*.fje*t    rept   mill    be    sent    bu   B30425.  

MILL3,L,M.       Tennessee   Vallsy  Authority.      B3/11/16.      Q'REILLV,  J.  P. 
Rssion  2.    Office    of   Dirsc  tor.       2pp.       16193:242,       34X 
Fiche:  30-433,  B2/1 1/16.  931  1330331. 

8311230308  Seventh    interim   deficiency    rept  re    Dt-W  nonconsecutive 
analii.is    Of   neutron    flun.  Initiallu   reported    on  001105.  Vendor 

luomiUed   by    830533.  Also    reported    per   Part    21.  

MILLS.L.M.       Tennessee   Valley  Authority.      B2/11/16.      O'REILLVr  J.  P. 
Re3Ion  2,    Office    of   Director.       2pp.        16193:205.       24X 
Fich»:30~43B,  82/11/16,3311330308. 

8311230036  Second    interim   deficiency    rept  re    evaluation   »JJ'lan!>B 
joints.  Initially    reported    on  830601.  Flanged    joint!    for  ANS 
safety   Class    2  &  3  alternate  analysis    piping    sya   not 
qualified. Next   rept   expected   by    030434, 
MILLS,  L.M.       Tennessee   Valley  Authority.       03/11/17. 
"•lion  3,    Offlc.    of   Director.       2pp.       16196:255.       24X 
FIth»:  30-438,  83/11/17,8311330036. 


O'REILLY,  J. 


B2  1290346  Eighth    interim   deficiency    rept   re    failure   »r  m.in   steam 
lines   due    to    main   feeduater   overfill.  Initially   reported   on 
S00319.Bteam    Hn».    can  withstand    overfill    event.  Me»t  r.pt 
w  11    be    submitted    by    B30328.Also   reportable    per   P 
MIUL8,L.M,       Tennessee   Valley   Authority.      82/11/1S 
Btglon  2,    Office    of    Director.       3pp.       16336:140.       2 
Fiche:  50-438,  02/1  1  /IS,  821  1390546. 


B311030570  Requests    add  I    info   re    fracture    toughness    Info    required 
030228   to   continue    ravieu    of   FSrtR. 

ADENSAH.E.G.  Licensing  Branch  -1  02/10/25  PARfirS,  H  a  ronii 
Valley  Authority  23uP-  IS916  001  2JX  Fietie  50- -1.13.  fi2/  lO/.T 
G21 1030570. 

6210360088   Generic    Ltr   92-20    to    all    pouer    redC'or     I  nensees,  permi 
holders    (-   applitants    for    CP   re    guidance    for     implementing 
SRP    rule.Foruards    NJf!EC-0906   NUREG    to    be    ui,ej   ,ia     interim 
measure    until    Reg    Guide    1.70   revised    Svc     list    end 
EISENHUT.DG         Division    of    Licensing         aa/ 10/26  Cunso  1  ids  t  I 

Erft*on   Co.     of    NBU   VorV.     Inc.       9pe         1 5993' 295        ZHf 
Fie  he -50-000.  02/10/26,  S2102tOOS9 


8211090336   Foruards    responses    to    Qui'stir.i 

MILIS.L.M.  Tennessee  Valley  Authority 
Licensing  Branch  fl.  l2pP  1600d. ?53 
B21 1090336. 


24X    Fichu    SO-439.B2/I  l/0:>. 


B31I  120557   Requests    sumnary    description    nf    relevant    ir.ve*  114*  n  VL 
programs    !•    inberiia   measures    devised    for    dealing    u/listed 
unresolved    safety    issues. 

ADENSAH.E.G.        Licensing    Branch    4        02/11/03        PARfflS.H    G        Tpnnes-. 
Valley    Authority.       3pp         16064-130.        3'1X   Fiche   50-W9,  62/11 /03- 
B2I1120557. 

3211090131'   Notifies    that    responses    to    B2102S    request    for    atiil     11(0    » 
F9AR   will    be    provided    by    930228. 

CilLLS.L   K        Tennessee    Valley   Authority         05/11/O4.        ADEfJSftM.E 
Licensing    Branch    4.        lp.        16003   253         W    Fiche    30-438,03/11/04. 
821  1090139. 

8211090323   Forwards    response    to   Question    310.   13   re    dollar    estimates 
lieu   of    tflies    paid    to   State   of    AL   due    to    location    of 
facility   4   estimates   of   portion    of    amounts    paid     to 
aDOrooriate    govt    agencies    per   820903    Itr 

MILLSlL   M        Tennessee   Valley   Authority.        Q2/11/O5        ADENSArt,  E 
Licensing    Branch    4.       4pp.         16006    137         24*    Fief...  30-43B.  83/11 /03. 
8311090333. 

8211290246   Forwards    revised    response    to    Question   310.7    re    change*    ti 
eiternal    layout    per   NRC   020903    request.  Orig inal    response 

MILLS***!!        Tennessee   Valley   Authority         82/11/23.        ADEN5AH.E. 
Llceniino   Branch    4.       6pp.        16320.345.        24X    F.clnr  50-43EJ.  B2/J 1 /23. 
8211390246, 

F.     Security,    medical,     emergency    t    f  ire^protec  tion^p  lans 

S21004006B   Oeneric    Ltr   82-17    to    all    power   reactor    licensees   b 
applicants   t<    holders    of   CPs   re    inconsistency    between 
requirements    of    10CFR50.  54( t)    t    STS    for    performing    audits   of 
emergency   preparedness   programs. Svc    list   end. 

EISEMHUT.  0  G         Division   of    Licensing.        83/1O/01.  Consol Ida  ted 

Edison  Co.    of    Neu  fork.     Inc.       llpp.       16002:269.       24X 
Flehe:  50-000.  83/10/0!.  B21004006B. 


-       .  v     ,  p 
O'REILLY,  J.  P. 


DOCKETED  ITEMS 


lf     ;;-    £V-?1    (o    jll    lit.nnn    i,   jpplicanti    of    nuclea 
->    ri,-*    ujfti    fjr    ^ir»    protection   audit* 
•    ii,:.iiir.j    3,",r*l     iccpt    1   tfocrioing 

:.,!.!=-.    =«    Lit, n. in,        G2/10/06  Corsal.dated 

*-    <-•'       •'•:         IVj;         15573    339        34)t 


t:    jll    nc«r>itt«    J   jpplicantt    r 
ir.-,M(1    of    10CFR73   40(j)    (,   SIS 


tr,j        G3/10/30  Consolidated 


itcuritu 


.      ;,"       ,(     "     '"          "'""         lt""*5    °'5        ^*   Firm    50-000,33/11/03, 

"'•     '"'•     ''' •  -~"t' -JT-'.^t»l-''^'i  itrl-'c'"9    '"   IJPP"    ShB'1    '° 


'';»";     '-^U.'.";;'!'    ei!"34'S"'»»n    I-     ""eld5    ,„   Maln   Contfo, 


16017-099. 


-n»:"  ;;r^^  e-nt.m-.nt 

?:;litj*»"»«..  B3/o 

'ni:'        1ISPO'        15930:019. 


,„ 


--8311190410    IE    Imp    fiepti    90-43B /f)2-2.'t    ft    30 -•  <nV/[J.7-a;i    r.n    1120719  -m 
Noncompliante    noted: fal lur*     to    fol  low  procudui-n    P<ir    plnmUhu 
!.  performln)    ln»ps  i  controlling    Imp    dcic  umonta  1 1  on    f, 
inadequate    investigation    qf     gonoric    .innur  tn 
OIRAHD.E.H.,     ECOfJQMOS.N.       Divlilon    0P    EnginMrln       t.     r.efcn. 


!    """""«« 


8211080165   Fifth    1    t 

sn*?y  K  ::i5|[i  r'i'""""^*.:'.!;™;^^1?!'  '"- 
s;te!n;r«;«^ 

""..ion  5,    ofn""'"'   Val!«y  AntborTIJ       OBln^?"""^'- 

""»-»Wte(j;0?,la;,ts£b168rp-    ?i*"«.I./ol«x("(rBII-Lv 

9311100202   Third    int 

-»' 


VflJ1 


6211100481   Pint    <nt      , 

S»«'""I:i 


to 


DOCKETED  ITEMS 


It  Hi  i  PHI  <;    r  op  L    re    till  crnut  e    for    luuulnr 
II10/IC,   Arlill 


«11IIOO«A   Btvinlh     intfli-M    defliieniy    rap  I    re     liiUffli 
,,l   c.bli    tr-'J    ''"'"J"'1     li>lll*llY    <'»iMirlad     im   (IK)1/ 
r.llHd   Jt'lc  !«"*  !•»    ill«i  iivnviiil    No. I     i-wpl    ».|>pit,ud 


030317. 


Fit 


1  tiiixn  tun    Va  I  Icy    Authi 
|]f  f  H  e    11  f    Illi'"'   li»  lp 

4:111,  IIK'/II/<I:I,II..'I  ui'iH,1'! 


III  r  o  lid     I  lit  HI  ini    I  p|il     rv    ilnf  If  I  Din  IP«     In    CA    ()n    I  m\>  I  Rfniinlill  I  nil 
"ti' Oh  "projmro    '""    i-Jitiamni    mini  I  tin  log    wi|ii  I  piimn  I     hilllnllij 
rtoorltif  on   irwOIUM   >ll\   i:u    pi  <tf>nipd    .  tn  rn  1 1  we    ni  linns  uil  I 
l(,Mlu4t.d.Ht«l    rapt    Hut    l.g    II-KUII 
(IJUflil    N         r»nn#*«*«    Vrtllow    Au  l.hni- 1 1  g         IU/11/OV         II  'III  Ill.V.  ,M', 

nit  ion';,1,   liffic*  of  i)ii'*i  mi'       -'IIP        i''ic,<i   :m/       yix 
FUh»:  30->:ill,  ll^/  1 1  /"I1'- 1'-  >  I  "'-'i'-1'''" 


V.    Operator  Eliminations 


OH101300I9   Ooiiflric    Ltr    E12-1EI    to    all    power    reactor    applicants   t< 
llcansoot   re    reactor   onerotor   t    senior   reactor   oner-ntor 
mqunl  t  f  (cation    emma.  Advi  &es    that    eiamE   lieijin    at     Facility 
.ifter    R2IOOI.  Svc     list    end. 

EIBEWUr.U.  0.        Diviiinn    of   Licensing.        03/10/12.  Consolidate 

FtifUon    to,     of    Mou,   Vurl,     Inc.        15pp.        16002-234.        24X 
riche;  SO-000,  02/10/12, 02I0130011/. 


DUCKET    SO-'HO   PEHRV   NUCLEAH   POWER    PLANT,     UNIT     1 

A,    App  1  icnl  ion/construct  ion    '.t.-igo    documents   f-    torre  5  pandenc  e 


B)III70:i:W    runlh 


rl"   ilu  '  1 1  ism  <l    ivpl    ID   «A   tii-unl  (hiuti    fur    fillet 

u .-.--.  alal1     "*•»     Inlllnllg     i' until- led    nil    Illlll^l}/   NfIC 

IfiS'ut-llUii    tii    ilni'inlll'ilt    Him  >  P**lhlp  uplilt   Np«l    rnpl 


tllLl.D.l,  M  l'»nnmn«»  VslluiJ  An  tint 
H()  loll  i',  Nff  H  a  nf  tin  o-  I  IT  ipp 
FUM:  !)[)-1.'!ll,  H.1,1 1  I /III.  H^'l  I  I  /O  M-' 


i'/UCIO         D'linil.Y,  J   I1 


naOr«!10027   Gcnoric    Ltv    02- 1  i    tn    all    PWD     Iiceri5ees    TO    NUHEO-0737     Tistli 
EIpucJ,  Honucst  5    revlnui   of    Tech    Hpecs    to    detecminp    c  ons  i  B  Icncij 
uj/gul  dance    pr  ovidod.  For1    I  leniG   ui/devi.iti  uns,  nmi'ml     to     licenoe 
required.  U/o    slatod    cncls.Gvc    1  ist   em  1 

EIQENHUT,  D.  0.        Divlsicin    of    Licencing         EI2/O9/20.  Cunso  1  i  da  trd 

t'diinn    Co.     of    NBUI   Vork:     Inc.        15pp          I  r>'!30     110.        S'JX 
Fichcr DO-000,  03/09/30. 0209210027. 


BJI1MOIW,   ttril     MHnt  t«»    ili'li  IUIH  <i    fwi"  t    '  »    itndoi  <Iu>  I  qliud    mnilibwi1    on 
fjin  fimtunlur    piping    Hi    vnl^n    r  .....  «   It    Inlllfllly    ropnrled    on 
OJ10i;i   Analu«ia     inifploto     '•     .....  lo>-i)iilnlj     dm  iimmM  a  I  i  mi    IJ«  r  t 
rtptulll    I'V     nHimlUtiil    !»;    II  hi,:,1  I 

MIUIJ.  L   M         TiMiimoiBe    V«  1  !>,,    (1iMI.ni'  It  -j         lly/l  I/HI         II  'III.  II  I,  V.  J   IV 
Higian   U>    (rffluw    ti  f    IH>«i   Im  .'|)|>  I'-1MI    NO  I         ,"IX 

Fled*.  90  'Ol-  Iti-Vl  I  /III.  Hi-1  1  I,  '.'HI'"- 


r»l    niUi'lo   (1*Hil*mu    i'p|il    n>    vimllH"    (if 

nutlet    lint  i     hilUallv    voiiiiited    DH   M.'KIln  llHtlindo    (if   vnnllna 
pu*p   lurllnri    llnnu    Itniriq    «wnl.i(it« 
030:W,'I 
HIU.li,l.  II.       IPMII#II««    y«llp«   Aittl 


l    f  up  I    B.iimlod 

IL'/ll/U!        ll'IICtll.V. 


fttjlon  i!, 


(if    IM  i  in.  l 


I 


Third    liil»rliii   ilndilon.g    .upl    ID    inmc  nnf  turaliij)    i|ii*l  I  Mn 
Of  Nlirt/PIKI    lufiu     vnlvc    riHim     lolllnllu     roimrlPil    On    liaOiaa. 
Utll   comider  iiiu    ilnniitu    «nh<«itt  mumlt     fm    vfllvn    I-IHIM.    in    form 
a(   Isflt   mgni  torlnu    qg«    i>"i     Mil1    ft   ^   "    Nml    ispl    il«»    HiH^'«M 
MIU.II,  I.,  M.        Unite.  «*«    Valley    Ai.Uu.iMij         llt'/ll/lM         O'llCIl  I.Y,  J,  I1 

ntjlnn  a.   llffne   .if   IIMP-  i.nr        IP        Uii^.i  (H/       ;M* 
(•'ichB.flo  'ono,  iiy/i  i/ri.iui  iy:«iii.'ii 

ai1E;Wa;il    nflli    i«l«riM   ilefi.isn'ij    i»pt    «"    %*n«M'    «Mp(inrl    lugt    » 
a-lnch   or    l«it    «tninl<i«ii    il#*l    pl|>«    ImlMllv    rupurUd    un 
aiisai,  lUilon    mrtJifiwil    H«    Mi«»i'H>«    I'opntlKil    on    li>g    tuppui'l 
nocJopt.  M*il    eg  |U   will    l>«    soul    lig    n.KH^ti 

HM.LO.  I,.  H        T#nh*if««    U*l  leg   Anthurltv        fW/l  l/l/i        11'HlilU.V.  ,1  > 
R«dlan  3,    llfficn    itf    tMrm.  tot         W(i|» 


I!L'09 1 50l>ft:i   FOIA    renoofit    for    ilocuments    r  pi  cased    unitor    FOIA    oa-397.  )  i  !,t 
i:f    documonts    released    under   FDIA   H2-rjo:i   (.    il  at  umenUs    ro 
dl  Fferencpi    in    facility    dpsign    nr    const    of    Units     1    't    3 
WATT,  B   I..       llhio    Cititens    for    HeaponsHilo    Energy.         H2/IO/01 
FELTPN,  J,  M,        Division    of    Rules    and    Hecords          lp          l(>inf>    H07          :!13; 
I'lche;  30-140,  OS/  10/01,  S3011  ^0063. 

n^U030067   Foruarda    requost    for    c  lari  f  i  lation    '^   adill     info     rp   (Irt     1  j  B  t 
contflincd    in    Section   332   of   Amends   0    (.    9    In    TKAIi    aeheiluU* 
for    responio    reqoootod    luilhin    S    dags. 

BCHWENCEI1.A,  Licencing  II ranch  3.  B2/ 10/19.  DAVIUFflN,  I),  li 
Clovsland  Electric  Illuminating  Co.  1pp.  I  Sf«i4  :tf;i)  r?flX 
Flche:  30-lflO,  03/1 0/  I?,  Eta  I  lOQOOfcV 


Siubmlts    application    fee    for    extension   of     co 
(fait 

DAVIfJEJON.  D.  II.        CluveLind    Klcctrif     Illuminating    Cn. 
DIOOS.O.       Licenso    FOB   MrtnJigomen  I'    Branch.        lp          IS'JSA 
("I  clio:  110-140,  Oa/10/aDif3SllOfl0006. 


nst     conip  1  o  b  i  on 
03/ 10/25 


Forunrdd    "I'nrrij   Nuclear   I'ouor   Plant   Equipment    Qualification 
Ruvioiii  l-l»t    Indei.  " 

DAVIDBQN.D,  R         Clovolnml    Flpctrir     1 1 J  uinin.il  in  j   to,        EIS/LO/2S. 
fiCIIHItNCER,  A.       Liccniing    Branch    2.       lp.       15^2^.2117        31 X 
Flche:  50-140.  03/10/35.  B2 1 1O100M. 

-Oail0100l6   "Perrg   Nucloar   Pnucr    Plant    Equipment   8u.il  i  Flefllinn    Itevieu 
Llit    Indei    " 

«      CUvtUnd    Electric    1 1  1  umi  nat  ing    Co         G2/IO/L'D         133pp. 
.        2«   Flche:  SO-110.  BLV 10/29,  B2I  1040011. 


]2llE30;lOIMl«v«iith    inl«rlfli    dd*l.l«ni;y    rspt   r«    Dill   nnnniii»»i:utlvii 
•n«lgili    of    n»i,lron    Mix     luilinllv    reporting  tin   (101)09  V»n(|iii> 
iulimltt«il   bu    I),'i0n»'.'l  Aim    mpiirlfd    put    Cart    *'l 

HILLBa.H.       T*nn»»»««   ValUy   Anllnn-ily        (la/11/16        (I'HFill-l.V,  J  I' 
Hijlon  Si    (Iffits    of    (lirmlnr        tfpp         Uiiv;t   t'(l!)        i'^X 


331  133003(1  lltconrf    Inlsrin   rti.fiti»n(.g   r«pt  re    »v*limllwn  of   fltnou 
jotnlf,  luitUllv   i-«pi.rl*il   in*  HiXKiOl   M*nj»U    joint*   '«<•  AH" 
6«f»tg  cUn    U   b   3   *lt«rn«L*   niMl«ill    (UpHio    «g«    riot 
1«*HM«d,Nitil    r«pl    «ip«<;Uil   by    (l,'IO<ti!4  ... 

HlUa.L.H,       TIIUI.HX   V*ll»y   Ai.U-orlly        (W/ll/17.       tl'HEIU-V.  J  ' 
Itglon  S.    (lff|c«   of  Dimcliir,      ;'p|t        t6!9/>  Bfl!).      H*X 


UMS90B4b  eighth    ini*riA   d.fui.nty    i-tpt   r*    f«n»ir»    of  main    utonm 
lln«i  dug   u   n*ln   f«»d«atet'   ovnrflll    Initially   report*.)  on 
800319,  at  »•»>    litios   c»n  witlul*.iil   iwtrnM    «v»"l   «•>*  pl'tt 
Will    bt    tubnil  tt«d    by   (130:WI  Al»n    c*piic(*«l*    ?»•"    p*"rlrta'    ,.,  .,     ,  p 
"ILLB.L.H       rt-rmSMSs  Valley  Authnritv       83/H/lO-      0'fllTILLY.  J  f. 
"•(Ion   a,    Hffle,    uf    Ulfflttiir        Upp         IAMA:  110.       H^X 


3211390300  O.eond    inUrin  d»/ui*nci|   r«pt  r*    ihi»r»d   «?t»f  'tnl 
In  Llnltoriiut    motor    opera  tort    Initial  I  y   ftportBd    on  020030 
Unltorqun    Initutid    eorrtctlv*    action*  N«»t    rspt   will    0* 
i»nt  by  B3Q92&  „_,.,  u 

NIUB.L .  H,      Tvnnvttea  V*l  l»n  Au  tho? I  ty       03/11/10.      0'RSH.tY. 
"•lion  a,    OrMct    of   Dlrsfltor        2pp         16331:348.       S4X 
F(th»:  90-000,  B2/II/IB.  Bat  IHTO380 


HM3T03U  flictnri    Inttrift   r.pV   r.    4t»tei|iKi|    1"   undBr 
during    •ecldflnt,  Inl  t  l«l  1«    r.porUd    on   BB0727.  C«U»BI! 


r»viitd. 


or.  a,    Offtc«   o*   DtrerUf.      2PP 
FIch»:30-43a.  B3/1  1/19.  BB1  ISWPHP 


16220: 


386 


DOCKETED  ITEMS 


6211150233 


load    Paths 


e  pages   to    recommendations    in  draft 
<j   Section    2   3.  2    "Load 


Section   2.  3    1, 

Handling    Proc  erfurEi    " 

DftVIDSnu,  0    R         Cleveland    Electric    1  1  luminat  ing   Co.       B3/11/OB. 

SCrWENCEfi.A         Licensing    Branch    2.       3pp         16055:  113.       24X 

Flche.  50-440,  62/1  1  /OB,  321  1  1  502B3 


8211310404   Notification    of    BS1122   meeting   u/util    in   Bethesda.MD    to 
flucun    safety    relief    valve   no-test    proposal. 

Licensing    Branch    2        S2/11/I5.        SCHWENCEfi,  ft.       Licensing 
nch    2         3pp          16230107.       24X   Fichej  50-440,  82/1  1/15, 


B21I230I61    Forwards    nonpropristarij    acdl    info    supporting    util    position 
that    Kuosfieng    safety    relief   valvp    test    data    confirms    that 
conservative    design    of   Marfc    111    containment    for    hydrodynamic 
1  sads    f-    plant-unique    tests    not    required 

DAVIDSON,  D.  R         Cleveland    Electric    II  1  umina  t  ing   Co.       B2/11/17. 
SCt:;-IEtJCER,A         Licensing    Branch    2.       43pp.       16190:120        24X 
Fiche    50-440,  B2/1  1  /  1  7,  G2I  1230161 


D      NSC    Draft/Final    Em 


itdl    Statements,     suppls   >,.   correspondence 


3211150069   Responds     to   FOIA    request    for    CRAC    t,   CRAGS   analyses   !.    record' 

documents    listed    Ln    app 

FELTOri.  J   M         Division    of    Rules    and   Records.        62/10/Oi.       CURRAN,  D 
Harmon    »,   He  I  5  i         3pp         1409?   251         24X   Fich  e    50-000,  B2/10/OI, 
S21  1  I  50069 


--82111500B4    Forwards    Accident   Evaluation   Branch    schedule    for    evacuatli 
parameter     inputs    re    EIS    risk    analyses. 

PC.SEDAG.W.        Accident   Evaluation   Dranch         B1/08/1B.       PAOANO,  F.  G. 
Emergency    Preparedness    Licensing   Dr    (after    801119   see    I*E).       2pp. 
16099   258.        24X    Fiche    50-000,  93/10/01.  B2!  !  150069. 


E      NfiC    Safety    Evaluatu 


sort    ISEfil.     suppls    &   correspondence 


8210E9010B   Generic    Ltr    E2-23    to    all     llconoeoii    &   applicants   rt 
Inconsistency    between    rnul  remonts    of    10CFR  73.  40<g  >    I,   STS 
for  performing   audits   of    safeguards    contingency    plan* 
(jecurlty  plan).  Bvc    list    end. 

EISENHUT,  D.  0.        Division    of   Licennliuj.        02/1  O/LK).  Conmli jj|,, 

Edlion   Co.     of    Neu   Vork,     Inc         Dpp.        13';93::)I9,        24X 
Fichs:  50-000,  H2/10/30,  6210290100. 

0311110178  Foruarda    suir.manj    of  G21006   omergoncij    |iroparedness  eitd- 
Bethesda.MD.  Attention    directed     to    ertiergontij     plan  "    ' 

def Icienclej.  Hsvlslon    1    to   pl.in    ahuuld   lie    aubmlttoij   by 
B3011S. 

BCHWEf)CEH,fl  Licnnning  fl ranch  2.  lin/1 1/0.1.  DAVIDSON,  D.  R. 
Cleveland  Electric  Illuminating  Co.  3pp.  lr.(M!5;062.  24X 
Fiche:  50-440,  02/11/03,  021 !  1 10170. 

8211330331    Confirms    021115    lolcnn    on   Canf  irnu)  fcnrij    ISDUE   36   re   3--   , 
rating    for    gi|pium   malli.Ul,    evaluation   will     b«    performed    to 
duttrinine   configuration    d  i  f  formic  ea    bctuiecn     two   uall    designi 
to  demonstrate   3-n    fro   ratino    fnr    fncilitij    cloaign. 
DAVIDSOHi  D.  B.        Clave  land    ttlaclrlc     1 11  umln.it  1  nij    Cn.       02/11/14 
SCHWENCER-.rt.       LlconGlng    Rranch    K,        lp.        lei  I  OS:  01 1.       241! 
Fiche.  50-440^  33/  !  1/16,  "21 IH3033  I- 


G.     Ad  judicatorij    corrospondonco 


Q211150379   Third    set    of    inlevroga  tor  1  PIS    iii/rcqucnts    for    products- 
documents.  Proof    of    Svc    end. 

HILTiD,  D.  Sunflower  Alllflnce.  Ull.f,  I)  D  Wilt,  D.  0.  82/09/:: 
Office  of  the  Eiecutive  Legal  Di  rector.  7p  p ,  IftOSb'Oll.  Sit 
Fie  he -30-440,  B2/09/30,  f)21  115O;J79. 


8211030330   Motion    tu    strike    util    fjgiOl1)    anauinr    tn   (111   Citiiens   f 
neiponsiblo  Enorgij    (OClif;)    reply    to  NHC  '.*  applicant   responiej 
to   BCRE   motion    for    luave    to    flic    CoiilvnUonii    I!l-36.Util 
did   not   receive    [lormi  si  Ion    for    f  i  1 1  ny  ,  M/(!or  t  i  f  icate   of  Svc. 
HtATT.S.  L,       Ohio   Citiiena    for    HoopontHile    Knortjij.       02/10/25. 
Atomic    Safety    and    Licensing   Hoard    I'mn-l.        i1U(l          15909:266.      2 
Flche.  30-440,  SB/ 10/23,  Oyi  10n()3iIO. 


&21IO1009i,   Requests    add]     info    re    BER   Section    13   3.2.2   concerning   TM1 
Action    Plan     I  tern    I    C    1    Ltr    dtd    B2090B    incorrectlij    requested 
ini'o   on    SER    Confirnatory     Issue    21    Unresolved    issue   luill    be 
added     iin    Section     !     9.  Info    eippcted    by    9301 1 S. 
SChUENCER.A         Licensing    Branch    2        S2/10/05.       DAVIDSON.  D   R. 
Cleveland   Electric     1 1  lunina  t  ing    Co        2pp         [5394:119        24X 
Fiche    SO-41C,  B2/LO/OS.82110100B6 


&211O90166   Foruards     info    in    response    to    SER   Confirmatory    Issue    27   re 
scram    discharge    vol     level    monitoring    sys.W/thrse    overtiie 
drauingi   Aperture    cards   arc   available    in   PDfi 

DAVIDSON,]}   R         Cleveland    Electric    Illuminating   Co.       B2/10/25. 
SCHWENCEH.A         Licensing    Branch    2        4pp.       16004:042        24X 
Fiche    50-440.  B3/1O/25.  BE  1  1090166. 


1    Forwards     request    for   addl    info   re    BER   Outstanding    ISSUE    12, 
it  tial  lon/rermination   of  ESF  Sijs   "    Response  on 

Licensing    Dranch    3.       B2/11/04,       DAVIDSON,  D,  fi. 
lee  trie     Illuminating    Co        6pp.        16067: 318.       2flX 


B21I030361    Reply    opposing    Oil   Cltlioim    for   l!ou  pnna  It)  1  c   Energy    lOCf 
H3102S  motion    to    atrlkc    util    anauior    to   [KHI;    ropiij    to  NRC  & 
util    response    to  GCIIE  motion    far    lonvo    to    f  i  1  u   Contentions 
2!   -  26,Corti  fic.ito    of  Qvc    encl, 

BII.DERO.J.E.       Cleveland    Electric     Illuminating    Cn.       SrLBERU.J.E 
Shau,    Pittman,    Potts   fc   Troubr  1  ifge.      H2/UV3V.  Atomic   Safltj 

Licensing    Doard    Panol.        flpp.        I  S'WMiOO         i.MX   f-'lche:  S0-440r62/i 
82 1 103036 1 


B21 1010196   ndviiei    that   NliC    ulll     not    voluntarily    ansuier   anij   of   W 
Citlteni    for    Retfionaiblo    iTnergy    (KQ'n'J    Siilli    not    of 
interrogatorl  01   ncquauli    cither    bnyund    ocnpe    of   hydrogen 
control    contention   or   uialois. 

CUTCHIN.J.H.  Huarlng  Rrnnch  fl  US/tQ/K't.  MJATTiS.  U,  OMoCitin 
for  Responsible  Enorgy.  L!pp  ISfHi/:  HM.  24X  Ficha:  50-440, 6S/12  •: 
6211010198. 


Q211010219  Kotlon   for    summary   dienanltlon  nf    Isaue   3  re    Inadequitt  '*' 
Ho  genuine   Inuo   of   null    fncl    uiiala   f.  NfiC    ontltled    to 
favorable  die iaion.  Statement   of    matl    facts    a  a    to  uhich    thert 
is  no   oenuinD    iiiuo    enc  I ,  Certl  f  I  rato   of  five    urict, 
CUrCHIN,J.M,       HBaring   Dranch    4.       [)3/ 1  i)/;.?.  Atomic   Safety  »n: 

Licenilnj  Hoard  Panel,       4pp.       1  5BA7:  326.       2-1X  Ficho:  50-440.B3/1C''- 
5211010219. 


—821 1010222  Affidavit    of  JE  Konli  I  tn  b  CC  VIII  1  tarns   supporting  NBC 
for   summary    disposition   of    Issue   3.  Imp    program  proved  QA 
const   program  t  const   practices    Improvod    substantial  ly.  Cam* 
under  previous    program  flccep  tab  IB,  Curti  f  I  cnte   of  Svc    encl. 
KQNKLIN,  J.E,  ,    WILLIAMS,  C.C        Division  of    t'roject   t<  Resident 
Programs.        02/10/22.       7pp.        I5f\(i7:  y.iO.       »4X    Fiche    30-440  " 
8211010319. 


8211020398  Requests    end   FR   Gtead    orinlnal    affidavit   be    *ub*titul»* 
Photocopy    In   applicant  821019  amended    anauor    to 
Intrrrooatory    13  of   Sunflouor   Alliance   second    sot   of 
interrogator  I  et.  Related   eorrespondanc  e. 

SILDEHO,J,E.       Shaw,    Pittman,    Potts   t.   TrpuibridgB.      BILBERC.J.E 
Cleveland  Electric    Illuminating    Co.       fl5/lO/S1.  Docketing!" 

Services   Branch,       2pp,       1SBB7;  I  10,       24X  Fie  ho:  50-410,  33/10/11- 
6211020398. 


8211020S77  Aniuer    to   BH0713   fifth    out   of    IntBrraoatoriea.  Certili  =  '"r 
Svc   «ncl.  Related   corretpontfence. 

W(LLMORE,fi.L.       Clevslantf   Electric    II  lumin«t  Ing  Co.      WILLHOfiE.R- 1 
8hau,    Pittmsn,    Pott*   &  TroiubrtdgB,       92/10/39.  Ohio  Citi""*  *S, 

Responsible  En«rgu.       48pp,       19080:157,      H4X    Fiche:  90M40. SB/KM™' 
B21 1020577. 

B211020385  Ansuen    to   B20930  third    let    of    int  srrogatoriei.  Cirti  H«J 
of  Bve    tncl. R«iat«if   cori-«»pond§nc«. 

SILBERO.J.E.       Cleveland  Electric    Illumln»tlng   Cn.      SILBERO-  J.  E     ' 
Shau,    Pittman,    Potts   tTroubridge.      BB/10/29.  BunfloudP  AMI' 

39pp.       13aBB:S05.      24X  Fich*:  50-440.  82/10/29,  B31I0309SS. 
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—  B21  1090aaa   Ansuer    to    Sunflouer    Alliance   021019    reply    brief    to    NRC   !. 
Util    ansuiors    to   Bunflouier   motion    to    submit    add!     contention 
on    ihift    rotation    No    support    eilsts    for    Sunflomer 
untlmellnaas    argument.  Ccrti  f  i  tate    of    Svc     encl. 

BlLDEHOi  J.  E.        Cleveland    Electric     Illuminating    Co.        SILQEFJG,  JE. 
Slia-jj,     Pittman.     Potts    S-    Trouibr  idge.        82/11/04.  fttomic    Safeti,    and 

Llcenilng    Bdaril    Panel         5pp.        I6006i0i33         24X    Fiche    5O-44Q, 


EiailO?043'7   Forward*    RL   Farrell    t-    EH   Duiielli     original    affidavit    to    h 
Included     in    util    921029    answers    to    Sunflower    Alliance    third 
Ucl    of    interrogatories    !•    to   OK   Citnens    for    Responsible 


|]?110a015'j   Motion    for    su^arij    disposition   of     Issue    4   No    genuine     .ssi.e 
of   rnatl     fact    e.ists    >,   NRC    entitled    to    favorable    dec.sion 
Qt«t*n>nt    of    niatl     facts    as    to    uh.ch    there    ,s    no    genume 

E^:^"^'^^'  •«  -:•  ^s«;i,» 


IJLnCH.P.D. 


(i;Mll0020fl  Mot  ion  for  •«•*" 
LOC/i.No  genulna  laauo  of 
f*vor»bl»  ilacision. 


.  ASLD    ^..tion.    to    -til 
iling    dir.ct    te5timQny 
tomi?    Safetg    and    Lic.n.inq 
ric    1  1  Iumin.tin9    Co.        6pp. 


-. 
Licensing  Hoard  Panel- 

uaiuooaoi, 


ULT,D.D. 

16057^  " 


P     Issue    9    re    unrecoverah  1  IF 
l    t,    NRC    .ntitl.d    to 

Atomic    Safety    ana  .  llirl 
4X   Fiche    50-440,  GZ/M  /<«• 


i,*«*»«H»«   0" 
lit"   ••»   -»ll(; 

cn«i»*«  « 
«n,  Mitt  »•  tl 


_ 
C° 

puh* 
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DOCKETED  ITEMS 


— 9211160254   Affidavit    of   CR   Mickey    t   HE  Fiorav»nte    supporting    NRC   motion 
tar    lummirg    diipontion    of    Issue    7.  flinfoulJng    will    not 
thritttn    ate    operation    of   plant. Prof   qualifications    (. 

Ctrti/icate    of    Svc    encl. 

HICXEV.C   "         Environmental    Engineering   Branch.       FIORAVANTE,  N.  E. 

Au.iliary    Si;itimi    Branch         S2/1I/12         15pp.        16006:144.       34 X 

Ficht    50-440,82/11/13,0311140251 


6211150274   Eighth    let    of    I  n  te  rroga  tor  i  et.  Cert  if  ica  te    oF   Bvc    end. 

HIATT.S    L        Ohio    Cituens     For   Responsible    Energy.        B2/11/I2, 
CUveland    Electric     Illuminating    Co         4pp.        16137:340.       24X 
Fiene    50-440,  03/11/12.  B211IBO274 


62H1B0277   Update    to   820625    answer*    to    second    set    of    interrogatories. 
Svc    lilt    »ncl    Related    correspondence. 

SILBERG.JE         Cleveland    Electric    Illuminating    Co.       S1LBERQ,  J.  E. 
Sn*v.     Pittman,     Potts    >,    Troubndge        32/11/13.       HIATT,  S.       Ohio 
Cituens    for    Htsponnole    Energy.       3pp.        16140:345.       24X 
Fiche    50-440.  32/11/12,3211  [B0377 


9211160396   MemoriaHnes    S21110   telcon   u/flSLB.  NRC,  ut  i  1,  Sunflower 
Alliance    t,   OH   Citiiens    for    Responsible    Ener  gy .  Suh  js 

discovery    Svc     list    encl    Related    correspondence 
S1LBERG.JE         Shau,     Pittman.    Po  t  ts   J,    Trawbr  idoe.       SILDERG.JE 
Cleveland   Electric     Illuminating    Co         B3/J1/I2        BLOCH,  P,  D    , 
VLIHE.J   B    .     SHDW.F   J        Atomic    Safety    and   Licensing    Ooard    Panel 
16141    2S9        24K    Ficlie    50-440. 82/11/13,6211  1B0396 


0.     Inspection   report!,     IE  Bulletins   &   correspondence 

9308190320  IE  Info  Notice  82-37,  "Cracking  in  Uppor  Shell  to 
Transition  Cone  Olrth  Weld  of  Steam  Generator  at  Ooerjit(nn 
PUR.  "  Bvc  list  incl.  " 

JORDAN.E.  Division  of  Engineering  &  Quality  Assurance  82/Q9/IA 
Coniolidated  Edison  Co,  of  Neiu  Yorl,  Inc.  lOSpp  13930'0(11  ^ 
Fiche: 50-000.  S3/07/16, 8SOB1TO320.  '  rffl* 

Q200190222   IE   Info   Notice   82-34,  Revision  1,     "Held;,    in   Main  Control 
Panels,  "   Svc    list   end.  ' 

JORDAN.E.L.       Division   of    Engineerino    6  Quality   Aaourance        03/09/17 

Consolidated   Edison  Co.     of  New   Vorfc,  Inc.        107po         isaq-i.  101       -,.» 
Fiche:  50-000,  02/09/17,  BaOS190223.  '       ™* 

8203190229    IE    Info   Notice    82-39,     "Svc    Degradation    of    Thict   Wall 
Stjinl&tG   Steel    RHC ircula t ion  Sys   Piping   at    HUR   Plant    " 
Svc    list   encl. 

JQRDAN.E.L.        Division    of    Engineering    (.    Quality    rtuBorancc         Q3/09/PI 

Consolidated   Ediaon   Co.     of  Nem   Vork,     Inc.       S6PP.       16017-093        sal 

Fiche:  50-000,  82/09/31,820017032?.  'oui/.ova.       34X 

B20B190333    IE    Info    Notice    03-3B,     "Change     in   Format    !,    Distribution   Sus 
ror    IE  Bullet  ins,  Circulars   i    Info  Notices.  "    Sve    list   Encl 
DevOUNO,R.C.        Director'*    Office,     Office    of     Inspection    and 
Enforcement.        B2/O9/23.  Conaol  idatcd    Edison    Co,     of    New   York      Tnr 

110pp.        16018:021.        24X    F  i  ctig  :  50-000,  E12/09/33,  0200190233 


6511170340   Mfmorandun   ',   order    denying    Sunflower   Alliance   330910   motion 
to    submit   add  1    contention    on    shift    rotation.  Cri  teria    for 
late    f  1  1  ing    nut   met 

DLQCH.P   B    .     KLINE.  J   R    .     SHON,  F.  J.       Atoimc    Safety    and   Licensing    Donra 
Parel         B2/1I/15  Sunflower    Alliance        3pp.        [fi[03   201         34X 

Fiche    50-440.82/11/15,0211170340 

B2111B0270   Response    to    second    set    of    interrogatories    i,   reouest    for 
production   of    documents    Certificate    of    Svc    encl.  Related 

HIATT.S  L  Ohio  Cituens  for  Responsible  Energy.  83/11/13 
Cleveland  Electric  Illuminating  Co.  23pp.  16140  25H  24X 
F1Che  50-440,  62/11/15,  6311130270. 


V""'?*"    "rtlFi"'"»'    «"   «L8   B21029  me.norandu 
ing     three     late-filed   DH   Cituens    for 

er!"J    CD"te"tlon'    Late-filed    contention,    change 
rocosj    Certificate    of    Svc    encl 

Co.       OLAB6PIEOEL.  H. 


30B190232    IE    Inf0   Notice    82-40,     "Def  ic  i  enc  1.  ,    ir,   Primary    CDntfllnm0nt 
Electrical    Penetration    Assonb  1  i  es.  "    Svc    list    one  1  mrnnni 

Division    of    Engineering    h   Quality    Assurance 


JORDAN.E.  L. 


nMHaf         r 
Consolidated    Ediaon   Co.     of   New   York,     lnc, 

Fiche:  50-000,  03/10/23,  0300170239. 


UOpp 


B3/09/ii2 


nce,        03/10/32 

I396O'153        -'4v 

1X 


SPW*Pdf    IE1Ins"    "•?*•    00-440/03-13   t-    50-fl 

N0    noncompl  lance   noted, 
PAPEHIELLO.C.  J.       Divlsion    of  Emergency    Prop  arednHBO   (,   Operational 
?„"*»»        ^    i      ii~   M«D30N,D.R.       Cleveland    El.ctric      Mum    na     ng 
Co.       3PP,        16131:272,        34X   Fithe:  50-410,  Q3/  1  1  /Ol  ,  021  1  190166. 

8211190167   IE    Insp   Repts    SO-440/S2-I3   t.  30-441/82-13   on   821013-13  Nt, 
noncompliance    notod.  Ma  jor   areas    i  nspuctod  :  mgt    control, 
environ   program    implementation   &  re  suits,  p  lacemet.t    of 
TLDa   (,   review  of   previous    insp    findings 

al/S'M   t'    SC','^™R,M.C.       Region  3,     orflc.    of   Director, 
82/10/26,        3pp,        16151:294.        24X    FI  clie;  50-140,  82/1  1/01,  021  1  190166. 


8211300190   Porusrds    draft    „,.,.„      j 

-ot.on    fo,    "'^r    r^^^SS X    J^^^^'i^   *i1'"« 
B2U23    teUon  Drle5  asfced    to    draft    order    during 


i  831110 
'"ird 


,     SHOM,  F.  J.  , 
4pp. 


11      Antitrust   correspondencf 


6211060479   Requests    resoon,       t      a™ 

"'thin  2  uts    of    Itr  B2QB01    Itr   re    OL  antitrust   review 

TOALSTOU.A   L.        Division    of   E 

n~~  '  Me. OK        fn         i^o»cx.?iS.       62/10/10.       OR^EN.T 

i  it.  un.        ip         159fi5  349        ;jjv    CJ.L.  .  =.   -  "ICEN,  I. 


8211020581    Forb, 


b,ar>    reioon^ 
«'    '"iIUv  Second    138-W   l^Jf^'  <""*  "">*   re  antitrust    review 

s^rv/-1;::;:^,;:^-^-"  '™  -^     Cltt 

° 


£«„,,   analysis   Dan;      utj  TOALSTON, 

fieh,   S0^40.e2/10/25,e21l03058L     Fl"anCe)          "P-        15830:153.        34X 


, 
noncompliance    noted 


Technical 


piping 
obse 


«-  M-441/Ba-ll    on    BZ1011-I3. 
iance    noted.  Major   areas    inipoc  ted:  rnvieu;  of 
ing    suspension    sgs    installation    t,    innp    program  t, 
ervation    of   essential    svc    water    pump    reinsp    4   rework 

'    DD      '       DiUi9l°n    °f  ="»»-"*"•    «•  ^    hnical 


W1UMI9I. 


Fleh.:  30-440, 


' 


Ua''dS    IE.!nap    Ript'    50-440/82-14   i,   90-44t/B2-13  on 
noncompl  lance    noted 

'"^,""1   ?f  DP0^"*  *  ""ld*n*  Programs,      S2/11/10. 

C°'        2PP- 


buHatin 


Inlp*B!!Pi' 
J 


&  30-441/83-13   on   B2  1  02  0-32.  No 
"t-J-IE  circular,   ft 


0n    af  P"J"*   *  ««»«it  Proir.«. 
Fi  che:  30-440,  82/1  1/10,  831  1  390752. 


="•"'«'•*"•    * 


Assurance.       83/11/16. 

a  34x 


^SoiN's:;  ffiie:BR:*'  "PWR  L-  ^  °^° 


Quality  A.surance.       83/11/19. 

*1  Inc-  "• 
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lloportablH    »c  currom:  ea,     LERt   &    minted    cor  roipondanc 


EiaOIJ2W/l    KUA    nnueU    fur    all    preliminary    not  i  f  i  call  on*  ,  pro  1  1  minaru 
nntffitiit  i<m    uf    tnfiMJitardi    utcurroncot    t,   preliminary 
npllf  IcaUun    ap    occurrence    document  v    Fnr    Pacilitlon    Prom 
7*0101  "()UOW7. 

IJAWKK1,  U.  0.         New.    Jlijrald    Wl  1  lough  by,     Oil,        03/09/07,        FELTON,  J 
Dlviiion    uf    I'l'loi    mid    llvcordt.        lp,        13773;  133        24X 
Flrlio;  HO-lflO.  li;i/O'//O7,  Hi.'O 


(E11000I106   HooplilKls    In    nilA    r«qu««t    For    all    preliminary    nnt  I  IM  c  ntlonq, 
pi-ollmlii.iri|    mill  f  Icrttlun    u  f    taPvyuarilt    iiccu  rvunc  n«    I. 
pro  I  Imlnari)    n  »  I  i  F  lea  t  1  on    (if    occurrence    diicumontB    fur 
fflcllllifia    frnm    /CiOllll  -(HJOV07,  Uoeumcnlt    in    UP  DR. 

Ffc'U'tlMi  J.  M          Ulvinimi    of    KtiUt    anil    Hocon!*.        tia/OV/17.        8AHICKI,  3   0 
Noun    Herdlrt    Wl  I  linloMiu,     I  til.        lp.         l!W73:l!l-1.        H4X 
F-'icho:  HO  "111),  lia/OV/1/,  11,-Jl  lOUO.'HM, 


0211040006  Submits   application    fee    for    o.tenslnn   of    conat    completion 
date. 

DAVIDSON,  I).  R,        Cleveland    Electric     Illuminating    Co.        B2/1O/25, 
DIOQ6.R.        License   Foe   Management    Branch.        lp  I592A    221          24  X 

Fichu:  SO-44Q,  B2/  10/25,  Q31  104QQ06. 

0311040014    Forwards    "Perry    Nuclear    Power    Plant    Equipment    dual i  F  I  cat  I  on 
Review   List     Inde..  " 

DAVIDSON,  D.  R.        Cleveland    Electric     Illuminating    Co.        B2/1Q/25 
8CHWENCEFI,  A.        Licensing    Dranch    3.        Ip.        15133- SB?         24X 
Flche;  30-fl4O,  02/10/25,021  1040011. 

—8211040016    "Perry    Nuclear    Pouor    Plant    Equipment    Qualification    Hevit'iu 
List    Indei.  " 

i      Cleveland    Eloctric     Illuminating    Co         03/10/PO 
13TO3:2fln.        2-IX   Fiede:  DO-MO,  aa/10/23. 


liuriiiid    InlDi'lm    n  I  uni  F I  caul    d»ritluiicg    ropl    re    contort    Undo 
on   HMA    rt  \n\io    niippllinf    hy    <ll-:,  In  1 1  In  I  1  g    rnporlod    nil   UaotJlfl, 
Imp    (if    all     ruUgo    Ciidif)  Ulvtl    HBOVHO   ui/no    (IvFnct*    niitoif ,  Hop  I 
fur    HMA    colngi    will     liu    aiiliml  t  loci    nil    fl.'IIO;]!, 
DAVIlHIdlJ,  I).  II          R  level  mid    l-:i«clrl.:     I  I  I  umlnnl  ing    Co 

.  1).         KB  o  inn    ,'l,     Office     "f    lllroi:  lor.         1() 


0310360090   Generic    Ltr    R3-20    to    all    pouer    reactor    Htefiaeus.  poi-mi  I 
doldera   t.  applicants    for    CP   re    guidance    fnr    imp  1  emunt  ing 
SUP    rule.  Forwards    NUnEG-0706   NUIIITO    la     he    used    as    interim 
meaaure    until     Flog    Guide     I     70   revised,  five    list     Enc  1 

KISF.MIUT,  I).  0         Division    iif    Licensing          03/10/36.  Cunsn  ]  nl.i  tod 

Kdlton   CD.     of    New    York.      Inc.        7pp. 
Ficlio:  SO-000,  05/10/^6,021026000(3 


OailOVO:ill    Th  Ifil    Intin'trn   il«f  Iclonru    ropl    re   NAMCO    limit    tulfcthm. 
Initially    reported    (in    (IIOHIO  Dove  lopniiMil    of    prrir  urement 
Hill     nf    Mdtl     llpsc    lll'/VI!    Oil-  4!)4V-00    liiiipd    for    NAMCf)    limit 
luii  trhni,  IJpil     rn|tl    etnedeif    |,g    U'.HWM. 

HAvllMiOIJi  I).  H         Clnvulrtinl    l.loclrlc    1  I  I  I'milinl  I  ng    C(i        II2/10/2V 
HEPf'I.KHi  J   (I.         lleahin    '.t.     Office     nf    Ilirerior.         Kpp          16006;II-J.        i?4X 
Fichu:  ^0-441),  IIH/  10/1'V,  Hi!  I  K1VOII1  1. 


0211170532   Heapondo    to   FOIA    request    fnr    documents    released     gndor    FUlrt 
B2-397,  lut    uf    dacumont3    relenacd    under    FOIA    Ba-SOEJ    fc 
dacu.nonts    re    diffaronces    in   Unit    1    ',   3   design    or    canst, 
Forwanli    App    A    Documonls    ?.   &    4, 

FEU  TON  i  J,  H.  DlvUlnn  of  Rulea  and  necords  B3/10/2R. 
Ohio  Cituens  for  Hosponsible  Energy  4pp.  16KI6  ^00 
Ft  the:  aO-140,  02/10/2ti,  021  1170533 


HI  ATT,  H    L. 
24X 


n;?l  10VO!K):i   llnnl    d»rnlun<-g    I'Vpl    ro    tilent  If  (cat  Ion   b  troi:  enb  I  1  1  tg    of 

Until  I  oil    lafalvt'Blfilnd    VAlvm    Inillnllu    reported  iin 

n;;o:)01.  Cin'i'*!,  t  ion    uf    idnntlflnd    discrepancies    ui  I  I  hu 
complitUil    IMJ     lUtiaiA 

BAVIDIiON,  I)  H         Cluvulnnil    lloclHi:    II  I  umlnnt  ing    Co.  na/io/29, 

Htl1I'l,r:»,,M).        lleulon    ;i,     llffltB    iif    ntrcctlir.       Spft,  IftOOfJiHSV.       a-tX 
Flche,  30-4-10,  Ha/l()/HV,  I  (Ml 


O'jl  l"*i',lQ4t,'\  II*  vi  mil    f  I  n.i  I    dufiuiBiug    rspl    re    numnfetg    genii  ng    I  I  nm 
un    «»fely  -re  1  it  tod    ri'uluDr    I  (in  It    InllUllij    reporldd    on 
OI06IU,  llr  1  f  11:  o    ul  I  I    ho    Inttilled    lieUieen  maniiAl     HisUHun 
vfllvo    h    reducer    In    mfBly-  ruin  t  nd    (mrtlon    of    «»n«ln[)    tin* 
DAvIDfiflM,  IJ   H          CUv«l<iiul    llxilrK     Illuminating    f.u.        IW/I1/K1 
KI.'ITUvH.  J.  0         livglnn    ;J,     DPfliB    of    Director         i!pn.        IAIVB:  O'H).       1"IX 
l-Uhe,  flO-'l-ll),  tliVI  I/If),  ll^'l  I^','l04/i:i 


Ivarlng    tranicrlplt    (in    niiii"mil  I  lru*l    matter  a 


OaiM70;!03    rranicrllH    nf    liaillS   III.    lionvlno    In    Wfl»h  Inglon,  DC    Pp    760-7711 
•      AKimli:    ilflfulij    and    ln;eit*Hig    llnurd    Pfliitl         lli'/ll/lfl,       i'Opp. 

16104;  atM      ;MX  I'lcim,  :n)"Mo,»a/ii/i!i,i)aiir;ow)9. 


V.     DpvrAtor   Kiaml  riat  I 


(K110E)009ril   Oenorlc    l-tr    03-21    to    niJO    applicants    ui/MARK     11    or     III 
caiitalnncnt     (oicopt    UIV'SS    2)    re    saFotg /re  1  i  of    valve     quoncJiDr 
load*    evflluot  Ion.  Forwards    NUFIEO-OC1Q2.  Rvc    list    ent  1     U/o    encl. 
EiaKNtlUT.  n.  0        Division    n  f  Licenn  ing.       [12/11/04  Long     Isl.ind 

l.iohtltig    Co,        3fip         1605H:  I'/S.       31X   Firho-  50-000,03/1  I/O1,  Ha  I  lOEtOdli'?. 

!tyilI50lV/.  Forward!    "Containment    Annulua    Cnncrtito    Dos  i  gn,  Ciins  I    b 
Toitliln,"    Hoviaion    1,  updating    020016    rupt.poi'    (130923 
moat  I  ng. 

DAVIDSON,  n.  II.       Cleveland    Electric    Illuminating    Co.       D2/I1/OEI. 
HCIIHENCERi  A.       l.iconaing    Branch    2,       lp.       l/,060:lli        24X 
FIche:  90-140,  03/  I  I/OH,  031 1 1 1J01  7f>. 

—  Dai  1 130179   "Containment   Annulus    Concrete   Do  »  i-gn.  Ciin  o  c    &    Tostln[|," 
Itevluldn    1, 

«      Cleveland    Eloctric    Illuminating    Co.       02/11/01         7Dpn 
16060:  I  17.        yiX   FicliB:  1)0-440,  02/1  1/00,0.'!!  11 110 1  76. 

031 1  ISOSli:)  Foriuard*    rovUad    reiponaD   pagoi    to    rocnmmonifat  i  c-na    in   drufl: 
tochntcnl    ovdluatlon   rept,     "Control    of   Heavy    Loads."    on 
iiection   S.'J,  I,     "Onfoloaif    Path*.  "   (-  (3ectlon    2.  3.  a    "Load 
Hundl  Ing   I'rocoduroo    " 

[JAVIDGUM.  D   R.        Clavulnnd    Eloctric     Illuminating    Co. 
JlCHWE'NCIiR,  A.        Licensing    Branch    2.        H(i  p          I605D;  14;!         24X 
Fiche    30-4-10,  t?a/l  1/00,  021 1130203. 


Otneria    Llr    lia-in    In   *11    power    reactor    A|)pllc4nti    d 
llcanten    re    rnictnr    (iiierntnr    t>    fenlor    reactor    up  (ml  or 
r«n«all  Pli'al  I  on    eiAmi    Advltei    I/ml    viAmt   bug  In    *t    facility 
afUr   D^'iOOl     Dvc    Mil    9'ic  I 

KlRfi'fJtl'JI,  I).  U         1)1  vl* inn    of   I.Uvnilnu.       I W/ 1 0/1 3  Coniulldated 

Edlton   Co.     uf    N*w  Vnrk.     I  tie         Iflpp         InOOa-  SIM,       «4X 


Notification   oF    021122   meeting  w/utll     in   Ho Uhosd n.  MD    to 
dlicuit    iaf»tg    rolief   valve   no-teat    proposal. 

OIKFANO.J.       Licenilng    Uratich   2,       02/11/19.       GCIIWeNCCR.  A,       Lfeoiniim 
Branch   S.       ;ipp.       16330:107.       StX  Fl  ch  e:  00-rtlO.  03/1  1  /  I  9,  021  124040-1 , 


oncucr  BO-HI  CKIIHV  NUCLCAH 

A,    App  1  1  BUI  1  on/corn  Irui;  t  Ion 


ctANr,   UNIT  a 

dacument*  d   carreipundene* 


Q»imvle    ttr    OS~\t,    ta    *11    PWft    llctnuet    rt   NUHEO-07a7    Tech 
E!p»et.  Request*   mvlnw  of   Toen   tip  let    to   dftarmlne   coniiitencu 
w/juid«ne»    provided.  Kor    I  Urnt   w/dnvmUons,  anund    to    lliinie 
required,  H/o    «t«led   *nc  1  a   Hve    Hit   end. 

EJBCHHUT.fl.  0.       Divitlon   of  l.icvntlng.       OS/Of/SO  Coniol  id*  tod 

Edlion   Co      of    Ntui  York.     Inc         13pp.        ISTOO:  MO.       S4X 


f'OIA   r«qu«it    for   document*   rtlu*id   uniler  FOIA  BS-3V7,  lU 
of  dneiimintt    ralvaiad   undvr  FOIA  02-:i09  b  dacun#nt*   re 
difference*    in   facility    d*«ign   or   tontt  of   Unit*    I   t.  2 
HIATT,  n  .  I,       Ohio  Citiren*    for   nuponilble  Gnargu.      B3/  10/04, 
FECTOH,  J  H.        l)ivl«lc.n    of    Rule*    and   ftecorji         l|i         16134:307        2-1X 
Fit  ho:  90-440.  (1^/10/04.  O20  VI  50063, 


B2U  050067  Forward  i   r«qu«it    for   c  Url  f  I  cation   t>  add  I    tnfo  rtt  OA   Hit 
conuin«d   m   S«(Uon  322   of  Amend*  S   &  1  to   FSAfl.  BchtduU 
for   rngponi*    r»og*it«d   within   9   d*u*. 

BCHHENCEH,  A.  Hceniinj  Dranch  3.  03/10/19  DAVIDSON.DR 
Cleveland  Electric  I)lu>»ln«Ung  Co.  4pp  i076-*:asO.  S4X 
Fich*:  30-440.  B3/10/IV.  B21 10S006'/, 
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"'in"0]9!    ForiJirdi    reo.ue»t    for   addl    Jnfo   re    SER   Outatandlnj    Inuf 
'"fljnujl    Initiation/Termination   of   ESF   Su.t.  "   Reiponse    on 

e:0720   an)  not  discuss   effect   of   Interlock    failure!. 

=1HWENCER:A        Licensing    Branch    2.       92/11/04.       DAVIDSON,  D.  B. 

Cliv»l»r,<!   Electric    1 1  luminatinj   Co.       6pp.        16067:310.       24X 

FicCf    30-440.  82/11/04.  B2I 1120191. 

!H230267   Forwards    response    to   Questions   640.1    d   640.3   re   GER 
Djiltdnding    Issue   21.  Section    13.  5.  Z.  £,  re   analysis    of 
trintif-nti   b    accidtnts    I-   d««*lopment    of   Bmargency    operating 
(rocfdur.s.per    B3092S  !-   OQ    llri. 

EAVIOSON,  D  R        Cleveland    Electric    Illuminating   Cn.       93/ll/lfi. 
SCHMEWCER.rt        Uictnsing    Branch    2.       4pp.       16193:234.       24X 
Fiche    50-440.  82/11/16,8211330367. 


P      Stcuntij.    medical,     emergency   '/    fire   protection   pUni 


'2100400i;B  Centric    Ltr   B2-17    to   all    pouer   reactor    llceniirs   t 
jppticinti    li    holders    oF   CPs   re    inconiittencu    betueon 
reiuirtmerts    of    IOCFB30.  54(  t>    !.   STS   for   performing    audits   of 
(.nrrgcncv   preparedness    programs.  Svc    list   end 

EISENHUT.  D   C        Division   of   Licensing.       B3/10/01.  Cunsolidati'd 

En  it  on   Co      of    N«u   York.     Inc.       lipp.        16002.  2Sa.       24X 
Fltti*    SO-000,  93/10/01,  B31004006S. 


l  ,.(,<,.  i  t  , 


(1211010219  MnU  1111  for  mirnr 
Ha  ocnufnt  litue  uf  mal\ 
favorable  ducltiiiii  lilnlwmeiit  i,f  maU  "fat 
it  no  ODnuiiie  i.iuc  win:  t.  Curl  (  flcal*  nt 
CUTCIUN,  J.I1  Kvirlnu  Ni-jni 
LUdiolug  Duarif  1'iini.l  '1(,(, 


I'yV   /ifftdflvll    ipf    J|'    Koiutln 
ummsrg     d  lipni  1 1  Icin    ,,f    I,,,,.. 


pr(l¥t(l 


, 

con,  I    nrnuran,   (.    ,:untt    |>r«<.tlre.    Improv..!      nh   f     pr(l¥t(l  <"* 
undtr    prrv.ou,    pri.ur.n.    „  ,  „„  lah  [  „  '£^  J.  '^U'"""H(,  C«,, 
RIWHLIN.J.r:    ,     tJII.I.IArill.  C    C         IH  vi  ,(  *  ,    !J'S!U   "'   8vt   incl. 
ITOflram,.        na/ltt/a;?          /pp          ,;,.»,/     ',  -jSjVl'i   ^  "llldl"' 

f.'auoi()«IV  'Mx  ('1|:h»:30M4i3,ej/|0/H 


ES1007001-J   Generic   Ltr   B2-21    to   all    licensees    b   applicants    of   nuclu.'i 
CO'jer    reactnrs    re    Tech    Specs    for    fire    protection   auditi 
Faruardi    juidanct   discussins   general    scope    t,   describing 
flefflenti    to  be    included    in  audit.  Svc    list   end 

EISEI.'H'jr.D   0         DivMion   of   Licensing.       83/10/06.  Cnnsgl  ida  tod 

Ediion   Co      of    New   Yorl,     Inc.       19pp         IS993:33B        34K 
Ficfi*    50-000.  (32/10/06,9210070019. 


SIIOl'OS'/1/   Atinuvr    1 
!ivr    •lie  1    H.I  AI, 


ISh«ui 


•C.rtifitil,,, 


S210E9010B  Cenenc  Ltr  G2-23   to  all    licensee   &  applicant,   re 
inconsistency    between   requirement!   of    IOCFR73.  10(g  )    (,   8FQ 
tor   perforning   audits    of    safeguards   contingency    plans 
(ittufKV   plant    Svc    list    «ncl. 

E]f»nrJJ;D   «»    MDiVvSir    ?'   Uc!'"in9         B3'10/30.  Consolidate 

ttfuon    Co      of    Hew   Vorl,     [nc.       9pp.       15993   319        24X 
Fiche    50-000.82/10/30,9310390108. 


submitted    bu 


encies    Rev.sion    ,    to   plan    should    be 


s 


B2/11/16, 
24  X 


8311030361 


1i^r;r?-'=:"- 

W   I..T.I).  I)         llunfluwBr    rtlllrtii,.          IJHT.11,1)         Hut,     0  D       03/HWM 

M^'sssiir^ji^i.'^jvffic^  !I"  19"™--S«:  ™ 


e         nll.n 


m  IIP,,  « 
'* 


""    ""'   H«'po,,.ii,i.  En.rjj.     i  „. 
/i»/v 


!    in.  -»(     , 

»h*u     I'l'tt 

.tn,,/.    , 


""•    H.Mon.tbl.   Entr|V   -Ml'   ..t  ,1 

i"tf   "'  Hvc   enrl, 
"|llml,lntlng  Co,      1!1LBERO,J.E. 
IIW10/aV,  Ohio  Cltltm  dr 


n.h  i.ni     o 

Z  l?i*   I'""!"    <10U    "P'H    "   (HiMKConlMKqni   or 
moii  on    to    itritfl    *nsw,|. 

"  '      'l|h*r"»9   H'lnrh   4       lli.Vll/01.      m.(ICH,P.  B,  , 
,       «^t"m":    IJafBlV    «»u   I.H«rmng  no»rj  Pjn.l,      Ip, 
h,   31).  410.  Ha/  1  l/(H,(Ui  |«;i(>07/. 


tovtn 


i   HoUon   lo 
n   U  .,t.n«   dl 


DHCitii««t    for  R««pDti«lblt  Ent 
u   „„    i,,u.   ,/  K.t.n.ion  now 


,    ,  -  rrifn.nei. 

n    ,    .       '"   Clt-l">"*    '«r   H.ipuntlbU   En.rs 
U    *n"   Llll««»''B    •<>•«   ''-""I        3PI>. 
liai  I  040.1U- 

"«-*n«    In   prgc  ttdl 


tl  f  ft<ti 

Co, 
83/11/01.      3pr.      1S9!8:  130. 


"l|lIl""tflU1    pi"PDn»»    U    'Irit    ggt    of    int.rrog.eorlitt 

Pt-oduetUn  o^   <locum>iit*   Ctrtff  lc«tt  of  Bve  intl. 
corr««P'>"''»n«». 

^'»,01"0  Clt"»n*    '«r   HMpm,,lhU  En.rjg.      02/11/01 
«i'£lf>'c    "lu-in-tln,    Ci         |3PP.        13927:192.      W* 
0-440,  OS/  11/01.8311040333 


rial!^0/"1""11'  U  OHuwt  ttc«n<  lit  of  int.rrofl«torl" 
AIM!!,,  i  *J:i"'u«t'"tn  of  docim*r.ti  to  int.rv.nor  Sunflontf 
Mrirr  5  i  n6"1*1'1"*1  «'  8tfc  •nel.R»l«t«tf  corr.ipondinj'. 
C  .v.i.^  cr,0"10  c"'""«  'or  Rtiponilbli  En.rav.  M/II/W- 
'*"11'  "«  MX 


F  t         .M 
FIehi.BO- 


""«      or  Rtiponilbli  En.rav. 
'    "l»«*M»ln|    Co,       Bpp.       13927:824,      MX 
031(040340, 
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Llnpp  lomi.nl..l     annum r    l.i    fiimf  1  ciuur    AlliancH    U80430    »utoiid     put 
of     InUri'iig.itiirHit.  hilKirroflfltory     M,.p«r    rtiiUH    IIMKMV    iirdor 
Curtlf  icalo    nl1    iNr     itni   1. 

UILI.IKJHI-:.  II    I..         Cluvol.iiid    Mi>r.trl<:     Illuminating    CD.        WILLM11HE,  H.  I 
Ukau),     Pillm.in.     1'dltu    '<    lYoulir  i  rig  i».        ICI/ll/O],  iJurif  lounr    MHiinio 

7(1,1          l!iV;i!t    ;i().|         i'flX    I   1 1  tin 'tlO'  440,  (W/ I  1/01,  HHl  1040434, 


Affidavit    of    HE    I- i  or.ivoiito     <;up|ui  r-l iinj     aumniiinj    d  nip  IIBI  ti  un    of 
Itiuo    3.  ficram    diochorgu    vol    pipe    bro.ik    will     ri.it.    t.id'ii- 
unrecoverable    U)C  A    tfiro.iU'ning     sflfelij    of     reactor    f'pof 
qual  i  f  leal  I  oru    fc    Certificate    "f    fivi:     eiirl. 

F I  Oil  A  VAN  rE  i  II   K         Auiiliavij    iSijitemn     II  ranch.        IK-VII/OIi.        /pp. 
16033:030.        i.'-lX    Ficho    !><>•  44O,  (II.V1  I  /o'y,  IIUl  1  KJOl'04 


fnruanln    IJi    I   Unilior    origin/I]    affidavit     I  nadver  lont  Itj 
ornilUif     ci'oiii    «|ipi  In.inl.    n;>K>;,!V    Aii4uDm     to    1)11    Cltliom    fof 
IKMiponsLlil"    l.nui'ijij    <i  Mill    till   (if    inlorrdoiilni'loa    on    Istuo    ft. 
HulJ'-uil    r.  orrimitiiiiiloin  u 

fill.tJI'U".  >'.  I  nn.iui.     I'ltlniflii.     I'utU    ft    Triiuhrldyo,        nil.IIKRO,  J,  K 

0  eve]  ami    liUilrlr      1  1  1  dml  iirtl  I  ng    lid          NJJ/M/OI.  Docketing    fc 

lioi'vlcun    Jlr.iin.li          :i[J|i  l!)V//i     I1U         ;>1X   I   I  f  liu    IIO  -440i  OK/  1  I  /Ol  . 


o     In    iiroto«d  l  no.  Cur  ti  f  1  r«  In 
Ha/ll/Olt         Hpp. 


II     f 


Ndlli.u    ii  f    t,iiUnti  nwiil    i>  f    .ippu 
at    (ivc    eni.l. 

I.  I.          OiiviiUml    l.luilvli      I  1  I  nuilim  I  I  ng    C 

/       "ic  )  n.hii  :KI  -110,  n;.vi  i/o;,( 


(iatll3(HaO    Notice    of    i.iiUiili-,iwal     (if     l 
ul  irnlTi.it  c."i     1  1  oua.  I1  run  f    of    livr:     nut  I. 

UII.r.D.l)         Eionf  (nui-r    Alll<ini.t<         WH.l'iO    I)         Uilt,     l>   I) 
16037'  OlfJ         ;MX    Kir:  b  ii    !>()•  'MO,  DP/  1  1  /  H),  fin  I  1  t!iOl;«) 


Motion  to  u. turn!  Unio  til  flic  niu 
OA  cuntnnt  inn  Hi  acov.ji  i,  :m  i  init  mil  I  <m  i  in 
to  In  I  iir  i  oijiUori  »u  nvciitiuinj  j  n  nnli>r  f  i> 
I'l-oof  of  iivr  OIIL:! 

HII.T.D    I).        iiunfloiiioc    (Mli.iiH:i>         Nil. I,  II    I) 
Atdmic    !!nfuli(     ,inil    LIIIIIIOIIMJ    tloiiril    f'.incl 

ru-iie'  90-1-10.  a,'/]  I/II),II;M  i  I:JO<I:M 


n>ma    Ui/.l    i»n  ]    /iff  I  iljiwl  to    of    IIU   lilinf  fui'.[-;M   [luifbl 
(JoLlij    '.    III!    Alloy     rupl.iLD    |>lidt  oc  up  i  B*     In 

'     tn    DH   CKInjim     fin-    llcu|>niiDlhl  u    I'nuroij    flftli 

•  iijj.'ili:)'  1 1^1 

!iliau,     1'ilr.rnaii.     J'nt.U    ',     1 1'Dutn- Ulgu.        lili,  [11,1(0,  J.  li 

K.l.li      !  1  iLiiiiiiifitinq    Cn.         li,VII/0')  DiKkuting    f, 

iti         i-i|i|i  l/iilH-l     1 ..','!         iJ'IX   I  '11  liu    fid  -tiJO.  IIU'/I  1/01. 


fllMIOVOilirt   Mill.  Inn     ( tn-     limvn     I"    flU    aiiauier    ID    llunf  I  ouier    All  IfllH  o    lll.'HMv 
voplij    livnH1     In    HHi:    '•    ntll     mnuoi't     t  n    Unnf  1  DMHV    mntlim    Co 
miliml  I    ml.ll     l  iml.nnt  ntn    ""    shift     rdtiLiun    fMllnnr.o 

I;|HM-<II  tin  t  i  nt  l i I.  Imc  I  l  nun  n     ini  nrrvi  I 

[HUH  IH),  ,J    I.         Clrwiil.-.ii'i    I   I'Mlvli      11  hiiiiii/illng    (.'d         lilU/I.HIJ,  J    C 
ilfinu,     I'M.  tiHrtii,     Ccil.l.n    '-     1 1  ui.iln  I  d  g«         H^/ll/04  Atomic     llafulg    and 

(.Icanilnu    tl  n.ii, I    I'.mul          ,Vn          I /.(ID/,    Oil]          ;>4X    f'uha    !)0-440, 
li;-l  lOVDI'll.'l 


i'l  lOVO.'llll  .Miai,inc  1  n  1 
nil  I  ,'iiittu.H'o  td  'lunl 
on  Mil  ft  i  dlnluni  [J, 

!iii  In  IK;,  J  i        i:ii->-i.  i 

llhrti,!,     Pilliiiflii,     Cut.  1 1 
Mr  unvlm,    lld.icil    Con. 

ii;,'/u/04.  n;'i  irivitj'ii  i 


«    li;'HHV    i-D|ilu    hrlpf    Id    MIC    t. 
nubiiil  I    nilrl  1     l  out  will  I  nn 
fur    linnC  linuuc 
P    !i«i      DIM   1 
l.l,<i<cli      I  1  lurilmilliig    <Jd         i!  II.  lll.i'O,  J   1 
H 'nuilif  ulil"          Ii;1/ l  I  ,;()4  Atonlr     linFutg    .nn 

'f(i|i        )c,iu»f.  »i  n       yix  in  lie.  so  110, 


til,    1,11'icll    f(    III   lliiiiolll     nMglital    aCMiUvtl 
Il-Mii:."/    nnm,rttv»     In    IliH.fldi.Fiir    AllUnre     third 
trii   |«ti    '•     Id    Illl    (11IIUII9     I'm'     llvupinit  Ililu 

tif     till  ui  i  njntdi  1  n*.  l  implit  I.  I  vplg 

4i...     I'ltlrtAii,     Cnlln    '.     Irt.ulir  Iriyn          !l  ll,l»:«t).  ,M. 
!  1  I  uinl  imt  mi)    <'•«          |I.VII/<M  IMH'  liot  lug    «• 

i|m  KilHIV    Hill         ;'1*    Ml  (IB    n»  ••I'lO.  tKV  1  I  /(it  . 


l^'l  10)101  »;>   Mu  1  1  IHI    fill'     <iiiiiun,ii  y    ill  i  pug  I  1  1  nn    of     IOOIIB    it    till    yeimtlio     In 
Df    null.]     f.ti  I     uiiqtu    '•    "Id'     unlUlu'J     Id     tavurab  1  e    iloi,  Uliin 
(italvdittiil     n  f    cm  1  1     fa<  !  a    IB     In    uili  Itli     tlmt  II     It    no    B»liullis 
1  1  gnu    td    ha    l>  uavtl    nni  t 

COTCIUfl.  ,MI          Mini-inu    Ni.i.nl!    <1          IIJ/11/in  Alrtmu    llflCMlg    flint 

l.lcmitlng    II  no  nl    I'niml  !>w          [  WJ.t    Hot!         JMX    I   u  lip.  SO  M-IO.  (JU/M 


-(KM  ](}il;)L!l','    Afrlddvll.    "I    !>M    ^uri    tnuiiin'  1  1  nrj    NIIC    mtillilM    for     iummaru 
(!i  gpiii  1  1  Ian    nf    liino    1    Oinvni  Uv»    tioal    Ir.itmf*!'    from    fuel 
rinti    in    iin'o    i',t  I  i.n  1  .1  1*'!    ,.uii>u    r  ncf  I1  Ii  i*nt  *    OAI»I)    nn 
nppi'opr  lnlD    m  [i  or  Ifinnlfl  I    ilflln  .  i:»rl  l  f  im  Id    (if    \ivr    elic  1 
fiUfl.ti.  H.       Ciin    l'#i'C(H'in*iit  B   II  ranch         (iy/|  I  /()4         7pp         13'JW:  !)0/ 


D;!ll«VO;ViO   liuoii  Umnntnl    ..imiBi'i    I  o   I|^OI);)()   hin  r  IJi    «v),   nf 
IntsiTd^ntin-lm   Unttcw    (If    ultddrrtwrtl    »•   C*i-  1  I  f  (tut*    oP   Hvc 
one  I 

wniOlir.H.  rt.       HD,mng   tir«iuh 
Rt«pon«iblii    Kntiray        /-i>p. 


il/ii/Ofl  (Iftln  Cillien*   for 

lill         i'flX    l-'itlm:  90  "140,  13U/I  I  /Oil. 


IWl'/   Mnmovamltim  t,   oidtir   (roi>Hti(j    portiori    of    Oil  Cltliunt    For 
Hoipiimil  Is    i-insrgy    IWOV^O  miition    to    t.ompsl    nn»u»rt    to 
lnt«rrrio«to»'l  us    t,    dl»i'(^«r«   rennB»tii    fl'.IKI    quntioni    to    utll 
llgtnd.AnnuHi'i    dim    bij    dnodl  In*    for    filing    direct    tt«  Hmony, 
Bl.ncH.  P.  II    .     Kl.INC.J  il    .     HHON,  f.  J        AlofliK    U«f«ty    and    LicvnilnR   llnnrd 
Panel.       f!P/;i,'()fl  Clavelanrt    Clectrit    Illumin^ttn)    Co.       6pp. 

i'flX   f-ii:ba.  BO  -440.  fltt/l  I/CEJ.  US 


Motion    for    *unun4rg    diipotltlon   of    Insu*    3  r»    on»-ffCover*bl* 
LOCA.  No    panuina    laiue    of   Put!    fnct    mull   &    NfiC    (ntltlid    to 


. 

CUrcllIM-J.M        tliflnng 
Ulctnung    Hmirfl    I'uno  I 


BJ/ll/09.  Atnnii:    B«f-»tr/   4tid 

160^2  .033        34X   I'ichi:  30-440.  D2/I  l/OV, 


IliMl  IU04:iE!    Hulnm     For     lo.wii     to    f  I  I  o    lliird    (.rl     of    ml 
roqiionlo     In    pi'ixluco    NHC    itrn:  dinon  I'l    '•    fur    iirdur     fi-om 
pl'Wtldlng    nfflror    to    roiiiili'V   NHC     Ii)    V  i<u|>iind    Priitif    df    !!vi 
one  1    Hnlalcd     i:i)rr«4)iondiinre 

Ull.1',1)  l>.  !)i»nf  Iduiiii'  Allioncii.  Hll.r,  I).  I)  Hill,,  I)  II  Ui!/ll/l() 
Alomir  lidfeli)  ,nnl  I.  icifiiu  i  nij  Iliincil  ('(inol  1|j|i  lf.0!i/  I4/  ill* 
flcrh*.  110-4  40,  (t;!/l  l/ll),li;'l  I  (!i(l4!l!l 


uiilltUd 


I  li:hit    !)0    H4(l.  I 


ti;.'l  MHO;!//   tlpdntu    til    11,'IWi."!    .inuuiiv,! 
Tivr     I  it  I    em   I     tin  Ifll  uil    i  in  i  ogjMidil 
(iH.IUUO.  J  I          iMDveliinl    I  l.-tlin 
lltuu.     PlUmnii,     Pnlla    ',    I  r  {imlir  i  d  rjr 
L'l  ll  inn«     fnv    ll«»|M]ii'illi  In    i:iu>ry<i 
Hiha    t)0    4-1O.  H.-'/ll/LMi:.1!  I  1110. '// 


Hilt  I  IIKWM   M«mi>i'lnliliii>    1 1;-1 1  I  Hi    tul  inn    u/flM  ||,  NtlC,  nt  I  I ,  'Inn  f  1  tu 
AlHdiirB    '.<    Illl    Citimipj     fi)r    l(en|i  111111  i  Ii  I  o    Initi'i,  j    linti  ,|  u 

illsi.ualOi!     iiiLlijiloil    amnm.irij    J  11(10  tilt nm  1. 1  n 

ilitcowirv  !lvi:  lilt  ulii1  1  I'uliilBil  i  in1  re  tptdnl 
(ill.lllittt),  J  I,'  ilhflu,  I'itlmnn,  I'tiUu  '.  tl'in.iti 
('IdVBl  Aiill  I",  lit  r  lr  1 11  I  I  I  nml  D(I  t  111(1  Cn  Hi'/l  I  /  I 


Ml   IMi:.  J   II    .     OMIIH.I--    -I 
1M4|    ;i(IV         ;MX    f-'n  Ii 


All 


I'IMl  t  t'/OIMO   MemuriindDin   ',    nrtliir    iloinj  KIQ    linilf  Idwur    Al  I  l  ,inr  o    Itl.lOVIO    i^dl.Hnv 
lu    mtimll    ail  J  I    ronlontlon    on    nlilfl    rutd  ti  nn    CilLnr'lJi    fur 
late    filing    not   nul. 

GI.I)r,H,|i    1)    .     Kl.ltJl-:.  J   II    ,     tmiUU-     J         Atnmii.    lUfulij    ,nnl    l.icunttiHI     lld>.nl 
(<on» I         (tiVI  I  /It)  iliinf  lou»r    rt]  I  UlUo         ,'ip|l          l/.lOtl    1^01.        atX 

McliB    50-440.  Oil/M/ia.  lUMII/OI'MO 

H.M  I  tilOU'70  Itelponui    to    nflcond    gal    of    In  torrdg  al;»r  I  vti    !<    rD(|npnl    fur 
lii'oducllon   «f    ilncufnt'iili   (,'iTli  f  irnle    UP    live    vnc  I.  llu  Jalnil 
carrvuponddir  • 

HIiMT.il  1.  (Ihjo  CUIKIII  fur  lleupoHsltilfl  t,iinri)y  (W/II/IS 
Clivvland  HUctrlc  1 1  luminflltnu  CD  .!;>|'P  UiMO  ^!l().  :MX 
Fichu:  30- 440.  (IS/  1 1  /  I  5.  HIM  11(10270 

FUMIK304Ht  Mo  U  on    for    dlroclod    ciirti  ficdt  ion    of   AlU.n    Ul.'HHy/  mumnraniliim 
(,   urdir    jdmitllng    thru  a    1  flt*-f  i  I  i'(l    Illl   Clliieiu    fnr 
Kcipotiiiblv   tnerjij    content  i  on  v  I.  ntn-flled    c  oil  I  mil  i  nni    c  liniige 
c^*^*ct«^    of    procelt   C»rt  i  f  icat «    of    five    me  1 

OI,A3BI'ieOI-:i..H.       CliveldiKl    Kl*ctric    IlliinnnAting    Cl>.       OLA'JfiPlfOf-L,  It 
Shau.    Plttm^n.    Potts   t    Trnuitirldga        Ilii/ll/lf!  Atomic    flufL'tg    unil 

Lie iin» in)  App.jl   p*n»l        L'Opp        161(10:091        21X  R  the.  SO-rt'lO, 


392 


DOCKETED  ITEMS 


ol.or.    for    2-ub     nt.n.ien   of    time    to    File    brief    opposing   NRC 

iUrv*ru    m  »»o«  >  t  ion    on   QA    contention    Time    need.d 
i.ina    tutinfi*    n.tl.r.    Certlfirate    of    Svc    .ncl. 


a*    ria 


nu 


ms    Sunflou.r   Alliance    B21110   motion    for 
file    nation    for    litigaiile    issues    on 
i    ensts    for   Alliance    claim   of    unfair 

E^'dev^nd    electric     1  1  lumna  1  1  ng    Co.       SILDERO,  J.  E. 
ti-an      fotti    ''    Trcxjbndge        32/11/23.  Atomic    Safety    and 

0  =  Srd    Panel         fipp         16339    173        24X   Fiche:  50-440,  Q2/I  1/23, 
01*5 


;  II  3-301  "SO   Fapwarfli    draft    order    denying    Sunflower   Alliance   681  HO 
notion    for     otaer    requiring    NRC    to   respond    to   Alliance    third 
iet    cf     int*pr0g*torie*   NSC    asled    to   draft    order    during 

CurCHITl.  J   M         Hearing    Orancr.    4         82/11/29         DLDCH,P.D    .     SHON,  F.  J. 
KLINE,  J   fl         atonic    Safety    and   Licensing   Board   Panel         4pp. 
1*23?   033         2fl»    Fieri*    50-440,  S2/1  1/2?.  BB1  1300190. 


to    B30B09    Icr 


OL  antitrust   review 


6311Qf,C475   Request!    rei 
in  thin   Tuts    of    1 tr 

TOALSTC'i.  *  L  Division  of  Engineering.  B2/IO/1B  GREEN.  T. 
Paintivillit.  OH  IP  15565349  34X  Fiche  50-000,  82/IO/1B. 
S3! 1010475 


20591    Fnruirds    responses    to    B2QBQ9   questions    re    antitrust    revte 
facility    Second    13B-W    transmission   not    completed    City 

Erj.  T   A         Pair.esville,OH        82/10/35.       TOALSTQN,  A.        Antitrust   I. 
ono.iic    analysis    Branch     (Utility   Finance).        lp         15869:153.        24  X 
dii    50-430,02/10/25.8211020591. 


spondencc 


^03190230    IE    Info    Notice    B2-37,     "CracVing    in    Upper    Shell    to 

P::J    "   Svt    list    encl 

•JOHOAH.E  Division  of  Engirieennj  ((  Oualitij  Assurance.  B3/09/16. 
Coniolioated  Ediion  Co  of  Ufai  Vorl,  Inc  105pp.  15930:001.  SIX 
FICfc>  50-COO.  02/09/14,6205 1 90220 


B211160191   Foruardi    IE    Imp    Repts    50-440/92-13  &    50—  141/G2-11   on 
B21011-12.NO    noncompl  iance   noted. 
LITTLEiU.S.        Division    at    Engineering    fr    TechnlcBl     Progrfl(n«. 

DAVIDSON.  D,  R.       Cleveland    Electric     II  lumtna  ting     Co.        3pp.        tf-OtS    DEL? 

24X   Fie  he:  50-440,82/11/02,  Bail  160191, 


—Bail  160198    IE     tn*p    Repta    50-14O/B2-1  2    *.    30-111/O2-  1  1    on 
No  nonconpl  iance    noted.  Major    arerts    inspac  tod:  rov  i  eu  of 
piping    suspension    9ij9    Installation    '-    invp    program   ti 
observation    of   essential    svc    water    pump    ruirup    tc   rflulort. 
VIH.  I.T.i     DANIELSON,  D.  H.        DivlBinn    of   Engineering    «<    T»ihn*e*l 
Progrann.       Q2/10/20.       5pp.        16099:091.       24X   I-  i  t  ho  :  30-^10.  OH/  II  fQ3. 
B211160191. 

8211290752  Foruardi    IE    Insp    fleots    50-440/02-14   t    SO-WlfliS-13  on 
Q2102O-22.  No    noncomp  1  lance    noted, 

KKOP.fi.  C.      Division   of   Project    d   nenidont   Programs.       3^/13/10 
DAVIDSDN.D.  R.        Cleveland    Electric     Illuminating    Cci,        2pp,         IfOtS't.   t-06 
24X   Fie  he:  50-440,32/11/10,931  12*10752. 

--6211290761    IE     Insp    Flepts    90-410/02-14    &   30-441/H2-13    on    021030  -y?    Nj 
noncompl  iance   noted.  Major   areas    inapoctod  :  IET   circular*    ti 
bulletins. 

PELKE.P.R..     KONKLIN.  J.  E.       Division    of  Project    &   lleildent  ProBTnai 
82/11/07.        3pp.        16329:  IDS.        24X   Ft  die:  30-41O,  02/1  1/  1C?,  U31  1  k'WP;? 

B20819024Q    IE    Info    Notice    02-43.     "Def  ic  i  uric  i  cs     In    tHFf    Air    FlItrMtlon/ 
Ventilation   Sug.  "    8vc     lint    oncl, 

JORDAN,  E.  L.        Division    of    Engineering    «,    Qualitij    fliturancs.        (l?/ll/l* 
Cnnsol  Itfjted    Edison  Co.     of   Neu  York,     Inc.        lllp(i.        lf,l7l:'J',\\i        i'*> 
Fit^e    50-000,  82/11/16,0208190248. 

8200190233    IE    Info    Notice    02-43,      "PUR    Lou)   Totnp    []v0vpra»iMirt 
Protection."    Svc    list    encl. 

JORDAN.  E.  L.       Division   of    Engineering    &   duality    Amurjncs        H'Jfl\tl9 
ConBolidated   Edison  Co.     of   Nuui   York,     Inc.       ?.lpp.        H>il(\'J\  3'lfl.       ?4t 
Fie  he:  30-000,  B2/  1  1/19,  OE>(>0  1  TO853. 


S.     Reportdble    occur 


LERs    t<   feinted 


8200290091   FDIA    request    for    nil    preliminary    nntl  Ft  c  a  t  loin,  pr«  I  I  At  n 
notification    of    aafoguards    occurrence*    d  prDllmlnnpg 
notification    of    occurrence    documents    tor    facilities    tr-aat 
760101-820907. 

SrtlJICKI,S  0.       Neuis   Hcralif    Ul  1  1  ouglibij.     OH.       02/07/07.       HC1. TOW .  J. 
Division   of  Rules   and   Records,        lp.        IS97H:  19!).       if IX 
Fie  he:  50-440,  S2/09/07I  B20G290091 . 


Q2;iai902Z2    IE    Info   Notits   82-34. Revnion    1,     "Helds    in   Main   Control 
PjneU    "    Svc     1 11 1    encl 

.'CHDftrj.  £   L         Division    of    Engineering    '.    Quality   Assurance.       B2/09/17. 
Consul  ida ted    Edison    Co      of   Heu   York,     Inc         107pp.        13B93:  IBS        !MX 
Fiche    50-003,  62/09/17,  BZQB190222. 


IE    Info    Notice    82-39.     "Svc    Degradation    of    Thick    Wall 
Stainless    Steel    Bee  irculd  t  i  on    Sijs   Piping   at    BUR   Plant    " 
Svc    list    encl 

JORDAN,  C   L         Division    of   Engineering    t.   Quality   Assurance        Q2/09/H1 
Consolidated    Edison   Co.     of   Neu   York,     Inc         Bipp.        Ii017'0?8         24X 
Fiche    SO-000.  52/09/21,8208190229. 

5208190323    IE    Info   Notice   82-38,     "Change    ln   Format    !,   Distridution   8uB 
for    IE   Bui  let  ins,  Circulars    t    [nfo   Not  i  ces.  "    Svc    list   encl 
DE«WN3.H   C         Director's    Office.    Offite   of    Inspection   and 
Enforcement         02/09/22  Consol  itfated   Edi  son   Co.     ofNeuVort,     Inc 

MOpp.        16018.021.        24X    F  i  che:  50-000,  B2/09/32,  B20B190223, 


,rapri 
tlectriEal    Penetration   As  ipml  1  i  es.  "    Eve    list    encl 

JORBAN.E   L         Division   of   Engineenng    4   flualitg   Assurance.       83/09/2S 

iv"-t'liie-  11         -< 


En'n"rin' 


Assurance.       B2/10/22 


B211080306  Responds    to   FQIA   request    for    All    preliminary    not  i  f  It  *t  I  eni , 
preliminary    notification    of    safeguards    occurrences    d 
preliminary   notification    of   occurrence    doc umen ts    for 
facilities    from  76010I-aS0907,  Doc umon ti    in    l.f'Dfl. 

FELrON,J.M.       Division   of    Rules    ana   Records.       03/OV/I7.       ttAHKr,l,!3    e 
Neiua   Herald   UjHouohoy,    0)1.       lp,       ISV73il34.       34X 
Fiche:  50-440,  B2/09/I7.B21  1000304, 

Q211090aflc.  Second    interim    significant    deficiencu    r*pt    r«   contat  I    Iteili 

on  MM  A  relaus    supplied   uy    CE.  Initially    reported    on    (320010. 
Insp   of   all    relntjs    completed    820930  lu/no   defects    nol»d.He&l 
for  HHA  relays   will    be    submitted    on  831031. 
DAVIDSON,  D.  R.       Cleveland    Electric    Illuminating    Co. 
KEPPLEH,  J.O.       Region   3,    Office    of   Dlruttnr,        In 
Fiche:  30-410,  82/10/29,0211090246. 

8211090311    Third    Interim  deficiency    rent    r«   NAHCO    llrtlt    i 
Initially    reported   on  BIOS10,  Development    of    |>rin:uvinn«nt 
Dill    of  Matl    Spec   SP793-OQ-4S49-00    iisued    for    HftMCll    limit 
switches.  Neit    rept    eipuctod    by    030930 
DAVIDSON,  D.  R.       Cleveland    Electric    Illuminating    Co. 
KEPFLER,  J.O.       Region   3,    Office    of   Director,       2pp.        1600A-JI9 
Fiche:  30-440i  82/10/27,  B21 109031 1. 

8211090S03  Final    deficiency    rept    re    identification    b  trutubUMu    ur 

installed    safety-related    valve*,  tnl tial  lu    repDrtad  an 

B20304,  Correction   of    identified    d  iscr  epanc  i  e«   will  bo 
completed   by    821217. 

™IPS2M'.V'     nC1«V9l«"((ne'""'te    IHuminatlnn    Co.       82/10/89. 
KEPPLER.J.Q,       Region  3,    Off   ce    of   Dirnctor.       San         16QOB-S39        Sit 
Fiche:  50-440,  93/10/29,  821 1090S03.  ™ 


B211S30443  Rev    serf    final    deficiency    rept    r.   n(.n.4P<.tv    »Hiln|    ll^i 

S?«i?S  nW7i!    -*'f.!"fivtr    *«i"»-l'"tl«Mv    T*t°rt*<l    on 

ifice   uill    be    in.  tall,  d    betue.n  manual     Kol.tlon 


(n 

*          .«   ,.'n      R>9iDn  3|    Offic.    of   Director. 
iche:90-440,S2/Il/13,B311230463, 


t.n»ln»    llni 
ng    Co. 
3>p. 


OE3TKANN,  H.  j   .     SCHUMACHER,       C 
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tr«i>»iH]>U    <i"   non   sntllrinl    nuitlort 


[131117030!)  tr*n«i  i-  1  p  t  "'  Mi-Mi  l!>  ill  hearing  hi  M««lilng  ttm,  »C.  f'p 
,  Atom  If  Uflf#t«j  -"d  I  Hunting  Milan!  CAM*  I  Ma/lL/lJI.  30pp 
16)01  y04  ;-'•'*  I'l"'"1  ™  I'll*,  Hy/ll/IS.IIiMM  70;'<)!t 


0211130)37   Fiiruards    rovUfld    responso    to    NHC    030301    requeot    for    addl 
Info    PS    effluent    treatment    iijs.  Hevi  s  i  on    uji  1  1    be    Includod    in 
Amend    -10    to   [JL  application, 

BEVINCENTlSi  J  Vanlmu  Atomic  Electric  Co.  DBMNCENna,  J  Pull  Hi: 
Usrvlco  Cn,  of  Nuu  ll.impili  ira,  RE/ I  1/01.  KNIOHTON,  0.  U.  l.icenn  i»ri 
Branch  3.  :ipp.  1609A.  l'?t)  L'4X  Fit  he:  80-443,112/1  1/04,  1131  11  SO  in/ 


V     Operator    l'i*mlii»l  iitii* 

02IOUOOL''    OomrU     I  If    M.1     ll1    l"    "''     !>itu«r    r»fli.  lor    applicant!    h 
llc«oi"<i>    i'«    vtnti  I (i i1    iipuraiiir    <•    »#niiir    I'pnilor    opei-alni- 
rttiuall  fit  rtUoli    einnut    Aiivltn*    tr-.il    HIAIHI    btfgln   at    f «c  I  I  1  lij 
jpter   UiMOIH    !lvi     I  I  »<•    *'"  I 
F  Kit  NUU  t1 1  U   »          III  vl  1 1  in'    "  f    I   H  t»i»  lug          IU/ 1  <)/ IV  Con  to  1 1  drt  l«d 

Hiion  <:»    "'  "»«  v,n-i,    in.       ni.ii       iiMKUf  i.-;M.     yix 
rich*  no  ODD.  ny/io/i.t,  nyn>i;iimi'/ 


oocHGr  no  -Hit  in  AINHMIU  IIUI;IIAU  nrAiiiiH,   UNIT   i 

ft     ApplUal  Mi"/  i  innU'iii  t  h.n    (.(«[(*    iluf  iini*»li    I.    i  nrrmpondeiiiB 


!)/    HHA     i*qo*tl     '"'     MIAC    '<    ('MM.    U    analijt»il    t    rtcurdi    Ancl^ii 

mBiillnu     tit)    rtiiJilg»»»     'nv     <"*i   lllllsi 

,  I)         MurnuHi    !>    Mmmi          I1J/DII/.H  llffli*    II  f    Admuil  (  Irn  1  1  nn 


It'1    it"    !'•    l»    «!'    I1'1"'    ln»n»»»«    rt   NUIU^O  <)';I7    r*t,h 
M«qii»tlt    i*vl»i,'    »'     '»i'i    I!|IBI  i     In    tloUi'WIrlff    I  out  1  1  Unnij 
Aiir*    piMivlit*iJ    I  ">'    H""t    w/iUvMlHiin,  »«*tnt    lu    llc.nt* 
Bif    l'/i>    »l*l»il    »fil'    H-i     M»l    ">'  I 

C<m»olid»titd 


fu 


app  I  U  »l  I  on,  P»r 


031IOKH04    IUmi»«l«    mvio 

lOCHU/Oiwl  Ihlii    1^1    il-iyi    at    I  t,r    taielpl 

HUII.IMI    II         l.nente    l«fl    M»n««»«n"'t     llcun.  h          ll.'/IO/l'J          lAI.I.Hftfl.  H,  C 

I'llblU    (iBCVltB    Co      '<'    N*w   MaiiuM'f         tp         13'Mft  (lUd        UMK 

l-'icli*    SO    4l;l.  Ilil/lO/W.II-'i  HHOID4 


l)i!l(W(((H)lfll   IJeiiBi'H     111     IV    ^'(l    In    Mil    IH.M«I    »-|t«)  lur    I  li  nueiit,  purrnl  I 
huldtrt    (-   dpi'  I  n  n»l.    fu.     i;l'    !••    t}i<ii>aiii«    Cur     im|il#m*()ling 
litll1    rule    I  iivw*|-(t»    H\ttt\  <l    O'iof,   IJUIIP  II    In    ti»    in«U    an     inlaid 
m»*iuv»    niil.ll     H»g    (In  HI*     1     .'H    i-t'j\<tt<]     I.  vi     lint    «in  I 
l;l!i(.fJiMM,  II   U         (Hunt  on    i'*    I   n  •  ll  »  I  "ill          IU/H1/-V.  Cn»»ul  lil»luif 

KdlKtn   IJi       11  f    H"W    V,n».      I'M  ''Pi'          I  W'-l    '-"'^         «'•!* 

MrlT*    9(1  '110(1,  IU/ID,'^V-.  |l-'Hi;.V.!i(IHII 

^t>   llnUMeU    of    IU1  I  1C-    HI    la.oliunl    f  (ir  *l  *»l    l'dn»l     «lt"    vl*U     l 
»6l«ln    llifn    rt    »t«l»n    (tf    i  nntl    n  '   I  hit  i    I    «•    f*tlllll*t    tommiin 
tn   biith    KIII  11    I  HI    ttC    in  'n    '  min  ml  oil    fin1    vl  Ml    tut  I 

KNIlilltllli.W   II         Ml  e.iBlny    ll.fli.M,     :i         ((,[/  10/WM         Ml  I  HAH.  H   C         Mod  III 
fievvlio   tin      nf   H»w  Hammrm*         IIMI         l/.IW.l    «'V;i        Wfl": 

nil  lit:  no  ••»•*:(,  uj/ni'1-'".  c-'i  i  I-'DI  it- 


Hnurr»tl     l»   «'»vl*wing 
(ii   Urt  ft»ilri( 


MIL  I.HI.  H«      riB«n*t    •»» 

*   I'lth*   90  •«:(, 


nitiiin:ii.,j  A      iii>p.<  *.  > 

H«n*t«n»»t    llrflh.l,         lp 


01.   r*vl*w   lth«dul 
MIEClt-.H.l,   I.        I.II. 


HNKHIIIW.O 


152   ForunrJi    rnviiDil    rcsponsu    to    N»C    Hemiunt     fnr    Addl     Infu 
•!!)!     1(1    r«    eitimnted    f  roqiiency    of    thurmnl     intnrmil     boundacij 
layer    formation    ft    tea    braaif    conil  1 1  i  DUG,  Flev  i  nud    ri'sponui.' 
mill    bo     Included    in   t)L    ap  p  1  lent  ion,  Amend    4U. 

OKVINCENI  l!i,  .1.  Yiinloa  Atomic  Elotli'it  Co.  |]EV1NCI:.NT1S,  J.  Pnblii. 
fiorvicn  Co.  of  Now  Itanpsh  iro.  tt2/ll/0:i  KNIOMTON,  (S  U  Liconcinij 
Ur«nch  :i.  14pp.  1MI!)S>:  ;I44.  HtX  Ficha  !)0-1t:l,  IJLV  I  I  /OK.  n;jl  I  I  IK)  I  '.Hi. 

OaimOfiSS   Foruinrdo    rBVUt'd     rueponsc    to    NHC    1120301    vonutml    For     nil  ill 
info    rn    Effluent    Troalmenl    faj  a    Hrani.li    flrqiiiFat     For    Addl     Info 


fi,  J  Vnnkau  AUmic  Floclcie  Co  HE;:v  INCl-Nriii,  J  CutiLit 
fi»rvlc»  Co.  (if  New  lljnp^hiru  0,1/1  I  /0!i  HNlfilirtlH,  0  W  l.i  i:  .!  n  r.  i  nfl 
l)r«»th  :i  4pp.  lft(M.:>::i:)tl.  aflX  Fitho  SO-l'K 


f'ni-Wflnti    ruvlaod     r-  u  »  po  n  a  e    to    NHC    tli.'O^i;?    renucul    for     inlill 
mfo.Oumlioii    111).  21    re    NUfll-G-'OMC.     "Cuntrol    of    HU.JVIJ    l.oiidH 
nt   Nuclofli-   I'oour   I'l.mtt.  "    Haft,    addrudiing   NUHI-ro-OM  i! 
iiibmlUnd    [);!Ur;:!1.«*«pnn*ti    will     !>i>    inc  hidin)     in    I'iSAK    nmancl    10 
DKVIMCKMrni,  J.        Vrtiikoa    Atnmic    Gloclrlt    Co          UKV  INCtNlIfi,  .(         I'uhlu 
liorvlcn    Co.     iif    Nou   Hiimpihire.        (W/M/Ot).       HN1UKTUW,  (!.  W         I.ICIMK.IIIH 
llv^ncli    3         app          IftOliS:  :M'A        K1  X    I-1  1  die'  IK)  •44L),(IL!/I  1/0(1,  HUM  HOC);!tV. 


Onif)   (l»upomli    tii    H».>clnr    !!i)  a    Hi^ntli    npon    itoni    rn    conacqiitfru  09 
InUrmsihfllB    tto^ini    lino    brcolii    from    full    pouer   (,    effetln    nf 
I'flclucoJ    (luutron    lualflga    ronchinij    power    rAiiqe    JuliMilnra    in 
rviiilt    of    till  dor    vt<i*o[     ilniiindiiMiLT     liquid 

m-VWCKNTIfl,  J.  Ynnluu  Atomic  Electric  Co  UfiVIMCKNTIfi,  J  I'ulilu 
liBrvlco  Cn  n  f  NBU  llampahlro  OiVM/OU  UNHiHICN,  G  U  LicuniiiiMi 
t|r«m:h  '.I  lp  IftOUiJ'  t.'C.V  :!4X  liclif  iiO  44:1.  IILV  I  1  /Oil,  11!'  I  !  100:11  !' 

()i!ll!OI>:ir'/i    Korujirdt    rffvltoil    r»*pd»»i>*     l»    IBJOSMa    rnnuc*l     for    iidd  I     mf 
(lu»ltloriB    -140    !),  440   tt.  140.  U,  140    t'3    '•    440   -")'/.  lii'ipniiKf-i    null 
li»    included    tn   f-'fiClK   Anionil    'IfJ 

,  J         Van  I  »»    Alonnt    iaorlrli.    Cn          DI-.VlNCt-NI  1  ii,  ,1.        Pulilii 
Co       11  f    Wsiu   (Mmpohiro         fliVll/OII         KNKiHlUN,  (.'.  W         Licuiii.iiiii 


l:nrwrtrd«    rovnion    to  1-CiAII    [ioiUonu    ',   4    ;!.  i;  f.    '/   4    1    I!. 

incorporating     lornnilo    nunillo  p  rnlnc  L  1  mi    For    ('iinl.rol    rnuni 

jlr     inlflliii*    Itevltlniin    ull  I     be  Incliidinl     in    III     ipp  I  I  r.il  I  on 
Amsnil    '111  ..... 

m.VIHCUHnll,  J         Vnnlnn    Almnic  M.-ctrn'    Co          III-VINCIINI  l!>.  J.        .....  )Hi 

tlorvlf*    Co       of    N«u   Hrtfiptlilrw         IILVH/07         HNHJIIMIN,  <!.  W         l.liM  .....  ma 

Ur#nctt    :i         1pp.        IAO«/    M/.         l'4X    I-  n:  bo.  ii()    4  4!),  Ili'V  I  I  /()'/.  Hi  II  I  I  !Ht44  I 

IHAO«Vift  H*»|i(ini)t    to   llflJictor   i)ij  s    Urnnrli   ruanu'it    for    ndill     liil'ii    t-c 
Oiivilloni    440    111)  k    tit,  lloaponioii    ulll    bv    iiulndiid    In 
Amend    4II    to   III.   aiipln  rtlinn.  ,,    ,  , 

BFVKWHTIf),  J         Vanfcoa    Atomic    I-  I  oc  l.r  I  ..    Co          l)|-VIWCI-,Nril,,  J.        I'  lib  L  H 
(i.rvlc*    Co      nf    Niu   Hdnpihir*         DUV11/IO,        KNKJHMIN,  0.  W         ).  I.'  ll  ni,  I  nit 

urflnch  :i      4pp. 


(-'uruiitrdt    rasponmi    to    I!i!07a7    r*quiiit    for    ndd  I    info    r  u 
iir»v»nlli)ii    of    aronion   of    fill    nuill    dun    to    ui.ivw   overlopplng. 
Hgtnontvi   uill    tie    liiilndad    In   f\mei\<l    411    to    (H.    npp  I  lent  Ion. 
UFVIHCt-HTIO,  J        VankBU   Atomic    Sluctrlc    Cn.        nCYINCIW  111,  ,;,       I'ublli 
[i.'rvlcil   Co      of   N«u  Hnnpduro        «S/ll/l()        KNIOIirON,  0.  W        l.lcoimi  nit 


.'Mil 


03IIO;iOOO!)  l-(iru*r 
r*f  litt  111  liur 
It«nullt 


Hy.ll    lignf*    l.'l 
»r   uf    ft*»ltli    fihv 


ii(i)il»i     I"     !  ffl»i  „  „    ... 

V*n*»«   A(,j»M:    CUfiru    Cu         «i;i,«IH(;i;HTIO.  ,1       PubHt 
0«rvlQ.    C«      of   HIM   l't,"P»Mi-*        (ia/ll/01.       MHIOnrON.O   H 


Brunch   it 


I9VH   .Wt 


.  .  „.• 

»-<43.0a/ll/Ol.nanOJ0003. 


ailOilOltia  foru*rj»    r«vtt«K    i-ttpnnii*    it)   M»*lll«rv   H«»    Bi-ai'th  Ht«|u*»t 
for  Aijdl     Info    410  3S.I**r(    (II    k    r»vl*»J   f;(WH   ftuclloti 
9,  a.  9.  3c    m  Uiiil  i>#i>   diicuMiun*   «'«  Ao«nil    I  i*ni  will    b» 
Included    in  An*nd   41)   tu  (II,  application 

OEVIHCEHTI8.J.       V*nttt«   A*fl«ie    ClMlrn    Ce         OKVINCtlirifl.  J       Pub    U 
S.rvlc*   Co     o/  Ntw  H«n»miri        f^/11'03       KHIOHfON.fl  H.      I.  """J"" 
K)        IMK   t-'ich*    80  '443,  Ba  4 


B3I10903H   QA  p  rearnffl,  Amtnit    6,  fo«'    f *c  1 1  I  lv  „      . 

•     UnlUd    Engm**i<t    «•  ConHfuclor*.     Ine       l»«bi      0*   Raijthion  Co    '• 

uEc-TR-ooi-tA      aa/o-j/ife      7H(ip      i&oia  oa?      a** 
pichi:  90-443,  n2/n/04,saitow:na 
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i    rttfstitt     t  u    ojef'    \ttn    in    iSRP   Section   6.2.1    re    design 
itl*j    cant  iiirient    itructural    cooponrnt    to 


it  EUctric  Co  DEVIfJCENTIS.  J.  Public 
e  D3/II/12  KNIGHTDN,  G.  W.  Licensing 
24*  Fie  ho  50-443.02/11/12,0211330025. 


-' ;--jr  (i    dial    ^ionises    to    open    1 1  cm    discussed    in   820702 
'•ti    =,«-;•.  i;r    u.£;i(n     Itei    Lut-Pojer    Sgs   Branch,"    & 
.'-.-.      T.'.-'.icf    .if    rteetinj    He   Osen    Items    in    Safety 

.'^15    Jiid.,-i,sj     Junng    iitO^ra    eelcon. 

[li;     J          ranici.    f.toiic    Electric    Co         DEVJNCENriS,  J.       Public 

:;       :-,f    r;*_   .1,1-35- ire         CLVn/ia        HHICHrCM.  G.  H         Licensing 

3:.';c          1.-.17*    ,1.10        241    Fiche    50-443,62/11/12,0211230069. 


ponsf-    to    Mechanical    Engineering    Branch 
310   73   re    rtSKE    Section    III 
3     !o    HCS 

Electric    CD         DEVHJCEfiMS.  J.       Public 

32/11/13        KNIGHTOH,  6   W.        Licensing 

34-    Fiche    50-443,62/11/13.6211330361] 


.:  ii--...4r  _=''jr-,,i^i5    r(...,,e;j    rescc-r.sei    ta    B202I2   Requests    fur   Addl     Info 
"•*.,*':    "",'-'     -'    ""':',  -r   '^e^pDnjes    UI  11    te    included    in    DL 
n-  .'!::s.:ir.-j.  J         Vsniee   Atn-iie    Electric    CD         OEV1NCENTIS.  J.       Public 
..""••;*. '':;      '"'*    ""^   ""^'"Jre         32/11/15        KfJIGHTON,  C.  W        Licensing 
-    "•      '     '         '•"•t          't'-"'J    '-'5         ?4X   F1cr,B-50-4..I3,B2/li/13,B21I170340 


8211300136    Forwards    response    to    Rectoest    to   Addl     Info    44O.   110    (fleactor 
Siji   Branch  J.  Response   ul  1 1    he    included    in  OL    application, 
Amend   4g. 

DEVIWCENrjs,  J.  Vanteo  Atomic  Electric  Co.  OEVINCENTI3,  J.  Public 
Service  Co.  of  Neu  Hampshire.  SH/11/23.  KNIOHTOM,  G,  W.  Llc«jlsinn 
Branch  3.  4pp.  16230:132.  24X  Fich  e  :  50-4  -13,  03/  1 1  /23,  OfM  13001 IW. 

0211300161     Fornrards    response    to   Request    far    Addl     Info    i),40,  4S   !"    (i-IO.  61 
(Procedures   t    Test   flevieu  Branch ).  Responses    mill    6e    included 
in  OL  apo  t  icatiori,  Amend    40. 

DEV1NCENT1S,  J.  Vaniee  Atomic  Electric  Co.  DGVINCENTIB,  J  Publit 
Service  Co.  of  Neu  Hampshire.  83/11/23.  KrtlCHTON,  0  W,  Llc.nBJng 
Branch  3.  4pp.  16238:124.  SIX  Fiche:  50-443,  B2/1  i  /23,  O3  1 1  30OIA  1 . 

8211300051    Foriuarifi    rsvised    response    to    Q3042A   Requoit    for    rt-idl     Into 
"t~°~ll7    ra     affect*    of     loss    of    safety     injection    pumps     nn 
ECCS.Encl     response    will    be    included    in    Amend    40    to    OL 
application. 

DEVINCEfJlTS,  J.  Vantee  Atomic  Electric  Co,  DEVINCENflS,  J  Publit 
Service  Co.  of  New  Hampshire.  82/11/2-1.  KNIQHTON,  0,  (J  Licensing 
Dranch  3.  3p  p  16238:096.  34  X  Flch  e:  SO--)  43,  92/1 1/31.  0121 1300(HH  . 

B2113001B6    Forwards    notes    from   B2O323-25,  051S-I3,  071  8-1  f,    t    0914-1  D 
™.!?9.S    1l"' instrumentation  b  Controls    Si)9   lirancli.pep    branch 
B202I6  J,    0323   requests    for   addl     info. 

DEVINCENTrS,  J.  Yankee  Atomic  Electric  Co.  DEVINCENTIS,  J,  P  lib  I  i  i 
Service  Co.  of  Neul  Hanpshire.  S2/1I/2-1.  HNICHrON,  0.  H.  LI  conn  i,,  a 
Branch  3.  101pp.  16239:202-  34X  R  che:  30-«Ha,  Q2/  1 1  /34,  HL'l  1300LIIA 


respcnsss    to    ProCBdure   &    Test   Review   Branch 
infj    iJO   J.640   S9   (,   040   36    Info   uill    be 
3-i    '.a    OL    riopllcation 

jnie*  "tonic  EUttric  Co.  DEWINCENr  IS,  J  Public 
j  K)-pSh,re  82/11/16  KNICHTDN,  G.  U.  LlcenBino 
isl-i!  131  24X  Fiche  SO-443,  B2/1  1/16,  S21 1 1B0319 


MC    jositjcn    that   CP    applies    only    to    properties 
*.,Mt,r    of   HiSlorlc    Ptaces.En.r    i^tion    of 
.,    u.ll    ,,ot   affect    (Mstor.cal    properttes. 


.  . 

Begulation.     D.rector          In 


to    Reactor    2.(a    Branch    920426   requests    Foi 
f?5ponsp5    u,,]]     be    included    in   OL 

it    Electric    .0         DEV1NCENTIS,  J.       Public 
J4<    F,  che.  50-443,  82/1 1/]6.  921123D136. 


(ER),    amends    t,    corroapondnnce 
C5t    fgr    CRAC 


H.7™ ,'i   Weiss'Vi3Pr    °[«99'S^nd    -t0-d9-        tra'»°«»-        CUnUAN.II. 
B211150069.  ' 


.  , 

24X    Ff  eh.:  DO-000,  03/10/01. 


r0 
Matters 


u/re!poct    to 


. 
Flch.r  30-000,  K!/  10/OJ. 


t 

intake    filters   !,   e 
in   flnenj   4S    to   DL 


Electr,c    Co 


~-™S_?:!!!^™^:::i^^ 

8211150069  Responds    td   FOIA   request    for    CUAC    (,   rilAri  i 


0211130069, 


2/10/01. 


requested     by    020119 


Bl/H/19 


t|.e    ..tlM  t      „.. 


821115004,9. 


-B302I6000S  Forwards   Antitrust   fc  Ecnnnmi      *       , 

accident    impact    section    of  DEB  ECDnomic   *n.lg.i,   Branch    input 
MU-LLER.D.H.          Assistant    Director     *„,    C      , 

HULMAN.L.C.        Aeeld.nl,    K    ^nvitronin^^l    Technology. 


62/01/3?. 


—9203100061    FQTU 


input 


fieOAN.H.H.         Siting    rtnSlSJJrBraJ 
Accident   Evaluation    Branch.       13. 


:  50-000,  03/10/01, 


I  »-9,  a.  i   (a)  ,ltB  fefltu 

For  «r  3000, per  request 
S2/03/19,  HULMAN.L.O: 
14079:303.  24X 
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-8S1M30120  Provides    editnrial    additii 
920312    request. 
•raALS70N,A        Antitrust   t,   Economic    anajgsis   Branch    (Utility 
Finance,.        «'03/ IB         TrWDANJ.  K.        NRC    -    No    Detailed    Affiliation 
16099:312.       24X    Fi  Lhe;  50-OOO,  82/10/01 .  B2  1 1 15004,9. 


Civen. 


ip. 


to    DES   Pages    3-76,  in   response     to 


°™ards    comments   rc<:civ(!d    ™    f^ility    on    DES.  End  •    should 
*    "I"1"**10"    Provides    no    later    than   B20BI8. 

.  J.        Licensing    Branch    3.        02/07/12.        HALLARD.R    L 
Environmental    Engineering    Dranch.       lOpp         IbO'ff  311        3dK 
Ficho:  50-000,53/10/01,0211150069. 


"I""*1    reviou,    of    addl    end    comment*    on   DEB 

,  J.        Licensing    Branch    3,        B2/07/13.        BAt-LAHD,  R   L 

Environmento!    Engineering    Branch.        Ip.        16099-314         24v 

Flcne;  50-000.83/10/01,8211130069. 

0209030165  Forwards    counts   on    DES   For    rovleu  t,    eva  1  uatian.  ROKpollBe 
needed     by    820018,  Comments    ul  I  1     be    rBflected     in    FEB. 
scheduled    for    flaiOlO    issuance. 

HIHrtOLrrt.F.  J.        Liconsinfl    Branch    3.        82/O7/3O,        HULMAN,  L   0 
Accident   Evaluation   Branch.        Ip,       16099-313        2flX 
Fie  ha:  50-000,  S2/1O/O1  ,  O21  1150069. 


BU1   °f    °ncl    8tate   of 


technical    Engineering    Hranch. 

Fie  he:  50-000,  02/1 0/01 ,  BSl  II  50069. 


tp 


LGAR.O.       Hydrnlo|,ic 
16099-217        341; 


92092401^2  Furuard,    Accident   Evaluation    Branch    response    tn    a,aiBn« 
public     comnents    on    DES.  Common  t«    HHS-3   S.   NH-1     sent    to 
HLJ  dm  Ionic    t,  Oeotechnical    Englnopring    Dranch 
HOU3TON.R.  U.       AsaigUnt   Dlroetdr    fop   Radiation  Protoctiotl 
62/OB/30.       NOVAK,  r.       rtaslatant    Director    forUe.nilng        Qpp 
!6099r31EI         24X   Fi  c  he:  50-000.  02/10/01 ,  021  113006-7. 

9309100286  Forward*    DES    i.ipub    re    comments    by    State   Op    NH,  In  rotpon 
60    B2QB02    request. 

bfS^P',.   "Idrologic    ft   Ocotochn  icol    Engineering    Oranch.       B3/OB/2fl. 
MIHAQLIA,  F.  J,        Licensing    Branch    3,        7pp.         !i099'323         gflX 
Flche;  50-000,02/10/01,02111300^9. 


0211150Oi9    Responds     Co    FOIA    request     F 
analyiing    or    c  onmeii  tin-g    on    analyses 
documents     listed     In    app 
FELTDIJid.il.         Division    of    Rules     and    Rerord 
Harmon    «.-    CJeias          3pp.         16097   251  ?4X    Fi 

B21IISOO&<7. 


CJfAC     !<    CRAC2    analyses    f,     recurd- 
1     facilities. Forward  s 


82/10X01.        CUWRAN,  I). 
:  50-1)00,33/10/0], 


—0211150114   Advises     of    completion     at    met uoro I ng i c a L     input     For     CHAC 
code     analijt;  la, 

SPICKLER,  I.         Accident    Evaluation    Hrantft  02/D2/01?.        PASEDA«,  W 

Accident   Evaluation    Dranch.         1 1>.         lfiO9?    302         21X 
Fictie     5O-OOO,  B2/1OYOI,  92  I  |  I  SOOt.1? 

B210070019    Cenaric     Ltr    QB-ZI     to    all     ]ICBII,«,,     !,    apfllici,nlS    of    nucl.a 
power    reactors    re    Tech    Specs     for     fire'    protection    audits 
Forwards     guidance    discussing     gen  era]     scope    R    dost  rib  ing 
elements     to    be     included     in    audit.  Svc     list     ontl 

EJSENHUT,  D.  Q          Division    a?    Licensing.        82/CO/O6  Consolidate! 

Edijon    Co.     of    New    Vnrk,      I  nc  19pp.         I5<793:33B         24X 

Ficho:  5O-000,  02/10/Oi,  Q21007O011?. 

0310S9010H    Generic     Ltr    Q2-2S    ID    all     licensees     !.    applicants    re 
inconsistency     b«tuiQHn    requirements    of     10CFH73.  10  ( g  )    !,    STS 
for    performing    .judits    o(     safeguards     c  nnt  i-ng  enc  i;    plans 
(security     plan).  5vc     I  LS t     enr ] . 

ETISEHHUT,  D.  0.         Division    of    Licensing          £13/10/30.  Conao]  i  da  tod 

Ediion    Co.      oP    Neui    York,      Inc.        Hp  p .         15973:31'*         24  X 
Fiche:  50-000.  B2/IO/3O, 


0211330337    Submits     clarification,    re     "Be abron k     Elation    Fli-c    Pr»tm 
Progrartij  "     subnilttod    I3SQ4QI 

DEt'IMCENTIB,  J.         Public     Service     Co.      of    Meut    Hamnahiru.        DS/tl/lP 
WNIGHTDH,  G   W.         Licensing     [(ranch    3.        6pp  IftlJfS'OU         P4K 

Fiche     90-113,  Eia/ll/lS,  tlHl  IH3O337. 


G.     rtdjudicatnry    corrcspimdn  rice 

0211030374    Firat    a«t    uf     int  ei-rofla  lor  i  os     !.    r«nuD5t     Far    production    .H 
docume'nt-s.Reljitod     carrospandence. 


3.  H    ft         Seaconat    Ant  I --Co  1  1  ut  i  on    I.eagiiB,         BACKUSi,  R    ^          Backus, 
R    A         33/10/20.  Office     of     I  ho    Executive    Legal     Director          Spn 

110.        S4X    Flrhc:  50— 'I43,  OS/lO/aEI,  Rj:noaOS74, 


eaillS0133   nuupand.    to    open  HER    itoms    re    operating    procedures   End 
re\-fs.io.n*   ul  1  1    be    incorporated,  in   upcoming    FEW)   amend 
DEVIIJCENTIS,  J.       Yankoo   Atomic    Electric    Co.        DEVINCENriS.  J        Public 
Service    Co.     of   NBU  Hanpsh  ire.       aa/ll/OS,       KNIOHTCIN,  0.  W.       Liccnolnn 
Dranch     3,        2Qpp.        14Q39;3H4,        24X   Fi  che:  SO--143,  BB/1 1/OQ,  BSl  1 1  3013;.'. 

B3111AO1A3   Advtsos    that   FOrtR  Hoclion    I. a   r«    position   on   Hag   Guide 
1.  127,ifllJ    be    revised    to    Include    inservicn    insp    d 
surveillance    program    for    flood    protective    structures    per 
ifraPt    EER    Sac  ti  on    S.  9.  5.  3. 

DEVINCENriS,  J.  YontBO  Atomic  Electric  Co.  DEVINCGNTIB,  J  Puulic 
SBTVJCB  Co.  o  f  New  Hampsh  i  re.  92/11/0-7.  KNIGHTQN,  0.  W.  Licennincl 
Dranch  3,  3pp,  160>?a:317.  H4X  Fiche:  30-443,  ea/1 1 /O9,  BSI 1 160163. 

Bail23003B   Responds    to    9ER    open    i  terns.  BRP  Section   4.2.4.2    re    neeil    fur 
on-line    Poel    rod    failure    detection  t   Suction   4,  a.  4.  3    re    need 
for    commitmont    for   &    description    of    plena    for    post- 
Irradiation,  poo  1-t  lefc    fuel    surveillance. 

DEVINCENriS,  J,  Yankoo  Atomic  Eloctric  Co.  DEVINCENTIS,  J  Public 
Service  Co.  of  New  Hampshire,  HI/11/12,  KNIOHTON,  0,  W.  Licinelnn 
9ranch  3,  2pp.  16195:341.  2flX  Flcho;  50-143,  B2/1 1/12,  621 1230030. 

8311300416    Forwards   add!    info  &   clarification    of    draft    BER, Section    17 
ro    OA   prooram   4  overall    authority    (.   respond  ib  I  li  tij    of    QA 
organ!  lot  ion    fr   onsito    compliance    dept,  Entire    revised    suction 
f-nc  J, 

EJEVIHCENriS,  J,  YankQB  Atomic  Electric  Co.  DEVINCENTIB,  J  Public 
ServlcB  Co.  of  Neu  Hanpsh  lrB.  0a/ll/iS,  KNIOHTOM,  0,  W.  Licinainrj 
Dranch  3.  61pp.  16240:113,  H4X  Flche:  50-443,  02/11/13,  031 130041ft. 

B21I34017-?    Responds    to    draft   8ER    open    i  t*mc    re   Section    3,9  6  on 
Ingervlce    testing    program    for    pumps   i,  valve*   b    leak    rate 
testing    aP    pressure    isolating   valves. End    FSAR   revisions    to 
be    included    in  01-  appl  ication,  Amend   48. 

DEVINCENTIB,  J.  Vanfcoe  Atomic  Eloctric  Co.  DEVINCENriS,  J  Public 
EfrrvUn  Co,  of  Neu  Hampshire.  03/11/17.  KNIOHTOM,  0.  W.  Licensinn 
Branch  3.  69pp.  16307:03-1.  B4X  Flc  he:  30-443,  B3/  J  I/  17,  621 12401 71. 

F.     Security.,    medical,     omerflency    b    fire    protection    plans 

SH10Q4004B   Ounerlc    Ltr    02-17   to   all    poutr   reactor    lUensa.s   t 
applicant*   t.    holder*    of   CPs   r*    inconsistency    betuiean 
requirfments    of    10CFR50. S4( t>    &   BTS   for   performing    audits    of 
•mergency    preparedness    programs. Svc    list    encl. 

EISEHHUT.D.O.       Division    of  Licensing.       82/10/01.  Consolidated 

Ectian    Co,     of   Ntu  York,     Inc.       llpp.        14002:3-80        24X 
Fit  he:  3O-000,  8S/10/01 ,  021004004B, 


-B2LIOaOD7O  Fi rsl    aat    of    i n tcrro ga  lor  I  e a    t    requett    far    produellnn    (if 
doci/monts.  S  vc    lilt    one  ].  ltel.it  cd    c  or  re  ipanitonc  c  . 

HACKUS.R'.  A          Ge,i  coast    fln  ti-Po  I  lulloii    Leaquu.        BACKUP,  It    A          Hocdiir,. 
li.  A.         OS/10/2E1.  <'ublli     rServieo    CD       of     Naui    Hampshire,        -Inn 

15G9EJ:   !20.        ,-J,lX    Fichfl  •  30-M3,  BH/lO/aa,  021  10E0974. 


8311020011    fieanonse    IQ    Now    Kngl4tid    Coalillun    on   rJuclear    I'ollutliin 
(NECNJ1)    objectlonn    to    p  roll  ear  in  a    c  (infer  «nt  u    mcnioranidu-m   I, 
order    !.   motion    tn    cortlfg    objoetioriB    to    A'JL  U    t,    to   Stato    of 
Hll  objection    4-   reconsideration    ftiol  J  oiHI/Cor  1 1  ficate    op    Svc 
LE-SSV.fr?   f    ,    PtrRLIS.fJ.  0.       Hearing    Branch    ;j.        OS/IOVS1?.  Atomic 

Safety    anil    Licensing    Board    Paint  1 .        44pp.        L  SHBr  244        24X 
Fiche:  90—113.  03  f  10/119,  321  102001  I. 

62110200.1V   Advlirs    ttiat    MFJC    thauld    b*    served    w/int&rroodlor  I  os    t. 
requests    for    documonlu    similar    to    requosta     lent    to 
applicant. 

LESSY.fi.  P,       Hearing    Branch    3.        02/1O/29.       ja^DAN,  W,  S.       Harmon    t, 
Weiss.         JQROAM, W,  B.        New    England    Coalition     on    Nuclear    Pollution  In 

13001:027.        24IC    F  I  cho  :  50-413,  0?/10/U<7,  031 1  03-004? 


Flrtl    iot    of    IntcrroQiitoric-s    R   roqueafcn    For    doeumonts    un 
listed    contention*    Certificate    of    Gvc    enc 1.  Re  la  led 
corres  p  ondenc  e. 

CURRAN,  D.  .     jani>AN.U.  !J        New  Enpland    Coalition    on    Noil  Mr   Pollution 
CURRrtfJ,  D.       Harmon   *•   Weisa         H3/IO/S9.  DFfico    of    tha    Executive 

Legal    Diroclor,       34P(i          Li(IB7:207,        SIX  Fi  c  «  e:  50-443,  HH/10/S9, 
0B  1 10SJ0569, 

Q21IOBOOS3   An»uert    to    021013    first    set    of    Interrogator ies    &    ronuuflt    fav 
documenls    on    Contentions     I.  A,  3,  I.  [3.  1 ,  1.  n.  2    6    I,  C.  Cart  t  Pica  to 
of   Bve    enc I, Related    correspondence. 

DlfltWJ,  T.  O.  .     0/lD.n.K.       Public    Service    Co.     of    NHUI   lla^ipshtre 
DIONAN.r.O.       nop»3    *    Oragi.       aa/ll/Ol,  MBW   England   Coalition    on 

Nuclear    Pollution.        4Bpp          I3976;E77         SAX    FI che ; 30-443,  BS/ 1 1 /Ol , 
eailOBOO'53. 

BailODOO1??    Answers    to    3^1013    first    set    of    in  terronfltories    (i   ^enueit    for 
documenls    on    Contentions     ll.fl.  1.II.D.3,  Jl.B.  4    t<    II.  Q,  3. 
Certificate   o*    Bvc    oncl.  ftelaled    correspondonca, 
DICWflN.  T.  0.  ,     GrtD.R.K.       Puiilit    Service    Co.     of    Nnu  Jfampihtre 
DICIWN.  T.  0.       Ropes   i    Gray,       83/ll/Ql.  Meui   En0]and    Coalition    on 

Nuclear    Pollution.        H4pp.        15-776:118.        E4X    Ft  che:  50-443,  O2/ 1  C /Ol  i 
02110B0097. 
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5311080135 


Br.    t™    01.    t 


8211120195    Interrogatories    .    T  ,        « 

C*rtLfiC9te    Of    Svc    end  re<ullsts     for    document     production 

B21I120195  "^  6043.  273         SIX    Fiche:  50-443-,  02/il/io, 

6211130205    Interrogator.es    «,    request*     fnP    „ 

Certificate    of    Svc    oncl.  re1uesti     f"    °oc  umer.t    produttion. 


21II20Z05 


3211120209    Interrogatories  I     T 

Certificate    of   Svc    end  "    rt>1ue5ts     f"r    document    production. 

PERLIS,  R   G   ,     LESSV   R    P  L, 

i-c^:1''''     r  Hpyinnn      I]  p.  ^ i      r.  


i-ertifitate    o  f    Svt    em  1 
PERLIS.R   G    .     LESSV,  R    p 


for    produet 


i-n    of    dotument, 


request    for 


t;  '  Dl1   V. 
H°VT'  H    ' 


a2Ul«!OI93   Foruarda    Stat 

r£i» 

Jr  "     P  " 
P 

B2III90I9A   Mat  i  on    to    rn 


,  03/11/15 


correspondenc 


rc,r 

' 


, 
end.  Related 


conference   vacated    to 
HOVT.H   F        Atomic    Bit. 
Eng.and   CO,l1(.lon    ,„ 
FlchB;  50-443,  Q2/  1  1  /,  7, 


B21130034B   3UPpl 
4   T-eq;ueSt    for 
end    Related    e 
DIGtJAIJ,  T   G    ,     Q 
DIOWW.T   «.        R 


8211300365   flraend    to    an9uBr3 


Relatei   torre)f,Dnrfence 
DIONMt,  T  0    ,     can   c   u 
DIOWN.T   G.  s    " 


" 


to    BSlin- 


°"*=r.t  inns 


irifr   iet    of    interrogatories 
ti  ficate    of   five 


icate   of   Svc    encl. 


6211300369   Ansuers 


.. 

JOHDAN.IJ.S.        Neu   Enoland 
Harmon   t   HBi  E 


C3te    Df   Sv<=    end 


™7rr$^ 

Request    for    rtdrfl     Info   330   3P  '  Addl     Inft>   SSa-  3   * 

JOHNSQM.W.P.        Public    B.rvie.Co       »*    u         - 

KNleHrOH.e.W.        LicBnsino    Drlnrh'i         "^Hampshire.        62/10/25, 
FiCh,S0-fl43,  ""•        '  SB49:  ^        B« 


6208190230    IE    Info   Notice    a',   -n       «r 

Tr-n.,tion   Co«  01"      "e  ^  '%'  B  l?""  "9    '"    """   ^ell    to 
PWH.  »    Svc     llat    encl  "^   Genei-atDr    at    Operating 


, 
F,  che:  SO-000,  B2/09/16,  B20B190220  PP          15930:001. 


"Welds     In   Main   Control 


'5695:165 


92°^90229    IE    Info   Notice    BB-39,     «Bvc    Degradation 

Svc    list'encl0'    Reclr':ulatla'i    Sys   Piping    at    DIJR   Plant.'" 


Fi  che:  50-000, 


300190229 


loO!7:09a, 


620B190223    IE    Info    Notice    62-38       "Cha  r 

For    IE   Bulletins,  Circular*    r.    r    c      f ,    ? "     '"   Fopmat    *    Distribution 
DEVOUNO,R.C         Director's    offit"nfF-lCeS'  "    SVC     ''St    enCl 


HIJS 


2^)™™    IE    lnf°    Notice    B2-4Q.     "Defi 

JORDAN,  E.  L.        Dlvision''!!?3^"1^565-" 

Consol  idateif    Edison   Co       of   M^^^v"3 
Fiche:  50-000,  82/09/22,  B20£)190232      " 


15930:019.        31X 


2pp. 


aan 

in.tru-nentation   «„   onents 
niCHARDS.S,  ft    ,     HETTENHAU^m   i  n 

-"^-  ™ 


• 


B31  1O90500. 


Flcne:  50-000,  82/10/22,8203190239. 


M?ALLm,U;C.  "'pub8!?"  lefrvue"coeriof   JS.;"*"""1   Pr 


2pp. 


s.       83/11/03. 
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No  Hen    tit    vioUlimii     from    Imp    on    llSO'littt-l  001  . 

llivUlon    iif    l'ii||lnu«i  nig    r.    Tntliniinl    Crngramii.       H3/ll/o:).        Up  p. 
(,;•:  iv    I  on       uux  i-'u  in>   »(»  •  'tin.  <i;!/i  I/OIMKM  1:100147, 


.,uyit:!0i)i'.:i  if-,   tit»p  n»i'i  !">  'in;i/iK,!  iu  »«  nyovan-iooi  Nnn  c 

«li  led     f  rtl  liM'ti     Ui    ill  «l)'  I  tin  In     tidily  -I'll  lilt  ed    iljtiign    chfln 
app  1  1  1  Ai>]«     tn     lid  Hi     i  tint  ii  1  IIJIIVMI  I    iipiip  1  1'  at.  i  iin/p  I  file    It. 


compliance 


IMvloiim    u  f    f-.'ng  inuvr  ing   d    ivcfinical    I'mnrnms, 
:w   in/       :MX  Firim.  ito-n:),  n;.v  1  1/0:1,  1121  union/ 


(UU 1  (Kin-M    rti  I.     reieipl    n  f    Wtt'i'f</     lit-    i  n  fi.rml  nn   NHC    of    «lirp<  Ufceit    to 
rovi'fil     vliilrtll  OMU    niilufl     In     II      lh»f>    Hup  I    (K)-it4:i/(li!-0/i. 

MAHTIIJ,   1     I           Illvloliin    » if    t  ny  I  no  wr  luij    t,    Tuilintcnl    I'riigniron  (Ii!/ I  I /III). 

1AMMHU.il    C          IMIi  1H     liui'viiu    <;<i       i,P    NOU   IMmpthlro         i)|'p  lAl4|-i!!l!> 

;>.ix  I1!.. im  !)(»-  44;),  iii'/i  i/oii.  II.M  i  im>:i:-'i 

•  -iiai  IIUIKIIM    llmp-uiul*     Hi    fl)*C    Ill'Oliyi     llr    I'M    vliilnHunn    lidtod     In     II-.    Ini.p 
Ifept     t)0  ''MM/n;,1'  (If,    tliiri'vi  1 1  vu     rtitlunu    IN  Ml    I'l'in  iiilni'o    '.!•-'.! 
\>iv  in  oil.  i  'until  >•  liiy    tl/l    till)  IIHIIM  •»    i  PI-  t  I  fn.al  inn  b    ong  inoui1  i"B 
iji.iligtt    niiUinr  i  j.it  l  on    .  «    ii.ii  l.ur  i  tn|'    "ui  1 1    i  n  i  tn  1 1  nl  I  on    1  IOIIDI!. 
tJlllW'IIIM.  II    I'  Muhlli     Mvi'vlin    Cii       of    NI>I.I    Unmpiti  [  i-«. 

HiMHirj.T    I          Dlvlolnii    "'   I  iiiji  nuoi  inu    '.    rerdnlenl    I 
1^,111    ;."(/       ;•.!>  iiiim   :>o  «M;I,  tt;vii/iMi.n;,?i  u(H);ii!i 


n-:   info  'Jnin«  u;'"i:ii 
inn   !l<ji    "   livi     lint    "in 


Clinnil  HlHlorf    MlUnn    Cn       nf 

I  it  ho    W  '000, 


I.-IH;  mo   in  I.KII  MI-  i'i 

iiii'flni.-fl. 

ii          Iftl  /I  '  U,');i. 


Di'DIM  V()i!S:i     Ii.    Inl'ti    HiiUm    Hi1    'III,      "t'HM    I  nw    lnni|i    l)Yer|irin«(irw 
I'l-il  t*i:  I  inn.   "     !>vi.     I  la  I    ii  n  i   I 

JUUIIAH.  (•     I.          IllvlOlon    nf    t  imlMPCrlng    '.    Ihm  I  I  ti;   Amiirnnc  c         II3/II/1V. 
Ciimul  Idaied    lilliiin    Cii       lit1    Ntn-i    Vnirli,      Im  V:i(i(i          Hii!',K>    'J'tU.         !.hllX 

nrlm    fjil    (KM).  II^V  I  I/I1',  U.,1!)!!!  WytKI 


(1     imp-ni'tnUl"    in  MI  i1  r  »  in  o«.     I.I  IU    '-    iiilntoil    t:nrvimi(tinliiiii.» 


Niittfies    nf    Ba!l!^-ll!    c.iscln.id     fortciiit    p^nel     site    v  i  •„  i  t    tt 
obtain    Infn    ro    itat-uo    nf     count    OF    l/n  1 1     I    !i     facilities    common 
to    both    units     List    of     info    requested     for    visit     one  1 
KNICIICCIN.  <I-  W         Li  [ens  ing    llranch    3.        OrJ/lO/l'n.         rAl-LMrtN,  H    t:.         I'll  If  J  ir 

Flchc:  50-4-J3.  CIH/lO/aB.  031  1  I  :JOS3ft 


;!l  1 040i!9>!   P'oi'waril3    pinjinpnl     Tor     feet     Incurred     in    rcvi 
F'liAf).  irontf  orring    ouinorili  i  [i    thiirt->«     to    Urt   Electric 
Coopsra  U  Vfl  .  Inc. 

B1T8HKH.JA         Ropes    '•    Or.iij         lia/IO/lJV         Htl  LI'H,  H.  tl 
HfliiaO">i'i''lit    Brniicli.         Ip  I  STOli  •  Otlit         ;!*!)(    F-icho    BO-fl 


in    iioiihriiu  Ii .  Nil     III 

]|j  t      to 


HMIflHTdM,  0.  U 


H311  lOCJO1!!.   Noli  f  Icrtti'in    of     (i;?M  I  (,  -1(1    moptini]5 
review  ton*  I    pruijross    lo    nblniti     niPo    for    usf 
CII.    ravmui    icti  ocln  1  i  "1    prticogs 

wnsiri.i-iM.  t,.     i.icunqinfl  ih'.imc ii  :i      ni'/io/;."'. 

l.iron»liiB    Brnnth     TJ         'i|ip.         IdO'l''    M(\         ^'flX    ( 
I!,'!I  I  I0001S. 


Il,nll0:!000!l   Furw,irils    roviauil    MlAlt    figure     III    1-Tj    re    sl.iUnn    ori|,nii  u.i  t  i  mi. 
rvf  lolling     tnnvaiK-ii  J    inimli  i'f    »  f    hu.il  th     |ilnji.i  ca     li-cdn  i  i.  Liiin> 
Item    will     lie     Includuil     in    Ftirtll    AiniMid    '111 

OKyiHCKNrifl.J.  V,HiH*u  Atimiic  f-  1  ur  lr  >  i  flu  Hf.Vl  Nflf-  N  nil,  J  I'uhlii 
(iorvU*  Cn  «f  Nuu  H.jfnp  ah  iv  u  ItiVll/OI  HHKfimiN.G  W  1.  1  1  iMit;  i  "II 
Dranch  "1  Ufi  p  1SVM  :i:iV  ill  X  Mr  he  5tl--*fl:i,  fi:V  ]  I  /()!  ,  H;? 


'l!):i   Knruini-ila    revised    reiponin'     t»    ftui  1  1  l.inj    (iijt    Pr.niL  Ii    Hi 
flit-    Aildl     Iiirei    itlO.  ;,'».  f'.it-t     11)     (<     revised    F11AH    !iui;tmn 
'/   ;!    !>   Ill     ro   WH!i    per    if  1  a  i:  i"  «  limn     w/H    Annnd     1  t4?rri5    uill     l)« 
Hii:hidi>d     in    rtmotnl    rtl)    <.n    III.    appl  i  c.it  inn 

D1-V1HCEN1  lil,  J          VniiVuo    Atoiuu     l-liprtric    Co          1IEVINCTM1  Ifi,  ,J 
(Itii-vU*    Co      nf    Now    Hrtmp  »  h  i  r  «          HJ,V  I  1  /  t):1-        KNIG-HHIN.C    W         [   i  i-cnii  ii 
llrancli    :»         lOjip          I  3'K!!t    :i:i()         JHX   f'  i  c  he  '  MO"  1i:>.  HI'/  1  1  /();?,  UJ-'I  I  ()'»)1  ! 


OA   d  rnfli-om,  rtmentl    (>.  fin      f.n.  illtij 
J    Flnp  Inner*    '>    Cons  Iriic  torn.      1  nt 


if    l(atjtln 


ttliig    iinnrAlur    o««v 
IIH1I  OQO    til    fUl-00   *. 


aHLJ4<iyj'!)    l»l*i'iPi    ditf  Ii  i  BIH  y    i»pl    i'« 
iipsrots.)    vrtlvoi    Vnlvii    -Ntnln    Mi.luilo    i 
r«lin.  t,h«»al»u     «|i»i'alor     from   I   I  ml  lori 
iripKunniiUnu     limit    ilnaiou    inhtrnl 

IH-.YIttCI  fllll'l-  •'  Mi.  bin     (ini-vlid     tin      iif    Nffu    M.im|i»hlr* 

llflglim     I,     I'lil  UilnlpM.1.     llt'fn*    »  f    111"    Dlritiliir    ((II  /O.'I/OU         :i(if 

iciui1/  ti'M      yix  luiiB.iiii  .i. 


(K'U  I!i(ll!i7   l-'oi-Lin.'di    I-OVUDI!    i-i'*(Miimo     In    HHK    LU'IVWI     i-Pnunol     fur     Jii'Hl 
lui'U    I'D    nffluunt    Irn.ilinriiil     *y-i.  Uev  mliin    ul  I  L     be     i  in.  luitoil     Hi 
Am  mil    '111    lo    (II.    application,. 

Vniiln*    ftti.mii     f-  I  .H:  I  r  1  1     Cu          lll-.VINriiNl  1  („  J         F'ulili. 
*   Cn      of   Ntuj   Hrtnpiihlrn         ll;  VI  1/01        HNIUIirllN.  0    H        Lire  ni.nifl 
II.        llpp.         IM'-'I'     I1'''         i"»X    Clrh*     !30-  -lOH-IIJf/l  l/<>'1-  fl."'l  I  ISJOI!^ 


Hiigi'allH'    I!  min  I  ntit  Inim 

IOIUOOIV  OHIIO.-II     Lit-    IU.'    HI    tn    all    niiwer    renntlil'    «PnlU«nl* 
iHti.aoOi    I's     I'ujrt'lni'    11)1*1  nlin-    f.     nuninr     mill  I  ill'    ii|nlv  dtor 
rei|iiftl  i  *  u-fill  mi    mnnn    fVlvintrn    1,1ml    P  i  din    hngln   nl    fut 
4/Hei-   lln'IOOl     llv<     list    mil  I 

I'IMNiiUI.I)  (1        llivmini   nf   I  iiB'iniita        IU/K1/W  C 

Union   <:  n      nf    M«w   Vurk.     I  in          l!l(i|>         1MMW'«;M        1'1X 
i- 1 ehw  ^i)"(i()(>,  (ry-/ift/(;j,  i iy  101:100 iv 


IHAIIKIIIIK   HUCIIAH    lilAIIMN,     UNIT    I.1 

Si  imili-Ki  tmn    tLrtg*    iiiutim»nHi    t.    i!(ii-i'»«pund«ni: 


A     Ap|ilii, 


rot  ft    r»nn«»l    fni-    CHAC    (.   CHAC    ^  amnlyie*    t    r»Eurdi 


nf    Aqmnuslrn  t  inn. 


CtMtK/lM,  |>        I  l/i  r  mo  n    !.    W«m         ICVOII/IM 

IP       IAOW  ano       y**  nih*  wt.-44;MW 


0«.i»nc   l.lr   IW-K.    In   -II   I'NH    Hc»n»i»»«   TP   WiftE(!-07:i'/    Tui.li 
tip  ft;*   «»nu»»t»    rtvtsur  nf    Teuli   tlpfct    lo    UeUrmlns   cuniltttncu 
u/oiiti|*HL«    providttd.  1'nr    Hem*   w/i1*vt*Hon«.  *m*n«l    I"    He»rit« 
raqi>li'«il   M/u    itfltmt    onr  U    live     Jltl    OIK  I  . 

l-:it!l;l*Hir.  n  0        tlivumn  of   i.n:»ii!ting.       tia/09/BO.          (.ontoliiiatwu 
l,'(JI»on    Co,     of    N«u  Yurk,     lilt         Iflpp.        lOrKK).  MO.       SIX 


G31  10*0101  B*qu»»l»    r«vlnw    fp«    for    Illiaifc  »m«nd   app  I  Icat  Ion.  ptr 

ItiCFnimtiiilhin    13  iFag*   of    llr    r«cuipt  ...... 

HII.I.6R.HO         l.lc*n*«   l;l»«    rMn.j.mmt,    tlrsnch,       02/10/19.       TAl.LHAN,  U.  (,. 
PnlilU    B»Twie»    tin.     flf   MIIU  H*mp»lnr»         Ip.        IS'MftiOOO.       S1** 


inric    l,lr    OB-ao    lo    oil    po«or    rB»cloc    lit  *n«<**>  permit 
holder*    J.    *ppl  lc«iiU    for    Cf>   r»    gulil«nr»    for    inplomnnting 
flfll'    ruli.f'nruiifdi    NWIir.O-O'/Oi  HUBEO    ID    b»    u**1*   *•    tntrrlm 
ffl*«ittr*   until    Hng   OuH«    I.  70  r»vi»»d-  Bwc    lUt  «nt  I 
GISENHUT,  D  0         Dlvlitun    t>  C    l.U«n»ing.       03/10/26  ConiollBa  too 

ED  It  on    Co,     of    N«u  Vort.     Int         9pP         15993:2^9        BflX 
rich*,  30-000.  H2/tO/3&,l)210?6000tl 


f    F-'<irunTtl»    rnvininl    i-inporcno'    Ui    MIX)    «»i[iuiiit     for    Ml)}     lii)-() 
t!M,  III   re    entlmnloy    rm«iiicnrij    of    LIII-I-HIM!    inLurn.vl    h.iuiMkniy 
JjiHtr    forniflti  o»i    '-    »«<"   tii'iii'io    coinlitiiin.il   lluw  iimd    i-eii(H>niic 
ulll    tin     1  IK  1  ii  d  e  d     Hi    III.    .ippllirtt  ion,  rtnu'Hil    111. 

|«'WIMCI-HrHl.  J          Vrtniue    MDft.ir     lUeilrn     Cn          Ul-iVlfJCrrlVI  (i,  ,J         1'iiblii 
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iirdneh  :i      i^PP       IAOIIV  i'-M      '"i"  '-'":'"'  no-  i-i:i,i!;v  i  uo^,  Ji;n  1  1  i.oi  n;.' 
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DI-VlNCKIITin.  J          Van***    AtDm)L    1-!  I  ec  li-lc     Co.         IIKVINCKNT  111.  J         F'mlilii 
(iervlct   Co      of   N»w  ll^'p«Mru         (CI/ll/OH        KNI  UHHIW,  0.  W.       1.  tiro  ink  Lfi,, 

S"I«o  3      app       I6t>:w  :nv      ;MK  ruhc  M-44a.Ha/n/(Hi.ni!iiio<ii>4') 

(iailH>03l!)   R»»poiiiH    t<i    lieactoi'   th;o    lir.mtl-    upon    Item   re    tiirmenuitm-wii    »l 
liit>rmiillnt«    »tB»m    line    brent)     »ron>    full    puunr   A    cffur.to    n  C 
rediKed    neutron    lujk^ge    reflshlng    pouoi-    ranq  c    dotoctopi    a« 
reiult    of    colder    w»mml    if  nwineiimur    liquid. 

VanJ-9    Alnmic    EUclrie    Co.        UKVlNCCNTin.  .J.       Pub  Hi 
o^  lUnihiP..       fia/-ll/0«.       KNI«HT(IM,fl.H.       I.    ™    •'" 


rvut   Co      of 
Ur-nch:i.        lp, 


4X 


fl.  lffi/1  I/Off.  US1  1  1001115. 


fiSUI003'«i   Foruartf*    rBvisei)    rotporiBOt    to   (IMOaia   rsquo.l    For    aildl    Info. 
au«<  lions    410    5,410    fc.  110   0-140    2!)  6    410  =1''   «e«l>onii»*  will 

Malu    El«tr,«    Co.        DEVINCEHriS.J.        PuLH, 
thlr»        Cia/II/OB        KNIOHTCIN.  0.  H        L.l^r.fl,,,(l 
314.       EH*  Fl  e  h«.  90-1M,  Oa/M/OH.  flat  I  I003W,. 


02  111  3044  1    Forward*    ravt»ion    loFttrtRBitclfor.il    /,.  4,  U.  S  (<  <?.  4.  1  .  L'. 
Incoi-porating     tornado   mf**il»    protectlod    POP    control    room 
*(r    lnt**t»    R.viiic-na    will    t»    included    in    CIL   application 
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DOCKETED  ITEMS 


5^11160397   Forward, 


^ 


^^ 


S21I230025 


• 


IS30069  Forulard>    add  I     ,= 


8211230100  ForWfl 


«•    Utility   Envirnnr,antal   R 

-------------------------  ^part^iERJ^amend^^ct.rrespond.nc. 


1.       CURftrtN.JJ. 
•:  50-000,83/10/01, 


™-''^""'"  ""  -—'•«»•  '.».  »-  . 


DOCKETED  ITEMS 


—9211130034  Pol-mar ds    Accident    Evaluation    Urancfi    acherfule    for    evacuation 
piirairieter    inputs    re    EIS   risk    analyses. 

PASEDAG-W.        Accident    Evaluation   Branch.         BI/O3/IQ,        PA0ANO,  F.  Q. 
Emergency   Proparodnesa    Licensing   Iir.<aftcr   B01II9    see    I&E)          2pp 
lfrQ99-25S.        21X    Fie  he:  50-OOQ,  B2/1O/01, B21  1130069, 

--011*110164   Requests     technical     assistance    For    Accident    Evaluation   Branch 
input    to   DES    pn    impacts    of    plant   ac  c  i  ifont  s.  Reeponi  a 
requested    bg    B2O113, 

HDUSTONi  R.W.        Accident    Evsluat  ion    Branch.        Sl/11/19 

<j«ETUl.euiCZ,F,         Accident    Evaluation    Branch,        3np,         'lc.099:  S6O.        LMX 
Fiche;  50-000,  BB/JO/O1,  02!  1 1  3O069. 

— 5203120049  Fnruards    ernei-gnncy    preparedness    DES    input    I.    evacuation 
time     data    por    HI 1O19    request     for    technical    assistance. 
Evacufltion    time     estimate    data    uaa     submitted    hy     licensee 
on    HI  1003. 

PAGAIMQ.F.  0.        EP    Licensing    Branch,         B3/Q1/2Q.        OUAY,  T.  R.        Accident 
Evaluation    Branch.        2pp.         14O<T"7:29*.        SIX    Fich  e:  SO-OOO,  32/1  0/O1. 
E321  1150069. 

--8202160003  Forwards    Antitrust    fe    Economic    Analysis    Branch    input    to 
accident    impact     Buction    of    DES. 

HULLGRi  B.  li.       rtssistnnt    Director    for    Environmental    Tachnology 
D2/D1/29.        HULJ1A«,  L- Q.        Accident   Evaluation    Dranch          3pp 
1  <4Q'?<J  r  B9?.        94  X    Fie  ho:  50-QGO,  BZ/IO/O1 ,  H2I 


B21123003B   Respond*    to    BER    open    i  terns,  SF1P    Section    4   2   4.2    re   need    fur 
on-line     fuel     rnd     Failure     detection    t    Section    4.2.4.3    re    need 
for    commitment    for    &   description    of    plsrii    for    pcst- 
irradiation,  pool-side    fuel    sur  ve  11  !  anc-e, 

DEVIMCENTIS,  J  Vankec  Atomic  Electric  Co.  DEV1MCENTIS,  J  Public 
Service  Co.  a  f  Nou  Hampshire.  21/11/12.  KMICHTDW,  O.  «.  Li  cc  n'.in.j 
G-ranch  3.  2pp.  !  if79.  31 1 .  24X  Fiche- 50-443. B2/1 1/12,  HS1 laaOOSH. 

8211300*16    Foruards    add  1     info    t,    clarification     of    draft    SF.K.  Sec  t  i  on     17. 
re    QA    program    &    overall     authoritg    4    re-spoiia  i  t>  i  1  i  tij.    of    QA 
organ!  rat  ion    *    onsite     compliance    rfppt    Ejitire    levisefl     section 
enc  I. 

DEVINCENTIS,  J.  Vankee  Atomic  Electric  Co.  DEVJWCENTIS.  J.  PlibllL 
Sorvica  Co.  of  Wow  Hampshire.  H2/II/15.  KNICMTDM.  0.  H  Licciifcinii 
nranch  3.  61  pp  1&24O;  11, 1.  H4X  Fiche:  50-443,  H2/ I  l/l  5,  £121  1  3DO1  li1,. 

0211310179   Reaponda     to    draft    SER     open     i  terns     re    Section    3,  9.  (t    an 
inservice     testing     program     for    pump's    t    valvc-a    t-    loalt     rati 
testing     of    pressure     isolating    valvpa.Entl     FSrtK    revision  a     to 
be     included     in    OL    jp  p  ]  i  c  a  t  i  pn,  Amand    4E3 

DEVINCEIJTIS,  J.  Vankec  Atonic  Electric  Co.  DEUIKCEWTiR,  J  F'uLlii 
Sei-vicE  Co.  of  Neu>  Hampshire  82/11/17.  KNIOHTON,  (!  W.  Lie- Biniini) 
Branch  3.  6t)pp.  16207:02-1.  24X  F  i  c  he:  50-443,  fIZ/  !  !  /  1 7,  132  I  I  L'lO  I  yy. 

F.     S-eciiTity,     medical,      energenci/    !,     fir*     protection    plane 


-9203100041   Forwards    input    fur    Sections    5.9.2.!    (at    site    features    of 
draft    EIB  &    pc-pulatiun    pro  joe  ti  ona    far    uv    2000.  per    request 
REOAN.W.II,        Biting    Analynis    ffranch.         B2/02/!i?.        HULMAN,L.O. 
Act  i  dent   Evaluat  ion    Dranch.         12|>p  16079  •  303         SAX 

Fiche:  50-000,  Q2/  IO/QI  ,  H211150O69, 

-B211  150120  Provides    editorial    addition    to    DES  Pagan    3-7ifc.  In    rospoiiEe    tc 
62O312  request. 

TOiftLSTOM,  ft.       Antitrust    &   Economic    analysis    Branch     (Utility 
Finance).        B2/03/10.         THADAN!  .  M,        NflC    -    No    Detailed    Affiliation 
Given.        lp.         1609?:312.        21X    Ficho:  5O-0(Jt).  Q3/1O/01  .  B21  1  130069. 

9207160117  Forwards    cummonts    recciveiJ    re    Pacilitij    on    DES.EncIa    slinulil 
b*    raviouiad    Si    evalunt  inn    pt-ovldod    no     later    than    BEOSIB. 
MIRAOLEft,  F.  J.         Uicnnsing    Branch    3,         HS/O7/IH,         BALLAfJD,  R.  L. 
Environmental    Eng  i  noer  1  no    Branch.        10pp.        16097:313,       SIX 
Fie  he:  50-000,  U2/  10  fOl,  FJ3111SOO69. 

0200030*44  nequnsta    reviou  of    fljdl    ontl    co-mmontu    on    DEB. 

MIRAQLIA.F.  J.       Licensing    Branch   3.        93/O7/13.       HAi-L/iRD.  R.  L. 
Environmental    enginpering    Branch,        lp.        1*097:310,       SAX 
Fich  or  &0-000,  BS/10/01,  O?l  II  900fi?. 


Forwards    comrnonta    on    DEB    for    rnvieui   !.    »va  1  uat  ion.  R  anp  HIIHD 
needed    bij   020BI  B,  Comments    ui  I  1    bo    r  *  P  1  or  t  ed    in    FEH., 
ochedut  eif    for    031010    iaEUanco, 

MIRAOLtft.F.  J.        Liconsing    lip.Tncli    3,        HH/07/30.       HULMrtN,  I..  0. 
Accident  Evaluation    Branch.        lp         1A099:  3IS,       E4X 
Fie  he.  SO-000,  B3/lQfQ\,  3211150069. 

-6309270039  Requests    rnviuui  of    encl   Btato    of    Nil  DEB  comment* 

MIDASLIA.F.  J,       Licorning    Hi-anch   3.        92/03/03,       LEAR.O,       Kyd  i-o  1  onlc 
tt  0«atechnical    Eno  incur-  ing    Branch.        I  p.        16O99:  317.       24X 
Ffche:  50-000,  aa/  10/01.  Q21  11  30069. 


Ocnerlc    Ltr    BS-17     to    all     power    reactor    licensees    t: 
applicants    tt    holders    of    Ct'-E    re    i  neons  i  B  t-enc  y    beluoeri 
requirements     of     1OCFH5O.  51(  t  I     6    BT8    for    performing     audits    of 
emt'roenity    preparednoae    programs.  Bvi     1  i  gfc    ent  1  . 

EISEIJHUT,  D,  0.         Diviaion    of    LicenainD.        EJS/IO/O1.  Cnnscil  i  i!a  tud 

EtllHQn    Co.      of    New    York,      Int.         31|>p.         I  fiDOi*1  f'Ull         HAf. 
Ficlie:  50-000,  02/10/01,  03100400*8. 


nosponds    to    F01A    ronue-st    fnv    CFIAC     f>    CFJAC2    .in.TlyGc? 
analyiing     Qr     commEn  t  ing     on    AH  a  |  ij  g.  e  s    re    Fiic  I  I  !  t  iea.  f'oruar  its 
documents     liotflif     in    app. 

FELTDN,  J.  M.         Division    OF    Rules    .ind    flecords.         HLV10/O1 
JlarmDn    t   Weiss.       3pp.        liiiW9:H51         34  X   Fi  the:  50-OM,  B.'!/l  (VOl, 
Q211  I500A9. 


plstloii     of    nmtPdrolugtr.i]     input     For 


— HBI 1 1S0114  Advliea  o 
code  iiiidlgi  iu, 
BPICKLEB,  f.  Acciilunl  Evaloatiqd  Oraneh.  Eli 
Accident  Eva  1  i/at  i  on  Branch.  lp.  MiQW- 303. 
Ficfie:  50-000.  O2/iO/O].  112]  1  I  SOOiW 


0210070011?   Oenorlc    Ltr    02-31    to    all     licensees    t,    applicant!,    of    nucU>,ir 
po-ifpr     rcactqrs    re    Tocti    Hpect     for     flrn     protection    duiiite 
Foruflriii    guitfanco    diacu^airig    genei-/il     trope     t    (1  p  icr  I  b  i  ng 
elements    to    be     included     in    audit.  Kvc     1  ]  el     imc  1  . 


ITISENHUT,  I).  0.        fliviiion    of    i.icenning,         02/10/06. 
Kdiaon    Co,     oF    Nnui    Vorfc.      I  nc  l"Vpp. 

Fiche:  30-000,  02/10/Oi,  B2!007O01C' 


I  5793  ;  3:il) 


Cnn^ol  iif.i  Linf 


Q210a90IO[t  Oennric    Ltr    02-aa    lo    all     licensees    (,   jtpplicantt    re 
intonai  i  toncy     between    roqul  romen  t  a    of     1  OCFH  7.1.  <!(>(  g  )    t,    fjTn 
for    pecForraina    aurfita    of    soft-guards    c  onting  encij    pl.ina 
Ciccurltij    planl.Svc    list    one  I  , 

EIEJENHUT,  D.  G.        DivUion    of    Licensing,       fi3/lO/M.  <CansDlld.it.uil 

Edison   Cq.     of    N«ui   Vork,      Inc.       Bpp.       1  W>3:  3C9.       aix 
FJche:  BO-000.  B2/IO/3O,  R2103901OO, 


Foruiards   Accidpiit    Evoluatinn    Qrftncli    response    to    fls 
public    comments    on    DES. Common t«   HHB-3   fc   NH- 1    sent    to 
Hjdrotngic    S;  Osotechnicfll   Ennlneering    Pranch. 
HOUSraN.n.W,       Assistant    Director    for    Radiation   Protection 
82/03/20.       NOVAK,  T,       Assiitont    Dirccto,-    for    LicenaJng         Bpp 
lt09?:31S,       SIX    Fiche: SO-OOO,  82/10/01,821 11S006?. 


821I2JQ337   SubmUi    clarification    rp    "ilaabronk    Station   Fire    F'rtit  oct  toil 
Program, "    lubmitted    820401. 

OEVrNCEWTIS.  J,  Public  Service  C-o.  o<f  Moui  Hampslitro. 
BNIflHTOW, 0.  W.  Licenaing  Dranch  3  6pp.  16IB5:OI4. 
Fielie:  SO— 143,  02/1  1/13,  Q21  1330337. 


— B2Q910O2H6  Forujaril*   DE8    input    ro    commdnts    b  <J   Btntc    ot    NH>  In   renpona 
to    B20B02   request, 

LEAR.O.      Hydrologic    &  Oeotecli  nicfll    EnBlneerinsj    Branth.       as/OE3/S4. 
rURACLlA,  F.  J.       Licensing    Branch   3.        7pp,        16099:325,       24)C 
Fichfl: 50-000,  SB/ 10/01.  Sail  I 50O&9. 

E.     tJRC    BaPetu   Evaluation  Roport    (BER),     ouppl?    li    con-T-Bipondenco 


0.    Ad  jud  I  catorij    carreaponilencv 


821102057-^   First    ttt    of    Int  urroga  tor  io<s    fe  roqueil    For   production    uf 
dDcuinents.  OB  1  a  ted    correaji  ondeilc  e 

3rtCKUS.fi.  f\.        SfflHCoaot    rtntl-Pol  1  ution   Loague.       BACKUS- It.  A.       Oiidfuo, 
R.rt.       02/IO/SH.  Dfficfl    of    the    Efocutivo    Legal    Dir«ctnr         Son 

:  1  IB.       24X  Tlefte:  30- 4'13,  £12/10/20^131103037'). 


0211150132  Responds    to    open    BER    items    re    opBT-ating    procedure!.  Encl 
revisions  uill    be    Cnco-rporotcil    in  upcoming    F8AH    ninand. 
DEVINCEMTIS,  J.       Yantee    Atomic    Electric    Co.        DEVINCENTIB, J        Public 
gervicu    Co.     o  f  Hou   Hampsfi  ire.       BS/ll/oa.       KNIQWON,  0.  U.       Liconaing 
Branch    3.      29pp.        16099:3(34.       H^X  Fi  i  he  :  SO-443,  B3/  1  i/OSi  S3t  1 1  50133 


— 0311OaoS70  Firtt    tot    o-F    i  ntorr  nga  tori  es    It   request    for    produc  1 1  (in    .n  f 
doc um<en t«.  B vc    I  lit    vncl    fJoldtefl    correspondence. 

DACKUB,  R.  A.       Seacoaat   Anti-Pol  1  ution    League.       UrtCHUB,  R    A        lluclmn, 
R.  A,       92/10/50.  Public    Service   Co,     of    Mow  Hampoh i re.       1pn, 

;  120,        S-IX    Fie  ha.  30-113,  82/10/28,  ea  I  1020S71. 


$311160163  Advi*e«    that    FSAR  Bectio-n    1.  H    re   position    on    Rag   Ouide< 
1.127, uill    be    rsvised    to    Include    ln**rvice     insp    b 
aurvell lonee    program    for    flood    protectiva    structural    par 
draft    BEfi  Saction    3,  3,  5.  3, 

DEVIMCEMTIS,  J.  Vantsfl  Atomic  Electric  Co.  DEVINCENriB, J,  Public 
Service  Co.  of  New  Hampsfi  ire.  05/1I/O9.  KNIOHTQN.  0.  W.  Lie -mi  no 
flrareh  3.  3pp.  li092:H17.  34X  Fiche:  SO-4  43,  <8iZ/ 1 1/09,  B21114O1A3 


82I1O20D11    negponie    to    Nem    Englanii    Coalition    on  Nucloar    Pollution 
(NECNP1    obj«c tloni    to    prohearing    conference    memorandum   t. 
order    &   motion    to    certlfi)    objections    to   ASLD    t,    to   State    of 
NH   objection    &   reconsideration    mo t ion. M/Cer tlf icate   of    Svc, 
LEBBY,  R.P.,     PEHLI3,  R.  0.       Hoar  Ing    Dt-anch    3,        03/10/2'?.  Atomic 

Sfieti)    and   LI  cent  ing    Hoard    Panul.       '14pf.        1  58B1 :  241.       3HX 
Ficlit:  B0-413i  82/10/29,  021  102001  1. 


400 


DOCKETED  ITEMS 


lution.       !p 


CU3RAN,  D.  .     JORDAN,  w.  g         NeuEnoland 
CUIWMN.tt        Harmon   fc   U81sa          M* 
Leffal    Director         24pp  1  5907 

H2I1020569  J5aE)7. 


B2110B0053    Answers    to 


'      ' 


n« 

cD"lc<?    °f    the    E.ecutive 
Ft  c  he:  50-443,  82/  1O/29, 


£3211080053 
8211030097   Answer!    to    821013    first    set 


squest    far 


Nuctear   p0| 
821 1000077 


UOGOI35    rth5lus 


. 

iche:  30-443. 


8211120195. 

li^'"1™**-'5  * requests  f°"  docl"'ent  product"- 

0211120205.  "  PP"        lfi°43:2H3         24X    Fi  che:  50-143,  B2/ 1 1  /IO. 


,rt 
10pp 


2-11160336   Fopuarrfa    RulBmakino 

'"™ 


•»• 


B2U30034B   auppl,M.»t.l    fln51uers     to   0SU03    f, 

0 


rB,p0ndBnc6. 


of   gve    int  I. 


DIOWAN,  T.  0.  Ropes 
Nuclear  Pollution 
821I300365. 


16244:33.. 


of    Svc    •"•= 


6210380252   Forwards    Amend    47 

En"?.:  i:,?-;:;:  s- 


UJH»r»"'JSS?PInM*in'    T"'l0rV"»    tc 
FU?e™0-443;92/l10/25,i82I020S2523'        *"          i50"3^23.        24X 


hell    to 
erating 


Fiche;  50-000,  02/09/l6,°B2001TO2aO°rfc'     '"''         10SPP'        IS93°M 

'c1?^^6  B3-3'1'R'v"l'"'    I-     "HUds    in  Main  Control 


^^ 


Fie*.:  50-000,  S2/o  B2O8?  70232, 


DOCKETED  ITEMS 


401 


IE    Innp    Rapta    riO-443/D2-ll    (,   !iO-444/0S-0<1   on   020920-31.  No 
nonconip  linriiB.    no  tod,  Mn  jor   orofln     I  nap  DC  ted  :  procodiireii    {.    work 
flcfcluilleo    i-if    ina  tal  IfiUon  H    limp    of    oluctrical    It 
Instr  union  tn  t  ion    components. 

HICMAKD8,  0.  A.   ,      ItETTCNHAUEJEN,  L..        Division    of   engineering    S-   Technical 
IVagramg.        £13/1  O/O/.        7pp.         |60C»>:  121.        HflX   Fit  ho:  50-44 3,  02/1 OY1  !>. 


Q3I10B02BO   Notification    of     R2111G    nee  I  ing    u/utll     in    HethBsda.Mn     tn 
diicusa    hat     toar     Ind lent i ana    in    dlffucer    vanes    of     high 
pressure    safety    Injection    pumps. 

nURWELU,B.H.        Licansing    Branch     1.        H2/1I/O3.         VOUNOULOC1D,  U.  J. 
Licencing    Dranch     I.        3np.         15974'.  277.        24X     Fi  che  :  50-445,  flS/11  /O."Ji 
BS1 IOEJ02HO. 


S2I 1090300   Forward*     1C    Inap    Neptv    3O-44:)/ti2- I  0   &   90-44 4/B2- 10    on 
i)20ayi-OVno  (,    imtiqu    of    violation. 

,  n,        IHvinion    n  f   Project    t<    riot  Id  on  t   Programs,        fla/10/SO. 
i  W,  C.        Cub  lie    liorvlcD   Cn,     <if    Neui   lljmp  aliiro.        2pp.        1&0013:  3M 
Fie  tip:  30-JH3.  f]y/ 10/20,  (11111 090500. 


Board    Notification    O2-  1  07:  p  rciv  i  i!  n  5     info    relevant     to 
iisups    re    sDiniscflU     taat     results     by     describing    recent     touts 
in    lorniacalo    f  flc  i  1  i  ti|. 

NOVAK.  T.  M.        rtHsiitant    Direttor     far    Licencing.        02/11X10 
Safety    nnd    Licensing    Hoard    I'ane  L .         lp  I M  At:  311i.        34X 

Ficho    50-000,  02/1  1/1-0,  031  1IV0364. 


&«f-etij 


~-nanor?oo;>s  IE   inap  Hepta  so-443/Eia-io  t.  ao-twtia-io  an  nsous4~o<?:io, 

Mancamp  I  inn  q  a    no  tnii  ;  f  ol  1  ure    tn   dtmii'o    Hint    pipo   luliip 
rsntrnint    danlgn    diit  union  t«    spncifij    appnipriato   mall 
raquirumont  i    &    iiualltij    atdu    for    butting    applications, 
CEHNE,  A.  C.  ,     Oftt.t.tt.  H.  M        Dlvioiim   of    I'rujoct   !,  lien  1  ifiint    I'rogrnmo. 

llpp.         UiOOil    KAf]          iJ-IX    Fichu:  SO"413,Ha/10/aO,  031  IO'?OriO(). 


tiaODI90H3V    IK    Info    Nnliuu    (12-41,      "Falluvi-    of    llafuty/Ru  1  i  uf    Vfllvnn     tu 
Oaon    dt     IIUI1,"     live     lint    oncl 

JOriDftN,  F  1..       J)  1  v  I  n.  1  nn   of   (-liiuino  iiring    >.<  Qua  I  i  ty   rttauraiitD,       na/lO/HJ. 
Cbimol  idalod    ivdmin   Co.     of   Now   Yovk,     Inc.        110pp.       1  M'/hO:  I  oa.        IJ1X 
richu:  90-000,  cia/iu/a.*!,  rraoniTOHuv. 

tJBOniTO24H    It:    Info    Muticp    (iH-l:t,      "nuficienciou     in    LWH    Air    J-  1  1  trat  I  on/ 
Ventilation  fjija    "    (Ivi:    lilt    one  I  , 

JOHB^N,  K,  I..        IHvialun    uf    Kngiimev  intl    ^   duality   Aaiurunc  o.        DH/M/IA. 

Conan-Uilntffd    Kilts  on   Co.     of   N*UJ   Yorki     Ini:,        Hipp.       If>l7t:33'j,        \WX 

)-'IChB:  SO--000.  ' 


:)   Noti  Plcatinn    of     £3211  ID   flip*  ting    u/util     in    llothe  sdn,  MD     tu 
diituia     Independent     design    verification    progTiim    plans. 
DURWEI.l.,  Ei.  [).        Licuniing    ili-ancli     1.        03/11/17.         YIHIMGHLIMID,  II    -I 
l-lcenalna    Dr.inch     I.        3pp.         H,anQ:tfM.        E4X     Fi  Clio  .  SO-O-iy,  fir.'/ 1  1  /  I  V. 
021  1340373. 

E.  NKC    tiaPoly     [ivalualinn    Hvporl     (GEK).     si)pp  1 6    R    corv  pfipondtTii:  e 

E12I110Q491    Forwards     arafi    BGH.Suppl     :i     Fur    cnmmont    fc    conturreiice, 
CoiTiincnta    renuoatoil    bg    UrjllOS  U/o    cnc  1 

NUVAK.  T'   M.        rtnilitaiit    [)lri-ct«r     for    L  i  conn  I  nt|.        (iH/W/Sf 
RCIffiQP.QEttiF.        rt»3  la  tiint    Dj  rac  tor     for    Ouncr  ic    I'ri)  jec  to.        MDUiilONr  K. 
Anlstant   DiroiKu-    for    HadUlion    I'rot  i-c  1 1  on  ,       HUIIKNHTEIN,  I,.  Si 
rtniitant    Director    for    Cor-e   !.    Plant    Kijatomr..         13pp,        ltO41     1  1 2          '.'4 
FUJui    90"1<t!),  n2/lO/L'7,  O31  1  100'Wl. 

F.  nacurilg.     moaical,      nmorgwncn    fc     Fire    prot«ctlnn    pl.ins 


WHtW    IE    Info    Notlco   l)li-4tli     "I'HII  I-rtu.    romp    (IverprDHsliro 
I'rotoi:  t  f  on.  "    (ivc    llut    until. 

.KIIIBAN,  R.  L.        nivlnimi    of    titiBirm  or  J  ng    fa    Quolitg    Aouiiranc  o, 
ConiDl  Idatod    Cdlnon    Co.     of   Nsui   Vorli,     Int.        Wpp.       ie,S',Kl:S'fa 

FUhu:  30"00(><  (i^/i  i/  iv,  oiio 


fi.    flBpnrtnti  I  o    o  crurruni;  av, 


rotated    c  orr  opponduiic  e 


tiail«!9Oa/n    Intvrtm    ilnf  1«  t  unc  ij   rep  I    re   Ur-n  I  i  ng  huuiv   -l-lnch   malor 
np»ratDiJ    vnlven.  Valve   muds    liiclndn    chnnglriQ    ojierntor    ijoar 
rfl  I  io,  irlmiiQ  in  g    oporiitov    from   1.  1  ml  torque   fiMll  -000    to    Blf-'OO    t, 
Imp  lomont  ing     llnlt    filming    unnlriil. 

.       J'ulilli:    Llorvlcu    Co.     <>t    Nvui    llnii>|>«Ml'u        (1I/QU/01. 
I,    I'M  InilBlphifl.    ClPficu    of    the    DJrnrtor    (ill  /OII/OI  I  .       :ipp. 
Vfl.      W4X   I'lchn;  BO-lflU,  fM  /OS/01  ,  (KM  la- 


Oporjitnr   (-iflmlun  tionu 


ti:n<n;K)OI V  Ounevlc   l.lr  i)M"Stl   to  all    pnuor   roar,  lor  nnpUtnnln  ft 

licniBiiBB   re    roiictnr    npurntor  b    laniur    mac  tor   uporntor 

r»qua  1 1  f  Icatl  tin    » «amo   /idvJios  Ihflt    eiamn    ligg  In  At    f nc  i  I  I  tu 
itFUr    OaiOOl    five     lint    HJIK.I 

f-UiRNHUT,  I).  0,        |)|  vUliin    uf   1.1 1:  *nn  ing.       (M/IO/lIt,  Coutoliila  ted 

(id  I  tout    Co.     of    Neui    Yort,     Inc.  Itlpp.        IMXJU:  H34.       MX 

ruhp;  rjo-ooo, 


DOCKET    3O'-'I4r)   CaMrtMCMG    I'EAK    OTEAM    LLKCTI1K    flTA.  .UM1T    1 
A.     Ap|iJicAtlan/cfin»tructlDn    itago    ilocumsnts    d    carraipo 


tiaai'i)    Notification  OU~'/OA   provide*    aiidl    Info    ^   eUrl  f  Iratinii 
of    uolillng    ilt  f  It  lonrldi    in   main    contra!    pjin*li 

NOVAK,  T,  M.       rt.niitJiit    Dimctor    for   Mcontlng.       03/10/32.  At  omit 

fi«f»lij    an<i  LlcHii»lng    Itaurd    f'*n«I.        11pp. 
Fi  cli«:  BO  -000,  0^/10/^3,1)^1  I  1101  II. 


tiL'1007COIr/   Oonorlc    Ltr    HH-ai     tn    all     lltffnsoca    «.    applirn.ili,    of     nuiM 
liouior    roactors    re    Totli    [ippcs    fur     firo    protect  inn    iindit«. 
Foru«r<t«    guidance    rf  I  it.  u«n  i  rig    general     icopo    t,    da  ocr  i  b  ing 
oloniBiiti    to    bo    Inc  \mlaii    in   oud  i  t  ,  Eivc     I  mt    our.  1  . 

rifiEMIlJTiD.il.        Ulvlniiin    of   Uconr.  ing.       ria/10/O'h.  Cini  Mil  i  du  t  it  J 

(id  i*  on    Co.     uf    Now    Vnrl,      Inc.        IVjip.         1  DW:i    :i3lf.        H4X 
Flrhc:  DO-000, 


u'l  103001)3   f)BleAi«i     p  i/l.  lit     vpriiur)    wP    Amend    :ID    to    r-!i(MI,  ninol  n  1  1  ni]     of 
Hit  vl  ii  Inn    5   to    ainBrgonci|    plan. 

FEl.TOM,  J.  M         Dlviilm    nf    Uulta     nnd    llocordn.         (K!/tG/£f>.  nociimont 

Mfliiflannunt    Ilrnncli.         lp.         1  SWil  :  (X)  I  .        a-tX   r  i  che;  !!t)--44r>.  (Jii/IO/KA, 
(JSI  103000S. 


-OKI  1O500(IS  l-'aruardi    inilillt    vcruiun   of    Anwinit    :1T/    t 
llavlilon    D    to    tmorflffiic  ij    plmt    Affidavit   vnrl. 
QMflRT,  T,  L.         Tviii*    UtillUot    Hurvlcon,     Inc.         HL 
Office    of    Wticltar   llffiictor   Degulitt  ion.    Director 

i>-ix  rich*-  (IO--44S.  fia/io/ufc.nai  josoona. 


cunc  i  o  t  i  nn    n  I 


DKNTtlN.  H   f*. 
1  Ji-V/H  ;  OIK  ' 


"(tSl  I0900TO  F'ublic    vi)T»K»n    of   Amend    CIU    to  I'lirtll,  c  onu  1  tt  ing    at    Kuvinlim 
to    oraergencij    p  Inn,  A|ier  lura    rorda    avallfllilo    In  f'DH 

.ri.A         Toms    UtlillLlGi    Eiervlcnv,     Inc.       flU/10/(H-        IVIlp  fi 
;  Q03.        211    Ficlns.  SO—  H»,  [l.';/IO/!.Vi,Ej 


Onnvrtc    Ltr    F)2-2:i    to    all     llc»i)«De>    &    npplUnntt    rn 
tlican*t*t*ni;v    bilwcon    nmulromi.nl>    of    LOCFHVU.  40<ij  )    i-   liTIi 
for    performing    audits    uf    art  fog  unvdi    t  nnliiig  OEICIJ    pinna 
(imurlty   plan).  !ivc     Itat    end. 

EIGENH'JT,  0.  0,        01  via  I  on    of   l.tcoiislng.       fia/  lO/:i().  Conioll  da  tvii 

Ed  I  ion    Co.     of    Htvi   Vork.     Inc.       lift'          IWM.dl'l.       SAX 
Fitht:  30-000,  U2/IO/:JO,  02  I  OHWl  OG. 


021  1  UOOi'iS  Sum-tin  nj    of   EiaO'Ji:)  men  1  1  tig   w/ut  11.  OrnerJil    Phgilc*   Carp   & 
INPQ    ra    tmirg  oncij    aiieritlng   pracedurvi    proar*m   for    TMI 
Action    Pljin    Item    I.C.I,     "OuJd.incK    for    Evaluation   li 
D»v»lopm*nt    of    Pracoi)ur«»    for    Trfln*lent»    l<    Acciiltnt».  " 
CUIFFORB,  J,  H.       Procedural    i.   Txt    ftevlou  Branch.       Q3/IQ/33 
IIEMANM.  D.  L.       Procedur  «o    &   Tut   Itvvleu   Draiich.       13pp.        1(6093:033. 
34  K  F  I  Che:  50-413,  BS/IQ/3S.  £131  1  1  10063. 


OailOl?0'l7J    Forward*    propo«»d   Unit    1    TocN    Spec*    in    form   flf   oiark»iP-up 
NUnt'O-QISB.nfvltlan   4,  rod  iolon  tea  1    •ffluirnt    Tecli    BPBCS    In 
form   of   NUHEO-047H.Hflvi«lon  2  t,   offtite  tfos*  Cfllcolation 
m»nu*l-p»r  Fall    19E11    MUItE;0-04»2  t<   DO   Vmftallo  701116    Itr. 
CLErlfMr.  B.fi.       T«xa«   Utjlltln    0»n»ratlng    Co.       B3/IQ/SB.       DENTON,  M,  R. 
Offie*    of  Muc  IB«I*    Reactor    RffjuUtion,     Director.       ((7app.       1400V:  29o, 
24X  Fi  ch»:  30-119,  B2/10/30.  021  1070471, 


— D2U090173  "Offitta  Dm*   Calculation  Hanu«l    for  TX  Utilt  Dtntratlng   Co. 
ComanchA  Paafc   Nuclaar  Btatian.  " 

•      To i at  Utllltlit   Oanaratlng    Go.       83/10/31,       QOpp. 
SAX    FlcPit:  SO— 143,  Ba/IO/SB.BSrt  1090471, 
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.»p-r.»*    ")    ':i'-it«r,i    for    5DU"d    Ener9Y    B21023   motion    for 

"  r  .-n-"ii.l,r  it  i  -r    -'    fi'-LO    rul  ing    re    attachments    to    J   Doyle 
tfiti--n      f-j'.  i'on    liquid    *«•    stricken    or    al  te  mat  i  ve  1  v.  deni  ed. 
"''j'»     c)    v.:    Relate*    correspondence 

t-        '..r.'iiv  «   A         Tua*    Utilities    Generating    Co. 
.    -    '     Cl3,  .Olie    ',   '  merman         82/11/03  Atomic    Safety    and 

fjojrd    Fan*  I          1  ipp          15976.  32?        24  X   Fiche.  50-445,82/11/03, 


H.     General    correspondence 


6311160550  Responds    to   B21012    Itr    forwarding    constituents    D   Uilnon, 
D  Kerns, 5  Brown   &   J  Sand  a    Itrs    opposing    const    ti    operation    of 
fac  i  1  i  6<J.  Cons  t    def  i  c  isnc  i  OB,  need     for    power,   const    t«    opBrnting 
costs,  radiation    leaks   &  waste    disposal    addressed, 
DIRCKSiU.  J.        Office    of    the    Eiecutlve    Director     For    Operation!, 
B2/K/03.        WRIGHT,  J.        House    of    Rop.        Mpp.          161H1:  2M.        24X 
Flche:  50-145.  03/1 1/03,  821  1 160550. 


tCi'JC'lu   fsruflrdi    asjrJ    ratification    52-11  1.  supp  lement  ing    Board 
,.j,Jn    n;i-90    I  n  jue    of   uelds    '^    fiiain    control    panels 


rgg   U2101B 


Doylt 


ing    Qrancn     1         82/11/04  Atomic    Safety    and 

2EpP         I51552    IIS.        34X   Fiche:  30-445.  B2/1  1/04, 


ruling    on    r.SC    application    for    stay    of    effectiveness    of 
ler    re    inpontjnn    of    !dn:tlona   ASLB    providpd 
:*    rj;)C    iO'.ijh'.    appellate    review   f«C    may    seek    to 
*    itaj    ^atinn    if    ASLfl    order    ni  5  interpreted. 

S,-    J         Atone    Gafetj    and    Licensing    flppeal    Panel.       02/11/04. 
V-J-j    190        24.    Fiehe    50-445,  B2/  1  1/04,  B21  1080092. 


jruarJS    clean    copies    of    drawings     in   J   Doijlp    testimony,  per 
irfctian    Njtatinns    made    ^n    drauings    in    testimony 

n   A         Dtbfvoiie    '.    ti&erman        HOR[N,W   A.       Te.as   Utilities 
ting    CD         62/11/05         ELLIS,  J        Citiiens   Association    for    Bound 
Ip          16-JOB    339         21!(   Fiche:  50-445,  02/1  1/05.  821  10903BO. 


i'HISOOli!   Rarest    for    clarification   (.    for    leave    to    file    answer    to 
•:itm-.s   As5ac    far    Sound    Energy     (CASE)    831018   response    to 
«ELB    >•(   CASE    filing    trsatec)   as    mo  t  ion.  H/Cer  t  i  f  icate    of    Svt. 
BEffJCl.Cs.  IJ   S    .     HOSIN.H   A         Teias    Utilities    Generating    Co. 
FiCifj:LE:i,N   S         Debe-.one    t,    Liberman         B2/11/09.  Atomic    Safety    and 

Lit«n»ing    Board    Panel         4pp         I605i   O54        34X   Fiche:  50-445,  B2/1  1  tQI, 


H2HJE0117    Identifies    dates    I.   originator    of   attachments    to   FEMA    interim 
finiiinji    on    plant    offsit*     emergency    p  reparodness.  transmi  tted 
an   62IOZ7 

fiaTn5CHILO.«    U        Hearing    Branch    1         B2/U/12.       MILLER,  M.  E.  .     COLE.FI., 
M-~COLLOM,(t   n         atonic    Safety    and   Licensing    Board    Panel         2pp. 
ISOS6    136         24X    Fiche    ^0-445,  B2/1  1/12,  B21  i  1  301 17 

SSI  II 70327   ftJvises    that    SEW    Suppl    3   will    be    I ssued    within    time    frame 
staled    in    NBC    921013   filing. HSC    will     inform    parties    !<   ASLD 
as    *son    as    suppl     issued 

ROTHSCHILD.  H    u        Htanng    Branch     I         B2/11/15        MILLER,  M.  E   ,     CDLE.R    , 
MCcatLD.T  H    A         Atonic   Safety    and    Licensing    Board    Panel         Ip 
16105   323         24*    Fiche    50-445,32/11/15.8311170327 


ei!tl90135   fJatice    of    appearance    in    proceeding. 

Cl,'VMII.rjM*M,Q.  )(        Office    of     the    Eiecutive   Legal    Directo 
!c         16150   310        24*   Fiche:  50-445.  B2/ 1 1/17,  021 1 190135. 


—8211140552  Forwards    constituents    D  (Ji  Ison,  D    Kor-riB,  S   Droun   &   J    If  an  if* 
Itn    opposing    const    >,    operation    df    facility. 

WRIGHT,  J.        House    of    f!ep.        02/10/12.  Office    of    Cany  rcsi  I  onu] 

Affairs.       6pp,       16121:276.       24X   Fiche:  50-415.  na/|  1/03,  H31 1 1  fiO!)UO, 

K     Utility   Final    Safety    Analysis    Report    (FSAH  I    ft   amends 

821 10500B2  Beleases    public    version    of   Amend    3ft    to    FS/lli.  conalit  I  n»    of 
Revision    5    to    emergency    plan. 

FELTOfJ,  J.  M.        Division    df    Rules    and    Records.         U2/LO/2A.  Document 

Management   Branch.       Ip.       15764:001.       ,"MX   Fl  c  he:  SO-14U.  02/10/2/u 
9311030032 

— 82110500B5   Forwards    public    vnrBton    of    Amend     33    lo   FflftH,  c  onili  t  liifl     of 
Revision    5    to    emergency    p  Ian.  (if  F  i  da  vi  t    one  1 

SMART,  T.  L.       Teiaa   Utilities    Services,     Inc.        OS/IO/IS,       DENTGM,  H   H. 
Office    of    Nuclear    Reactor   Regulation,     Director.        2pp          1 1)96 4 •  0 £).? 
24X  Ficho:  50-4-19.  02/10/26,  021  10SOOS2. 

—3211050090  Public    version    of  Amend    33    lo  FSAH.  runs  I  «  1 1  ng    of  Havttlcn   5 
to   emergency    p  Ian.  Aperture   cards    avnllablti     In    PDH. 
JDNES.fl.A.        Toias    Utilities    Services,     Inc.         fla/10/ia,         19l)np, 
15964:005,        24X   Fiche:  90-445.  02/1 0/36,  Q2I  lOSIQOHB. 


II     Antitrust    correspondence 


6211170162  Advises    that    documents    produced    by    Cartor    Oil    Co    in    ro«puin 
to    subpoena   uere    deatroijed    on   021110. 

VOGLER,  u.  H.        Hearing    Oranch    2.        83/11/15.        PLA/MMER,  J   I'         Eimn   Cnrp 
Ifl.        16109:  102,        24X   Flcho;  50-OOO.  B2/  1 1  /I  3,  BH1  I  I  701  AH. 

0.     Inspection   reports,     IE  Bulletin!   fc   correspondence 

02QB1902SO  IE  Info  Notice  02-37,  "CracHn;)  In  Uppor  Etti»ll  to 
Transition  Cone  Girth  Wold  of  Steam  Generator  jjt  Onorntlnn 
PU».  "  Svc  list  encl.  " 

JORDAN,  E.        Division    of    Einglnoorjng    &    flunlity     itiiiiirdincv.        03/0't/lf, 
Consolidated    Eiiiion   Co.     of  WDW    Vort,     Jnc,        lODnn,,        1  nTlO  001         I?41f 
Ficfie:SO-000,  QS/09/IA,  030H1TO2L'O. 


"Walds     In    Hrtin    Conti-ol 


B200190222    IE    Info   Notice   OH--34,  Hovl  5  1  on    1. 
Panels.  "    Svc    Hat    pncl. 
JORDAN,  EL.       Division   of   Engine  erino    t  OualiLy    AIBUI>«IIC«, 
Consolidate.!   Edison  Co.     ofNouiVorli,     Inc.         107pp.        IBfl' 
Fiche:  30-000,  B2/09/17,  3200190222. 


Q2f01/\7 


820al90229    IE    I  nf  c,   Not!  ca    02-39.     "five    Deflra<lfl  1  1  on    of    TMck 
Stain    ess   Steel   neclrculatt  DII   Bye   Piping   ot    JJWn    Plant    " 
Svc    list    encl. 


^nnf 

=i  idated   Edl.on   Co.     ofNeujYork. 

e;  50-000.  H2/09/21,B30Q190329, 


Hipn. 


ii**»tig*tlsn    ASLQ 


H.ir.n,    BrirE 


red  in  requiring  disclosure  uf 

1"9  lantt'on!  "Certificate  of  Bvc  . 

*"'  E'"ut"'e  Legal  Director.   TURK.  B.  E. 


E  • 

E'"ut'v«  Legal  Director.   TUHK.S.IT. 


1,n       t 

B  J  •*i«'cl««',-'*   &   Info  Notice,.  "    BvC    11.  t    ,n,i. 

R.c.      o.roctor'i   t'TlcB,    Office  of    Inspection   nnd 


'°n 


' 


. 
Flcne:  50-000,  02/09/H2.  f]20(MV02S3. 


03""0'     "0-Mcl.nclt.     in  Pr(«r, 
asembliei.  »    Bvc    list    oncj, 
EnH""""''"D    *  Quality    Ai.orano. 


In9p 


BEVNOLDS.N   S         Deb.vo.se 
Utinun.  8D.riI  P.«l        z 
fl2IIE30216 


utM 

^'lities    Generating    Co. 

«/ll/1B'  «°""c   Safety   and 

-271.        24X   Fi  che:  50-445.  S2/1I/JS, 


" 


w    °^P:°J 
SIX   Ficha: 


T.F.,    HUNMICUTT,  0,  M.       DlV 
t,t'  En9inBerin9    Pr«flr«,. 
-flfls,  62/10/06,031.  1040500. 
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'no,icii«i|il  l*»'  «     niil«(l 
HAIHiKH,  (M  IMvl.lim    i,f    It.,,, dent,     (luni  tm-     I'vnjucl    t,   Engine  Br  I  nil 

|lrllgrnn,         IWIIWI1          cwtV.H    .1          !..*.    Ul.l.tle.    O.n.rnL    nB    Co         Ppp 

i  to/,  i    i;.>;i       .'>i<  '  i''i«    do  'i-i:>,  n;.'/io/;;o,iiyii  niMM  Kl ' 

.(lilllSW.f'    I'      I '-"l-    'l-l'l    *t(i    •!.];)>  ny  .M    i.n  liaO'Hll  -(WHO  No   nnncnmpliam^ 
I1ttt  »i!    IM  ji»     "!""»     ltn.p,M  t»,|    iii'ffDpBrnluitifll     t  e  „  I     pfnt  ixfur* 
r«vi«i.i.  p  Lin  I     linn  ,  .  (i.inijfB     In     .ip  |il  li./.nl    ni'lliinlintion    (. 
pljnl    tlfl'.iii 

unin.n  i    .   uiMinrirt'7,  i  ^       i)ivi,i,,n  ,,r  IIUB  i,ionl,  ntnetn.r  (.rujoel 

(    |  IIIJIIIOH'  I"U    I'rugt  (im.          II^VIOCi:*         /,|ip  IMH,\     |y/         [J4X 

Hilie    !)i*    -i'llill..'/  IM/^'iJ,  II, 'l  l  nO/i','1 

'lip, n   At    IH'H    M    l,vt      1  IB  I.     Bin  I  "  " 

jiiJIDfl'l.l    I          IMv i    nf    I  noliiuui  ing    (.  (lunlltu    Aouvunce  na/10/JJlt 

CnnllilHtdUn    Mlmi.i    Cn       n  r    MVI.I    Vnvl.  tin  MOiin          1 9«M()  1  !Kf        JMX 

FicK»    nil   (>!)(»,  IIJ/li>/J,-Mi,.'UMI'Mj;|./ 


I  'HUiarrtt     iM'-irl.     in,!,.!,     ti.    1.AII'     fur    (I, I     lVtlllll.pl     IVIK!.  H  »v  I  uu    F, 

tiwttnU    tiMi.iiiiili'tl     LinmilB     i  vi   m  wot)    |i<j    lli,>ll<)'>    ul  1  ]    b» 

L  on tiit *>  "\    ni    f  inn  I     >  #|i  i 

IJlWIII  II  .  H   II         I   n  Bi.oiiiij    Ih'rt.i.li     |          IWII/ii;,'         flflCWMUl.n.  0         mvlnhin 

of  i  n  mi  mo         NAlTMiH,  n    ,J         in  vi  mini    «t  tigtUm    Iiil.Qvsl  I  on    (pint 

III  1001 J         '.'II,  I  (11  H,  If    II          Dlvigin.i    uf    I  hijiiiotM  •  ing          4pp 

Mi   I  irhn    111    -lilfl,  U.vll  /<>.',  II.'HIMH  lt> 


HO 


'(HI  I  '((>..'  •!  1  1    II     I  M  r  i)   ti.n  n  P    Ui1    .l|,     "Knf  i<  IVIK  in  i    i,,   i  mt  Mr    l-'i  1  trn  t  ion/ 

V*l>ilUlll>'l     ->|tl      "      !.W,         |   |9(      V|M    | 

JOIIUAN,!     I  IMvi.i.Mi 


'HjNo.iMM  in  want*    n     [»ui'  iit-i-i    ! 

niiiirninp  i  1  4111  B    iiu  i  ml 

IMDKlri.iM  hivniT  ......  '    lletultMil.     Una.  tin     1'riijeil    r.   IJiyiiiDRf  hi|) 

I'Tiiji-.tot         |li'/|l,lnl          liAIC-.h    .1          Ivino    omuic*    OBiKi'nlliig    Crt         :,'p(1 
ibSM   Ml         ,"1»    I   t.nu     M>    'M-i,  (IJ/l  I  /(HI,  U. 


vi.i.Mi    ,if    |  iiUu>eii'liiu     F.    llun 
CnittolKlAlDil    I  ill  <  .....  In       i,t'    Now    Vnrt.      Ini 
t  1  1  h»    111)   IKlil.  Il.v  M  /  I  ft,  h.'Ull  l  Vi  Infill 


Atiur*n«»         \\tH\\fllt 
|>|'          16171,  ail;).        I'M 


t.i    |i»cf 


Ul<«<     t.flil 


inflitiir    vaniil     lnt|i    pur 


i_'/i  I/H,      iiimurti,,  n. 


'IIUIW."!1!    tl     tutu   ilitltii*    II.1    flri,     "I'Uli    low    tnmii    Ilvur|ii-Diiiirv 

I'riiln  l  inn    "    \,'j,      list     pin   1 

.JilllDnii.l    i         ji|,i.  .......  r    I  nmiifvi  l»u    '-    Oi^lilv    Anurtni.*,       IIJ/II/1V 

(liirniihual.d    laiH-M    Ml       ,.(    tit>u    V.ifk,      l.li  '/,'lp|i          IftL'IW   kvl'l),        MX 

inn.  in  ii'iii,  n.'.'i  i  /  iy.  n.-'iiiiwi^rri 


imy   '-  nvi'.i    Urn    inFnrmino  HIH;   of 

tllllBll      Ml      II        ll.l|>     |lB|ll 


'iii'JO  I'.'i  A.  i    t0iFii>i    n  r 

l(l*»tl     111     M«t  >    tl    I       .-lolnl 

111   .MTU-'    I  I 

riADlllK:  0   I  |l|,  1  1  i  ,ii^  ii)    Jlin  tit*  n  I.     Hdfli  Ilir     I'm  i  PI   I    I.   I,  MB  I  n*  rr  I  till 

rrugia.ii        II,',H,.V  HAUi.li    ,i         lpm«    UlillU*t>    (tut*  roliiif    Cn         Ip 

Ifp^i-'d    IM)        r'^>    IH'-U  Mi    H'ir>.  H- 


F'art    SI    repl    re    potcntlnl    defect    in    companerit    of    DBRV   ur    BUM 
ttunitbij    dioisl    generator    F'rohlom    Bilsts    u/Biigtno     pistoti 
akirt   editing    uhlch    could    result    In    engine    nonavailability. 
DOVER,  H.E.        TraniamOTiCia    Del  aval,      Inc.        f32/  10/Sfl,  Dl  roc  tor  '  » 

Qtticv,     Office    of     Intpaction    nil  it    Enf  ore  emon  t.        2pp,         li09a;OA3.         L'lK 
l:!cllo:  SO-000,  03/1  0/3B,  02 


(iail0701S6   Final    ilepltluncy    rnpl    ru    ornbodded    rotofnam   fc    plyiuond     In 
auilllaru   hlilg    cOTicroto    f  loop    Blabi.  Initial  l<j    ro|>Qrtoil    on 
(ISIQSQ,  Dofltioncy    dirtormintrd    not    report  nb  ID    unUnr 
10CFR30.  -ia<«)  , 

GARY  i  R  J.        Tunas    Ulilltlot,    CJoneratiiio    Co.        (Sy/lO/a?.       HADSENi  0.  L. 
Ulvlilan    of    Reiidpnt.    floactoi-    Project    (•  Eng  I  noor  i  ng    Programs.        Ip. 
1*0(13:  a?1?,        2flK   Fie  ho:  SO-  '115,  [ia/lO/i!7. 


V.     Clpsrator   Eia  mlnfl  tlon  n 


Oeimrlc    l.tr    i]2~1«    to  all    pauer    roactor    npplicfliit* 

llr.stiieci    ru    rmc  lor    oiiorntur  ti    lonlor    rone  tiir    o-porator 

requ«l  if  i  ca  t  i  on   •inma  ,  Aifv  I  nit  thai    Bifima    tiogln   at 
at't»r   DHI001.  five    11*1    one). 

EltiGNHUr,  I).  0.       1)1  vH  I  on    at   HcoiiBlng.        [ia/10/JS. 

Kit  l*on   Co,      of     Nnui   Ynrti      Inc.  19pp.         1  MX>3:  a;[fl. 

("it IIB:  BO-OOO, 


D0-44d    CflHANCHE    I'EAH    DTE  AM    El.tiCTBIC    fll'A,  .  t/MIT    L' 
A.     App  1  1  coLion  /coin  trii:'  I  ion    it^iyv    ilocumonto    ft    ctirruo(i  onrfencif 

OiJllllOIll    Unjii'd    Notification   BB--W1A:  provide  t    vidd  1     Info    fc   c  Inr  I  Pic  a  tl  n 
a(   ueldlng    ile-f  id  unt  l  o*     I  n   iniiin    cuntrol    pnnole. 

.r.H         AnUtant    DiTcclur     For    l.l  <  ona  In  a,        [JH/lO/aS.  Atomic 

y    ana    1.  1  ctini  I  nfl    UotiTd    l'«no  1  .        llpp,        1W113:001.       IlflX 

-  BO-COO,  na/io/;;;>.  rii'i  11  1011  1. 


AB   flumni*rij    oC    DaWKI   rivatliip   u/ut  1  1  .  (JDnDt'fll    Phijiic*    Ciirp    fc 
INI'd   ri    •liiorg  *ncv    tijinral  i  113    procudurifB    prng  rom    for    TMI 
Att  i  nn  I'  Inr,    I  tarn    I.C    |,     "Ouldaiico    fur    Evaluation   & 
DP  veil  opmnnl    nf   Prm  ndurn  o    Por    TrunMtMiiL  a    fc    Act  i  dont  ».  " 
Cl.in-'fHIB.  J.  W        I'riitirdiireii    6    T««l   "Bvieiu   Elrnncli.       E)l?/IC)/Un. 

t,  D.I.         I'rficsifuTtm    t.    Tost    Hevleu   HraTicfi.        Iflpp,        I603J:O31. 


Oonwrlc    l.tr    ()t-'--I!0    In    nil    pouior    r«Act,ar    1  It  un»om.  permi  I. 
hnldari    ti    flpplltantt     for    Cl1    TO     oil  ldniii:w    f-or     Imp.  I  urnolll  ing 
lilll'    nilv    r-'uru4irili   tWMQ-O'tOt,    tHIftKO    to    do    imed    an     inL*rln 
moa*urt   until    (fog   Ounlo    I  ,  7O    revi  «oJ.  five    lint    onul. 
KH;i-;iJllUT,  n.  U        DLvlmoti    or   <,  1C  a  using.        ir,U  lit/Sit.  Cnntalldatiltl 

l;di»<in  Co.     o-P    Wiiw  Voi-k,     Inc.       Vpp.        ISV'KJia1?!).       y-1)C 

ML-HB  HO-OOO,  ();r/to/^,,ni!i 


1>WI  1070471    l''nrwflrd»    p  r  upon*  d    Unit     I    Toe  h    Clpoi:n    In    Cin-m   up   marke-d-up: 
NUflRO-O'lUS,  [iuvliLnn    1.  i-diil  icihialtrtl    uffluunt    Tacli    llpuc»    in 
form   o/  NWttv()"Oit?a.  lluvJiii  mi   ^   b    iiffaltu    I|(IBB    caleulntlnn 
manual,  pur    [-all    (VIM    tlUIU:'0»Oiaa   A   DC)    VmnuUo    ?U1IH,    Itr. 
Cl.l-.Hf,Nr.  B.  II,        r«>dt    UUHllui    Unnar^llng    Cn.       HS/IO/^U.       OGNTUN,  1  1,  II. 
HCfte*   of  Nuclear   lUnctui1    Ilicgn  I  J  t  inn,     [)lr»c(«r.        JJ/k'pp         lotW/r  1!7A. 
i4X   l-iche  •  1)0-145,  (W/tO/BII.«ailO')017) 


i«lii>inl«     i>i    um     i^'ii/u'    f,    UitiVi    Itrg    rn    vlulfltlon*    nfilifd    in    II. 
M    In    ^11 ,'[!.:    M    (  iirt  (*i  UVP    niltiini    uttivitlit    l>v 
J«|i  I    |i*r  furinpil     in    ni  l  iii'ilfli.i  t>    w/t'<mil    l'r*i(  edtirp 


OAiiv.fi  j 


l'tnj«rt    d   I  rig  inper  ing   I'rogpjtmi         Ip 


IUpart*l»t»    in  i  urr  »ui  *  «.     |  Hit    I 


liiir  mtpnttdinct 


110401  Id  Curl    ,'l    mpl    f«    Kiiiiol     rgplni'omciil    lii*flt    mfg    Far    'nc 
InllUlly    rvunrltd    «n   it.(0')i:i  NIIC   vl  I  I    bt   itdvliint    «H*r 
*«l»ri*iniHi(iii    (if    uni    (hsii.uil    of    tvtting    uliafli    for   any 
*nUlliifon«|    aiiimiHy    r»»nUina    ft  tin    h««t  -I  ti'*igh  tcnlng 
PAWBIM.  H  I         tMvvACil    tifliM'    I'ufflp    Cll         (I^VKI/IV        IH!VfKJNO.  R  C 
Dirntar't   (|*  t  llf.     \\rtii-f    ut    ltit|>»r  1  1  on  »n<l    lintafttitttit.        Ip 

ivtst  on      a<x  H.MI  ^D  <4 


-I)ai  l()Wt?9    "UffilU   lln«*   Cjilenl 
Commit  he    I'MAk    Nuclaur    SHoLlon 


f-tch*    !)«-4flS, 


Hnn.jfll    fur    IX   Utili  Oviiwni  t  bun   <:u> 

(l^/10/:il.       liflfip 
y  I  1070-171 


tloU  f  lent  Inn   uf    ();!1110    rotating    u/u  U  1    Id    Dithttiddi  HD    to 
dltcun    hot    t*ar    inifh:a  1  1  oni    In    iflffutui'    vonuu    of    lilpJi 
pr«i«urv    t*fi»tv    Injection   pump*. 

BUHHEI.I..H.  0.       Ucunilng    llranch    I.      (ILVll/o:i        vrJUNQBUltJI),  H.  J. 
Llcantind    Bl-fllicli    I,        '.ifp.        13^71.^77,        SIX    l-'i  elm:  30-143,  OH/I  1  /(KJ, 


Board   Hot  1  1  ltd  I  Ion    U^'-  107:  p  r  ovl  dno     info    relevant    to 
I  ttuei   I'B   t*mitc«li    tut    r*  tul  1  1    iv    dm  crib  lug   recant    titti 
In    itmiical*    fucilit'j- 

NOVAK.  T.  H,       At«i*t«nt   Oirtttor     Por   l.l  c»n«  in  o.       OJ/11/10. 
H*f«tij   *nd   Llctntiitfl   llnard   l"nn«  1  .       Ip, 
Fleh»:  30-000.  (12/1  1/10. 


1  02031ft 


rwpurt*d    m 


r*pi 


ion 


<tltr«iiu*tMm    dvtlUfiil*   4t    flic 

«*Hv,ri   J        runt    tMilili*.    Q,n,r»Uny    Co        OS/IO/HO       MADDEN,  0,  L 

Hi  vn  i  on   of    Hf.iJeiLl,     »*4[tor   Critjecl    &  tnj  ln*#r  id)   Profrjimi         Ip. 


9211140393  Motif icatiin    of    (121110    mietlns    u/util     in    DathxdJiiMD    to 
tHtcull    Indepindvnt    tlmlon    var  I  flea  1 1  on    pro  grim    plant. 
OUnWELL-fl.  a         Llcinilng    Drench     I.       82/ll/i7.       VOWHOnLOOi),  Jl,  J, 
Lietn.lng    Branch    I,       3pp.        16S30' 1S4.        2AX    Fich»: 30-443, B8/I1/17, 


UriA  d»Cnl»nc«    r»pl    r»    pipg   r»(tr«tnt   w»U    ind  ic«  t  loin, 
ullv    ftsin-im    on    BaOV^O    Invntnntlon    condnuinj   Fin*l 

fipt(t»«  t,v  w;tot(i:i 

.B  j        TtM*   (MIHlia*    Otn*r«tin«    Co        fia/10/KS       MADBEN- 0   L, 
i mn  o»  Ritid«nt.    Afddor   Projtcl    *.  tL'ng  ln*»rinj  Pro»r«ifti         Ip. 
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E.     NfiC    Safety    Evaluation   Report     fSEfl),     suppls    6    c  orresf-or-denCE 


8211100491    Forwards    draft    SER.Suppl    3    for    cammant    Si 
Comments    requested    by    621105. W/o    end 


concurrence 


Assistant    Director     for    Licensing, 


B2/ 10/29. 


NOVAK  i  l.p-.        .  .-...-  ----  -    —     __-_.  ,  i^iT^inn 

SCHROEDEF1,F.        Assistant    Director     for    Generic    Projects.        HOUSTON.". 
Assistant    Director    for    Radiation    Protection.        HUBEN5TEIN,  L.  5 
Assistant    Director    for    Core    &   Plant    Systems.        3pp. 
Fie  he:  50-445.  82/10/39,5211100491. 


E&041:  US-       24X 


F.     Security, 


dical*     emergency    E<    fire    protection   plans 


B210O70019  Generic  Ltr  82-21  to.  all  licensees  <t  applicant 
poyer  reactors  re  Tech  Spets  For  fire  protection  -audit* 
Forwards  guidance  discussing  general  scope  (.  describing 
elements  to  t  e  included  in  audit.  S 


of    nuclear 


list   end. 


. 

EISENHUT,  D   G         Division    of    Licensing.        B2/10/Q6.  Consolidated 

Edison    Co.     of    Hsu  York.     Inc.       19pp. 
Ffcfio:  50-000,  03/10/04,8210070019. 


1  5W3:  339.       24X 


S21  1050003   He  I  eases    public    veraion    of    Amend    35    to    FSAR,  consist!  ng    of 
Revision    5   to    emergency    plan. 

FELTON,  J   M         Division    of    Rules    and    Records,        92/HO/26.  Document 

Management   Branch.       lp.        15«,4:0<H.       24X  Fi  c  he:  50-445,  83/10/34. 
6211050062. 

—  flailOSCOSS   Forwards    public    version    of    Amand    35    to    FSAR.  cons  i  s  ting    of 

Revision    S     to    emergency    o  Ian.  Af  Fi  davi  t    encl, 

SHART.T.L.  Teias  Utilities  Services,  Inc.  33/10/12.  DENTON.H.M 
Office  of  Nuclear  Reactor  Regulation,  Director.  3pp.  15964:  OQL1. 
2flX  Fiche-:  50-"145iS2/ia/2£.  B21  I0500B2. 

—  8211050090  Public    version    of  Amend   33    to  FSAR,  consi  sting   of   Revision    5 

to   emergency    p  Ian.  Aperture   cards    available    in  PDR. 

JONES,R    A.        Teias   Utilities    Services,     Inc.        B2/10/12.        198pp. 

(5964:  OOS.        2*X   Fie  ha:  50-445.  93/10/26,  021  10500B2. 

B21D29010B    Generic     Ltr    32-23    to    all     licensees    !«   applicants    ra 
inconsistency    between   requ  i  reracnta   of    10CFfi73.  40(  g  >   &  STB 
for    performing    audits    of    safeguards   contingency    plans 
(security     planl.Svc     list    end. 

EISENHUT,  D.  0.       Division   of    Licensing.       03/10/30.  Consolidated 

Edison    Co.     of    Neu.   Vork.      Inc.        Bpo.         15993:319.        24X 
Fiche:  50-000,  B2/10/30,  021O29O103. 

8211090427  nolcaie-s   public    version   op    state  response    to  FEMA  comments 
re   offsite    radiological    emargency  mg  t    plans    fc  changes    to 
state    emergencij    mgt    plan. 

FELTON,  J,  M         Division    of    Rules     and   Records.        B2/1I/02.  Dot  ument 

Management    Branch.,       lp-        16031:  074,       24X  Fiche:  50-445.  62/11/03, 
B21J090127. 

—  B211&9043'5  Forwards    public    version   of    State    of   TX   response   to   FEMA 

comment*    re    itate    portion   of    offsite   radiological    emergency 

mot    pla-ns   (.   Change    1    to    State    of   TX    emergency   mot   plan, 

State    of    TX    9HI005    Itr     to    FEWrt    encl. 

BORN.C.L.        Teias,     Stats    of,        02/10/0)3.        BURHELL.  S.  B.        Office   of 

Nuclear    Reactor  Regulation.     Director.       SOpp,        16031:095.      24X 

Fiche:  50-443.  B2/11/02,  B21  1090427. 

—  8211O90-I4I    Public    va-rai-on    of    change    to   State    of    TX  emergency    mgt    plan. 

including:    guidelinas    for    decontamination    of    facilities  6 
enuipraent    prios-    to   release    for   unre  strictaS   use    or 
termination    of    licenses. 

BORN.  C.  L,        Teias,     State    of.        B3JIO/Q1.        20pp.        14031:145.        24X 
Fi  c  ha:  50-445,  02/1  1  /02.  921  1090427, 

fl.     Ad  judicatory    corrsSipandencB 

B2110SOOB4   Response    to   Cltlrens    for  Bound   Energy   621023   motion    for 
reconsideration    of  ASLD    ruling    re   attachments    tu   J  Doyle 
t«i  timony.  Mot  ion    should    be    scricher    or   al  bernati  vely*  denieil 
W/Cert  if  icate    of    Bvc.  Related    (arrB'Spo-mJencB. 
REVNPLDS.N.  S.  ,    NDfilM-W-A.       T«ia«  Utilities   Oen.nratino.    Co. 
RErNOLD3,W.S.       Debeuot-se    6  Liberman.       82/11/03,  Atomic   Gafetij   nnd 

Lic»ntifig    Board    Panel.       1  Ipp,        15976:222,      21X  Fiche:  SO-443,  B2/1  1/03, 
S2110BuOB4. 


Foruard-9   Board    Notification   B2-116,  supp  lemant  ing   Board 
Notification    03-90.  Issue    of  uelds    in,  main  control   panels 
unresolved.  More    info   needed    to    determine   relevance  op    ueld 

issue    to    hearing    issues. 

ROTHSCHILD*  M.  U.       HeariJij    Branch    1.       32/JI/04.       MILLEfi,  H.  E.  j    COLEjl?. 

MCCQLLOM.  K.  A.       Atomic   Safety    and   Licensing    Board    Panel.      H4pp  . 

1S?50:027.       S4X  Fichn:  &0-445,  82/1  1/04,  0311060010, 


SailOi0191    Answer    opposing    Citnens   Assoc    for    Bound    Energy 
motion    for    adnisiion    of    documents    >j    B21023    motion    for 
recc-nsiderat  i  on    of    ASl.B    ruling    on    sttadirnen  ts    to    J    Doyl« 
depo-ii  t  ion/test  imony    Certificate    of    Svc    encl 

ROTHSCHILD,  M.  U         Hearing    Branch     1         92/11/04  Atomic    S.if  i>t  if   «iiil 

Licensing    Board    Panel         2Bpp.         15952     !  IB         34X   Fiche:  50-443,  OiVl  1/tH, 
9311060191 

0211090092   Order    ruling    on    MRC    application    for    stay    of    ef  f  er  1  1  v  ritMi    o( 
ASLD    B20930    order    re    imposition    of    sanctinns    ASLB    provided 
ata;j    since    NRC    sought    appellate    review   NRG    may    seel     to 
reinstate    stay    motion    if    ASLB    order    misinterpreted 

SHQEIW.ER.C    J         Momic    Safety    and   Licensing    Appeal    Panel.        BiVll/HI* 
3pp          1S990-I90.        21X   Fiche    50-415,  B2/  1  1  /O<J  ,  021  1000092 


2II09033O   Forwards    clean    copies    of    drawings     in    J   Doyjle    tot  I  invo 
ASLD    direction.  Notations    made    on    drawings     in    testimony 
reflected    in    record    U/o    encl.  Related     correspondence. 
HORIH'W-A.        Dobevoiso   !•   Li6erman         HDRINpW    A.        Teias   Utililit 
Generating    Co         02/11/05         ELLIS,  J         Citnens    Association    for 
Enerflij.        lp.        1600Q   339.        24X    Fiche    50-445,  B3/1  1  /OS, 


fioquest    for    clarification    >,    for    leave    to    file    antu*r     ID 
Citiiens    rtssoc     for    Sound    Energu     <GASE)     B21018    respontc    to 
ASLB   re    CrtSE    filing    treated    as    motion    U/Cer  ti  f  i  cate    of    £ivi. 
REVMDLDS,  N.  B.  ,     HDRIH,  W   A         Teiaa    Utilities    Generating    Cu. 
REVUOLD3,  N   S         Debevoise    J.   iiberman.        02/  1  1  /O9  Atonut    £!**»l^   .ir-j 

Licensing    Board    Panel         4pp          160S6    05-1.        21X    Fichc.  30-rt-15.  Hi1  M  I  /L-1*. 
021!  I5004B. 

8311150117    Identifies    uates    f,   originator    of    attachments    to    f-'KMrt     inl*fi. 
findings    on    plant    offsite    emergency    p  veparedness,  transmi  t  leil 
on   B21027 

(JOTHSCH1LO,  K.  U.        Hearing    Branch     1         Q2/  1  1  /  1  2.        MILLED,  M   E    .     CIHt.,1*, 
MCCOLLOH,  M.  rt         Atomic    Safety    and    Licensing     Board    Panel.        3pp 
16056:  13&         24X   Fie  lie    50-^-15,02/11/12.  61211  1  SO  11  7. 

B21I170327   Advises    that   SER    Sup  pi     3   mill     be    issued    uiithin    tlffl*     Iran* 
stated     in   NRC    821012    filing    NRC    ui  1  1     inform    parties    I    Atil.n 
as    soon    at    suppl     issued. 

ROTHSCHILD,  H.  U.        Hearing    Branch     1.        82/11/15         MILLER,  M.  K    .     CMK.Pi. 
rlCCOLLOM,  K.  A.        Atomic    Safety    and    Licensing     Board    Panel          lp 
16105:323.        2tX    Fiche.  50-flrt  5,  02  /  1  1  /  1  S,  821  1  1  70327. 


6211190135   Notice    of    appaariince    in    protending 

CUfJMIKIHAM.  G.  H.       Office    of    the    EietuKve  Legal    DirEctar. 
lp.        16150:  310.        24  X    Fiche    50-413,02/1  1/17,  0311190135. 


831119013'?   Brief    in    support    of    ciceptinns    to    ASLD    020930    order    dti 
recona  i  derat  i  on    re    disclosure    of    NRC    witnesses    in 
invetll  gation.  ASLQ    orred    in   requiring    disclosure    of 
identities    t(     in    imposing    sanctions    IV/Cert  i  f  icato    of   five. 
CUrjMIKQKAM,  G.  M.        Office    of    the    Eipculive    Legal    Oirvctor          lUllH.li 
He,irin9    Branch    1        02/11/17  Atomic    Safety   and   LitonnnB  App 

Panel.       54pp.        16150   127        24X    Fi  die  :  50-449,  82/1  1  /I  7,  BSl  S  W01  ;\'l 


921  1  190142   dot  i  on    for    directed    certification    t,   vacation    at   f,'.}\  B    vitt.i 
compelling    disclosure    of     informants    (.    denying 
recons  i  Serai  i  on,  1  f    appeal     from    AGLD    020930    order    premilturc 
CUNMII.'OHAH.  0.  H         Offico    of    thu    F-iocutive   Losjol    Director         1U«K,!JI 
Hearing    Branch     1.        B2/11/17.  Atomic    Safety    and    Lic(n»iTiJ   Appc»l 

Panel.       9pp.       16150.  1  19.       24X   Ficlie:  50-iH9,  Q2/U/J7. 


0211930216  Anauer   opposing    Clluens   ASDDC    fur    Sound    Energy    (CA1H.I 
621OIB    response    to   ASLG    directivo    re    CASE    eihibit*. 
requesting     introduction    of    over    240    o  ih  ib  i  ts.  Enh  16  i  ti    liavi 
no   probative    value  &  are    repetllou*   Certificate    of  Svc    ere  I 
FiEVMGLDS,  N.  S.  ,    HORIN,  U.  A        Teiai   Utilltiea    Generating   Co 
nEVNOLDB.N.  8.        Debevoise    b    Libsrmsn         82/M/1B.  AtQitilC    (liftl^J-l 

Licensing    Hoard    Panel,        25pp.         16165.371.        2rtX   Fiche:  5Q-4«f  11^'  I  l/li 
B21  1220216. 


H,    Ouneral    correspondence 


8311160550  Responds    to  B21D12    Itr    forwarding    constituent*   D  Wiliun- 
D  Kerns,  B  Droun  &  J  Sands    Itn    opposing    const   &   operation   ol 
facility,  Cons  t   def  ici  enc  i  es,  need    far    power,  const  !•   operating 
eoit*.  radiation    leaks   >/  uaate    disposal    addressed. 
DIRCKfi,  W.  J.       Office   of    the   Executive    Director    for   Operations 
02/11/03.       WRIGHT,  J.      House   of   Rep.        Opp.        16121    361,       34* 
FMche:  50-445,  02/11/03,  021  1160530. 

— SB  U 1 60  552  Forward!    constituents   D  Wilson,  0    KernsiS  Drown  ti  J  tit  Mi 
Itrs    opposing    const  &   operation   of    facility, 

WRIOWT.J,       House   of  Rep,       82/10/13.  Office   of  Conjrttl  I0«*l 

Affair!,        6pp.        16121:276.        34X   Fi  che:  50-445,  02/1 1/03. 
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.,ni1M,  •  i.1   II"  I"  n-.u*     (M<|jlii      vtMtutii    o(     Amend    :i!>    I"    PHAtti  eon*l»t  iiifl    of 
l"J.,iil'iii    ''    '  "     «•">""  'I""1  'I     I1  I  »" 
....  1(  ',.,  ,i  11         II  i  s,  i  'i  i  .......     Uul  en    ,n,il    Kui  unlu         (l;!/10/L'6.  Due  iirtnin  t 


ntji'i'iij'i*1   '  H'  i  i.'*n  ili     i>ip|i  I  i  i      ',1'ialini    11  f    Amend     :i!l    111    F-'UAHi  conn  io  t  i  nj]    of 
*Hi-'Hi'i"    ••     l-i     mutM  ijetir  ij     |il<"'    Af  PUliivl  I    uncl 

..,(•,1,1.1    I  l.iflD    U1.illi.lUB    lin-vHM*.      Irn.        OB/Kl/ia,        OENTOM.  H.  R, 

(IffiLi    i.»    (l,n    lu.ii     II  n  a  i   I  >,i     H.Mjiilnliiin.     lUi-nrlur          app.         O9M:  OOi!. 
;.j,   l|iM<     "m     .|.l-i.  ii.1  '  It."  .V,,H;'I  lODODIK! 

jlHi'-JuJi'   I'tililn     T,«rsi«"t    nf    A  KID  ml    :i:>    In  HiAHp  conimting    of    HevUiim 
"in  f"<  J»i»  >j    I-  In'i    •'"I""  im  •    i  (i  i-ili    flvnl  Inli  1  s    In   I'lll) 
(,•,-,.  II   /•  Im-ti.    UMtiUui     IlitrvH  »».      MM.        tiy/IO/lB         l9E)p|i. 


Carter    Ul  I    Co    In    runpiim 
I'l.UMMIiUi  J.  I1,       Einili  toi  |i. 


I,,,,!,,  llir.i      1. la,        II         MM    ll'llllO      '•      I    liri'UUIll'11'ltillt.D 

.,ij|',i''..'"    II      lm»    f-inl  ii  «    n,'    .I/.     "i;r-n  l  i'iy    in    Up  pel'    llhsl  1    In 
trjpul  1 1.'"    I'-niii     lilii'i    Uulii    ill'    '.ilurti'i    liBiiPi'.ili'r    nt    Operdtlnu 

iiy  l  n««r  l  mi    '•    HiirtllltJ    Aumrvniic  0         Hli/09/l/i 
„.    Up,,,    VIM  I,.      Im  K'llpp          l(W:iO:OOI.        LMX 

ivi     IH.gioihitlim    Hf    ThlCli    W.I  1 1 


nL     DHH    I'Unt," 
A» t 


,o  ipi'i1".'."'    l«     l  "i  "   fin'  n  "    n.1   : 

Mai"!""      '(I  tf  li  1       lit  i    I  1  '    ii  1-1  t  ll 

-.K      tl"      I""    I 

'ilNK.'i,  I       I  II  1    ,    I  S  t il       I    I'll  I  IIBIM'  I'llJ      '-     "» 

('„,,. Ill    I'l.tl    W-l        ).1l«l"tl       '"II  I't       tlvM      Vlll'kr          111 

I  ,,t,t   i"  iii.i-.  <•„',  in,  .'I  ,  ii..'iiii|''ir,.'jv 


,.,.,,1'^v.    U      !..».,    (i -    ".'    -i-i.     "nu.M(,U    .11   l-ovn-l    *  Diilrlbutioi.  Ug« 

,,,i    n   n.,n°'  M.I.  '  i"  "i-"  '  '•    t"f»  'Jllll(  "*  "   !lv<    ll*t  *lli:v 

|.|>,i<  f(.j,lr    ,  |,n  P.  '••'   '»    "I  fti  w.     llffiinrif     IntpiK.  t  inn   nnd 

,1,)';,'  ,„,,..          , I.'.'".,, ,.v  i:,,M..,li.Ml«ri   rdi»]m  (!..      OF   Niw  Y.irk,     Im. 

itn,n<       I'.i'Mi    i>.ri        r"n    i  M  t.n   ;u»  dim.  iiy/(Iv/»V.MJ{>fM     -"••  • 

•  ./-liil't.-1  L1    ti      l,.f"    Nuii-p    it,1  •>)().     "l)t>*ii  iunii««    in   I'l-Lmnry    Contalnmui' 


l<  Mi    -,ii    innj.   ii,1,'  liJu-'r.',  l.-'iHIl'/O;::!1/ 
11U..IM Mrtt'-U    iJ'«'-«      '"I"'1     I"    i!AI1'     fl7).,l,tj0(| 


t    1903.  RuvlBui  (. 
,  I),  0.       IMviniun 


'  li 


.iirjinc*        OH/1  1/16. 


. 

uf  H.u   Yoplr.     Inc. 


nn  •«((!),  n.viuu.' 


Inner    prtil   i.f    *ir*t   (iu 

r.M  <:        rB,rt»  MI.MIIM 

itt.    ii  f    l  i  cm*  ing         -'l>P 


n-j/H/16        DUHHELL.  B.  II. 

x  n  IL:  go- 


S.     Fleportable    occurrences,     (.ERs    &    related    correspondence 

82110'lOllfa  Part    31    ript    re   Morel    replacement    shafts   cnfg    for    facility, 
initially    reoorted    on   B20513.  NRC    ui  1 1    he   advised   after 
dotermination    of    bast    method    of    testing    shafts    for    any 
metallurgical    anomaly    resulting    from    heat-straightening. 
PARKIN,  R.  L.        Haguard    Tyler    Pump    Co.        02/10/19.        DEYOUNG,  R.  C. 
Director's  Office,    Office    of    Inspection  and    Enforcement.       !p. 
1S927:  Oil.        24X   Fie  he:  50-445,  82/10/19,8211040116. 

0211020S1Q   Final    deficiency    rept    re    reinsp    of    conduit    supports. 
Initially    reported    on  620623.  Investigation    determined   matter 
not    reportaole    per    IOCFR50.  55(  e  ).  Records    supporting 
determination    available    at    site. 

QARV.R    J       Ta.as   Utilities   Generating    Co.       82/10/20.       MADSEN,  0.  L. 
Division   of   Resident,    Reactor   Project   fc  Engineering   Programs.       lp. 
15899:301.       34X   Fiche:50-44S,Q2/10/20,B21l020510. 

0311020274    Interim  doficioncij   reat    re    pipe   restraint   uielfl    indication! 
Initially    reported    on  Q20930.  Investigation    cont inui ng.  Final 

OARY,n*jet    Te.as    Utilities    Generating    CD.        B2/1O/25.        HADSEN,  C,  L. 
Division    at    Resident,     Reactor    Project    !,   Engineering    Programs.        lp. 
13002:  KIR.       24X    Fiche:  50-443,  B2/10/29,  B31 1O20274. 

0311160262   Part    21    ropt    re    potential    defect    in    component    of    DSHV    nr    I 
standby    liUsel    generator    Problem   eiists  u/englne    P'"'0" 
aklrt    casting    UJhich    could    result    in   engine    nonavailability, 
ROVER,fi.E.      Tran.america    Oelaval.     Inc.       B2/10/2B.  ^"l^"'      „ 

Otfica,    Office   of    [napection   and   Enforcement.      2pp,       16092.ut>3.       •- 
Flcho; aO~000,  B3/10/2B, 021 11 60362. 

0211090136  Final    Deficiency    rept    re   embedded    rotafoam  fc   plyuood    in 
au.illary    bldg    concrete    floor    s  labi.  Ini  tial  1  u.    reported    an 
f]31030.  nuPiciency    determined    not    reportable    under 


OARV   H    u         T.'.M    UtHiti.i    Generating    Co,        B3/10/29.        MADSEN,  Q,  L. 
Division   of   Resident,    Reactor   Project    b  Enginoaring    Programs.       lp. 
16003:  Z')t.        24X    FUho:  50-4-15,  S2/ 10/29,  021 1OW126, 

V.     Operator   Eiaminfltions 

Q210130019   Oeneric    Ltr    B2-1EJ    to    all    pouier    reactor    applicants   & 
Ucensee,    re    reactor    operator   t    senior    reac  tor   »P"«« 
reunification    e.ama.  Advi  Ses    that   e.ams    bBBin  at    facility 

EI^EfJIlUr'"^  SVDiiision"of   Licensing.       82/10/12.  Consolidated 

Edison    Co.  'of    Nou   Vort-     Inc.        19pp.        16002:234.        24X 
Ft  che:  30-000,  82/10/12,031  0130019, 


BTH-SO-447    GEB3rtR-23R 
^'"Appiication/cUn»tructl0n    stage    ^^_^n** 


Ficlie:  SO-447,  02/10/05,  331  1010363. 


.. 

Fiche    50-447,92/10/29,8211050083. 


.sm«x  Fich-^-w- 


Q211340S64. 


82,1150474  FQrWardB    "9uPPrEss  ian   Pool    Scrubbing  Factor,    for  Po.tulat-M! 
Accident    Coniiition*.  »  aa09.       EISENHUT-  D.  0. 

ch.!».447.« 


B311150474. 


UI^V.    M'      li.'u   Not--   UK    «-     "fWH   Lou,  TBmp    C.vBrpr0..Ur. 
rnU.Ufli    "     (IwC     ll«<-     •""•I  nmlitu    A«»ur.nti. 

" 


uhf  50  two.  na/if/iv.»aocMTOa3J. 


May 


_  „.       Drfjco 


;«««nDie 

iche:  50-447,  82/11/09,0211130474. 
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aillSj-'S'    "Supprnnon   Pool    Scrubbing   Factors    for   Postulated    HUH 
A:  c id  tit   Conditions."    info   rept 

PA3TLEH.O   M    .     COWAN.fi   L    ,    DU!JCA,'J,  J   D.       General    Electric   Co. 
?,EC\J-2SJ2Q        SI  /OS/30         134pp.       16059: 004.       2fX 
Ficl-e    !'j-447,  US/  I  I/O?.  6211150474 


it    for    add!    info   based    on    review   of   <3E    request 
l    of   standard! led   nuclear    island. 

WiBflSLlA.F   J        AsiisUnt    Director    for    Safety   Assessment.       B3/1I/15. 
EKE.Bl.nOD,  S   C        Gtritral    Electric    Co.       9pp.        16199;2B4        24X 
Fi-rt    30-447.  02/11/15.2311220039. 


illSjQS??   Foruardi    draft    response*    to   Commission   021005   request    for 
ill}    inio   on    Chapter   7   of   GESSAR    II   EAR. Responses    reflect 
(.RC/Cs     infc    «icharigB   821014-15   fl»etings    in   Dethesdai  MD. 
EliESWGOD.  0.  0        Ginn-il   Electric    Co.       03/11/19.       EISENHUT,  D.  0. 
Civilian    of   Lictiiing         127pp.        16107:001.       24*   Fiche:  50-447, 
63/11/19.6311230397 


a      Utility   Preliminary   Safety   Analysis    Report,     amends 

B2l027u2i.4   Foruardi    proprietary   Revision   a   to   SESSAJ?   re    failure    modes   *, 
ifftcti    ar.<Iviu   Revision   withheld    (ref    10CFR3.790). 
Affidavit    inc  1. 

EHEHWJQD.C.  0         Cimrjl    Electric   Co.       82/10/18.       EISENHUT,  Q  Q 
Division   of   Licensing.       6pp.       15852.293.       24X  Fiche;  50-447, 82/1Q/IB, 


Utility   Final    Safety   Analysis    Report    (FSAR)    t,   amends 

21124Q:H?   Forwards   Amend    9    to  GES5AR    II.  Amend    furnishes    Chapter    IB, 
-nU7i*n  ration,  "  t.  clarifies  discrepancies. 

EHESMJOD.  0  0.        General    Electric   Co.       B3/11/QB,       EISENHUT,  D   0 
B2MS40-M9.'   Llt<n""9         '"         '"OS.aW.       24*   Flche:  50-447,S2/11/OH, 


8211020277   Foruards    add  1     info   concerning    FSAR     Question   OSOl     ? 
9   re    post-accident    sampling   J,    NUREO-O737,  itsm     U    F     \     ti 
containment    hydrogen    moni  tor 

rflAKHi  T   R.        Commonwejlth    Edison    Co         Q3/lQ/2£,          DEHJOli   >\   a 
of    Nuclear    Reactor    Regulation,     Director         &cp  1SC1L1J     rid 

Fiche: 50-000,  S2/10/2A.  021 1020277 


of    r,tl*t    I, 


0211020633  Foruards  p  Ian  t-g  p  EC  i  f  i  c  info  re  adBquac 
valves  to  satisfy  requirements  delineated  in  Ite 
™~??f'  ;ciTi'iMt.Dn  of  TMI  Action  Plan  •Uiu,.*, 
TRAMM.T.  H.  C  ommonuea  1  th  Edison  Co.  03/10/36.  DENTOfJ,  H  fl 
of  Nuclear  Reactor  Reoulat,  on,  Director  1  3pp.  I  S3  ,,»,  ,,, 
Fiche:  50-000,  83/10/26.  B21  1020633.  t"»il/l 


8211020347   Foruiarcfi 


,,    .  .  ^isad    FSAH    info    re    cona  en.uent  i-»    of    (.oilu]*HJ 

«n'tAln   mai"    Steam   Mpe    flt    *«H'*'»i.  Info     update!    U|  i  | 

B20S10   iuoraittal    i   FSAR    Amend    39. 

TRAMH,  T.  R        Commoniuea, !  th    Edison    Co.       02/10/27 

of   Nuclear    Reactor    Rflgulation,     Director.        lOpn 

Flche:  50-000,  02/10/27,  321  1020347. 


\<  n 
01:1 


^RepT"'    F°rUJar()9    reviaud    PflDe>     t"    CE-l-A.Heviuon    t'H,     -UA    Fgn.ti 
SWARTZi  E.  D.        CommonujDa  1  th    Edison    Co.        02/10/97 


-0211030664   Revised    panes     U   CE-l-A,  H.vl  Uon     SB.      "QA    I0pl<-1 
Pages    1-33    to   Rsvision    M   dtd    (300709   end  '°P"«l 

SIWRTZ.E^O.        Commoniuealth    Edison    CD.        CE-  1  -A    H23   (Htt         II'. 
6pp.        198B6:14A.        24X    Fi  the.  50-OOO,  02/10/27,  B2  I  I020MI 


VOUMODLOnnn      • 
YQUNOOLOOD,  D.  J, 


,• 

Liconaino    Bran 

••"  °°-  3pp- 


lnaclt"lL'atE     «o« 
h     1.        OS/10/37 


coollnj 


IB      "H.^      £UJStl°"  .for,Amerid  '  to  CE6SAB-II.rtm.nd  furnishes   Chapter 

10.       Mi,nan   Factors,      t,   clarifies    di  scropancies 

EHEBMDOD,  0.  0.       General    Electric   Co.       82/1  1 /OB         In         IASIW-OAO 

24X   Fiche    50-147,  33/11  /OB.  S31 134034?.  toeuj.  ^QB. 

321)3403=9  A«end    9   to   CESSAR-II. 

»      General    Electric   Co.       83/11/09.       3Bpo         lfi203-3Ag        -,av 
Fich,.  30-447.52/11/09.0211240349.  "         '6203.369,       34X 


DO.-i<ET  SfN-50-454   JJVfiOH  STAT10H,     UNIT   1 


of   Nuclear    Reactor    Reflulalion,     Direct 
Fichflj  50-000,  S2/11/03,  B21  1090216. 

S211I30380  Forwards    revised    Pages    1-2-1 
from  Revision    32   tn   QA    program 
BHAIJSK!,W   J.        Commonwealth    Edison    Co 
' "     inch.       lp. 


3pp 


OEHTOU.  U   V 
ld,0|1   OIT 


B21 104003  7. 


'    Eii»on   Co.       Son         I54S4- 90n        -..v   ^,    . 

cc.       13M5.298.      3«  Fiche:  30-454, 82/10/13, 

B4!ooJ'fr*CPPR-l3tnrrtD"a?!^i0!;    dat"    for   Cp™-!30   frnm 
In          nj  .       r"um   Q411U1     {Q    Q60401 


„„,  020407  Itp  r. 
-:n,™ 

0ENTON,H.«.      Office 


popoed    denis 

releaH    n*    m     I?      1      i-ejoaip    criteria     for    uncontrolled 

r,::  JMr.;::.';:!1::,-:;;:-;-!!—  '•  « 

ft  rJ-.S"'::r::-"'''"""""'™''n- 

Fiche:30-000.  82/11/10,0311150203 


ll, in 


82l(JS400ea   fl.n.Pit 


t         ,, 

'•'  Jw"          *"  """"".P-r.lt 


»s*d,  Aridl    r-(npon«»    intl 
82/10/27.        DEHION.H  H 
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-S21I020402    "R«pt    on   Confirmatory    Oeotechnical       nve.tigatic.ns.  Essential 
Sve    Water   Pipclin<   Corp  idor,  Byron   Station    Units    1    &   a. 
.      Z>«,n*»    £.    MODTB.       B2/09/3Q.        60pp.         15990:234.        24X 
Fich«:  50-454,  82/10/27,  0B11020399. 

ailOWaW  Forwards    info   r.    preservice    6    '"•?""*"  "Sift"'   '  ""*  "   & 
v*lv«i.  Info    should    close    Confirmatory    Item   0   of    Bgrnn   bfcH. 
Eyren    Unit   2    t,   Draiduood    Units     1    fc   2    differ    only     in 

component   numbers.  _    ,,  ,  ,„,  -.-..-rnki  u  n         nffice 

IflAWl.T.R.        Commonwealth    Edison    Co.        03/11/04.  DENTOW.RR-        °Jfl"     . 

cf   Nuclear   fleattor   Regulation,     Director.       2PP.  (MM.  a  13.  2"* 
Fiche:  30-000,  92/11/04,  821  1O90249. 


--K!l  1090255  Hevlsin 


noo^.-lth    Edison    Co.        02/U/04 
F  Ithe:  50-000,  03/  1  1  /O4,  631  1090249. 


1    to    InservicB    testing    (  ISI  >    program   pi-"    ' 
19PP.        14004:313.        34X 


—  B2UOVOU4,  Revision    1    to    inservice    testing    (131)    program    pl»n    For 


rcolcm^a  1th    Edison    Co.        02/11/04.        71pp. 
Fieh«  :  50-000,  82/  1  1/04,  S21  1090249. 


16004:234.        24X 


F.     Security,    medical,    emergency    &    fire    Prote^^°" J^f"* 

6.310040069.   Generic    Ltr    B2-17    to    all    pokier    reactor     1 U  enBBe  B    fc 
applicants   t,    holders    of   CPs   re    Inconsistency    betuiosn 
requirements     of    10CFR50.  54<  t )    t<   STS    for    performing     audit* 
«r,?rgBncy    preparedness    programs.  Svc    1  1st   "='o  consolidated 

EISENHUT,D«         Division    of    Licensing         S2/1O/O1.  f 

Etiiian   Co.     ofNeuiYork,     Inc.        Ilpp.        16002.388.        24X 
Fleffe:  50-000,  82/10/01,  031001006B. 

6210070019   Generic   Ltr    B2-21    to   all    licensees    ft   aP^i""*s    of    nUCl' 
»ouer  i-Hcfcan   re  Tech    Specs   for    fire    protection    *<""ti. 
Fc-ruerd*    guidance    discussing    general     scope    t.    descr.birtg 
elements    to    be    included    in   audit. Svc    'i«    *"e'- 
eiSEHHUT,  D.  0.       Division    of  Licensing.       B3/10/O6, 
Edi»on   Co      of    Neui   York.     Inc.        19pp.        15993:33Q. 
Ftche:  BO-000.  93/10/Oi,,  8210070019, 


Consolidated 


S21029010B  Q^e.ic  Ltr  03-23  to  all  "'«»»* 
inconsistency  tetmeen  requirements  of  10CFR73. 
for  performing  audits  of  safefluards  contingency  plans 

Security    plant.Bvc    list    encl.  B3/10/30  Consol  i  dateil 

erSENH'JT,  D.  O.        Division    of    LicenBing.        B2/10/30.  i-on 

.Edison    Co-     o-f    Neu   York,      Inc.        0pp.        15993.319.        24* 
Fie  he:  30-000.  B2/10/30.  S210290I00. 

Notification   of    B21207   meting  ui/util    in    Dethesda.MD    to 
fire     protaction    Pr°sram.  VOUNOBLOOD,  B.  J.        LU  ens  ins 


G.     rtdl  judiiatory    correspondence 

0211010211    Requests    position   ba    indicated   on    ava 
In    Eihibits    A. B   &  C    to   820923  motion    to  recons 
disposition-  Info   neodad    to   permit  Region  3    to 
investigation    into  allegation*    raised    I"  *f fi° 
eOLDBERO.a.C.        Hearing    Branch    4.        09/10/29.        C 
for    the    Public    Interest.       Ip.       13067:321. 
B2110IQ3H. 


!„•„••„ 
4,  98/10/28. 


taaai:iii.     a«x  Fiche:  50-454,82/10/3?. 


to    which    NHC   ulll    not    respond. 


ROSE,  B.       Cherru.    H. 

^ 


-n» 

fllscovery    conp  le  t  Ion.  Proof     of    9v*    .nc  I 
ROSE.3.        Le^.e     of    H^er.    Votr,     oeR  ^ 


naSE.D.        Ch^rrij,     M. 
ionerfl.         ,0pp 


^     ^     t-n   GC    Minor.  RB    Hu 

S211L60370    ftpplic.t.on    for    "-I-"""    ^'Teltg  n    con,  t     ft     f^tur. 
DS    nridenbaugh.BJ   »cod    fa    p    Johnso"    T*    ".ig 

u  . 


,ar  prodoction  of  documents  fr 
overbroad  but  MRC  ulill  make  dc 
aF  Svc  encl. 

GOLDBERG. S.  C.         Hearing    Dranch 
Litansing    Board    Panel          5pp 
gai  1160235 


aailiaoiB6  Hat  ion 

6Byon,    ""Pi-* 

d     scoverY    ojieratlon 


ta    avai lable. Certificate 

2J  I  1/13.  Atomic    Srtlel 

.  ,  is.         24X    Fithe    5O-4S4. 


discovery    operatic,"'    ^. rft^rnveru    dispute* 

beUOnd     date^f^SLD^Ti.U^^on^diBCDv^^^^^         F(nBE-,L!.      ^h-n-g.     M 


facts    to    ansuer    Hitckfnr 
interrosatories     Info    ne 


,ry    »,    unobtainable    from    othoi 


S21I17017'9   B 


;cond    set    of     in  terrog  ittor  i  HS     on    Content 


tOa.Certlficat*    of    Svc     er.cl. 


..•i        n     l^,l^^n 

aaillQ03MFor-.pd.  «tl>  *"""*"" 
Diractor  of  Qperat.or.5  to  apj.  ear  F 
Loagu,  of  WOm*n  Voter.  C0nt|jnt^. 
flALLO.J.  ish^m,  Lincoln  «•  ""'*• 


pena    ifirecilng    Ei 
t.on    ru    Hot  .  foH 

*c^nonuo«  I  th    Ed 
A    ».         AlomU    £i.if<-t«(     »»<! 


<•<> 


0211100353. 


.. 

Operation*     to.p;«r    for    "P»«*J0^    77  ft    «»    nF 
Women   Vofcara   ContEntlons    6J,  J  J<  ^  '    « 

' 


-B2U1BOW* 


RH   Mubbard    *-    -PP-"    an   nailM    In 


3PP.        14 


:077. 


niNUK.O.C-        MHO   T&chnical    Associai 
Fiche: 50-454- 83/11/14.321 1100398. 

Subpoena   directing    B    Johnson    to    appear    on   a21iK>3    b  a 

JOHNSON.  0!        Affiliation    Untnoun.       3pp.        16137:07*?. 
Fich«:  50-454.  ea/ll/lc,.B2Uie03";U 

-B2I1160419   Bubpc-ena    dir^cbing    Q    Wood     to   «pp»r    on    QHIHOy    to    tmfcito    .m 
behalf    of    util    in    Chicago-  IL,  a-,,,,yii 

SMITH,  1    W        Atomic    Safety    and    Licensing    Hoard    Panel.       S2/1 1  /  LiS. 
WOOD, a         AFfiliatinn    Unknown.        3pp.        li.ia7.OBl.       P4X 
Firhe:  SO-4S4, B2/1 1/16.  B2I1 1B039S. 

-8211130431    Subpoena    directing    DO   Dr id Bi-bauc h    to    appear    on  02 1  HO  I    to 
testifv    °n    behalf    of    util    in    Chicago,  IL.  n.,,i,v,> 

SMITH.  l.H.       Atomic    Safety   antf    Llc>n*ing    Board    I 'an.l .       O.VU  /Ift 
BRIBENDAUGH,  D         HUB    Technical     Associates.         3pp,         lfilJ7.  OUJ.         i.  " 
Flche;50-454.B2/ll/lf,'BaiSlB0393. 
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8211190305   fl.sponse    opposmg    Roctford    League    of    W.Drnen   Voters    021103 
motion    to    .tau    brtsfinj    fc    ruling    on    iiti!    motion    for    sumniaru 
dltpontion    at    Contentions    If,   t,    11 1 .  Mo   .uppoptabu    basis 
ihoun   Certificate    of    Svc    ent! 

BIEL-UJSrtl.A    P.        Commonwealth   E^ison   Co.       D  I  ELAHEK  I ,  A   P          Isham, 
Lincoln    *   Deal..        02/11/1*.  Atomic    Safety    and    Uc.n,  In,    3"ri 

Panel.        9pp  liiSMM.        MX    Ftch.:  90-W.  «m/16.  Ml  1 1  90203. 

fi2U32034fa   Foruards    rjRC    621115    Itr    to    u  t  i  1,  ad  vi  ,ing     th.t    MRC   yill 
voluntarily    produce    apjiropria  to    uitneii    re    Nf<C 


request     fc 
CALLO. J 
93/11/16. 


suopoenai   ui  t 


e    NffC 
fEty.  "    (Jtil    321115 


n 


" 


.  J.        CnMionu.il  th    Edison   Co. 
«LLIWN,A.D.       Atanlc    Safety   and 


6211240018  Hesponsa    to   H2I022  propoB«d    interrogatories 
HuaEificatlon,    l   Certificate    of    Svc     encl  OS 

OOLDBERO.fl   C    ,     VdUNQ,  M.  A.  ,     RAWSQN,  R.  J.       Hearing    BM 

League    of    Hc^en   Voters    of   Roc  kf  Ord,  1L.        1  OBpp 
Fiche:50-4Sfl,  82/11/32,0211210010 


8211290541    Confirms    that    Flockford    Le 
ui tndrauing    Contention    la    re   QA/OC. 
(TASSEL,!). W.        Businessmen    for    the    Puollc    Interest 
League    of   Uomen    Voters    of    Rockforq,  IL.        02/11/23 
Safety    and    Licensing    Board    Panel.         Ip,        16304    147 
Ciena:  50-454,  62/11/23,0311390541 


of   Women    Voters    ft    tul 


AtH 


8211180170   Response,    oppos.n,    Rocifc-rd    League    of    Women    Voters    931100 
-notion     to    stay    briefing    &    ruling    on    uti]    B2I1G3   motion    for 


aCLOBCTO.S   C 
' 


'   Cont'n"*ni    1A  • 

lation   Certificate    of    Svc    end 

Hearing    Branch    4.        M/ll/17.  Atomic    Safety    and 


B2IJ230494    RMPOM,    to    flrst    ,,t    of    i  n  t.rrOSa  tori  es    «,    request, 
documents    Certificate    of    Svt    encl.  IUB»H 

BIE4.AWBKI,  A.  P         CommnnLiea  1  1  h    Edison    Co.        BIELAWSK1,  rt   iP          Isti^ 


I    H/Q    encl 


ons    B   t,   62    on   PfiA  .  Contentions 


< 

*eti,    Te 

24X 


,  HflNAUER.S. 
VGLLWEJJ.R.  Division  of  Enai 
54.  82/11/17.8311300438  tnfl" 


i*"n,l""lln'nt    °'    addl    ultness"    '««    listed    branches 
imong     in    DL    prflteedinflj     on   Contentions   SB    S-   63    re 
of    potential    ad^r.e    ,v,    interactions    ft   an.lusit 
•tPJ°':t«Tn"'"    <•    «-f*Mnt..  respectively.  Mrt\Ki. 
R   J          Division    oF    Licensing.        82/11/17.        MATTSON.ft    J 
of    Systems     Integration     (post    B1I005).        VOLLHEH.fi    II 


e21133027fl   Noti[P   of    Uithdraua|    of    Cherry   I.  Fl^n    1«H    M«  as 
e^irar"    Lea9UB    °*   Wornen    Vot"s    ««n..l.  Certificate    o  f   Bvc 


Kanter.        6 
EJ21  1330270 


Rodford.IL        FLVNW.P.       Cherry, 
J1"         3pp. 


B21130O177  Hemorandum  &    order  manor  i  a  1  i  i  liig   B31lia  t 

8r.An      At"mlC    SafB'*    a"d    L1""oi"!'   Ooard    Pant, 
:  160.        24X   Fiche.  BO-454,  B2/1  1  /S4,  S21  13O01  77. 


a20S190320    IE    Info  Notice    02-37,     "Cracking    in   Upper 

" 


Consolidated    Edison   Co      of   Neiu    Vortj     Inc 
Fiche: SO-OQO,  B2/09/ li.  H300190220. 


03/0?/lfc 


^Panl?^   ^"ll^r    B2-3"'«--'-    >•    "«.ld.    In  Main  C.^rd 


coirt-f       p-  . 

Consolidated    Edison    Co.      ofNeuVort,     Inc.         107pp         I9D9S-  1119         -•> 
Fiche:  SO-000,  02/09/17,6209190222.  * 


« 
31.  No  noncomp  1  lance   noted, 

S«n'r'Cl.    Dlvlslon    af   Project   '-   Resident  Programs. 
KfctD,  c.        Cornmonusalth    Edisnn   Co.        Spa.        13953-  137         3ax 
Fiche:  30-454,  03/09/20,  S3  1  1040234. 


—8211060242    IE    [nsp    Ropts    50-1S4/02-13    (,   30-135/03-10   ur. 

ndnearipn.nci  noted.  Majnr  areaB  i  nspectud  :  preoptrat  ton*] 
test  attivltles,  IE  circulars  J,  plant  procedures  vevlfu  fc 
fDllouup  of  previously  identified  i  tema 

FOHNEV.H.L.   .     CONNWCHTON,  K.  ,     RDniNSQrj.D.        Divt.Jon    of   PrBJ«l 
5?*;      Sn   Program,.        82/09/20.        6pp,         13953:139         24X 
Fiche;  50-154,  02/09/20,  021  1060231. 


.  s.  f 


Sa,'et,    and    Licensing    Board    *„,. 
Fiche:  50-45*.  85/1  £  /  IB,  B21  I23O474. 


3206,90329    IE    Info    Notice    02-39,     «8«     Degrad.tloT,    of   Th  U  I   Hill 
Stainless   Steel   RDC  ircula  ti  on   Sys   Plpir,9  at    DUB    Plant." 
avc    list    encl. 

!r..    ?^i?lon   °f    En9'n*ering    t<  Quality   Assuvant..      OJ/07/JJ 


n    f?P°  ??tie?   82-3Bl     "ChanBe    ln  Format   fc  Di-lrl^lli 
'H?lCtrculars  *  Ir)fo  «""«••"  Svc    list  ,nci. 
Director's    Office-    Office  of    Insane  tion   -nd 

Consolidated  Edison   CD.     of  H.u  ftrl. 
24X  Fichc:  50-OOO,  B2/09/32,  0303190283 


practice, 


"nc&rn   thflt   «P«UI    i^p    has 


,.i 

DeKalb    Area    Alliance    for    Hespons,  bl  ,    fn<, 


n 
.H.        Hearing    Hranclv   2.        ipp. 

Fich.     50-454:  82/1  1  /  !9,  B21  12304S6 


2I1530397   Nottc,,    of    appearanc 


6208190533    IE    Info  N.ttc.    02-40,     "Deficiencies    in   Pr-lMrq  CanUln»r.t 
inSn*r,   p8      Penetration   Assemblies,"    Bvc    list    enel. 

JORDAN,  E.L.  Division  of  Engineering  t  Oufllitu  Aasuranee,  OllWfSS 
*  •  1  l\  £  d  Etfl"ln  Co-  of  New  VorJi,  Inc.  112pp.  13930:01?,  2*1 
Fiche:  50-000,  B3/09/22,  B20SI90232. 


rUard'    IE    II15P    Repts    *>-«4'BM6   &    30-453/Qa-ll   «n 
ic  notice   of   violation. 

o™r?'       Divlsio"   of    Project   4  Resident   Program..      QSnO/13 
Kttu.C,       Commonwealth   Edison  Co.       2np         13Q60'042        a*lf 
Fiche:  30-134,82/10/13,0211010143. 


9211010149  Notice  of  violation  frnm  imp  on  830701-  W. 
.,«=!=  Dlvision  ot  Project  i,  Resident  Pi-ogrann. 
lp.  13B6B:044.  34X  Fi  che:  SO-454,  82/10/13,  021  10101*3. 


-SSI10IQIS6    IE    Insp   Repts    50-454/S2-I  t,   (,  50-4SS/BH-J  1    on 
Moneompliance   noted:  f  a  i  I  ure    to   distrlogte    controJUi 
Documents   por   approved    On  manual 

PESCHELrJ.M.,     HAWKIN3.F.C.        Division    of   Project    &   R.tld«nl 
G2UOI0145      Z/°9/3°-       6pp'       ISS6a:a4S-      24X  Fi  Ch0:  30-4M,  82/10^3. 
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orward.    IE    tnap    Rept,    50-454/B2-2O   I,    50-45S/02-15    on 
820930-1001.  MQ    noncomp  1  iance   noted.  n^_-  =  tfn 

WWIELLO.C.  J.       Division   of  Emergency   Prep.redni.is    k  Operatio 
Support.       82/10/21.       REED.C.       Commonwealth    tdiion   Co.       <ipp. 
24X   Fiche:  50-494,  82/10/21  ,  821  106O391. 


B2UOS0397     IE    In,p    Repts    50-454/02-20    k   50-455/02-15    on    B2O930-1001.  No 
noi»«.plf>c.   noted.  Major   area.    In.p.ct.  d:  preop  .«    '°™> 
radiological    environ   monitoring    program  fc    placement    of    I  uus 


Dp.rati.ma]    Support.       02/10/19.       4pp. 
Ficht'.  50-154,  02/10/21,  021  1060391. 


6209190239    IE    Info   Notice    02-41,     "Failure    of    Sal?  oty/R*!  ief    Valv*a     to 

^on^HJat^Edlton  Co.  *"<,(  ^'J^r*    Inc.        1  lOpp"       1S96O:  153.       ^ 
Fich* : 50-000,  02/10/22, B20S190239. 


9311300222  Foruard*    IE    Insp    R..U    90-454/02-19   ft   50-455/92-14    on 
B2Q9I6-17   &    21-22   i    notice    of    violation.  Pr.nnP»mi 

NOREL1US.C.E.       Division   of  Engineering    t,  Technical    P« »;•"!• 
S2/11/12.        REED.C.        CommonLPealth    Edl.on   Co.         2pP-        1623-?.J3i. 
Fichu:  50-454,02/1 1/ 12,  B21I30Q222. 


—8211300225   Notice    of   violation    from    inap 


34X 


-BZUMOSW  IE  In,,  Repts  50-434/02-19  &  M;«3'«-"  "" 
ai-SS.Noncompliance  notBd:  fai  loro  to  E»T'*rV  *«« 
failure  to  document  nonconf  orming  condition  t,  apparen 

^PH-R*?    SffiiB^J"1'....!...   3. 
Bpp.         16239:357.        24X   Fiche:  50-454, 

B208190249    IE    Info   Notice    82-43,     "D.f  ie  i»«  i  "     '"    ^R 

V«ntllatlDn   S«i.  "    Svc    list    end.  0,alli.,,    Assu 

JQflDAH.E.L.       Division    of    Engineering    *  Qua  1  1  tg    ^"u 
Consolidated    Edi.on   Co.     of  N«  York.     Inc.        HIPP- 
Fi  the  50-000,  02/1  1/16.  820B19024S. 


8EOBI90253    IE    Info   Notice    83-45,     "PWii    Lou, 


Qw«Tpr.,«ur. 


Ci>i,.Dlidat.d   Edison   CD.     ofNeuVork,     Inc. 
Flcha:  50-000,  03/11/19,0203190253. 


A.k    r.ceipt    of   83110B    Itr    i 
violetiona    noted    tn    IE    Inap 


fl    NF  1C   of    st. 
-434/B2    li 


.:  Dlvl.l.n  .f  a?ijj 
BZ/11/22.  REED.C.  Commonwealth 
Fiche:  30-434,  02/11/22,6211300317. 


.   *  T.ch»l«l 
on  Co.        lp. 


auaOMJW  ne.p.nd,    to  NRC   021013   Itr    re  viclat.onj   n.ted    in    IE    I 
Kept,    50-454/B2-16   !,   50-455/03-1  l.Correc  t     V.    «  "  »«; 
R.vi.ion    11    to  Hetfteld    EUctric   Oft  manual    di.tribut.d    to 

Held    porsonnsl.  O^JH  i  /nn        KEPPLEK,  J-  0 

nELGEQROE.L.O,       Commonwealth    Edison   Co         82/1  |/OB.       BH>PUBn  " 
R.9ion    3,    Offl»    of   OirBctor.       2PP.       Ii23i:0ai,       24X 
Fl  the:  50-454,  62/11/22,021  1300317. 

V.     Operator   Examinations 


B210130019  O.nerit    Ltr   02-18   to   all    power  r"?**p 
lic«n.».   r.    reactor    operator   t,   senior   "actor    « 
T-BduallFUation   examv  Advise,    that    exaraa    begin   a 

jfttr    aaiOOi.Bvc    list   •"=>•  Ro/lO/lS 

eiSENKUT.  D.  0.       Divi.ion    of   LUens  ing.       02/1  0/lB. 
Edlion   Co.    of    N.u  YOT*.     Inc.       I5pp.       16003:234. 
FJch4:  30-000,  GH/10/12,  8210130019. 


lliti 


8211040041    Drder    e,tend>n9    con.t 
83060,     t-    841001    t.CPPR-IMrr 


W1104004Z   Sar^    evaIUat.0n    11 
dates    of    CPPR-130   6   CPPR-131. 


a 

«    spent    fuel     pool    coo  1  1  ng 

ir^i--"^--"  rnD^ct 

Ficne:  5O-OOO,  03/10/25,  B31  IOM490. 


DENTON.  H    tJ          OFfi 


(ny 
EIBEMHUT.DO.        Dlv.,.or     uf    t-.t.n  »nB. 

Edison   Co.     of     NEW    <oryi      int.  H  i*  • 

Fiche:  30-000,  B2/10/2A.  321026003  3. 


. 

Fi  che:  50-000.  H2/tO/2i.  021  102O277- 


er 

Fiche  :  50-  000.  63/10/26.  B21  1020633 

JJSPJ:  2^-:{:j;-:i;:d.?s«iv'«:: 

02&310    submittal    t.   FB**  " 


nENTON.H.H. 


I^r    neDc 
Fiche:  50-000,  02/10/27,  3211020347- 


For«.rd. 


Kept.  " 

S^e 

9211020631- 


to    CE-I-A.  R.v  i  .i  «n    22.     -dA    TO(,ic,a, 
,  W    P.         OuHli 


Re.i.ed    p.g»    to    CE-  l-A-  R.vi.l  o«    ^     "QA    Toplcal    R»pt." 
3    fco   ROVi5i0n    14   dtd    QOO70-J    B,C  1  .  .i/OI 


8811100309    For«rd.    r.^.-t 

TOI     It.n    I1.F.2    «    d.t«tlon    oF 


adril     info    n. 


.  L.  O. 


B21  1100309. 


c.r 

Fich*:  50-000,  B2/  1  1  «3.  821  1O90216 

B2Uia0330    Forward,    revi^d    P.g..    1-21    t    1-25     i^dvor  tont  1  y    nmiltU< 
from   Revision    S2    to    QA    PT?0™?'      _ 


3211120380, 


DOCKET   STN-50-459   BVRON  STATION,     UNIT  2 


B311010813  Summary    of   B2081S  ...ting   "'^'llS 

aie.T!:wv..  ^wr  f  su.:.1^^!:" 

^PER^^^Lic^'inr^nch    1        B2/10/0, 
flpp.         13979:093.        2«   FUhi:  30-454,  8a/lO/OS. 

0211040037  Forward,    ord.r    •«*-"«"•    »"*,"S?  ' 
B    from   B20601    to  841001   t  CPPR-131      ro-   031101 


321  {040037. 


rm,  of    nals    from    cantrnllcd    a^a,.  containe 

radiatior  protection  «td..p«r  "•«>  *uld'  V.  ,  5|0 
SWARTZ,E.O.  commonuieaith  Edison  Co.  92/1  /IO. 
ofM«l.*r  Reactor  Reg  L,la  t  i  onj  Dirsclor.  llpp. 
Fi=h»:  50-000,  S2/  I  l/10,aai  1150203. 


0311230333 

M 


rd.    rBspon.e    to    FSAH   GUBstiflt.    O22.  5fl    re    valves     in 

c.nvn*iuiion  .»..B«««>/''v";a^:  :  dr 

.vpplylno    pomer    to   actuator    saleno.d    wiJ      pi-ovidp    add  1 
«,«r;nt.    th-t    valv.    uill    not    ln?^trSS"/    !?  tSP 
TRAMM.T.R.       Commonweal**    Ed  i«on    Co.       62/11/10. 
Of   NuctMT   Reactor    Hegulation.     DlrecfcoT.       3pp. 
Fi  che  :  50-000.  S2/  1  1  /  10.  8211230363. 


R.        DfM,. 

2flx 
. 
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F:     r.-=:   S.*»tij   e*»lu*tion  Report    IS£fl>,    suppls   t,  correspond.  nee 

c.-'lir-I'-m   Forwards    "fltpt    on   Confirmatory   Oeotechnical    Inve.tioat  i  ona, 
"ciitn'ui    SJE    H*Hr   Pip'line   Corridor,  Byron    Station   Units    1 
!,    a,  "  'sir   f.RC    E30601    request.  fiept   reconfirms    previous 
--r-lMiisn    CER   Outstanding    Iten    I    closed.  Addl    response    end. 
rnn-'i    T    B        Cc  —  onuejltti    Eduon   Co        82/10/27.       DENTON.  H.  fl.       Office 
-*    i.'.-lfjf   factor   HeguUtinn.     Director        7pp         15890:227.       24X 
rued*    50-454.  02/10/27.  B21  1020399 

--GanOSJAOS    "Htpl    on    Conf  irnatorii    Gun  technic  a]    Inves  t  igat  ions,  Ess  ent  ial 
S,c    w»tir    P  i  pi  1  ire   Carrie)  or,  Byron   Station    Units    !    t.   2.  " 
.'    Da-rii    ',    r-tcort        32/09/30        60pp.        15B90.231.       24X 
Ficht    50-354.02/10/37.3211020399 


ruardi    info   re    pressrvice    t    inservice    testing   of   pump  -5 

should    close    Confirmatory    Item   8   of   flgron   SER. 
2    ',   Braiiluonl    Units    I    &   2   differ    only    in 

Co=T..onuea!tH    Edison   C 
Reactor    Regulation.     Di 
1/O4.  G2I  I090349. 


63/11/04. 
tor        2pp 


EENTDN.H.  (I        Office 
16004-213.       24X 


enty    S-    fire    protection    plans 


COifl   Generic    Ltr-    B2-17    to    all    power   reactor    license*!   t, 

iti'.'.t    'j    holders    of   CPs   re    inconsistency    between 

ir  merit  i    if    10CFR50   54<t>    !•   STS   for   performing    audit*   of 

gency    preparedness    programs.  Svc    lilt    en c  1 . 

NHJT.D   G         Division   of    Licensing.       62/10/01.  Consol  ida  ted 

o"    Co      of    Mew   Vorl.     Inc         llpp.        16002   2BB.       24X 

*    IO-COO.  B2/ 10/01. 651 Q04Q06B 


21O07CO!')   Cerent    Ltr    B2-21    to    all    licensees    &   applicants   of   nuclear 
p£»»r    reactors    re    Teen   Specs   for    fire    protection   audits. 

elements    to    be    included    in   audit   Svc  list    encl. 

el  =  EWjr,D   G         Division   of   Licensing  B2/10/06.            Consolidated 

Ednor.   Co      of    Hsu   York,     Inc         19pp.  15993:339.       24X 

Fit  he    50-005.  82/10/04,6210070019 


•32I029010B   Generic    Ltr   S2-23    to   all    licensees   !,   applicants    re 
meonnsHncij    betueen   requirementE   of    10CFR73.  401g  )    (,   BTS 
(or    ftrforning    audits    of    iafeguarrfs   contingency    plant 
iiicuritij    plan)    SKC    list    encl. 

EISENH'jr,  0   G         Division    of   Licensing.       63/10/30.  Consolidated 

EJison   Co      of    tl,u   Vorl.     Inc        Bpp.       15993:31V.       34X 
Ficne    50-000.  83/10/30:6210390108 


•32!l!7023i   notification   of   B31307   meetino   u/util    in   Dethesda.rtD    to 

Ci-SMflfJ.  L        L 
3ranc"    1         3 


ing    Branch    1.       82/11/10.        VQUNOBLOaD,  8.  J.       Licena 
j0!4B    157        24X   Fiche    50-454,  62/1  1/10,  B21  1170236. 


5211010311   fiequjsts   p0s.t,on   be    indicated  Dn  availability   of  affiants 

?J;  ;  :  ?•!  4  c  r,"0983  motion  to  *««»"•*  >~y 

diipasitior,  Info  needed  to  permit  Region  3  to  commence 


CASSEL.DW.     Buiit.,.«.n 

>P-        15867:321         34K   Fiche:  50-454,  B3/10/SB, 


re   Krsko    ,t.m   oenerator 


0211040052 


inteirooatorles    by 

r'Sflond  lls*'rf' 

™5E'  B'       Cherry 


Montn   VO*.T. 
Vo"rs 


J-|Uru«td  Cert.fte  o     Snc'  ""  """""'« 

L.n«ri'S.ruce^;s3tiiE'i;nn.caB  B'^SKI,A.P.  ,5hBm, 

P^.l         26p|i         IM11   303        ~v   Momic    Safety   and   Licensing   Doartf 
IMIII  303       t<x  Fieh,  50-494,03/11/03,8211090291. 

6211030150  Confirm   821104    telcnn    !„.- 

«•*«,*    fron    illt    ,n   NRC   B209M    Ur    H°??tD^    ""a)    in»"vertentl  « 
t*whuh  rfflc   wMl   not  respond  "'""S    interrogatories 

/FlSnXSlJ^Jis*'1'™       »«••.      «.„,.«. 
d,  IL      V,p         ,S;;;r21BR08|;5   _   L«l«    of   Ho..n   Voter,   of 

34*  Fithe.50-454,B2/ll/05,B2llOBOl&0. 


B211150061   Motion    to    stay    orlefifig    i    ruling    on    utll    mptton   fc,t 
diiposition    of   nocfcford    League     of    fJome-n    Voters     Coufcnntloni 
1A  &    111.  Motion    premature    t>    should    be    staged    pending 
discovery    conp  lation.  Proof    oF   Svc    encl. 

ROSE,  H.        League    of    Women    Voters     of    Ro  c  fc  ford  .  IL.         ROfiEi  13.       Cl^t 
M   /Cherry.     Flijnn    d   Kanter.        92/11/06.  Commi  aal  Dnar».        jO-pp 

16056:044.        24X   Fi  cfio.  50-494,  B2  /1  1  /Ofl,  S21  I  1  HOOil. 


B211160370  Application    for    uubpoeTias    directed     to    QC    Ulnor.lfn    H 
DO  Dridenbaugh,DJ(Jood    t>    B   Johnson    re    design,  cunst    if    Futur* 
operation   of    p  lant.  Cert  i  f  i  cat  D    of  Svc     end, 

BIELAWSKI,A.  P.        Commonuiealth    Edison    Co.        BIELAWSKli  A.  P.        tib 
Lincoln   &  Deale.       82/11/11.  Atomic    Safntg    and   Licenilug   3 

Panel.        7pp.         1609!    3S4,         34X    Fiche  :  3D—  134,  83/U  /I  I  , 


B2I1160235   fieaponse    to    Flockford    League     of    Uomon     VnteTi    1)21  QHJ  nollE-t 
for   production   of   documents    from   NRC.  Motion    orcmRturo    b 
overbroad    but   NRC   mill    ma  he   documents    a  vai  1  ah  1  e.  Curt  i  flcitt 
of   Svc    encl. 

GOLDBERG,  S.  C.        Hearing    Branch    4.        02/11/13.  A  torn  U     Fj«fftij    »n* 

Licensing   floard   Panel.       5pp.        [6092:112.       21X    Fi  che  :  90-494,  tt'Ji  \  if  \  y 
8211160235. 

B21HB01B6   Motion    For    10-Jay    eJitonaion     of    discovory     i  ni  tut  i  MI    firia* 
beyond    completion    date    nf    all     curriMitlij    outitaitding 
discovery    operations    or    a  1  terns  t  i  vo  1  y  ,  t  or     IQ-dag    eiltntia^i 
beyonrj    date    of    ABLE    ruling    on    discovery     diaputni. 

ROSE.fl,        League    of   Women    Voters     of    (loclt  Ford  i  TL,         ROEir.fl.       Ch»rr,,,     -"I 
M,  /Cherri;,    Flynn   t  Kante-r.       B2/I1/12.  Commi  s  «  i  oner*,       Hpp 

16137:  169.        24X    Fichu:  5Q-454,  B2/1  I/IS,  H2  1 


•* 


— B211IB019S   Motion    for    order    roo.ulrlng     NI1C    paraoiinel    LJ/ltiout  •  Ige    c 
facts    to    answer    Flockford    League    of     Warnon    Vatmrt    f}S103S 
intsrrogatories.  Info   necessary   &   unobtal  nab  I  u     from  older 
sources.  Certificate    of     Bvc    encl. 

RGSE,H.      League   of   Women   Votars    of    floe  lif  ori) ,  IL.       fifliiii.n        CMrr 
M      H.  /Cherry,     Flynn    &    banter.        03/11/12,  Cumm  i  B»  i  oneri         "ti 

16137.  133.        24X   Fiche:  50-434,  82/1  !/12.  B31  1  1BO1SI6. 

8211170179   Second    set    of     i  n  terrng  ator  i  e  &    D.I    Contention*     lf\,  <f,  I'l,  (i'l. 
(.   108.  Certificate   of   Svc     encl. 

VOUMO.M.A.        Hearing    Branch    4.         B2/H/15.  Langua    of   Knjnin   tfntir 

Rock  ford,  IL,        5pp.        16109:  153.         24X    Flcho;  :)O-154.  Ua/l  I/  J  M,  IS;'|  11/0 

B2111B0358  Forwards    util    application    Cor    subpoena    d  1  recHno  K  in  ul  I 
Director    of   Operations    to    appear-    for    deposition    ro    [focfcfoi-il 
League    of   Women    Voters    Contontiona    63,53.51    1    77, 

OALLO,J.  Isham,  Lincoln  J*  Duals.  GrtLLa,  J.  Cammmiw«a  I  Ih  t*4t  «i^n 
82/11/15.  SMITH. I.U.,  COLE.R.F,,  CALLIHrtN,  rt.  J).  Atomic  HflfolM  i 
Licenilng  Board  Panel.  lp.  li!3S:36O.  24X  Fi  cJi  &.  50—15-1,  £i^/ 1 1 . 
8211I803SQ. 

— 8211180364   Application    for    sicbpoena    dJroctlnfl    IiioctJl  i  u*    [Jtrnlur 
Operations    to  appear    for    deposition    re   Ito-clrrord    l.eflni'"!   u' 
Uometi  Voters   Contentions    63,53,54    J-    77   S.    use    af    lorn 
"important    to    safety.  "    Draft    audposna    enc  1. 

GALLO.J.      Commonuealth    Edison    Co,        OftLLO,  J.         lahniti,    Lincoln  I, 
Oeale.      83/11/15.  Atomic    tiaPoty    and   L  leer.*  I  no    Hoard  l^n»t 

16139:266.       2-1X  richo:  50-494,33/1  1/15,  H£111HO3S8. 


8211190398  Memorandum   forwarding    suhponnasi, 

SMITH,  1,11.      Atomic    SaFotij    and    Licensing    Hoard    Pfl 
16137:074.       24X   Fiche:  SO-15-),  Q2/  1 1/1  6,  BUI  1 1  B037O. 


—9211180404  Subpoena   dime  ting    nil    Hub  bard    to    appear    on  OUtl'M    i» 
testify    on    behalf   of   ut  I  ]    (  n   Ch  icago,  IL, 

SMITH.  I,  U.  Atomic  Safety  flnd  Licensing  Hoard  Pan»l,  ftUfllJlk 
WHDARD,R.D.  MHQ  Technical  Associates.  3pp.  1AIU7,  073  K-»I 
Fiche:  50-434,  BS/1  1/16,  821  1  ie03<?a. 

—8211190411    Subpoena    dlructing    OC    Miner    to   oppsar    on   nailS'JIa   i»iM»,i 
on   behalf    of    util    in   Chicago.  IL. 

?£}!*'  I*'       Momic   s«fs^V   and-    Uconcing    Board    Pan*  I.       OKMI/lh 
IIINOB.O.C.       MHB   Technical   rtssociatca.       3pp,        1  6137-  077        'JI* 
Fic(,e:50-454,B2/ll/16-B311180398.  i(*u/.u//. 

-8211180415  Subpoena   directing    B    Johnson    to    .appear    on   oaiHW  ta  Itit^, 
on   behalf   of   util    in  Chicago,  IL, 

^nuM=nM  B        ™!C    Safe*V    »n°    LiCBtninfl    Board    Panel,       BJ/1JM* 
JOHNSON,  B.       Affiliation    Unknown.       3pp.        1A137-O77        ^^i( 
Fiche:  50-454.82/11/16,3211100390,  '•»'•'. 


bihalf   of   util    in  Chicago,  IL. 


iation  Unknown.       3pp. 
FUhe:  50-454,92/1  1/16,  9211  IB039B, 


. 

16137:031          24X 


9311180431   Sulipo.na   directlno    DO   Brio!enba«9h    bo    appear    tin 
testify   on    behalf   of   utll    in    Chicago,  IL 


Board    P*nv|. 
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&1 1  1  l^QS'OIJ    Response    opposing    flocfcford    League    of    Unman   Voters    031109 
.lotion    to    stag    briefing    &    ruling    on    util   motion    for   luminary 
disposition     of    Contentions     IA   fc    111, No    supportable    basis 
thaun.  Cortif  i  cate   of   5vc    end. 

Q  IfXAUSH,!,  rt.  P         Cominunuea  1  th    Edison    Co.        BIELAU5KI,  A,  P.        Isham, 
LintoLn    if    Heals         D2/11/16.  Atomic     Safety    and    Litensing    Board 

Panel          <7pp,         1 61  Si:  193.        2'W    Fiche:  50-45-1,  82/11/16,8211190205. 

Q2H  320246  Foruarlit   HKC    EIS  1  1  1  5   Itr    to   u  t  i  1.  ad  vising    that   NRC   mill 
voluntarily     produce    appropriate    uiitncia    re    NRG 
interpretation    nf    term    "  i  rnp  ortant    to    safety."   Util    B21115 
request     for     subpoenas    withdrawn. 

CALLC1.  J         l9hcim<    Lincoln    t\    lleale,       QALLO.  J.       Commonwealth   Edison  Co. 
Sa/U/lt         SMITH.  I. H    .     <:Ol.E,R    F.  ,     CALLIHAN.  A.  D.        Atomic    Safety    and 
Licensing    llMrd   Panel.       2pp.        16163:339.       34X   Fiche:  50-454,  B3/1 1/16, 


&211SOOI70  fiospomo    opposing    flockford   League    of   Women  Voters   BallOB 
motion    lo    stay    briefing    &    rulino    on    util   H21103  motion    for 
njirrarif    d  i  B(i  u  s  i  t  ion   of    Contentions    1A   tt   Ill-Request   contrary 
to    Q3OB{<»    st  i  puldtioti.  Cor  tificabe    of    Bvc    encl. 

CdLDBimo.  S.  C.        Hear  1113    Branch    4.        B2/11/17.  Atomic    Safety    and 

licensing    Board    Panel.        7yp          16137.142.        24*   Fiche;  50-454,  B2/1 1/17, 
E>21  II  BO  1 70- 

C2112304V4   Reiponae    lo    first     sol    of     int erroga torias   t-   rcnuesta    for 
•Jocunnnta.  Cisrlif  icatu    nf    five    encl. 

nifLAUSKI. A    P         Cumrnonuual  th    Edison    Co.        DIELAWSKI.  A.  P.        Isham. 
Lincoln    Cr    B.alg.        03/11/17.  League    of   Women    Voter,    of   Rock  ford,  IL. 

H7pp.         I61L^6    127.        2<IX    Fith»:  50-454,  Q3/U /17,  0311230494. 


a2Ii;roo4ao    Kcqueeti    aviignmL-nt    of    add  1    uitnosset    from  Hel  iabil  i  ty   6 
Ri,k    rtsiBiBtnant    Branch    «.    Ifiv   of    Engineering    For    testimony    in 
GU    sroc^Jingi,    on    Co,,toi,tiOM    0    4    62    on   PRA.  Contentions 

F?=iF^HUT.  f)   C          nivisinn    nf    Licenaing.        ea/ll/17.       HANAUER.S, 

OWL          I    of     BflfS    «     r«hnoUfl«.        VOLLMER,^      Division    of    Engineering. 

lp.         163<i,l>    1162.        24  X    Fiche.  5O-454.  02/11/17,  0211300439. 

e21i:i004»   R.qu».ti    alignment    of    addl    u,itnHasB5    From   listed   branches 
r'or    teslinmnu     in   "1-   proceedings    on  Contentions   28  !.  6J   re 
«n.]i|il«    of     potential     adverse,    .y.    interaction,    6,   •«-!«•  '• 
of    pl.nt     .lr!ietur....y.    <•    tomp  ononts,  respec  t,v.  1«.  W/o«nc 
EISEUHUT.lt    J         Divltion    of    Licensino.        83/1  1/17  •        ™TT8DN.  K.  J, 
Divt.lan    of    B,at^     '"^-t.on       po.t    BUOO^      VOLLHER^H  .^ 

Oivmon    of    Gnginttorins  lo.         16263.011.        21X    hlcne,3u   t 

O2  1  1300-1-1:1 

BailBMa70    Notice    of   u.thdvawl    of    Ch^ru   I.  F  iynn    U«  firm  as 
Roelford    Luague    of   Homtn    Voters    «oun».  1   Cer  t  i  f  icate   of   3vc 


B211240018   fiesponie    to   B210Z2   propond     int«rrojjta 
qualif Uationi    t,   Certificate   of    Svc    encl 
GOLDBERG,  B.C.  .     YCUNO,  d.  A    ,     RAU30N.R.J        Hiannj 
League   of   Women  Voten   of  Roctford.  IL        iOBpp. 
Fiche -50-454.  B3/1 1/32.  B31 124001B. 


8211290541    Confirm    that   Hociford    L«eau> 
uithdrJuing    Contention    la    re   OA/QC. 
CASSEL,  D.  H.        Quiinnsmen    for    the   Publn 
League    of   Women   Voteri    of    Roctfori!,  1L. 
Safttij    and   Liceniing    Bo»rd    P»nel.        Ip. 
Fiche    50-434,  02/11/22,8211290541. 


of   Uantn   Vottri    t I    not 


Intereit 
B2/  11/22 
Ii2?i  147 


CASEEL.  0.  W. 
SMITH,  J.  W. 


6311290604   Memorialiies   ajreBmtnt    that    atpositiotis    of    I-J13   will     not    be 
held    on   dates     luted    in    iobpo.na    but    uill    bi    diferr.d    for    at 

CAESeL,DU  'Buiin«ssflisn   for    the    Public    Int. re. t.       CASSEIL,  D       League   of 
Uo^en   Vuter»    of   Boekf  ord,  IL.       92/11/22.        BIELAMSKI.  A   P         Uham, 
"""in   ISlale.        lp.        1MH:MA.       24,    F.che:  50-45,,  B2/,  1/22, 
921 1290404. 

B211300177   Memorandum   t   order   rc.nor  ial  i ,  ins    B2111B   1    M    ''l^^,         S.B 
SMITH,!. H        Atomic    Safety    and    Lictn.ing    Board   Pan.l.        B2/I1/24.        app. 
16238:160.        24X   Fiche:  50-454.  83/1 1/24.  B21 1  300177 

0.     Inipection   report!.     IE   Bulletins   !.    corr.ip  ond_«^' 

8309190220    IE    Info   Notice    62-37,     "Gracing    in    Upper    fih.l  1    to 
Tran.ition   Con.   Oirth    Weld    of    Steam   Generator    at    Operating 


Fiche-  50-000.  83/09/14.  B20B190220. 
820B190222    IE    Info   Notice    B2-34,  Revnicn    !.     "Weld,    in   Ma.n   Control 


Fiche:  30-000,  B2/09/17.  820B190222. 


«1  1060334   Forward.    IE    Insp    „.,*.    30-454/82-19   *   50-455/92-.0   on 
a20712-Oa31.Nononcompl.ance   noted.  Prooram(.       B3/09/20. 

KNQP.R.C.  Dtvuion  of  Project  fc  WB'i  ,.,33  127  24X 
REED.C.  Com.on-«lth  Edison  Co.  2pp.  15933.127.  <,« 
Fiche-  50-454-  82/09/20.  621  1060234. 


tl      M    /thorrg.     Flqnn    ',   Kanter.       (12/li/lB. 
Fie  ho:  50-134,  B2t  1  1/  10.  02!  1SJ0270. 


Outers    first    mtDrrog.tor  i 
rient  I  u.    omitted    Helnted    c  or 

:  ••  Si,,1,;!!-  --.  •  • 

a  n  it    Llcensinn    Hoard    Panel. 
30-454,  oa/l  I/  IS.  B3J  1230474. 


doc.n 
t'   request    for   documents 

espondenc  •• 

'  «.-      ' 

lp. 


commonuealth 


Rockford  League   oP  Women  Voters 


Woman  Voters 


st    encl.  n.-r 

-olid.teS'ESUonC^or^r 
Fich.:  90-000.  M/W/S1.WOB1W239. 


al  itu    Assurance.        OS/09/ai. 
.        Lpp.        1.0.7.093.        ,4X 


,»    ,     ,      KI    fir.    B2-3B.     "Chana.    in   Format    fc   Distribution 
B209190323      E    Info   Notic.    92   38  .  (      «J   >  „    Sv£    Ult    1Bei. 

for    IE   Bw»>etini.Circular*^_lnfO  ^   ^f     ,nspoction    and 

DEVQUNO,        -  --    -  .... 

Enforces 
110pp. 


21  IH30174. 


821183041,1,  Mot.on    to    direct   NRC    *««?"»'"»    •JS'n-l 
Dttelb    rtrea   Ml.ance    for   ^sponsib    "   Ener9u/S  nn  »»« 
AlliAnce    For    Environ   allegations    of    unsat-e 


. 
f  ety    and   Licencing   Q"rd 


UeKalb    Area    Alltanco     for    Hcspi 
Sinnissippi    Alliance    for    the    Environm . 
LEWIS.  S   H        Hearing    Branch   S.       6PP-       161Hfl' 
Fit  h  9  '  50-454,82/ll/18'B21 1230406. 


8211230397    Notice 

" 


f   appearance    in    B"" 


**n 
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S3U0603?!    Foriuards     IE    Imp    Rspts    50-454/02-30   t.    50-455/83-15   on 
H2093G-100I.  No    nonEomp  1  iant  e    noted. 

PAFERIELLO,C..J.       CHvi-sion   of  Emergency   Preparedness   &  Operational 
Support.       02/10/21.       REED,  C.       Commonwealth    Edison    Co.       2ap 
13<?5S:260.        24X    Fiche;  SO-45-t,  S2/ ID/31 ,  B21 1060391. 

--82I 1060397    IE    Imp    Repts    50-454/82-20    t,   50-455/62-15    on    B20930-1  001.  No 
noneonplian.ee    noted. Major   areas    ins  p  ected  :  oreop  erationa! 
radiological    environ    monitoring    program  &    placement   of    TLDs 
i    imp  lamentation   of    program    for-   ons i te  const. 

OeSTJIANN.M.  J.  ,     SCHUMACHER.M.        Division   of    Ennrgency    Preparedness    S, 
Operational     Support.        B2/.10/19.        4  pp.        15935:263.        24  X 
Fiche:  90-454,  BS/ 10/21,  B2J 106O39I. 

63Q8I9Q23?    IE     Info   Notice    32-41,     "Failure   of    Safety /Rul ie f    Waives    to 
Qpan    at    3WR.  "     Sve     list    and, 

JORDAN,  E.  L.        Division   of    Engineering    t-  Qua!  I  tij  As  i  urine  e.       92/10/22. 
Consolidated1   Edison  Co.     o*  New  Vor  k ,     Inc.        1  lOpp         15960   153        24X 
Fithe:SQ-QOO.  03/10/22,  B20SI90239. 

B21 1300222   Foruards    IE    Inip    REpts    50-454/92-19    fc   30-455/62-14   on 
B30?I6-17  6  21-22  A    notice   of  violation.. 

NORELIUS, C.  E.       Division   of  Engineering    &  Technical    Programs 
BS/11/12.        REED,  C.        Commonuealth    Edison    Co.        2pp.         16339' 351          24X 
Fiche:  SO-454,  92/11/12,021  [  30022  2. 

— 9211300225  Notice  of  violation  from  imp  on  B2(m&-!7  !.  21-22. 
t.'QHELKJS,  C.  E  Division  of  Engineering  s,  Technical  Programs 
62/1 1/12.  flpp.  16239;  353.  24X  Fiche:  50-4S4,  02/11/12,0211300222. 

--8211300227    IE     Insp    Repta    50-454/62-19   &    50-455/33-14    on   B20?l  6-17   !, 
21-33.  tlcrncacif  l  iance    natct :  fai  1  are    to    perform   adequate    insps. 
failure    to    document    none  onForitil  no   condition  b    apparent 
failure    fco    control    design. 

MCMDEZ.fi.,     WILLIAMS,  C.  C.        Region   3,     Office    of    Director         &2/10/29 
Bpp.         16239:357.        24X    Fit  he;  50-454,  62/1 1  /  13,  B21 1300222. 

9203190348    !E    fnfo    Notite    32-43,      "Def teien* ie.    in    LWH   Air    Filtration/ 
Ventilation    Sun,"   Svc    list    end 
JORDAN,  E.  L.       Division    of   Enginesrina    6   Oualitu  Msurance.       C2/11/16 

Consolidated    Edison    Co.      of   Weiu    fork,      Inc.        lllpp.         16.171-233         24X 
Fiche:  50-COO,  B2/I  t/l&,  H3061  9024B. 


"FWR   Lou  Temp   Overpressure 


8203190.253    IE    Info    Notice    32-45, 
Protection."    Svc    list    end. 
JORDAN, E.L.        Division    oF    Engineering    Sr   duality    Assurance         B2/11/19 
Consolidated    Edison   Co,     of  Hem   York,     Inc.       93pp         16333- SIB        2flv 
Fiche  :  50-000.  BS/  11/19,  S20S1  90253- 

8211300317  Act    receipt    of    B21 103    Hr    informing   NflC    c-P    steps    taken    tn 
correct    violations    notad     in    IE    Insp    flepts    SO— 154/a3-lA    fi 

NQRELIU3,C.E.       Division    of  Engineering   it  Technical    Programs 
32/11/22.        REED.C,        Commonye.a  1  th    Edison   Co.        Ip.         1A234-OBO         24X 
Fiche:  50-454,  82/11/22.8211300317. 

»- -B21130032B   Regpcnds    to   MRC    B21013    Itr    re   violationi    noted     in     IK    HIED 
flept-s    50-454/SS-16  6    50-45S/82-1 1- Correc  t  i  ve  actions' 
Revision    11     tn    HabFiflld    EUctric    OA   manual     fliatr  i  butc-tf    to 
field    personnel. 

OELCEOHGE,  L  .  D.        Comraonuiea  lift    Edison    Co.        82/11/03.        HEPPLER,  J   0 
Region    3,    Office    of   Director.       2pp.        1623A  OBI         24X 
Fiche:  SO-454,  BS/1 1/22,  B21J305317 


B21026COSB   Generic    Ltr    S2-20    to    all    pouer    reactor     1 ieen.,«.  p.rw  I 
holders    t.   applicants    for    CP    re    guidance    for     imp  L  omentino 
SRP    rule    Forwards   NUREG-O906.  NUREG    to     be    used    as     interim 
measure    until    Reg    Ouitfe     1.  70   revised     Svc     lut    encl 
EISENH'JT,  0   G.        Division    of    Licensing          83/10/26  ConsoJ  idj  IM 

Edison   Co.     of    Neu    York,      Inc         9pp          1 5993' 295.        24X 
Fiche:  50-000,  82/10/36,3210260088 

S2H020277   Foruarda    addl     info    concerning    FSftR    Queation    U2QI    7    I  t,ii     1    i 
9    re    post-accident    sampling    t    NUREG-0737,  1 1  cm    U.F     1    re 
containment    hydrogen   monitor 

TRAMM,  T.  R         C  ommonuoal  th    Edison    Co          Q3/10/26         DEN  TON,  H   R        <J!Fn* 
of    Nuclear    Reactor    Regulation,     Director.        6pp          1 58BS    110        ''li 
Fiche.  30-000,  B2/ 1 0/26,  821  1020277 

8211020633   Forward!    plant-specific     info     re    adequacy     of    relief   I    iif*t 

valves    to    satisfy    requ  i  roments    delineated     in    Item    II    n    I     af  * 

NUnEQ-0737,     "Clarification    of    TMI    Action    Plan   Re nui ffimcntt    " 
TRAHI1,  T   R.        Commonwealth    Edison    Co          Q2/10/26 
of   Wuclear    Reactor    Regulation,     Director.        13pp 
Fie  Her  50-000,  02/10/36,821  1O3O633 


OENTON,  H    It 
1  BDE!6    (71 


u  1  1  1 


B211020347  Forwards  revised  FSAtl  info  re  consequence 
break  in  main  stoam  pipe  at  facilities  Info  update 
830310  subm]ttal  >,  FSAR  Amend  3<7. 
THArltl.T.B.  Commonuealtti  Edison  Co.  B2/IO/27.  DENTC1H.  H  (f 
ot=  Nuclear  Reactor  Regulation,  Director  lOpp  1  5W,i  041 
Flcne  50-OOO,  62/10/27,  B21  1020347 


821 1020651    For 
flept.  " 
SWARTZ.E.  D. 
Assurance    Dr 
E211O20651 


ised     pages     to    CE-  1  -A,  R  evi  5  io 


nonuJua  1th    Eili  son    C 
Ip          15SB6.   145. 


B2/10/27.        JIMSE1.W   f         U.< 
•IX    Fiche.  50-OOO,02/IO/yj. 


l001Eai 


—  B2U030664   Revised    pages     to    CE-  1  -A,  Re  v  i  sion    23. 
Pages     1-33    to   Revision     1  4    dtd    Q00909    enc  1 
SWflRTZrE   0         CommontFOalth    Edisun    Co          CE-l-rt   ISSS    ffilt 
6pp.        15086:146.        24X    F  i  chc  .  50-000,  82/10/27,  031  1  O2QA3  | 


v.     Op  scat  or    Eliminations 


S211100509   Foruarda    requost     far    addl     info    needed    to    collate    r,ViiL- 
TMI     Item    II.  F.  2    re    detection    of     inadequate    core    cooling 
VOUfJGDLODD.B.  J.        Licensing    Hranch    I          B3/IO/37.        nj-:LCt-:ilf!(JI!,  i,    IJ 
Commonuealth    Edison   Co.        3pp          16035.360.        24X   Fithe    !iO»(M)0.  IliJ/lft 
B211100S01?. 

5211090216   Forwards    advance    copy     of    response     tu   FBrtFt    Question   :ii!1    5 
vol     reduction     sus.  Respons  e    ui  1  1     be    incorporated     into    Ffifll) 
TRAMM.  T.  R.        C  ommonueal  th    Edison    Co         B2/11/03.        DENTflN.  nil         Ulti 
of    Muclear    Reactor    Regulation,     Director.        3pp.        160IS   017        y*« 
F]che:SO-000,  82/11/03,62!  1090216 

6211090349   Foruiarils     info    re    preservicc    b     inservice     teitiiis    of   punpi 
valves.  Info    shoulif    close    Confirmatory     Item   B  of    Ouron   !il-ft 
Sijron   Unit   2   t.   Graiduoofl    Units    I    !•  2    differ    onlu    in 
comp  onent   numbers. 

TRAMrl,  T.  R.  C  Dmmonuoa  1  th  Ellison  Co  Eia/11/04  DENTflN,  II  fl  Ull 
of  Nuclear  Reactor  Regulation,  Director  2pp.  IfaOO-1  2!,1  y<» 
Fie  he-:  50-000,  62/11/04,621  1  09Q249 

6211120330   Forwords    revised    Pages     1-24    t.     1-25    mad  vertciU  I  u    oni(lt« 
from    Revision    22   ro    Qrt   program 

SHAH5KI.W   J         Comrnonuoa!  tli    Edison    Co          Q2/1!/OB         H/iAfiR,  W   I'        <in*] 
Assurance    Branch.        Ip          16042:053         24X    Fi  c  he    90-000,  ftSfl  I  'Oil. 
B2111203aQ. 


8210130019   Generic   Ltr   92-10   to   all    pouer    reactor   applicant,    J, 
licensees    re    reactor    operator   &    senior    react&r   aparator 
reg,u»Hf  ication   e  lama.  Advise*    that   eiams  begin   at    facility 
after  621001.  Svc    list    encl,  " 

EISENHUF,  D.  Q.       Division    of  Licensing.       62/10/13.  Consolidated 

Edison   Co.     of    Mem    fort.      Inc.        15pp.         1 6002 '  335         S4X 
Fiche:  50-000.32/10/12,  02 1  01300 19. 


B211150203   Forwards    documentation    supporting    Commission    appniv 
proposed    de   minimis    release    criteria     for    uncontrolled 
releasB    of   natli    from    controlled    areas,  contained     in    util 
radiation    protection    stds.per    Reg    Ouide    I.Bi. 

SIJflRTZ.E.  D.        Commoniueal  th    Edison    Co         £)2/li/JQ.        OENTOM.  II  H 
of    Nuclear    Reactor    Regulation,     Director.        1  Ipp          16053 -33% 
Fiche. 50-000,  82/11/10.  B21 1150203 


DOCKET  SItJ-50-450   BRMDWOOD   STATION,    UNIT    1 

A.     Application/construction    stage    (focunifltifcs    &  correspondence 

3211020490   Foruiards   addl    supplemental    infa    to  util    B20407    1  tr    re 
contra!    of    neavu.    loads,  in    reiponse   to   draft   technical 
evaluation    rapt.  Encl    revision  applies    to    safe    shutdown,  DHR 
&   spent    fuel    pool    cooling. 

TRArlrt.T.R.       Commonuea  1  th    Edison   Co,       S2/10/35,       DENTON,  H  R        Qffici 
of  Nuclear    Reactor   Regulation,     Director,       3-}ff         15987-  n't 3        gay 
Fiche:  50-000,  03/10/85,  021 1020490. 


0311230333   Forwards    response    to    FSAR    Question    022.54    re    vtlvM     >^ 
containment    ventilation    sus.  Removal    of     fuses    from    circuit 
supplying    power    to   actuator    solenoid    uilj    provide    addl 
assurance    that   valve   uill    not    inadvertently    open. 

TRAMM-T.R.        Commonwealth    Edison    Co.        62/11/10.        DEWTOrJ.lfR         U'lu* 
•of    Nuclear  Reactor  Regulation,     Director.       2pp        J6195-077        S*t 
Fie  he  150-000,  82/11/10,0211230383. 

B2II300445  Hespontfs    to  B21001    request    for    aasiatanc*    re   ponltl*  BJlll 
false    statements    on   ace ep tab! I i tv   of    Installation    of   rtjtlor 
toolant  pumps    d   steam   generators,  NRfl    would    require 
documentation    for    installation. 

EI3ENHUT.D.O.  Division  of  Licensing  B2/11/I9.  DAVIS. A  B  H»fl>4'» 
3.  Office  of  Director  5pp.  16263.006  24X  Fiche  :  50-456.  B2/I  UJ". 
B21  1300445, 
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f.     Security,    modi  eali     Emergency    K,    fire    protection    plant 


V.     Operator    Eliminations 


Generic   Ltr    B3-17    to    all    power  reactor    licensees   S. 
applicants    t<    holilors    oF    CPi    re     inconsistency    between 
rtqulroino'iitB    of    10CFR3O.  S4(t)    (,    STS    fnr   performing    audits    of 
«  n-.tr -g  e  nt  y    prnparodiiDss    programs.  Svc    list   encl, 

ETIEEWHUT,  D.  0.        Division    of  Licensing.       B3/10/O1,  Consolidated 

Editcn   Co.     of     Neu    YarK.      Inc.         llpp.         16002:303.        24X 
Fich»:  30-000,  03/10/01,8310010040. 


B21Q120019   Gsnenc    Ltr    Q3-19    to    all    oouer    realtor    applisants    'j 
licensees    re    reactor    operator    &    senior    reactor    osfrdtor 
refuel  if  ication    sums   Advues    that    HBTIS    be^in   it     facility 
after    821001.  Svc    list    end 

EISENHUT.D   G         Division    of    Licensing         85/10/12  •:  onsol  Ida  ted 

Edison   Co.     of    Neu   Vort.     Inc         l5pp          14003    2.74         ;|4J 
Fiche    50-000,62/10/12:8210130019 


B31O070019   Qenprlc    Ltr    D2-2I    to    all    licensees    t-  applicants    of   nuclear 
power    reactors    ro    Toch    Specs    for    fire    protection   audits. 
Forward*    guidance    discussing    general    scope    &    describing 
•lenentB    to    bo    included     in   audit. Svc    list    encl. 

ErseiJHUT.  0.  8.         nlviaion    of    Licensing.        B2/1O/06.  Consolidated 

E'dlion   CD.     of    Mow  York,      Inc.        19pp.        15993:33B.       24X 
Fiche.  30-000,  02/10/06,  B21O0700I1?. 

Generic    Ltr    S2-23    to    all    licensees    &  applicants   re 
inconitstcncy    beluDBn    reauiremctita    of    10CFR73.  40(  g  >   ',.  STB 
for    performing   audits    of    SHfeouardg    contingency    plans 
C  tecuritij    pl.inJ.Svc    Hat    encl 

KIlit-IIJHUT,  I)   Q.        Division    of    Licensing.        83/1 0/30.  Consot  iflacoa 

Ed  i  ion    Co,      of     Una   York,      Inc,         Bpp.        15993:319.        24X 
Fichu;  SO-OOO,  02/10/30,  O3102TO1OB. 

InipoctLon    reports.      IE    Hul  le  t  i  na^^c  orresp  ondance 

j,-™,^    IE    Info   Notice   82-37,     "Crack  ins    in    Upper   Shall    to 
ran*illon    Cuno    Birth     Weld     of     Steam   Generator    at   Operating 
PL.'H."    Gvc    llal    encl,  o^/ni/lf, 

JOflWN.E.  Division  <)  f  Engineering  &  Qual  i  t  «  Assurance_  B2/O  V/16- 
Consolidflt^d  Edison  CD.  of  NBu  York,  Inc.  lOSpp.  15930.001.  24X 
Fi  qhs:  50-000.  H2/07/!fr.  S20B1 '90220. 


a     IE     Info    Notice 


1,     "Welds    in  Main    Control 


.no*    EB.ln..rin,    ftQu- 
lJatod    Ediaon    Co.      of    New    York,     Inc. 
Flcho:  50-000,  (ia/09/  17.  B20QI9O222. 


lO7pp. 


ance         82/09/17, 
15095:169.       24X 


ODWOa=9    IE     Info    Mntice    03-39,      "Svc    Degrade  tion    »'   "U1-    Hill 
Gt«lnl»»    Cte8l    Rocirculatlon    Sys   Piping   •*    BWH   PUnt. 
Svc     ll»t    encl.  .          ,,Jj.M    AKS,,rance         B2/09/21. 

JOnUAH.E.L.        Division    of   Engineering    fc  «na  1  i*M   £"01™ 

CflLBolidafcod    Edison    Co.      QfNeu,Yorh,     Inc.        QipP 
Fiefim:  00-000,  (ia/09/2  1  ,  H20B190229. 

3    IE    Info   Kotic.    D2-3B,     "Change    in   F""* 


.  09a. 
.UV 


_™    IE    .„,.  Notice   BS-.0,     ••D.Mli.ncl..    in  Pr,«r,   Cont.in.ent 
Electrical    Penetration    Assembl.es         6"    ','!,,-„    AB5urance.       02/09/22 
..M^t.S^li-S^S'K^f^^^ll.Sp.       —0,9 
50--000,  02/09/22.  0208190332. 


X 


.f 


*" 


IE    Inf.   NDt'ce  8B-41.     "F. 

ap.n    ab    DWFt.  "    Svc    list    encl.  Oualltg   Assurance.      92/10/22. 

JOHDAH.fi.  U.       nivisior,   of    Eng  i  "•""«    '-1   *f         uOpp.       I5<760:15a.       B4X 

Con.olldoted    Edtson   Co.      -'NtuVork.     Inc.        UOPP 
Flcho:  50-000,02/10/23-020919023?. 


in 


Air 


IE    ,nfo   N0ttCe   8H-,3,     "De      c    e 

V.ntil-tion   Sgs."    Bvc    list    encl-  .    Qualitu   Assurance.      03/1  1/1&. 

JOnDW.EL.       Division   of    Eng  "e"*",    *  Ou.l  Iil7l:233.      04X 

Cofiaolidated   Edison   Co.     °*"*S 
Flch*;  90-000,  02/1  l/Ii.  9203190246. 


'correct   ve        tions   re 
.  Correctiv 


.oyn    af    OA  re    i-*- 
eool-nt    pumps    t,   pre^sur  i  t 
violation    will    be    d  I  «""*;d- 
.L.       Division    of    p 


••• 


nEsident  Programs. 
"    ,4,93:333.      24X 


Flch*:  30-000,32/11/1'?, 


6211O20490   Foruardi    addl    supplenental     info    to    util 


evaluation   repc    Encl    revision    applii 
f,    spent    fuel    pool    cdoling 
TI7AMI1.  T   Fl         Com^onijejltn    Eflison    Co 
of    Nuclear   Reactor    Regulation.     Dirti 
Fiche' 50-000,  02/10/35. S3 1 1020490 


S21026008B  Generic  Ltr  B2-20  to  alt  pcuor  re* 
holder,  t,  applicants  for  CP  re  9"*™"  '" 
SRP  rule  Foruards  NUREG-090t,  NUHEO  to  05  us 
measur,  unt.l  Reg  Bu.dt  1  70  rev.sed  Sv=  1> 
E1SENHUT.I)  G  Division  of  L  ,cer.5  ,.ig  L  /  l 
Edison  Co  of  Neu  Vorl,  Int  9pp  1  WW  ' 
Fiche.  50-000.  03/10/5*.-  93  10240QB8 


.H   R 
013 


ConioLlrfa  tt'd 


Fiche.  SO-OOO,  02/  1C/36.  821  1020277 

,       t  cir     into    re   adequacy    of    relief    t    sat  I-  til 

B2110SOt33   Foruards    P  l.nt  -sp.  :i  f  »  e      ^°    '          ,n    It.n,    II    D    1    of 
valves    to    »tl*f<|    r*q,  '"^^^^'^tt^P    an   H.qu.  rer.e.ts    " 
NUREG-0737,     "  C  1  ar  i  f  ic«ti  °"    "»  JMl    "*^  DENTOH,  H   R         O"»'. 

TBAMI1.T.R.       C0mo,arg..lth    E    isan    Co         B*/lu  ^^ 

of    Nuclear   Reactor    Regulation.     Director  PH 

Fiche.  50-000,  03/10/36.  321  1020633 


n5ea,Cnces    of    postulated 
'"    "P°ates    utl1 


92110203^7   Fi.ru.fd*    revised    FS^R     info 

break    in   nain    stean   oipe    at    f  ac  i  --     -•-    -       • 

S20B10    suimittal    h   FS^hft^*"*    ^ '  Q2/io/27         DENTON- H   R.        Of  til  f 

TOAMM.T.R         CommonuMlth    Ed  '""    "^    ,  °;'10,  Opp          ,  5a92   043.        24K 

of   Nuclear   Reactor   Regulation,     Direc  ,OT 

Fiche. 50-000,  B2/ 10/27,  621 1020347 

tp   cE-l-A, Revision    22,     "Qft   Topical 

,    Co         B2/IO/27         HAASS,  W   f-        0"»li( 
15         21X    Fiche    50-000,82/10/27. 


ion    22,     "OA   Topical 


Rept.  " 
SHARTZ.E   D 


B21  1020651 

,„  TF-I- 

—8211020^-)   Revised    pages    to  CE    1 

Pages    1-33    to   Revision      4  d  " 


.«f    for 

S2U  100509   Forwards    r.^  est    for 
Item    II    F    2   re    detecticn 


. 
Edisor,   Co         3pp 


addl 


eded    to    complete    revie.u    »l 
cQre    cnoljng 

of37         DELGEORGE,  L.  O 
0^x    Flche.  50-000,  B2/  10/^ 


oT.no 
8211100509. 


=  r^nu  of  response  to  FSAR  Onestior,  331.  51) 

B211090316  Forwards  advance  ^opy  o      ^  ated  into  FSAR. 

vol  reduction  sus.  Response  u.M  be  ln"^°       DENTON.  H  R.   0""° 

' 


W9  Foruar  ds  in 

u^vr-".5 

nent  numbers 


rvice  '-  inservice  testing  of 
^J^t^,,  Item  B  Of  Buron  SER 


.        CHlenn 
nW«     -    " 


B 

ZfU/04         DENTON.H.R 
2  16004-213. 


,*>  F,r«r-   -vised    Pages    .-W   1    .-=»    .-v-rt.n.1,    o.i»- 

Revision    22   ro    Oft   P"";",,,.,    Co         ga/.l/OB         HAASS.  H.  P- 
.«•    " 


SHA»S«I.U.J.  Co«m0n« 
Assurance  Branch  'P 
3211120300. 
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an    )ufBortin7    Consul  on   approval    Df 
it.ru    far    ^controlled 


tal.eor[i 

r*31*Mf    crotectiC"     lli5,p(r    Hej    Guldt     1    06 
""°         ':cr-ron'*in    "..on   C°         63/11/ 


10        CENTGrj.H.R.        Office 


tilt.    ^..I-0"^1     ~"   E5l-'QI    rM"«st    far   assistance    re    p 
c-3l    it  -  °"    icc**tablllt|j    °'    installation    of    re 


54    re    valves     in 


.„  ,    „,„.„ 


e    poisibl e    mat  1 
n    of    reactor 


.  50-454,62/11/19, 


j    . 

a.Mng    tn    Upper    Shell     to 


«"      •     "«.1«.    ,n   Ma.n    Control 


ie*.:  50-456,  92/1  1/16,  621 1230050 


y     Operator  Eiammatiar 
8310130019    Generic    Ltr 


921001.  Svc     list    ccl 

D    °v 


UNIT    1 


*_.*f!fi!!!:fi'»«*:L;L:*^ 

B30921G027   Generic    I  ti-    n-i    it    .  .,    „ 

8F.e..R.,u..t.    revi^f'r,   h°  ^        ™    '','  fn  "D0    »    WREfl-0737    T 
^/guidance   provided.  For    li...    «5£vi»M  ""    eDnlim*»«« 

EJS^^'I  '*sf;-.r-';  ««  ^  r^,'™—"-  i-  »««» 

Edison    Co.     of    H.;Vro^?    I,  c         f  s"  '"''  ,  ,^O9/5°'  Co«.oltd.to 

^Iche-  50-000,  eZ/09/OT,MoSai00£!"-        '5™°;   I40'        MX 


B2I026008a  Generic   Ltr 


•••-«  - 


S2II09014i 


8owi.ru 
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BAMBOOS* 


Ltr    B2-24    to 


PP  1  »«"*•    -'  che 


SL^t-c.^   t  .u,-    -;«;,-"•;-  ,  16004:033.         24X 

Aitistant    Dnettov     for    Licensing.        if 
Fiche:  50-459.  02/1  I/OS,  821  1090213 

„   ^  j  i!     =..inn    +n    amond    CPPR-145,  e  »  tend  i  ng    const 

S21l090flB9   Fo-ruards    application    to    amona    i-rr-n 

cor-pletion    date     to Jpl^  sa/ 11/05.        DENTOH-HH. 

CfiHCLL.tJ.  J.         Oulf    States    Utilities    (.0  «''''"''     .              16OOa:30a.        24 X 

Office    of    Nuclear   Rector    Regulation,  Director.         lp. 
Fithe:50-'15B,  B2/1 1  /05,  021  10904B9. 

r-rf    fn   rppR-145,  extending    const    completion 
--BH110'?0'193    Application    For    amend     to    (,1-rn    IHJ,^.^ 

date    to    B51 231.  J          „  an/ii/n<^         Tno          1AOOB:  13OV. 

CflHILL.W   J          <3ulF    States    Utilities    Co.        02/11/05.        Jpp. 
24X    Fiche:  50-458.62/11/05,0311090409. 

D      ISC    Draft/Final    Environmental    Statements^supp^s J^eorTespOTi 


or     c  eminent  ing    on 
listed    in   app. 


CUJtRAN,  D. 


FQr.ard6    Accident    Eval 


uation   Branch    sch.d.U-     f., 


F.     9Bturity.     medical,     emergency    V    Fire    P'^"  *^_|^'|;! 


9209190222    IE     Info    Notic 
Panels-  "    Svc     list    i-ncl 


.      D..*:    -    ~-  ~  .  .  .          --  TLfl(.T    I    11  [J         '.          UIJll    '      *    "-H         ••    •    '    "  ,,    ,- 

JORDAN, EL.         Division    of     t-.nslTiei.          t  io/rip  I'Jtf'ti     1UJ 

Consolidated    Edison    Co       of    New    Vnr*. 
FUN*'  50-000,  B2/09/17,<320G1-?022.! 

o.-,    -=„       ...Wc     U,»,T-d,.l.™    =>f     Thick    Hull 
Info    Nu  ."^  ,'u,/  B|.'5    piping    -it     HWU    F'L.tnt     " 

tC  t      rtaoufini:1'         IK? /W'1 ' 

Fiche^SO-OOO^SS/O^/ai.aaOcnTOS^'V. 


. 
0110    A.ir     reCB,Pt    o 

correct    violation    note 


aauoaoii 

Rept    M- 

records    per  rormoii     t 


IKMISEN.G    L          D 


Ltr    B2-17    to 


e^eraeiKi)     preparednusE    programa .  Svc  s*    *"     /()                  ConEnl 

EISEWHUT.  D.  G.         Division    of    >-i  "- s  ing  B2/1O/U1 . 

Edison    Co.     of     Niu    Vork.      Inc.        llf>P-  16002,  .BB. 
Fiche:30"-OOO,  02/10/01,6210040068 


IF.     ln«l»    nop.    50       50 


11 
f  or    f  i 


Forwards    guidance    discussing    general     scope    u 
6|em6ntS    to    be    included    In      ^'vc    l  ™ 


irhe:  50-000.  82/10/06,0310070019. 


,u»i»»     in    FSAR    Section    9ft.  3    re    »';    ^»";™;B-;hu  trfo-n 
Reiponses    *fio-u!d    address    rtieans     for    e  sjjjBT>ecf    W/o    encl 

when    failures     in   associated   <=>r""  **    /i0/J8        cAHILL,  W,  J.       6"1P 
SCHHENCER.A-        Licensing    Branch    2.        **""' '       p.     h       5o-45s,  92/1 0/ 10. 
States    Utilities    Co.        3pP          15970   349.       «;** 


8211150365    Foru.rd.     IB 
noncarapliarce    notod 


en6ric    Ltr    B2-23    to    all     >» 
incorslslency    batmen    p.quir^int.    o 
#or   performing    audits    of    safeguards    contlngencv    p 
(security     planl.Svc     list    encl.  B2/10/30  Consolidated 

EI8ENHUT.D.O.        Division    of    Li«nlln"-(  .-S.  3%         S4K 
Edi^n    Co.     of    Nau.   York.     Inc.        Bpp.        15993,31?. 
Ft  the-,  90-000.  B2/10/30,  S2102TO10S. 


0,     Ad  judicatory    corrDflpondence 


b.tlt«tio«    for    LB  U.*k!n. 


S21,300265  N0,icB   of    ID  Lindsey 

for  State  oF  LA.  Cer  tif  l«t.  of  Sv 
UIMDSEY,  I.  D.  Louisiana,  State  of 
Fiche  :  50-4SB.  92/1  1  /23.  621  1300265. 


G.     Inaction    rcporta.     IE   Bui  l.U  «_!._«  orp.-pwd.ne. 


PHH."   Svc    list    ancl. 


.          vc         s      a.  Quality    Assurance.       92/09/16. 

JORDAN.E.       Division    of   Enj»n..Tin9   *   ^'^osSp         15930:001.       21X 
Consolidated    Edison   Co.     of   Nou.   Yorfc.     Int.        ""PP 
FicNe:  50-000,  92/09/16.3209190220. 
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S       "BPy'aMt    Dtriurrences.     LER*    t.    related    cor  respond  enc  e 

6^:11060258   Corrected    Final     Deficiency    Rppb    DH-3B    re    difference     in 
serration    patterns    of    PS-10RS    spring     rmti.ft,Jdl     e  Ian  f  i  cation 
or    d.  chromed    PS-9327RS-  t  S3   nut    j«    corrected     typographical 
errors     I  ncorp  ora  ted. 

DaOMER.J.  F.          Gulf    States    Utilities    Co         63/09/17.        COLLINS.J    T 
Jiegicn    4,     Ofrice    of    Director          3pp.         15953-   177        24X 
Fiche    50-458,  82/09/17,  921  1Q6025B 

B211Q2051B    Final    Deficiency    Rspt     DR-A7    re    GE-sup  p  1  i  ed    Centuru    Series 
relags    u/  faulty     resistors     Initially     re-ported    DTI   820811 
Condition    not     repnrtable     per    1OCFH5O    55  (  c  I 

DOCKEH.J   E.         Guif    states    Utilities    Co.        83/10/19.        CQLLTNS.J    T 
Begion    4,     Office    of    Director.         :  (.  15889:300         24X 

Flche:  SO-J5B,  Q2/1O/I9.  3SI  102O5J.9 

62310201*2    Interim    Def^isnti,    Rep  t    DR-iB    ire    application    of     incorrect 
prpservat-.ve.   Fectyl     SO*,  on    UPCS    d  iese  I     erg  i  ne    valve    p  1  ston    i 
(nschanisri.   Ini  tial  li|    reported    on    320B13    Inve  st  i  gat  i  on 
incomplete    Me  1  1    rppt    eipected    b  y    B212QB 

BOOKER.  J.  E.         <ju|f    states     Utilities    Co          03/10/31.        CDLLINS.J    T 
He^ion    4,     Office    of    Director  Ip  15B89'334         24X 

Fie  IIP    50-45B,  G2Y  10/31,821  IO2O462. 


n-tron   Corp    u.ldlng 
tigation 


P»d       nS'r'n    ^flcU"C"    "0|lt    Dfi-6'!    ^ 
electrodes     Er>,tially     reported    on    030819    In 

incomplete    Ned     rept     eipected     by    3.1OIIB 

BROKER.  J   £          Oulf    State,    Ut.i.tl.s    Co         63/  I  Q/36.        COLLINS,  J.  T. 

Region    4,     Office    of     Director          Ip  I  5999     [17         24* 

Fiche    50-4SS,  83/10/26,  621  1020-131 


B211230110   Interim  Deficiency  ftep  t    DR-73  re    improper    installation    t, 
imp    of    drllled-ln    eipans  ion-ty  pe    anchors.  !  ni  tia  1  ly    reported 
on  620330.  Investigation    incomplete.  Final    status    rept   mill    be 
lubmitted   by    821315.  K 

BOOKER, J.E.        Gulf    States    Utilities    Co.       S2/11/15.        COLLINS,J    T 
Rejion    4.     Office    of    Director.        Ip.        16lsa:047         34X 
Fiche:  30-15Q,  62/11/15,8211230110. 


V.     Operator   EiaminatloiiB 


S210130019   OEneric    Ltr    S2-1B    to    all    pouer    reactor    applicants    I, 
licensees    re    reactor    operator    (.    senior    reactnr    operator 
reijualif  ication    eIam5,  flrfvi  BOS    that    e.arns    oeoin    at    facilitu 
after  821001,  Bvc    list    encl.  " 

EISENHUT,  D.  0.        Division    of   Licensino.        63/10/12,  Consolidated 

Ediion   CD.     of    New    Vork.     Inc.        I5pp,        16002    234         24X 
Fie  he:  50-000,  B2/1 0/1 2,  621013001  9. 


DOCKET   50-459   RIVER   BEND   STATION,     UNIT    2 

A.    AppUcat^on/cnnstruction    stage    documents   (,    correspondence 

8209210027    Generic    Ltr    83-1 A    to    all    PWR     licensees    re    NUREO-0737    Te 
Speci. Requests    revieu    of    Tecft    Specs    to    determine    consistency 
uj/suldance   provided. For    items   u/devi  eti  ons,  amend    to    license 
renulred.  W/o    stated    encls.Svc     list    encl 

EISENHUT, D.G.        Division    of   Licen9ing.        B2/09/2O.  ConsolidatBd 

bdiion    Co.     of    New    Vark,     Inc.        15pp.        15930    140         24X 
Fiche:  50-000,  82/09/20,  0209210027, 


8,.  11090204     Interim    Deficiency    nflp t    DR-23    re    MFCS    diesel     generator 
radj-ant    heat     loss    value    used     ]i    suing     of    HPCB    room   coalini 
design     Initially     reported     „„    &2O21?   Util    awaiting    add!     inifo 
rrom    GE   Me  1 1     rept    enpecteJ    tiy    930215 

BQa^a,J   E         Gulf    Slates     Utjlitles    Co.        33/10/38.        COLLINS-J    T 
fiegion    H,     Office    of    Director          Ip          1600*    321          24X 
Fiche    50-45B,  02/10/23. BS( l 09O2O4 


S211020695  Foruards   Core  Performance   Branch    position   re   channel 
bo<    deflection    itsue    for    Licensing    Revieu   Oroup     II    plants 
Revleu  continuing. Licensei   ui 1 1    be  modified    if  mods 
nccessaru. 

SCHyENCER.A.       Licensing    Branch    2.       aa/10/13,       CrtHILL,  W  J   . 
QOOKER.J.E.        Oulf    States    Utilities    Co.        5pp.        15905-349    '     3<1X 
Fiche;  50-458,  B2/10/13.  82l!020i95 


S£111602i?    Part    P.]     rept     vo     potential     defect     in    component    &f    DSRV    or   Dnx 
standby    diesel    generator    Prob|cni    eiists    u/engine    pjoton 
nniro   castlTI3    "hieh    could    i-eaolt    in    enqine    nonavai  1  abi  !  i  ty 
DOVER,  R    E         Trsnsamerica    I>c-Iaval.      ITIC          fla/]O/2H  Director's 

Uirice,     Office    of     Inspection    and    Eli  f  or-cemen  t 
Fiche.  50-000,  £]3/lQ/3B,  &21  I  160263 


app. 


6210260088  Generic   Ltr    B2-30   to  all    pouer  ruactor    1  icensees,  pormi  t 
2Sl        ,    *flpplicants    fD''    CP  re    autdance    for    imp  1  ement  I  nn 
SRP    rule.  Forward.    NUREO-0906.  NUREG    to    be   used    as     interim 
measure   until    Heg   Quide    1.  70  revised.  Svc    li  st    encl 
EISENHUT,  D.  0.        Division    of   Licensing.        SB/  10/26.  Coneol  ida  tod 

Edison    Co,     of    Neiu    Vort,     Inc.       9pp,        15993-295         2flX 
Fiche:  50-000,  S2/10/3i,  S2I02600BB. 


re    JlneaT    "i="nbinuities    found 


BOOKER.  J   E         Gulf    States    Utilities    Co         £32/10/39.        CQLLINS.J    T 
Region    4.     Office    of    Director          Ip  1  5719    357         24x 

Fiche    5O-459,  HS/10/29,  S21  10^0023 

B21SC40146   Final     DEflr,encu    Rept    DR-flCl    re    umatisf  ae  toru     irsps 
performed     by     Corner     F.eld    OC     inspector.   Insp  5    conducted    6u 
inspector    reinspcctjd    ProMen    udt     .solated     c  ase  .  Increased 
supervisiuri    s  tressed 

SOOKER,  J   E          Ou|f    states    UUlit.es    Co         B2/IO/S9.        COLLINS,  J.  T. 
Region    4,     Office    of    Director          2pp  [  3952    097         24  X 


62  H  060247    Interim    Deficiency   Rept    DR-iO    ~<*    installation    of    nan- 
Lat.gorg     I     pipelines     not     seisnically     supported       over    safotu- 
o-nfJs  <<    f"l>"P^nt    in    ccmtrol    bldg    Initially    reported   on 
e,:O6l&    investigation     incomplete    Neii     rept    bu    030203 
BOPi/M.  j  E         OulC    States     Utilities    Co.        B2/10/29.       COLLINS.J   T 
'.9f*"]*e    °*_""-ec  tor.         Ip          IS953    1A3.        24(  '     ' 


S211090141    Forward!    rept    on    transmission    line    const  activities    ett 

620921    stipulation    in   mem  or  and  urn   of   agreement    for  protection 

of  Port   Hudson   natl    historic    landmark    area    during  const 
Cultural    resources   minimally    impacted    bg   const 

HOOKER,  J,  E,        Qulf    States    Utilities   Co,        B2/  1  1  /OS         TEDE8CO,  R    L 
Anlitant   Director    for    Licensing.        llpp,        1£003'23I         24V 
Fltlie:50-t5S,  92/1  1/02,821  1090141. 

S211QB03B6  Summary    of   B21Q22  meeting   u/util    8,   SW    in   BethBSda,  Ml)  r» 
safety-related    instrument    tufting   t.    supports    program   for 
facility. 

STEFANO.J.J.       Licensing    Dranch    2.       B2/1I/03.       SCHWENCER,  A.       LICBniiim 
Branch    2.       3pp.        13975:191.       24X   Fi  che:  SO-45B,  Ha/1  1  /03,  921  lOBOBBi. 

3211090059   Generic    Ltr    02-24    to    BUR    applicant*    u/MARK    II    or    III 
containment    (eicept   WPPSS   2)   re    safety/relief   valve   quencher 
loari*   evaluation.  Forward*   NUREG-0802.  Svc    list   enc  1    W/o   encl 
EISENHUT,  D.  o.        Dl  vi  =  ion    of    LIcens  ing.        S2/1  1/04,  Long     Island 

Lighting    Co,       Spp.       16053:192,       84X  Fiche:  50-000,  S2/1  1/O4,  82MOSOOS?. 

8211090213  Ac*    receipt   of   NRC  610330  request    for    evaluation   of    analyse 
to   determine    ultimate    capacity    of  Mark    III    containment.  SfeW 
completino   analysei   on   containment    boundary  .  Resul  ts   ejected 
by    030531. 

BOaKER.J.E.        OulC   States    Utilities    Co.       B3/11/03.        TEDESCO,  R.  L 
Assistant   Director    for   Licensing.       Ip,       1600-1:033        24X 
Fiche:  50-43B,  82/1  I/OS.  821  1090213. 


D.  ^NflC  Draft/Final   Environmental    Statements,     suppls   *  corre.potldsnce 


B211150069  Reipondi    to  FOIA   request    for   CRAC    &  CRAC2  analyses   t,   t-ecords 
analvilng    or    commenting    on  analyses    re    facilities   Foriuardt 
documents    listed    In   app. 

FELTON.J.M.       Division    of   Rules    and  Records.       S3/10/01        CUHRAM,  D 
3pp.       16099:251.       B4X   Fiche:  50-000, 03/10/01, 


Harmon  fc  Weist. 
821 1150069. 


—6211150084  Foruardi    Accirient  Evaluation  Branch    gchedule    for   evaeuatinn 
pBrameter    inputs    re   EIS   riit    analijies. 

PA6EDAO.H.       Accident   Evaluation  Branch.       01/08/18       PAQANO,  F  0 
Emergency   Preparedness   Licensing    Br.  (after   B01119   set    !*<£!        Bon 
16099:258.       24X  Ficho:  50-000,  82/10/01,  021 1 130069  P 
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F.    S.turit^,    medical,     emergency 


S-21M4QQ68   Generic    Ltr    93-17    to    all    pouer    p.-ctor     1  ie*M«. 
&    holders    of   CPs   re    f  neon*  i  stenc  g 


r»tuir*flent»     of     10CFR50.  54(  tl    (.    ST3    for    perform 
•  enrgencv   preparedness    programs.  Svc    "»*   *"''• 
EISEMH'JT,  D,  0.        Division    of    Licensing.        SB/10/"1 
Efttc-n   Co      of    Neu    Vork,     Inc.        1  Ipp-         16002:  2BB. 
FicH*:  50-000.  83/10/01.8310040069. 


audits    o 


""P  '  l""*"    °f 
on    audi  tt. 


MlCQ700l90.n.rIc    Ltr   92-21    to   all    licensees 
fau.r    reactor,    re    Tech   Specs    for    fire    protec  t 
Foruards   goldat.ce    discussing    general    scope    «.   describing 
.l.Mnli    to    be     included     in    audit,  Svc     list    encK  C(,nlflud.t 

EI5EMUT.D.O.         Division    of    Licensing.        ?2/10/O6.  t-onso 

Ediion   Co,     OF    New    York,      Inc.        19pp.         15993:339.         24X 
Fiche:SD-000,  62/10/06.0210070019. 

6211010346  Forward*    questions   requiring    <-"P°ns"    ^  /  '  %  !  r"    '" 
IvtBlttU     in    FBAR    Section    9A,  2    re    safe    •h««»-"    «'  *  '?    '^'' 
RnpOTi.es    should     address    means     for    ensuring     safe     id  "«-"" 
u*,n   »-ilUP«     in    associated    circulton.jd.r.d    H/o    -n^- 

^ 


6211-000546. 


Generic    Ltr    82-23    to    all     licensees    ft 
inconsistency     between    requirements    of     10CFD73 
far    [.erForning     audits    of     safeguards    contingency     plans 
(.ecut-ity    planl.BvL    list    encl.  B2/10/3O  Consolidated 

EISEHHUT.  D.  Q.         Division    of    Lie  ens  ing.        SB/I  Q/ JO. 
Etfisc-nCo.     of    NE1U    York.      Inc.        8pp.        15993:319,         24X 
Fichp:  50-000,  H2/1O/30,  8210290108- 

9.    AdjudJcatory    correspondence 

62113002*5   Notice    of    ID  Lindsey    ,uhstitut.on    for    LD    Hatkins   as    cavnr.c 
for    State    of    LA.  Certificate    of    Svc    *«'1  14337:337.        L" 

LINDSEV,  r.  D.        Louisiana,     State    of,        Bci/ll/^J.         Jpi- 
Fiche    50-45B,  62/11/23.8211300265. 

Q      Inspection    reports.     IE   Bulletins   t,   correspondence 


IE    Info   Notice    82-37,     "CracHng    in    "PP" 
Tr*n»lfclan    Core    Oirlh   Weld    of   Steam  Generator    at 

^bwfeT  '^vit^n  of  Engineering  »  ^-l 
Consolidated  Edison  Co.  ofNeyYork.  Inc. 
Fiih«:50-000r  B2X09/16.  930S19022O. 


82-34,  Revision    1,     -«-ld.     in    Main    Contvc.1 


B20B190222    IE    Info    Notic 

Panels."    Svc     list    encl.  .1,..,, 

JORDAN.E.L.        Division    of    Engineering    ft  Qual  i  * 

Coniolldatefl    Edison   Co.      of   New   York,     Inc 
F  I  the:  30-000,  82/09/  17.  B200190222. 


82/09/17. 

,BS.       fMX 
ia 


SSOS190229    IE    InlQ   Notice    02-39,     "Svc    Degradation    "'"'ek    Wall 
StalnUis    Stoel     Rec  irculat  ion   SVB    Piping    at    HWR    .Plane. 

^U^E.LnClDivi,i0n    of    Engineering    I.  Dual  i  *»*••"««-  ,0^ 

C^n.olidatBd    Edisan   Co.     of   Neu,  York.     Inc.        S6pf.        l*i»'.w 
Tich»:  50-000,  02/09/21.  0200190239. 

820B190223    IE    1nfB   Notice    82-30.     •'Change    In   Format    *    Dl.tr  Ibuti  «n    S.  . 
for    IE  D^tBtin^.Cir^lars   &   Inf  o   Notlc...  "Svc    li  s  t   encl. 
J>EVOUNO.R.C.        Director's    Office,    Off    "   °       '""co      »f   Ne«  Vorl.     Inr 
Euforc.mBnt.         S2/07/22.  Consol  "•*^"  OSaa 

O2JJ. 


1 10pp.       14013:021.       24X   Fiehe:  50-000,  83/09/23 

IE    Info   Notice    82-40,     "Deficiencies    in    Priwrg    Cpfttainwut 

EJeterlesl    Penetration  AssHmblies,       Svc    iis J    ^"=*-  82/09/32. 

JORDAN,  E.U       Division    of   Enaineering    <.  Oual  **«    3"UP*"^0.  ol,.       E4X 

Coniolidated    Edi.on   Co.     of  Neu   York,     Inc.         lIHpp,        1BTOO.  u* 
Fich.:  SO-00-0,  62/O9/22,  8208190232. 


6208170239    IE    Info   Notice    82-41 
Open  at    EMS.  "    Svc    list    encl. 
jQflDAM.E.L         Division    of    Engineering    i  Qua' 
Consolidated    Edison  Co.     of  Neiu  York.     Inc. 
Ficha:  80-000,  02/10/23.  S2OB190239. 


Failure  of    B.f.t<l/R-U" 


110pp. 


to 


62/10/29 
:133.       24^ 


IE    Info  Notice   82-43,     "Deficiencies    in   LWR    Air    Filtration/ 
Ventilation    S««.  "   Svc    list    enc  1 .  „„„,=..„    Aasurance 

JORDAN,  E.L.        Division    of    Engineering    ft   Qua  1  i  tg    «*«r«ejy    . 

Consolidated    Edison  Co.     ofNeuYpr*.     Inc.        Ulpp.       161/1- •« 
Fteh«:  50-000.  03/11/14.8208190348. 


Info    Not.ce    B?-45.      "PUR    Lou    Terap    Qverpr.^ur 


n^.f£       tiTRc    f,    retail 
S.     Repartable    occurrffnces^    ____.._! 

5311140263    Part    21     "P*    "    £!!^V!i.Bi  .It 


Fiche:  5O-000.  B2/ LO/29 
v1.     Operator    Eian  i  nat  ic-ns 


eq^l.ficatlon    .  <an,s  ,  Advi 
fter    B210O1     3vc     Ust    enel 


jer    reactor    applicants    '-< 
tarn*    boq  in    at     far  i  1  i  ti) 


ea/10/12 


Consolidate,! 


Ftchen5o-ooo.a2/"ici/ta,H2ioiaooi';. 

i^RCIJECT.     UNIT    1 


DOCKET    50-4*0 


O.n.r.c    L.r 


. 


." 

York.      Inc 


1     power    reactor     1  I  c  er.-.oes,  permi  t 
•jidtinte    for     imp  Ipir^en  t  i^g 


Fiche    50-000,  B2/10/01.  931  0040060. 

.  i.       „->   OH     ^n    ;.!!     l 

tss?1".:™-'."-"""  -  ••  : 
KSSJ:  K'!r?:.Js'.:;;:-u  r 

ElfiENHUT.D.G          C'visi^n    of    Uct^i 

Ediion    Co.      of     N*u    VorK.      Inc-         'ZPP 
"eh.:  30-000.  BB/10/04.  8310070019. 


licensees    k   app  I  icanls    re 


lch*:  50-000.  B2/10/30,  B2102901OB. 
0,     Adjudicatoru.    corresfl  ondonce 


. 

Licensing    Board    Panel         1pp. 
S211  190  107 


S21H9Q174  Requ 
10CFR3-719(c)- 
LEWIS,  N  D.  W 
Branch.  tp. 


it  ed    atflte    per 


^5^a^n     nt          82/11/10  Docketing    !/Servin 

MB.         5«    F^che    50^0,92/11/10.B2H190174. 
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.1lll!j03?.1J   Wnpuni*    to    Coalition    for    Safe   Power   B20910   amend    to 
:?  *  t  1 1  i  ST>    to    intervene    '-    request    for    hearing. Standing 
rpiuirt-tnti    iKtt    by    B2IIO?    a^pniJ    Certificate    of    Svc    encl. 
rf,nf,s    rt   n        Bearing    Drdncti    J         S32/11/17  Atomic    Safety    and 

uu'trninj    Dd,ird    Panel         4jp         16141    292        24X   Fiche:  50-460.  B2/1  1 /I  7, 


-- B21I02Q269   Responds    to    NRC    020SOS    request    for    addl     info    re    corrective 
action*    for    noncomp  1  iance   noted    In    IE    insp     rept.Cnnst 
nonconf ormance   rept   ui  1 1    not    be    submitted    by    Q21029   duo    to 
addition    of    ueld    mi  thrfraiual     slips. 

BQOT.R.W.       Washington  Public    Pouter    Supply    System,       H2/1O/13. 
STERNHERO,  D.M.        Division    of    Resident,     Reactor    Project    5,    Engineering 
Programs.        rtpp.        13091:206.        24  X    Finhe.  50-460,  BS/10/B6,  F12I  I  030342. 


-•;ili<K'33*    Arena**    answer    opposing    Coalition    for    Safe   Power   331102 
i-tmel    petition    to    intervene    Sufficient    interest    not 
,J»-T-itra!e3    Cvrtifica'.?    of   Svc    end 

BI  11^.1,0=1.  N   S         W-ishington    Pun  I  it    Pauer    Supplg    System        REYNOLDS.  N.  S. 
Ctnf-^iie    !    Lic^r^jn         H2/J1/I7  Atomic    Safety    and    Licensing    Boar 

Pinil         i'=fpp          I61SI     140         24'    Fiche    50-460,62/11/17,6211190236. 


loniP!    ^upportin;    State    of    WA   Energy    Site   Evaluation 
lurK  i  t    i]tlllO    request     to    participate    at    interested    state, 
•rtlfltate    of    Svc    enrl 

•'<•;•;. H   i        Hearing    Branch    4         G2/I1/29  Atomic    Safety    and 

lirnsin;    Geara    Pjnel         ?[,p         1*223    172        24X   Fiche    50-460,52/11/29, 
M 1300172 


5211150663   Responds    to    WRC    620729     i  tr    &   QA   Program    Insp    Ropt   9V900QWW 
62-0!    re    Taroot   Rock    valve    test     fai  lure.  Correct  ivo    actions 
include    employment    of    OA    engineer    6    possible    valve    upgrade 
>,  retest. 

BaUCHEY.G.D.        Washington    Public     Pouer    Supply     System.        fJ2/l  1/O9. 
HEISHMAN.R.  F.        Reactor    Construction    [Iranch.         2pp.        16061:134.        IMX 
Fjche:  SO-460,  62/11/09,  6211150662. 

6208190346    IE    Info  Notice   82-4a,     "Def  if  ienc  ie  s    i»   LWtl   Air    Filtration/ 
Ventilation    Sys.  "    Svc     Hat    end. 

JORDAN,  E.  L.        Division    of    Engineering    t>   Quality    AGGuraiico.        D.T/IS/IA. 
Consolidated    Edison    Co.     of   New    Yorlr.     Inc.         Hipp.        16171:233.        MX 
Fiche: 50-000.  B2/1 l/!6, B20B19024Q. 


<Jttlit'j    Final     Safetg    Analysis    Report     (F5AB)    t,   amends 


•|1010i-57   Foruards    A^cnd     1     to   FSAR.  res  pond  ino    to    HfiC    820716   atceptanci 

:t)J^f-t>.^   D         IJjshingtsr!    PuOlir    Po'jer    Supply    System.       32/10/16. 
rL'JTCrr,  H   B         Office    nf    TJuclear    Reactor   Regulation.     Director.        2pp. 
lr,;t!u!    Ou3        SAI    Fitfie    iO-440,  8?/  IO/IQ,  021  10  10257 


distribution    of   FEAR    Amend 


i^ai'JOaaij  IE  Inro  Notice  B^-37.  "Cractino  in  Upper  Shell  to 
Transition  Cone  Oirth  Weld  of  Steam  Generator  at  Operating 
P«f?  '  E*'c  list  encl 

..•CRDftN.E  Division  of  Engineering  (  Quality  Assurance  82/09/16 
<.ir.tal,  dated  EDison  CD  of  NBU  York.  Inc  105pp.  15930'001  24X 
Fiche  50-050.  92/07/16,  £200190220 

^311)?""    =E    I?f°   "°tlCe    aa-34'""'»"'"    >•     "H»11i    i»   Ham   Control 
Panels         Svc     list    end 

it'    Engineering    i    Quality   Assurance.       82/09/17. 


B200190253    IE    Info   Notice    82-45,      "PWIi    Lou   Temp    Overpi 


JORDAN,  E,  L.        Division    of    Engineering    fc   duality    rtHsurancc.        lil'/ll/lV 
Consolidated    Ediaon   Co      of   Ni>u    York.     Inc          '?app.        liSDH:  H5B.        IMX 
Fie  fie:  50-000,  82/1 1  /1 9,  8208190233. 


S     Fteportable    occurrences,    LERs   (•    related 


Bpdtldencu 


2211160253   Final    Part    21    rept    re    potential    defect     in    structural     ntev] 
framing    of    containment     Initially     reported    on    H20Q13.  Frflming 
connections    u i 1 1    6e    reinforced    &    certain    braeu    members 
removed    uhen    const    resumes.  Muds    conform    to    R-JAR. 
SARSTEN,  G.  E.        United    Engineers    t,    Cons  true  tors  .     Inc        (Hubs       of 
flaytneon    Co.   >.        62/10/29.  Di  rector  '.,   Of  f  i  c  e,     Office    uf     Inapectian 

and   Enforcement.        3pp.        I6092.17O.        H4X   Fie  h  o  :  50-160,  f)2/10/3ry. 
8211160253. 

B2I1220399    Interim   deficiency   ropt    ro    induced    com    neutron    flifi    orrur 
during    certain    postulated    ace  idents.   I  ni  tia  1  I  y    repot- tail     an 
SOI  113   Hardware    change     implemented    to    provide    alternate 
measurement    of    core    pouier .  Evaluat  ion    continuing. 
ROCITiR.  W.        llashington   Public    Power    Supply    System.        [)2/ll/f)S, 
FAULKENGERRY,  R         Region    3,     Office    of    Director         lipp          lAlfiS  -I'll)          LMM 
Fiche:  50-460,  B2/1 1 /05.  821 1220299. 


T.    Hearing    transcripts    on    non-antitrust   matters 


8211010410  Unofficial    transcript    of   621007   public    .if  firm.it  Ion, 
discumori    &    vote    re    SECY-S3-377    t.   377A,  bear  inn    requoHt     for 
eitension    of    const    completion    dates,  SECV~Ba~aB3,  phy  a  ico] 
security   tt   denial    of   FOIA    in  Washing  ton,  DC    I'p    1~H 
»      Commiasioners.       S2/i,i/07.      inn.       15£17B'S9B        stX 
Fiche:  50-000.  03/10/07,  S21 1010410. 


!S?«    '!I"'»N''t»«    M-39.     "Svc    Degradation    of    Thlct    Wall 
iM.ss    Steel    Ftec  ircu  la  t  ,  on   5y>   Piping   at    DUR   Plant    " 
i  is  t    enc  J 


Director's 

sirs, 


of    Inspection    and 


V.     Operator  Eiaminattons 


G210130019  Oe(1Bric   Ltt   S2-19    to   all    nouer   renctor    applicnntii    (- 
licensees    re    reactor    operator   fc    senior    rnac tar    uporotor 
renualificfltion    exams.  Advises    that   eiama  lionin   at    focilitu 
after   BS1001.  Svc    list    encl,  ' 

EIEENHUT.D.e        Division    of  Ltceiis  ing.       02/10/12.  Consolidated 

Etfison   Co.     of    Neiu   Vort,     Inc.        15pp.         16002'  23<J         24X 
Fiche:  50-OOO,  S3/IO/ 12,  B2IO13001  9. 


DOCKET  50-461    CLINTON  POUER   STATION,    UNIT   1 
_'.--"llCftl0n''!!"s!r'":tiori    Stfl9e    dDC  "merits   (.    correipondonco 


50-000,  62/09/22, S20ai90232 


Kll  ?" 

Inc.        112pp. 


Ficn*    50-000,  82^10/33.9208190339 


IIOpp.        15960:  153.        24X 


/orrt  «r-n 

t/or  uort   performed    by    company    in    const  of    Facilities 
Fc.ru.ardf   documents    listed    in  App   A  ftpp    n   documents        ' 
available    in    PDR.  App    C    II,  t<   pertinent  LPOR  s 
FELTON.J.M        Division   of   Rules    and  Hecorda. 
PRENDERCAST,R.        Prendergast,    H.  J. 
Fiche'SO-000,  B2/09/17.B21  1090012. 


4pp 


82/09/17 


-B2070S0402  Discuses    impact   on    const   QA  activities    of   si, 
order,    ,S5ued   830624.  Meeting    on    620713  u/appl    can?!* 


16021:  172.        24X   Fiche:  30-000,  02/09/  17, 
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— 3211090022   Summary    of    620712   meeting     a/State    of    IL    legal    counsel    !< 
Prairie    Alliance    re    sii    recent    stop    uor V     orders    &    other 
activities    at    Pac  i  1  i  t  les.  Reg  i  on   uill     Issue    meeting    summary. 
WILLIAMS,  J.  H.        Standard  i  lat  ion    (•   Special    Projects    Branch. 
B2/O7/12.        UILLIAMS.  J.  H.        Standard i  lati on    &   Special     Projects 
Branch.         lp.        16021:  174.       24X    Fiche:  30-QOO.  82/09X 17,  H21109O012. 

BS09aiC027   Generic    Ltr    02-16    to    all    PWH     licunsees    re    NUREO-0737    Tech 
Specs.  Request  s    review   of    Tech    Specs    to   determine    cons  i  stencij 
m/guidance    pr  ovlded.  For     items    ui/devlati  ons.  amend    to    license 
required. W/o     stated    encls.Svc     list    end. 

EISENHUT.D.  O.        Division    of    Licensing.        83/09/20.  Consolidated 

Edison    Co.     of    New    Vork,     Inc.        13pp.         15930:   110.        24X 
Fiche:  90-000,  B2/Q9/20,  8209210027. 

B211010093   Confirms    NRC    B21013    concurrence     in    adjustment    oF    number    of 
travelers    released    to    const    for    uiorh  i  reqires  ted    in  -JE  Findleij 
B21004  memo    to   H  Livermore.    No    travelers    will    he    released 
until    stop    uork    order    lifted    after   NF!C    concurrence. 
HEPPLEd,  J.  0.        Region    3.     Office    of    Director.        03/10/23.        QECSTNEfl,  U.  C. 

Illinois    Pquer    Co.        lp,         15667:261.        24X    Fl  che  :  50-461 ,  93/10/25, 
B31 1010098. 

8211020009   Confirms    util    preparedness     for   MRC    environ    qualification 
audit    currently    scheduled     for    Jan    1983.  Prop  osei)    audit 
schedule    requested. Seismi c    qualification    review    team   audit 
tentatively    scheduled    for    Mar    1  9H3. 

GEIEHpJ.D.        Illinois    fouler   Co.        82/10/35.        THOMAS,  C    0, 
Standard  i  lat  i  on    (•    Special    Projects    i!  ranch.         lp.        15981:235.        24X 
Fiche:  30-461,  82/10/25,  B21  102Q009. 

82102600BB   Generic    Ltr    82-20    to    all    power    reactor     1 i censees, pot-mi t 
holders    &    applicants    for    CP    ro    guidance    For     inip  lenient  ing 
SRP   rule.  Forwards    NUREO-0906.  NUREG    to    he    used    as     interim 
measure    until     Reg    Guide    1.70    revised. Svc     list    e>nc  1 

EISENHUT,  D.  0.        Division    of    Licensing.        82/10/26.  C  nnsol  ida  ted 

£di»on   Co.     of    Neui    York,     Inc.        9pp.         15993:295,        24X 
Fiche:  30-000,  92/  10/36,  S2102600S8. 

821IQ50095   Forwards    request     for    addl     info    re    FSAH    Amend     15    concerning, 
loose   parts   monitoring    canfnrmanco   u/Reg    Guide    [    133  4 
response    to    IE    Bulletin   80-06    on    ESF    reset    controls. 
THQMASiC.  0.        Standard!  lat  ion,   tt    Special    Projects    Branch.        92/10/29. 
WULLER.O.       Illinois    Pouer   CD        3pp.        15964:301.       24X 
Fiche:  50-461,  82/10/29.  S21 105O055. 

6211060209  Confirms    agreements   reached    at   D2I026  meeting    in  uethosda.  Ml) 
rt   containment    liner    &   reactor    vessel    pedestal    documentation 
reviews. 

HULLER.Q.E,        Illinois   Power    Co.       B2/IO/21?.       THOMAS,  C.  0. 
atandardiiation  t,  Special    Projects   ITranch.       2pp.       159-52:070.       SIX 
Fiche;  50-461,  B3/ 10/29.  821  1060209. 


—  8211150064    Forwards    Accident    Evaluation   Branch     schedule    for     c  v, 
parameter     inputs     re    EIS    risk     analyses. 

PASEQAG,  W.        Ace i den t    Evaluat i on    Branch.        Bl/OH/lS        PAGAMO,  P 
Emergency    Prepar  edneia    Licensing    Dr.   (after    HOI  I  1s?    see     IJ.E1. 
16099. 2S9.        34X    Fi  t  h  B.  5O-OOO,  Q2/1O/O1 ,  33  1  1  t  5DOfa9. 


E.     NRC   Safe'ty    Evaluation    Report     I SER  > .      supply 


S211  160204  Commits  to  update  p 
pumps  S<  valves  prior  to  issu. 
J-  BEH  Outstanding  Issue  a. 
WULLER,  C.  E.  Illinois  PouJer  Co  02/11/07 
Standard  i  la  ti  on  >'  Special  Prajc-cls  Branch 
Fit  he:  SO— 161,  62/1  1/O9,  B2  1  1  16O2O4 


vice     insp/ i  iiservi  ce    insp    prt 
of    DL    per     1  OCFFf  5O.  55a(g  )  (  4  > 


THOMAS.C   Q 
2pp  16092 


Security, 


>•    firp     protection    plans 


a310O4006B    Generic    Ltr    82-17    to    all    paupr   reactor     licensees    f, 
applicants    '<    holders     of    CPs    i-e     inconsistency    between 
requirenents    of     1 OCFH5O.   5-4 !  1 1     i.    STS     for    performing    audits    of 
emergency    preparedness    programs    Svc     list    encl. 

EISENMUT, D. 0.         Division     af    Licensing.        63/10/0!  Consolidated 

Edison    Co.      of    Neu    Vork.      Inc.         llpp.         16002    2BB          24* 
Fiche:  3O-OQO,  B2/IO/01,  821OO-IOO6.B 


S2-21     to    all     lii 
h    Sp  ec  s     for     Fir i 


821OO70019    Generic    Lt 
power    reactors    re    Tec 
Forward*    guidance    dis 
elements,     to    lie     includ 
EISENHUT.D.G         nivl5inti    af    Licensi 
Edison     Co.      of    Neiu    York,      fnc  I^pp 

Fiche    50-000,62/10/06,6210070019 


nsee* 


audit    5\ 


app  1  i  cant  i 
protection    .audits 
5Cipe     ft     dt>sc  r  i  h  inq 
list    cnc  I 

02/10/Ofe  Cur. 

15193    33B         241 


S3103901O8    Generic    Ltr    82-^3    to    all     licensees    t<    apnlic 
inconsistency     between    requiromentE    of     (OCFH73    1C)  (  Q  I 
for    performing    audits    of     Sflfeguard^     contingency    pi, in 
(security    plan)    Svc     Ei-st    encl 

EISEHH'jr,  D.  Q          Division    of    Licensing.        03/10/3O 
Edison    Co.      of    Noui    Yor»,      !nc          Bpp          15993    3l't          24* 
Fiche:  5O-000,  B2/ 10/30.  B21O29OI 00. 


8211570555    Confirms    E1211O9    telcon    cnncuiTinj     in    exception    tn     uLil     atnp 
work    action    in    procurement    ro    specific    replacement    af    parts 
J:    repair     of    Fire    protection    syi    Valve     [FPOldpar    Maint    Work 
Request    A43B6. 
HEPPLER.J.O.        Region    3,     Office    of    Dn-ector-          BP/ll/23         GERBTNKR,  t 

Illinois    Pouer    Co  lp  16326    209          JMX    F  n  he    5O-461 ,  US/  I  1  /2M. 

8211290555. 


Ad  jud  ica  tonj 


S2HC80059  Generic    Ltr    B2-21    to   DUD   applicants    u/MARK   II    or    III 
containment    (eicopt   WPPSS   2)    re    saf  etg/roli  ef   valve   o^ucncnor 
loads    evaloat  ion.  Foruiarrfs   NUREO-OBOS.  Svc    list    unrl.W/o   end. 
EISENHUT.  D.  0.       !)i  vi  a  ion   of  Licena  ing.       tJ2/ll/Ofl.  Long    Island 

Lighting    Co.        Spp,         16053:172.        24X    F  i  che  :  SQ-OOO.  B2/1  1  /O4,  831  10BOOSJ9. 


Responds    to    B2I023   revised    position    re    containment    purge 
isiue.  Expresses    concern   over    Inaction    in    response    to    issue. 
Study    leading    to    reversed    position   requested 

THOMAS,  C.  O.       Standardliation  It    Special    Project*    Branch.       83/1  1/12. 
WULLERiO.        Illinois    Pounr    Co.        3pp.         1615fl:  272.        24X 
Fie  he:  50-461.  82/1  1/12.  821  1  ISO]  1  1  , 

8211S30033  Foruanfa    info    on    elevation    of   luater    level    in    facility 
aicavatlon    due    to    local    probable   mai    prec  i  p  i  tation,  Manhole 
cover   used    In    Sargent   &  Lundy    rfeslgn.  R-66fi8-P9j  suitab  1  e    for 
SO  pit    internal    prossupo, 

WULLER.O.E,        Illinois   Power   Co.       B2Y1I/19.       THOHrtS.C.O. 
Standariliiation   t,   Special    Projects   Drnnch,       6pp.       16196:337,       B4X 
Fiche:90-J61,  32/11/19,8211230033. 

3211300183  Forward*    info   addressing   Humphreu    question!    per   830623  b 
O7I5    itrs   re    Marl    111    containments   *    remalnino    issues    being 
handled    through    program   developed    by    Containment    Issues 
owner  i    group. 

WULLER.O.E.        Illinois    Power    Co.       82/11/23.       THBMAB.C.O. 
Stantfardiiation   i  Special    Projects    Qrancd.        12pp.       1423B:  308.       24X 
Fiche:  50-461,  82/11/23,8211300133. 

D.     NHC   Draft/Final    Environmental    Statements,     suppls    t<  eorrespondenca 

321I1S0069  Responds    to   FOIA   request    for    CRAC    &c  CRAC2  analyses   h    recordi, 
analyiing    or    comment  ing    on   analyses    re    fac  i  1  i  tin*.  Forward* 
documents    lilted    in   app. 

FELTON.J.M.       Division   of   Rules    and    Records.       83/10/01.       CURRAM.  D. 
Harmon  tt  Weils.       3pp.       16099:231.       24X  Fich  e:  50-000,  02/10/01. 
8211130069. 


B211020377    Motion     to    'withdraw   as    Prairie    Alliance    altg   Prairia    Alii, 
does    not     hitve    ability     to     paij    prof    erppnsos     I  ncur  ced,  1 5 
unuilllng     to     Intur    aijil  I     prof    eipensos    '.-.   tlesirea     to    I'Dsumo 
menihBP    c  oord  i  n.it  i  on.  (-'r  oof     af    Svc    encl 
KtlDNER,  J.  L.        Prairie    Alliance.        KCDNER,  J.  L.         Koilner.     J.  L.        B2/10/:. 

Atomic     Safety    and    Licensing    Hoarif    Panel.         3pp  IS8Q9    156.         ;.MX 

Fiche.  50-461.  B3/IO/S9,  BS1 1020^77 


i  thdi 


as    counsel 


821109027*?    Order    granting    JL   Koilner   motion   to 
record    for    Prairio   Alliance 

CLARK,  H   K        Atomic    Safely    and    Licensing  Board    Panel        02/11/05. 
KQBNEP).  J.  L.        Prairie    Alliance          KDRNER.  J   L.         Kodner,    JL          lp 
16004:300.        24X    Ficha    50-161.  Q2/1 1/O5,  B21 1O9O371? 

9211110313    Foruard*    notice     of    violation    iutil     Itr    accepting     impnsi 
of    *90j OOO    in    civil    penalties. 

GDDDftRD.R.  J.        Hearing     Branch    3         B3/11/OB.        CLAHK.H.K.. 
FERGUSON,  O.  A.  ,     PARIS,  0.  H.        Atomic    Safety   and    Licensing    Board     Mane 
19pp.         1603B    333.         34X    FicPie    30-461 ,  8S/1  I/OH.  B2H  1 10343. 

9311150401?   Memorandum    tt    order    ruling    on    proposed    supplemental 
contentions-proposed    Issues   It    notion    for    summary 
disposition   Prairie    Alliance    proposed    Contentione     !,3,3.5,&, 
7    '/   9    4=    State     of    IL    proposetl     Issues     1    &   2    denied. 

CLARK,  JH.K-.    FERCUBDM,  0.  A.  ,     PftFilS.d.H        Atomic    Safetij   and    Licensin 
Hoard    Panel.        93/11/10.  Prairie    Alliance.         34pp.        16056:219. 

Fiche:  SO— 161,  63/11/10-6211150409. 

H,     Oeneral    eorr e ipond snce 

8211090441  RBquesta  replacement  of-  J  W-Oiltier  u/J  FDIJ  on  svc  list. 
TAYLOR.  J.  Atomic  Safetij  aniT  Licencing  Board  Panel.  92/11/03. 
Office  of  the  Executive  Legal  Director.  lp.  I600B:3fi3.  24X 
Fiche:  30-461,  82/11 /OS,  021  1090144. 
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92112403=72    Respond    to    B21OOS   request     for    info    r»    »f.t|r    of    facilities 
Independent     licensing    revi  ews  ,  pub  1  LET     hearin9s    J,     (nsp    j, 
enforcement    program    combine    to    assure    Mgh     degree    of     safety 
Addl     into    available    at   PDR   t,   LPCR.U/o     ends 

DIRCKS,U.  J.         Office     of    the   E.Bcutive     Director    for   Operations 
B2/M/15.        MADIOAN.E.        Mouse    of    Hep          6pp.         IMSO'll"     "« 
Fit  he:  50-441,  82/11/15.  021  I24O392. 


8211030055  Forward!   request    for   addl    info   re    FSAFi   Amend    15   concflrnins 
looie    parti    monitoring    conformant  e   m/Reg   Guide    1.  133  j, 
response    to    IE   Bulletin   8O-O6   on   ESF   reset    controls 
THCMAS,  c.  0.       Standardisation  4,  Special    Projects   Branch.       83/10/29 
WULLEH,  0.        Illinois   Power    Co.        Spp          15964'301         24X 
Fie  tin:  S0-4frl,  B2/IO/29.  821 10500SS. 


t3fC^    falilit'"'*'»'    reply    to  constituent 
33/10/09.        HAMMERER,  C.        Office    of 


K      Utility   Filial    Safety    Analysis    Report     (F9AR  )    !.   amends 

S2I10IOQ79   Forwards    A-nend     19    to    FSAR,  c  Ons  isti  ng    of    revisions    to    update 
environ    qualification    of     e-Quipnent     info    in    neu   Subsection 
3       1        5,nech*riital    equipment   qua  I  i  f  1  tra  t  ions    *,    rsvised    Tables 
3    11-1,3    11-3.3    11-3    f,   3.   1I-2Q. 

KOCH-L.  J          Illinois    Pouer     Co         B3/1O/27.       DENTQW,  H.  R.         Df-fice    of 
Nuclear    Reactor    Regulation,     Director  In.         15373   357          oav 

Fiche:  50-46 1,  62/10/27,53]  1010099 


Amend     19    to    FSAR 

I      Vl^T    PD"JBr    C"         63/10/31.         Saipp          15673:353         34X 
Ficne    50-461,  B2/1O/27:  Q2H01OO99 


8311190149  Corrected    Itr    advising    that    submission    of    overinEp   profii 
plan  uill    be    dolayed    until    B2U16,  due    to   independent 
technical    review.  Undated    original    encl. 

HALL.D.P.        Illinois    Power    Co.        B3/II/O1.        KEPPLER.J.O.        Region   3- 

|1'        24X    P^"e'  50-461,  02/11/01, 


9311160204   Commit*    to   update   preservlce    insp/  inservice    insp   program    Fo 
pUT.pi    S,   valves    prior    to    Issuance    of    DL    per     10CFR90    S5alo)(4) 
*  SER  Outstanding    Issue   B. 

HULLER.O   E.         Illinois    Power   Co.        62/11/09.        THOMAS,  C    0 
Standarduation  i  Special    Projects   Branch.       2pp.       1A09S    13?       34* 
Fiche    50-461,32/11/09,8211160204.  ">o^.  1J1/.        ^4* 

8306190249    IE     Inf0   Notice    82-43,     "Deficiencies    in    LHR   Air    Flltrntlqn/ 
Ventilation    Sqs.  "   Svc    list   encl 
JLJRDAN.E.L.       Division    of    Engineering    k  Quality   Assurance        B2/ll/lfi 

c^r'Si'™*11    Edison    Co       of   NEUI   York'     Inc.         lllpp.        16171:233.        P4X 
Ficne:  SO-000,  83/1  1  /IS.,  8300190248. 


21110028!     Forwards    Amend    20    to    FSAR. 

CEfiSTM£R,H   C.         Illinois    Power    Co         62/10/29          DEMTOW.  H    R         Office    of 
Nuclear    fleactor    Regulation.     Director.         tp          16025' 001          24X 


8208190253    IE    Info    Notice    02-43 

Protection.  "    Svc    list    encl. 

JORDAN,  E.  L.        Division    of    Enginee 

Consolidated    Ellison    Co.      of   New 

Fiche;  50-OOO,  B2/ ll/ 19,  8208190253 


"PUR   Loiu  Temp   Overpressure 


ing    &  Quality   Assurance.       83/1L/11?. 
Vorfc,     Inc.        93pp.        16332:296.        24X 


1 6025:  002         24  X 


Q^     Inspection    reports.      IE   Bulletins    tf    c  orresp  andenc  E 

S50B190220     IE     Info    Notice    BB-37,      -Cracking    in    Upp.P    Shell     to 
R-r*LSvc"liin*    °"'tr'    IJei''    °f    Sted™    0enerfltDr    at    Operating 

^   Enrneerin9    '-    Quality    Assurance.        B2/0<?/16. 

0'11  Inc-   I05fp    1W30001-   B" 


-    Bvc?:*;'   OB-»'R"»">"  >'     ""-I"    ^  «-i-    Control 

JORDAN.  EL          ^'Vision    of    Engineer.ng    t,  Ou*]  itv    rtssurance.        B3/09/17 

c      i       Si   ™  Ed'sorl    CD       of   NelJ    Vort'  Ine  107pp.        1SB93    IBS         24X 

Fiche    SO-000,  63/09/17:  8308110222 

3208190229     (E    1  nf  o    Notice    82-37,      "Svc    D»flr.d,ttofl    Of    Thick    Wall 
Stainless    Steel    flee  I  re  uUt  i  on    S^s    Piping    at    CWR    Plant    " 
Svc    lis  t    enc  1 

J°CnnfnnI;    *     ^^^   r*    E^"e"^    *    Q"-HtV    Assurance.        Ba/09/Hl 
c:      .       Si    ^  Eiuon   Co.     of   Net.    Voirk,      Inc.        B6pp          16017'  O9B         24X 

Fiche    50-000.  B2/09/21,  B20H1  10231 


Reportable    occurrences,     LERa    &    related    correspondence 


8211020512   Final    Deficiency    Ropt    82-O9    re   QA    progra 
Co    (HVAC    contractor)     Initially    reported    on    020621 
recovery    plan     for    HVAC    currently    under    review    by    fleg'Son    3 
S^!"^   of    '"*talle((    hardware   pi  anned.  ZacJ.    Co    reorganiied. 


breakdouin    in    Zacl 
Util 


Illinois    Power 


82/10/21. 
ISBB9:M 


KEPPLER,  J.  Q.        Region   3, 
Flche;  50-461. 


6311120444,   Fifth    interim    rept   of    Deficiency    61-04    re    inconsistent  i  e 
certifications   of  HVAC   matlt    Installed    bu    Zack    Co    Initially 
reported    on   811002.  Zact    QA  manual    revised   «    procurement 
docunentation    reval  i  dated.  Final    rept    eipected    in   90  days 
HALL.D.P.        Illinois    Power    Co.        B2/I1/03.        KEPPLEfi,  J.  0.        Region   3, 

Eif'™!lJ,  Dlrettor         4PP         16044:  121.        24X    Fiche:  50-461  ,  02/1  1  /03. 
B21  1  1 


8211230169    Interim   Deficiency    Rept    B2-10   re    mln   wall    violations    for 
sarety-relaterf   p  ip  ing.  Ini  tlal  ly    reported    on    021007,  Saroent 
4  Lundy    reviewing    design    info   &    iBometric    d rawlngs. Scope    of 
increased    review   eipected    by   Jan    1903. 

HALL.D.P.       Illinois   Power    Co.       02/11/12.       KEPPLER,  J.  0.       Regions, 
R3II3T   °f    Direl:*or-        4pP          16193:108.        24X    Fl  che:  90-161 ,  B2/1 1  /12, 


33     IE    Info   Notice    S2-3a,     "Chanoe     in   Format    »   Distribution    Sgs 
Bulletins,  Circulars    i    Info    Wolices."    Svc     list    encl 
•R    C         Director's   Office.    Office    of    Inspection   and" 

V2B  Consolid-ated    Edison  Co.     of  Meu  York,     hie 

24X   Fiche.  50-OOO.  H2/09/23,  B20BJ  90323. 


V.    Operator   Eiaminations 


6210130019  Generic    Ltr   82-19   to  all    pomer   reactor    applicants  fc 
licensees   re    reactor    operator   t,    senior   reactor    operator 
requallficatlon    eiams.  Advi  sei    that    ti  tarns   begin   at    facility 
after   S2100I.  Svc    list   end. 

EISENHUT,  D.  0.       Division   of   Licensing,       82/10/12,  Consolidated 

Edison    Co,     of    Neu   York.     Inc.        15pp.         16002' 234         24X 
Fiche;  30-000,  82/10/12,8210130019. 


DOCKET   50-462   CLINTON   POWER    STATION.     UNIT   2 

A.    Application/construction    stage    documents   &    correspondence 

0207IB0030  FOIA    request    for    documents   re   Zact    Co  t,/or   uork    performed    by 
company    in   const    of    facilities, 

PHENDERGAST,  H.        Prendergast,     R.  J.        S2/OB/09.  Division    of   Rules    anit 

Records.        lp.         16021:  16S.        24X    Fithe:  50-000,02/08/09.6207190030, 


S2H090012  Partial    response    to  FOIA  request    for   documents    ra   Zack   Co 
Wor  uorl:   performed    by    company    in   const  of    facilities. 
Forwards    documents    listed    In  App   A.  App   D  documents 
available    in    PDR. App    C    lists   pertinent   LPDRs. 
FELTONi  J,  M.       Division   of   Rules    and   Records        93/09/17 
PRENDEfiOAST.R.       Prrndergast.    R.  J.       4pp.       16021'  166        24X 
Fiche;  50-000.  82/09/17,  6211090013. 
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--B20702Q103  Discusses    Impact  on    const   QA  activities    of    »ii    atop-work 
orders    issued    B30624.  Meetina    on  820712  tu/appl  leant    in 
Glen    Ellyn,  It   mill    address    stop    orders   &    overall    const   QA 
activities, 

WILLIAMS,  J.  H.       Standardijation    &  Special    Projects   Branch. 
62/06/28.  Standardiration   &  Special    Projects    Branch        Ip 

34X    Fiche:  50-OCO,  B2/09/  17,821  1090015 


16031;  173. 


— 8211090022  Summary    of   830712  meeting    m/State    of    1 L    legal    counsel    fc 
Prairie    Alliance    re    si.    recent    atop    work    orders    &   other 
activities    at    f  ac  1 1 1 1  i  es.  Reg  i  on  ul  1 1    issue   moating    summary. 
WILLIAMS,  J,  H.       Standard  liat  ion   (.  Special    Projects   Branch 
82/07/12.        WILLIAMS.  J.  H.        Standard  i  lati  on    S.   Special    Projects 
Branch.        Ip.        16021:  174.        24X    Fiche;  50-000,  S2/09/  17.  B21 109001 3. 

32093I0027    Generic    Ltr    83-16    to    all    PUR     licensees    re    NUREG-0737    Tech 
Specs. Request s    review   of    Tech    Specs    to   determine    consistency 
in/guidance    provided.  For    items   iu/deviflt  ions,  amend    to    license 
required.  W/o    stated    encls.  Bvc    list   B _ic  1. 

EISENHUT,  0,  Q.        Division    of    Licensing,        B2/09/20.  Consnlidated 

Edison    Co.     of    Nem   York.     Inc.        15pp.         1993O:   MO.        24X 
Fiche:  50-OOO,  82/09/20,  B209210027. 


0       Inspection    reports.     IE   Bulletins   ti    t orresp nndenc 


B2Q8I90320  IE  Info  Notice  B2-37,  "Cracking  in  Upper  Shell  to 
Transition  Cons  Girth  Weld  of  Steam  Generator  at  Operating 
PHH.  "  Svc  list  end 

JORDAN,  E.  Division  of  Engineering  I,  Quality  Assurance  82/09/1A. 
Conjolidated  Edison  Cn  of  New  Yor!,,  Inc  lO5pp  15130  001  T4X 
Fiche:  30-OOO,  82/09/16,  82081 90220 


B208190322    IE    Info   Notice   82-34,  Jlevi  s  ion    1,     "Uelda     In   Main    Control 
Panels.  "    Svc     list    end 
JORDAN, E   L         Division    of    Engineering    i   Quality    Assurance         82XO9/17 

Consolidated    Edison   Co       of   New    York,     Inc          107pp         ISBNS'  185         ;?•!* 
Fiche    50-000,  S2/09/ 1 7,  820S 190322 


620B190229    IE    Info   Notice   H2-39,      "Svc    Degradation    of    Thick    Wall 
Stainless    Steel    Rec  irculation    Sys    Piping    at    BUR   Plant    " 
Svc    list    end  . 
JORDAN.  E   L.        Division    if    Engineering    t.   Quality    Assurance 

Consolidated    Edison    Co      of   Hew    York,     Inc.        Btpp         14017   O9B 
Fiche:  50-000,  B2/09/21,  82QBITO229 


B21026QOBB   Generic   Ltr    B2--2O   tn    all    power   reactor    1  ic ensees, permi t 
holders    b   applicants    for   CP  re    guidance    for    implementing 
SFIP    rule,  Forwards    NUREG-0906.  NUHEG    to    be    used    as     interim 
measure    until    fieo    Guide    1.70  revised.  Svc    list    end, 
EISENHUT. I).  0.        Division    nf    Licensing.        62/10/26.  Consolidated 

Edison    Co.     of    Noui    York,      Inc.        9pp.        15993:299.        34X 
Flcfie:  5O-OOO,  82/10/26,8210260088. 

9331060059   Generic    Llr    82-21    to    BWR   applicants    u/MMlK    II    or    111 
containment    (eicept   WPPSS   2)    re    safety/relief   valve    quencher 
loads    evaluat  ion.  Forwards    NURGG-QBO2.  Svc     list    one  1.  U/ a    end. 
EISENHUT,  I).  0.        Division    of    Licensing,        S2/1  1/04.  Lang    Island 

Lighting    Co.        5pp.         16053:193.        24X    Fiche;  SO-OOO,  83/1 1 /04.  321  1080059. 

E.     MUC   Safety    Evaluation   Report    ISER>,     suppls    !<  correspondence 

0211160204   Commits    to    update   proservice    Inap/ inservice    insp    program    fov 
pumps    t    valves    prior     to    Issuance    of    OL    per     10CFR50.  55a<  g )  (4 1 
if   SEFI   Outstanding    Issue   0. 

MULLER.  0.  E.        Illinois   Pomer   Co.       82/11/09.       THOMAS,  C.  0. 
Standardisation   &   Special    Projects   Branch.       2pp.       16092:139.       LMX 
Fiche:  50-461,  BS/11/O9,  821I16020-J. 


F.     Security,    medical. 


nergency    !t    fire    protection   plans 


Fi21004006S   Ocnoric    Ltr    83'I7    to    all    pouor   reactor    licensees   t< 
applicants   Si    holders    of  CPs   re    Inconsistency    betueen 
renuiroraents    op    10CFR5O. 34 ( t)    b    STB    for   performing    audits   of 
emergency    preparedness    programs.  Svc    list   encl. 

EIBEWHUT.D.  0,       Divtsion   of   Licensing.       B2/1O/01.  Conaol  idfltpd 

Edison   Co.     of    Nom   York,     Int.       1  Ipp.        16002:288,       34X 
Fichu:  30-000,  B2/10/01,  62100'!006a. 

S21Q070019  Oenertc    Ltr    B2-2!    to   all    licensees    t,  applicants   of   nuclear 
po'uor    reactors    re    Tach    Specs    for    fire    protection    audits. 
Forwards    guidance    discussing    general    scope    &   describing 
elements    to    be    Included    In   audit. Bvc    list    encl. 

EISENHUT,  D.  0.       Division   of   Licensing.       62/10/Ofi,  Consolidated 

Edison   Co,     of    New  York,     [nc.       19pp.       13993:333,       34X 
Fiche:  30-000,  83/10/06,6210070019. 

3210390108  Generic    Ltr   H2-23    to   all    licensees    &  applicants   re 
Inconsistency    between   requirements    of    10CFR73. 40(g)    1  6TS 
far    performing    audits    of    safeguards    contingency    plans 
(security    plan). Svc    list    encl. 

EISENHUT,  D.  0,       Division   of   Licensing.       S2/IO/30.  Consolidated 

Edison   Co.     of    New   York,     Inc.       8pp.       15993:319.       34X 
Fiche:  50-000,  B3/ 10/30,  821 0270 108. 

H.     General    corr  esponitence 

3211240392  Responds    to   B21009  request    for    info   re   safety    of    facilities. 
Independent    licensing    reviews,  public    hearings  i   insp   t 
enforcement    program   combine    to    assure    high    degree   of    safety. 
Adrfl    info   available    at   PDR   b  LPDH.  W/o    encls. 

DIRCKS.IJ.  J.       Office    of    the   Executive    Director    for   Operations, 
62/11/19,        MADIGANi  E.        House    of    Rep.        6pp.         16230:119.        34X 
Fiche:  50-161,  82/11/15,9211240392. 


9303190223    IE    Info   Notice    B2-38,     "Change    in    Format    :•.    Distn  but  i  un    En 
for    IE   Bullet  ins, Circulars    |.    Info   Notices    "    Svc     list    end 
DEYuUNO,fi.  C.        Director's    Office,     Office    of     Inspection    and 
Enforcement.        92/09/22  Consolidated   Edison    Cn      of    fJeu   Yorfc,     ]>, 

110pp.        I601B.O31.        21 X   FiLhe.  50-000.  92/09/22.  S2OB190223 


S20S19Q232    IE    Info   Notice    Bf.h-40,     "Deficient 

Electrical    Penetration   Assemblies    "    Svc     I 

JORDAN,  E.  L         Division    af    Engineer-ing    i    Qu 

Consolidated    Edison    Co       of   Neu    York,     lr 

Fiche    50-000,  62/09/22,  B20BI90232 


ies    in   Pr 
[•it    encl 


if    Safety /Relief    Val-, 


B20B190239    IE    Info   Notice    B2-41,     "Failur 
Open   at    DWR."    Svc     list    ercl 
JORDAN,  E.  L.        Division    of    Eng  inet-r  ing    t,   Quality    Assurance.        BS/  \Ofif 

Consolidated    Edison    Co       of   Neu    VorV,     Inc          llOpp         159(.0    153         J!4* 
Fiche    50-OOO,  B3/IO/22,  S20B190239 


B2I1160304  Commits  to  update  preservlce  insp 
pumps  ',•  valves  prior  to  issuance  of  OL  per 
If  5ER  Outstanding  I5sua  3 

HULLER.O  E  Illinois  Pouer  Co  83/11/09 
Standardization  6  Special  Projects  Branch 
Firhe.  50-161,  82/11/09,62111*0204. 


THOMAS,  C   O 

2np          Ifr093    139 


8206190348    IE    Info   Notice   82-43.     "Deficiencies    in    LWR   Air    Filtr 
Ventilation   Sys    "    SVL     list    encl 
JORDAN,  E.  L.        Division    of    Engineering    ?.    Quality    Assurance.        8 

Consolidated    Edison   Co       of   New   York,     Inc          Hipp          16171    233         T-MI. 
Fiche    50-000.  52/11/16,8200190218 


830B190253    IE    Info   Notice    B2-45,     "PWli 
Protection."    Svc    list    encl 
JORDAN. E   L.        Division    of    Engineerin 
Consolidated    Edison    Co.     of   New    Vo 
Fiche-  50-000,  82/1 1/  19,  620EJ 190253 


V.     Operator    Eiaminatinns 


no    Dverpr 


Qua  I  1  ty    Ass 
Inc         93pp 


-ante         82/11/19 
16232   29B.        21X 


B210130019   Generic    Ltr    B2-IB    to   all    pouer    reactor    applicants    (, 

requa  1  i  f  i  cati  on    eiams    Advises    that    eianis    begin   at    facility 

after    831001.  Svc     list    end 

EISENHUT.  D.  Q.        Division    of    Licensing         82/10/12.  Consol  i  da  LL'd 

Edison    Co.     of    Neu>   York,     Inc         15pp.         16002    334.        24X 

Fiche:  50-000,  83/10/13,  B2 1 01 3001 9 


DOCKET   50-466   ALLENS   CREEK    NUCLEAR    STATION,     UNIT    1 

A.     Application/com  true  tion    stage    documents    !.    correspondence 

9211160034    Advises    that   ASLU    621028   order   granted    motion    for 
termination    of    proceedings    t   permitted   LII  th  drama  1    of    CP 
application,  per    util    821006   request. 

MOON,  C.W.        Licensing    Branch    4.        B2/ 1 1 /03         DENTdN.  H.  ,     CASE,  H.   . 
EISENHUT,  D.        Office    of   Nuclear    Reactor   Regulation,     Director          Ip. 
16102:098.        24X   Fiche:  30-466,  82/1 1/03,  S2M  1  60024. 


— B311240394  Requests    info   re   safety    faci 11 t i BS, for   reply    to   constituent. 
MADIGAN.E.       House    of   Rep.      S2/IO/OS.       KAMMERER,  C.       Office   of 
Congressional    Affairs.       Ip.        16230:133,       24X  Fiche:  30-461,  B2/1 1/15, 
S21 1210392. 


0,    Adjudlcatory    correspondence 


B211030395    Order    granting    util    B21006   notion    for    termination    af 
proceeding   6   ulthdraioal    of   application 

LIN£NBEReER,0.  ,     WOLFE.  S.  J.       Atomic    Safety    and    Licensing    Hoard    Panel 
B2/10/2B         Ip          15909   210.       24X    Fiche    50-166,  82/10/2B,  821 1030395. 
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0       Inspection    reports,     IE    Bulletins   !.   correspondence 

6206190330  [E  Info  Notice  92-37,  "Crackir.,  in  Upoer  Shell  to 
Transition  Cone  Girtrt  Ueta  of  Steam  Generator  at  Operating 
PUfi  "  Svc  list  enc  1 

JORDAN,  E         Division    of    Engineering    .',   Quality    Assurance          B2/09/16 
Connc!  ifJated    Edison    Co       of    Meu    VorV,      In-tr.         105pp.        15930    001          24X 
Fichc     5O-OOO,  62/Ot?/li,,  B2QBI9Q220 


"Uelds     in   Main    Conti 


620B19C222    IE     Ufa    Notice    82-34,  Revi  sioi 
Panels.  "    Eve      1  nt    encl 
JGRDAN.E    L          Divisaor.    of    Engineering    »,    Quality    Assurance         Q2/O9/17 

Consolidated    Edisor.    Co       of   tleu   York,      Inc.         lO7pp.        I509S    1B5         JMX 
Fl  che     50-QOQ,  H2/O9/  I  7,  620-0190222. 


R30ai90239    IE     Info    Notice    62-39,      "Svc    Degradation    of    Thick     Wall 
Stainless    Steel     Rec  i  r  cu  la  1 1  on    Sys    Piping    at     DHR    Plant     " 
Svc     list    end. 

JORDAN.  E   L          Division    of    engineering    !•    -Quality    Assurance         B2/09/21 
Con, undated    Edison    CD       of   New   VorV.      Inc          flfapp.        I&017098.        21X 
Fiche     SO-OOO,  B2/ 09/31. O2OQI  90229 


8311040253  Formards    test    plan   for    hydraulic    model    testing    at  Alien 
Research    Lao.  per    Revision    1    to    Reg    Guide    1.  79   i    appropriate 
revised    FSAR    pages. Pages    uill    be    incorporated    into    nert 
FSAR    revision. 

PETRICK.N.  A.       Standard!  red   Nuclear  Unit  Power   Plant   System 
62/11/02.        DENTDN.M.R.        Office    of   Nuclear    Reactor    Regulation, 
Director.        19pp.        15927.272.        34X    Fie  he;  30-000,  B2/  1 1/02,  931 10402S». 

S311160563  Forwards    clarification    of   requirements    in   SRP   Section  7   -1 
Guidance    should    be    used    when   considering    any    design    changes 
Alio    requests     infn    showing    hou    BNUPPS    design    does    or    Dill 
comply    w/each     item    of    first    seven    guidelines    bg    B21217 
YOUNOH(_rjQD,  B    J.        Licensing    Branch     1          B2/11/03.        SCHNELL,  D   F         Unior 
Electric    Co.        KOESTER.G.L         Kansas    Qas    t.   Electric    Co         7pp 
16121:240.        21X    Fiche:  50-000,  B2/1  1/03,0311160563. 

B211240442   Notification    of    621129    meeting    u/utils     in    Bethefida,  MD    to 
diicuss    pipe    snubaer    Tech    Specs 

EDIBON,G.E    .     HOPKINS,  J.  B.        Licensing    Branch     1.        B2/I1/I5 
VGUNGOLODD,  D.  J.       Licensing    Branch    I.       dpp,        16330-065        24X 
Flche:  50-OOO,  B2/11/15,  B2I  1240442. 


6206190:323    IE     Info    Na  1  1  c  .    82-3H.      "Change-     ,n    Format    t   Distribution    SyB 
for     IE    Bulletin?,  Circulars    '_.    Info   Notices     "    Svc     list    end 
DEr-DUNC.R    C.         Doctor's    t)ff,e*.     Office    of     Inspection    and 
En-orcenpnt.         B2/09/22  Cons  o  1  idated    Ed  i  son    Co       ofNeuVorli.     Inc 

IlOpp  IfaOie    O2I          24if    Fiche    50-000.  62/O9/22,  gaOH190223. 


BMBI  90332    [E     1  nfo    Notice    B3-4Q.      '•Deficiencies     in    Primary    Cnnt.in-ent 
Electrical    Penetratior    Assemblies."    Sue     list    encl 
JORDAN.  E    L          Division    of    Engineering    S-    Qua  I  i  tij    Assurance         02/09/32 

Consolidated    edlson    Co.      of   No  u   York,      Inc.         1!2pp.        1593O   019         I31X 
Fuhe    50-OOO.  B2/Q1f22,  920BJ90232 

0208190339     IE     Info    N0t!ce    B2-.ll.      "Failure    Of     Saf  e  tij/Relj  ef    Valves    to 
Open    al     HWR    "     Svc     1  ist     ere  1. 
JORDAi,',E    L          Qivision    of    Frig,  ne  enno    t,    Quo  1  i  tu.    Assurance.        02/10/L-y 

Consolidatod    Edison    Co.       of   New   Vort,      Inc  JlOpp.        159AO'15a         34  K 

Flthe     50-OOO.  92X  [O/22. 


Statements,     suppls    t,   correspondEnco 


82111500i9   Responds    to   FOIA    request    for    CftAC    K,   CRAC2    analyses   (,    record 
analydng    or    commenting    on   analyses   re    facilities   Forwards 
documents    listed    in   app. 

FELTON.  J.  M.         Division    of    Rules    and    Records.        B2/10/01         CURRAN,  D 
Harmon    >,   Weiss.        3pp.        16099:351.        24X    Fich  B:  90-000.  82/  10/01, 
B21M  30069. 


— 8311150094   Forwards    Accident   Evaluation   Branch    schedule    for    evacuati 
parameter     inputs    re    EIS   risk    analyses. 
PrtSEDAGMJ.        Accident    Evaluation    Branch.        B1/08/1B. 
Emergency    Preparedness    Licensing    Br.   (after    S01119 
16099:258.        24X   Fiche    50-000,  B2/1O/01.B21  1150069. 

F.     Security,     medical,     emergency    !.    fire    protection    plans 


PAGANO,  F.  O. 
ice    IteEJ.       Pp 


IE     !nFo    Not,ce    aa-43.      "Deficiencies     in    LWFI   Air    Filtration/ 
Uentllatiori    3  y  *    "    Svc     list    encl 
JORDAN.  E    L          Division    of    Engineering    4    Qua  1  i  tg    Assurance.        B2/11/I6 

Consolidated    Edison    Co       of   Neiu    Vorfc.      Inc.         lllpn          16171    233         ilAr 
Ftche     50-000.  63/11/16. B20S1902aa  ' 

E5209190353    IE     Info    Nct.ce    3P-45,      "PWIf   Uou    Temp    Overpressure 
Protection     '•    Svc     1 1  s  t    enc  I 

JOfJD/iM.  E.  I.          Division    of    Engineering    ',     Qualittj    Assurance.        92/11/19 
Conialnlated    Edison    Co       of   New   Vc-rk.      fnc.         73pp          16232-S9S         2-l)f 

Fled*  so-ooo.  es/n/ 19- 


DOCKET    SO-J71     PILGRIM    NUCL^flR   POUER   STAT 1  DM,     OMIT    S 

f<       Application/construction     stage    documents    6     c orre E pond encc 

S2DS390I17    FOIA    request     for     NRC    p  re  I  iml  nory    C,     final     caltu  I  ation  s    of 
rj-actor    ac  r  i  d  on  t    consffc|iuonce    results    for     Facilities 
ERMST.I1    D         Massachusetts    Public    Interest    ResBarcn    Group          B2/Q9/22 

Divmon    of    Rules    and    Records.        !p          14092    34O         24X 
Fiche.  50-293,  SS/O9/22,  820B2?01  17 


G21004006B   Generic    Ltr    B2-17    to   all    power   reactor    licensees    t. 
applicants   i.    holders    of    CPs    re     inconsistency    between 
requirements    of    10CFR50.  54f  t)    (,    BTS    for  performing    audits   of 
emergency    preparedness    programs .  Svc     list    oncl, 

EI5ENHUT,  D.  G.        Division    of   Licensing.        B2/10/01,  Consolidated 

Edison   Co.     of    New   Vork,     Inc.        llpp.         16002- 2SB         24X 
Fiche: SO-OOO,  82/10/01 , 821 004006B. 

8210070019   Generic    Ltr    82-21    to    all     licensees    t.    applicants    of    nuclear 
po-jier    reactors    re    Tech    Specs    for    fire    protection    audits. 
Forwards    guidance   discussing   general    scope    81   describino 
elements    to    be    included    In    audi  t.  Svc     list    encl, 

EISENHUT,  I).  0.        Division    of   Licensing.        B2/10/06.  Consol  Ida  terf 

Ediion   Co.     of    Neui  York,     Inc.       19pp.       1 5993- 338        24X 
Fiche:  SO-OOO,  82/10/06,8210070019. 

B211090090  Responds    to   NRC    B20914    tolcon   request    for    status   rept.Btate 
of    KS    emergency    plan    almost    comp  lete.  P  lain     for    Cnffey    t, 
Anderson   Counties   complete  !<  procedures  teing    deve  loped.  Uti  1 
uiorHna    on    combined    siren    &    tone    alert    warning    gys. 
KRII-iMiR.  W.        Federal    Emergency    Management   Agencij.        B2/10/25. 
GRIMES, B.       Division    of   Emergency   Preparedness.       Ip        13976-113        SIX 
FleJie:  5O-4B2,  02/10/23,8211080090. 


S2111S0097   Respond*    fco    FOIA    request    for    preliminary    &    final 
calculations    of    reactor    accident   consequence    results    For 
facilities    Documents    uitMitld   per  S   Scott. 

FELfON,  J.  M          Rivisian    of    flules    and   Records.        B3/M/03         ERNST,  M    D 
Massachusetts     Public     Inta re 5t   R esearc h    Group.         Ip.         1609S347         24X 
Fiche-  50-293,  92/11/03,621  1150097 


92110B0395  Bunmary    of    B21019  masting   w/utlls,  Bechte  1    &  BNLJPP8   in 
Dethesda.MD   re   applicants    approach    to    fire    protection. 
Design    focuses    on    separate   cable   spreading    roo(ns(  control 
room   fire   area   &  auiillary    shutdown   panels 
EDISON,  0.  E.  ,     HOPKINS,  J,  0.        LUenaing    Branch     1.        B2/10/29 
Licensing    Branch    1         5pp.       15975:273.       21X    Fiche.'  50-000, 02/10/H9, 
B2110B0295. 


DOCKET   STN-5Q-4a2    WOLF   CHEEK    CENERAT1NO   STATION 

A    ^Application/construction     stage     documents    fc    coi-rospondont  e 

Q209210027    Generic    Ltr    82-lf,    to   all    PWfl    licensees    re    NUREO-0737    Tech 
Specs.  Acquest*    review    of    Tech   Speo    to    determine    consistency 
u/guidance    provided    For    i to^s  w/devia tions.  amtnd    to    license 
reo,utred    «/o    stated    enc  1  s    Svc    list  and. 

EISEUH'JT.DG         Dlvinon    of   Licensing.       B2/09/20.  Consul  i  da  ted 

Eduon    Co      of    New    Vort,      fnc         15pp         15930-140         34X 
FIcNe- 50-OOO.  32/09/20. B2092 10027 

B2103600ea   Seneric    Ltr    32-20    to   all    pouer    reactor    1  i  censes,  per™  t 
™         ,    'x  app  1, cants    for    CP   re    guidance    far    implementing 
SRP    role    Forwards   NUHEO-09O6  NUREG   U   ba   uaerf   as    interim 
(reasure    until    Reg    Guide    1    7D  rsviserf.  Svc    list    encl 

EISENHJT.De          Division    of    Licensing.        B2/IO/26,  Consolidated 

Etfiion    Co.     of    Neui   York.      Inc.       9pp.        15993-395         24X 
Fiche    50-000,  83/iQ/3b,  02102fiOOBB. 


331029010B  Generic    Ltr    B2-23   to   all    licensees    fc  applicants   rB 
IntonsistBncij    betueen    requirements    of    10CFH73,  <10(g )    &  STS 
for   performing   audits   of    safeguards    contingency    plans 
(security   plan), Svc    list    encl, 

E1SENHUT,D.  G.       Division    of  Licensing,       B2/10/30.  Consolidated 

Edison  Co,     of    Mew  York.     Inc.      Bpp.       15993'319        24X 
Fiche:  80-000.  B2/  IO/3Q,  H210290IOB. 

8311  170322  Forwards    "Control    Roora   Fire    Haiards   Analysis,"    documentlTig 
decision    to    install    transfer   switches   I.  need    fop    only    one 
component  cooling   water    pump   (t   clarifying    compliance 
UJ/10CFR50,Apfl    fi.per   S21019  meeting   ti/NHC    in    Dethesda.MD. 
PETRICH.N.A.       Btanifardiied  Nuclear   Unit  Pouier  Plant   Sustem, 
62/11/13,       DENTQN.H.R,       Office    of  Nuclear   Reactor   Regulation, 
Director.       Ip.       16103:259.      24X   Fiche:  SO-OOO,  02/11/15,8211170323. 


— 8211170321    "Control    Room  Fire  Haiards   Analysis." 

•t     Standardized   Nuclear   Unit    Power    Plant    S(|st»m.       82/11/15 
16105:260.       24X  Fiche:  30-000i  82/11/15,8311170322. 


61pp, 
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on    Reactor    Safeguards    reports    i,    c  or  re  span  dune  u 


5;071B007B     Informs     that    lie  r  „,  euter    analy.i.    O.f    MBIJ    Madrid     5ei5micit,. 
.y.ove    apMopnate     to     existing    geologic     subsurface    evidence 
Wo^Mdenc,    r^nrt     ,n    NS    Vail.,,     rfate     to    Suggest    presence    of 

MA.MEuL.JC         MdluBll.     j    c         MA'WELL.J   C.         ACftS   -    Advisory    Committee 
Co-i'l'tee    orn91""'       -     -tl;VOS/24         BUCCr.O.         rtCHS    -   Advisory 
Fiche    SO--I02.  CiJi/00/^'l,  B2071B007H 


S    ^Reportable    occurrences,     LERs    fc    related    c  DTTB  s.jjond  price 

6211020077     Intarim    deficiency    rept     re    compromised    Level     II    uielding 
inspector    eiatx.   initially     reported     on    33O7 12.  Eampl  e    of    uolds 
accepted     bg     inspectors    who    hava     left     to    be     re tnap«c ted.  Next 
rept     eipected     by    930202. 
KGESTER.G   L.         Kansas     Gas     !«    Electric    CD.        BS/IO/3Q.        SEIDLE.W    C 

™-,°f    **sident-     ReactDr    Project    !"    Engineer-inn    Programs. 
:  012.        24*    Fiche:  50-432.  B2X HV2O, 321 1G2OO77. 


.illt' tins    *j    correspondonco 


UOkyOO    Motif,,,*    in..'.    rc.rr«tlv.    aellnt,    in    reSJ1on5e    to    violation 

rn'-ad     in     IE     l:,4p    Hep!     30-<1uci/£12-07    uilj     he     completed    82O726, 

instead    of    020719    pL>r    32-3  70  i     Itr.Addl     time     necessary     to 

ensure    quality    nl     t  or  r  EL  t  ]  vi>    actions     taken. 

l-CESTf^.G    I.          Kansas    ijas     >.,    Electric    To         B2/O7/19         SE1DLE.U    C 

Division    of    RS.S,  .(6,11.     Res,  to,-    Project    b    Engineering    Programs'      'in 

1-5GB2    0*0         24)    Pi-he    iO-<IS2,  [12/07/19,  8S1  1  OH033S>. 


;0l3]90;.-^0    IE     Ir.fa    lion,,,?    0^-1)7,      "Craclilng     in     Upper    Shell     to 
rranytior    ton.    fl.rth    Wold    of    Bl«m    Oentratop    at    Operating 
riiH         cj  vc     l  i  s  t    e  nc  I 
JDRIWJ.Q         D,,,,,10n    ,,,-    r.n91nMr.,,g    4    Qg-  H  t  v    Ai.ur-nc..        83/09/16. 


B2110304B7     Interim    ^Piciancy    rept    re     laoie    s  tud/nut     c  0(nb  i  nati  D  nn     in 
diesel     generators.   Initial  lij     reported     on    BBObl*.  Houor  Ir     plan 
tor    jnsp    *    retorquinu     being     F  in  al  i  i  ed.  Statu  s     of     i  nap    t, 
evaluation    ui  1  1     he     reported    by     B302O9. 
KOESTER,O.L.         Kansas    Gas    3,    Electric     Co.        S2/EO/35.        SEIDLE,  W    C 

°V      SiJlc""!'     *rctltr    P«J«t    *    EnginGErino    Prugrams-      '   lp. 
iQ.        S4X    Fiche:  50-  -IBS,  H3/10/25.S21  1OS04Q7. 


T'     d"iel!^":!r    rept     rt    e-fl'«B*l     charging     pump    operation 
after    secondary     side    high    energy     line    rup  tur  e.   In  i  tial  1  u 
reported     on   SGO5OB.  Stud  1  es     indicate     chanSP     in    charging     ay  > 
necessary     to     satisfy     renu  i  r«men  t  a 
PETfiCCK.fJ.  A.        Standardnod    Nvcl«ar    Unit    Power    Plant    Gustsm 

n^PLERlJ'°-         Rl'']""1     X     D"f"     °f    W-«torV 
n    1,     Of  ties    of    Director          2pp.         15953     135          24  x 
'  50-OOO,  02/1O/39,  B2  1  I06O361. 


in   Main  Contrnl 

.        82/O9/J7. 


igineorni!)    4    Duality    Assu 
jf    New    Vort,      Inr.         107pp. 


6Jdfll902aiP     If    !„(,    Nnt,^    «!;..-:«,      "Svc     DBBr.ddt,on    0P    Thick    Wall 
..tainlf-5i    btuol    Heu  i  r  t  i>la  L  i  uri    !3,js    Piping    dt     HUH    Plant." 

JQHDAN,  t    L          M'-isKin    or    FJp,g  i  rieL-v  ing    I    Oualjtij    Assurance         B2/O9/21 
(.oiisulidaliJd    Rdison    Cu       nf    Ncu,    Vurk,      Inn.         Otpp          16017'OTO         L'-1X 
Fiihe    DO  -000:  u2.'U>>,-''l.  ^,L'OHi9(,:>-i9 


e    Oa-.TH,      "Ch^ge     i,,    Kor^t    !,    Distribution    BU« 
!.,!-    .-.     (,,fo    Notices."     Bvc     list    end 
',    Orf,c..     CJff.ce    of     In.poet.on    "..d 

Con.ol  .dated    Edison    Co.      of    Neu   Vorlr.      Inc. 

>    Fjrhp    5D-OOO.  ll^/O^/a^, 


MfllSOaa?    in     info    Nu)l,.    ^.--.iO,      -Dof.c  inwio,     ,n    Primary    Conta  i™B1,t 
Electnc.il    Pcnatrdllun    fli  -,0)1,tH  i  es     "     Gvc    l.cL    uilr  1 

,  E    L          Ihvision    of     [-'FI.J  i  neer  ing     !     flualilii    Aasuro.icc- 


Baill50=3fl     lnt.rl 
™,     ""le-ra 
Ho 


KOESTEB.O    L         Hanaaa    Oas 


rtpt  re  p  O.t--c  c  i  t  eni  e,rDT5 
1  n  5  tr  umen  ta.  In  i  ti  a  1  1  u  rcportf 
^  r»pt  u,  i  ]  1  b.  submitted  by 


Co.        33/lt/m.        SEJJJLE.U    C 
t    !'  ^»t"«r.nB    Pro,r.;.       ' 
B2|]  1  50233. 


F0borrr 

ho.  bora    cards.   Initial  ly     reported    on    931000    Cards,    to    b 

returned     to  Forboro    Co    for    repair    or    reploc  ement.  Corr 
pLctod    prior     to     fuel     ]oad  o^ 


tion    will    b 


«OESTtrt,O.U. 
' 


Electric     Co.        0S/11/O3. 

,t0r    PrDJ"Ct    *•    E'-n^-"' 
(i2,  02/ll/O5,B31  11  50539. 


£12l!ia017a     Interim    doPiciency     ropt    re     restricted    mnvonont    of 
nonstationanj     pipe     supports    Hue     to     i  ntei-f  er  ence    hotiucon 
•  t.ncMon     fillet    iu.  1  d    «,    sl.iti^ai-y     base    a,a«mblg.   Initially 

' 


Region    fl,     Office    of    l)irectDr 
Fichn:  50-182,  G2/I1/1S,  OS1  1160670. 


V.     Operator    E.ami  nati  ui>s 


|6137-196 
' 


BE  IDLE,  WC 


oai')02jV    It:     Info    No  I  n. 
Lipen    at    1UJH     "    Cvc     1  i  •,  I 
Jr.PDW.i-:    l.          !)!,.,,,„„ 
Lnnioliiidterf    Miaon 
FichP    ''0  -000,  fj,l;.  10  /,>;;,  t!20ni['Oi!3lV 


allure    of    Baf  e  ly/JJel  |  c  r    Valves    t( 


surn.fvirii,    >,    Oualilij    Aasuranco 

f    New    Voi-t.      Inc.         110pp.        JSVfiOrlSIJ.        i'OX 


C   n-./IX1^""    ("'    F"!Slde"t'    «»n=ti>r    Project    &  Engineer  lnfl 
<         ^      r  ^Uien.O    L.       Kan»>    OaS    R  Electric    Cc-        iipp. 

20i,         =;,U    |-,Lh,>    30-  -UK,  £IS/  10/22.  821  1090367. 


6210130019    GGneric    Ltr    02-  1  a    to    all    p(lluer    rDactor    aflplicants 
licensees     re    reactor     operator    t.     senior    reactor    operator 


EIEEKHUT,  D,  Q.  Division  of  LI  <:  on*  i  ng.  02/10/12 
Edi«n  Co.  of  New  Vork,  Inc.  13pp.  |  fiOOS  33-T 
Firhe:  9O-OOO,  B2/  I  OX  ]J>  .  021  O1300  1  9. 


DDCKET   SrN-30-<1B3    CALLAWAV    PLANT,     UNIT     1 


M  P    N"'"    -'°   -lr^^«-^    on  OSOBM-OM3.  No    noncoMpl  lane. 

oted    H.IJUT     Areas     i  nspeL  ted  •  5  i  tc    lour,  rce  ords    !<    procedurqs 
tor    5a(si.ij-i-eiatqJ    pipe    supports   i    spent    fuel    storage    r-flc  k  » 
n,.^,^11,-0"    prt'ilo"Bly     """ntified     insp     findings. 

'    'IUNN":UTT'')  «        Division  .,f    RMidJnt,    Reflctnr    (To. 
ro.jramii         O.VlD/IF)         6pp. 


c. n«_  L  "".""     "~    ~ BHmim     ro    nuntu-u/y  /    Toch 

Specs, Requests    TPVIOU,    oF    Tech    Bnec^    to    determine    consiatencu 
u/guidance    provjd*tf.For    items    u/devl  at  i  ons,  amend    tt,    llcsnae. 
required,  W/u    statfltf    cncls.Svq     list    cricl. 

EI5EKHUT,  D.  0         Division    of    Licertsino.         &3/07/30.  Consol  i  da  tmt 

Edison    Co.      of    Neu    York.      Inc.         15pp.         1993Q-MQ         3rty       "5Dllgac[-u 
Fiche:  50-000,  02/O9/aO,  B309210027. 


t3L'-":L      "»»'"=*««i«     ^    LWfl    Air    Filtration/ 
ist    oncl. 


. 
JOHDAtj.  E  L         Div.sion    of    Engineer  ,,.9    4   Quality    rtBsurance.       82/11/16 

'VDrh'  Inc    Iii»-  I4i7i!raa  M 


5211010493    Notification    of     contract    .X»i,tinn 
"'       auardGd    to    US  *«••"«    Corp,    Df   En 


-  • 

.         Division    of    Engineering 

FJche:  30-4B3,  Oa/09/30.  S21  1OHM33. 


ow   of 

^3 

(p.         159O3-  I  17         say 


50-000.  03/11/19.0200190233. 


of 


"BSM0104M)   Ltr    Contract    NRC-03-0&-1B-?;      "Fle 

e^rV'       «""«•*    to    us    flr»g    Corps    of   Ens. 

S^Ii^S        Division    of    ContrattB.        FIN   ff-8AIO.       82/09/31 

SHrtRT.P.D.       Army,  D.pt.  of.  Cold    R^Jons  f)BaoflrCh    «,   Enin^r 


UHB    tc. 
'" 


r11'    M*»fc«dlnB    BER    confirmatory    ite 
o      «t       ill^l    PB         ^    *rd"T     fc°    COEltinuo    timeL« 
YQUNODLDDO.  D.  J.        Licensing     Bremen     i 
Electr,c    <:„.        8PP. 


Unim, 
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S31II104I1    Hoard   Notification   B2-9QA:  provides    addl     info    *    clarification 
of  welding    deficiencies    in   main    control    panels. 

NOVAK. T.M.       Assistant    Director     for    Licensing.        03/10/33.  Atomic 

Safety    and   Licensing    Board    Panel.        llpp         16Q45  OO1        24X 
Fiche;  50-000,  65/10/33,93111104!  t. 

6210260039   Generic    Ltr    32-20    to    all    power    realtor    1  i  c  ensees.  permi  t. 
holders    (.applicants     for    CP    re     guidance    for     imp lEroentin g 
SUP    rule    Forwards    NUfl£G-09Q6.  NUHEO    to    6e    used    as     interim 
measure    unti  I     Reg    Guide     1.  70   revised.  Svc     list    end 
EISENHUT,  D.G.        Division    of    Licensing.        32flQ/Si,.  Con  sol  Ida  ted 

Edison    CD.     of    Heia   Vorki     Inc.        tpp.        15993-295         34X 
Fie  he:  50-000,  G2/ 10/36,  5210260033. 

621104025B   Forwards    test    plan    for     hydraulic    model     testing    at    Alden 
Research    Lab,  pep   Revision    1    to    Reg    Guide    1.79   &  appropriate 
revised    FSf\R    pages    Pages    luill    be     incorporated     into    ne*t 
FSAR    revision. 

PErrtlCK.M.  A.        Standard!  led    Nuclear    Unit   Power    Plaint    System 
02/11/02.        DENTOM.H.  R.        Office     of    Nuclear    Reactor    Regulation, 
Director.        19pp.        15927-  ,"72.        24X    Fi  c  he:  50-000,  83/11/02,0311010251). 

3211160563   Foriuards    c  lar  i  f  i  ca  tiom     of    requirements     in    SRP    Section    7.4. 
Guidance    should    be    used    uihen    considering    any    design   changes. 
Also    requests     info    showing    ham    SMUPP5    design    does    or   uill 
comply    Hi/Each     item    of    first    seven    guidelines    by    B21217 
VOUNGBLOaD,  G.  J.       Licensing    Branch     I.         02/ 1 1 /O3.        SCHNELL,  D   F         Union 
Electric    Co.        KOESTER,  O.  L.        Kansas    Gas    *   Electric    Co         7pp 
16131:  240.       24X   Flcho:  50-000,  B2/1S/O3,  B211  160563. 

3311160319   Forwards,  pe>r    001234    request,  final     draft    repts,      "Cultural 
Resources    Mg  t    Plan    for   Residual     Lands.  .  .  "    &     "Phase    I 
Cultural    Resource   Survey    b  Assessment    on  Residual    Lands  " 

SCHNELL,D.  F,        Union    Electric    Co.        B2/11/08.        DENTON.  H.  R 
Nuclear    Reactor   Regulation,     Director,        4pp.         16O32-  001 
Fiche:  30-453,  82/1  I/OS, 


Office    oF 
34  X 


--6211160322  Final    draft    "Cultural    Resources    Mgt   Plan    fop   Residual    Lands 
at   Union  Electric    Co  Callauay    Nuclear  Power-   P  lant.  Cal  lauay 
County,  MO.  " 

MCKEflNEY,  M,  J,       American    Resources    Group,      Ltd          02/10/31         37pp 
16032:005.        24X    Fiche:  50-483,  82/11/03,021  i  160317. 

—  3211160335   Final    draft    "Phase     I    Cultural    Resources    Survey    !<   Assessment 
on   Residual    Lands    at   Union   Electric    €o  Callauiay    Nuclear 
Pouiar   Plant ,  Cal  laway  County, MO    " 
HAY,J.H.,     MDfllM.E.M.,     MCNERNEV.  M.  J.         Amer itan    Resourc es   Croup,     Ltd 

B2/10/31.        543pp.         16003:043.        24X    Fi  cbe  :  50-463,  B2/  1 1  /OS, 
8211160319. 

B211190364  Board    Notification  02-107;  p-rovidos    info    relevant    to    safety 
issues    re    semiscale    tost    results    bu    deacri&ino   recent    tests 
In   seiaiscale    facility. 

NOVAK,  T.M.      Assistant   Director    for    Licensing.       B2/11/10  Atomic 

Safety    and  Licensing    Board   Panel.        lp.       Iil6?;315        24* 
FichB:  50-000,02/11/10,0211190364. 


j/utils    In    Bethtuda.rlD   to 


0211340443   Notification    of    B2113?    meeting 
•discusi   pipe    anubber    Tech   Specs. 
EDISON, Q.E.  ,    HOPKINS,  J.D.       Licensing    Branch     1.       03/11/13 
YQUNQBLOaD,  B.  J.       Licensing    Dt-anch     1,        4pp,         16330   O65         24X 
Fiche:  50-000,  02/11/15,  8311340442. 


E.  ^NftC  Safety   Evaluation   Report    (  SER I ,     auppls    &    correspondence 

B2 11 03058 1   Forwards    outstanding    HER    confirmatory    items  t,    license 
condition   status   rept    In    order    to   continue    timely    resolution 

YOUNQBLOQD.B.  J.       Licensing    Branch     1.        82/10/12.        SCHNGLL,  D.  F.        Union 
Electric    Co.        Spp.        13941:031.         24X    F  Iche:  50-4B3,  S2/10/  12,  B21 1030381. 

F,  ^Security,    medical,    emergency   &    Fire    protection    plans 

021004006B  Generic   Ltr   62-17   to   a  1 1    pouer   reactor    licensee,  t, 
applicants  i   holdsra    of  CPs   re    Inconsistency    betueen 
requirements    at    IOCFH50,  54(t)    Sc    STS    For   performing    audits   of 
emergency    prepandness    programs ,  Svc    list   encl. 

EIBENHUT.D.G.       Division   of  LUensing..       82/1O/01,  Consolidated 

Eiiion    Co.     of   Neiu   York,     Inc.       llpp.        16002-  2BS        2.4X 
Fieht:  50-000,  93/10/01,6210040048. 

821007001?  Generic  Ltr    62-21    tc-   all    licences    t  applicant,    of    nuclOar 
poutr    nactort    vi    Teen    Specs    for    fire    protection    audits 
Forwards   guidance    discussing    general    scope    h   describing 
EISENHUT   IlV*    '"c!u^Bd    in   a"<*l*'Svc     lisfc    end. 

I          •       Division   af  Licensing-       82/IO/06.  Con«olida tad 

Edison   Co.    of  N«u  York,     Tnc.       l-?pp.        15993;33B.       24X 
Flejii:  50-000,  B2/10/06,  821  0070019. 


S3U050164   Surwiary    of    030910   meeting    u/ut  1 1 ,  Shauj,  P  i  t  tman.  Potts    t, 
Troubridge    '/    Dechtel     in    Bethosd  a,  MD    re    contingencies    for 
offsite    emergency    radiological     c  DUB  i  Herat  ions    t.    emergenci, 
p  Ian    coord  ma  t  ion 

ED1SDN.G   E         Licensing    Branch     1          62/10/30.  Licensing    Drancti    1 

6pp.        15963.  1S3.        24X    Ficlie    50-4B3.  B2/ 1O/20.  B21  1050164. 

B211080295   Summarij    of    B'JlOtl   meeting    u/utils,  Bochtel    t.    SNUPPS    in 
Bethesita.MD   re    applicants    approach    to    fire    protection. 
Design    focuses    on    separate    cable    spreading     rooms,  contra  1 
room    fire    area    t    auiiliarij    shutdown    panels 

EDISON,  O.E.,     HOPKINS,  JG.        Licensing    Branch     1         82/10/27 
Licensing    Branch     I          Spp          15975    373         24X    Fiche    50-000,  02/10/W, 
B2I10H0395 

B210290IOB   Generic    Ltr    02-23    to    all     licensees     ?,    applicants    re 
Inconsistency     betuioen    requirements    of    IOCFO  73.  4O(  g  )    J,    STS 
ror    perforning    audits    of    safeguards    contingency    plans 
(sscuritv    plan). Svc     list    encl. 

E15ENHUT,r>   G         Division    of   Licensing.        B2/1O/30  Consolidated 

Edison    Co.     of    Heui    York.      Inc         Bpp          15973   319         34x 
Fiche.  50-000,  82/1O/30, 8310290100 

B31I170323   Foruards     "Control    Door-,    Fire    Haiards    Analysis,"    documenting 
decision    to    install     transfer    suitches    ',   need     for    only    one 
cc.5ipon.jnt    cooling    uater    pump    J,    clarifying    compliance 
U/10CFR50.  App    R,per    82101 9   meet  ing    u/NRC    in    Bethesda.MD. 
PETRICM.M.  A.        Standardued    Nuclear    Unit   Power    Plant    System 
B2/11/15.        DENTQN,H.I*         Office    of    Nuclear    Reactor    Regulation, 
Director          lp          16105.259         34x    Fiche    50-000,  B2/  I  !/  |  5,  B21 1 1  7O3Z2 

B211170334    "Control    Room   Fire    Haiards    Analysis     " 

*      Standardned    Nuclear    Unit    Power    Plant    Systtm         B3/I1/15         i.inp 
16103:340         24X    Fl  c  he    50-000,  B2/1  1  /  1  5,  021  1  17O323. 

B211300235   Foruards    description   !>    results    of     initial    NHC    environ 
monitoring     <TLDI    rietuork,  me  lud  ing    TLD    e, change    route    fc    map 
locating    TLDs .  Throe-yr    NRC    contract    to    include    eichange    of 
dosimeters    on    quarterly    schedule    is    under    preparation 
PAPERIELLO,C.  J.        Division    of   Emergency    Preparedness    I,   Qperatipn^l 
Support.        03/11/23.        MILLER, H         Missouri,     State    of          I3pp 
16239    349         34*   Fi  c  he  :  50-483,  B3/1 1  /23,  B31 1300335. 

0.     Adjudicatory     correspondence 

8211030311    Rebuttal     to    util    B2101B    objections     to    Contentions     II     E,     1  i! 
Coivni  as  ion    has    interest    in    assuring    re-entry    or    recovery 
accomplished     by    protecting    public    health   Si     safetu 
Certificate    of    Svc    flnc  1 

REED,J.  0.        Reed,     J.  G.        S3/10/23.  fltorr,ic    Safety    and    Licensi,,,,    U^.-U 

Panel.        9pp.         1S90931B.        24XFiche    50-4B3.  B3/10/33, 021 IO30D4 1 

83M020423  Forwards    objections    to    util     interrogatories   Nn   documents 
rererenccd   which   arc-    not    in  uti!    files    Related 
corres  pondenc  e. 

REEO.J.O.        Reed.     J.  G         82/10/37.        BAXTER.T.A.        Shau,     Pittman.     "pits    t, 
Troubndge.        BAXTER.  T.  A         Union    Electric    Co          lp.         1 5BBB   330          L'4X 
Fiche    50-483,  B3/1O/37,  B2I  1020433. 

—8311020427   Objections    to    021020    revised    I  nl  errogaton  es    Certificate    ,t| 
Svc    encl. Related    correspondence. 

R^^J-0         Reed'     J   G         B3/tQ/37.  Union    Electric    Co         4pp 

13SBB:33I          24X    Fiche:  50-4Q3,  B2/IO/27,  H21  102O423. 

B2110TO4B3   Rebuttal     to    NRC    B2I035    response    to    JO   Reed    021001    amended 
contentions.  Disaorees    u/HRC   objections    to   admission   of 
Contentions    7,  II,  12   1    14    4    portions    of    3,  13    J.    1 5.  Cert!  Pica  te 
ai   Bvc    encl 

REED.J.G^     Reed,    J.  G.       S3/H/03.  Atomic    Safety    and    Licensing    Koi,^ 

Panal.        Bpp,         16009:102.        24X    Fi  che:  50-403.  B2/1 1/03.  021 10904B3. 


B2H170333   Responses    to    821030 
Svc    encl, 

REED.J.C.       Reed,    J.  C.       82/11/04.  Union   Electric    Co.       20pp. 

16106:001.        24X    Fiche:  5O-4B3.  02/1 1/04,  031 1 1  70333. 


ed     interrogatories.  Certificate    at 


a™        Foruards   "•"*"»"    to  compel    JO  ft.ed    responses    to   applicant 

321030    revised    interrogatories.  Certi  f  icate    of    8vc    encl 

BAUSER.D.a.        Shau,,     Pittman,     Potts    i    Troubridge.        BAWSER,  D   D          Union 


—8211150077  Motion    to    compel   Jfl  Fieed    answers    to   applicant   S21020   rev 
Interrogatories.  Listed    interrogatories   relevant    to 
radiological    emergency    response    p  lanning.  Portions    of   JOR.ed 
B30B18   depoiitlon    encl. 

aAUSEfi.D.n.       union   Electric    Co.       BAUSER.D.B.       Shau.    Pittman,    Totts 
t.  Troubrldge.       82/11/08.  Atomic    Safety    and   Licensing    Board 

Panel.        32pp.        16039:170.       24X   Fiche:  50-403,  82/11  /OB,  821  11  50071 
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0211190176    Confirms    util    commitment    to    provide    equipment     identified     in 
util    G?Q9I6    Itr     to    Montgomery    County,  MD    sheriff    For    traffic 
control     locations.  Svc     list    enc  1 . 

GftXrefi,  r   A         Shau.     Pittman,     Pot  ts    4    Troubr  i  dge.        BAXTER,  T   A         Union 
Electr  it    Co.         B2/11/17         REED,  J.  0.        Reed,     J.  G.        4pp.        16149'  341         34  >: 
Fiche.  5O-4EJ3.  B2/11/17,  821  1  1TO176. 


—  8211130355    IE    Inap    Hept    50-4B3/B2-1 1     on   020913-17.  No    nonco/npl  iance 
noted. Major    areas     inspec ted  :  p reoperationa  1     test    program    for 
document    contrn  I ,  des  ign    changes    t,   mods,  test   &   measursment 
equipment    t-    follouup    on    previous    open    items. 

RING, M. A.,     WQHLD,  P.  R.  ,     JACKIW.I.N.        Region    3,     Office    of    Director. 
62V 10/25.         7pp.        1A042   253.         24X   Fiche:  50-4B3,  B2/1O/27,  B21  I  I20242. 


G2J12'IOQ2Q    Advises     that    NRC     tales    no    position    on    util    031  1OB   motion    to 
coiupcl     discovery    of    J(!    Reed.  Di  5  pu  te     is    between    applicant    i 
inter  vt  nor. 
PEiRLIS.lJ    G         Hearing    Hi-anch    3.        G2/11/22         GLEASPM,  J.  P.  .     KLINE,  J,  f).  , 

C)        Atomic    Safety    and    Licensing   Board   Panel         lp 
S32         2'1X    F'lcliB.  50-403,  H2/I  1  /22,  B21  124002O. 


B211130332   Forwards    IE    Insp    Rent     SO-4B3/B2-12    on    B20913-1  5,  No 
none  ompl  iance    noted. 
LITTLE,  U.S.         Division   of    Engineering    &   Technical    Programs. 

SCHNELL.D.  F.        Union    Elactrtc    Co.        2pp.        16043:176.        24X 
Fie  ha;  SO-4B3,  02/10/27.0211130333, 


Q21  1300269    Foruiirds    rovist'd     Interrogatory    47,  per    OKI  1  19    te  Ic  on.  Related 

DAUStR.IJ    H.         Sham,     Pittraan,     Colts    fc    Troujbridge.        BAUSER,  D.  B. 
Northeast    Nucluar    energy    Cn       (subs       of    Northeast    Utilities). 
02/11/23         REED.J   G.        fined,     J.  0.        lp          16237:313.        34X 
Flche     5O-,1tj^.  P2/1  1/32,1321  1300269. 

•--FJ2I  l3t)O27l    Revised     Interrogatory    47.  Bvc     list    end. 

•<       Union    Electric    Co          (32/11/23.  fieed,     J.  0.        2pp.        16337:346. 

34  X    Fiche:  S  0-403,  02,'  1  1/22:021  1300269. 


—  6211120334     IE     Insp    Rept    50-433/82-12    on   B20913-15.No    noncomp  1  lance 
noted.  Major    areas     inspected:  p  revious    insp     findings    6 
10CFR50.  55(e)    itama. 

WM1D.K.D.  ,     DrtMIELSON,  D.  H.       Region  3,    Office  of   Director.       B3/IO/13. 
Hpp.        I6O42:  I7S.        24X    Fiche  :  5O-4Q3,  02/10/27,  S21  1  1  30332. 

S21I130457   Foruards     IE    Insp    Rept     50-433/82-13    on   030901-30    t   notice 
of    viola  tion  . 

SPESSARD.R.  L,        Division    of    Project   t.    Resident   Programs.        B2/10/27. 
SCIINELL,  D.  F.        Union    Electric    Co.        3pp.        16043:125.        24X 
Fiche:  50-4B3,  B2/1O/27,  021  1  12O497. 


0^11300170   Response    tn     Interrogatory    26    J.   revised     Interrogatory     47. 
Certificate    of    Svr     end. 

HEEfl.  J.  G         Kaott,     J   C         32/11/26.  Union    Electric    Co.        3pp. 

l&Sm   174         2. IV    Fiche.  50-^03,02/11/26,  0211 3001 7O. 


Inspection    reports,      IE    Bulletins    Si    corrnspondonct 


aHO    If     Info    Notice    B2--37,     "Cracking    in    Upper    Stiell     to 
L  1  1  on    Ciine    Girth    Held    of    Bteam   Generator    at    Operating 

Svc     list    encl 

ri.         Division    of    Engineering    '.<    (hialiti;    Assurance.        B3/09/16. 

i-f.ilfrt    Edison    Co       of    Neu    Vorb,      Inc          105pp.        [5?30;001.        24X 

ao-ooo,  D2/o>?/iA,a;2omr;o22o. 


OBOOITOEHE    If-:     1-ifo    Notice    Q2XM,  Revt  s  i  on    t,     "Wolda     in   Main    Control 
Payola.   "    five     list    uni,  1. 

JORDAN,  t.  L.       Division    of    Engine  er  ing    8-  Quality   Assurance.       02/OV/17. 
Consol  idatud    Ediaoti    Co       of    Neu    Vork,      Inc.         107pp.        15075:  IBS.       1>4X 
fit  lie    5O-000.  H3/O9/17,  G3OCJITO322. 


'i'    IE    Info    Motley    8a-39,      "Svc    Degradation    of    Thick    Mall 
iltdinlsis   titoel    Hoc  ircula  t  ion    Sys    Piping   at    DWR   Plant." 
Svc    liiil    encl 

JC1HDAN.  I:    1.          Division    of    Knoinner  ing    l>    Ouality    Assurance,        B2/07/2I. 

Cansol  idiiled   Edison   Co.     of   Neu   York,     Inc.       06|>p.       16017:  O^B.       24X 

F  ict-if  SO-000,  fi2/OV/^l, 


-6211120461     Notice    nf    violation    from    insp    on    B30901-30. 

SPESSARD,  R.  L.        Division    of    Project    fc   Resldant    Programs.        82/10/37. 
2pp.        16043:  127.        24X    Fiche:  50-483.  82/10/27,8211120457. 

-8311120465     IE     Insp    Rept    5O-483/Q2-13    on   S20901-3Q.  No.ncomp  1  iance    noted: 
inadequate    measures    for    preservation   of    installed    cablei. 


nonconf  orrni  ng    welds    on    tank    nonles    t<   failure    to    foil 

tl/I    procedures. 

NEISLER.  J.  H,  ,     KdNKLIN,  J.  E.        Division    of   Project    t>    Resident 

Programs.         02/10/27.       6pp.        16O43:  129.       24X   Fl 

0211120457. 


50-403,02/10/27. 


8511030113   Confirms    B21037    transmittal     of    listed    documents 
be    used     in    upcoming     integrated    design    insp    of   auiiliartj 
feeduater    si^s.  Propr  i  etary    liatings   of    design   contractors 
off-project    technical    audits    uiithheld     (ref    10CFR3.  790). 
SEIHEN.  S,J.         Standardiied    Nuclear   Unit   Power    Plant    Syste 
ALLISON,  D*.        Division    of    Engineering    Si   Qualitij   Assurance. 
15911:361.        24X   Fie  ho:  50-403.02/10/29.8211030113. 


32/10/29. 
2pp. 


0211160113    Forwards    draft    input    to    SALP    for   Oct    1981-dct    1902.  Revieu   L 
comments    requested.  Comments    received    bu.   B211O4  mill    be 
considered    in    final    rept. 

EDISON.  0.  E.        Licensing    Branch     I.        02/11/02.        EISENHUT,  D.  Q.        Division 
of    Licensing.       MATTSOM,  R.       Division   of  Systems    Integration    (past 
S11005),        VdLLMER.R.  It.        Division    of    Engineering.        3pp.        16102:315, 
24X   Fiche:  SO-403.  32/1  1/02,  331  1  1  601  13. 


'J    IE    Info   Nuiii.e   B2»3Bi     "Chnnfle    In   Format   «.  Distribution  Sys 
for    IFi    [lul  lot  ine<  Circulars    (.    Info    NotlcES,   "    SVC     lint    encl. 
DEVOl-'NOiR    C          Director's    (Iffice,     Office    of     Inspaction    and 
Enforcement.        82/07/^2  Consolidated    Edison    Co.     of    Neu    York,     Inc. 

UOpp  1601H    021.        fMX    Fiche.  30-000-  £12/09/22, 820B1?0223. 


021109031A   Ack    receipt    of   831015    I  tr    informing   NRC    of    steps   taken    to 
correct    violations,   noted    in    IE    Insp    fiept  50-403/83-10. 
6PESSARD,  «.  L.       Division   of    Project   t   Resident  Programs.       B2/11/03. 
SCHNELL.  D,  F.        Union    Electric    Co.        lp.        16006:090.        24X 
Fiche:  SO-483.  B2/1 1  /Q3.  B21 1O9031  6. 


20OIVO332    IE    Info   Notiue   S2--10.     "Deficiencies    in    Primary    Containment 
Electrical    Penotrati  cm    Assemblies    "    Svc    list    encl. 

JOIIDAN>  E    L         Division    of    Engineering    t    Quality    Assurance.        62/09/23, 
Contolnfflled    Bdisiin    Co       of   New    York,     Inc.         llHpp.        15930:019.        L'flX 
Ficho:  50-000. 82/09/33,  8300190233 


— B21I090318   Responds    to    NSC    B20916    Itr    re   violations    noted    in     IE    Insp 
Rept   3O-4B3/B2-10.  Corrac  tive    actions;  nonconformance  repts 
ulll    fie    prepared    for    500   MCM    modules    u/potting    compound 
cracks    &    id  i  spoil  tioned    use-as-is   u/eiistlng    procedures. 
SCHNELL,  D.  F.        Union   Electric     Co.        S3/10/I5.       SPE3SARD,  R.  L. 


Ei2031rJ0339    IE    Info   Notice   6H-41,     "Failure   of    Safety/Relief   Valves    to 
Crpen    at    BUR.  "    Bvc     list    one  I. 

JORDAN,  E.  I.         Division    Of    Engineering    (•    Quality,    Assurance.        OS/10/2H. 
Carnolidated   Gdiaan   Co.     of  Noui   York,     Inc.        UOpp.       15960:153.       21X 
Fiefie:  SO-OOO,  Q2/ 10/22.  0300190239. 

OS11010127   Ack    receipt    of   021018    Hr    informing   NRC   of    steps    taken   to 
correct   violations    noted    in    IE    Insp    fleet   30-403/83-09. 
MGRELIUS.C.  E.       Division    of   Enginuering    fc  Technieal    Programs. 
aa/JO/26.        SCHNELL.  D,  F.        Union    Electric    Co.         lp.         1SB6.8:031.        34X 
Fa  che:  SO--4G3.  S2/10/26.B2I  1010127. 

— B31101Q140  Responds    to   NRC  B30917    Itr    ro  violations   noted    in    IE   Insp 
Rejifr    50-rt8S/Q2-09.  Corrective    ac tions:  trai ning    session    held 
stressing    accurate    documental i on, s td    format    developed    for 
consistency    t   cases    incorporated    in    as-built   drawings. 
BCHNELL.D.F.       Union   Electric    Co.       83/10/13.       NORELIUB,  C.  E. 
Division   of    Engineering    &  Technical    Programs.       4pp.       13066:032. 
2-1X    Fiche,  50-483.03/10/26,0211010127. 


Foriuarifs    IE    Insp    Rent    50-483/02-11    on  S20913-17.  No 
noncoiiip  1  iance    noted, 
LITTLE.  II.  S.       Division   of   Engineering    d  T»ehnic«l   Program*.      63/10/87. 

6CHMELL.D.F.       Union   Electric    Co.       2pp.       16042:251.       24X 
FicJie.  50-483,  82/10/37.  B21 1 120242. 
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92,12*0363   Part    21    rept    re    malfunction    of    sa f Btu-P.l, ted    nuclear    valve, 
preventing    tight    shutoff    of    valve. Plug    0-10OO1-2B5-7B1 
""  '  '    t-    replaced    tij    821124. 

rt        McGratu-Edison    Co.        82/10/2B.  Region     1,     Office     of 

:tor.        Ip.        16321:006.        24)!    Fiche    50-433,  B2/1  O/EB.  821  129O363. 


jit,,-    „=         j          net-iciencY     rept    re    centrifugal    charging    pump    operation 
arier    secondary    side    high    energy    line    ruptu  r-e.  In  i  tia  1  lu 
reported    on    BOOSOB.  Stud  ies     indicate    change     in    charging    BUS 
necessary    to    satisfy    requ  iremants. 

PETRICK,fJ.A         Standard! led    Nuclear   Unit   Power   Plant    Sustpm 
83/10/29.       KEPPLER.J.G.        Region    3,     Office    Df    Director         COLLINS,  J   T 
Region    4,     Office    of    Director.         3pp.        15953-   13S         24X  "     ' 

Fiche.  50-000,  02/10/29,3211060261. 

6211110340    Interim   deficiency    rept    re   PCS   luld.-ranst     PresHure 
transmitter    error    in    post-ate i dent    environ    e.caeding    SAR 
ll,nit.  Initial  ly    reported    on   B2O109.  West  ingh  ouse    revietu 
continuing   Final    rept    eipectcd     by   Feb     1933. 

SCHMELL.P.F.        Union   Electric    Co.       82/11/02.         KEPPLEFt,  J.  O.        Reqion   3, 
Office    of    Director.        Ip.         [6037:2-16.       24X    Fi  che:  5O-4S3,  92/1 1/O2. 


DOCKET   STN-50-1B6   CALLrtWAY    PLANT,     UNIT    2 


(,    correspondence 


B51I0104S3    Notlf leati 


of    contract   eiecut ion  : 


Ice    Forces,"    awarded    to    US    Army    Corps  "of"  En  9  i  n'eer  •  "^    "'    Callaluay 
LITTLE,  (1.        Purchasing    Section.        FIIJ   0-8618 
WESCOTr,f)         Division    of    Engineering          Ip 
Fiche    50—183,  83/09/30,82,1010453 


82/09/30.        VOLLrlElbfi.  H 
15902    117         24X 


-82nO,0460   ";    Contact    NRC-03-B2-IS9       "Rev.e.    of    Call^v 

aijarded    '-"    us    Ar"i"    Corps    of    Engineers. 
n         J^1^0""*    Contract.         FIN    H-B61B         02/09/31 

"  '"-' 


UH5    ]c, 


Operator    Examinations 


fl3ll2404«   Mot.fication    of    881129    n..t>ng    u/util.     in    Bethesd 
discuss    pipe    snjODBr    Tach    Specs  ->*<.nesaa, 

EDISON.CE.,     HOPKINS,  J.  U.        Licensing    Brantf,     1         B2/  1  1  /  !  s 

J'        '-'""••"ll    Dr«eh    I9       4pD.  *230    065         24X 

,  B2/1  1  /IS,  B21  1  240442. 


EISENHUT,D.G         Division    of    Licensing         B2/  10/13.  Consolidated 

Edison   Co      of    NK1U   York.     Inc          15pp.        16002    334         2qv 
Fichu:  50-000,  B3/10/12,  B2I01  3001  9. 


DOCKET   SrpJ-50-4B5   STERLING   PQKEK    NUCLEAR   PROJECT,     UH1T     1 
0      InspetUon    reports,     IE   Dullotina   j,   correspondence 

BMSJ90MO    IE    Info   Not.ce    B3-37,      "CracHng     in    Uppor    Shell     tD 
PW    "la«ni»r.nirh    Weld    °f    «"-"''"'••""••*    OparaUng 


JOHIMH,E        Di 


OHIMH,E  Division  of  Engineering  &  duality  Ani.T*ficB.  93/09/16 
!  !  i«"*'d  Et"£on  Co  of  N™  Vork.  Inc.  103PP  1SWO-001  ?4X 
l  che:  50-000.  Q2/09/  16,8300190220.  i^-rju,  uui.  «.4K 


a20ai?022;2    IE    Info    Notice   B3-3rt, 


on  i^3"'n   ^    EnB'n-«'-lng    S-   Ou.lltg   A» 

!      S      ^tCd    EdlS°n   Co'     «f    N^   York,     Inc.        Q&pp 
che:  30-000,  BS/09/ai,  a20Ql<J0239. 


iion    !,     "Welds    in    Main   Control 


i 

icho:  50-000.  B2/0?/l  7,  Q20G1  TO232.  tooi-a.  luo.         ,.-)X 

8203190339  IE  Info  Notico  02-39.  "Bvt  Degradation  of  Thick  Wall 
St.in  ...  Bt..]  Recirculatinn  Sy6  Piping  at  DWFI  p[ont  ,"  M"M 
favc  list  end  . 


G2/09/21 

-  09Q    a4X 
.  uva.   «.<ix 


aa/10/W 

i™  si 


STN-50-4QB   PERKINS   NUCLEAR    STATION,     UNIT    1 
'!*!"1!'!!!:!*:^!^!!:    5tfl         docllm  =  nt9    *    correspondence 


rect 


flai02MOH9   O.n.ru    Ltr    52-20    to    all 

££p         ?    V""1'""*1     f°r    CP    re    9ui  "          ptm-nin 

5RP    rule.  Forwards    NUREQ-0906   NUREO    to    be    u,,t    „     inUrm 

moasure    until     R,g    Quide    I     70   revised    Svc    list    untl 

EISENri'JT,  D.  S         D1vision    of    Licensing          B2/  1  0/26  Consol,ddled 

Edison    Co.     of    Neo,    York,      tnc         9pp          15993-295         njv  "'  '  **  ied 

Ficrte:  50-000,  82/10/26,  82102600SB 

-._!!l-!!*!il..™!dieal1     ener9eni:y    *•    *"•*    protection    plans 

B21004006fl   O.n.ru    Ltr    B2-  L  7    to    all    p0^er    reacts     licence,   t, 
appMcant,    &    holders    of    CPs    re     inconsistency    between 
r*quirtm.nti    of    1OCFRSO.  54(  t)    t,    STS    for    perfor-nino    aud.ts    of 
emergencij    preparedness    p  rograms.  Svc     list    end 

EI5ENHUT.  D.  Q.        Division    of    Licans.ng.        82/10/01  Consolidated 

Edison    Co      of    Htm    York,     Inc.        1  Ipp          16002:288.        a4x 
Fiche.  50-000,  83/10/01,9210040068. 


Tech    Spec 


fire    protection    audits 


elnt  - 

elements    to    be    included    in    audit.  Svc     list    encl 

EISCNMUT.  D   G.        Di  vi  s  ion    a  *•   I  i  r  Bn=  i  nn 
fLlCS 


n 
Fiche:  30-000, 


.  Q21  007001  9. 


8210590103   Generic    Ltr    02-23    to    ,11     l.censees     &   applicant,    re 
inconsistency     betuinen    roquirements    of     10CFR73.  40(g  )    b   STS 

or   p.rrorm    ng    audits    of    safeouarrfs    contingency    plans 
(security    plan).  Svc     list    encl  ^ 

Ed?s'DTcnD'  n*    WDiVvS'r    ?'    U""l"B         02/10/30.  Consolidated 

trtison    Cp.     of    NBUJ    York,     Inc.        Qpp          13993   319         34* 
Ficha:  50-000,  83/10/30,8310390108. 

O.     Inspection    reports,     IE    Bulletins   (-   correspondence 
6303190330    IE    Info    Notice   B2-37.     "CracV.na    in    Upper    Bh.ll     to 

'*"1  Wild  Df  stoam  °"»--»-"t  OP.«,iS 


Fiche:  50-000,  02/09/16.0308190320 


ConHr 

Consolidatod    Edison   Co.     ofNeuVort, 

Fi  Che;  50-000,  62/09/17,  8208190223. 


ty    rtssuranc,.       B2/09/17. 
IQ7pp          15B95IH5        '-4* 


«a«.t, 
Stainless   strel    Rec  ircu 

bvc    list    enc  1  . 

J°€on«flrf^  ?i^!1Dn  ^  En!'"»"1"'B 
T,  ?  Si  1^  d  Edison  Co  "f  "em  Voi1 
Fi  cher  30-000,  Q2/09/S1,  S2081?0229. 


on   Sgs   Piping    at    DWR   Plant 


Quality    Assurance.      82/09/31. 
l«c.        06pp.        lfi017'09B         21X 


u.-        r  <  orm'  .rib-lon     «5 

for    IE  Bulletins.  Circular   i   Info  Notices    "    Svc    list    .nrl 
DEYOUNO.fl.C,        Director's    Dfn,.,     0»fU.">     In^pe^       on    and' 

C":3n,-   «f°9/^v   t      Consolidated   Edison  Co.     Of  N"»  York,     !nc 

16019:021.        24X   F  ieh*:  SO-000,  83/09/22.  B208I90223. 


DOCKETED  ITEMS 


427 


B20Q19023S   IE    Into   Notice   02-40,     "Deficiencies    in  Primary    Containment 
Electrical   Penetration   Assemblies.  "   Svc    list   encl. 


JQRDAN,E.L.       Division    of    Engineering    4  Qua  I  i  ty   Assuranc  e 

Consolidated    Edison   Co.     of   Neu   York,      Inc 
Piths:  50-000,  B2/09/32,  B20B190232. 


H2/09/22. 
15930:019.       24X 


BSOai9Q339    IE    Info    Notice    02-11,      "Failure    of    Safety/Rel  ief    Valves     to 
Open  at    BUR,"    Svc    list    end, 
JDRDAN.E.L.       Division   of    Engineering    4  Qualitg   Assurance        B3/1O/22 

Consolidated    Ediaon    Co.     of   Neui   Vorl,     Inc.        HOpp          15940    193          MX 
Fichu:  50-000,  03/10/32,  0203190239.  ' 

B208190248    IE    Info    Notice    02-43,      "Def  ic  i  en.=  i  e  s    in    LWIi    Air    Filtration/ 
Vontilfltion  Sys.  "    Bvc    list    encl. 
JORDAN.  E.  L.       Division    of    Engineering    S.   Quality    rtBmurance        82/11/16 

Consolidated    Edison    Co.     of   Netu    Vorlc,     Inc.        lllpp..         Ifil71'333         i>4X 
FichB;  50-000,  02/1  1  /li,  020H1TO21S, 

•B30B1902S3    IE    Info   Notice   BS-43,     "PWK   Lou  Temp    Overpressure 
Protection,"    Svc    list    end. 

JORDAfJ,E.L,       Division   of   Engineering    8.  Quality   Assurance,      02/11/19 
Consolidated    Edison   Co.     of   New  York,     Inc,       93pp         14232295        24V 
Fiche;  50-000,  03/11/19,  B30Q1902S3. 

W-      Operator  Examinations 


eai0130019  Generic    Utr   82-10    to    all    power   reactor    applicants  S. 
licensee*   re    reactor    operator   t-    senior    roac  tor    operator 
mollification    eiams.  Advises    that   exams    begin   at    facility 
after   031001.  Svc    list   encl,  * 

eiSENHUT,  D.  0.       Division    of   Licensing.       B3/10/I3,  Consul  Ida  tcU 

Edison  Co.     of    NBUI   Yard,     Inc.       ISpp,        16003:234        24X 
FUho:  50-000,  32/10/12,8210130019. 


DOCKET   5TN-50-4B?   PERKINS   NUCLEAR    STATION,     UNIT   2 
^__APpH"tIon/constructIon    stage    documenti    t.    correspondence 

eai02600aB  Generic    Ltr    B2-20   to    all    power   reactor    licensees, perm! t 
holders   t-  applicants    for    CP  re    guidance    for    imp  1  orienting 
SRP  rule.  Foruavds   NUREQ-0906.  NUREO   to    be    lined   as    interim 
measure   until    RBg    Guide    1.70  revised.  Svc    list   encl 
EISENHUT,  D.  0.       Division    of   Licensing.       B2/1Q/36,  Consolidated 

Edison   Co.     of   New  York,     Inc.       9pp,       15993:299        21X 
Fiche:  SO-000,  B2/10/36.  831O3600BG. 

F-   ^Security,    medical,     emergency   t.    fire    protection    plans 

9StO0400iB  Oeneric    Ltr   82-17    to   all    pouer   reactor    licensees  t, 
applicants  6   holders    of   CPs    re    (neons  i  stone  y    butuieon 
requirement*    of    10CFH50.  54< t )    t-    9TS   for   performing    audits   of 
emergency    preparedness    programs. Svc    list    encl. 

ETIEENHUr,  D,  0.       Division   of  (.iteming.       B3/10/OI.  Consul  IdatEO- 

EctiiDn  Co.     of    Neu   York,     Inc.       llpp.        1A002   388        24X 
f^iche;  50-000.  82/10/01,0210040063. 

9210070019  Oeneric    Ltr   B2-21    to   all    licensees    t,  applicants    pf    nuc 1 enr 
pouier   reactors   re    Tach   Specs    for    fire    protection   audits. 

Forwards    guidance    discussing   general    stope    6   describing 
oiament*    to   be    included    in   audit. Svc    list    end 

eiSENHUT,D.O.       Division    of   Licensing,       82/10/06,  Consolidated 

Ediion  Co.     of    Neu   York,     Inc.       19pp.       15793:338.       S4X 

F  f  Che:  SO-000,  92/10/06,  Q31 00700 19. 

eai029010B  O.neric    Ltr   82-33   to   all    licensee*    &  applicants    re 
inconsistency    betlueen   requirement*    of    IOCFR73.  40(g  t    b   STS 
for  performing   audits    of    safeguards    contingency    plans 
(security    plan).  Svc    list    encl. 

E!  ISENHUT.  D,  0.       Division   of  Licensing.       82/10/30.  Consolidated 

Edison   Co.     of    NBUI   Yorkr     Inc.       app.       13993-319        34X 
n  che:  30-000,  B2/10/30,  S21027010B. 

y.         Inspection   reports,     IE  Bulletins   d  correspondence 

320S190220  IE  Info  Notice  82-37,  "Cracking  in  Upp.r  Shell  to 
Transition  Cone  Oirth  Held  of  Steam  Generator  at  Operating 
PUR.  "  Svc  list  encl. 

JORDAN.E.       Division    of  Engineering   &   au*l£tu   A»*uranc«.       BS/09/lt, 
Ccjniolldflted    Edison   Co.     of  Neu    York,     Inc.        103pp.       1S930'001         B-IX 
F  t  the;  30-000,  82/09/16,  B20B190220. 

OOBI902BB   IE   Info  Notice   B2-3fl,  Revision    1,     "Walds    in   Main   Control 
f*«n»ls.       Svc    list    encl. 
JdRuAN.E.L.       Division    of   Engineering    i   Quality   As«ur«nc«.      03/09/17. 


6200190229    IE    Info    Notics    92-39,      "Svc    Degradation    of    Thick    Wall 
Stainless   Steel     Roc i rcu 1  a e  Ion    Bus    Piping    at    BUR    Plant    « 
Svc    list    encl  . 
JORDAN,  EL.         Diviaion    of    Engineering    fc   Oufl  i  i  tq    Assurance. 

tonBOliddtacl    Edison    Co       of    New    Vorl,      Inc.         Bfipp          16017   O-Jfl          P1X 
Fi  che:  50-000,  B2/O9/31 ,  02OB19O239.  i«iui/.uva.         ,-1X 

3208170223    IE     Info    Nattc.    32-3B,      "Chflnge     in    Forraat    &    Di str i tut  1  on    t^s 
for     IE    Hulletrins,  Circulars    i    Info    Notices."     Svc     list    one  1 
OEYOUNO.R.C.        Diroctor',     Office:      Office    of     Tnepection    and 
Enforcement.         B2/O9/33  Con!  o  J  i  dat  ed    Edispn    Co.      of    New    York,      l,,r 

HOpp.         160  IB.  031.        SIX    Fiche:  SO-O'OO.  S3/09/  22.  0208190223. 

B20B190232    IE     Info    Notice    BZ-40.      "De f i c i enc iC s    in    Prin3rU    Containment 
Electrical    Penetration    A* 9 emb 1 1 es.  "    Svc     list    ent 1 
jnnDAW,  E.  L.         Diviaion    of     Engineering    ft    Quality    Assurance 

Consolidated    Ediaon    Co.      ofNetuVork.      fnc  llSpp.         15<33Q:  Q1V. 

FicJiB    50-000.  83/09/22,  B20at-?O333. 


illure    of     Safoty/RElief    Valvna     to 


3208190239    IE     Info    Notice    62-41. 
Open    at    HWR.   "     Svc     list    encl. 
JODDAM.E.L.         Dtviaioii    of    Engineering    6    Quality    Assurance          H3/10/L'L' 

Consolidated    Edison    Co.      of   New    York,      Inc  HOpp.         159fiO'lSa         L'4!C 

Flche:  50-000,  92/10/22,  3203190339. 


620B19034Q    IE    Info    Wotice    82-43,      "DB  f  i  c  lenc  IC  s     In    LWFJ    rtir    Filtration/ 
Ventilation    Sys.   "    Svc     list    encl. 
JORDAN,  E.  L.         Division    af    Engineering     t,    Gvalitij    flsiurance 

Consnl  [dated    Ediion    -Co       of   Neui    York,      Inc 
Fiche:  90-000,  G2/1  1  /!&.  820B1  90243. 


Hipp 


93/11/1A. 
1A17I.  233.        ;.MV 


"PUR    Low   Temp    Overpressure 


B20B190253    IE    Info    Notice    35- 
Protec t ion.   "     Bvc     list    encl 
JORDAN,  E.L.         Division    of    Engineering     i,    fluality    rtaturance         BS/ll/lt 
Consolidated    Edison    Co       of    Netr    York,      [j)c.         ?3pp          I62J2' 393          2M 
Fiche:  50-000,  B2/I  1/19,  6208 190253. 


Op  orator    Eopilnations 


9210130019   Gener.c    Ltr    H2- I B    to    all     poucr    reactor    applicants    & 
licensees    re     reactor    operator    S.     senior    reactor    operator 
fetiual  if  icatt  on    eiams.  Ad  vi  BBS     that    piams    begin    at     facility 
after    6210Ql.Svc     list    encl. 

EISEMHUr, D.  0.         Division    of    Licensing          82/10/13,  Consolidated 

Etfison    Co.     of    New   York,     Inc.        15pp.        16002    334        24X 
Ficrte:  SO-000:  Q3/1O/I3,  B3IO130019. 


DOCHET    STW-SO-490    PEIIKINB    NUCLEAR    STATION,     UNIT   3 

A.     Applieation/conitruc tion     stage    documents    fc     cor respondent e 

82102faG08B  Gen&rit    Ltr    83-20    to    all    pouer   reactor    1 Ic ensees,  PCT mi  I 
holders    «,  applicants    for    CP   re    guidance    for     implementing 
SRP    rule.  Forwards    NUilEffl-O90ft.  HJREO    to    ba   used    as    interim 
measure     until     R«g    Ouirfa     1 .  70   r»vi spd. Swc    list    oncl 

E1SENHUT,  D.  Q.         Division    of    Licensing-        82/10/36,  Conso  lida  tL-d 

Edison    Co,     of     Neu    Vork,      Inc          7pp.         1 5793-  S93         34X 
Flche:  5O-OOO,  S2/IO/2A,  E321O2i009B. 

F.     Senurltq.    medical,     emeru  encij    d    fire    (irotatfcion    alam 

S21004006B   CenerU    Ltr    32-17    to    all    power    reactor    licensees    h 
applicants  i    holrfera    of    CPs    re    incc-na  1  s  tenc  <i    betiueen 
reiulremant'S    of    10CFH50,  54(  tJ    4   5TS    for    porForming    aud  i  ta    op 
emergoncy   pro  par  edne-a  9    programs. Svc     list   and. 

EISENHUT, D.  0.        Division    of   Licensing.        B2/IO/01.  Conio 1 i da  tod 

Ediaon   Co,    of    Neu    York,     Inc.        llpp.        Ii002- 2BB        24X 
Fiche; 50-000,  B2/10/01,  821O040O6S. 

8210070019   Generic   Ltr    62-21    to   all     licensees    *  applicantD    of    nuclei 
power    reacton    re    Tacfi    Specs    for    fire    protection    audits. 
ForuiarilB    guidance    discussing    general  -scope    &   dosci-iolng 
elements    to    be    included    in    audj t.  Eve     list    encl. 

EI8EHHUT,  D.  S.       DJvi«io-n    of    Licensing.        82/IO/06.  ConsoJ  i  ifa  tod 

Edison    Co,     of    Weu    Vork,     Inc.       I9pp.        13973   339        24X 
Fiche:  50-OOO,  92/10/Oe,,  0210070OI  9. 

8310890106   Generic    Ltr    BB-23    to   all     license-es    &   applicants   re 
inconsistency    tntLiean   requirements    of    1OCFR73.  40<g )    6   8TS 
for    perfornino    audits    of    safeguards    contingency    plans 
(security   pEanl.Svc    list    encl. 

ElBENHUf,  D.  G,        Diviaion    of    Licensing.       Ba/IO/30.  Consolidated 

Edison    Co.     of    Naui  Yor-l,     Ini.       Bpp,        13993'317        EflX 
Ficher  SO-000,  B2/1O/3O,  S2IQS9010S. 
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DOCKETED  ITEMS 


;,M,rciisi    rwtirt*-     IE   Dullftinj   1   t orresp ondence 


J-34.Revition    1.     "Helds    in   Hain   Control 


s-irV*    50-000.  £3/09/17.8200150222 

-•-, I  =50^:*    IE    Info    Moliti    32-39,     "Svc    Degradation    of    Thick   Wall 
"smnl.i.    3tt*I    fiectrculation   Sys   Piping    at    BWR   Plant. 

7-=rJ-'/F   I*""    Division   of    Enaineenna    (,   Quality   Assurance. 

r^ua.t.5    EdM^   C=      „!   M.«   York.     Inc         B6pp.        14017:098         24X 

rif-t     50-000.  63/09/31,8300190239 

-•-gi'Sijrja    IE    Info   Notice   82-38.     "Change    in   Format   (.   Distribution   Sys 
"t'of    IE    Gjllet  ins,  Circulars    1    Info   Notices    "    Svc    list    encl. 
C£iC<"J3   *    C         Director'!    Office,     Office   of     Inspection   and 
fln.'ortt-ent         62/09/22  Cons o! l dat ed   Ed l son   Co.     of   Neu   York.     Inc 

110-p          itOie    021         24*   Fiche.  50-000.83/09/23.9209190223. 

"~EIi023e!    IE    Info   Notice    B2-4Q,     "Deficiencies    in   Primary    Containment 
eieel'li:*!    Penetration   rtisettli !  i  Si    "    Svc    list    encl. 

:•'<=!>•'  E  L  Division  of  Engineerins  h  Quality  Assurance.  B2/09/22. 
1  "cciicli^atea  Eflnon  Co  of  fJeu  York,  Inc.  112pp.  13930:019.  StX 
CjcH  50-000,  62/09/22,  B2GQ1W232 

:.:ul:F033'    IE    Info   Notice    B3-41,     "Failure   of    Safe  ty/Rel  iaf   Valves    to 
ilair.    at    3WR    '     S-c    list    encl 
iCHCAr:.E   L         Division   of    Engineenns    'j   Quality   Assurance.       Q2/10/22 

Ccinsoliflatea    Edunn   Co      of   fJeu   Yorl.     Inc.        110pp.        19960:153.        24X 
^icht    50-000,  B2/ 10/22,  82Q8190239 

;:5l^OS40    IE    Info   Notice   8S-43,     "Deficiencies    in   LWR   Air   Filtration/ 
,'entilatign   S-ji    "    Svc    list    end. 

.•LPGA".  F:    L         Dumon    of    Engineering    4   Quality   Assurance.       83/11/16. 
Co-nclidated    Ednon   Co      of   Neu   York,     tnc.        lllpp.        16171.233.        34K 
! 

^C31ii3i5j    IE    Info   Notice   02-45,     "PWR   Lou   Temp    Overpressure 

JORDAN.  E   L         Division    of    Engineering    t,   Quality   Assurance.       B2/11/19. 
Consalidated    Edisan   Co      of   Neu   York,     Inc         93pp         16232:293.       2<JX 
Fi:h«    50-000.62/11/19,6209190233 

Gperd?cr   Eianinations 

110130019   Generic    Ltr    B2-18   to    all    power   reactor   applicants   t. 
licensiei    ri    reaclor    operator   t    senior    reactor    operator 
rerjual  if  icat  i  on    eians   Advises    tftat   eiams   begin   at    facility 
j-ter    B21001    Svc    list    sncl 

EISEr'N'jr,  D   G         Division    of   Licensing        S2/10/12.  Consolidated 

Edison    Co      of    tliu   York.     Inc.        15pp         16002:334        24X 
FltKj    50-000,62/10/12.8210130019 

:>ET   STN-50-471    CHEROKEE   NUCLEAR   STATION,    UNIT   1 

Appl.cat.on/tonstruclion    ,ta,e    documents   (,    correspondence 


8210070019   Generic    Ltr    02-21     to    all     litonsaos     &    applicant!    of    nurlur 
power   reactors    re    Teed    Specs    For    fire    protection   audit.. 
Forwards   guidancn    discussing    general    ccopn    &    rfoscTlolno. 
elements    to    6e    included     in    audit.  Bvc     list    oncl. 

FISEWHUT,  D   0         Division    of    Licenoing          Q2V1O/0A,  Con.ol  lij*  I*  if 

Erfison    Co    'of    Neu    York,      Inc.        1<?|>|>.         ISVTOiMB.        34X 
Fiche:  50-000,  B2/1O/06,  821  007001  9. 

9210590109  Generic   Ltr    02-23    to   all     llcoitBoes    ft    applieanti    r* 
inconsistency     between    poq  uiromBiits    of     10CFfl7:j.  10<  g  )    tBTti 
for   perforning    audits    of    safeguards    c  nnting  one  u    plan* 
(security   plan).  Svc    list    end. 

EiaENKUT,  D.  0.       Division    of   (_i  c  DII»  inn         B3/1O/30  Caniol  Ida  t»  d 

Edison   Co.     of    Neiu    Vorh,     Inc.        Qpp.         IW!3\31'>.        21  X 
Fiche:  50-000,  B2/1O/30,  821  027010i3. 

0.     Inspection   reports.     IE   Hullotina    ti    c  orroop  onif  once 

B208170230  IE  Info  Notice  02-37.  "Cracking  in  Uppor  tlhnll  to 
Transition  Cone  Girth  Wa  1  d  up  Btonm  ttonorntor  at  Oferatlnj 
PIJH.  "  Bvc  list  en  el. 

JOnDAM.E.        Division    of    En  g  inner  log    t,    Gualitij    rtiauraiie*.        Cia/QV/IA 
Consolidatoil    Edison   Co.     11  f    Ncu   Vitrk,     Inc.        tOSpn.        15930:001.       ir4* 
Fiche    30-000,  32/09/16,  B20fllTOS20 

6200190323    IE    Info    Notice    02-34,  Rovlnioii     1,     "Woldu    III   Miiln    Conlrol 
Panels.  "    Svc    list    one  1, 

JORDAN,  E.  L.        Division    nP    Eng  I  noor  ina    <•    Uuulitij    f\*«UTJince         Oi/0'lfl  i 

Consolidated    Edlann    Co.      of   New    York,      Inc.          lO7(ip,        13Q'«    UJ5         :<li 

Fiche:  50-000,  B2/09/  17, 


209190329    IE    I  nf  n  Notice    02-39,     "Hvc    Dugmila  tioo    oP   Thick 
Stainless    Steel    Roc  ircula  ti  nil    Elija    Piping    at    S\HH    Plant.  " 
Svc    list    enc  1  , 
JORDAN,  E.L,       Division    n(    f.'itg  i  river  hig    &   (hi^litij    As.uranc*. 

Consolidated    Ediaon    Cn.      uf   Now    York,      Inc.        (Mifip.         tbOt't  •  OflO 
Fiche:  50-000,  03/09/31. 


0309190223    IE    InPo   Notice    0:;-n£),     "Change     In    F'  or  ma  I    t,   1)1  1  1  1-  tMit  J  on 
for    IE   Dullot  ins.  Circulars    t    InPo    Niitlcoo,  "    five     I  Lai    OIK  L 
DEVOUNO.H   C.       Dlruclnr's    (IfPicc,     Off1  Us   of    Inspuction    »nJ 
Enforcement        B3/Qf/£3.  Conn  n  1  1  dot  oil  j^lduii   Co.     of  tltu  Vcrfc. 

110pp.        16010:021.        SflX    Fitlie:  SO--000,  fia/OV/fia.  HifOIJimU'JI 

8308190232    IE    InPo  Notlco    tiil-W,     "Do  F  1  c  1  eric  I  D  <     ]n    I'HmnTg    CoMsliMl 
Electricnl    Penutriitl  an   AaaDmbliiiB,"    live    Hut    enc  1 
JOBIMNi  E.  L,        Division    (if    Eng  i  no  BT'  Ing    '.    Ou<il  I  ty    A»»urn(ir* 

Consolidated   Edition   Co.     of  Nuu    Vnrk,     Ini;.        1  li'pp,       1J'/:)0:OIV 
Ficlie:  90-000 


030619033?    IE    Info  NntUa   OK--11,     "Tallum   gf    flaf  etij  /Nell**   Vtlvti    (s 
Open  at   fltffl."    Bvc    lint    one  I. 

JQRDANiE,  L.      Dlvioioh   of   Knglnoer  I  rig   '/  Ounlltu  Agg,urancc.      Di/IU/*V 
Consolidated   Edison   Co,     of  HDD    York.     Int.        1  Iflpn         19'JAO'lJl^       H  l 
Flcho    50-000,  0a/IO/2Si  0301)1  9oa:iV, 

620B19034G    IE    InPo   Notiio    ni!-43,     "Oaf  tc  l«ncl»  t     Ifi    1.UF1   AJr    Fj1tr«lU-J 
Ventilation   Sijs.  "    Elvi:    Hut    one  I  , 

JQFIDAN.F.L.       Division   oP    |-ng  I  rieur  Ing    t,   Ounl  ily   Anurjint..      (Ill  '  1  1  /  1  b 
Consoliilated   Ellison  Co,     nf  Noiu    Vork,     Inc,        lllpp,       Ibl'fl'.'SS'.l       ;'*i 
Fiche:  50-000,  02/1  1  /It, 


8208190253    IE    Info  Notice   OD-W,     "PUFI    Lou  Tump    OvHrnre»»uT« 
Protection."    Bvc    Hat    sncl. 
JQFlDiMJ.E.  L.       Divlaloii   of    Kng  I  nwar  iiifl    f,   duality    At»ur«nc*, 

Consolidated   Edison   Co.     of  Noui    rork.     Inc.        vVJop.       Ifta33  37(1 
Flcho:50-000 


rf.CenerlC   LIr  !a"a?0to  aU   PDW"  rEact01-    licensees,  permit 
»  ,    V"1'""**    f°r    CP   re    9"iljfl''"   for     Implementins 

SflP   rUle    Foruari,   NURE<!-090fi  NUflEO   to    he   used   as    interim 
rfwi'.IiVft'i1    ""   GU""!    '    7<>rtvlH*.ave    list    end. 


E         on    Co      of 
tun  on    to      of 


FICM.  SO-000.  SB/10/24,,  8210260098 


nc         <!pp         13993:295        24X 


" 


d"a1'     e/"r9"<:v   *-    f-re   protection   plan. 


EtSENH 
Edi ton 
Ficnt 


tB   Gin* 
ants   4 
enenlt 
ntv   pr* 
UT,  0   C 

Co      of 
50-000. 


holders    of   CP»   re    Inconsistency    bel 
of    1QCFR30.  54(  tl    &   STS    for   aerfnrm 
{laredneu    programs. Svc    list   end. 
Division   of   Licensing.       82/10/01 

a^oT.'bXoir     IMW-a8-' 


24X 


of 
Contolldated 


V.    Operator 


B310130019  Generic    Ltr    03- IB    to   all    poutr   rtmctor    uppl leanli 
HcenjBBs    re    reactor    operator    &    »onlor    reactor    operator 
r*q,ualiflcatlon   ajiams.  Advi »n    that    oiflrtii   bigln    at    faellltu 
aftsr   BB1001,  Bve    list    onU. 

EISEfJHUT.  D.  0.      Division  of  Lle*n»ino.      oa/10/ia.          CaniDli 
Edison   Co.     of    Ncui   York.     Int.       15p«,        1600^^234        2*K 
Fich»:  SO-000,  82/1O/12,  021  O13001  9, 


DOCKET  STM-BO-.J93  CHEBO«6E  NUCLErtR    STATION.    UNIT  K 

A.    Appliiation/conitruc  tion    etagi    document*   fc    corrvtpondtnc* 

B210S600aa  0«nerU   Ltr    Q9-2O    tn   all    pouer   realtor    1  ictin««».pl»«H 
holder!    d  applicant!    for    CP  r«    guidance    for    I mplfjn»ntind 
SRP   rule.Foruardt    NUREO-0906  NUREO    to    b»   u*td    01    inttrln 
meaiure   until    Reg    Ouida    1.  70  revised,  Sve    lltfr    oncl 
E1SENHUT.DQ.       Division   of   Llcen«ln0.       S3/10/26.  CentalltiM* 

Edison   Co,     of   New  York,     Inc,       7pp         l  Q973'  293        S4X 
Ficht:  SO-000,  02/10/36,  0210260080. 


DOCKETED  ITEMS 


F'    ~!!"!!!.tg'    ™!^i"1l_e!!!r!'*ne|'    *"    fire    Protection    plans 

8210040060  ft.ii.rle    Ltr   B2-17    to   all    pOUBr   raactOT    licensee,    fc 
applicants   (,    holders    of  CPs    re    (neons  i  stenc  u    betmeen 
requiremants    of    10CFRSO.  SI  C  t )    t,   STS    For   performing    audits    of 
emsrOBncu    pre  parerfneus    programs.  Bvc    list   end, 

E1SENHUT,  D.  C.        Division    of    Licensing,        83/10/01.  Cnnsol  ida  ted 

Ediaon    Co.     of    Netu    York,     Inc.        llpp.         1A002-  23 B         24X 
Fiche:  50-000,  02/10/01,  8210040068 


V.     Operator   Eliminations 


021O130O1*?    Generic    Ltr    32- 1 B    to    all    pouer    reactor    applicant!    !< 
licensee!    re     reactor     operator    !<    •senior    reactor    operator 
requat i f i cat i an    e nans. fldv i ses     that    eiams    beoin    at    facility 
after    B2I001.  Svc     Hat     enc  !  . 

EIBENHUT,  0.  O.         Division    of    Licensing.         B2/1O/12.  Conso  1  iila  tr-d 

Edison    Co       of     Neu    Ynr*.      Inc.         15pp.         16002:231         24X 
Fiche: 3O-OOO, B2/IQ/12, B210130O19. 


8210070019  Qenerlc    Ltr   02-21    to   all    licensee    (,  applicant*    of    nuclear 
power   reactors    re   Tech    Specs    for    fire    protection    aurfits. 
Forwards    guidance   discussing    general    scope    t,    describing 
elements    to   he    included    in    audit.  Svc    list    encl 

EIBENHUT,  D.  G.        Division    of    Licensing.        02/lQ/Ofi.  Consolidated 

Etfisnn   Co,     of    Neui   York,     Inc.        19pp         15993- 33B        SAX 
Fiche:  50-000,  03/10/06,  B210O700I  9. 

B3102901Q0  Generic    Ltr   B2-23    to   all    licensees    t,  applicant!    re 
inconsistency     hetueen    requirements    of     10CFR73.  4O<  g )     &    BTS 
for   performing    audits    of    safeguards    contingency    plani 
(security   plan). Svc    list    end. 

EISENHUT.u.  0.        Division    of    Licensing.        02/10/30.  Consolidated 

Erflion    Co.     of    Neiu    York,     Inc.        Bpp.         13993:31'?,        SIX 
Fiche:  30-000,  83/10/30.  B21O290100. 

Q.     Inspection   repnrts,     IE   Dullotins   t    correspondence 

0300190230  IE  Info  Notice  B2-37,  "Cracking  in  Upper  Shell  to 
Transition  Conn  Girth  Held  of  Steam  Generator  at  Operatjnn 
PUR.  "  Svc  list  encl.  " 

JORDAN.E.        Division    of    Enginoering    t   Quality    Assurance.        93/09/16. 
Consolidated    Edison   Co.     of    Neui    York,      Inc.         lOSpo.         J5930-OOI  24X 

Ficha:  50-000,  82/09 /  16,  S20B1  90220. 


•Welds    in   Main   Control 


B208190222    IE    Info   Notice   92-34.  Rcvis  ion    1, 
Panels.  "   Svc    list    encl, 

JOHDAN,E.L.        Division    of    Engineering    E,    Quality    Assurance,        B2/O9/17, 
Consolidated    Edison   CD.      of    Neu   York.      Inc.         107pp          13073'  1B5          aoX 
Fiche:  50-000,  S2/09/I7,  B20B1'70223. 


DOCKET    STN-5Q-493    CHEROKEE    NUCLEAR    STATION,     UNIT   3 

A.     Application/construction     stag*     dociwnen  ti    &     curi-esparnlence 

6210360038    Generic    Ltr    B2-2O    to    all    pnuer    reactor     1  i  censees  ,  p  e 
holders    «.    applicants     for    CP    rs     auldance     Fur     imp  1  emunt  i  ng 
SRP    rule.Fariu.ards    NUHEG-O9QA.  UUFiEC    to    be    used    35     interim 
measure    until     Rag     Guide     1.70    revimnl.Svc     list    ant  1  . 
E1SENHUT.  D.  0          Division    of    Licerisinij.        fla/lO/2f,.  Cortso  I  I  d 

Edison    Co.     of     New    Vari,      Inc.        9pp          1  5113.  295.        34X 
Fiche:  90-000,  S2/IO/2A.  B2I  O26OOBB. 

F.      Security,     medical,      emergency    ft     fire     protection    plans 


ll    power    ruse  tor     licens 
i  neons  i  a  lane  y    betujee-n 


0210040065   Generic    Ltr    H2-17     to 
appli-canta    fr    ha-lderi    of    CPs    r 

requirements     of     10CFR5O.  541  t  >     6     BTS    f  or    p  or  forming    dud  i  ts     of 
emergency    preparedness    prog  rama  .  Svc     1  i  5  I    encl. 

EISENHUT.D.  G.         Dlvis-ion    of    Licensing.        Ba/tO/01.  Can  so  1  i  d,i  ttnl 

Edison    Co.      of    Neui    Yurk.      Inc.         [1pp.         L60Q2:2GB.        i'^X 
Fiche:  50-COO,  82/iQ/Ol,  6?100"10OciB. 

831029010G   Generic     Ltr    63-23    to    all     licensees    fc    applicants    re 
incona  istencij     between    requi  rBmen  ts    nf     10CFH73.  Wtq  I     t,    STS 
for    performing    audits    of    safeguards    contingency    plans 
(security    plan).  Svc    list    one]  . 

EISENHUT,  D.  O.         Division    a!    Licensing.        02/1O/30  Conso  I  I  if  a  tuiJ 

Edison    Co.      OF    Neiu    Yor-kp      Inc.        Bjip-.         15993    319         L'-IX 
Flch.e:  SO-OCO,  82/10/30,  B21O29O10B. 


3209170329    IE   Info   Notics   B2-39,     "Svc    Degradation    of    Thled   Wall 
Stainless    Steel    Roc  ircula  ti  on.    Bus    Piping    at    BWR    Plant    " 
Svc    list    encl. 

JORDAN,  E.  L,       Division   of    Enginoeririg    &   Quality    Assurance.       B2/O9/21 
Consolidated    Edison  Co.     of    Neu   York,     Inc.       86pp         lt.017   O99         24X 
Fiche:  30-000,  02/09/21 ,  020B19O229. 

6200190223    IE    Info   Notice   02-3e,     "Change    in  Format    b   Distribution    Sus 
for    IE  DullBtins, Circulars    t,    Info  Notices.  "    9vc    H»t    encl 
DEYOUNO.n.C.       Director's    Office,    Office   of     Inspection    and 
Enforcement.       SS/09/22.  Consol  Ida  ted  Edison   Co.     of   Mem    York,      l  i,c 

110pp.        16013:021.        2flX   Fiche  :  SO-OOO,  82/09/22,  63081  90233. 

B200190232   IE   Info   Notice   S3-4O,     "Deficiencies    in   Pvimari,    Containment 
Electrical    Penetration  Assemb  1  i  es.  "    Bvc    list    snc  1 . 

JDRDAN.E.L.       Division   of   Enginsering    (.   duallti;   Assuranca,       BB/O9/3'J. 
Consolidated    Edison  Co.     of  New  York,     Inc.        112pp.        I5930;  019.       a-Jx 
Fiche:  50-000,  B2/09/22,  820B 1 90232, 

0206190339    IE   Info   Notice   02-11.     "Failure   of    Safety/Relief  Valves,    to 
Open   at   BUR."    Svc    list   end, 

JORDAN,  E,  L,       Division   of    EngJneflring    4  Quality    Assurance.       82/10/23. 
Consolidated    Edison  Co.     of   Neu  York,     Inc.        llOitp.        15960:153,       24 X 
Fiche:  50-000,  02/10/22,  020B190239. 

B20B19024B    IE   Info  Notice   B3-43,     "Deficiencies    in   LWR    Air    Filtration/ 
Ventilation  Sgs.  "    Svc    list    encl. 

JORDAN,  E.  L.       Division   of   Engineering    &   Ouajity   Assurance,       B3/1I/14. 
Consolidated    Edison  Co.     of   Neui   York,     Inc.        Hipp.        16171-333         24x 
Fiche;  50-000,  B2/1 1/16.  S20S19Q34B. 

820B190253    IE   Info   Notice   02-45.     "PWR   Loui  Temp    Overpressure 
Prntoc tioti.  "    BVC    list    encl. 

JORDAN, E.L.       Division   of   Engineering    fc   Quality    Assurance.       B2/H/J9. 
Consoliifated    Edison  Co.     of   Neu  Yorfci     Inc.        93pp.        16232'29a         24X 
Fiche:  50-000,  B2/1 1/19,  8300190353. 

S.    Reportable   occurrences,    LER*    &   related   correspondence 

9211150492  PNO-II-92-120:  on   B2tl02.util    announcnd    cancellation    of 
Units   2  &  3.  Work    ulll    continue    at    limited    pace    an    Unit    1. 
Media    interest    eipected. 

DRYANT.J.C.,     DANCE.HC.       Region   2,    Office    of   Director.       82/11/OS 
lp.       160S7;  167,       24X  Fiche:  50-493,82/11/02,  0311150492. 


Q       Inspection    reports,      IE    Bulletins,    S- 


82GB19Q220  IE  Info  Notice  B2-37,  "Cracking  in  Upper  Shell  tn 
Transition  Cc-ne  Qirth  W*  1  d  nf  Steam  Generator  at  tlperatinn 
PUR. "  Bvc  list  encl. 

JORDAN.  E.        Division    u-F    Engineering    6    Ouallty    flosorance.         EJ2/OV/16. 
Coniolldated     Edison    Co.      of    NEU    York,      Inc.          lO3pn          1 99CIO    O01  l'4X 

Fithe.  SO-OOO, B2/09/16. 02Oai9O320 

BaOD19032?    IE     Info    Notice    BS-34,  Revision    I.     "  We  1 .1  s    in    Main    Contrnl 
Panels. "    Bvc     list    encl 

JORDAN,  E.  L.         nivision    of    Engineering    i.    Qudltt^    Aasuranco          GSfm/l'J. 
Consolidated    Edison    Co.      of    Neui    Yorl,      Inc.         lO?pp          1SO751   IB^j         .""IX 
FichP-  50-000,  B2/O9/17,  SEOB1902S2. 

BSOQI90229    IE    Info    Notice   B2-39,     "Svc    Deg rad a t.qn    of    Thick    Wall 
Stainless    Stacl    Roc  i  rcula  t  i  on    Syi    Piping   .it    IHJJl    Plant    " 
Svc    list    one  1  . 

JORDAN,  E.  L.         Division    of    Engine-Bring    t.    Quality    Assurance.        BS/Of/til 
Consolidated    Edison    Co.      of    Neui    Vortt,      Inc.        fiWpp          liiO17-O9B          !MX 
Fiche:  SO-OOO.  03/09/21,  E320HlvOS29. 

B20Bl'?OaS3    IE     Info    Notice    83-38.      "Chang*     in    Format    t.    Distribution    liijc 
fop    IE   Bullet  ins, Circular i   i    Info    Notices    "    Svc     list    ent 1 
DEVOUNO, R.  C.         Director's     Office.     Office    of     Inspection    and 
Enforcemant.        02/07/22.  Cons,o  1  i  ifat*d    Edison    Co.     of    Now   Vork.      liii 

1  COpp,         16018    021,        24X    Fiche:  50-000,  B2/01?/ 23,  0203190223 

S20QI90332     IE     Info    Notice    3S-HO.      "Oft  i  c  i  Enc  j«  i     in    Primary    Cnnta  iiimeiit 
Electrical    Penetration   fls s pm& 1 i es . "    Svc    list    encl. 

JORDAN, E,  L.        Division    of    Engineering    t    Quality    Assurance.       OS /Of /US 
Co»lKpl  idaterf   Edison    Co.     of  New    York,     Inc.        llHpp         15930  017        !MH 
Ffche:  90-000,  32/07/22.0200190232, 


"Failure    of    Safe  tij/Rel  i  of   Valves    to 


B2O319O239     IE    Info    Wotlce    62-41, 
Open    at   BUR.  "    Svc     list    encl. 
JORDAN!,  E.  L.        Division    of    Engineering    &   flum  1  i  ty    Assurance,       0a/10/J>a 
Coniol  IdaEed    Edison    Co      of   Neiu  York,     Inc.        1  lOpp         1 3V6O    1BJ        i>4x 
Fiche:  50-000,  32/1O/22,  9200190239. 

8209190340    IE    Info   Notics   03-43,     "Deficiencies    in    LWFi   Air    Filtration/ 
Ventilation   Sys.  "    Svc    list    anc 1 . 

i/ORDAM,  E.  L.        Division    of    Engineering    6   Quality    Assurance.       B2/11/16. 
Consolidated    Edison    Ca.      oP    Nemi    York,      Inc.         Illp-n,         16171:333         iMX 
Fiche: 50-QOOi  33/11/16,  B20ai9O24B. 


430 


DOCKETED  ITEMS 


B2QB19025:]    IE    Info   Notice    83-43,     "PUH    Low   Temp    Overpressure 
Protection.  "    Svc    Hit    encl 

JORDAN,  E.  L.       Division   of    Engineering    6    Quality    Assurance.       82/11/17. 
Consolidated    Edison   Co.      of    Meu   Yorfc.      Inc.         93pp.        IfiaMiS'SB.        24X 
Fiche.  50-000,  63/11/19.  020B!  902:53. 


5.    Reportable   occurrences,     LEFts    (,   related   correspondence 


6211150492   PNQ-I1-B2-120    on,    021102. ulil     announced,    cancellation    oP 
Units    2   t    3.  Work    ui  I  i    continue    at    limited    pace    an    Unit    1. 
Media    interest   eipetted 

BHYrtWr.J   c    :     DANCE,  M    C.        Region    2,     Office   of    Director.        B2/1  I  /OS. 
Ip          16057.  1&9.        24»    Fithe:  50-492.62/1  1/02,  B2I1190492. 


V.     Operator    Examinations 


S21029010B  Generic   Ltr   82-23    to   all    licensees    (,   applicants  re 
inconsistency    betiuesn    requirements    of     10CFR73.  flOlg )    t   ST8 
for   performing   audits    of    safeguards    contingency    plans 
(security   plan). Svc    list    encl. 

EISENHUT,  D.  G.       Division   of   Licensing.       B2/IO/30.  Consolidated 

Edison    Co.     of    New   York,     Inc.       Bpp,         19993-319        24X 
Fiche:  SO-000,  B2/10/30,  Q21029010H. 


V.     Operator   Eiaminationa 


B210130019   Generic    Ltr    02-10    to    all    power    reactor    appllcflnts   tc 
licensees    re    reactor    operator   !<    senior    reactnr    operator 
requali  f  ication    eiams.  Advi  sea    that    eiams    begin    at    facilitu 

* 


aftar   921001,  Svc    Hat    encl. 
EISEHHUT,  D.  0.       Division    of   Liconsing.       82/10/12, 
Edison   Co,     of    New  York.     Inc.       15pp.        16002'  23fl 
Fie  he:  50-000,  82/10/12,  S21013001  9. 


Consolidated 


B2I0130019   Generic    Ltr    B2- 1  a    to    all    power    reactor-    applicants   & 
licensee!    re    reactor    operator    I-    senior    reactor    operator 
reo.ua  1  I  f  i  cdti  on    *iams.  Ail  vises     that    exams   begin    at    facility 
after    621001.   Svc     list    encl. 

EISENH'JT.DQ        Division    of   Licensing         62/10/13.  Conno  I  Ida  ted 

Edison    Co.     OF    Hsu   York.      Iric          15pp.         16002:234.        24* 
Fiche    50-000,  92/10/13,  B21013O019. 


DOCKET   50-496   MONTAGUE    NUCLEAR   POWER    STrtTluN,     UNIT    1 

A     Application/construction    stage    documents  S,    ccrrespondenc  e 


DOCKET   STN-50-49B   SOUTH    TEXAS   PROJECT,     UNIT    1 

A.     Application/construction    stage    documents   h    correspondent* 

6209210027  Generic   Ltr   B2-lt   to   all    PUR    licensees    re  NUBEO-0737    T«t 
Specs.  Req.uests   review  of    Tech   Specs    to    determine   consistency 
uj/Suidance   provided.  For    items   u/devia  tions,  amend    to    Keen** 
required.  U/o    stated    encl  5.  Svc    list    encl. 

EISENHUT.  D.  0,        Division    of    Licensing.        G2/09/20.  Coniol  I  da  t  tt 

Edison    Co.     of    Neu   York,     Inc.        15pp,         15930:   140        24X 
Fiche    50-000,  02/09/20,0209210027. 


Generic    Ltr    B2-20    to    all     pouer    reactor     1  ic  ensees,  permi  t 
holders   *•  applicants    for    CP   re    guidance    for    implementing 
SRP    rule   Forwards   NLJF1EG-09O6.  NIIREG    to    be   used    as    interim 
measure    until    Reg    Guide     1  .  7O    revised.  Svc    list    end 
EISENHUr.D.G         Division    of    Licensing          03/10/26..  Conso  1  1  da  tea 

Ednon    Co      of    Neui   York.      Inc.        <?pp.        15993   293.        SAX 
Fiche    50-000,  32/10/26,  B21O26QDBB. 


9211010516  Submits    list    of    branch    assignments    re   review  of   (liMdr 
rept    per    F   Miraglia    B20Q3  1    memo    concerning    TasJi     Interfax 
Agreement   02-44. 

KERRIOrtN.J.       Licensing    Branch    3.       B2/09/20.       DENAROYA,  V       CU 
Engineering   Branch.       BUTLER,  (J.       Containment    Systems  Branch 
ROSZTDCZY.Z.       Etjuipment  Qualification    Branch.       Ip,       15B90  000 
Fiche:  50-493,  02/09/20,  021  1010916. 


F.    Security    medical,     emergency    tn    fire    protection    plans 

B310070Q19   Generic    Ltr    B2-31     to    all     litetiieeE    t,    applicants    of    nuclear 
power    reactars    re    Tecti    Specs    for    fire    protection  audits. 
Forwards    guidance   discussing   general    scope    t-   describing 
elements     to    0  e    Included     in    audit.  Svc     Hit    uncl. 

E1SENHJT.D  G        Division    of   Licensing,       62/10/06.  Consolidated 

Edison    Co.     of    Neui   Vorfc-      Inc.         19pp.         13993:  33H,        21X 
Fiche;  30-000.  62/10/06,8210070019, 

5310590108   Generic    Ltr    82-23    to    all     licensees    !•   applicants    re 
inconsistency    between    requirements    of    IOCFR73.  -40(g)    i.  8TS 
for   perforning    audits    of    safeguards    contingency    plant 
(security    plan)    Svc    list    encJ. 

EISEJIH'JT.D.  G.       Division    of   Licensing.       82/10/30.  Conso  1  1  dated 

Edison   Co.    of   tlru  York,     Inc.       Qpp.        15993:319.       SIX 
Fiche    50-000,  83/10/30,  B210290108. 


','      Operator    Eiatninati  009 


5210130019  Ceneric    Ltr    a2~10    to    all    power   reactor    applicants    (. 
licensees    re    realtor    operator   *    senior    reactor    operato-r 
requal  if  iicatt  on    eiama.  Adv  i  se»    that    eiams  begin    at    facility 
after    621001     Svc     list    encl. 

EISEHH'JT,  D.  0.       Division    of   Licensing.       B2/IO/I2.  Consolirfated 

Edlion   Co.    of    Neui  York,     Inc.        19pp.        16003:234.       24X 
Fiche:  50-000.  82/10/12,  B21O130019. 


B2110BOO<J3   Ac*     receipt    nf    02000fl    petition    to    Suspend    con»t    of 
TX   Project.  Petition   seeks    suspension    based    upon   certain 
alleged    design   deficiencies   re    project    identified    in  Quadrei 
Kept, 

DEHTDMpH,  R,        Office    of    Nuclear    Reactor    Regulation,     Dlr»<tor 
S2/10/I2.       SINK  IN.  L.       Affiliation  Unknown.       flpp 
Fiche:  50-490,  02/10/12,821  1080043. 


eanOB004fl  Notice   of    issuance   t.    availability    of   request    for  «ctlan 
under    10CFR2.  206   bij   Citlieno    Concerned   About  Nuclear  Pouir, 
Inc. 

DEMTON.H.R.       Office    of    Nuclear   Reac  tor  Regulation,    Dlrtttor 
62/10/13,       3pp.       16015:  003.       24X   Fiche:  90-498,  Q2/10/12.  GH  1  1  O&OOC 

9211030365  Discusses   Citizens   Concerned  About   Nuclear  Potuiir, 
Inc    petition   requesting    iinmod  late    suspension   of   const  & 
other    relief    based    on   alleged    design    defi  ciencies.  Draft    llr 
i  draft   FR    notice    encl. 

LIEBEKMrtN,  J.       Office    of    the   Eiecutivc  Legal    Director, 
DGNrON.H,       Office   of   Nuclear   Reactor   Regulation,    Director. 
16015:086.        24X   Fiche:  30--19B,  02/10/12,021  1000043. 

0211080094  Forwards   Cititeni  Concerned    About   Nuclear  Pou«r,lfie    pill 
to   suspend    const    of    facilities. 

CHILK.B.J.       Office    of    the  Secretary    of    the   Commission,      83/00/31 
OIRCK9,W.  J.       Office    of    the  Eiecutive   Director    for  Operation!.       1» 
16015:113.        2fl)C   Fiche  :  50-495,  82/10/  12,  021  1000043. 


DOCKET   50-497   MONTAGUE    NUCLEAR   POWER   STATION,     UNIT   2 

A     Application/construction    stage    documents  it    correspondence 

B210260030  Generic    Ltr    B2-20   to   all    power   reactor    1  icens  eei.  pe-rmU 
holders   t,   applicants    for    CP   re    outdance   for    Implementing 
SRP  rule.  Foriuarrfi   NUREO-0906.  M/REO    to    be  used   ai    intiHm 
measure   until    Reg   Guide    1.  70  revised.  Svt    Hit    end. 
EISENH'JT.B  G.       Division    of  Licensing         B2/IO/36,  Conso  1 1  Jatpd 

Edlion   Co.     of    New  York,     Inc        9-pp.        1 5993  293        34X 
Fiche.  50-000,  62/10/26,  6210260069. 


-8308010027  Petition   by   Citiiens    Concerned    About  Nuclear  Poutt.  Ine  t 
suspension    of    const    of    facilities. 
SINKINiL.       Citliens   Concerned    About   Nuclear   Power,    Inc.      63/00/W 

Commissioners.       I6pp.       16015;  114.       21X    Flcho:  50-498, 0H/10/IJ, 
B2110B0043. 


9211060603  Req.ue*ts    submittal    of    impact    of   const  &  operation  t» 
proposad    high    voltage   dc    transmission    linn    in    form  of 
appropriate    amends    to  F8AR  &  environ    rept, 
NOVAK,  T.  M.       Assistant   Director    for   Licensing.       02/IO/IH. 
(fouston   Lighting    6  Pouier    Co.       5pp.       15970:108.       24X 
Fiche:  90--19B,  82/10/10,  B2I  1060603. 


F.     Security,    medical,     emergency   t,    fire    protec  tipn    plans 

B2I0070019  Generic    Ltr    32-21    bo    alt    IKeniees    t,  applicants    of    nuclear 
poaer    reactors    re   Tech   Speci    tor    firni    protection   audits. 
Forwards   guidance   discussing    gcitaral    &cope    fc   de-scribing 
elements    -to   he    included    in   audit    Sve    1  i»t   encl. 

EISENHyT.D.G.       Olvision   of   Liceni»ing.       B2/10/06.  Cqruolldattd 

Edison  Co.    of   Neu  York,     Inc.        19pp.        1 S993:  338        24X 
Flihe:  50-000,  32/10/Oe..  821  0070O1  9. 


BS1026008B  Generic   Ltr   8H-HO   to   all    poucr   reactor    llcin»«i,p*rai  I 
holders    k  applicanti    for   CP  re    guidance    for    implementing 
SRP  rule.Foruard*  NUREG-0906,  NUREO    to    be   used   as    interim 
meaiure    until    Reg   Ouida    1.70  revised, Svc    list   encl. 
EISENHUTiD.O,       Division    of   Licensing.       82/10/26.  Contollvit" 

Ediion  Co.     of    Neu  York,     Inc.      9pp.       1S9<?3:293.       24X 
Fiche;  50-000,  82/10/26,6210260088. 
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•631  I  1700VV  Discunea    util    plans    to    use    Weiitinghouse  Model    D  steam 
9  frnvrator*.  Due    to    tafotij     significance    of    steam   generator 
tuba    daongo.ulll    plana    far    addrosslng    prou  1  urn  requested. 
Tettlng    ff    9  tiff  tup    prcicedurpo   required. 

N-n-YftH,  T.  H.        Asolstnnt    Director     for    Licensing.        B2/10/2B.        QPRErt.fl.  H. 
h-fouitDfi   Lighting    tt    t'  timer    Cu,        I]pp.        l(,lrt7:Q26.        34X 
Fictiir    5Q~>\'1B.  Oa/lO/iJEti  021  1170099. 

D.      ItRC    Draft/Final    Environmental    Gtatomentfi,     suppls  i,  corrospondHnce 

5211150069  floutfenon    tn    RI1A   request    for    CHftC    E.  CRAC2  analyses  !i   records 
J  inly  ling    nr    comment  Ing    nn    nun  1  1|  oca    re    fac  i  1  itles.  l-'oriiiards 
docun&ntfi     1  i  9  ted     In    iipp. 

FFLTUH.  J,  M,         Dlvioinn    of    flules    and    Records,        132/10/01,        CUHHAN,  D. 
Harmon    t,   Uoio*.        3pp.         UiO?'J:2Sl.        24X   FI  ch  o:  50-000,  82/1  0/01  , 


OOEI-l    Fdi'iLinrdo    Accident   Eval  uo  1  1  on  Branch    schedule    for   evacuation 
netor    Input  a    re   EIK   risk    analyses. 

UnU,  u.         Ac  i:  id  on  t    Evaluation    Branch.        01  /OR/  10,        PAOANO.  F.  0. 
ji>nc  v    ''  I'ppnrodncaii    Licensing    Or.  (aftur    001119    aae     IRE).        2pp, 
tl          U1X    Fliine:  90-OQO,  O3/10/01  .  021  1  150069. 


ur  I  ly..     m  11  d  1  c  .1  1  ,     emurgpncij    '/.     Fire    protection    plans 


Ocriucic    l.tr    112- IV     tn    all    pouor    reactor    licensees   b 
app-llcaiito    S.    hiililoru    of    Cl'e    ro     inconsistency    botneen 
r  c-qiilromon  tn     of     [QC.l'HSQ.   54 <  t)    d    BTB    for    performing    audits    of 
emorg  oncij    pruparadnt'su    programs.  !5vi:    list    cncl. 

elfJKNHUI,  H,  0,        1)1  vi  ui  on    of    Lice  no  ing.        02/10/01.  Congo  1  Ida  ltd 

Ed-Hun    Co.     of    fJi'iu    YiH'k,      Inc.        llpp,         16002:230,        aflX 
f-lcba:  00-000,  llr.!/ 1 0/C) I,  02  1004006ft. 

O31O07OOW    Ooncrle    l.tr    132-JM     lu    all     licensees    d   applicants    of   nurlnar 
pfi'.inr     ronctor*    re    Toch    Spec^    Pur     fire    protection   audits. 
f-~Jrii,ira  j    Quidnnno    diii<:u«iiiMfl    aonernl    scopo    '-   describing 
<j]  one-lit*    to    b  u    incliitlnd    in    audit.,  five    list    i?ncl. 

ErrsliMH'jr.  1),  0          Division    of    Uicoiiiing.        03/10/06.  Consolidated 

erdnon    Co.      uf     NDU    Vork,      Inc.        lrJpp.         1  SiOTll:  33Q.       21X 
Pi  ehO'  DO--000, 


Boner  It    l.tr    03-23    to    all     Uconseeii    ('   applicants   re 
toennniUoneiij    tioliuecn   raqvi  i  rorae  n  ta    of    IOCFR73.  flOfg  )    *  ST8 
far     pepfornilng    nudllfi    t'F    r>aCoj)uardK    cnntingoncy    plans 
(ivcurttv    plnnt.ilvc     liat    oncl. 

Ff  GHJHur.  I).  Ci,       Dlvi  G  ion    of    Li  cent  inn.       02/10/30.  Consolidated 

FiTdinon    Co.      n  f    Now    York,      Inc          (1pp.        1599^:317.       2-1X 
r-'i  ch*:  30-000,  Oa/IO/aO,  0310HTOIOIJ. 

111VOA47    Confirmn    OHO'SH?    cnnvor  aat  i  on    re   shutdoiiin   of    onsito 
iHftuoro  1  itg  1  K  it  !    moa«uromon  la    program.  Hog    Ouirte    1.70,  Section 
t:.   It.  tl    ri'llovln    niltiaflaJ.  Muni  tot-ing    mill    roaiime    1Q   months 

prior     to   fuel    Inail,  ,,„   ,  ., 

CUI.nntIRO,  J.  II         ItOKttlon   Lighting     (<   I'owcr   Co.        B2/11/OB,        NOVAK,  T.  M. 
AantBtAiit    Director     for    Liconsinjl.        2pp         16190:343.        21  X 
Klche:  50-4v(J,  i!l!/l  I  /Ol).  Q21  1  W0247. 

Utility    Final    tiflfoty   Anali(5la    Report    (FSAII)    t,  amends 


Forward*    Amend    E6    to    FRAH,  incorpnr  ntlng   response   to 
Hijdri)  1  ogic    U    Oootoc  hn  lea  1    Enfl  in  cor  Ing  ,  (loac  tor   Sya   t. 
nrocuilui-oi    fc    loiii;   f(cvleu)  Branch     questionu.  „„,,„. 

OOI.OBERO.  J-H.       Houston   LigMing    (.  Power  Co.       02/10/20.       KNTO 

f    of    Nuclear   ftoactor    Regulation.     Diroctor.      -Ipp-       13BHJ,  L 

i  elm;  50-190,  03/10/28,  B2I10OT003. 


B20S190333    IE     Info    Notice    B2-34,  Revis  ion    1,     "Helds    in    Main    Control 
Panel!     "    Svt     lilt    enil. 
JORDAN,  E.  L.        Division    aF    Engineering    ',    Quality    Assurance         83/O9/17 

Consolidated    Edison   Co.     of    Neui    YorV,     Inc          107pp.        I5a?5:ie5         IMX 
Fichsi  50-000,  92/09/17,  B9081TO222. 


B2-3^,      "Bvc    Degradation    of    Thick    Wall 
ation    Si(5   Piping    at    DU/i    Plant.  " 


IE  Info  Notic 
Stainless  Steel  Recirc 
Svc  list  enc  1 . 

JORDAN.  E.  L.        Division    of    Engineering    fc   Oualitg    As 
Cansollrfated    Etfison    Co      c-f   Neu   York.     Inc         3fipp 
Ficde    5O-OOO,  62/09/21.  320919022"?. 


I'E     Info   Notice    BS-36.      "Change    in   Format    (.    Distribution    SMS 
far    IE   Dul  let  ins.  Circulars    t    Info   Notices    "    Svc     list    end 
D£YOUNC,R.C         Director's    Office.     Office    of     Inspection   and 
Enforcement         82/O9/22.  Consolidated   Edison   Co.     of   flt>u   York.     Iin 

UOpp         lAOtB-oal.        24*    Fiche.  50-000.  63/01/22,  BZOHI90233 


3206190232     IE    Info    Notice    B2--10.      "Deficiencies     in   Pnr 
Electrical    Peoetration    Assemblies."    SVE    list    end 

JORDAN,  E.  L.        Division    of    Engineering    i   Qualiti)   Assurance.       B2/«9/J.'a 
Consolidated    Edison    Co      of   lieu   York.     Inc.         112pp.        15930   019         ^I 
F  it  ho-  50-000.  E32/O9/22.  820B19C232 

B211O205'75    Foruards     IE    Insp    Repts    50-49Q/B2-1  3    !.    50-499/B2-13    durinit 
Aug    19B2.No    nuncomp  1  ianca    noted. 

HARSEH.G.L.        Division    of    Resident,     Reactor    Project    '_,   Engineenmj 
Programs          B2/10/0&.        QPRE^.O.  IJ.       Houston   Lighting    '.-   Power   Co.        U\ip 
[5BS6:OS9.        2W   Fi  c  he'  50-4<?e,  B2/  10/06,  B2!  1020595 


—  B21102063B     IE 


Repts    5O--*<?B/B2-1  3    (.   SO-fl'^/BS  -1  3   during    Au,] 
ted.  Itajor    sreas    inspected    const    activities, 
storage    &   .^aint    ac  t  1  v  1  1  i  BS,  pe  rsonne  1     training    (« 
certification,  site    tours    ?-    dotument    control 

HILL.W   tl    ,     TQMLUJSDN.D    P     ,     WrilTTLESEY.K   rt.        Division    of   Re5irt 
Reactor-    Project    ',    Engineering    Programs         93/09/30         !5pp 
ull?'  50--49B,  aa/10/06.921  1020595 


3203190339    IE    Info    Notice    33-11.      "Failure    of    Safe t«/ne  1  lef   VaUe-s     tn 

Open   at    BUR    "    Svc     list    enc  1  --,,,«,.„. 

KIR  DAN  i  E    L         Division    of    Engine  er  ing    ',  Oi,alitij    Assurance.        B^/lo/,.*.. 

Consol, dated   Ed.son    Co       of    Neu   Yor  h ,  In,          HOpp          15960.   19J         1M  K 
Fie  fie:  50-000.  Q2/1OX22,  82031  TO23? 

Q211230391    Forwards     IE     Insp    R.pt»    50-4-JB/B2-1  5   &    90-499/82-13   dur.li. 
Sent    19B2   'lo    noncorap  1  lance    noted 

MAPSEM.G.L         Oivisioi.    of    FtesidBnt.     Reactor    Project    t,   En9tn»r  inn 

Programs.        82/11/01          OPRErt.O.U         Houston   Lighting    t,   Pouer    Co         .-MIJ 
16ja5'0t4.        2^X    Fichl-    50-49B, 32/11/01.9211230381 

-Bail2303-?0.    IE    Insp    fiepta    5O~*-?a/fl2-l5    t-   50-4WB2- 15    dur.ng    Sept     IVFi; 
"NO  noncBirml  lance    itoted    Major    ^reas    i  pispec  ted.  transfer    of 
engineering    {•    mg  t     functions     from   Bruutn   i    Hoot    to    IJechte! 
Pouer    Corp    a    licensee    action    on    previous     imp    Findings. 
UfU-.lJ    II    ,     TOHU1HSDN-D.  P     .     HvJDACEK,  U   C.        Division    of    Resident, 
Reactor    Project    t   Engineering    Programs         03/10/27         I  Ipp- 
16185:066.        24*   Fich.' 3O-498.  B2/I1/OI,  831  13303B1 

a^Oai9034B     IE    Info    Notice    03-43.      "Deficiencies    in   LUR   Air   Filtration/ 

JOCoo«T,datedlEd.Son    Co.  **'"£"  iorV ."    Inc.   '     lllpp^    16171    ""         ^ 1: 
Fiche:  5O-OOO,  RP/1  1/16.  B20ei'VOa48 


--OHUOHOOO-1    Amend    S6    to  FSAR. 

-i       Mnu*  ton    Liglitinn    4.   Pouier    Co.       S2/IO/3Q. 
F-'iino:  SO-49B,  02/10/30.  821 1020O03. 


6P7pp.       15083:133. 


Antl  liruot    eorroap ond cue o 


B21lt7016a    Aivlsa.    that    documents    produced    hi)    Carter  Oil    Co   in   response 
to    nibpoorva    wero    deatroyed    on    021110.  c „,,„.,  rnvn 

.H.        Hiring    Branch   2.        82/11/13.       PLUHHER.J.P.       E.xor  C«np. 
16107:102.        21X    Fi^n  e  :  50-OOO,  82/ 11 /15,  021 1 170163. 


O.        Irnpe-cttun    rnporta,     IE   Bulletins    S.   c  orroap  ondonce 


OO!^0220    IE    Info   NofcicB    92-37,     "CrflcUng    in  .Upper   Shell    to 
Trtnttkion  Cone   Oirth    Weld    of   ataam  0Bnerotor  at  OpcraeinB 


'^vition  of  Enoineering  ft  0-1 
lU«^d  Edi.on  Co.  of  New  Vo-k,  Inc. 
:  50-OOO,  62/07/16, 
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interim   deficiency    rep  t    re    desigr,    of   essential     cooling     pond 

on-«i«,  ut,;5:::;:^;0:;;^:^,;^^1^  :i>r™t 

supplier    re    performac-e    of     safety    Func  tion.  Nej  t   rept    B21209 

fl^Tnn    4U   ne«°USt0S    |r!9htln3    fc   PoLlflr    Co         B2/l|/ig.        COLLINS,  J.  T. 
Rf>S1on    4.     Office    of    Director         3Cp.        16192:053.        24* 
Fiche:  50-49Q,  82/11/13,821  12304B1. 

V      Operator   E. ami nat ions 

6210,30019    Generic    Ltr    32-10    to    all    pouer    rector    applicant,    (, 
licensees    re    reactor    operator    {,    senior    reactor    operator 
reunification    e.ans    Advises    that    P. am,   begin   at     f  ac  ,  I  i  tu 
alter    BcMQOl    Svc     list    cue  1  * 

EISEMI'JT,  D   G         Divl5ion    of    Licensing         G2/1O/12  Consolidated 

Edison    Co      oF    New    York,     Inc.        15pp         16002:234         SAX 
Fiche    50-000.  92/10/12,  621013001  9. 


B211170099   Discusses    util    plans    to    use    Westinghouse    Model    D   ,t,,l,T, 
I'll   dama'e   util°   ""*"    Ii9n"ie"n"    of   at"m  B^erator 
Testing   i   startup    procedures   required 

NOVAK,  T.K        Assistant    Director    for   Licencing.        B2/10/2B        OPflEA   O    u 
Houston    Lighting    fc   Pouer    Co.        3pp.        16147026         24X 
Fiche:  50-498,  S2/10/2B,  B21 1 1  70099. 


fire    Protection    plans 


OOWMB  Diiurlc    LU   82-17    to    all    pouer   ri.ctor    licenjees  S. 
pplicant,   &    Alders    of   CPs   re    in.ons  I  *  tenc  y    betie" 
.,ulr.«,nt.    of    1OCFR50.  Sfl  (  t)    t,    STS    for    PerforrainB    audit,    it 
freroer.[g    preparedness    programs.  Svc     list    end 


:  50-000,  02/10/01,0210040068. 


DOCKET   STN-50-499    SOUTH    TEXAS   PROJECT,     UNIT    2 

construe  .^on     stage    documents    S,    c  orresp  ondence 

6209210027    Generic    Ltr    82-16    to    all    PWR    licence,    re    NUREO-0737    Tech 
M/«    ?rf  S    reviou,    of    Tech    Specs    to    detf-rnine    con.sistency 

u/jnidance    prov.ded    For    item,    u/devia  ti  ons,  amend    ID     license 
required.  K/o    stated    ends     Svc     list    encl 

EdfsoTcY   I,    N0lVi'T    ",e    LlcTirlfl         BB/09/M.  CDnsOl  ida  tcd 

tdison    Lo      or    Neu    York,     Iric          ISoc         13930     IflO         3,1  ir 


Fiche    50-000,  B2/09/20,  8309^10027 


110.        2-1  x 


reactors 


Tech    Specs    for    fire    protection    audits 
n^c    discussing   general    scope    &   describing' 
Included    in    audit, Svc    list    encl. 
"'vision    of   Licensing.       B2/1O/06.  Consnl  f  dati.rf 

n;;:^oS.'BS;7o^Mis57ooi?p-  15993:  ™-  -*CDn"IidatBd 


«tnir;%LtP   82-33    t0    aU    '»«"»»    <•  Applicants    re 
incon,.«ter,<:y     between    requirements    of     10CFR73.  40U  )    t,   STS 
for   perform.nj    audits    of    safeguards    c  ontin9  ency    p  Ian, 
(security    plant.  Svt     list    end 

EISENHUT.D.O.        Division    of    Licensing.        02/10/30.  Consolida 

Ed,,  on    Co.     of    Neu    York,     Inc.        Bpp.        1B993'31<?         2flX    "nilllld* 
Fiche:SO-000,  02/10/30,9210290109  •>-  J'T.        -;^x 


Lirensing    Branch    3        83/07/20.         GENAFirjYA.V         Chemical 
p"Ch         DUr|:ERj»         Conta.n^ent     Sy6tem5    Branch. 

tiDn  flr-iiich   ip- 


\^0aM    Petlt'°"    '0     suspend     COnst    af    South 
ks     9L,spenSlor,    based    upon    certain 
C1&5    ,e    project     id.ntiFied     m    Ou^dre, 


Fiche    50-190,  pa/  10/  12.  S3  1  l  OH004J 


0      ':"•""  "/vailabditu    of   rD,.PSt    ,or   actio 
by    tiutens    Concerned   About    ^clear    Pouor. 

Ce    "    Nutl"r   "0flCtDr   '"•B«"»tion,     Director 
Ii015    oa;i         B4X   Fiche    30-4  * 


8211030365  Dis(usses   Citnefls   Concerned  Mout   Nuclear    Power. 
!nc    petition    requesting     immediate    suspension    of    conit    t, 

rSrIf"FRtn..^"'l.nel"1"*1'    '"f"!"1    def  '  '  *  Bnc  lea    Dra*t     "  t 
"" 


16015   094.        B4x   Fiche 


E'BCutlve   L"at    ^rector,        92/09/IO. 

^  2;"*"   "••«'•«•>"•     Director.       !ipp.. 
B.  82/10/12,631  1  OS0043. 


B2/OB/3I. 


S!IM1H,L        C.tnens  Concerned   About   Nuclear    Power,     Jnc        B2/OS/01 
°''rS          'fiPP          »fl°l3:lH         MX    F  i  ch  „  30-490,  02/10/13, 


W""-"    re    ^h.tdou.n    Of   on.it* 
program.  Reg    Ouide    1.70,a«"o" 
"It8r.n,   .ill    resume    »  .onth," 


GOLDBERG,  J^M.        Houston   Lighting    t,   Power   Co 


-  _^!!l!^_^!n!l_Sff^t'J    AnalM5'a    Report    (FE5AP,)    (.  amencfs 

B3Hudro?^|FQrrdt   Arnd    ?6    U   F^n.  incorporating    responses    to 
Hydrologic    (,    Oeotoohn  ,eal    Eng  inecring  ,  Reac  tor    SyB    i 
Procedures    (,    Tost    Revieu    Hranch    questions 

SDLDDERO,_J   H         Houston   Lighting    (.   PouJer   Co.        B2/10/2B.        DENTQH.  H   II 
:r*'''e    °*    ^"^'ear    Reactor    Regulation,     Director.        4no          1HBB3     119 
2JX    Fiche    50-498,  H2/10/23,  B21 1O20003.  '3UHJ.   ItV. 


6S7pp.       13863:133. 


—821 1020004   Amend    26    to   FEAR. 

*     Houston    Lightinn   t,  Pomer   Co.       B2/10/SB 
Fiche:  50-493,82/10/23,8211020003. 

M.     Antitrust    en  rrospondoticB 


^1"1    Jh-J    dDcumonts    Prpdue.d    by    Carter   Oil    Co    in    re.pa 
na   uero    deetroijed    on   821110  t-w^ 

S"''«5   ^flHC\n'  M2B/U/I5'        PLU"MER.  J.  P.       E.xon    Cc,r  p. 
J.        24X   Fiche:  50-000,82/11/13,  8211170162. 


?'._'"!!!!**!"   ^eP°rtB'_IE  Bulletins   t,   cgrrespondence 
8308190220   IE    I  nf  o   Notice  32-37,     "Cracking    in   Upper 


cnnf  J'rl?""1  ^  E"9l""ring  &  Quality  ABBurance.  83/09/16. 
Consolidated  Edison  Co  of  Neu  YorV,  Inc.  lOSpp.  13930-001  24X 
Fiche:  50-000,  82/09/16,8208190220.  "a-rju.  uuj.  ^s 


„ 

ropriate   amends    to  FSrtR   if   environ   rept 

;;  i^\in-i^i^\i-  L—  - 

Fltt-e    50-4-5B.  82/10/18.  621  10A060-J 


Mp°SiSf  ?  ^1?J:^iSi   8a-*'«^.i.B    I.     "We,,s    in   Main  Cont,ol 

J°r?^lf -!r  i.    ^'^i?10"   Sf   EnSi"BBrino   ti  Quality   Assurance.      S2/09/17. 
rj    ?      2i  ™Bd   edison  Cn-     of  N»u  Vork,     Inc.        107pp. 
Fiche '50-000.  82/09/17,8208190222. 


8203190229   IE    Info   Notic.   flS-39,     "Svc    DeBradation   of    Thick  Wall 
Stainless  Steel    Recircula  tion   Sui  Piping   at    BWR  Plant    " 
Bvc    list    encl  . 

r*    ?i^?Un  S'  E"j'""«ring    t  Qualitu   Assurance.      33/09/31. 


6208190223    IE    Info   Notice  82-38,     "Change    in   Form-t    t,   Distribution 
for    IE   Bulletins,  Circulars   t.    Info  Notices.  "    Svc    list   encl 
DE^UNO.fi.C.        Director',    Office,     Office    of     In.pJttor,    «nd' 
EnFoPiBment,       82/09/22.  Conso  lldated  Edl  son  CD.     ofNtuYor*. 

110pp.        16018:021.        24X   Fiche;  50-000,  B2/07/22.  B20S190223. 
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S506190232    IE    Info   Notice    82-40,      "Deficiencies     in    Primary    Conta I nnmnt 
Electrical    Penetration   Assemblies."    Svc     list     end. 

JOKDAN.E   L.        Division    of    Enjine  Bring    it    Quality   rts  suirance.        B2/09/^L> 
Consolidated    Edison    Co.      of   fJeiu   York,      Inc.         112pp.         15930'019         H-lx 
Ficlie;  50-000,  93/09/22,  B20BW0232 

3211020595   Forwards     IE    Insp    Repts     50-490/133- 1  3   A   SO-4<J9/Ba-]  3   during 
Aug     l'?B2.No    n oncomp 1  lance    noted. 

MADSEM,  0.  L.        Division    of    Resident,     Reactor     Projott    &    Eng  inner  i  iig 
Program*.        92/1Q/O6.        OPREA.  G.  U.        Houston    Lighting     &    Pouer    Co  bnn 

15686:059.        24X    Fi  che    50-.WB,  02  /IO/Q6,  S2(  1O2O59S. 

— B31I02Q62B    IE     Inap    Flepts    50-49Q/B2-1  3    fe    50-499/B3-13    durina    A«9     1™!> 
noncnnpliance     noted.  Ma  j  or    areae    in spe clod     const     activities, 
storage    b   m&int    ac t  ivi  t i es, p e r sonne 1     training    & 
certi  f  icat  i  on,  si  te    tours    (.    document    control. 

HILL,  M.  M.  ,     TOMLIN5QN,  D.  P.  ,     WH  I  TTLESGy,  K.  A .        Division    of   Resident, 
Reactor    Project    &   Enginoerinn     Programs.         aS/09/30.         ISpp 
158B6:061.        24X   Fiche:  50-49H.  82/1Q/O6,  B2  1  1020575. 


"Failure    of     Safetg/fiel  i  e  f   Valves     to 


B20DJ9-OS3?    IE    Info    Notice    B2-HI, 
Open    at    BUR.  "    Svc     list    end. 

JORDAN,  E.  L.        Division    of    Engineering    t,    Quality    Assurance         B3/1O/US 
Consolidated    Edison    Co.      of    Neu    Vord,      Inc.         110pp.         1S9£0'153         JMv 
Fiche:  50-000,  82/10/32,  8200190239. 

0211230331    Forwards    IE    Insp    Repts     5Q-4«?8/B2-i  5    &   50-  •!«??/  B2-  1  5    durino 
Sept    1902.  fJo    noncompliance    noted. 

MADSEM.O.  L.        Division    of    Resjdent,     Realtor    Projert    t,    Engineering 
Programs.        B2/I1/01.        OPHEft.  G.  U         Houston    L  i  g-ht  ing    t,   Power    Co  ;.'ni> 

16185:  064.        24*    Fichu:  50-499.  02  /  1  1/0  1  ,  02]  1230301.  ' 

—  &2U23339Q    IE     Insp    Repts    50-49H/B2-1  5    f.    50-479/03-15    dgrlno    Supt     190J] 
No    noncortpl  lance    noted    Major    areas     Insp  ec  te  li:  trans  For    of 
engineering    i    mot    functions    from   Broun    i    Ro.ot    to    Itecntsl 
Pouer    Corp    (,    licensee    action     nn    previous     ir.6p    findings 
HILL,  U.K.  ,     TOIiLINSOH.n.  P.  ,     HUtl/VCEH,  W.  G.         Division    of    Resident, 
Reactor    Project    fc   (Engineering     PrograroE.         03/10/27          1  Ipp 
16105:046.        2<l  X   Fi  che  .  50-4<3g.  Q2/1  1/01  .  821  12303B1  . 


IE    Info    Notice   B2-43,     "Daf  ic  i  eric  i  es    in  LIJH   Atr   Flltralinn/ 
Ventilation   Sgs.   "    Svc     list    encl. 
JORDAN,  E   L.        Division    of    Engineering     &   Quality    Assurance         H2/II/1A 

Consolidated    Edison    Co.      oflJeiuVorH.     Inc.         Illpp.         16171'  H3J          fMX 
Flche:  50-000,  B2/  1  1  /1  6.  B2081TO348. 


8208190253    IE    Info    Notica    i32-45,      "PUR   Lou,    Tomp    Overpressure 
Protcitlon,  "    3vc     list    end. 
JORDAN,  E.  L.        DivlBlon    of    Kngine^rn.g     &   Qunllty    A».uranc«. 

Consolidated    tdison    Co.     of    Neiu    York,     Inc.         ?3oa  I623a- 

FJ  che:  50-000,  02/11/19,0300190253.  •"<. 

S      Reportable    occurrences,    LERs    ft    related    correspondence 


B311010240  Final    deficionci;    rept    ro    qua  1  1  PI  ca  tlon   of    electrical 
squip-ment   associated   u/auiiliarij    foeduater    pumpa.  I  ni  t  i  a  1  Ig 
reported    on   920025.  Cub  ic  1  e    deBinri   ail  t     be    reviewed    b 
isolation  valve    cubicle   redesignnd, 

QPBEA,  C.  U.        Houston    Lighting    t-    Pouier    Cu.         32/10/36          COLLINS,,!    T 
liegion   4,    Dffico    of   Director.       4pp.        15B&7-  130        24X 
Ficre:  SO-493,  82/10/20, 


DOCKET    STN-50-SOa    UPPB5    NUCLEftR    PROJF.CT,     UNIT     3 

A      flpp  I  icafcion/cons  true  tion     stage    dmrumLMits    !.     correspondence 

0209210057    Generic     Ltr    92- 1  ft    to    all    PWR     IICCTISEOS    re    NUrtKG-O7T7     Tnrri 
Specs    Requests    review    at     Teed     Spec*     to    dot  o  i-mine    com  i  st  nnuij 
u/gui danc p    provided    Tar     items     ui/d  e  via  I  i  ans  .  amend    lei     license 
ruqu  i  rod.  IJ/o     stated    *MIC  1 1     Svc     1  i  a  t     ent  I . 

EISEHH'JT.D    0.         Divisiaii    tit'    Licensing          0LV09/2O.  Cansolidd  ti>ii 

Edison   Co.      af     Uoiu    Torfc,      Inc  1  5p  p  !57:if)'   140         34X 

Flche;  50-OOO,  32/09/20,  a2O'?210027 


Motification     of    fl21O]*;    innpting    uj/util     in,    Dctti  ps.l  a.  MI)     tu 
discusis    CfL    application    review. 

IJHeELEH.L.        Licenaint]     Urniicha          (J2/10/OQ          HEHH I  GrtN.  J         I   1  reii-,  mij 
Dratith    3         llpp.         I  T.-772    3P;.         2't  X    F  1 1  he  .  50-fiOH,  £I2/  I  O/Ofl,  OBI  1 CW, (>6f,0 


82110^0549  Forujirds  UL  ci(i  p  1  1 1  at,  i  nn  rc 
renulra  c  1  oae  adhjjrimco  to  schedule 
tipp]  ic^nt  act  inn 

KfTHHIOrtlJ,  S.  I).         Licensing    Hr.incn     a 
W.ithingtiin    Public    Pimjor-    I3uppiy     Hi|st 
Fiche1  50-503.  HIV  I  O/ 111,  ti2t  101OD61? 


:ln>[fnle     Tirnoli)     r«VLe«j 
Ll*>5toi>ui    requir  i  iij) 


lO^'/    nmcliiig    w/utll     in    lletl)CEda,  Ml)     foi 
Hcetinq     o  r  ig  1 11,1  J  1  ij     tic  hodti  led     for- 


BS11O30-H3   Mo'.i  f  icati.in    * 
senior    mg  t    project     nviii 
B210I9,  Agenda     encl. 
WlteCLEfiiL.        Licensing    llrjricJi    3.         DJVIO/I'/          Kf-HHIOAN,  j         I   i  ci>n<i  mi 
nrar.cfi    ,1         rtpp  I  5940 'OIK)         2<1J<    Fie  I,  »•  M-SOR,  IK"/  1  O/  IV,  (JL'l  I  OllO-l-l  J. 

92103600314   Oei,*,.,c     l.tr     Cia-^0     to    ^ll     PUU.PT-    re.it  to,-     ]  ,  L  e,,«ce  a,  p  i,  r  «i  I 
holders    *    .irplicanH     I  nr     CFJ    re    guidnnr.e     for-     imp  t  emitnlirio 
SBP     rule.  Foriiflrdj    NlJfTGC~O<VOC,    MURtTG    ID    he    u.,Dd    ,,..     inleri.n 
meat  urn    until     fj«  g    Ou  i  Ja     1     /(I    rovi'ipiJ     '.ive     list     purl 

ElfiENHUT.  D.  0          DUnum    nf    l.tccn,,,,,,     "     ^.'/10/iJ,,  Con.ul  .dfl  i,.,t 

Ediann    (.o.      of    Hvw    Vurl.      Ini.          Vp  p  1 5WJ    ;;«f)         aflX 

Fichi-.  HO-OOO,  oa/iox;?A,  r- 


Forward*    application     for     Ann-nJ     I     to    CPPH-  [  r,rt,  c  nun  i  •,  linn 
chdiigea    lo    nanpr.il     into    rcqui  rt-il     tnj     IOCI:f)!ii>    ,i:) 

DCIUCI'GV.O    [I.        H«vjhin,,tnn    I'u&Jic     I'UUJCT    nu|)|<li|    t^aten         Hi'/ 1  ()/;-|| 
KNICHIDU.O          Licencing     Hmnch     il          :i|ip  ISUXfl'Tll         JH.JK 

Fieri  f  SO-SOH,  O3/10/2U,  OH  I  IOIOi;?«, 


illOlOlt1*  Ap,>]  jcdtinn.  f«r  rtraoinl  1  '.u 
general  info  ri>quin><l  Kit  lOCF-'H'&n  ,'KI. 
'  Washington  Publu:  l-'ouor  iiu|j(ilif  tiij 


Mot.fic.Uion     of     t.nilO?    m.'H.Miy    u/uin 
'V         ',   l"'Pl":.ltn.n»    of     ^td    p  I  *,„  t    ,k.0inn  - 

,    L.         Liconinio.    [lr<Ain:li     !)          ij:;/ll/<):'          UN  I  (JH  HIM,  0 

nch  3      :ipfl       l''')4fl  '"'""'      i"1*  ("luflu  ^"--5<MP, 


!!"?*    Pn**-'""»»*    fn..r,,ln    <„,    iiaioa/   re  (II.    n(.p  tl  c  Ah 
hoelor    cmiilimip    an    projoet   m;inager 
Maahtnqtnn    Public     Paw    Siunnlij    !ii.,li,m         ijyy  1  1  /O'l 

-J'r"    °f    MuclMr    "•""tor    H^oulAtinn,     Dirtctnr.     "ip. 
AX    r-idiu     •>{)-  -'((Hi,  EJH/  I  ]  /On.  ||?l  1  1  OOWIO. 


D»lh,.da.MI)     tn 


n  M 

fioquosls   LL 

LEDOI€K,H.  B. 


9211240155  Fourth    interim  dcficienc,,   rcpt    re     Pflilur«    of    WBSUn9houBl. 

coaxial    cable*.  Initially    reported    on  Ql  1026.  Dechte  1     u/ill 

continue    discussions   u/Roc  l,be  stoa    to  invast  i  gate   a  ]  terrtate 
cable    matls   d    suppliers. 

OPREA.G.IJ,       Houston   Lighting   4   Poucr  Co.       02/11/0-7.       COLLINS,  J    T 

Region    4,     Office    of    Director.        3pp.  1620cV  343         21K 
Fi  che  :  30-498,  H3/1 1  /Of,  831 12401  35 


eiaentlfll    Goolin9    water    s us.  Tni  tia llu    re-ported 
til    aualt.ng    written    confirmation    from    equipment 

perfarmaco   of    safety    Cunt  tion,  Ne*t   rsp  t    821309. 

„       ,  ,      „..**""    Lloht|n3    *<   Power    Co.        Q3/11/1Q.        COLLINS,  J    T 

Region    4,    Offica    of   Director.       3pp.        16192'  033        sax    lltJ*-LI"1i"Jl  '' 
riche:50-49S,S2/U/lB,e21l2304Bl  " 

V.     Operator   Examinations 

esiOtSOOl?  Ganerlc    Ltr   0S-1B    to    all    pouar  reactor   applicant,  & 

^ ::;:;:,:, ::•!  ""s:"*"  *•?"*«-  -•«*?*  -M«*«r 


E ISEWHUT,  D.  0.       Division    of  Licencing.       S2/IO/IS. 

-  lfiooa: ***• 


831113033.1  Sumrrory    at    EiaiOEy    mPOUng 


1113033.1  Sumrrory    at    EiaiOEy    mPOUng    ti/ut,!     |  „    GotJif.da.  HD   ru    nvDrvj- 
at    curront    status    of    prnji-ct   t,     I  to  nil,    nt    int*rOEl,    likely    n, 
afCect    contfuct    at    appj  i  c  a  1  1  <,n    re-vitw   Vj  cuar  Jlp  ha    nncl 


WHEELER,  L.  L, 
34pp 


l.icona.n,]    fir  .inch    3        fW]  1  /()»  llc 

(M.         34>    F,  ,  hc    5'J-fiOfl,  «?/  1  I  /O!),  KM  I  l5 


lrio    (Iranrli    'J 


821117029;)  aumfnarv    of    (J21IO-V   me-cltn;}   w/ulll     in    Botheaiifl.  MO   r«    (Jl 
i1,^  ^°         '    '"    "9ht    °''    <Ud    PIant    'l"lpt,.  Vieuorrtpho    encl 
HHEELER.L.L         L»CM«mq     Br*neh     3         a'J/t\/tQ.  llr.nilng    Dranth    H, 

ai-pp.         16173:150.         34X    Ficfti-    SO-50H,  Of,V  1  1  /I  0,  E121  I  1  <tW>:\. 

8311140240  FortiflTdi    tvat    re«ull«    re    prHoddirig    r»lat«ticiii    due    to 
tnei-nol    J,   jii'Bssurp    cycling    of     pipo    clamp*,  per    NRC    HS 
1  tr  . 


, 

Fie  he:  50-90S,  £)a/l  I/  11  ,  021  1  360,-MO 


t"nvlrllrlmorit3i 


CER>,     amends    b 


BS11010345  Forwards    r»>»ponsii    to    HOC    RHOO20  DL    oeci-pt 
qutitlOTii.  Environ    rept    *mtn\4    i  ncor|.pi-a  tinfl    encl    ros 
Bipectod    bu    B212IO.  /iporturB   urd    avallabln    tn   PUR 
BQUCHEV,G.  D.        Ua  !/i  (n<)  tan    PubJic     Pouer    Supply,    Sii*tor 
KNIOHrOIJ,  0.  U        Licensing    Branch    3         SSpp.        ISB70   O 
Fleh«'  SO-308,  B2/1O/O7,  BE  11  01031  S 
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Jii    jnfo    or    environ    reft    re    hydrology 
t-,1  ttea    t>v   S3UI9 

.1        flZ/10/13        FERGUSON.  R.  L 
Si^tm        3fip         15?44'344.        34X 


8208190223   IE   Info  Notice    82-30,     "Change    in   For  mat   &    Distribution    Hgs 
fnr    IE  Bui  let  ins, Circulars    &    Info   Notices.  "    8vc    list    encl. 
DEVOUNO.R.  C,       Director's    Office.    Office   of    Inspection    anil 
Enforcement.       02/09/22.  Consn  1  idated  Edison   CP.      of    Nuuj  York,     Inc. 

110pp.        16010:021.        24X    Fl  ehe  :  50-OOQ,  82/09/32,  B20H  19Q333. 


T-.n-    to   921013   request    for    addl    info   re 
e;ar at  iin    .;,    eiptcted    to    be 


n,iii  i-'j*  "i    f'jtlic    Power    Supply    System         B2/11/17. 

li-.»"-,!-3    Brdncl    3         lp         16220299.        24X 
-,'•!  I     I1.'    5.-ll.-'037" 

p-«r.j*"-icy    »,     fire    protection   plans 


-,•;    ~.e"tr::    s.tr    £-;,  - 1  .'    to    all    pcuer   reactor    licensees   b 

•  •01:5     , ;     ii;  >"•"•  51'.1    'i-liti    *,    ST3    for    performirig    audits    of 
•-.    :rs;jT  e  .'!•«>-.-,    i."^ir^ns    Svt     list   end. 

•;    I    •-,         li.i-ii-jn    of    Licensing         H3/10/01  Consolidated 

.-       -.'    r.t.,    fj-i       Ire         llpp         16002    SBB.       24X 


9208190232    IE    Info   Notice   82-40,     "Def  ic  I  enc  ie  s    in   Primari)    Containment 
Electrical    Penetration   AescmbJ  I  en,  "    Svc     list    encl. 

JORDAN.  E.L.       Division   of   Engineering    d    Qunlity   AsauranCB,       03/09/33, 
Consolidated    Edison   Co.     of    New    York,      Inc.         113pp.         1  313Q:  01  f,        iJIK 
Fichej  50-000,  B3/09/22,  B20SI  70232. 


-30   A    nu  1  1  C  c     c  f 


B211020446   Formards     IE    Insp    Oept     HO-50e/FI3-lD    on 
violati  on. 

STERtJBEROi  D.  M,        Division    of   Resiifenti     Reaclnr    Project    Si    t'ng  in  oar-  Hi  y 
Programs,        B2/10/19.        LEDDICK.R.S.        W.is  hing  ton   I'ub  I  ic    PouJHir    Slupply 
SgstBra        2pp.         15901:250.        24X    Fiche:  50-500,  B3/  IO/  I1?,  031  JOJOI'lA. 


—  Q211030459  Notice  of  violation  from  ins 
DODD3,R,T,  Division  of  Resident,  ffoa 
P-corama.  03/10/19  lp.  15901:252. 
5211030446. 


on    020701  -CIO, 

tor    Project    ft    EnQ  llioo  r  i  n( 
Hfl  X    Fit  lie:  50-500,  BLV  Id/]' 


-ii     '.o    all     Imensees    !.   applicants    of    nuclear 

jf;5    -or    fire    protection   audits. 
siiti;    general     5cope    h    describing 

ii'    audit    S./1     Hit    encl 

qf    Licensing         02/10/06  Consolidated 

I  (ic         l^pn         15993.  339.       24K 


-8211020471     IE    Insp    Rept    30-500/32-10    on    020901-30.  None  Drop  1  fall  CD    nolml' 
storage    oven    H    of    CDdl     Found     unlocked    (.    iinattondcif    on    NW 
463-ft    roof    of    reactor    aixlliavy    bljg. 

ALBERT,W.O.   ,     DODDS.R.T,        Oiviaion    of    Ren  1  Hunt,     Reactor    Prnjot:t    t, 
Engineering    Programs.        (12/10/10.        7pp,         13901:353          i'4K 
Fiche:  30-509,  83/10/19,821  1020,116. 


-Z-2'j    to    all    licentees    !<   applicants    re 
.ffii'jirenc'its    of     IOCFR73.  40(  g  )    t,   SIS 
•]»    id^figirard^    ctin'ingency    plans 

r.    o.'    Litffisms         62/10/30.  Consolidated 

Int         Scp         15993.317.       3«X 


rt'uitji    re.isej    distribution    list    for    environ   rept    !. 

•;r<:>'  w  u   iv3if.H-,3>^-.  stst*  of   02/10/2?.   MIRAGLIA,  F.  j. 

-i;f"*i"",..':ra":'1    -         i(;'          '^Gefl    ll4         24X    Pithe:  50-50S,  03/10/27, 


0208170339    IE    Info    Notice    82-41,     "Failure    of    Bat  otu/H*  1  i  t,  f    Vulvnn     Id 
Open   at   BUR.  "    Svc    list   oncl. 
JDftDrtN,E.L,        Division    of    Engineering    J,    Qunlitu    Ai«ur«nc«.        (13  /!()/!!» 

Consolitfated    Edison    Co.     of   Nciu   York,      Int.         llOnn  13'MO'IHll          !M)f 

Fiche:  50-000,  62/10/33,  S30B1  -7023?. 


9211130371   Forwards    IE    Insp    Rept    SO-50a/8J!- 16    on   BBOOOH-Ofc  A 
fi  notices   of    violation  i    deviation. 
CREWS,d,L.        Division    of    Resident,     fleactD-r    F't-ojoct    (.    Eiigirivvrt  riff 
Pro9ram8.      H3/10/33.       LEDOICK.R.S,       M««hingtan   Public    f'oyar    Gupplu 
24X   J71  chc:  50-300,  02/10/33,  0211130371. 


System.        3pp.         16042:099. 


vloUtion     f™">    '»sp    on    02000i!-0c.    !.    ODJtO-CWKI. 
n   n<"   n<>sldl!nt'    "oflctor    Project    t    englniorlnt 


't—'r'^M   C~'r"*ra*   F"    n3'.i:e    re    receipt    of    antitrust    info. 
"  J   :'         i-icerijirj    Ilrdnch    3        82/10/19.       FEHOUSaN.  R   L 

'.M^;'.-'/-1 ;';/!?*--,- ""!«  ?'^lem    SPP-    159^:334.    24x 


'••'.'t-^  r*°t'"    <i*    receipt    Of    antitrust    info 

*t_S-I',A'J.  J    n         Li  =  ermng    Branch    3. 


'/10/19.       2pp.        15964:336, 


-6311120384   Notice    of    duvidtlon    from    Inop    on 

K/?i/M        1°'      ?^«nJ^R"et°P  P"JW:*    *  E"Di»"»-*«gr>rn*.; 
03/10/22.        lp.       16042.106.       21  X  Ficho-  SO-SOO,  f)H/  1O/£SS,  OHI  I  1  W0:r/l 

-8211120390   IE    Inap    Rept    50-SOH/Q3-I6    DM   Q20E)02-06  fc    0030-0'JOJ! 
Nonco^pliance    notad:  fai  lure    to    comply  «/„„   &  Mint 
procedures    fc   failure    to    e(,rp.eH«    trn.mlato   rtgulltorit 
rsquirencnts    into    design   rfocumonts  «ui«i-orit 

HAIST,D.P,,     D'ANQELO,A.  J.  ,     DODD9,  R.  r,        Dlvlilnnof    Floildant, 


correspondence 


:n3  noud  in  IE 

ted    on   82100B 


^^^^ 

?ttllit      A«Ur.nst.        as/09/16. 


7pp. 


litt    tncl 


0(    pnn 


n  Main  Contro, 

«•«,„.  «/ 

ISB95:1B5. 


°f   Thl 
plant 


rance.      82/09/t;! 
1*017:098        MX 


3811020118  Respono'i    to  NRC   020924    1  tr 
fi.pt,    SO-SOH/02-17   (, 


" 


Jnl" 


Programi.      4Pp. 


?   K     "*ct°1'  Pt-oj.tt   4  Englnitrlr 
itht;  50-300,  SB/IO/29,  B21  10201  J  & 


DOCKETED  ITEMS 
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8208190343    IE    Info    Notice    83-13.      "Daf  ic  ienc  iB .     in    LWR   rtir    Filtration/ 
Ventilation    Bija.  "    Svc     list    end. 
JGR-DAN,  E.  L.       Division   of   Engineering    l<   Quality   Assurance        82/11/16 

Consolidated    Edison   Co.      of   Nuu   York,      Inc.         lUpn          16171 '233         24X 
Fiche:  50-000,  62/11/16, 0209190248.  '  ' 

8208190253    IE    Info   Notice   83-45,     "PUR   Lou   Temp   Overpressure 
Protection."    Svc    Mat    end. 

JORDAN.  E.  L,       Division   at   Engineering    '*   Quality   Assurance,       03/11/19 
Consolidated    Edison    Co.      of   Neui    York,      inc.        tSpp          16232'29fl          24X 
Fit  tie  \  50-000.  B2/1I/11?.  B2081 90253. 

S.     Reportable    occurrences.     LERs   i   related    correspondence 


8211020444    Ac  h     receipt    of    021015     1  tr     inform»ng    NHC    at    steps     takpn    tn 
correct    violations     noted     in     [E     Insp    Kept    5O-50H/Q1-I4    t. 
5O-30?/8l-l4. 

STERNOERO,  D.         Division    nf    Resident.     Reactor     Project    t-    Eng  •  nee  r  i  nq 
Programs.        B2/lO/2fc.        LEDBICK,H          IJaihington    Public    Power    Supply 
System.         Ip  15EH7    O64         24X    Fichc    50-  5OS,  H2/IO/2i>,  £12  I  l 


--621102047-0    Heiponds     to    NRC    820222     Itr    ro    violations    noted     in     IK     In 
P-epts    5O-5OPVOI-14    f,    50-S09/B  1  -]4.  Cor  rec  I  i  ve    ar  t  i  ons  •  Eb,i9co 
performed    addl     investigations     to    assure    adequacy     of 
penetration     design    review. 

LEDDlCH.rt.S.        Waahtnflton    Public    Power    Sun  p  !  u    Sustain          BZ/1O/ID 
STERHDEflO,  D.  M.        Division    of    Resident,     Reactor    Cr-ojecl    P.    Eno  i  nocr  i 
Programs.         7ji  p  15BB7    O65.         24X    Pi  chc  :  50-508.  BLV1  0/26,  f)2l  1  ej;>011 


82M0204BQ    Interim  deficiency    rept    re    omission    of    compressible    matl 
around    containment    penetrations   23.24    t-   4-1.  Initially 
report«d    on    020921 .  Ana  lys  I  s    determined     penetrations    23   b   24 
acceptable.  Fi  nal    rept    to    be   submitted    by    B30HQ4. 

LEDDICK.fi.  B.        Washington    Puolie    Power    Supply    System         83/10/25 
STERNBERO,  D,  M.       Division    of  Resident,     Reactor  Project   &  Engineering 
Programs.        Ip.        15887:  057.        24X   Fiche:  50-306.82/10/25,  B21  1Q3O4BO. 

BB11O20473  Forwards    interim   deficiency    rept    re    radiographic    test 
indications    on    safety    injection    tanks    t   reactor    pump 
support*. 

LEDDICK.R.S.        Washington    Public    Power     Supply    System,        82/10/S6 
Document  Management   Branch,       Ip,       1 58Bi-  IAB        24X 
F(che:  50-509,  02/10/36.9911020673. 


1  tr     informing    NliC    of     atupa     taken     t.< 
Inap    Oepts     5O-50a/il?-|  7    I. 


B2!IQa011S    Ack     receipt    of    8210 
correct    violations     noted     in 
SO-509/612-07. 

SIERNDERO,  D.  M.  Division  at  fieaiJenl.  F*e«,ctor  Crnjcct  t,  EIIH]  ine 
Programs.  92/10/29.  LEDDJCK,  f!  .  S  Cashing  Ion  Public  Pouer  Hu 
Syitem.  Ip.  15B02'  28ib.  24  X  Tithe:  SO-5O3,  O2/  10/27,  H2  1  1  O20  1  15. 


--8211020110   Respond*     to    MRC    O2O921    Itr     re    violation-, 
Repts    50-5BB/a2-17    t,    SO-SO9/B2-07.  C  orrpc  t  iv«    .icti 
discontinued     use     of    Hitti     power    .ictuated     fostcnor 
secured    0-detking     to    struclural     steel 
LEODICKiR.  S.        WaaMngton    Puo  I  i  c    Power    Bupplij    Hu-st 


noted     in     111     lm,a 


STERNBERO.D.  M. 
ProgramB.         qpp. 


Division    of    Resident,     Reactor    Project    &    Enqinoeri 
l5a0S:;!H7.         ^1X    r  t  c  tic:  SO-50B.  Ely/  10/Sf.  03  I  1  OL'OI  I 


-8211020676    Interim   deficiency    rept   re    radiooraphit    test    Indications   nn 
safety    injection    tanks    !i   reactor   pump    sup  ports,  Resul  ts   of 
safe-end    indication   evaluation   expected    b  ij    93O114.Worl   on 
approved   repair    plan    commenced   S20913. 

LEDDICKiR,  S.        Washington    Public    Power    Supply    System.        82/10/2& 
STERNBEfiO,  D.  M.       Division    of   Resident,     Reactor    Project  t  Engineerinn 
Programs,        2pp.        15636:169.        34X   Fi  ch  e:  30-303,  82/10/26,  021  1  OS0673. 

S21102OS06  Forwards    interim    deficiency    rept    re    compre  ss  i  b  1  1   mat  1     for 
embedded    containment   pene  trntionB. 

LEDD1CK.  R.  S.       Washington    Public    Pouier    Supply    System.      82/JO/2H 
NRC    -   No    Detailed    Affiliation   Given.         1  p.         13BQ9'313         34K 
Fiche:  30-308,  82/10/20,  B21  10205O6. 

B211120355  Deficiencv   rept    re   failure    of    C-E    diffuser    retaining     cap 
screus    in   reactor   coolant    pumps.  Cap    screw  matl    heat 
treatment   changed    to   alleviate    susrcp  t  J  b  i  1  i  ty    to    hydrogen 
omopittlement/stress    corrosion    crac  k  i  ng  .  Nu<  t    rept    by   B30204. 
LeBDJCK.fi,  3,       Washington   Puolie    Pouer    Supply    SiJ&tem        82/11/05 
STEHNBERO,  D.  M.       Region    3,    Office    of    Director.       2pp,        I6Q4S'  lae        24K 
Flcf«e:30-SOB,  02/1  1/05,  8211  IH0335. 


Forwards    BK1105    interim  deficienoj    pept   re    diffuser    cap 
icreus    on   reactor   coolant    pump*. 

LEDQICK.fl.  8,       Washington   Public    Pouier    Supply    Syatem        62/11/09 
NRC    -  No   Detailed   Affiliation   Given.        Ip.        Iii07a-  033        24K 
Fiche:  5Q-50B.  82/1  1/0?,  021  1  160300. 

T.     Hearing    transcripts   on    non-antitrust    matters 

8311010410  Unofficial    transcript    of   321007    public    affirmation. 
discussion  «,    vote    re   8ECY-B2-377  (.  377A.  h(raring    request    fop 
oitension   ot    const   completion   dates,  SECV-B2-3B3,  physical 
security   &  denial    of  FOIA    in  Washington^  DC.  Pp    1-2, 
»      Commiisionera.        B2/1O/07.        fipn          13B7B-29B         24X 
FI  the:  30-000,  02/10/07,0211010410. 


S.     Report  ah  le    occurrences,     LER-s     t,     r  el  a  t  c-J 


S211O2.0673  Forwards  interim  deficiency  repl  r 
indi  cat  ions  on  safety  in  j  i-c  t  ion  lank  5  >,  reft 
supp  or  tG. 

LEDDICK,n.  S.        Washington    Publir    Pouer    Supply    F 
Document    Maua  gemcnt    Ill-art  [.          Ip  !  5£ltf(,    tfts) 

Fiche:  50-D09,  B3/10/26,  E)2  1  102OA73. 


•-821  1O20676    Interim    do  F  le  i  ency    rept    I-E    radi  D  orap  h  ic    toat     i»dicaliun<i    n 
safoty     injection    tonks    U    re.ic  tor    [lump    support?,    Hesults     af 
safe-ond    indication    evalu.ition    ciprttDd    Jii|    03(1111   MorV    on 
flpprovea    repair    plan    corrnnomc  ed    0aOf  I  n 

LEDOICKi  R,  S.        Washington    Public    Pouier    Qu,,  p  Hj    System         fla/|O/L'fc 
STERNHERO.D.  M.        Dlvlsiun    at    ReuitTunl,     Re.iclnr    Prnjffct    6    Erifl  i  n*  urtnti 
Pr&graron.         2pp.         ISaOfi.   1  ft9.         2^X    Fit  he:  EO-JJOH,  BS/iOfZt,,  021  I  OH 


92110E03Q6   Foriuards     interim    doficiencij     i-ept    r&    C0(npres 
embedded    containment    penetration  a. 

UEDBICK,n.G.         Washington    Huulic     Poupr     Supply    Syatcni 
NRC    -    Mo    Detailed    Affiliation    Oivan          I  f>         1  SiiDf   ''tin        2-1  X 
Ffehe:  30-309,  flS/10/2O,Q2i  JO2050A. 

T.     Hearing    trans-crlpts    on    non-nnt  i  t  rust    natters 

S3I101O410   UnafrUiol    iranacrlpt    of   H21007   public    a  FPlrmat  mn, 
discussion   &    vote     re    BECV-OS-377   S    377A,  ha,i  r  i  ng     request     for 
o-iberiilon    aP    const    completion    dates,  SECY-aa-afD.  physical 
security    (.   denial    of   FOIrt    in  Ha  sh  i  ng  ton,  QC.  Pp    |-a. 
•      Commisiiontrs.        02/10/07.       App.        I5£J7Q,  29B        ^4X 
Fiche:  50-000.  aa/lO/07.  821  1010110. 


j  i  o  |  L.    mat!     f«i 


V,     Opnrator  Eiaminations 


S310130019  Generic    Ltr   83-18    to   all    pouer    r.-ctor   applicant,   fc 
licensees    re    reactor    operator   t,    senior    reactor   operator 


Er°P    f,DiViBir    ?f  Li"""n9'       aa/10/ia.  Consolidatud 

Edison   Co.     of    How  Vorkr     Inc.       15pp.        liOOH'  234        24V 
F£ch«:  30-000,  82/10/12,821013001?. 


DOCKET    BTN-30-50?  HPPS9  NUCLEAR   PROJECT,     UNIT  S 

Q.      Inspection   reports,     IE  Bulletins   k    correspondence 


,  =" 

'  S20Ba7-Adrfl 


, 

will   b*    submittid   on   821003 
required    to    complete    submitt 


M  ,.«. 

.M.       Division    of   Resident.    R*«ctor   Project 
Ip.       16137:334.      S4X   Fich.:  50-5081 
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DOCKETED  ITEMS 


0.     Inspection   reports,     IE  Bulletins   t   c  orreap  ondenc* 


t    re    potential    defect    in    structural     steel 
tullij    reported    on    B20B13   Framing 
rtpd    f-    certain   brace    members 

Midi    conforn   to    FS/IR 
rtrt    I,    Com  true  tors,     Inc       (subs      of 

Director's   Office,     Office    of    Inspection 
3-72    17S         24*   Fiche    50-460,82/10/29, 


fl 


vide   alternate 

System        82/1  I/OS 
:tor.        2pp         !i!65:  190 


S:<-<*3.  33/1  I/OS.  G3I  ! 22029? 


'Jr'if  f  ic  t*l  '.'•dnicript  of  021007  public  affirmation, 
:-  '.  u  =  t»  re  SECV-H2-377  !.  377A,  fiearing  request  for 
i  of  c<:nst  completion  dates,  SECY-B2-383,  phys  ica  1 

!.    atr.ial     o'   TOIA    in   UasMngton.DC    Pp    1-2 
>siun»r!         i]3/10/07        6pp         I5a78'?98        24X 

•->;'.).  -;=2/ 10/0 7,  ea 1 1010410 


6308190220  IE  Info  Notice  82-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Girth  Ueld  of  Steam  OeneTfltor  at  Operating 
PWB.  "  Svc  list  end. 

JORDAN,  E.  Division  of  Engineering  Er  flufl  1  i  1 1)  AssurflTHro,  D2/09/IA. 
Consolidated  Edison  Co.  of  NBU  yard.  Inc.  103pp.  13930;  001,  ^-IX 
Fiche:  50-000,  B2/09/16,  820B190220. 

B20B190222    IE    Info   Notice   83-34,  Revision     1.      "Welds    in    Main    Control 
Panels.  "   Svc    1  is  t    encJ. 

JORDAN,  E.  L.        Division    of    Engineering    &     Quality    flssuranc*.        BSfOI/lV. 
Consolidated   Edison  Co.     of  Neu  Vorlr,      Inc.        107pp.        18873:105,       JMIX 
Fiche:  50-000,  B2/09/I  7,  B20B]  70222. 

B208190229    IE    Info   Notice   B2-39,     "Svc    Degradation    of    Thicl    Wall 
Stainless   Steel    Rec  irculati  on   Sys   Piping     «'    JIWH   Plant    " 
Svc    list   encl . 

JORDAN,  E.  L,       Division   of   Engineerino    4:    duality    rtssursnco        03/OV/UI 
Consolidated    Edison   Co.     of   New   York,      Inc.        Sfipn,         JAO17' 070          aiK 
Fie  he:  50-000,  92/09/21,820819022?. 

8Z08190223    IE    Info    Notice    82-30,      "Change     in     Format    (.    Distribution    Bat 
for    IE  Bullet  insi  C  i  rculars    ti   Info  Notices.  "    Svc    list    orcl 
DEVQUNG,R,C.        Director's    Office,     Office     of     Ininattion    -nil 
Enforcement.       S2/09/22.  Consolidated    Cttison   CD,     aP    Wuu  Ynrfc.     hit 

110pp.        16016:021.        24X    Plena:  50-000,  82/Of/S'J,  E120B  lfO3S3 


J*'7   itn«ric    Lf    U2-16    to    all    PWR    licensees    re   NUP.EG-0737    Tech 
Hr-luBUs    rr-jit-j    of    Tech    Specs    to    determine    (onaistenry 

ijf.c*    jraTiaad    Kar     items    u/devia  t  ions,  arnend    to    licenaa 

-i:    M'9    stateJ    ends    Svc     list    encl 

fJf.t'   C         Division    of   Licensing         82/09/20  Consolidated 

i    Ca      s'    n»j    Vort.     Inc         I5pp          15930    HO         24X 
50-000.  aj/fl^/SQ,  8209210027 


B208190232    IE    Info    Notice    B2-40,      "D.F  ic  i  EIIC  i  «>     in    Priory     ContJlnntn 
Electrical    Penetration    As  tomb  1  i  es.  "    Svc      list    oncl 
JORDAN,  EL        Division    of   Engineering    i    Quality    ftssuranc.,       W/Ot/S 


OU/10/WJ 

'10:i        ;>4X 
.  uo.        ..in 


..!iiK.N;fir.^l>  "Failure  °e  e^> 

JDRWN.E  L  Olvtilon  of  Engineering  t,  Quality  Atiu 
c  .  Si  ™*  d  EdlBon  Co  nf  NOL,  York,  Inc.  ilOpp, 
Fiche:  30-000,  82/1O/22.  BSQB110S3'). 


>=«    Generic    Ltr    82-20    to   all    pouer    reactor    1 icensees,  permi t 

-»    '.   as?), tints    for    CP    re    guidance    for    imp  lement  ing 

j-1*    Farjjras    fJ'jnEi-0?04   MJBEC    to    be   used    as    interim 

•«    -j!it  1 1    RBJ    Guids     1     70   revised    Svc    list    encl 

-JT.D   0         Own  ion    of    Licensing         B2/10/26.  Consolidated 


:tion   plans 


=  fcc.- 
erSEf 


reactor    licensees  t, 
""l,d,ti    of 


-;;<'np  H***r*l'n*ss    Pro3ram'    Svc    list  encl. 

jr.DO         Biv,,»0n    of    L.t.n,inB.        B2/10/01.  Consolidated 

Vn-^    0NiU    V"kl     'nt         "Pp         "003:289.       24X 
SO-OuO.  02/10/01,8210040068. 


mu™S.. 
Ventilation    Bys.  " 


list    encl 


LHR    Air    nitration, 


ow  Temp 


nn«  « 

n  Si  ««S'd    E"iSD"  C°      °f  Neu;  York,     Inc  . 

Fi  che:  50-000,  B2/1  1  /19,  B20QI90353. 


V.    Operator  Examinationa 

B2I0130019  Generic    Ltr   82-IB   to   all    poun 


PEDDLE^SPOINOS   rjUCLEAR   PLrtNT,      UNIT   2 


co 
Fi-'-- 


.  « 

Fleh.; ^50-000,82/1 0/26,  B2102600SB 


DOCKETED  ITEMS 


F.     Security  medical,     cnerg  ent*,    t,    fire    protection    plans 

851004004B  Oenaric    Ltr    B2-17    L,,    all    poljer    Poactor    licenses    & 
applicants   t.    holders    of   CPs    re    Inconsistency    between 
retirements     of    IOCFR50.  54  <  t )    5,    STS     for    j,er  *c,rmi  ng    audits    of 
emergency    preparedness    programs. Svc     list    encl 

E ISENHUT,  D.  G.         Divi5icn    of    Licensing.         B2/1O/01.  Consol  i  da  tc-d 

Edison    Co.     OF    Neu   Yard,     Int.         1  I  pp.         16O03    S9B          24X 
FIche:  50-000,  S2/ 1 0/01.  82100-10068. 

8210070019   Generic    Ltr    B3-2 1     to    all     Ut.nMim    t,    applicants    of    nucli.r 
power   reactors   re   Tach    Specs    for    fire    protection    audits 
Forward!    guidance   discussing    general     scope    !.    desc  r-I  &  i  no 
elements    to    be    Included    in    audit, Svc     list    encl 

E  ISENHUr,  D.  Q.         Dlvl.lnn    nt    Licensing.        82/10/06.  Consolidated 

Edison    Co.     of     NBLU   York,      Inc.         !9pp.         ISWSr  33H          2-JX 
Fiche:  50-000,  92/10/06,0210070019, 


830S190353     IE     Info    Notice    B2-4S,      "PWF1    Lou    Temp    Overpressure 
Protection    "     Svc     list    ent 1 

JGRDrtN,  E.L.         Division    of    Eng  i  nee-r  ing     t    Quality    Assurance.         HEV  1  ]  /  I  V 
Consolidated    Edison    Co.      of    New    York  ,      Inc          93  p  p  16232   29tl          ;'4X 

Fichej  50-QOO.  02/1  I/ I1?,  O20Q1 9O253. 


V       Operator    Eia mima t ion s 


821Q13O019   Generic    Ltr     B2-1B     to    all     pouoi 
licensees    ro     reactor     operator    (•    senior 
ritual  it  ication    e  iams  .  Ad  v  i  s  es     that    f  •  <in 
.after    H31O01.   Svc     list    enc  !  . 
EISEUHUr.C    Q          Division    o*    Licensing.         tE3/J  IVI3  Coiiso  1  I  tl.i  t  ,-il 

Erfison    Co.     of    Neui    York,      Inc  1 5pp  ]/>0(lH- ;>:14         ;"1X 

Ficne:  50-000,  B2/ ID/12, 3210130017 


ma  c  (.or    applicants 
one  tor    up  era  tur 
begin    .it     fn-c  i  1  i  t  ij 


aaiG29010B   Generic    Ltr    02-23    tn    all     lic«nseBS     J,    applicants    re 
inconsistency     oetueen    req.ui  rements     of     1  QCFR73.  40<  o  J    t    STB 
Par   performing    audits    of    safeguards    contln-gencu    plans 
(security    plant.Gvc    list    encl. 

EISENHUT.D.O.         Divisian    of    Licensino,         B2/ 1 0/30.  Consol  i  da  ted 

Edison   Co.     of    Nem  York,     Inc.       Opp.        15793-319         34* 
Fiche;  50-000i  03/10/3O,  B21039O10B. 

G.     Adjudicator^     correspondence 


B211190203   Flequeat    for    u  i  th  d  raual     of    applitation     for    CP    (,    P0 
terminating    p  roceed  i  ngi.  Uti  1  5    ulll    comply    Li/Public    Ul  i  1 
ConipniBBioner    of  OR   order    to    terminate    util     interest    in 
project.  Ccrti  ficate    of    Svc    encl. 
KftSTINOS.W.        Portland    General    Electric    Co.        B2/11/I2 


Safety    and   Licensing    Doard    Panel 
FIche:  50-514.  82/11/12.  831  I  190203. 


4pp.        16131: 1H9        24 X 


Afcoinlt 


DOCKET    STW-SO-SIB   HrtMTSVILLE    NlJCLU'rtM   f'LrtN!1,     UN  I  r    1 

ft      Applicat  ion/construct  iifn     a  tag*     do  rum  en  U     &     (  urrcnn  nnde  nr  i 


Oft    fnr 


ilc  f  e  i-  r 


B211Ofl04H5   Advise*     tl»tt.     inTo     u,    util    tiS 
p  1  ante     ace-op  t  ajj  I  c 
SCIIWENCER,/!.        Licpiising    Ili-anch     S         HlVlO/Ki.        I'fllllHLMI    ()          Fe  iniiii|i.i< 
Valley    Authority.         4PP  I3-?4'1-  :t»7          ;MX    PL  cJi  e-  DO-OOO,  (I2X  !()/  L  .'J: 

021  110^0435. 


Hr 


Oonerlc     Ltr    U2-L-0     to    all     power    reactor 
holder?    «,    applicants     for     CP    t-o    ^indanrt?    fnr     imp  It 
SRP    rule    Forwards    NUIfEO-OWOA    WUHC(J    t,.     he    ii^o.l    ,,5 
mDjsure     until     Rug     CJnidu"     1     7O    revised     !ivc     list    LTI 
EISENHUTM)   0.         Divi-sion    of    Licciiaino          (\2/tOJUh 
Ediian    Co.     of     NDUJ    Vorfc,      I.,c          9pp  IWKl    ;"?'i         ; 

Flcho:  50-000,  02/IO/Sh,  02IO;?60OUE1 


8211270(,93  Memorandom  tr   order  advising     that    applicant   Q21I12   propoaa] 
to   uithdrau  application    for  CPs    bo    trealod    as    request    undor 
1OCFR2,  107.  Parties   may    respond    u/tlmc    running    Prom   U^te    of 
svc    of    order. 

SMITH,  I.  U.        Atomic    Safety     and    Licensing    Board    Panel.        BS/ll/31          fni 
16232:030,         34X    Fleho:  50-&14,  aa/l  I /24,  831 1  290fi93.  ' 

0.  ^Inspectiun   ro-ports,     IE  Bulletins    t,   correspondence 

320B190220    IE    Info   Notice    82-37,      "Cracking     in    Uppor    Shell     to 

JES"*   a""1!?0!!*   Oilth    WEld    "'    B*"m   O"*"1-*"    "I    Operating 

- 


vc    list    encl 

JORDAN,  E        Division    of    Eng  ineer  ing    fc  Oualitg    AaHurancc.       B2/OV/14 

ConBOlidated    Edison    Co.     of    Neui    York,  Inc.         lOSuo,         1 S TOO - OO [  PA 

Fiche:  50-000,  83/09/16,  B20H190S20 


AX 


82I110B0057    Oonoric     Ltr     f}£-24     to    HUH    app  1  I  can  t  5    m/MrtHK     [1     or     []J 
containment     (eicept    Wf'I'SS    ,'!!     I-P     <afpl(|/ro]  i  sf    v,>lvt-    otuHKhnr 
loads    ev,iluat  iun    Fnruarijii     Nlff(l£«-i)«0;.>    live     list    <.„,  i    EJ/,.    ,,„,.  i 
EtSEMHUT.DO          l)i  vi  a  i  op.    o  f    L.j  t  on,  !  »,          Ll;LVII/()4  I  nnq     [n|,- 

Lighting    On.         Spp  1  (4033     !TO          ^MX    f;  I  c  hn.  5()-CM)(),  Fir.V  1  I /6l ,  tW  I  H 

F.      Security,     moif  ten  1 .     o<H3ra  PPICIJ     'i     f  n-i?    pi'ntoi  1 1  fin    |i  I, -1111 

E21001006B   generic    Ltr    OS- 1 7    to    all    power    readt.ii-    1  i  ten-iuor.    >. 
applicants    ft    hnldora     uF    CPa     re     inc«iis  1 1  tune  ij     bDlmoori 
requlromeiila     of     IOCFMHO    31(t)     .;,     riTii    for    pur  Fiirmi  in)     .-njilil-i    tH% 
mnergcnrij    pro  p.ireii  tiL"i  5    proiji-.inig    Live     tut    niu  1 

eiSEI.'HUT.O   0.         DlviBlnrt    «,  f    t.i  c  *  no  u,,]  [|;.V10/(J1  C  .,.„<.  I  I  tlrt  M 

Edison    Co       of     How    Yarlt.      Int  I  Lpp  l/iOfK'!'   1'EIH         i'lx 

Fiche. 50-000.  B3/ 10/01. 


",Jeld9     in  HA  i  „   Contrul 


S203190222   IE    InPo   Notice    B2-3fl,  Revis  i  on 
Panels.       Svc     list    cne  1. 

JORDAN,  EL.       Division    of   Engi  nearly    t   QuaJitg    flssuranco,       OS/09/17 
t.,     ?nS2i1<tated     EdisoT1    Co-      "'    Nciu    Vork,      Inc.         lO7pp.         1  3B95    1  H  9         LHx 
Ficne;  30-000,  02/09/17,3300190222. 

8309190239    IE    Info    Notlc*    02-39,      "Bvc    DegradntiDT.    Of    Thiti    Wall 
Stain   ess   Steel    Rec  (re  via  1  1  on    S^i    Piping    at    BUR    Plant." 
Svc    list   and  . 

J°rnn^nH\    S^i!10"   ^   e"B"'"'>*no    <•    ttJ«Ht«   As 
Consolidated    Edison    Co.     of  Neu  York,      Inc.        86pp 
Fie  he:  50-000,  62/09/21,  B2001  7OS29. 


f°  N°ticfl    82~3a' 


'"    Format    «.   Ddlrlbutlon    Eiun 
U 


Enrorcement 
110pp. 


-  .      enc 

DirHKt0r's    Office,    Offieo    of    Inspection   and 
S2/09/22.  Cons  ol  i  d«t  Ed  Edi«an   Co.      ofN^ 

:021.        3'4v    Flche:  gfl-000.  82/07/23, 


in.-nt 


1^   N?*1"    e»-«'     "Def£ciBnciBa    in    Pr^ary 
PB^et"tlan   Assemolie*.  "    Bvc    list    tnel. 

Cominlf    ?   «?      "   2      Engineering    &   Ouallt.,   rts.uranc.,       82/07/JJ5 
Consolitfated    Edison   Co.     oFNeuVork,     Inc.        MSpp         IS930'O19        IMK 
Fich*  :  30-000,  B2/09/22,  S20BJ  70232.  PP          I!y>3Q.ai<?.         ,.1J( 


Q21007001V   Ofnonc    Ltr    H2-ai     l(1    all    ]it,.,,rj0au    (,   dp(,  t  ic.ml-i    (if    uii.l, 
power    reattnri    re    Tech    Spun    for    flra    pm  tnt  t  ini>    .iijJitj 
Foriu.irds    guidance    it  I  gcust  ing    qonural     PCO(IL-    f.    dout  r  ibing 
ol  emcntB    to    be    Includert     in    ,iudi(.    iiv-r     1  ]  n  L    cm-  l 

EIGENIIJT.no.         Diviaion    of    Litor.sir.fl          IKVt  ()/()/,  C,,,,  1(l  I  ,  d,,  i,,,, 

Edison    Co.     of    Nau,    Yarlr,      fnc.         1  Vpp  1 1,'l'f't    ;ff(j         ;'fls 

FlLhe:  SO-000,  03/10/06, 021 0070O I  V 

Q310a90lOH  Generic    Ltr    OH-3U    to    all     I  I C  onsen*    ft   applu.inU    i-o 
inconslifcencij     botunon    roqui  veme  pHe    iif     10CFU7H    <IO<n)    f,    (ITFi 
fur    pcrforning    audits    of     Eiifenuardi    t  ont  i  pin  DIK  11    plains 
(security    plan)    iivc     li^t    pncl 

L-ISENWT,  D.  ff.         Dtvi.ion    Qf    Lie.,..!,,,.        ra/10/,70.  Con  tol  Jd*  l.-.l 

fcdlson    CQ.      of    New    York.      Inc.        Ci(i  p  1  SW:)  •  U 1 '?         1-MX 

Fiihc:  S-0~OOf>.  02/10/3-0,  flSl 


Q.     Inspection    reports,     IE    nullutini    t   c  or  p-cep  nnilffnc  c 

esnai?02so  IE  ]n*<,  Notico  os-a?,  "C«e*inB  m  Uppor  t;ti»u  to 
Transition  Cono  Oirth  Wt-ld  of  StL-am  flei.or.Uor  ,it  fliicrnt  i  mi 
PUH,  "  Hvc  Hit  encl.  ' 

JORDAN,  E,       Division    oF   Enjlnocr  i  ng    a   duality    rtssui-.iiicu         0 
Consolitfatad    Etllson   Co      a  F    Naia    York,      Inc          tO'Jaa         1 59'!0    001 
Fiche:  50-000,  92/O9/ 16,  820H1TO330 


Ff  chet  50-000, 


aaOBl-?0239. 


.  I3J.       J1X 


0309190232    IE     Info    NOUCB    ea-34.  li.v.Hon  1,      "Holds     in    Main    Confcrf.] 
Pane  I  a.       Bvc     ]  is  t    one  1, 

JfJRDAM.E1   L.         Division    of    Eng  j  rieer  ii>9    *  Quality    A«sgr.anco,        OS /()'// I/ 

ConsoliJatfld    Edison    Co.      of    NPUI    Vork,  flic.         ]O7pn          1 5£l-?1    IBFi          -My 
Ffche:  50-000.  82/09/17,  B30H1 -70S32.  "  ®    3    ltfj         '^ 


.-  50-000,  B2/1  1  /16,  02001  9024B. 


.233.        54X 


a200I90S3<?    IE    InPc-    Motico    BS-W,     "HVC    o,,  ra.la  t.on    oF    Th !  e  t    Wai] 
Stai-nleis    Steel    Roc  ir  t  ala  1 1  on    BIJS   Piping    ,it    [)WR    Plant    " 
Svc     list    encl . 

JQRDAN.E   L.        Division    of    Eng  Inc-er  i  na    t,   Qunnty   rtiiuronco         BS/07./;.'! 
Conioliifaled    Edison    Co.     of   New   York.     inc.        EI6pp         JAOI709Q         Pl'x' 
Fich*;  50-000.  33/07/21,02001  -JQ3SV 


438 


DOCKETED  ITEMS 


or,     y5 

n"'Cl!!"ll*r*    *    Inf°   Nottc"    "    Sve    list    encl. 
Director's    OfFice.     Office    of     Inspection   and 

Consolidated   Edison   Co      c-fNeuVork,     l,,c 
24X    F  ,  c  KB:  50-000,  33/09/22,  8303190223 


'^e^ric     !%""?   T1"    9a-'°'      "^'"""i"     in   Primaru    Containment 
Electnc.il    Penetration    Assemblies."    Svc     lint    encl 

JORDAN,  E    L.         Division    of    Engineering    '.    Quality   Assurance         82/09/23 
Cpnsol.dated     Ed,sc.n    Co       of    New    York,      Inc.         112pB.        15930:019.        24* 


Fict-e-  50-000. 


B2QB[<?0232 


S20B190239     IE    Info   Notice    82-41,      "Failure    of    Safety/Relief    Valvea    to 
Open    at    DUH.   "     Svc     list     encl 
JORDAN, E.L          Division    of    Engineering    !<    Quality   Assurance.        B3/10/22 

Consolidated    Edison    Co       of    Necj    Vor  fc .      Inr          iinnn          i  ROJ.^.  t*i         -\A\> 
Fiche     50-000.  63/10/32.  B2081W239  °PP         1596°    153'        3+« 

Q20B19024B    IE     Info    Nottce    62-^3,      "Deficiencies    in   LUR    Air    Filtration/ 
Ventilation    Syi     "    Bvc     list    enc t 
JORD/.M.E    L.         Division    of    Engineering    !,    Qualitu    Assurance.        82/11/16. 


0211080039    Generic    Ltr    82-24    to    DWR    applicant*    u/MARK    II    or    III 
containment    (etcept  WPPSS  3)    re    safety/relief   valve    quencher 
loads    evaluat  ion.  Forwards   NUREQ-OB02.  Bvc    list   encl    W/D    encl 
eiSENHUT,  D.  0,       Division   of   Licensing.       03/11/04.       '     Long    Island 
Lighting    Co.        3flp.        16053:192.        24X    F  iche:  30-000,  83/1 1  /0<J,  B21  10BOO59. 

F.     Security,     medical,     emergency    &    fire    protection    plans 

0310040068   Generic    Ltr   B2-17    to  all    pouier   reactor    licensees   & 
applicants  tt    holders    of   CPi   re    i  neons  i  stenc  y    between 
requirements    of    IQCFflSO,  51 ( t)    *   STS    for  performing    audits    of 
emergency    preparedness    programs.  Svc     list    encl 

EISENHUT.D.G.        Division    of   Licensing.        02/10/01.  Consolidated 

Edison  Co.     of    Neu    Vork,     Inc.       I  1pp.        16002' 2B0        2flx 
FUche:  BO-OOO,  82/10/01,0210040068. 

B310070019  Generic    Ltr    B2-2I    to   all    licensee.    &  applicant,    of   nuclear 
pouer    reactors    re    Tech    Specs    for    fire    protection   audits 
Forwards    guidance    discussing   ganeral    scope    &   describing 
elements    to   he    Included    in  audit. Svt    list    and 

EISEIJHUT.D.  0.       Division   of   Licensing.       82/10/06.  Consolidated 

Eif non   Co,     of    Mew   York,     Inc.       19pp.        13993:338        24X 
Fie  he    50-000,  S2/10/O6,  B2I007OO19. 


82091-50353     IE     Info    Not.re    82-^S,      "PUB   LOL,    Temp    QverprB.so 
Protection    "     Svc     list     encl  V 

JORDAN,  E.  L          Division    of    Engineering    4    Ouality    Assuranc 

Cansolnfflted    Edison    Co.      of    New    Vnrk,      Inc         93pp 
Fiche.  50-000,  B2/I1/  l«?,  B2JB1  9O353. 


02/11/17 
' 


S.     Oeportahle     occui 


:BS,     l.ERa  !>.    related    correspondence 


5211090403    Set0nd     interim    difiei.ncu    rept    r,    p05siblg    inadequate 
eipansion    anchor     spacing     criteria    Initially    reported    on 
B206O7     tnsp    tf    sampling    program    baing    developed   Adiil     info 
mill     be     suornitted    oy    83O105 

MILLS.  L    M          Tennessee    V,i  1  1  B  v    Authoritg.        03/10/39        O'HEILLY,  JP 
f*gion    2.     Office    of    Director          2PP.         1AOO9    107.        34X 
Fiche-  SO-OOO,  O2/10/39, 


0211230235    Final     deficiency     r  e.f  t     re    storage    >.    preventive   maint    pronram 
He.icienc  les     Initially     reported     on   S?10O7   Pipe   caps 
replaced,  nip  i  ng    placed     nn    suppo  r  t  ,  tan  ks    moved    to    inside 
storage     in    upright     position    'f    conditions    I,    program   revieujed 
MILLS,L.d          Tt-nneasee    Valley    Authority.        B2/11/09.       O'HEItLY,  J   P 
(Jogiori    2,     Office    of     Director          2pp          IdlfiS   262        24X 
Flche    50-910.  EJ2/11/OV,  6211220235 


0310290108   Generic   Ltr   82-23    to  all    licensees    b  applicant,   re 
inconslstencg     between    retiuirements    of     10CFR73,  40(g  )    &   STS 
for   performing    audits    of    safeguards    contingency    plans 
Uecurity    planl.Svt    list    end, 

EISENHUT,  D.  0.        Division    of  Licensing.       B2/1Q/30.  Consolidated 

Edison  Co.     of    (Jem   Vorhi     Inc.      8pp.       1S9?3-319        sflx 
Fiche:  90-000,  82/10/30,0210290108. 

0.     Inspection    reports,     IE  Bulletins   t,    correspondence 

S2Qfll9Q230  IE  Info  Notice  83-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Oirth  Weld  of  Steam  Generator  at  Qperatina 
PUH.  "  Svc  list  encl. 

JOf»D/iU,  E.        Division    of    Engineering    d    Qualitij    ABsuranco         B2/09/I6 
Consolidated    Edison   Co.     of   Neia    Yort,      [nc.         lO3pp.         1S93O-001         S4J: 
Fiche;  90-000,  82/09/16.  B20B190320.  ' 

8208190222    IE    Info   Notice   8B-34,  Revis  i  on    I,     "Welds    In   Main   Control 
Panels.  "    Svc    list    and. 


.  L.       Division   of   Engineering    t  Quality   Assurance.       02/09/17 
Consolidated    Edison    Co,      of   Neui    York,     Inc.         1070D          15B93-  1H5        n4V 
Fiche:  30-000,  92/09/17,  6208190332.  '  ' 


2112^0QaO    Second     mterir,    deficiency    rept    re    , beared    motor    pinion    fc 
in    Linitoriue     motor    operator*.   Initialli,    reported    on   820030 
Lim I  torque    inifciaterf    eorrective     ac  t i o na, Nei t    rent   will    be 
lone    by    B3O526 

MILLS, (..    M          Tmnesa&e    Valley    Aijthontij         82/11/10.       O'REILLY,  J   C 
Region    2.     Office    of    Director         2p p         16321    313       34* 

Fichu  so-ooo,  ea/ii/ia,eai  12-jogao 


Operator    Eliminations 


"210130019   Oeneric     Ltr    32-18    lo    all    pouer    reactor    applicants    !, 
licensees     re     reactor     operator    i     senior    reactor    operator 
requal  if  ication    eiatns    Advises    that   eiams    begin  at    facilitir 
Jfter    B310C-1     Eve     l,5t     ein^  1  « 1 1 1 1« 

irrSEIJH'JT,  D    0         Division    of    Licensing.       SS/10/12.  Consolidated 

Edison-    Co       c-F    HeuYorfc,      Inc.         |  Spp         liOO2234        24X 
.  S2IOC30019 


8200J90329    IE    Info   Notice   S2-39,     "Svc    Degradation    of    Thick    Wall 
Stainless    Steel    Rec i rcu  la ti on   Sys   Piping   at    DWR   Plant," 
Svc    list    enc 1 . 

JOFiDAN.E.  L.        Division    of    Engineering    k   Quality    Assurance.        82/09/31 
Consolidated    Edison  Co.     of  Neu   Vor*,     Inc,       B6pp         IAOI7-09B        24x' 
Flche:  50-000,  82/09/21.  S30B190229. 

S20B190223    IE    Info   Notice   82-38.     "Charioe    in   Format    i,   Distribution  Syo 
for    IE  Bulletins  Circulars   t,    Info  Notices.  "    Bvc    list    encl 
DEVOUMO.R.C.       Director's    Office.    Office   of    Inspection   and' 
Enforcoment.       82/09/22.  Consol  Idatcd  Ed  i  son   Co.     ofNeuiYork.     Inc 

110pp.         1A01Q.021.        24X    Fiche:SO-000,B2/09/Sa,8HOOI902a3. 

0208190232    IE    Info  Notice   82-40,     "DeF i c ienc ie.    in   Primary   Containment 
Electrical    PeneSration   Assemblies."    Svc    list    encl. 

JQUDANiE.L,       Division   of    Engineering    t,   Quality   Assurance        02/09/23 
Consolidated    Edison   Co.     of  Noy   Vor*,     Inc.        113pp.       15930'019       34X 
Flche:  50-000,  82/09/22,  B308190232. 


820B190239    IE    Info  Nolle*   82-41,     "Failure   of    Safety/Relief   Valves    to 
Open   at   DWR."    Svc    list    encl. 

JOttDAN.E.L.       Division   of    Engineering    &  Quality   Assurance.       82/10/Sa 
Consolidated   Edison  Co.     of  New  Yort,     Inc.        llOpn.       13960'  153       2-tX 
Fiche:  SO-OOO,  82/10/23,9208190239. 


0203190248    IE   Info  Notlci    82-43,     "Def  ic  i  enc  ie.    in   LWR   Air   Filtration/ 
Ventilation   Bu».  "   Svc    Hit   encl. 

JORDAN.E.L.       Division   of   Engineering    (.  Quality   Assurance.       82/11/16 
Consolidated  Edison  Co.    of  Neiu  York,    Inc.       lllop        16171-233       24X 
Fie  he:  30-000,  02/11/16,8308190248.  loi/l.^JJ. 


8308190253   IE    Info    Notice   B2-45,     "PUfl   Lou  Temp    Overpressure 
Protaction.  "   Svc    list  encl. 

JQRDAN.E.L,       Division   of    Enoineering    t  Oualitg   Aasuranci.      BB/11/19 
Coniollilatxf   Edison  Co.     of  Htia  Vork,     Inc.       93pp         16332' 298        S4X 
FUhe:  SO-OOO,  S2/  1 1/  19,  B3Q81 90253. 


S^  Reportabl^Dccurronces,     LERs    J,    related    c  or  rasp  ond  ence 

B2112905BO    Second     interim    deficiBncg     rept    ra     .haared    motor    pi 
in   Limitorque    motor    operators.  Initially    reported    on  B20B30 
Limitoi-que    initiated    corrective    actions. Kent     rect    mill    be 
sent    bij    830526. 

MILLS.  L.  M.        Tennessee    Valley   Authority.        83/11/10         O'FIErLLV    J    P 
Region   2.     Office   of    Director,       2pp.        16221-345        34*  '     ' 

Fie  he:  50-000.  82/11/18,0211290580. 


V.     Operator    Examinations 


Pieys 


8210130019    Generic    Ltr    82-lB     to    all     power    reactor    applicants    8- 
licensacs    re    reactor    operator  &    senior    reactor   operator 
nullification    eiams.  Arfvi  ses    that    eiams    begin   at    F 
after    BSIOOl.Svc    list    encl.  r 


E15EIJHUT,  D.  0.        Diviaion    of    Licensing.         B3/10/13.  Consolidated 

Edison    Co.      of    New    York,     Inc.         15pp.         16002:234         24X 
Fiche:  SO-000,  B2/10/  12.  S21  01  3OO1  9. 


nQCX£T^STN-50-520   HARTSUILLE   NUCLEI    PLANT,     UNIT   3 

A     Application/construction    stage    documents.    &    corresp  ond  enco 

82110404B5  Advises    that    info    in   util    H20Q06    Itr    re    QA    for    doferrad 
plants    acceptable. 


SCHHENCER.  A 
Valley    Aut 
0211040185 


„    ,,         .,    it         Licensing    Branch    3.       B2/IO/13,       PARnrS.H.O.       Tonnun  r,uo 
Valley    Author.tu.        4pp.         15744:347.         34*   Ff  c  he:  30-000,  B2/10/ I  !!, 


S2081'!02a9     IE     Info    Malice    G2-3<7,      "five     DygraiJ.t  1  1  un    uf     Hi  J  c  k    U,i  1  I 
Stainless    Steel    Bee  (rcola  I  ion    fiij  5    Piping    ,1  1     HUH    Pljiiil     " 
Svc     1  1st    enc  I  . 

JOHDAN.E.L.         DivUion    nf     Eng  i  nver  1  ng    4-    (lu.i]ili|    rtisui'.am  i-.         (J;!/-(W/;  '  I 
Consolidated    Ediaon    Cti.      nf    NPUI    Vorl,      In.:.         Wi|i|i.         tftoi^    O'/tl          f"1X 
FIche:  5O-OOO.  32/0^/31,  O2O{|  1  fO^St 


B208190223     IE    InFo    Notice    F32-:iQ.      "Changs     MI    f-nrm,H.    (.    Ill  si,-  (  ljul  I  on    !itj- 
for     IE   Ili/I  let  Inap  C  i  rtular-s    fc     Info   Noticun     "     fivi      L  i  <,  t     urn:  1 
DETOUNO,  R.C.         Director's    OPFito,     Ofrico    (if     rnsperli  o(i    nnt 
Enfovtement.         82/0^/^2.  Corn  g]  J  it.iled    Ell  i  «<»i    (.'11       „  f    Now    Vnr  b  ,      ln< 

1  lOpp.         16O1H:  021.         24  X    Fie  ho:  SO-000,  fi;.'/OW  I!'.',  tr.WWW) 


0200190232    IE    Info    Notice    LIS-'IO,      "Dp  f  i  c.  I  cut  i 

Electrical    Pnnetratiun    AsionitilLEU     "    JJvc     H 

JQRDAN.E.L.         Division    of    (Yngi  no  vriiig     '-•    Dil.t 

Conaol  idatcd    Kdisun   to      i> f    N0u    Vovli,      [ni 

Ficho:  30-000,  BS/Q't/3S.  BaOHlVoyaa. 


IE     Info    Moticn    (I;!™  HI,      "F.ill^rr    ni 
Open    at    HWH.  "     five     I  i  a  t    -oncl 

L.  niviiinn  11  f  Kn<j  i  nv  or  i  ii<j  (,  o,,, 
solidfltfli!  Eif  too  I)  Co  n  f  Mom  Viu1  k .  1  in 
:  30-OOO,  Ba/IO/22,  0HOHI  WL'DV 


B2Qai<)034H     [E     Info    Nolico    EfHM:i,      "DuFi. 
Vonti  lat  ton    Gija.  "    Svi:     I  UL    enc  I . 
JORDAJJ,  E.  L,         1)1  vi  iion     of    Gngi  navf  ing 

Comol  idstBd    Ed  1  inn    Co      uf    Mew    Vni-l  , 
Fleh*:  30-000.  H2/1  I/ 1ft.  FiaOHI-VOIMl'l 


rir  i  if  9     in    I  lid    A  | 


hoer 

™i        ?   ««    applicants    for   CP    re    guidance    for     imp  1  ome.itino 

SRP  rule.  Forwards   NUREO-0906.  NUREO    to    bo    U9Bd    J,B    interim 
S?™ur,MTUn*11    Re9   0uidB    '•  70    fevi"d.  Bvc    list    encl. 
™»on    I;       S;    M0'^91^     ,f    LIcBnsi"3-        83/10/26.  Cpn.o 

taison   Co.     of    New  Vork,     Inc.        9pp.        1  5973    295        2flx 
Fie  he:  BO-OOO,  02/10/26,  B21O36OOBB, 


.  permit 


d.  trd 


Ficoe:  50-000. 
protection   pl*n 


O.ntrit    Ltr    BS-17    to    all    pouer    r«et«,r    1  icen.Be.    1. 
•PP1    »nt.    t.    holders    of   CPs   re    intons  l,t.nc«    bDtu,8Bn 
retirements     Of    IOCFR50.  54(  1  1     6    STfi    for    per  forming    "udi  t.    nf 

"  " 


E120B190353     IE    Info    Molim    O;.'-4!l,      "F^WK    I   nu    Ti-mp    llvvrpi 
iProtcction,  "    Bvc     1  i  at    onr  I 
JORDAN,  E.  (..         DivUInn    «f    MngMiwor  nig    A    Qu..llty    A«», 

Consolidated    Ed  f  ton    Co      uf   rjvw    Yurk,     Tin          v;fn - 
Fi  chfl  :  50-000*  "•-•  ^ "-•• -  ' 


9.     JtBporUblo    occurroncot,     l,l:l>i    J!.    r 


expansion  anchor  .pacing  c  r>  i  ler  U.  tin,  I  uit  lij  rui 
OJO607.  Insp  «,  samplLng  prngi-jini  liolnij  itmvaliinuiJ 
will  b*  tubmi  t  toil  bo  (IllOtO!) 

MILLS, I,, M.       Tennpiiait    Vnlloy    rtuthiirltij.       (l^'/lO/ 
Hooiun   S,     OTfico    uf    Oirttlrir.        ,-?|in         ifttKJV    H!V 
Fiche:  30-000,  flS/tO/Kf.tlSI  107010.1 


aiiaaOaaS  Final  d«f  UlBTicy  nr 
deHc  Ini.c  i.».  Inltuillij  r«|M>r 
r«ji  lacsd, piping  plaruj  1111  ti 
»torao»  (n  Ufrifflit  onvilion  ( 
HU.Lfl.L.M.  r«nn*«*(iu  Vall«v 
Region  a,  (IffJc*  fi  F  Illrnclor 

Ft ch«-  BO-BIO. 


ra    i\,a\'ngv    r,     (it  even).  iv«    niniii.L     |) 

ii't.Umki    inn  veil     to     iiihiilu 
;  ond  I  1 1  (in  4    f,    |it'U|ji'jirii    i  i'v  I  uuvil 
jllifn-l  ly          li;'/l  \/iw         (I  JHl.  in   v,  ,( 
.•|i|i  Iftl^hi)    TV,!'         MX 


Operator    Kiari 


Flche:  SO-000,  BS/10/06,  821007OO1  9 


S2/10/3O,  B210H9O1OS 


0>n«ric    l.tr    na-lCI    U    all    POU.P    r,,,,,  lor    ......  l»,n,,u 

IICBi>iBt>t    re    reactor    opsi-ntor    f,    HCI.IHI-    ro(n  lor    iinvrALnr 


,  0.  0.  Diviilan  OF  l.lein 
Edl.on  Co.  of  N.u,  York.  I,,c  Ifl 
Fich>:  30-000,  D3/IO/IH,  03  I  01  MOi  'I 


DOCKET   fmj-30-S2l    HARtKWU.I.IC  NUCLt'AII   tn.fiHt,     UN  1  1 


c 


Flche:  SO-000, 


in  Main   Control 

93/( 
:1SS, 


•FH  *'  N-:V---  -  -'"." 

Fich.:ao-000.  83/10/36,  BS103A0000 
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0211080059   Soneric    Ltr    02-24    to   BUR   applicant!   u/MAFW    II    or    III 
containment    (eicept    WPPSS    21    re    saf etij/rel  1  ef   valve    quencher 
load*    evaluation   Forwards    NUREG-QB02.  Svc    list    encl.W/o    encl. 
E1SENHUT.DC.         Division    of   Licensing         B2/I1/Q4.  Long     Island 

Lighting    Co.         5pp.         16093:192.        24K    Fiche.  50-000.  B2/1I /Q4,  B2I  1080099. 


F.     Securi  ty,    me  d  i  ca  I , 


rgencg    t.    fire    protection    plans 


B21004006B   Generic    Ltr    B2-17    to   all    puuier    reactor    licensees    i 
applicants   &    holders    of    CPs    re     incons i stenc y    between 
requirements     of    10CFR30    5fl(t)    i    SIS    for    performing    audits    of 
emergency    preparedness    programs    Svc     list   encl 

EISENH'JT,D   G.         Division    of   Licensing         62/10/01.  Con»o  1  Ida  ted 

Edison    Co      of     New    York,     Inc.        I  Ipp         1 6002    350.       24X 
Fiche.  50-000.  62/10/01.9210040060. 


V.     Operator    Eiaminati 


B21013001-?   Generic    Ltr    82-19    to  all    pouer    reactor    applicants    (. 

licensees    re    reactor    operator  i-    senior    reactor    operator 

requalif ication    eiams.  Advi  ses  that    eiams   begin   at    facilitu 

031001.  "--     'J-*-    V 


after    031001.  Svc     list    end 
EISENHUT.D.  G.        Division    of    Licensing.        H2/10/I3. 
Edison    Co.     of    New    York.     Inc.        15pp.        16002:234 
Fiche:  50-000,  02/10/12,8210130019. 


24X 


Consolidated 


DOCKET    50-523    BMGIT   NUCLEAR   POWEH    PROJECT,     UNIT    1 

A      Application/construction    stage    documents    t>    correspondence 


S210070019    Generic    Ltr    03-21    to    all     licensees    &   applicants     of    nuclear 
pojer    reactors     re    Tech    Specs    for    fire    protection    audits. 
Foruards    guidance    discussing    general    scope    &   describing 
elements     to    be     included    in    audit.  Svc     list    e nc  1 

EISEUHL/T.DG         Division    of    Licensing         83/10/06.  Consolidated 

Edison   Co      of    New    Vqrk.     Inc         19po         15993    33B.       24X 
Fiche    50-000.  83/10/06,8210070019 


0210260036  Generic    Ltr    62-20   to    all    pouer   reactor    1  iconsees.  permi  t 
holders    ft   applicants    for    CP   re    guidance    for     imp  I omentino 
SRP    rule.  Forwards    NUREG-O9Q6.  NUBEC    to    6e    used    as     interim 
measure    until     Reg    Guide    1     70   revised.  Svc     list    oncl 
EISEMHUT.D.  G.        Division    of    Licensing.        B2/1O/36.  Consolidated 

Edison    Co.     of    Meu    York,     Inc.        9pp          1 5993:  295.        3-JX 
Fiche:  50-000,  02/10/26,0210260050. 


621029010B   Generic    Ltr    82-23    to    all     licensees    !.   applicants    re 
inconsistency     between    retirements    of     10CFR73   40(gl    &   STS 
for    perforning    audits    of    safeguards    contingency    plans 
(security    plan!     Svi     list    end 

EISEIJHUT,DG          Division    of    Licensing         62/10/30.  Consolidated 

Edison   Co      of    Ueu   York.     Inc         Bpp         15993' 3 19        24X 
Fiche    50-000,  33/10/30,0210290100. 

0      Inspection    reports.      IE    Bulletins    1.   correspondence 

8209190220  IE  Infn  Notice  02-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Girth  Weld  of  Steam  Generator  at  Operating 
PWfl  "  Svc  list  encl 

•JQHIW'JiE.        Division    of   Engineering   !.    Quality,    Assurance.        H2/09/I6. 
Consa  I  lOaterf    Edison    Co      of   Neu    VorV.     Inc.        lOSpp         15930:001.        31X 


"Wolds    in   Main   Contrul 


Fi the:  50-000.  92/09/J6.  6203190220. 


6208190222    IE    Info   Notice    62-34,  Revis  ion    1, 
Panels    "    Svc     tist    encl. 
JORDAN, E   L         Division    of    Engineering    I    Quality   Assurance.        82/O9/17. 
Consolidated   Edison   Co      of  lieu  Vork,     Inc.       107pp        15995-1813        P1X 
Fiche    30-000,  S2/09/1 7, B20EU  90222. 

8208190229    IE    Info    Notice    02-39,     "Svc    Degradation    of    Thick    Wall 
Stainless    Steel    Rec  ircu  lati  on    S<|5   Piping   at    BWH    Plant    " 
Svc    1 ist    encl 

JOflDAN.E    L.        Division    of    Engineering    !,    Quality   Assurance.        B2/Ot?/t'l 
Co-iaolidated    Edison    Co      of   (leu   Yorlr,     Inc.        06pp.        1401 7' O98         2-JX 
Fiche    50-000,  82/09/21, H2Qfl 190229 

920H190223    IE    h,fo   NotiLe    62-38,     "Change    in   Format    (.    Distribution    Sus 
for    IE   Bullet  ins, Circulars    (,    info   Notices."    Svc     list    encl 
DEVOUNG,R   C         Director's    Office,     Office   of    Inspection   and 
Enforcenent.        B2/09/22  Consolidated   Edison   Co.     of   Hew    Vor  ti ,      !nr 

UOpp          (4010    021         24*   Fiche:  50-000,  82/09/22,  6209190223. 

320B190232    IE    Info    Notice    02-W,     "Deficiencies    in   Primary    Cont.lnnint 
Electrical    Penetration   Assemblies."   Svc    list   encl. 
JORDAN.E   L         Division    of    Engineering    (.    Oualltij   Assurance         B3/W/33 

Consolidated    Edison    Co      of   Neu   York.     Inc          112pp.        15930'019         34)1 
Fiche    50-000,  aS/09/23,  8303190333 


of    Safety/Relief    Valves     tn 


B20B190239    IE    Info   Notice    BB-41,     "Faili 
Open   at   DUJ!    "    Svc    list   encl. 
JDRDAU.E   L.        Division    of    Engineering    i,.    Quality   Assurance          B2/IO/ak' 

Coniolidated    Edison   Co      of  Neui  Vort,     Inc.       UOpp,       19960    153        20* 
Fiche    50-000.  62/10/32,0200190239 

6208190243    IE   Info  Notice   82-43.     "Deficiencies    in  LWR  Air   Filtration/ 
Ventilation   Sys     "    Bvc     list    enc 1 . 
JORDAN,  Et.        Division    of    Engineering    «•    Quality   Assurance          B2/I1/16 

Consolidated    Edison   Co      of  Neu  York,     Inc.       IMpp        16171-233        2fl  If 
Fiche.  S0-€00.  03/11/16,  B20B19024a  laifi.tJ*.        aiK 

B20B190253    IE    Info   Notice    0P-fl5.     "PHfl   Lo^   Temp    Overpressure 
Protection.  "   gvc    list    encl 
JORDAN,  E.  L.       Division    of   Engineering    t-  Oua  I  I  ty  Assuranc  e.       B2/I1/19. 


H21I080059    Generic    Ltr    82-21    to    DWF?    applicants    ui/HARK    II    or    III 
containment     (e.cept    WPPBS    2)    re    saf etu/re 1 i ef    valve    quencher 
loads    evaluation.  Forwards    NUnEG-0602.  Svc    list    ei.c  1    W/o    encl 
EtSENHUT.D   G.         Division    of    Licensing.        B2/1I/O1.  Long     Island 

Lighting    Co.        Spp.        16033:192.        24X    F  i  che:  50-000,  B2/ 1  I /04,  Q21  10BO. 

Q      Utility    Preliminarij    Safely    Analysis    Report,     amends 

6211030170    Forwards    Amend    26    to   PSAR, respondi ng     to    NRC    Questions 
231.5.231     14    It    231.15    re    Hay    Junction    monoc  1  ine.  Amend    also 
revises   PSAH    Section   2.  5   t   apps    to    include    results    of  work 
an    southeast    anticline. 

MYERS. R.V.        Puget    Sound    Pouor    !,    Light    Co.        B3/1O/1S.  Of-fico    of 

Nuclear   Reactor    Regulation,    Director        3pp         1591 r  16J        24X 
Fiche:  50-532,  53/10/15.  P3I  1030170. 

—9211030176   Amend    20    to   PSAR.  U/25    uvarsiie    maps    t.    finures    Aperture 
cards    arc    available     in    P15R 

*      Puget   Sound   Power   ;<   Light    Co.       B2/10/15.        172pp         13911-164 
24X    Fiche:  50-322,  O2/1O/15,  0211030170. 

B31H201I3    Forwards    Affidavit    of    Bvc    fur   Amend    38    to   PSAR 

THOMSEM,  F.  T.  Perkins,  Cole,  Stone,  Olaen  h  Williams,  02/11/09, 
Office  of  Nuclear  Reactor  Regulation.  Director,  3pp  1A0421  Oi>6 
SAi  Fiche:  50-522,  B2/1 1 /09,  021 1 1  20-113. 

C.     Utility    Environmental    Report    IEH).     amends    t-    correspondence 

6211160197   Comments    on  Amend   6   to    environ  repi,  1 1st  ing    previously 
identified    concerns   not   adequately    addressed    In   rept.  Issues 
include   cooling    water    intake   structur es. ace umu Jat i on    of 
heavy    metals    in    fishes    fc   use   of    aodium  liypqeh  lori  te 
DUNN.  C.  A,       Interior,  Dept.  of,    Fish   (.   Wildlife    Borvice.       02/11/10, 
Oft'ice    nf    Nuclear   Reactor    Regulation,     Director.       2np         16092-139 
2'!X   Fiche:  50-335,53/11/10,0211160197. 

F      Security,    medical,     emergency    It    firo    protection   plant 

8210070017   Generic   Ltr   B2-2I    to  all    licensees    V   applicants    of   nuclea 
pojor    reactors    re    Tech    Speci    for    fire    protection   audits, 
Forwards    guidance    discussing   general    scope    fc   describing 
elements    tn   be    included    in   audit,  Svc    list    encl, 

EISENH'JT,  D.  0.       Division    at  Licensing.       03/10/06,  Consolidated 

Edison  Co.     of    New  Yorki     Inc.       19pp,       15993   33B        24X 
Fiche:  50-000.  02/10/06,0210070019. 

8210390100  Generic   Ltr   02-23   to  all    licensees    t,  applicants    re 
incons  istflncy    Between   requirements    of    10CR173.  10<  g )    d   ST5 
for   performing    audits    of    safeguards    contingency    plans 
(security    plan), Bvc    list    end, 

E1SEHHUT,  D,  0.       Division   of   l.f  cone  Ing,       62/10/30,  Consolidated 

Erfison    Co,     of    Mom  York.     Inc.      3pp.       15993-319        S4X 
Flchi:  50-000,  02/10/30.  02IO290I08. 


0.     Ad  jud  i  calory    c  orre'spondence 


B2111B0010  Foruiards    util    B2091fa   1  tr    to    DOE  b    DOE  B30929  response  re 
proposed    nxilusion    area    boundary    for    project. 

THOMSEM.F.T.  Porkina,  Cole.  Stone,  dl  sen  &  Hi  1 1  lams.  THDMBEN,  F  T. 
Pujet  Sound  Powor  tc  Light  Co,  aa/10/I2,  DEWEY.L.  8.  Hearing  Dram 
3.  llpp.  16137:215.  24X  Fiche  :  50-522,  03/  IO/1S.  031 11B0010. 
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B2I1050447    Memorandum   !•   order   admitting    Yalima    Indian   Nation   at    partg, 
Contentions    1,3  (-68.   portions    of   Z  tt    5  ace  opted.  Contention 
II    reworded.  Contention*    4,7,  B   «.    9   rejected. 

UOLF,J,F.,    HOOPER,  F.  F.  ,    L  IMENDEHGER,  o.       Atomic   Safety   and   Licensing 
Board    Panel.       82/10/29,       6pp.        15687:058.       34X  Fiche:  30-533,  B2/1O/29, 
8211030447. 


B.      Inspection    reports,      IF    Bull* 


Decision    ALAB-700,  revers  ing    ABLD    decision   denying   Columbia 
River    Inter-Tribal    Ftsh   Commission   petition    to   intervene. 
Cauie   remanded   in/orders    to    grant    petition    upon   finding    of 
on*    admissible    contention. 

TOKPKINS,  B.  A,       Atomic    Safety   and    Licensing    Appeal   Panel.      83/10/29, 
10pp.         13BBB:  247.         24X    Fiche:  50-322,  Q2/10/a1?.  B21  1020610. 


6211030330    Memorandum    ti    order    sotting    forth 
r-enunber  ed    sequentially. 

UDLF,  J.  F,       Atomic    Safety    and  Licensing    Board   Panel. 
IWIO:  3SH,        34X    Fiche:  50-533,  82/1 1/O2,  B2t  1O30330. 


pted    contentions 

B3/11/03.       4pp. 


Memorandum  *   order   granting    Columbia  River    Intar-Tribal    Fish 
Commission   second    supplement    ta    petition   to    intervene 
delineating    c  onten  t  inns.  Content  i  one    1,3,3  fr    portion   of    5 
jcr-tp  ted.  Content  i  on    4   rejected    4r   portion  of    5  deferred. 
WOLF,  J,  F.       Atomic    Safety    and   Licensing    Board   Panel.       32/11/05, 
Columbia    River    Inter-Tribal    Fish    Commission,       3pp,       16004:341,       24X 
Fieri:  SO-522,  82/11703,621  (09O2il. 

6211150569    Advises    that   util    has    reconsidered    duill   modify    intake 
deiign    to    limit    Intake   screen    openings    to    l/B-ir>ch  while 
preifrrving    option    of    using    3/B-inch    opening*.  Related 
COTT saponrfenc  e. 

THDMSEN-F.T.        Perkins,     Cole,     Stone,     Olsen    t,    Williams.        THOMSEN.  F.  T. 
Puoet    Bound   Power    &   Light    Co,       B2/I1/QB.       LEWIS,  N.  D.       Washington. 
State    of.        flpp.         16062:161.        24X    Fiche;  50-522,  B3/1 1/08. 


8206190220  IE  Info  Notice  B2-37,  "Cracking  in  Upper  Shell  to 
Transition  Cone  Girth  Meld  a?  Steam  Generator  at  Operating 
PUfl.  "  Svc  list  encl. 

JORDAN,  E.  Division  of  Engineering  £  Quality  Assurance  83/09/1A. 
Conioli  dated  Edison  Co.  of  Neu  York.  Inn.  lOSpp.  15930  O01.  ?.4X 
Fiche:  30-000,  B2/09/I6,  a20S19022O. 


8206190222    IE    Info    Nutic 
Panels.  "    Svc     Hit    ent  I 
JORDAN,  E.  L.        Division    OF    Engineering     &0ua 
Consolidated    Edison    CD.      of    N*u    York,     Inc 
Fiche:  50-000,  63/07/17,  B20E19O222 


-34. Revision    1,     "Welds     in   Hai  n   Con  t  ml 


i  ty    Assurance.        B2/09/17. 
107pp          15095.  135         J'-I 


620619032?    IF,    Info    Notice    B2--39.      "Eve     Degradation    of    TJi  i  c  k    Wall 
Stainless    Steel    Rec  ircu  la  1 1  on    Sys    Piping   at     BUR    Plant.  " 
Svc    list     encl  . 

JORDAN,  E.  L.        Division    af    Engineering    ft    Quality    Assurance         82/09/31. 
Consol idatBd    Edison    Co.      of   New    York,     Inc.         B6pp.        lf=017    OtB         ;.'1X 
Fiche:  3O-OOO,  B2/O9/21.  3SOO190221?. 

B306I90223    IE    Info    Notice    83-3B,      "Chang"    in    Format    >j.   Distribution    Sijii 
for    IE    Hullet  in-5,  Circu  lars    &    Info    Notices.  "     Svc     list     encl. 
OEVOUWO.R.  C.        Director's    Office,     Office   of     Inspection    and 
Enforcement.        aa/O9/22.  Con  9  a  3  i  dat  ed   Edison   Cn.     of    fleui    Vurk,      Inc. 

110pp.         1A01B.O21.        24K    F  i  che     5O-OOO,  Q2/09/  22.  Q2OB19O223 

8206190232    IE    Info    Notice    B2-4Oj      "Deficiencies     in   Primary    Containment 
Electrical    Penetration    A*  s-emb  1  i  es     "    Svc    list    encl 
JORDAN.  E.  L.        Division    of     Engineering    (•   Qua  I  i  ti(    Assurance.        B2/09/;.'!!. 

Consolidated    Edison    Co.      af    Hew    York,     Inc.         112pp.        15930:019.        Lh1  K 
Fiche;  50-000,  92/O9/22,  0203190332. 


6211150576    Proposes    schedule    for    ASLQ    hearing    on  health   &  safety    is^uor. 
4   Energy     Facility    Site    Evaluation    Council     issues    d    for    ASLD 
touncfl     joint    hear  Ings.  Re  la  ted    correspondence. 

THCH5EN.  F.  T.  Perkins,  Cole,  Stone,  Olsen  &  Hi  1 1  lams.  THOMSEN.  F.  T. 
Pvg«t  Sound  Power  4  Light  CD.  82/11/08.  WOLF,  J.  F.  Atomic  Safety 
•and  Ltceniing  Board  Panel.  LEWIS, N,  D.  Washington.  State  of.  3pp. 
I60(,3:OBB.  24X  Fi  che:  50-522,  83/1 1/03,  S21 1 1  50576. 

— 82111505B2  Advises    that    joint   NRC/Energy   Facility   Bite   Evaluation 
Council   FES   mill    be    Issued    on    830301.  Schedule    change    due   to 
declaian    to    include   Northwest    Poiuor    Planning  Council 
electrical    energy    forecast    info, 

LEWIS,  N.  D.        Washlnoton,     State    of,        B3/11/O3.       WOLF,  J.  F.       Atomic 
Safety    and   Licensing    Hoard   Panel.       5pp.        16063:091.       24X 
Fie  he  I  50-522,  82/  1 1  /OB.  821 1 1  30576. 

D21I220IB4    Order    icliedullng    BS1202    prohearing    conferenEe    In  Lac  By,  WA 
for    joint   hearing    before    NRC   &   WA  Energy  Faclllti;   Sit* 
Evaluation  Count:  I  1 .  Simpl  if  ication  ti  c  larif  nation  of 
(•onten  t  i  oni  d    stipulations    to    be    discussed. 

UOLFE,  B.  J.      Atomic    Safety    and    Licensing   Board   Panel.       82/11/18.       2pp. 
Iol63:349.       34X    Fiehe:  50-52H,  B2/1  I/IB,  821 1  2201Q4, 

B21129D7O9   Motion    to    alter    lead    party    designation   established   for 
Contention  3    In   ASLQ   921102  memorandum   &  order. All 
intervsnori    concur    that   NRDC    should    be   designateif    lead 
party,  » i  net  NRDC    demonstrated    greatest    eipertise   on    laiue. 
CAVAWAOH,  H.  R.       Natural    Resource*    Defense  Council.      S2/11/SS. 
Atonic    Safety    and    Licensing   Board   Panel.       3pp.       16223:049.       24X 
Fi  che:  50-533,  83/U  /22.  B21 1290709. 


0208190237    IE    Info    Notice    62-11,      "Failure   of     Safety/Relief    Vslver,    t(, 
Open    at    BHR.  "    Svc     list    encl. 

JORDAN.  E.  L.        Division    of    Engineering    '.   Quality   Assurance.        S2/10/U2. 
Consolidated    Edtaun    Co.      of    Neu    York.     Inc  HOpp          159iO    153,        IMX 

FmNer  50-000,  B2/10V22,  820HI9O239. 

920819024n     IE    Info    Notice    SE-'ICI,      "Be  f  i  c  ienc  i  e  s     in   Lun    Air    Filtration/ 
Ventilation   Sys.  "    Svc     list    encl. 
JORDAN,  E.  L.        Division    of    Engineering    &   Quality    Assurance.        B2/11/16. 

Conciliated    Erfiaon    Co       of    Meu    York,     Int.          Hipp          16171:23^.        L'-1X 
Fiche: 50-000,  B2/11/1A, 


IE    Info    Notice    fl2-45.      "PMR    Lou   Temp    Overpressure 
Protect  ion.  "    Svc     list    encl. 

.JORDAN,  E.  L         Division    of    Engineering    &   Quality    Assurance. 
Consolidated    Edison    Co.      of    Mem    York,     Inc.         93pp.        1&23£ 
Fiche:  &0-000.  B2/1  1/19,  B2OS1  -70353. 


V.     €perator    Eiami nations 


B3/11/I*? 
29B         H1X 


B21O130OI9    Generic    LtT    B2- 1  B     to    all     pouer   reattor    applicants    f. 
licensees    re     reactor    operator    !-<     senior    reactor    operator 
requal i fitation    eians. Arf v i B«S     that    eiams    begin   at    Facility 
after    031001.  Svc    list    encl. 

EISENHUT, D.  G.        Division    of   Licensing        02/10/12.  Consol ids  tod 

Edison    Co.     oF    Neiu    York.      Inc.         ISpn.         16003    234.        34X 
Fiche:  5O-OOO,  Ba/10/13.  621 01 30019, 


--BB1129071?  Motion    to   amend   accepted   Contention  S.Propoted    amends    mould 
conform  Contention   3   to    earlier  admitted    NRDC    contention  on 
which    Contention    3    it    partial  lu    bated. Certificate    of    Svc 
•  ncl. 

CAVAWAQH.H,  R.       Natural    Resources   Defense    Council.       03/11/22. 
Atomic    Safety    and   Licensing    Board   Panel.       ipp.       16222:052.       34X 
Fiche:  80-523,88/11/22,  B2I1S90707. 

B21130QZ47   Foruard*    proposed    hearing    *chedule    for    consideration   at 
B51SO2    prehearing    conference,  Related    corraspandance. 
THOMSEM,  F.  T.       PerHina,    Cole,    Btone,    Olien    li   Williami.       THOMSEN,  F.  T. 
Pugat    Sound  Poiuef    fc  Lijht   Co.       B2/I1/24.       WOLF,  J.  F.      Atomic   Safety, 
jnd    Liceniing    Board    Panel.      LEWIBiN,  D.      Ha»hlngtonr    State   of.       4pp. 
14237:340.      S4X  Fi  che:  30-522,  82/1 1/24,  831 1300367. 


BSH300221    Limited    »ppnaranee    statement.  Hanford   *ite    is    not   part   oF 
Y«kim«    rndian    Nation    reservation   e»taollihed    by    1855   treaty. 
Indian    privilege    of    hunting,  gathering    rooti    tt  barrlts    t< 
graitng    animals    doe«    not    extend    to  Hartford    (Its. 
HAI1ES,  R.  L.  ,    FITZ.G.  T.       Eneroy,     Dept.     of.       B2/11/26.       54pp. 
16937:035.      24X   Fi  che;  SO-522,  SB/1 1/26,  B21 1300331. 


442 


DOCKETED  STEMS 


—6211030176   Amend    23    to   PSAR.  W/25    overs! 
cards    are    available     in    PDfl. 

<      Puget   Sound    Poiuar    '/   Light    Co.        B2/10/1S 
21X    Ficfce.  50-522,  82/ 10/1  5,021  1O3O170 


ap*  6   figure*.  Aper ture 
172pp.        13911:  164. 


8211130413   Forwards    Affidavit    of    Svc    for    Amend    20    to   PSAR. 

THOMSEH.  F  T  Perkins,  Coie,  Stone,  Qlsen  t  Williams.  92/11/09. 
Office  of  Nuclear  Reactor  Regulation.  Director.  3pp.  1^043- 036 
24X  Fie  he  50-522,92/1  1/09,021  1120413. 


C      Utility    Erwn 


sntal    Report 


correspondence 


5211160197   Coir.nerits    on    Amend    6    to     environ   rept,  listing    previously 
identified    concerns    not    adequately    addressed    in    rept.  Issuer 
include    cooling    uater     Intake    s  t  rue  t  ur  es,  ace  umu  la  1 1  oh    of 
heavij    metals     in    fishes    t    use    of     sodium   hi;poch  1  nri  tB. 
OVKH.C    A         Interior.  Dept    of,     Fi  ih    S-    Uildlife    Service.        B3/I1/1O, 
Office    of   flue  tear    Reactor    Regulation,     Director.       2pp.        16092:  135. 
24*   Fiche    50-522,02/1  I/IQ,  B211I6OI97 


Seciir  i  tij. 


:  tion   plans 


821007001?   Generic    Ltr    B2-Z1     to    all     litenst.es    t,   applicants    of    nuclear 
pa'jer    reactors    re    Toqh    Specs    for     fire    protection    audits. 
Forwards    guidance    discussing    general     scope    t    describing 
elements    to    be    included     in    audit    Svc     list    enel. 

EISEIJHUT.DG         Division    of    Licensing         B2/1Q/04.  Consolidated 

Edison    Co.     of    Mcu   Vorl,     Inc         19pp          1 5993    33B        34X 
FicHe    50-000,32/10/06,9210070019 


--8211150SS2   Advises    that    joint    NHC/Energy   Facility    Site    Evaluation 
Council    FES    mill    bo     issued    on    B30301.  Sche  dulo    change    due    to 
decision    to     include    Northwest    Power    Planning    Cuuncil 
electrical     energy    forecast    Info. 

LEWIS.  N.D.       Washington,    State    of.       83/11/03.       WOLF,  J.  F.       Atomic 
Safety    and    Licensing    Board    Panel.        5pp.         16063:091         24X 
Fiche.  5O-522:  B2/1I/OS,  B21115O576. 

0211220164   Order    scheduling    821202    prehearlng     conference    in   Lacey.UA 
for    joint    hearing    before    NRC   J.    WA   Energy    Facility    Bite 
Evaluation    Counc  1 1.  Simp  1  i  f  i  cat  i  on   &    clarification    of 
contentions    ft    stipulations    to    be    discussed. 

UCLFE,  S   J.        Atomic    Safety    and    Licencing    Board    Panel         82/11/18         SB  a 
16163:349.        24X    Fiche.  5O-522,  B2/  1 1  /  16,  821 1  3301  B<J. 

S211290709   Motion    to    alter     lead    party    designation    established    for 
Contention    3     in    ASLO    831102   memorandum   (,   order.  All 
intervenor-s    concur    that    NHDC    should    be    designated     lead 
party,  since    NRIJC    demonstrated    greatest    expertise    on    issue 
CAi/ARACH:  H.  R.        Natural     Resources    Defense   Council.        S2/11/22, 
Atomic    Safety    and    Licensing    Board    Panel.        3pp          16222   049         24X 
Fiche:  5O-5?2,  B2/ 1 1/22,  B21  12907O9. 

821  129O719   Motion    to    amend    accepted    Contention    3.  Proposed    amends    uot.ld 
conform    Contention    3    to    earlier    admitted    NRDC    contention    on 
which    Contention    3    is    partially    oas ed. Cnr ti f i cate    of    Svc 
end. 

CAVANAGH.H.  R.        Natural    Resources    Defense    Council.        02/11/22. 
Atomic    Safety    and    Licensing    Board    Panel.        6pp.         16222   053         24X 
Fiche:  50-522,  B2/1I/32,  8211390709. 


B21Q29O1OB   Generic    Ltr    82-23    to    all     licensees    &   applicants    re- 
inconsistency    netueen    requirements    of     10CFH73.  -J0(g  )    t-   STS 
for    perfnr.Tirig    audits    of    safeguard?    contlngencij    plans 
(security    plan>    Svc     list    end 

EIEENHJT.I)   G         Division    of    Licensing.        B3/IO/3O.  Consolidated 

fdison    Co      of    Nem   Yart,     Inc         Bp p  15993:319        24X 

Fiche    50-000,  B?/ 10/30.  B21029010B 


Adjudicator^    correspondenci 


J32111BC010   For-jards    util    820916    1  tr     to    DOE   i    DDE   820929   response    re 
proposed    eicJus.ion   area    boundary     for    project. 

rHOMSEII.F    T         Reruns,     Coie,     Stone.     Olson   !i    Williams         THDMSEN.  F    T 
Puget    Sound    Pou-er    !,    Light    Co         B2/1O/I2        DEWEV.L.S.       Hearing    Branch 
3         I  Ipp         14137   215         241!    Fi  che     50-S22,  B2/  10/12,  B21 1 1B001O. 


B2-113002A7    Forwards    proposed    hearing    schedule     for    c  one  ideration    at 
821202    pre-hearing    conf  arenc  e.  Re  tated     correa  pondence 

THOMSEN.F.  T         Perkins,     Cole,     Stone,     dUen    t,    Williams         THDMSEN.  F   T 
Puget    Sound    Pouer    S,    Llnlit    Co.        B2/11/2-1,        WCILT,  J.  F. 
ar,d    Licensing    Board   Panel.       LEWIS,  N.D.       Washington, 
16237   3-10.        24X   Fi  che  :  50-922,  B2/1 1/24,  B21 130O367 


Atomic    Safety 
State    of.       flpp. 


B2I13Q0321    Limited    appearance    sta tement. Hanf ord    nite    is    not    part    of 
Yakima     Indian    Nation    reservation    established    6y     1BS5    treaty. 


-      by    tflSS    treaty. 

Indian    privilege    of    hunli  ng,  gatherinij    roots    &  berries 
gracing    animals    doqs   not    eitend    to   Hanford    site. 
Hrti'IES,R,  L.  ,     FITZ.C.T.        Energy,     Dept.      of.       02/11/36 
16237:035.        24 X    Ficlie.  50-532,32/11/36,6211300221. 


Inspection    reports)     IE   Bulletins   !i   c  orreap  ondence 


54pp. 


^211020.147   Homorandun   1    order    admitting    Yalima    Indian   Nation    as    partij. 
Contentions    1,3   ',    6   *    portions    of    2    !-,    5   accepted    Contention 
11    recorded   Corttentions    4,7,fl   t,    9    rejected 

WOLF.J    F    ,     HOOPER. F   f    ,     L  INEMQERGen,  0         Atomic    Safety    and    Licensing 
Board    Pansl         33/10/29         6pp.        1 5687    O5S         SIX    Fiche:  50-522-  02/  1O/29, 
B2U02O44? 


•0200190220  IE  Info  Notice  82-37,  "Cracking  in  Uppor  Shell  to 
Transition  Cone  Qirth  Meld  of  Steam  Generator  at  Operatino 
PUfl.  "  Svc  list  enr  1 

JORDAN.  E.        Division    of    Engineering    4    Quality    Assurance.        02/07/16 
Consolidated    Edlaon    Co.      of    Ncu    Vorli,      Inc.         105pp          1S930-OOI          24X 
Fie  ho    50-OOO,  B2/09/ 16,  0HOB1 90220. 


B2ll020ilO   Decision   ALA13-700,  revers  i  ng    A5LD    decision    denying    Columbia 
River    Inter-Tribal    Fish    Commission    petition    to    intervene. 
Cause    remanded    u/orders    to    grant    petition    upon    finding    of 
one   admissible    contention. 

TOtVKINS,  B    A         Atomic    Safety    and    Licensing    Appaal    Panel         32/10/29 
I3SQB    247         24X   Firl>e    30-522,02/10/29,8311030610. 


3208190222    IE    Info    Notice    D2-34,  Rcvisl  on    1,     "Welds     in    Moin    Cdntrol 
Panels.  "   Svc     list    one!. 
JORDAN,  E.  L.        Division    of    Engineering    t,   Quality    Assurance         62/09/17 

Consolidated    Edison    Co.     of   Neiu    Vorli.     Inc.         107pp.         13095-103         2 4 If 
Fiche:  50-000,  02/09/17,6200190232. 

B20B190239    IE    Info    Notice    G2-39,     "Svi    Degradation    of    Thick    Wall 
Stainless    Steel    Rec  ircu  la  ti  on    Sys    Piping   at    DUfl    Plant.  " 
Svc     list    enc  1  . 

jaRDAN,E.L.       Division   of    Engineering    t,  Quality    Assurance.       S2/09/21 
Cc-nsolldatod    Erfison   Co.     of  Neiu   Vort,     Inc.       86pp         IAOI7  O9B        SIX 
Fiche:  50-OOO,  H2/O9/21,  B20B1 90229. 

020B190233    IE    Info   Notice    B2-3B,     "Change    in   Fnrwat   *   Distribution  SIIK 
for    IE   Bulletins,  Circulars    fc   Info   Notices."    Svc    list    end 
DEVQUNQ.n.C.       Director'*    Office,    Office   of    Inspuction   and' 
Enforcemant.       82/09/22.  Consolidated  Edison  Co,     of   New  York.     Inc 

110pp.       16018:021.       24X   Fiche:  50-000,  S2/09/B2,  0206190223, 


6208190232   IE   Info   Notice    02-40,     "Def i c  lenc IB .    in  Primary    Containment 
electrical    Penetration  Assemblies.  "   Svc    list    one  1 . 

JORDAH.E.  L.       Division   of   Engineering    i  Quality   Assurance.       02/09/^2, 
Consolidated   Edison  Co.     of  Nam  York,     Inc,        113pp.       15930:019,      24J( 


Fiche:  50-000,  02/09/32,8208190232. 


8208190339    IE    Info   Notice    8S-41,     "Failure   of    SafBtu/R«HBp   valves   to 
Open   at   BUR.  "    Svc    Hit    end. 

JOfluAN.E.L,       Division   of   Engineering    t  Quality   Assurance.       82/10/^2 
Consolidated   Edison  Co,     of  Mem  York,     Inc,        110pp.       I59AO'1S3       24X 
fich«:  50-000,  03/10/22,8203190239. 


8203190240    IE    Info   Notice    82-43,     "Deficiencies    in   LWR   Air   Filtration/ 
Ventilation  Sys.  "    Svc    list    end. 

JORDrtN.E.L.       Division   of   Engineering    t.  duality   Assurance.       82/11/16. 
Consolidated   Edison  Co.     of  New  York,     Inc.       111pp.       Jil7i'233       S4X 
Fiche:  gO-OC-0,  83/11/16,8208190248. 


DOCKETED  ITEMS 


6203190333    IE    Info    Notice    62-49.      "PUR    Lou    Tfcrap    Dv.Ppr..»UP. 
Protection."     Svc     list    an*  1. 

JOflDAN.E.L.         Division    af    Engineering    S,    Quality    AB«urance.         03/11/19 

Consolidated    Ednon    CD.      of    NEU    York,      Inc.         93pp.         16232-29H          SAX.' 

Fiche:  50-000,  S2/I  1/19,  020B190353.  ie^J«f.  «*VH-        «MX 

V.     Operator   Eiaminations 


Ro*pon<fa    to    FOIA    request    fur    el-jlil  sptcifiuj    rvLurifi    Ili-i  i 
1.  2  <<   7   available    in    PDR.  Records    3  «•    &   tannnl    b»    Incalvif 

Forward*    documents     listed     in    app    identified  jn    ftocurdu    f. 
9    4    B. 

FELTON,  J.  M.         Division    of     Hulea    and    Fiecurd!.  ULVlI/fJ-J          HTPCHMl , A 

Union    of    Concerned    Sciantiata.        2pp.         IAJS!>  00;i          H4X 
Ft  che-;  30-528,  32/11/0-1,  021  I  loot  46 


E210130019  GEneric    Ltr    83-1B    to    all    pouer   reactor    applicant.    * 
licensees    re     reactor    op&rator    &    senior    reactor    ooeratnT- 


y-'0'0*    .,D'Vi3i?n    ^f    Llcen5in3-       02/10/12.  Consolidated 

Edison    Co.     of     Neu    York.      Inc.         15pp.         liOO2;234          24X 
Fiche:  50-000,  B2/  10/  1  2,  B21013OO  17. 


DOCKET^STN-SO-Sae   PALO    VERDE   NUCLEAR    STATION.     UNIT     1 

ti°"''c°"atr"f  'If"    stage    documents    6    c  orr  E  ip  onrf  ence. 


3211I201H7    Motiflcatinn    of    O211I6    miitLirig    u/utt]     I  >,    [|«  thusda,  Ml)     (.., 
.     ^T»!   ^?|IH    &    "hB(tule     p1"'    co^pletio,,    of    01.   review. 
LlOIFffA,  E.  A,         Lit«H3l?iB    BrancJi     3.        (12/ll/OlJ.        KNICHTON,  0    M 

o-in'o?§7Drfl''cl1  3       3tM>        "'Oft:'  ^7       MK  F>="«:a»--3a'i.na'ii/oii, 


9211130441    n.vi,.»    Ut, 

au.Ulai-y  nj,  indepaniJent.  rwwieu  (:met-a«ric«  cuoiinn  w 
syi  oriBnuatEly  rfea  1  gned  .  Tub  p  brflnlr  ntod  not  (it  coiunl 
bailc  design  event. 

VAMBWMr.E    E.         Ari.  on*    Public    SP,-viCB    Co          «Z/II/(MJ 
Asmtant    Director     far    L  ,  censing.        Sffi,         IdO-llILM? 
Fl  t  he:  SO-S36,  0a/U/Oa,  B2II  120-141. 


NHVAK.    I    M 


instrumentation    t:    control     s^s    Agenda     end 


. 

NOVAK.  T.H.        Assistant    Director     for    Licensing.         B2/1O/22 

l^:ty.r^Li<:en3in9    Bo"d    P"1-1-        '"PP.        16049:001         M 
Fiche:SO-000,  52/10/22,  631  11  1041  1.  J.uuj.        rfl 


B3102iOOH&   Generic    L  tr    OP-p/i    t 

^n  "r^p 

.    WUREG-O9O6. 

?    ?Uid0     !-7°    "V 

N^:^r  ?  cu 

FichB:  so-ooo,  02/10/2A,  saioatooaa 


(,  0    U58d 
vc     li" 


t. 


BSIUBOOVO    NotlPU*ti<»i    of     tHM  17 


,,g    w/ulii    »,    C-IC     in    [)el  l,u  a,|,,  ,  Ml 
r°r    MtUPaI    ^""l-H""   ^ol-OUI,    I..  I. 
tonaing    Ur.iiKl,    3.        riB/ll/OH.        *(MI  GMTllN.  ()   W 

" 


J)oard    Notification    BO-  107:  p  r  o  „,  J.,     lllf<)    rif|fvaill     to 

»i«-;ri:^!rt;fit  "lultt  6"  -""""  —  *»i- 

NOVAK,  F.  II  Ai.i.l.m  Director  for  LleiFi..trn. 
S^ratv  and  Llc«n«ing  Do*rd  PAn,  1  ip.  iA|X¥ 
Fi  che:  50-000,  D2/1  1  /(  0.  02U  1  WJ3A*. 


iif^f^IV*1"!"    ^Pda^    °"    orn»"i'-lt"""'l     -rr.na.mu 
support    at    plant*    baaod    on    ACHIi    (tllHlB    roviow  of    til 
appt  icjlion,  pot    03073:1    ruqiicat 


flSM  12301.^   Forward.    rcap01151>s    t  „    r  pcomraBn.lal  I  on*    1,1   NIK'    l);-<vh:i;i    ,i,.,, 

N^CT'W  -."v*iu-   t01,'  r;p.1  rp  ui"  H2t)A!!S  »<"»-m-i  o          ..... 

NUilfcO-OAU',     "Control    or    l(oav,j    l.,,fldi    "    W/lln-ii*    OVUM  i  ru 


'  »•  -  .......... 


Fieh.:  90-MB. 


Fiche;  50-52B,  S2/1  1/04,  821  lOaO24S, 
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B3H090270    Inform)    that    plant    d  es  i  on   mod  i  t  led     to    Includt    a  1  armt    mhich 

response    to   SER    Conf  i  rmatory     Item    13.  Section    7.  6.  2.  Mod    will 

bs    incorporated    Into    future    FEAR   amend. 

VAN   BRUNT, E   E.        Aruona   Public    Service    Co.        02/11/04.       NOVAK.  T,  M. 

Assistant   Director    For    Licensing.       3pp.        14006:103.        24X 

Fiche:  50-538,  B2/  11/04,  62  1 1090290. 

6311090203  Submits    list    of    revised    electrical    drawing!,  i  1 1  ustra  ting 
transfer    switches    required    to    provide    desired    electrical 
isolation    from    control    room    for     instrumenta  tion.  control!    fc 
pouer    sources, per    SER   Section    7.  4   2. 

VAN   EffUUT,E.E         Aruona    Puolic    Service    Co.        92/11/05.       NOVAK,  T.  M. 
Assistant    Director    for    Licensing         2pp.        16001:332.       24X 
Fiche    50-52B,  82/11/05,3311090203 

8211150143  Forwards   amended    sections   of    lessons    learned    implementation 
rept    lr   FSAH    teat    descriptions     for    review    in    preparation    for 
821117   meeting     in    De t hes da,  MD    to    discuss   SER   Supp  1    3, 
NUfJEO-OaS7. 

VAN   BRUUT.E   E.        Aruona    Public    Service    Co.        02/11/10.       NOVAK,  T.  H. 
Assistant    Director    for    Licensing.       9p  p         16056:162        24X 
Fiche    50-526.  S2/I1/1O,  B21  1  ISO  142. 

B21I330364   Forwards    result1!    of    tests    demonstrating    operabllitt)    of 
purge    ^   vert    valves,  reso  Iving    SER    Item    II    E. 4. 2. Valves    n*ed 
not    tie    sealed    closed    &    verified    closed    as    stated    in   NRC 
9)1 102    Itr 

VAN   BRUNT.E   E         Arnona   Public    Service    Co.        62/11/14.       NOVAK,  T,  H, 
Assistant    Director    for    Licensing.        7pp         l<blB5:045.       24X 
Fiche:  50-528.  02/11/16,321  133O364. 


B21I230Q93   Forward! 


ponses    tn    SER   Open    Item   7.  1.  3.  5   re 


sied    in  821105 
Biit   meeting 

VAN   ORUIJT,E.E.        Ariinna   Public    Service    Co.        82/11/17.        NOVAK.  T, 
Assistant    Director    for    Licensing.        5pp.        16193:347.        34X 
Fiche.  50-52H,  82/11/17,8311230092 


3H300?6Q   desponds    to    Con  F  irmatorij    Item    12   of   NUREO-CB37.  BER    for 
f  ac  i !  1 t 1  es,  vo  r  i  f  ij  Ing    that    low    flou  alarm   on    loui  power 
injection    pumps    powered     from    emergency    power    sources. 
VAN   GRUNT.E   E         Arnona    Public    Service   Co.        02/11/34.       NOVAK,  T.  H. 
Assistant   Director    for   Licensing.        lp.        16237.361.       24X 
Fiche.  50-52B,  62/11/24.8211300260. 


F      Security,     medical,     emergency    >j    fire    protection    plans 


B2lQO>lGO'liB   Generic    Ltr    65- 1 7    to    all    power    reactor    licensees    i 
applicants   i    holders    of    CPs    re    inconsistency    between 
renuirements    of    LOCFR50.  54  (I1)    t,   STS    for    performing    audits     of 
emergency    preparedness    programs.  Svc     list   encl. 

EISEN'H'JT,  D   G.        Division    of    Licensing.        B2/10/01.  Consolidated 

Edison    Co      of    Mem    Vori,     Inc.         llpp         16002:  2BB.       24X 
Ficne    50-000.  Q2/ 10/01 ,  B3  100'I0068. 


S21Q0700I9  Oeneric   Ltr   82-21    to    all    licensees    &  applicants    of  nuclaar 
po'jer    reactors    re    Tech    Specs    for    fire    protection   audits. 
Forwards    guidance    discus-sing    genera!    scope    ti   describing 
elements    to    be     included     in    audit.  Svc    lilt    cncl. 

EI5EUH'JT,D   G         Division    of    Licensing         63/10/06.  Consolidated 

Edison   Co      of    New   Yorl,     Inc.         19pp         15993    336.       24X 
Fiche    50-000.  05/10/06,6310070019. 

8311180360   Discusses     installation    of    two    emergency    notification    sys 
hotline    phones     in    control     room    for    emergency    preparedness 
eiercises    to    r  fa  1 1  st  i  ca  I  1  if    simulate  actual    conditions. 
ANDQCWNI.O   C         Arirona    Public    Service   Co.        82/10/20.       ENOELKEN^  Ft,  H. 
Region    5,    Office    of    Direst  or.        2pp         16138:238.       S4X 
Fiche:  50-52S.  82/10/3O,  031  1 190360. 

--6211190367    Informs    that    -first    shipment   of   nuclear    fuel    eipected    onaitl 
on    B20B01    ',     fUB]     loading    scheduled    for   Nov    198S.  Request!    NRC 
contact   SR    Frost    to    coordinate    efforts    to    meet    scheduled 
fuel    receipt    ft    load    dates. 

ANDOGIJ1NI.G,  C         Ariiona    Public    Service   Co.       82/02/08- 

ENGELKEN.R.  H        Region    5,     Office   of    Director.       Hfrp.        16138:240.        !MX 
Fiche    50-526,  83/1 0/30,  B21 1 1 B0360. 


62 102901  OB   Generic   Ltr    63-53    bo    all    licensees    &   applicants    re 
inconsistent!)    tetuieen    reilui  rements    Of    1OCFR73.  40ig  )    *i   STS 
for   performing    audits    of    safeguards   contingency   plans 
(security   plant. Svc    list    encl. 

EISEfJH'JT.D.  0.        Division    of    Licensing.        Ba/10/30.  Consolidated 

Edison   Co      of    New   York.     Inc.        Bpp.        13993:319.       24X 
Fiche    50-000,  82/1Q/3O,  B3102901OB. 


G.    Ad  jud  icatorij    correspondence 


B211020436  Advises    that   Joint   Applicants   received    complete   copg    of 
Welt    Valleu    Agricultural    Protection    Council, Inc    petition    to 
intervene   an    021036.  Joint    Applicants    answer    uiill    be    Piled    on 
831109. 

BISCHOFF.C.  A.        Snell    Si   Wilmer,        QISCHOFF,  C.  A.        Joint    Applicants-Pair, 
Verde.        03/10/26.        LAZO.R.M.,     COLE,  R.  F.  r    CALLIHAN,D,        Atomic    Safety 
and    Licensing    Board    Panel.        2pp.        15BB?:11B.        SIX 
Fiche:5O-52H,  BS/ 10/26,821  1O30436. 

8211020376   Advises    of    correction     to    Footnote     on    Page    2    of    West    Valley 
Agricultural    Protection   Council,  Inc    response    to   Joint 
Applicants   motion    for    eitension    of    time    to    ansiuer    Council 
petition    to    i nterwene. Certi f icate    of    Svc    encl. 

OERWIM.E.F.        Affiliation    Untnouin.        S2/IO/27.  Atomic    Safety    and 

Licensing   Board   Panel.       3pp.       15889:142.       24X  Fi  che:  50-S3S,  03/10/27, 
S21 1030376. 

9211010355   Motion    for    intension    of    tlrne    to   reply    to    Uest    Vallag 
Agricultural    Protection   Council    petition   to    intervene.  ABLB 
granted    utll    eitension    of    time. NRC   response    should    be    due 
S   days    after    utll    f  i  1  ing,  Cert  i  f  icate    of   Svc     encl, 
REIS.E.J.        Hearing    Branch    3.       82/10/20,  Atomic    Gafetg    and 

Licensing    Board    Panel.        2pp.        15667:199.        21X    Fi  che:  50-52H,  S2/10/L'a, 
0311010255. 

B211030323  Order    granting    NRC  821020  motion    for    e.tonsion    of    time    to 
file    reply    to   West   Valley    Agricultural    Protection    Council, 
Inc    petition    to    intervene    until    5   days    aftnr   Joint 
Applicants    response    due, 

LAZO,  R.  M.  Atomic  Safety  and  Licensing  Board  Pannl.  02/11/01. 
Office  of  the  Eiecutlve  Legal  Director.  lp.  15907:360  24X 
Fiche:  50-520,  82/11/01,  B31  1030323. 

621 1150369  Response    opposing   West    Valley   Agricultural    Protection 
Council,  Inc    821014    petition    to    intervene.  No    good    cause 
eiists    For    untimelg    filing   f.   standing    requi  rementE    not   met, 
Two   aperturo    cards    available    in   PDR.  Certi  fi  cate    of   Svc    encl. 
QEHR.A.C.        Joint    App  1  i  cants-Pal  o    Verde.        GEHH,  A.  C.        Snell    &   Wilmor 
32/11/09.  Atomic    Safety    and    Licensing   Hoard   Panel.        163pp. 

16061:  276.        34X    Fiche:  50-520,82/11/09.0211150369. 

8311170132   Advises    that    PL    Hour  in  an   J.   Uest   Valleu    Agricultural 
Protection  Council.  Inc    invited    to   participate    in   dfc    of 
Policy   Evaluation  B21 1 18    site   visit. No    discussion    of 
contested    issues    ulll     take    place. 

DEWEV.L.S.        Hearing    Branch    3.        S2/11/13.        BERLIN.  K,        Affiliation 
Unknown.       2pp.       16109:076.      SIX    Fichu:  SO-52B,  0a/  1 1  /IS.  B31 1 170132. 

H211170140  Advises    that   P  Haurihan  fc  West  Valleu   Agricultural 
Protection  Council.  Inc    invited    to   participate    in   OPc    of 
Policy    Evaluation   B31 1 18    site    viait.No    discussion    of 
contested    issues   will    take   place. 

DEUEY,  L.  B.       Hearing    Branch    3.       82/11/15.      OGHfi,  A  C.  ,    BJSCHOFF.  C. 
Snel!    t  Wilmer.       QEHR.A.C.       Joint   Applicants-Pain   Verde        2pp 
16109:093.        34X   Fie  ho.  50-93H,  B2/1 1/1  5,  B21 1 1  70110. 

6211170148  Advises    that    P   Hourihon  &  West  Valleu   Agricultural 
Protection  Council,  Inc    invited    to   participate    in   Ofc    of 
Policy    Evaluation    021110    site    visit. No    discussion    of 
contested    issues   will    take   place. 

DEHEY.  L.  S.        Hearing    Branch    3,        02/11/15.        HEHNABEI,  L.        Hunton    & 
Williams.       BERNABEI.L.       Hourihan,    P.       Bpp,        16107:095        24X 
Fiche:  30-S2B,  82/11/15,821  1170148. 

B211170175  Response    opposing   West    Valley   Agricultural    Protection 
Council,  tnc    B31014    petition    to    Intervene  {<    request    to   reopen 
record. Pe tl 1 1  oner    fails    to  meet    requirements    for    late 
intervention.  Certificate    of  Svc    encl. 

DEWEV.L.a,       Hearing    Branch   3.       03/11/13.  Atomic    Safety   and 

Licensing   Board   Panel.       3Spp.       16109:110.       34X  Fiche:  50-333.  82/1  I/IS, 
B2I1170I75. 

B211190128  Advises    that   Ofc    of  Policy    Evaluation   BSI  US    Bite    tour 
rescheduled    for    021202.  NRC, Intervenor   1  petitioner    invited 
w/condl tion    that   no   discussion   allowed   of    contested    issues. 
OEWEV.L.S.       Hearing    Branch   3.       02/11/17.       BERLIN,  K.       Affiliation 
Unknown.       2pp.       16130:192.      24X    Fiche  ;  50-520.  03/1 1  /17,  821 1 190120. 

8211190129  Advise*    that   Dfc    of  Policy   Evaluation   BH111B   site    tour 
rescheduled    for   821202,  NRC, intervenor   &  petitioner    Invited 
ui/condition    that   no    discussion    allowed    of   contested    Issues. 
DEUEV,L.B.       Heaping    Branch   3,       82/11/17.      OEHfi- A.  C.       Snsl  1    !.   Ui  lm«r. 
GEHFJ,  A  C.       Joint   App  1  icants-Pal  o   Verde.       3pp.       16130:299        24X 
Fiche:  30-328,  82/11/17,8211190129. 


8211290£i09  Forwards    proposed    revision   to  Lessons  Utarned    implementation 
rept. Section    in   A    1    re    emergency   preparedness.  Changes 
reflect  NRC   recent    policij    on  requirements   for   emergency 
capability  !.   will    be    incorporated    into   emergency   plan. 
VAN'  BRUNT.E.E        Ariiona   Public    Service  Co.       83/11/18.      NOVAK,  T.  M. 
Assistant    Director    tar   Licensing.        12pp.        16223:309.       S4K 
Fiche:  50-52B,  82/1  I/IB,  821 1290&09. 


8211190132  Advt»,»    that   Ofc    of  Policy    Evaluation  831118   site    tour 
rescheduled    for    821202.  NRC,  intervenor    J.  petitioner    Invited 
ui/condi tion    that   no   discussion    allowed   of    contested    Issue.!. 
DEHEV.L.  8.      Hearing    Branch    3,       82/11/17.      BERNABEI.L.       Harmon*. 
Wei*s,       BERNABEIiU.       Hourihan,    P.       2pp.       16150:189        24X 
Fiche:  50-52H,  83/11/17,021(190132. 
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Icate    of   Svc    end. 
8311220161.         r         3he    ' 


to    intervene. 
(  Fichu:  SO-520, 


9211230375    NoticHi 
PUTT,  H.E., 
Snell    t,    Wfl 


82/11/19 


0200190320  IE  Info  Notice  52-37  « 
TranSitlDn  Con*  Girth  Weld  rf'qt 
PWR.  "  Svc  Ii,t  .nel. 


L, 

r'""    *?    Upper    ShB"     t 
O.n.r.t  pr    at    Dperatlng 


•JCIRDrtN,  E,  L          flivlainn    nr    c 

Co^n^Ud    E-i^^    cl^T^r^ 
Flcho:go-000,fl3/09/17,S20B190232. 


in   Main    Control 
urance,       03/09/17. 


0308190329    IE    lnf 


F^e^.^  30-000.  B 
020B190323    IE     Inf 


,  B200190239. 


r  Con,ol,dfltB((  C.o  n°-»   S»«"n».       Sa/09/ 

Fichu:  50-000,  Q2/09/23,  020HI90239.  P(1'        1SP?30:  <"  '•        - 


STWINDERO. 


°          ""1  P  '  'anC 


* 


'  30-000,  33/10/33,  B20B190239. 


Insp 


Fl  rho:  30-523,  83/10/29,  BEIieMOBI 


•» 


F.cha:  50-520,  83/10/39, 
8208190240     IE    InpD    Hatil- 


'      - 


JOnilAM,  E.  L.         Division     nt    r       • 

Con.ol,rf.urf    Edl3"n    Co."       '^ 
F.che:  50-000,  H2/1  1/19,  03 


^ 


LEFis    6     related    cur, 


™F;r.--i->  S'.»  ^. :•«.-:•.•,.»  ,.„.  „„, 


on  83031  I.  exponents    ui  I  1    bo 

rcvj 

VAN 

DIv 
13BHQ 


uae.   Initial],,    reparted 


•  •  <-uii>Hunencs     ui  II     60    reDlaci-rf     -^    r>i-    j     v    ••--pu 

"Ing     docu^nt,     to    ro*  J0et    IS_?S  M  <  !•  ?"""  tlnn'  OE 

nOUNT.E    E          flri.nn,,    r-.hM        ^  '  l    c  onl1 '  fc  lon3 

v19i.n.P  n.Bi^n    '%::    ^  ^"«^%    a2/IO/a3      B 

9B:«7.        24X    Fic  „„  :  SO-B^Sa^S^S'llS,  ^7  ""    Prn' 


BTt:RNDt"H(J,  I)    f 
grama          Up p 


31110009B    Intf 
caua  ing     3-i nc 


to    he    final!  j  ad    6  11 

VAN   RHUIJT,  E,  E.         Arliona    Pi 


r^ 

^,  I"      "y    Fa"    hlail* 

?   rf  "    pUt'' 

lld  ° B    <^nnducl0d.   Info 


:  S0-  „(, 


9311100009    [ntBrl 


D*  vl.  (or.    of    R.sidnt 
160=2:2,,.        a«    FICn.: 


«/f0/M 


'uw^ 
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,']l!I'':aSifJ    |ni»r,n 


uncv    R»pt    C£"    GJ-37    re    Class    IE   uin-ing 

/lttt   prtsiuri     than    specified 
.'-iti.M^    'ttortta    =n    D207I3   Eitinlion    for     luOmttil    at 
(»»*!    "ft    f'S-i   fi;iOi'l     t=    C2!iia    refuted 

•.*>!    BB'.-^.E   f         Afiiur.i    Puilic    Sirviet   Co         B2/10/23         STE«  NBERC.  0.  M. 
Li.iti'j-    cf    Htudint.     flt*:tar    Project    !.   Engineering    Progr-amt         =  PP 
J  '.:•*!    2?i'        ;•"    '"1C"*    Iu-5;0.  63/10/20, 


[n-.rin    C**ieitni-,|    R,p  t    CER    S3-56    re    scaled    dour,    condensote 
Ini'ullj    resorted    en    D21015    Final    rept    eipectid    bv 
,E   E         flrifqni    Putlic     Eervite   Co         B2/11/01 
i'4I    Ficflt    50-5^3.  62/1  1/01  ,  S2I1  120449 


,  D.  M. 
ama         3pp. 


Operator  Eliminations 


OeneriC    Ltr    B2-1B    to    all    pDiuor    reactor    applicants    V. 
licensees   re    reactor    operator   d    senior    reactor    operator 
requali  f  Station    eiams.  Arfv  i  SGI    that    eiami    bogln   at    facility 
after   B21001,  Svc    list    enc  I. 

EISENHUT.  D.  Q.        Division    of    Licensing.        82/10/13.  Contol  I  da  toil 

Edlion    Co.     of    Neui   York.     Inn.        19pp.         16002:234,        21X 
Fie  he:  50-000.  82/10/12.0210130019. 


DOCKET   STN-SO-529   PALO   VEI1DE   NUCLEAR    STATION.     UNIT    3 

A.     Application/construction    stage    documents   d    corroipoinJenci 


313   Fm^l 

3'    Drsun 


ncii    f*pt    DER    91-12   re    detreaainj    mating 
E|»ttrie.   Ing     135-volt    dc    pull-out 

ut    rjpartdtU    per    IOCTB50    55(e). 

ni    Public    3*rvice    Co         SZ/  \  I  /03         5TERNBERG,  D.  M. 
i     fitjctar    ProjBct    f.   Engineering    Prooram*          ^PP. 
*3-Er5,  62/11/02.0211120313 


G2/I1/04         ST£F)NBERG,  D.  M. 


|nt»ri 


efisieneij    ReB  '    S?-»3    re    BCPQ    tap    nonle    ueld    leak 
1u    ovt'rujting    stjinlpsi    dJlai^     Initially    reportpd    on 

.'O')   r^e    to    n'.errsivf     i  n  ,es  1  1  ga  t  ion    <.   evflluation    required. 

jl    rrpt    jill    not    se    sjumtleti    until    82122? 
ESU'if.E   E         Amaru    Public    Service    Co         62/11/04.        BTERWBERG,  D.  M 

t'in^n    at    ResiOint,     Reactor    Project    !.   Engineering   Programs.        2pp. 

aS    117        34i    Fi;hP    SO-S^Q,  B2^  i  !  /04,  B31  12302B3 


ii;;025«.   Final    Ceficierc^    Bmt    DEB   BO-30   re    failure    of    Borg     Warner 

••atcr    cBfraiej    gate    val.e    to    cloje    due    to    inadequate 

jL,i«ir.o    Ir.it  i«ll<j    r*pDrte((    tv    Borg    WarnEr    on   000216 

Csnjitian    not    reportable    ner    IOCFR50    55(el 

VATJ   5BL"ir,E   E         Ariiqna    Public    Service    Co.        92/11/05.        STEINBERG,  D.  M. 

Pi-isian    SF    H(1id»nt,     Rfactor    Projett    J.   Engineering   Proorama.        24pp 

lilftS   O'a         241    Fiche    50-5E8.  a2/II/05.B3112SOaS6 


e02-»9   Part    21    rept    re    defects    in    Target    Rock    solenoid    actuated 
•.ft     tnitillv    reportei    on   021105   Detign   mods    being 
)id*r»it   Us    corrective    actions    estaOlishetf   List    of 

T.  J   l\        Cambuttion    Enjineenng,     Inc.       B2/1 1/OB.        DEYQUHG>  R     C 
'-    "'"       ••     Off'  =  e    of    Inspfttlon   and    Enforcement.        7pp. 
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U..02eO   D*fici«nc^    Evaluation    Rept    B2-52    re   noncnnf  orrnanto  s      an 

orniouil^    mipectea    pip«    supports    in    auiiliarij    bldg 

Dtfieient^    n-t    r«portaole    per    IOCFR50    55(e) 

VAUSflWa.Ee         Ar,10na    PU[JI,C    Serv.ce   Co         S2/11/OB        STERNBERG.DV 

C    vis.an   of    Resident,     ft,  actor    Project    t,   En9.neering   Program*          2no 
161B5    159        24»   F,(h*    50-528,32/11/03,  B21  12303ao.  Warn*.        wpp. 


**    ••twj.on    for    .ubmittmg     interim   deficiency     rEpt 
Pr:"^e    *r«"»""t*»"   not^eetino   overpretture  P 

V.  P'port'lt    on   920B24.F,nal    rept    d.laued 
ut    to    cit«n*iv*    1  nveiti  nation 


rtported    p«r    Part 

M:::i;:%::»«  ? 

X   Fic.e    S0-52B.e2/ 


021  1030455  Wntification    of    021103-04   meetings    u/uti  I  ,  Hochtul    i.    C-E    in 
Maricope   Countg.AZ    to    conduct    site    audit    of    Various 
i  nstrunentat  i  on  &   control    siffl.  Agonda    end. 

LICITRA,  E.  A.        Llconaing    Branch    3.        B2/1O/21.        KERRIOAN,  J.  I), 
Licensing    Branch    3.        5pp.        15939:219.        24X    Fi  clio:  50-920.  £J2/  1  O/Ht  . 
0211030435 

B21I110411    Board   Notification  B2-90A:  providos    ndiil    infn   li   c  I  ar  k  f  I  tat  i  o 
of  welding   deficiencies    in   main    control    pan  o  IB. 

NOVflK.  T.  «.        Assistant    Director    for    Licencing,        H2/10/22.  Atiimlc 

Safety    and    Licensing    Board    Panel.         [4pp          1^003:001.        ^4X 
Ficho:  50-000.  82/10/32,  B.SI  111041  I. 

9210240098   Oenerlc    Ltr    B2-20    to   a  1  1    pouier    PDnCtnr     li  content,  p  ol-ral  t 
holders    b   appliconta    for    CP    re    guidance     for     imp  I  ument  ing 
SHP   rule.  Foruarda    NUKEO-0906.  (JUREG    to    b  u   iiaod    no    intorlm 
measure    until    Reg    Guide    1.  70  revised.  Svc    Hit    oncl. 
EISENHUT,  D.  G,        Division    of    Licensing,        (12/10/24,  Consol  i  .la  tnil 

Edison   Co.     of    Now    York,      Inc         9pp.         I  S1??,"):  1193,        24X 
Fiche:  50-000,  B2/1O/26,  B21O2600BO. 

SS11010143   Forwards    proposod    FSftR    rcvlaioit  roPlotllng    NrlC 
recommendations   contained    in  S209I7    I  tp    ro    accurjuij    of 
ca  1  ibr    s  tds. 

VAN  BRUNT.  E.  E.       AriJnna   Public    Gorvicc   Co.       GH/lO/a?.       NOVAH.,  ?    M 
Assistant    Director    Fur    Licensing.        4pp.        lSOci7:311         H4X 
Ft  che:  50-52B,  B2/1O/27.  D21  IOIOI43. 

B2110404LB  Requests    author  1  la  tion    to   ulllliH    AliHE   Cniln    C*»e   N-lirjf), 
Hau    1932.  pepmi  tting    UOB    of   mild    carbon    otoel    uianliorv    In 
lieu  of   ftardonod    maoliers. 
VAN   DnulJT.  E.  E,        Arliana    Public    Service    CD.        HH/10/aO         NOVAK.  T    M 

LlCB"sln9-     Ip-     19?S5:  :no-     y"x  Pish'iao-saD. 


9211040426   Bequests    authorl  .nlion     to    u.»    ADHE    Cod*    Cost    N-33V,      "KiMM    of 
FiM.t   Welds.  "    Adoption    of   N-339  will    provlda   hiohor    l.vil 
or    assurance    that    entire    meld    is    acceptable 

VAN  BHUHT.E  E.       Ariiona   Public    n«rvlCP   Cn.       na/IO/HO.       NOVAK.  T    M 
Assistant   Director    for   Licensing,       In         13V3D''MA        IMK 
Fiche:  SO-52FJ,  83/10/30,821104048*,, 


i°™S?  ^OVi?e5    'tat"3    5f  "I'vlH.i    rB    propD.od    b«tritUn 

2nr,^S     prlmarlJ    3IJ0    °'    new*"-   vintage   «-E  N'Jfiil   de«ions, 
er   B20739  commi  t*»nt.  Hod    doei    not    H(iilFJe-n»u    improv, 

*liiniilit    to  Oltlf      'w     p 


L      c  , 

iche:  50-938,  82/1  1/03,8211050143, 


3.       DENTON.H.Fi. 
7(,n 


., 

listed    In  app    id.ntlfl.d    a,   H«o"i 


FELTON,  J,  H.   Division  of  Rule,  and  R.cordi. 
Union  of  Concerned  Scientists   Sd(i 

Fiche:  so-MB.  aa/n/o-.aai!  100146 


na/II/04   aTfCKR., 
°"-t'hu"c-' 


DOCKETED  ITEMS 


ing    recent    teati 


0-000, 


P'        Iil49:3»- 


A  tomic 


11220024   Forwards    update    on 

support    of    p]ants    6asod    „„    rtcn|a" f f?? ' ona 1    arrangement    for    technical 

.ippHeotion.p.r    B20923  r*Vl"1   Df   °L 


•nci.".  m  me  aM6aa  iTf 

NUSEO-Ofiis,     -control    of    H8avu   Loads"  ^fcUl""tt-1    "n 

drauinBs.rtporture    card.    arc    L       ,     ?',        W/thr*e    oversi,B 

VAN   BRUNT.  £.E         Arlfana    PuhM       «      "     "     '"   PD"- 

Assistant    Oir.ct^     Jar    Lic^iJnrPVi"    '",        *^"/ia'        ^WK,  T.  M. 

F,che.SO-52a,  °  "         161";035.        2 


B21  1010047  noqu.,t 
nece3sary  to  ena 
°l>on  &  eonfirMt 
KERRIGAN,  JD  L 


on   R*port     (SER), 

_"_„ 

edu!B    fop     5ubmittal       .     - 

e    to    col  lit.    r      J          i" 
°    C0mplete    r 


"sted    Qn    enc1' 
supp  l    3 


d,a!:r:  -';::"»•  °f  -^»= 
r3.7Uu°<vbr:  irisi  "9  "r  '*•-  !;  -^nB."Kin" 

VAN   unUMr.E    E         Ari    "n,     Puhl     :    i"*""    F»R    amt"1"' 

A5Siatant   Director    JSr    LleS™?n!PVie*    C°'       Ba/lo/»-       «DWK.  T.  M 

"ch.^O-SM.Ba^o^^Ij^";        ?<">.        ">M9r023.        MJ[ 


Advi  SOB    thit-    nlo^t    j        , 

^=:;::H  H  7  e  S  H>  ™  ---  :.vu 

S5Sr2Bl  ""vl":*;  -  »««*  ™-     CDmplet"">  ln  DBC 

^i^c^'jrL^iij,,;'1-^:00-,^'11'08-  N 

:  30-MB,  aa/u/oSrea  PP'     139S7:  17°'     S4X 


inioction    ant,.,n^^  , 

'-i;;;  5"     ¥!  F  f  - 


• 


,.d 

e«it    meoting.  '  C  <*tlon'  d 

VAN    BFIUNT.E.  E          Arizona    PUblic     Servl[e    r 
A591stflnt    Director     far    Lic-n«int          i' 
™9          -P 


3211300260 


injection    pifmpg     poluered     fro 
WN   ORUMT.E    E          Ari/nna    Pub 
° 


:  Ltr  B2-17 
I  dors  of  CP 
JOCFH50 


Flcft"!'3S-boS.f»-"-™l'--^e-'        '">P  1A003 


63100700!-?    0Hnorlc     Lt 


lemnnts     to    be     included     i  n    aurlil-°Sur     fC°!?E    fe    ^estribing 
ISEWHLIT,  D.  O.         Division    of    (,  *    enc:  ] 


9211100360   Discusses     installation     of    tuj 

Fi  c  h  e '  50— 5^0    n^/in/T/i    o-i  i  *  **  P  f  •         io[39:  23f]         2-1 X 


F.che:  50-530, 

iMBWW    Inarms    that    f 

s-ssv^it  !:-:s 

fuel     receipt    *     load     dat 


to    mBBt    5thedu!ei| 


ANDOONIMI.O.  C.         An,  ona    Public     R.^^i 
ENOELKEN,R.  If.        Region    5,     0?ft0"f,!    C"         BH/ 
F.che:  50-528,  02/  10/20,  Oaii|B03M)          """"tor         a 


6210290IOS    Oenoric    Ltr 


c^Pability  (,  win  bo  i 
VAN  BfiUMT.  (T.  E  rtr  i  ,on 
At.l.t.nt  Director  o 

" 


ted    itn  "Mi-gene  g 

a  e(nD|'9Bn(:lj    pifln 

'"    C°~         *»"'**•        NOVAK,   r.  H 


0,  ^ftd  judlcatorg     c<irre  spnndenc 


.    on    Hal026.Jatnt    flppl  .c. 


9H1  1O20376  rtdviacs  of  coire<-  M  „,.  i-»  * 
ADricultura[  P"  tSc  t  on  Council  ;  !nc 
Applicant.  m0tion  fol. 


onsion    nf    t 
" 


JKBWIN.E.F. 

Licensing    Board    Panol.       3PP 

8211020376.  PP" 


B21101O2S5  Motion  for 
Asricultural  Prot?c 
granted  utM  .«t.n 


8211010255. 


^ 


/'"i"   S  "'   Uest    ynl1"1 
*"   Joltlt 
5W"   Council 

-t       -      „    . 
f..Ato"llc    Safety    anJ 
Fiche:  50-338,  82/10/,'JV 


Fiede:  SO-SSB, 
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821(030333   ordir    granting    NRC   B2I026   motion    for    meniion    Of    time    to 
file    reply    to    West    Valley    Agricultural    Protection    Council. 
Inc    petition     to    intervene    until     5   days    after   Joint 
Applicants    reiponse    due. 

L«0,R  M.  Atomic  Safety  and  Licensing  Board  Panel.  82/11/01. 
Office  of  the  Eiecutive  Legal  Director.  lp.  13909-360  54X 
Fiche  50-53B.  B2/11/01.  8211030323. 

8211150369   Response    opposinj    West    ValUy    Agricultural    Protection 
Council,  Inc    821014    petition    to     intervene.  No    good    cause 
e.uts     for    untimely    filing    ft    standing    reoui  rements    not    met 
Tuo   aperture    cards    available    in    PDH.  Certif  I  cate    of    Svc    «ncl 
«^',™'       J°'nt    ''PC1  '"""-Pal"    Verde.       GEHfi.  rt   c.        Snell    &   Wilra.i-. 
B3/M/09  Atomic    Safety    and    Licensing   Hoard   Panel.        163pp 

16061    276        24X    Fiche:  30-538,  S2/1  !  /0<?,  B21  1  1  50369. 

6211170132   fldvises    that    PL    Hour  ih  an   t   West   Valley    Agricultural 
Protection   Council,  Inc     invited    to    participate    in   Ofc    of 
Policy    Evaluation   831I1B    site    visit.  No    discussion   of 
contested    issues    uii  1  1     take    place. 

DEWEV.L   S        Hearing    Branch    3.        S2/I1/15.       BERLIN.  K.        Affiliation 
UnVnou.i         2pp.        16109    076         24X    Flche  .  5O-52S,  B2/I1  /I  5,  B21  1  170132. 

93111701*0   Adv!ses    that    P    Hour,  nan   ',   West    valley    Agricultural 
Protection   Council,  Inc     invited     to   participate    in   Ofc    of 
Policy    Evaluation   631118    site    visit.  No    discussion    of 
contested    issues    mill     take    place. 

DE-UEV.L  S  Hsanng  Branch  3  02/11/15.  GEHR,  A.  C.  ,  DISCHOFF.C 
?!!?«i  L,  "  CEHH'AC.  Joint  Applicants-Palo  Verde  2pp  ' 
16109  093  34X  Fiche  50-528,  02/1  1/15,  021  1  1  70140. 

S211170HH   Advise,    that    P    Hourihan    t,   West    Valley    Agricultural 
Protection   Council,  IT.C     invited    to   participate    in   Ofc    of 
Policy    Evaluation    B21I1B    site    visit.  No    discussion    of 
contested    issues    ulll     take    place. 
DEWtV.L    S.       Hearing    Branch    3.        82/11/13.       BERNAGE1,  L.        Hunton    & 

r'V'^   JP'MDE''L         "<""•>"""     P         3PP          16109:095.        24X 
Fiche    50-528,  B2/1  1  /I  5,  S21  1  17014S 

B211170175   Response    opposmg    Host    Valley    Agricultural    Protection 

rnr^H   P   T,  .^        10"   to    lntervene  *    "quiit    to   reopen 

record    Petitioner    fa.H    to   meet    requirements    for    late 
intervention    Certificate    of   Svc    end 

L^f^L3  R  HTinfl    fanCh    3        B3/"/I5  Atomic   Safety   and 

8211170179  PP 


.-..,..        , 

DEVOUNC.R.C.        Director's    Office,     Office    of     In^ect?™          i' 

RK"T^.:SrTt,  ...         « 


;  "'    —- 

"'      "™":1"'-     =« 


H.        Division    of   Resident 
Programs.        S2/IO/2I.        VA 
2pp.        ,5892.24.,        94,   Fi 


tn»    a  4.    . 

"  ^'" 


fol.ouP    of    previous 


. 

FichB:50-OQQ,B2/10/22,B20ai90M9. 


020HI9024B. 


0300190233. 


321119012S   Advises    that   Ofc    of   Policy    Evaluatian   B21I1B   iitl    tour 
rescheduled    for    B21S02   NHC,  intervehor    t,   petitioner    invited 

a^ifv  i'eiDn  ^at   "°    2i*cu""">   allou)ed    »f  untested    i..uti. 
DEMbV.L.  S        Hearing    Branch    3.        B2/II/I7.        BERLIN,  K.        Affiliation 
Un*nou,r,         2pp          ,6!30    192.        24X    Flch.:  30-HB,  ffi/11/17.  B21  1  190JM. 

>2l  1  190139  Advise,    that  Ofc    of  Policy   Evaluation  B2I118  site    tour 
rascned,=  l*d    for    B21202    NRC,  .nt.rv.nor    &   petitioner    invited 
!S   LV   ^    n°    ^5CUiS1°n    aU^ei1    °f    "«t»t.d    ulu    ,. 
QEHflA   r          ,    "r1*"    ?r""U"    3         82/11/17.       GEHH.A.C.       Snell    I,    Hi  1MP 
GEhfl.A   C         Joint    Applicanta-Palo    Verde.       2p  p         16150-299        34  X 
F.chs.  50-520,82/11/17,32!  1  170129  16150.299.       24  X 

Supplemental   memorandum  of  IJeit  Valley   Agricultural 
n  Council,  Inc    in    support   of   petition    to    intervene 
e    o  f   Svc    encl 

rtffiliation    Un^noun.        B2/U/1B.  Atnnle    gaf|?t      and 

ard    Pa.nel.        27pp.        16164.269.        JMX   Fi  the:  50-528,  02/11/18, 


r*latel1    correspondence 


0311290240  Submits  final  biuoekly  status  rapt  For  Indc 
evaluation  covering  821023-1 105. Final  rept  publicati 
projected  Par  ufc  of  821115. 

TUnLEY^K^L      °A   ]'  el"1ol°B  J  OB:    Inc. /General    Atomic    Co. 
Flche:  90-528.  82/i  I /IS,  031  13TO240.  "'          PP 


S2H020534  Final    De/icienoj    RBpt    DER  S2-0  re 

n    ?"     """"PP11?"     P("-    "«!•«    "...i 
11   Components    ujl  1    be   replaced    at  OE 

?.^61"1""1*1    '"    "'»«*   "-""Ut   .ondi 

NT.E.E.       Arljona    Public    Service   Co,       02/10/23        STEFJNBEHfl.  D  M 


tion   OE 


1t"""«    reports   On    020930   Deh.l 
rBpt    "P«ted    b<|   S21230. 
Public    Service   Co.       02/10/23 

"etOP    Pr"JBrt    *  ^B'"«rlnJ 
0-S2B,  02/  10/28,  031  1  1  0007i. 


r-Evav!^?'iJh'ltiJ1ral    "S"1"-'    '<"•   DeficUncy   R.pt   DER   82-39 
r»  C  E  valve    limit    luitchits    bclou  m*x    LOCA    flood    levil    in 
containm.nt    will    b*    tin»li,e<S   by    820203 
VAN  BRUNT,  BE.       Arliona   Public    Survice   Co.       82/10/30.       8TERNBEHQ,  D  M 

.sari:;.  ".!;•«:::;  ^ 


npt 


™ 
136. 


ull)    not    b»    lubmttted    until    821130 

^i      AM»n.  Poblle    S.rvlc.   Co,       B2/10/W.       STERNBERO.D.  M. 
'"""•»*•    """tor    Project   (.  Engin.erino   ProDr«tT,3.       2pp 
H4X  Ficher  50-S28,  02/10/28,  031  1  1  20430. 


Intirln  DePlcisncg    n,p  t   DER    0S-37    re   Class    IE  wirlno 
term  nationi    crimp.d  u/la*s    pr.nura    than    ipgclfled 
Initially    i-»poi-ttd    on    82O713.  Ei tension    for    lubmittal    of 
final    r»pt    from  B210B1    to   821118   requasfcud. 

iEi      <:";"''nPU'1!":    f»rwi»   Co'       82/10/28.       STERNBERO.D.M. 
'_ 5"""|;t'     »••  =  •«   Project   t  EnflinBerinB   PrOflram,.       2pp. 
B4X  Fiche:  SO-528.  B2/10/H8,  8211150669. 
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B21M  10411    Board    Notification 


B2- 

- 


4)[    Flch. 


8211120313  Final  Deficiencg  Rept  DO) 

^•»:CKT;,:;^.«  r  •  r 


Generic    Ltr    B2-20    to 


- 


-  o    a         D0,,01. 

hou.r.    &   appllcants    for    CP    r.  SSntI    fn^    ",  li"""  —  P-rm,  I 

SRP    iM/]..F.,ru,.rdi    MUHM-O906   NUHEO    to    ?.  '-PlM-ntln, 

measure    until     Reg    Ouide    l     70   r.«i  *„  .  V       V    ed    as    in*"in, 
EISEfJHUT.D.  Q.        Division    „  /,     revl"((    s*£     Hit    end. 


initial!,;    r,p 
reportage    per 


^ 


:  50-528.  B2/10/37, 


eu    of    hardened    wash 


•  r  '•••  «•• 

eol    Ua5hers    in 


iv 

16165:076, 


B211  160219   Part    21     run  I-    -.,    ^     c 
D'  ' 


STE(,NnEHO,D.n 


8311040426   (lequesta    autdori  FJ.I., 

:!'i:.'^  ;^K   :  H:  H;';™-0--'. 

V  P  tflb  '  "' 


VAN   BRUNF.E   E         Ariiona    Put    ? 


"bmitting     Interim    defUisncg     rept  VAM   ^MF,  E.  E.  °  *Ar  i  !ona    Put,  1  i'c  ^nL? 

a"n«   "IBPt*'19     Dve>'preSBure  Office    of   Wuclear    Reactor    Fipnulat 


ReSpOTld 


VftN   ORUNT.E.E         Arl    OM 


-    *  -'- 

alnt    thte* 


M         DENTON.H.K 
3W, 


3TECKFL,  A. 


BTO.NDEBO.  n.  M. 


» 


^^ 

»  "3-"S;p  =  a 


0211J30IS7 
S21112044!    floviiea    util 

% 


/.    Operator   Examinatlonn 
3210I300I9  Generic    Ltr   H 


H2I1I50070  Notification   of    rtviti? 

,'?r?J:CO"    """"    '"    "-    "»         Ir?"I 
LlClTfiA.E.A,        Licenaina    DrAnrh    ^         ^ 

Licensing   flranch    3        3  p"'  '  ^  35f  r  .. 

821  1  150070.  VV          ">0/J.35S.        3flX    F  icho:  90-S3B,  BB/l  1  /00, 

6211170364    Board    Notification   82-1(17   „,.         ^ 

in::i:.\r£;!^ 


F.che:  50-000,  63/1  1/10, 


B2I1S30149   Foriuar.fi    rnannno..    . 

,    ^a"      i      9          °   B 
12,     ..Control    ^      (Ul 


VeBDE  ^CLEAR   STATION,     UNIT  3 


Uechtel   &    C-E    in 
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Safety    Evaluation    Report     (SEFI),     suppls 


F      Security,     medical,     emergency    (.    fire    protection    plans 


8211Q100&7   Requests    schedule    for    submittal    of     info    listed    on    end, 
necessary    to    enaole    Nf?C    to    complete    review    of    SER    Suppl    3 

KERRIGAN, JD         Licensing    Branch    3        82/09/29.       VAN   BRUNT,  E.  E. 
Ari,ona    Public    Service    Co         6pp.        15872334         2flX 
Fiene    50-520,62/09/29,5211010067 

B2HOL01Q3   Forwards    response    to    82Q31 1     Itr   re    evaluation    of    cable    tray 
design   ij   S20917    Itr    re    summary    of    appeal    meeting    on    canle 
trail     damping    values    Submittal     satisfactorily    resolves    BER 
Sec  t  ion    3    7    1 

VAI,'    BRUNT,  EE         Aruona    Public    Service    Co.        82/10/56.        NOVAK,  T.  M. 
Assistant    Director     for    Licensing.        1 1  pp         1 5S67   297.        24X 
Fithr    50-52B.  B2/10/26.821  101Q1B3 

6311030357   Faruards    marfced-up    FSAfi    pages    u/results    of   analyses 
deiHrunitrating    ability    of    fuel    design    to   withstand    combined 
seisi-iic    b   LDCA    loads,  resolving    open    item    in    SER   Section 
*    2     I     Info   uill    be    included    in    future    FEAR    amend. 

VAU    BHUI4T,  E   E         Aruona    Public    Service    Co.        02/10/29.        NOVAK,  T.  M. 
Assistant   Director    for    Licensing.        7pp.        15SB9.023         24X 
FirHc    50-528,  B2/ 10/29,  621  1020367 


B210040066   Generic    Ltr    B2-17    to    all    power    reactor     licenscea    f- 
applicants   4    holders    nf   CPs   re    inconsistency    between 
requirements     of     1QCFR50.  34  1 1)    t.    BTS    for    per  f  ormitig    audits    nf 
emergency    preparedness    program!    Svc     list    encl. 

EJSENHUT,  D.  G         Division    of    Licensing.        02/1O/O1.  Conso  1 1  dn  ted 

Edison   Co.     of    NEW   Vnrt,     Inc.       llpp.        16002:  HOD.       24X 
Fiche:  50-000,  02/10/0! ,  821  OOflOOiifl 

B210070Q19   Genoric    Ltr    S2-2 !     to    all     licensees    S.    applicants    of    nucUrtr 
poiter    reactors    re    Tech    Specs    for     fire    protection    audits. 
Forwards    guidance    discussing    general     scope    t    (loacr  io  i  rig 
elements    to    be    included     in    audit. Svc     list    one!. 

EISENH'JT,  D.  0.        Division    of    Licpnaing.        SH/IO/OA  CI.IIBO  I  i  da  turf 

Edison    Co.     of    Heui    Vorlt,     Inc.        19pp.         15993:33(1.        SIX 
Fiche.  50-000,  02/10/06,8210070019. 

6211160360    Diacusnes     ma  la  !  Inti  an    of    tun    emoronncij    nut  i  f  1  cotlnn     oija 
hotline    phones     in    control     room    for    emorQiincij    prupnrodnesa 
eiercises    to    realistically    almu  late    actual     candi  limn, 
ANDaOinWf.G.  C         Arliona    Public    Service    Co         02/10/20,        IjNOELKEN,  H    If 
Region    S.     Office    of    Diri'ctnr.        2pp.         lr)13n;23H,        y^X 
Fiche:  50-52H,  Q3/10/30.  H3I  I  IOQMQ 


52110^0330   Adv1Ses    that    plant    designs    have    been   modified    to    supply 
Clas*     IE    energencu    pouer     to   valves    CH-HY3SS    f,   CH-HV524    per 
SEH    CDnFirT'a'.orij     itenHod    scheduled    for    completion    in    Dec 
15£?2    Draiuirjgs     revised    to    reflect    mod. 

VAIJ    BRUNT, E   E         Arllona    Pu6lic    Service    Co         82/11/02.        NOVAK,  T.  H 
Assistant    Director    far    Licensing         2p  p         15927    190        24X 
Ficht    50-523.62/11/02,8211010330 


i™7    Illforms    ttldt    flrat    shipment    of    i>uclenr    Poc]    o.pentn.l    onu 
on  BtOBOl    t,    fuel     loadina    scheduled    fnr  NIIV    I  <!l]2,  fleqiipn  to   NflC 
contact    SFi    Frost    to    coordinate    effortn    tn    muot    acherii;lcd 
fuel    receipt    t    Iliad    dales 


ipt 

AflDOONlM,  0.  C  Arirona  I'ublic  Elervlte  f;» 
ENGELKEN,R  H.  Region  5,  Office  of  Direct 
Ficde:  50-S30,  B2/10/20,  B3J  1  100360. 


9211090140   Advises    of    nods    to   non-ESF    equipment    configuration    to 
accar.Tioflate    nanual    reloading    of    non-IE    loads    onto    IE   buses 
upon     safety    injection    actuation    signal    reset    per    SEF1 
Har.^fsultc^    installed    Drawings    u  1 1 1    tie    updated    in    FSAH    amend 
,Mi    SHUNT, £   £         Aruona   Public    Service    Co         B2/11/04.        NOVAK,  T.  H. 
Assistant    Director    for    Licensing.        2pp.        16003:251.        24X 
Fie**     50-558.  82/11/04,9211090140 


B21029010S   Generic    Ltr    03-23    to    all     licr-nseon    I!,    afiplitnnts    re 
inconsistency     betiuoen    ronu  I  romon  tn    of     JOCFfC/a.  401  g  J    !.    BTO 
for    perfot-ning    audits    of    aiifeguardi    cantfnqiincu    ntnni 
(security    p 1  a n ) .  Svc    list    encl. 

EISEIJHUT.u.G         Division    of   Licensing.        (K/ 10/30.  Contolitf 

tdison    Co.     of    NIIU    York,      Inc.        F3pp          1599.1:31'*         34X 
Fiche:  50-000,  82/10/30,  0310390100. 


fl21 1090=90    inform    that    plant    design   modified     to    include    alarms    uhi.h 
will     notify    operator    01     I  Ou    tenp    overpressure    event, in 
response    to   EER   Confirmatory    Hem    13,  Section    7.6   2   Hod    ujll 
be     incorporated    Into    future   FSrtB    amend 

VAN    SRUN'r.E   E         Arizona    Puhlic    Serv.ce    Co.        92/11/04.        NOVAK,  T   H 
Assistant   Director    for    Llcensjnj         2p  p         16006.102.        24X 
Fiche     50-528,  e?'l  1/04,821  1090270 


B3I1E9Q609   Foruards 


revision    to   Ueooonii   l.onrnod    imp  1  omnntn  1 1  on 


rept, Section    111.  A    1    re    emergency    nropnrotln  ens.  (1  h  ,1  n  <j  e  g 
retlect    fJRC    recent    policy    on    roqu  1  foments    for    DriiPrgonry 
capability    ft    uill     be    incorporated     intn    I'morg.n.cy    a  Ian' 
VAIJ   DRUWr.E   E.        Ariiuna    Public     Ciorvico    Co.        Ha/M/Ul 


Assistant    Director    for    Licencing 
Fiche.  SO--52Q,  QS/11/1B,  03 i  1  ^7 


trarer         ^*     "^    "    ^^^    "«*"«>     drfl.,  ngs,  i  1  lustra  t  i  n, 
tran-sfer    suitch.s    requlred     to    provide    desired    electrical 
nolatior    from    control    roorr    for     ins  tr  uneri  ta  t  i  on,  c  ontrol  s    {, 
po.jer     sources,  per    SEH   Section    742 

A«.HH'.T'n   E       ,Arl'°r3    Publlc    S'l-vie.    Co.        B2/H/05 
Assistant    Director    for    Licensing         2pp 
Fur..     50-52B,  62/11/05:  921  10?0203 


NOVAK,  T.  H. 


a=iM50l«   Foru.rj.    amended    sections    of     lessons    leaded    Imp  1  ement.ti  o, 
SAP    test    descriptions    for    rev.eu   in    preparation    for 
leeting     in    3etf,esda,MD    to    discuss   SER    Bupp!    2, 


528.  82/l[/!0,S21  1150142 


e    C° 
sing.        9pp         16056-162 


NOVAK,  T   H. 
34); 


Adjudicator",     correspond  UUCP 


copy     ,,f 


18cllW:lin- 


'^Nri.tra^,*^^.^ 

o  t  ,  on    for    extfn.ion    of    timo    to    Annul,  r    Council 
'"^^"^•C-rt.flcate   of    Hvc    ,„„,.  t'<""":" 

Affiliation    Unfcndun.       (1?/10/27,  Atomic    ilnfetu    nn.l 


"EiS^i'ES^^-E^iiFiiiHJri^irF'r 


ll.u 
Affl 


. 
J.   Hearing  Brand,  3,   03/10/30, 


Atomic 


.-  P     . 

Applicants    response    due, 


Off?rp  lMl.  l<y°riC  Bflf0tlJ  """  L'co"«i"g  iwrd  Panol  B2/H/01 
2  i  «  ™*  Elel:ut'vo  L°9»l  Director,  Ip  19909  360  MX 
Fiche  50-52B,  S2/1  1/01,621  10303B3  is'ov,  J6O.  J4X 


«HR.A.C. 


DOCKETED  ITEMS 


831  1  170132 


that    Pi 


Aflricul  tur.I 


S2U170MO   Advises    th-.t    a    jj 
Protects  C^    ,  J   T*eP 


Val  ..„ 


SILL'S    "'"""""    tat 
Sn.M    *'»•(]„;* 


in  Ofc  of 


8311170MB   Adviaea    n,at    D    .j 
Prot«ti0n  Counclf    ?^c    i"^ 


Ag.  icul  tlrral 

in  Ofc  of 
on  of 


::;'^^^cf;n;:;;:sofv.1..,!jn  OSM1B 
:»  -  •"»-»:«'?: 


3211170132   rtdvisco     t(i,it 


KWeV.L.8. 


KWeV.L.8.        H.trln         «nh    3 
W.i«.        DEBNADEI.l.         HouMhan      I 
Fieh.:  30-320.  BS/1  1/17,  B2M  iSSlga 


ioner    invltod 


,  .  L.        »arm0n     (. 

1AI50j  1B9         21X 


Certificate    of    3vc    „„,. 

BERLIM.K.        Affiliation   Un^nou.n 
Licin,Doard    Pflnol.       27 


031I230S 
Snel  1 


itt.s'^ri-  s:  ^s's:11^.6  ?-]i 

50-000,  fla/09/16,BS08iTOaaO 


,„  „,„ 


451 


'"'"'' 


1'1"'1 


U0pt> 


1 ;,. 

E   L          Divis.on    nf    P 


Fi  1  tral.  ion/ 


""a"    Ust    *nct  "PHB    L'OUJ    T"m"    t*"»-Pr...iir. 

Pi  Che:  50-OQQ,  B2X  ]  1/19,  SSCIQlfio-ir  q  'nc  '^Pp.         1A2^3.  OTi 

".     Periodic     operfltinn 


:  50-523,  Qa 


Jp  P          '"30.327. 


J/10/25.        STEFfNGCKG,!).  M 


VAN   BRUNT, 


,        P^       "     by 

s= 


Division    of    ».„„„?"    R«"ir     Preset    f"C        ^  "" 

iw^ri36.     a«  F.c^^o^^^^^e.e"1 


Initial  |V    rBpOT6eS     on    8a07ia 

"MI  rept  rrom  aaioai    to  Bai 

VAN   BRUNT   E   E          i.     i  B21 


.  50-Sa8. 


otl  for   •"" 


lo/aa 


4S2 


DOCKETED  ITEMS 


ericy   fiept    DEB   62-56    re    scaled    doun    condensate 

nsj   calculation*    For    leisfflic 
rtia    on    B210I5   Final     rept    eipected    by 

Public    Service    Co         82/11/01.        STERNSERG,  D.  M. 
Deader    Projsct    >.-   Enoineering    Programs.        3pp. 


ency    fiept    DE"   81-1?   re    decreasing    mating 

ELet  trie,  !nc     125-voIt    dc    pull-out 
ertion   t    removals    Initially    reported 
-.'.    r  e  p  or  tab  J  e    per    10CFR50.  55(e  J  . 

j    Public    Servict   Co         Q2/11/O2.        STERNBEnfl,  D.  M 
Rfattar    Project    >-   Ens  innr  ing    Program!.       6pp. 
- 


»t.'MtH    Inttrm   D**ici»rt,    RPpc   DER   62-39   re    receipt     of 

att    B-iricN    cantdirmen(     isolation   valves    cu/loose 

'Jl'i    '     "n    torque    (Cec     Initiallif    reported    on 
^rV    G*':ht*1     '""'"isating    Final    rept    by   S30M2. 

«-    B      *;"0"Pllbl'C     Serj'Ce   C°'        92/11/03-        STERNDEBO,  D.  H 
'  ns    Programs.        4pp 


=  »"-    Energij    not    procured    to    rtSHE   Code 


i-.o^'iV  ^^"^^'si-sae.^/'^^.^??^^""""1*'      7pp 


r:iis;o2*a  inter,,  3.;,..,-,. 

-^"n'.-j.tea    »f    carban"*^^    ^"t    "    au"lia'"1J    feeduater    valves 

'•J^P   "it*    un^PT"     pva  J  us  t  [  an    FjTijiJ    rent    rlitb    h      D-I  "2*01S. 

"   .       3    J'J!lF   F         An:on3    P.,rl,c    Service    Co         p?8' 

!»-.-,,   i-"    "'^^sident,     Reatto,.    Project   („  Enoi  STERNBERG,  D.  H 

J.-.t        tl;i    Fichn    S0-5?a.  02/1  (/I?,  B2!!300"'lArl'19    Pr°9rams-        3pp. 


, 

COPrfi5POndence 


8211030022   Notification    of    H21030   ft   HI     oiBpting.    uXu  I  i  I ,  Ulir  (,    I'r, ,,«,,( 
Hjt    Corp     in   B  ethesda,  Ml)    to    reviou   Chflptor    (1    im    |inMDr     OMB 

STARK,  H.  H,        Clinch    Rivsr    Krocdor    ficac  tnr    f'l-ogram    WTtito  H''/l{l/|-' 

CHECK,P.S.       Clinch   River    Ore,  4  IF   Bo,,c  tor  frogr^m   DffUo.  :tpp 


Por  -iddl  lnfo 


. 

Fi  chH:  50-537.  B2/I  0/12,  021  1030!  25 


S2U030I05   NotiflMtfon    of    [i?10,?0    n»tlng    w/BIlE,  fro  j^'t     Mai    Con.    I. 

'       'th'D0  """    t"Brn"11   ""'•'»"'  •'« 


SPIROiH         Division    of    Fuo  1    Cue  I  o    fc   Hit.,,..,,     r-    » 
crnrr   en  ...  1-1/1.111    r.   niiivriAl     Imfu 


, 

lu  Hi1/  H)/  III 


B21I040129    "Environ    As,o,lml,nt     ful.    |',,n|,    ,     H    ,,        , 
*      Energy,     Dept      „,.       SlK/M-o     /,          I  o/  »//'       ' 

B«  Fich.  so-g.17,  oa/io/m,  nl-  ' 


'  "'  '  '  '  l  « 


fl'Mfl 


8310260030 


^ 


„, 


DOCKETED  ITEMS 


92102SOI62   Application     for     flm£.nd     ta    CP     j,    cl  la.et,.     n,       . 

Amend    XVI    to     «nviron     rept  t-iass     104(6)     OL,  i  ncoi-p  orating 


ept 

LCNCENECKER,  J.        Energy,  Dept    of,     Clinrh 
M/IO«7.        CHEC^P. 
5PP.        ISB«rM6.        24* 


32110,0151    AppUeatlon    ,„    amer,a    iD    CP    ,   „.,„„„„„,    of   Amen[ 
LCNGENECKER,  J.        Energy, Dept    of,     Clinch    Rivsr    n 


STARK.R.  H.  C  lltich,  R 
CHECK, P.  S  C  1  inch  R 
14019:333,  2flX  Flch. 


S311060124   Forujards    addl     info    roquesterf    at 
uorHr.9   meeti  ng,  Mar  ke^-op    PSAR   «q«    Jli 
into    future    PartFI    r.vi^oS.™*    l""S    Tr     i. 
be    submitted    B213OJ 

LQMQENECKER,  J.         Energy.DEpl    of,     Clinch    n  i  „ 
02/11/02.        CHECK,P.S         Cl  Jneh    ilv.r    SP«H! 


2PP, 


. 

Dpfic"- 


RT™"^^^^^^ 

^'^^£rRivar 

24X    Flch  ,:  30-5. 


* 

request 


47pp. 


logic. 


16101:344.        24X    Fi  cl.o:  aO-H^GS/I  l/lsfoLn  40*000. 


1614Q:  140. 


02/1 1/ |[). 
3pp. 


B31123Q432   Notification 


. 

LONGENECKER,  J         Ene  Pifu. 


its?  f,:" 


„.,„„„ 
«"  •  ' 


—  a2UO£015.4   Amend    72     to    PSAR 

to    PSAR.  ""    C°"     lr"""S     Distribution    of    Amenif 

LONGE(JcCKER,  J.         Energy ,  Hep  C    of,     Clinch    fJiv^r    n-       ,. 

ofrecUr        f MTDN' H' "-       a"^-    =' !   «-  '  -"   "  L-!' ^'-'-^  ^  t0r 

9211300405    FDT-uarda    Amunrf    73     to 
4pp.         16240    195.        24X    Ficlie.St 

—8211300409   Amend     73    to    PSAR 

"       Energg,Dept    of,     Clinch    River    Breeder    IJo.jclc,, 
"-W     199.        24X     FiehB.SO-337.sa/liyno.r 

',0.        Enorniii  Dep  t.  of ,     C 

-IHIOSBOIW  Amend    XVI    to    environ    repl 

" '       "  aa/i»/:u 

Director.        6pp.         [597B.3flO.      C2/l>    Fichi^*"1    "('a':to''    sten"l'fl 

Forwards    corrected   Page    A   to 

led   A 
Flche:  SO-337,  i        .  .     ._. 

•       Wffstlnghouae    Electric     Corp.        B2/\l/\B     '     In 
Fi en e. 50-337,83/1 1/1  a,  B2I 1230304. 


in  i    "'v°'     "reeoeT    neac tor    Program  Office         B2/1O/OA 

FUi..:Bo-BS7:s3;;^.lsrJsss:£UI  Decad&   Ip-  '»'*«*«*• 

—8211010349  Comments   on 


conservation   advocated. 


raft    BUppl    to     l<?77  FES    tar    rnnn    n.,.nl 
Suppl     Paus    to    .ddr.M    huge    cost,    ol  '  P  ' 

of    *H.rn.tlvt    ener-  " 


454 


DOCKETED  ITEMS 


8211140500   SUPPLEMENT    TO  FINAL   ENVIRONMENTAL    STATEMENT   RELATED    TO 
CONSTRUCTION   AHD  OPERATION   OF   CLINCH   RIVEFI    BREEDER   REACTOR 
PLANT   Main    Report    Ducket    Ho.     50-537.  (U.S.     Department    of 
Energy,  Tennessee   Valley    Authority   d   Project    Management    Corp) 
LEECH.P    H         Clinch    River    Breeder    Reactor   Program   Office.       NUREO-0139 
V01    SOI         92/10/31.        3IBpp         Available    at   NRC         «0.  50.        16113:261. 
34X   Fi  c  fi  e :  50-  537,  62/1 0/31,  B21  11  60500. 


B21103031B  Suggest*   agreement    on    stipulating    authentic  i  ty    be    c  nnti  riuml 
i    eihlblt    lists    be    oichangetf.  Certificate    nf    Bvc     end. Related 
corresponilenc  e, 

EDGAR,  0.  L.        Morgan.     Loiuis    li   Bockiut.        EDOAIliO.L.        Project    Manna""11""* 
Corp.       82/11/02.       FtNAMDHE,  B.  A.       Natural    flosourcos    Defense   Council. 
SWANSON.D,        Hearing    Branch     1.        4pp.         15909:201.        S4X 
Fiche,  50-537,  B3/U/02,  021 IO3Q31E!. 


F      Security,     medical,     emergency    &    Fire    protection    plans 

6210070019   Generic    Ltr    S2-2 1     to    all    licensees    &   applicants    of    nuclear 
power    reactors    re    Tech    Specs    for    fire    protection    audits. 
Forwards    guidance    discussing    general     scope    &    describing 
element!    to    be     included    In    audit    Svc     list    end 

EISEHHUT,  D   <J         Division    of    Licensing.        63/10/06.  Consol  I  da  ted 

Editor   Co.     of    Neu    Vork,     Inc.        19pp         15993:336.        24X 
Fiche    50-QOO,  53/10/06,8210070019 

6210S90108   Generic    Ltr    63-23    to    all     licensees    fc   applicants    re 
inconsistency     betueen    requirements    of    10CFH73.  flOlg  I    t,   ST9 
for   perforninij    audits    of    safeguards    contingency    plans 
(security    plan».Svc     list    end 
EISENH'JT,  D   G.        Division    Of    Licensing.        62/10/30  Consolidated 

Ed  imn    Co      of    New   Yor(.     Inc.         Bpp         1  9993   319         2flX 

Ficfie    50-000.  B2/ 10/30,  S2IO290108. 


6311090207  Notice    of    appearance    in    proc eodi ng . Certl f icate    of   Svc    unrl. 
TOUSLEY,  D.  fl,        Natural    Resources    Defense   Council.         TnUliLEV,  D.  R . 
Sierra    Club.         TOUSLEV.D.R.        Harmon   fc    Uoiso.        Ha/11/04,        4pp 
1997H:  353.        2rtX    Fichu:  SO- 537,  [13/11/04,  Hal  1 OFJ02Q7, 

8211090il70  Requests    DC1E   rapt,     "FMEF  Environ  Asnesomont   Uuppl    for 
Secure   Automated   Fabrication    <BfiF>,"    per   112110!!   il  i  BCUB»  ion. 
FINrtHDRE.  B,  A.        Natural    Resources    DePonse   Council,        H2/I1/03 
EDGAR,  0.  L.       Enorgy,     Oopt,     of.       EDGAR,  0.  L.       Morgan,     Louln   «.   liocfciiiii. 
lp.        IfcOO?:  170.        SIX    Ficho:  30-337,  US/  I  I /OS,  0311090470, 

—  B211090476   No  I  i  c  o    of     intent    to     introduce    natl     security     Info    ra    d«T>i(| 
battt    threat    levels    of    various    federal    ogenciea    for    vnrlous 
categories    of    threat.  Cor  1 1  f  I  c  ate   of    five    end 

GIIEENDEHO,  E.V.        Natural     Resources    Defoniiw    Cuuncil.        OREENKEHO.  E.  V. 
Sierra    Club.        OIlECNuERO ,  E.  V.        Onllouiiy    !.    Oruanboro.        OH/H/OS. 
4pp.         16009:171          24X    F  i  r.  hi':  50-9:17,  OH/ 1 1  /0!f,  [13 1 1090170. 


G      Adjudicator^     correspondence 


B21I03Q33(.  Confirms   621027    telton    re   procedural   matters   not   opressly 
covereil    by    ASLQ    B30B31     scheduling    order, Hatl     from   State    nf 
TrJ,  as    interested    atate.need    not    oe    filed   oy    B21101    but 
^flould    be    filed    by   321112   Certificate   of  Svc    end. 

PErtRlCEM,  M.  D          Tennessee.     State    of         82/10/27.  Atomic    Safety    and 

Licensing    Board    Panel         4pp         15910:347.       34X   Fi  che:  50-537,  82/10/L'?, 
B21  1030336 


6211010226   Response    opposing    NRDC    >,   Sierra  Club   821020   motion    for 
qualification    of    TQ    Cochran    as    eipert     interrogator. 

Qualifications    not    established    for    every  content  ion.  Cochran 

raa;;    not    conduct    meaningful     c.   eipedltious  cr  oss-Biaminat  I  on. 
JC.'(ES.B   U        Hearing     Branch     1.        02/10/39.  Atomic    Safety    and 

Licensing    DoariJ    Pane!         6pp.        15070:237.       24X   Fi  che:  30-S37.  B2/IO/;'9, 
521101022A 


R21109O467   Flespondo     to    031109    1  lr    requesting     documtintn    rv    tllOII     hnnrino 
Environ    rept    will    be    liitroducoil    (.  Add]    inhibits   uiltl    be 
identified    by    (131112, 

EDtMR.G.L,       Morgan,     I.DUII    (.   BocHu*.       EDOAR  •  0. 1..       Project   (lanaimmont 
Corp.       02/lL/Oa.       FINAHDRE,  I).  A        Natural    Rusourcus    llBfonae   Council, 
4pp.       16009:  213.       21 X   Ficho:  30-D37,  OH/1  l/Ott.  EI21 1090-)i',7, 

B31115063Q  Forwnrdo    position    paper    of    Btatu    of   TN  Atty    OaiiHral    on 
sot  ioeconomic     impact    matter*.  Cert  i  f  1  c  ate   of    Bvc    one  I 
f'EARIOEN.H  D,       Tennosaso,     Qtatu    of.       02/11/10,       MILLER,  H  E   . 
LINENOEHGER.  0.  ,     HAND,  C.  II.        Atomic    Safety    and    Llcuniing    Hoard     I'anol 
flpp.       16061:098.       24X  Fi  c  \,g   JJO-IKJ7,  (IS/  I  I  /  10, 1121 1  I  DOA3EI. 

— -0?lllS06fl2   Potllion    (inpor     of    flUto    of    TN   Atty    Ounoril     nn    «oci  nacnnom 
impact  matt  era.  Cor  t  if  icntu   of    five    uncl. 
LEECH.  H,M.,     KUnilAIIU.iJ    D    ,     PCARIQGN.  M,  0.         Teiinun»»B,     iJtatH    nf. 

02/n/io.     2LPp.      i60fti:ioa      aix  F(ctio-30~s:)7, 


1  1010231    Response    to   NilDC  t  Sierra   Club   621020  motion   re   cross- 
cianination    lf    request    for    icheduling    witness. NRC    does    not 
oppose    motion    rtSLH    should    notifij    parties     if    intervenor 
proposeiJ    schedule    unacc  ep  tab  1  e.  Certi  f  icate   of   Bvc    end 
SIMNSON,  D.  T         Hear.ng    Branch     I         92/10/39.  Atomic    Safety    and 

Licensing    Hoard   Panel          7pp          I5B7Q;343         SAX    Fi  che- 50-537, 
52/10/2?,  03  I  lOlO22i 


a2HI50h30  Response    oppoalng    intcrvenor    Hi! I  103  notico    of    inlent    to 
introduce   nnt  I    security    I  nf  o.  In  Inrvunor    testimony    containing 
daisiflod    info    »hould    bo    oic  lulled,  No    nhouing   modo    uf 
relevancu,malerlflliti|    or    c  nmpct  onco.  IJ/Cort  I  f  lento    op    live. 
EDOAHiO.  L,       Project   Hnnrtgcmflril    Corp.       l!(-ROMf)L7,.  W,  K.       Ullwrgu,     Dopt 
of.       82/11/12.  CommliaiDiier*.       llpp.       iA(Mil:214        StX 

Ficho:  90-937,  02/1 1/13.  nai  I  1506:10 


Reapor.se   opposino    NRDC    !<  Sierra  Club  S21020  motion    for    Til 
uallfication    as    eipert     inteirogator.  Qual  I  f  icat  ions 
demonstrated    Related   correspond  en  ce. 
•oject    Management   Corp.       nERGHGLZ.  W.  e.       Energy,     Dopt, 

Atonic    Safety    and    Licensing    Board   Panel         9pp 
~iche-  50-537.  B2/ 10/29,821 1030346 


0211150654   Motion    to    strike    portions   of    IH   Cuchrnn    IW1101    tostlmonij, 
Part   V.  Portion!    nlroadt;    rulod    fteyoml    scupa    of   proeiiod  i  rig    by 
ASL0. 

EDOAR.O  L.       Project    Management    Corp.       lie.llflHOU,  H.  E,       Energy,     D«pt. 
of.       na/ll/ia,  Atomic    Eijfoty    and   l.lcennlng    Hoard    Panel.       linn. 

16061:  1?.T       H4X   Fichu:  30~()37,  OK/I  I/IE,  OKI  I  I  30A94, 


to  NRDC  t  Sierra   Club    621020  motion   re    order    of 
Applicants    do  not    object  &   do   not    feel 
\d    to    NRDC   mischaracterliations   of   record 
arinjs.  Related    correi  pondence 
'anagement   Corp.      BERGHOLZ,  H.  E.       Energy,    Dept. 
nic    Safety   and    Licensing    Board  Panel         Boa 
'0-537,  93/10/39,021  1030346. 


0211150661   Motion    to    strike    portion!    of    Tl)  Co  eh  run   (191101    testimony. 
Part    III. Portions    nlroady    ruled    beyond    scope   »f   iirocoiidiiiD 
by    ASLB,  C»rt(  flcatB    (if   flvc    one  I . 

EDOAR.O.L.       Project   Manag  ernont   Corp.       DfCROHtlLZ,  W.  E.       Knerj".     Dopt. 
of.       B2/1I/I2.  Atomic    Dnfely    nnd   Llcenjlng   tlo.ird   Panel,       flHpn. 

16061'  136.        24X    Flclio:  SO-937,  IJ2/1  1/13,  (I3\  II90AA1. 


ra   Club   321020  request    for 
ant    does    not   object 
loued    to   name   addl 
•orrespondence, 
IERQHOLZ.W.E.        Energy,     Ditji 
icnaing    Board  Panel,       2pp, 
331  1030346. 


CI'  "          .d.r  Reactor. 

34X    Fiche;  50-537,  92/10/29,  821  1030346, 


iBRM.^st£.?::::M!:;eS"-;;"* 

file*.    SO-937,B2/ll/01,8211oS  "' 


931116031(1  Notice   of    appoaranc*    In   proeondino-  finrll  f  IcjitB    of   Svc    «nel. 
TERRV.M.E,       Trnnesiiie,    atato   of.       Ra/ll/IH,       4pn,        16091:803.       W4X 
Fiche:  50-537,  03/11/12,021  1160316. 


Foruards    «tatumBnl;   ro    *oelotcnnomi  e    Impact    of   CRBH. 
LAHTRIP.M.E.       Oak    Rldgo.     TN,       03/ll/lH.       MILLER,  M.  B.  ,    LINENDEHOen,  0    , 
HAMO.C.H.       Atomic    Safety    nnd   Licentliio    Hoard   {>«nol,        lp.       16137:001 
S-tX  Fichi:  50-537,  BE/11  /12.  0211  IEJ0401. 

—9211180-108  Statemtnt    on    lodooconomie    Impact    of   CRBH,  Cert  If  tcate    of    \- 
t  nc  1. 

LANTRIP.W.E.       Pak    Ridge,     TN.       02/II/1H.       Opp,        Iil37:002.       2-IX 
Fich«  :BO-537,  02/11/12,  0211  100401. 

6211180179  Rtspontt   oppoiino   applicant  821113   motion   to   ttriie    portlone 
of    Tfl  Coehran    ti»tlmony,  Par  t    III,  Certain  portion!    not    ruled 
beyond    tcopi    of    preceding    d  are    n>ct»»aru    &   relevant 
Cirtlflott  of  Svc   incl.Rilatid   corr»»pondBni», 
^    i^2^'B-A"    WeiSB.B.n,      N«.tur«l   n,.ourc.,   D.f.nt.  Council. 
FIMArtORE.B.  A.       Si«rra   Club.       B2/I1/IS.  Atomic    8»f*tu    *nrf   HcenaJno 

821118017  '°PPl        Iil37l33°'       H4X   Flft">    30-337,03/11/18. 


DOCKETED  ITEMS 
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H.     Genera  1     correspondent!? 


0211090093   Fina 
j.rfor«,:d    bg 

' 


ponse    to    FOIA    reouest    . 
S.    App  II  cat    pn"?n          or 

!"U1     «"hh.]d   <rBf  FDIA 


8211090093.  ""    '  ^1X    Fichi 

Notice    of    change    Of    counsel     t,    flddro 


• 

:  50-537,  aa/10/OB 


,  612/10/39,  B21 1030339 


B30Q190330    IE    Info    Nqtire    B2-37, 


0300190232    IE    Info   Notic 


B2/09/I6. 
001.        31X 


tDGARi  QrL.        Pmiurf-    Man  -»n  .*         L    r+  p^ponoence 

m  j>  '  « j  eu  i*    ii^nagoniBiit     Corp.         QERGHQLZ    U    P          e  n 

?59o9.27o°/23.x  fi ^Cio-^'^ ^.'aSnoM' rd  Pa">™'"> 


0211030350    Testimong    of    J   Preston, 
r      IIROC    ContwtioS.    Mb    ,    H^  w 


^^^ 


Reac  tor. 

!5S90:297.        ,T1X 
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CLARE,  G.H.,     STRAWGRIDQE,  L   .     OEITR1CH 
River    Dr..^r    factor.        8a/1?  %}R'C 
Fiche;  50-537,  82/1  1/Ot,  831  1020329. 
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82QS1902S3,  16233.398.        SIX 
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DOCKETED  ITEMS 


-0211030314    Testimony    of    TH   Cochran   re    -Contentions    1.2   6   3   on    adequacy 
of   NBC    6   applicant    analyses    of    potential     For    severe 
accidents.  Methodology     in   FES    App   J    crude     by    current    itds   6 
app    assumptions    not    supported    by   analysis. 

CQCHWI,  T    B         Matural    Resoorces    Defense    Council.       B2/I1/01.        71pp. 
15911    012.        24K    Fiche.  50-537,  82/11/01-931  1O3Q314. 

-6311030317    Testimony    of    CJ   Johnson   re    NRC    analysis    of    environ    (health) 
inpacts    of    CRDR    ti    fuel     cycle    NRC   ',    applicant    estimates    of 
environ    releases   !•    environ   contamination     from    proposed    fuel 
cycle    unrealistic   Certificate    of   Swc     enc  1  . 

u'OHNSON.  C    J.       Natural    Resources    Defenie   Council.       B3/10/2H.        45pp. 
13711. 1S4          3-JX    Fiche    50-537,  83/1 1/01 .  B21  1  0303  14. 


•-B21111Q521    Testimony    of   EF  Branagan   re   Contention    ll(c)    on    health  & 
safety    consequences    to    public     if    plant    complies    w/stds    on 
release   of    radioactive    effluents. 

BRAWAfWN.  E.  F.        Radiological    Assessment   Branch.        S3/I 1/01.         Hpp. 
16037:263.        24X   Fi  che:  30-537,  02/1  1  /Ol.  Q21  1  1 10443. 

6311340333   Testimony    of    TD    Cochran.Part    V.  re    Contentions    4    &    6(bM4)    on 
analysis    of    act!    of    sabotage,  terror  i  sin    or    theft.  NRC    Si 
applicants    substantially    understated    risks    to    plant   & 
overstated    ef t ec tiveness    of    proposed    safeguards, 

COCHRftN,  T.  0.        Natural    Resources    Defense   Council.        CDCHRANiT.B. 
Sierra   Club,       02/11/01.       S2pp         16207:310,       34X  Fie  he:  50-337. 
82/11/01,8211240335. 


62111104^3    Forwards    NRC    testimony    to    be    offered     into    evidence    at 
B311J6-19   It     1213-17    evidentiary    hearing*    re     LUA-J     environ 
muei.Certif  icate    of    Svc    end. 

SWAfiSO.'l.  D    T.        Hearing    Branch    1.        B2/11/O1.         MILLER.  M.  G.  ,     HAND.  C.  H. 
LIHEIjBEflGER.  C.       Atomic    Safety    and    Licensing     Hoard    Panel.        5pp. 
16039   001          34X   Fiche:  50-537,  B3/1 1 /Ol,  931 1 1  IOM3. 


62111202B3  Unofficial    transcript    of   B21104  public    affirmation/ 
discussion   U    vote    in    Wash Ington, DC    re    SECV-92-410    on 
petition    for    delineation    of  LUA   proceedings    for   CRBR   fc 
SECV-B2-.J40   re    Summer    DL.  Pp    1-4. 

«       Com-nissioners.        B3/11/O4.        7pp.        16066:149.        34X 
Fiche:  50-000.  32/11/04,021  1120293, 


—  321111044=?    Testimony    of    DM   Morris,  JJ   Suift.  JK   Lomg.ET    Rumble,  MC    Thadani 

'/   LC   Hulmari    on    Contention   2,Subparts     c.  d.   f ,  g    t,    ti    t. 

Contention     XSuhparts    c    !,   d    re    adequacy    of    NRC    analysis    of 

accidents    for    environ    review.  Prof   qualifications   encl. 

MORRIS:  D    M.   ,     SWIFT,  J   J.  ,     LONG.O.K         Clinch    River   Breeder   Reactor 

Program   Of  f  ice         92/11/01.        52pp         16039:006.        24X 

Fiche    50-537,82/11/01.  3211110443. 

—  eailli047O    Testimony    nf    RJ   Dubo.RD   Hurt.JW    Hockert,CE   Oastin    i   HD    Join?!, 

re   Contentions    4   'j   6(b)('l)    on    analysis    of     acts     of    sabotage, 

terrorism    or    theft    NRC    approach    is    to    focus    on    effectiveness 

of    deterrence    rather    than   analysis    of    con  sequences 

D'JBE.fi    J         Fuel    Facility    Safeguards    Licensing    Branch.       HURT.  R.  D. 

Advanced    Fuel    (•    Spent    Fuel    Licensing    Branch.        HGCKERT,  J.  H.        Power 

Reactor    Safeguards    Licensing    flranch.        B3/M/OI.        31pp.        16039:039. 

24X   Fiche:  50-337. B2/1 1 /Ol , 021 1 1 10443 


3311150007   Errata    to   S21101     testimony.  Certi  fi  cats    of    Svc     encl. 

EDGAR,  O.L.       Project    Management    Corp.        BERGHOLZ,  W,  E.        Energy,     Dnpt. 
of,        B2/1I/10.        7pp.         16036:037.        24X    Fiche:  SO-537,  B2/1 1 /tO, 
9211150009. 

8211160351   Advises    that    Intervonors   plan    to    Introduce    only    T  Cochran  t, 
C    Johnson    testimony    as    oihibits. 

FrMAHDRE,  D.  A.        Natural    Resources    Defense   Council.        92/11/13, 
EDGAR,  O-L        Morgan,     Leuits    &Dockius.        Ip,         16085:116         24K 
Ff  che:  50-537,  S2/1 1/13.  B31 1 160351 . 

— 6211160355   Suppl     to    TB   Cochran    Part    V    testimony    on    Contentions    1 1 1!   !. 
based    on    final    sup  pi     to    FES. 

COCHilAfJ,  T.  D.       Natural    Resources   Defense  Council.       02/11/13,       3pp. 
160B5-  117.        24X    Fiche:  50-337,  B2/1 1/ 13,  021 1 1&03S1 , 


—  8211110475   Testimony    of    H   Louienberg,  EF    BranaganpAT   Clark    fc   RR    Boyle    vi 
Contention    6   on    analysis    of    actual     fuel    cycle. NflC   adequately 
estimated    radiological     impacts    from    eip>o5ure    to    radioactive 
effluents     from    core    fuel    fabrication    facility. 

LQHEMBERC,  H    ,    CLARK,  A    T.       Office    of    Nuclear   Material    Safety    & 
Safeguard;,  Director         DRANAGAN.  E.  F.        Radi  ol  ogical    Assessment 
Branch.        02/11/01         29pp.        16039.030.        3-1 X    Fiche:  50-537,82/11/01, 


-B21M104B1    Testimony    of    C    Ferrell.H   Louenbc  rg ,  L   Soffor   &    I   SpicUer    10 
Contentions    S(a)   %   7<c  )    on  site   se I ec tion .  Site    provides 
adequate    protection    for    public    !.   envirqn.  Mo   anv  ironmental  ly 
preferable     alternative    sites    e.ist. 

FeHRELL.C    ,     SQFFER.L.        Siting    Analysis    Brancli.        LDWEHOERO.  H, 
Office    of    .'luclear    Material    Safety    &    SaFeg  uards.  Dlrec  tor.        BH/ 11/01 
43pp          1*039:109        31X   Fiche  .  50-337,  B3/ I  1 /Ol ,  321 1 1  10443. 

-Q2111104CJB    Testimony    of    H   Louienberg,  L    Suffer    t.   MC    Tftadani    re    Contention 
5<b)    on     long-term   evacuation    of    surrounding    facilities    & 
unaccepta&le    risVs    to    natl    security    d   natl     energy    supply. 
Worst    accidents    will    not    result    in    long-term   evacuation 
LOUENDEBO.  H.       Office   of    Nuclear    Material     Safctu    !. 
Safeguards,  Director         SOFFER,  L.       Biting   Analysis   Dranch. 
THAOANI.K    C         Accident    Evaluation   Dranch.        63/11/01.        21pp. 
1603?    151         24*  Fichs.  50-537.  BS/ll/Ol,  821  1110-143 

-3211110503   Testimonij    of    PH  Leech, RA  Decker    4    JH  Lnng    re   NRDC 
Contentions    7(a)    t   7lbl    re   alternatives    « o    CHDR.    uj/ability    of 
CRBR    to    neet    objectives    Demonstration   on     scale    of   CRBR 
directly    pertinent   lr  relevant    to  commercial    LMFDR. 
LEECH.P.H    ,     BECKEft.R   A.        Clinch   River    Breeder    Reactor    Program 
Office         LOIJS-J.K.        Reactor   Systems    Branch.        B2/11/01         31pp 
I6031!    172.        24X   Fiche:  SO-537,  82/1 1/01 ,  B21  1 1 10443. 

311110507    Testimony    of    P   Leech    re   Contention,   7lc)    on    alternate    sitar. 
Applicant    preferred   proposal,  using   Clinch    (fiver    site 
reasonable    Ho   iuostanfci  al  ly    superior    alternative   available. 
Prof    qualifications    encl 

LEECH. P        Clinch  fliver   Breeder  Reactor  Program  Office,      82/11/01 
17pp.        16039   203.       24K    Fiche:  30-537,  B2/I  1 /Ot,  B21 1 1 1O443, 

211110511    Testimony    Df   P   Erlc*son,S  Block    t.   R  smith    re  Contention   8  on 
decommiss  ioning-.  CflBR  can   be   decnmmi  ss  ione  A    w/no    siantficant 
adverse    effect    to   environ   or    public    health    &    safety    Prof 
qualifications    encl. 

EHICKSON.P.        Standardi  lation    ti   Special    Projects    flranch         BLOCK,  S 
Division    of    Systems    Integration    (post    911003)         SMETH.R.        NRC   -    No 
Detailed   Affiliation  Given.       S2/I1/01.       S-?pp.        16039' 330        SIX 
Fie  ha    50-537,62/11/01,  62 1 11 10443. 

1211110515   TEitimony   of   Hrt  Bender   re  Contention    lllbt    on   genetic 
effects    FI-OII  radiation   eiposure.  Oenet  ic    effects    will    be    10 
»mall    as    to    constitute    negligible    impact    upon   human 
health   4.   Wei  face.  Prof    qualifications    encl. 

BENDER.rt-A.       NRC  -  (Jo   Detailed  Affiliation    Given.       BENDER. M. A. 
BroofchaviP.   National  taft orator ij        82/11/01.       Hop.       16039:249        24X 
Fiche:  50-537.93/11/01,9211110443. 


—6311140360  Testimony    of   TI)   Cochran.Part    IV.  as    supp  tenanted    by    new    info 
in   final    suppl    to    FES.  re   Contentions    1,3   d  3  on    potential 
far    severe    accidents    at    CRBR    &    adequacy    of    NRC    k    util 
anali/sea    of     accidirnts. 

CDCHRAN.T.  D.       Natural    Resources   Defense   Council.       02/11/13,       filpp, 
16005:  120.        24X    Fiche:  30-537,83/11/12,9311160351. 

— 8211160367  Testimony    of    TB   Cochran, Part    III. as    supplemented    by    neu   infn 
in   FES    final    suppl. re    Contentions    61b)(l)    t-    (3)    on    adequacy 
of  NRC   analysis    of    environ    Impacts    of  CRDR    fuel    cycle. 
Certificate    of   Svc    encl. 

COCHHAH.  T.  D.        Natural    Resources    Defense    Council,        93/11/12.         S3|>p, 
I&OB5    191.        34X    Fiche:  50-537,93/11/12,921  1160391. 

B2H230351    Transcript    of   S21117   hearing    In  Dak   Riifgn,  TN.  Pp    3.656- 
4,  127.  Support  ing    documentation    encl. 

*  Atomic    Safety   and   Licensing    Board    Panel.       62/11/17.       471pp. 
161OI    334.        34X    Fie  ho:  50-537,92/11/17,9211230251. 

sa  1123027?  Transcript    of   921  1 19  h  earing    in  Dak    Ridge.TN.  Pp    4,  126-4,61';, 

*  Atomic    Safety    and    Licensing    Board    Panel,       63/11/10.       -193pp. 
16103:075,        24X   Fiche:  50-937,  S2/1 1/19,  921 1230S79. 

8211E3004S  Transcript    of  921119   hearing    in  Dak   Ridge,  TN.  Pp    4.  620-4,  94i, 
Supporting   documentation   encl. 

>      Atomic   Safety    and   Licensing    Hoard    Panel.       B2/11/19.       32?pp. 
16176:001.        2 IX   Fie  he:  80-537,93/11/19,9311230015. 

8311230230  Transcript    of   ACRS  Subcommittee   on    CRHR   031119  meeting    in 
Washington,  DC.  Pp    1-313. 

«      ACRS  -  Advisory    Committee  on   Reactor  Safeguards,       92/11/19. 
427pp,        16196:056,        24X    Fiche:  50-537,  B3/1 1/  19,  B2U230230. 


U.     Congressiona  1/Eiecutive   Correspondence 


8311E30014  Forwards    ansuers    to   questions    re    iteara   generator!, 
in    response    to  B3092B  request.  BER  mill    be    iiauad    in   Mar    1993 
to    document   review  of   steam  generator*   fr  matters    important 
to    safety. 

DIHCK9.H.  J.       Office    of    the   Eiecutive    Director    for   Operations. 
92/11/10.      MA.RKEY,  E.  J.       House    of  fiep,  ,     Interior   &    Insular   Affairs. 
6pp.       le>lf>8,'330,       34 X  Fiche:  30-537,  B2/  1 1/10,  B21 122001 4. 

— S3 1  1220017  Forward »    draft    1  tr    to  Congressman    Hark  eg    re    steam    generator 
instal  latio-nj  for    signature. 

DIRCKB.W.J.       Office    of    the  Eiecutive   Director    for   Operations, 
92/ 10/1 3.  Commia* loners.       4pp.       1&199:  336.       24X 

Ficha:  50-537,  82/1 1/10.  B21 1230011. 

— 8209150001   Requeiti    info   re   problems    of  PURs   b   steam  ganerator    tube 
degradation,  Timalij   response   requested. 

MARKEV,  E.  J.       Houso    of   Rep.,     Interior   t   In»ul*r   Affair*.       B2/09/2B. 
PALLADINQiM.  J.       Commissioners.      3pp.       16198:340.       24 X 
Ficha:  90-937.  62/11/10,8311220014. 


DOCKETED  ITEMS 


V.    Operator   Eiaminations 


62  0130019  Generic    Ltr   82-18   to   all    pouer   reactor    applicants   fc 
I""*""    r.    reactor    operator    t,    senior    reactor    operator 

If^r    R£   nmT    e;fln>!-rtl)v!s»    th-t    ««,.    begin    at    facility 
after    821001.  Svc     liat    end,  " 

Fdf«nUC^'n*    WDiViii?n    ?'    U"n»*"«.        S2/10/12.  Consolidated 

Edison    Cp.     of    Neu,    Varfc,     Inc.        15pp.         16002'  234         34K 
Fiche:  SO-OOO,  S2/  10/ 12,  S2t  013001  S>, 


DOCKET    30-530   MEHPHIS_STATE    UNW.     RESEARCH   REACTOR 

F.    Security,    med  i^al^emerg  ency    t,    Fire    protection    plans 

^e^rsencVplln5"    PUblU    VerS'°n    °f    r°Vi5Bd    <"•  "  '  l  m  '  ""  «    draft 

FELTCW.J.M        Division    of   Rules    and   Records.        82/11/08.  Document 

"'      IAiafl:  229'     24X  Fi  che:  8°-Me'  ^IUOB 


'°n    °f 


nr'n         ?Th'B    n!ate   UnlV' 
Reactor    Regulation,     Director.         Ip 

Fiche:  SO-53B.  B2/11  /Q9,  031  1  160513. 


draft 


Office    of    Nucl 
1  61  SB'  230         24X 


DOCKET   STN-5Q-546    MARBLE   HILL   NUCLEAR    STATION.     UNIT     1 

A       Application/construction     stage     documents    &     correspondence 

9309210027    CeiiBriir     Ltr    82-li    to     all    PWfi     licensees    re    NUHEO-0737    Tec 
Specs.  Requests    rt'vietu    of     Tech     Specs    to    determine    consistency 
LF/guidanre    provided.  For     item.,  Jevia  I  ions,  amend     to    license 

required. W/o    stated    oncls     Svc     list    encl. 

EISENHLJT,  D.fl         Division    at    Lieenaing         £12/09/20  Conso  I  Ida  t.'J 

Ediaon    CD.      of    Neu    Vork:      Jnc  15pp.         1 5130     1 4O         24X 

Fiche:  5O-000,  B2/09/2O,  020^210027 

8210260038    Generic    Ltr    B.2-SO    to    oil    pouicr   rector     I. ecnsees,  permit 
holders    t,    applicants     for    CP    re     guidance    for     implementing 
SUP    rule.  Forwards    NUHEG-Q906.  NUREC    to    be    ussd    flu     interim 
measure     until     Reg    Guide     1 .  7O    revised    Svc    list    end 

EISENHUT,  D.  G.        Divi3ic.ii    of    Licensing          02/1O/26  Consul  ida  tud  ' 

Ellison    Co.     af    tiata    Vord,      Inc.        -?pp          1 5"? f3    21>5         SIX 
Fiche:  SO-OOO,  92/10/26,  B2lO3bOOBB. 

62I1100S53    Fopiuards    NRR    SALP     input     far    util     far    Oc  t     1981 -Sept    1 9U2 
Co(r..nent5    received    bv    B211O4    uijl     He    considered     in    final 
rept. 

DODLITTLE, E. L.        Licensing     Vranch     1          B2/10/29         EISENHUT,  II   G    , 
THOMPSON,  H.  L.        Division    of    Licensing.        MATTSON,  R.J         Division    of- 
Sy -items     Integration     (post    B110O5).        4pp          I A01O    3C.O         SIX 
Fiche: 5O-546,  02/10/29,  821 1 1O09S3. 


,t.is  ,, 

o      Memphis    State    Univ,  . 

Ficho'  50-338,02/11/00,0211160513. 


°f   reVi"d    P"li«li«rii    dr.ft    emergency    plan 
B2/10/15.        2Hpp  16128-231          34* 

'          ' 


P.    Operating    liionle    stage    documents   i    c  orres  pondonc 


H2112402Bi,    Notification    of     O21201-Q3   meetings    uj/ut  i  1     in   Neu    Washing! 
IN    to    revieu    const    progre-es    f.    ohtain     info    for    assessing 
projected    fuel     load    dates. 

DODLITTLE,  E.  L.        Licensing     Oranch     1.        B2/11/1&.         rauNGHLCJO[>,  [i,  J, 
Liconiino    Dranch     t.         App.         1&331  .   IBB.        24X    F  i  cne  :  50-SAb.  83/t  1  /I  6, 


D210070015  Generic    Ltr    B2-19    to    research    t   test   reactor    licen.ee,,    re 
aubmittal     of    copies    of    documents     to    MRC.  Clarifies    number    of 
copies    of   certain    documents    to    be    submitted    to  NRC  Bvc    list 
enc  1, 

EISENHUT,  0.  0.       Divl  o  i  on   of  Licensing.       82/10/03.  Michigan,    (Jntv 

of.        I0pp.        15960:  I  W.        21X   Fiche:  50-000,  S2/IO/OS,  B210070013. 


DOCKET    50-537    DEN-OURION   UNIV.     CRITICAL   ABSEMBLV 

A     Application/construction    stage    documents   (,    corrosponrfenco 


S21130DOII     Foruordi    ftmend    33    to     application    for     1 i c entea 

SHIELDS,  S.  W.        Putlic     Service    Co       of     Indiana,      Inc          SHIELOS.  S.  U 
Wabash    Valloy    Power    Asao  c  Ltit  i  on.      Inc.        62/11/23.         OENTflN,  H   R         tll-f 
of    Nuclea-r    Reactor    Regulation,     Director         3pp          24X 
Fiche: 90-516, 63/1 1/23, 62! 1300011. 

— B21130001fa   AcieptancB    review    copy    of    Amend    22    to    application    fur 
1  i  cense  B 

SHIELDS, 9.  W.        Public    Service    Co.     of     Inrfjana,      Inc.        SHIELDS,  H.  W. 
Uaoaah    Val  1  pu    Power    As  s  «c  la  ti  on,     Inc        ai-J/l  l/P'J        31  pa        24 X 
Fit  ha:  5O-546,  B2/1 1 /23,  SSI  13000  1 1 . 


0211320036  Foruards    update    on  organdat ional    arranoemont    for    technical 
support    of    plants    basnd    an   ACRB   811215   reviBU   of   OL 
application,  per   B30923  request, 

VAM  BRUNT,  E.  E.       Arizona   Public    Service   Co.       B2/1  I/IB        NOVAK,  T  M 
Asiistant   Director    for   Licensing.       14np.       1A1S9'337        aiX  '     ' 

Fiche:  90-S2B,  83/11/19,8211230026, 


B2U300«a4     Informs     of    NRC    Caseload    Forecast    Pad  el    G21201-03    sito    vii, 
to    obtain     Info    re    cofist     status     of    facilities.   Info    utll     be 
used    to    Jitter    allocate    resources    during   OL    reuiuw 

VQUNOGLOOD,  D.  J.        Licensing     llranc/i     1.        O!!/!  1  /S3.        SHIELDS,  S    W         Put, 
Service    Co,      of    Indiana.      Inc.         1pp.        [62fc2:  33O         JMX 
Fiche1  90-516,  Q3/ I  If S3,  S2 I  I  300424. 


G.    Adjudicator^    correspondence 

6211190133   Advises    that   Ofc    of  Policy    Evaluation  H3IHB   tlte    tour 
reichedulod    for   821202.  NFIC,  Intervenor    S,  petitioner    invited 
u/conditlon    that    no    discussion    allowed    of    congested    (HUB. 
DEIJEV.L.B.       Hearing    Dranch    3.       S3/I1/I7.       DERNAnELL.       Harmon    t, 
Wei»s,       nERNAtlELL,       Hourihan,     P.       2pp,       1A150M09        24X 
Fiche:  90-538,  S2/H/17,  021 1 1TO132. 

R,    Perloiliq    operatino    reports   &    related    coprespondance 


8211300317    Foruanja     application     to    amond    CPPR-17O   t,    CPPH- 171.  ei  tiMidi 
earliest    &    latest    dates    for    const    completion. 

*       LeGoeuf,     Lamb*     Leibi/    ?.    MacRae.        s      Public    Service    Co       at    Indian 
Inc.        B2/I1/34.        DdOL  1  TTLf ,  E.  L.        Office   of    Nuclear    Reactor 
Reaulation,     Director.         Ip.         16331:193         24X    Fiche'  SO-S<I6, 02/1  1/tMi 
8211300217. 

— 82-11300230    Application     to     amend     CPPR-170  J,    CPI>H~17 1 ,  BI  tend  ing  carl 
I    latest    dates    for    co-nat    cornp  Ictian. 

SHIELDS, 3.W.        Public     Service     Co.     of     Indiana,      Inc.        82/11/19  |]» 

14237:194.        34X    Ficli  e  :  50-546,  B2/1 1/24,  B3t  130O2I7.  ' 


Foruardi    "Independent    OA  Evaluation,"    uiuiGnklu    itatus   rept 


.M.  A.       Torrey    Pines    Technology,       02/10/29.       TURLEV.  K.  L.       Ariionn 
Public    Service  Co.       llpp.       13993:036.       24X    Fiche:  50-538,  03/10/29, 
821  10801  12. 


DOCKET  BTN-50-54B  REBAR-3S 

A,    Appllcation/conitruction    itage    documents   &    correspondence 

6211020013    "Doit   E«timatn    Analysis    of   Large    Break    LPCA   in   RE8AR-3S 
PWfl,  "    interim   rapt. 

DOBBEiC.  A.       EQtO,     Inc,       FIN  A-646B.       8211080013.       82/09/3O. 
OUTrMAIJ,J.       Division    of   System*    Integration    (post   011003)         7pp 
15903:330.       24X  FI  che;  50-345,  92/09/30,  821 1020013. 

6211020019    "Be»t   Eltimate    Analysis    of   Small    Break   LOCA    in   RE8AH-3B 
PHfii  "    interim   rent. 

DLAKELEV,  J,  E.  ,    COZZUDL,  J.  M.       E01.0,     Inc.       FIN  A-At69.       B2I1O2001S 
62/09/30.       OUTTMAN.J.       Divi.ion    of  Suittni    Integration    (post    B11005J 
97pp.       15903:833.       H4X   Flcht:  SO-S43,  S2/09/30,  B21 IOS0019, 


C.     Utility    Envl ronmon tal    Report    ( Gf) ) ,    amends    &    correepondenca 

8311300011    Foriuarils    environ    rept    -    DL    stags   !.    environ    Pep  t   -   CP    n  taji 
SHIELDS, S. W.       Puolic    Service   CD.     of    Indiana,     IDC.        SHIELD,  S.  H. 
Uabaah    Valley    Pou*r    fit  aoc  i  a  ti  on,     Inc.       63/11/23,       DENTON,  H.  R.       Off 
of    Nuel ear    Reactor    Regulation.     Director.       3pp.        34X 
Fiche: 50-346,  82/1 1/23.621  130001  1. 

— 8211300024    Acceptance    review   copy    of    environ    rapt    -   CP    atage. 

*      Public    Service    Co,     o*    Indiana,     Inc.       -»      Wobaah    valley    Pnuur 
Association,     tnc.       B2/1J/33,        1,800pp.       24X   Fiche :  50-546,  33/1  1/9. 
8211300011 

— 8211300027    Acceptance    review   copy    of    environ    rapt    -   GL   stage. 

•*      Public    Service   Co.     of    Indiana,     Inc.       *      UabaEh    Valley    Pouor 
Association,     Inc.       82/1  1/23         700pp.       24X    Fiche:  50-S4A.  02/1 1/23, 
B21130OO1  1. 


458 


DOCKETED  ITEMS 


F      Security, 


ergencc;    !,    fire    protection    plant 


Generic    Ltr    62-17    to    all    paver    reactor     licensees    t 
applicants  >t    holders    of   CPs   re    incons  istenc  g   between 
requirement!     of    10CFR50    Sflitl    >*    STS    for    performing    audits    of 

EISEI.'H'JT,  D   C         Division    of   Licensing         02/10/01.  Consolidated 

Edison    Co      of    New   York:     Inc.        llpp.        16002.  288.        24  X 
FicHe    50-000,  62/10/01,8310040066. 


6210070019   Oener 


to    all    Hi 


BBS    b   applicant:}    of    nuclear 
po-jer    reactors    re    Tech    Specs    for    fire    protection    audits 

elements    to    lie    included     in   audit    Svc     list    end. 

E1SEIJHUT,DG         Division    of    Licensing.        63/10/06.  Consolidated 

ErJison   Co      of    New   Vor  k ,     Inc         l<?pp         15993.338.        24X 

FichF.  50-000,  as/I o/ofa,e2iG07ooi 9 


8211300036   Acceptance    review   copy    of    Chapter    4    to    Marble    Hill     Nuclu.ii- 
Generating    Station    FSAR,     "Reactor.  " 

*  Public   Service   Co      of    Indiana,     Inc.      *      Wabaah    Volley    Pouier 
Association.     Inc.       03/11/33.      200pp.       24X    F  i  che:  90-516,  BSJ  1  1/23* 
8211300036. 

9211300039   Acceptance    review    copy    of    Chapter     5    to    Marble    Kill     Nucluur 
Generating   Station    FSAfl,     "RCS.  " 

•  Public   Service  Co.     of    Indiana.     Inc,       »      Habash    Valley    Power 
Association,      Inc.        62/11/33.       2OOpp.        24X    Fiche:  50-546.  B3/ 1  i/S'.t, 
8211300039. 

6211300041    Acceptance    review    copu    of    Chapter     6    to    Marble    Mill    Nu-ciofjr 
Generating   Station    FSAR,     "EEFs.  " 

f      Public   Service  Co.     of    Indiana,     INC        »      UabHHh    Valloy    1'cnjer 
Aiiociation.      Inc.        02/11/33.       -lOOpp.        SIX    FI  che:  30-546,  03/J  1  /TJ:i, 
6211300041. 


8210S9O1QB   Generic    Ltr    B2-23    to    all    licensees    t.   applicants    re 
inconsistency     between    requirements    of     IOCFR73.  4Q I  g  I    &   STS 
for    performing    audits    of    safeguards    contingency     plans 
(security    plan)    Svc     list    enc! 

eiSOJHUT.D   G         Division    of   Licensing         33/10/30.  Consolidated 

Edison    Co.     of    Neu   York,     Inc.        6pp         15993   319.        24X 
Fiche    50-000,  62/10/30,  B21039010S 


S21130C01I    Forwards    emergency    plan   i    fire    protection   rept    W/o    emergenci! 
plan 

SHIELDS, S   tV         Public    Service   Co       of    Indiana,     Inc.        SHIELDS,  S    W. 
Wabash    Valley    Power    Association,     Inc.        62/11/23.        DENTQN,  H   R.        Office 
of    Nuclear   Reactor    Regulation,     Director        3pp.        24X 
Fiche    50-546,92/11/23.5311300011 


--8211300020   Acceptance    review   copy    of    fire    protection   rept.vola     1    t,   k. 
»      Public    Service    Co      of    Indiana,     Inc.       *      Wabash   Valley    Power 
Association,     Inc         B2/ 1  1/23.        600pp.       24X    Flche:  50-54  6,  B2/1  1/23, 
B21 1300011 


spondenc  e 

rds    recent    orgsni  13 tlon    t   organ!  lat  ianal     title    change,] 


Hp  p. 


9211290359   Fa 
<jl thtn    nuc 1 

SHIELDS, SW  Public  Service  Co  of  Indiana,  Inc.  S3/11/23 
DENTOfi.H  R  Office  of  Nuclear  Reactor  Regulation,  Director 
16S2CV35I.  2'1X  FichL'  50-5,16,82/11/23,0-11390359. 


Utility   Final    Safety    Analysis    Report    IFSAH)    6   amends 


9311300011    Forwards    acceptance   revieu   copy    of    Amend    23    to    application 
for    licenses     (PDR    Category    A)  ,  FSAR,  energenc  y    ptan     (Central 
FileiJ.fire    protection    rept    (Category    F)    t    environ    repts    for 
QL   I    CP    stages    (Category    Cl    General  /anti  trust    info    eipected. 
SHIELD5.su         Public    Service   Co.     of    Indiana.     Inc.        SHIELDS,  S.  W. 
Wabaih    Valley    Pouer    Association.     Inc.        92/11/33.        DeNTDW.H.fl.        Qfficp 
of    Nuclear   Reactor    Regulation,     Director        3pp.        34X 
PichP    50-516,  62/11/23,  8211300011 

--8311300023   Acceptance    review   copy    of    answer*    to    Bijron/Bralduooii 
Questions    05    through    031,040    through   0130    5   0310    through 
0450,  consti  tuting    FSAR    vols    19,20   t   21. 

»      Public    Service    Co.     of    Indiana,     Inc.       •      Wabath    Valley    Power 
Association,     Inc.        82/03/3!          1,300pp.       34X   Fiche:  SO-S4S,  03/1  1/!)3, 
821  1300011. 

—  8211300030   Acceptance    review   copy    of    FSAR. 

•      Public    Service    Co      of    Indiana,     Inc         *      Uabash   Valley    Power 
Association,     Inc.        82/1  1/23.        fi,  530pp.       24K   Fiche:  30-546,83/11/23, 
8211300011 

S211300033  Acceptance    revieu  copy    of  Chapter    1    to    Marble   Hill    Nuclear 
Generating    Station   FSAR.     "Introduction   !<QBneral     Description 
of   Plant    "  " 

•  Public   Service  Co.     of    Indiana,     Inc.      »      Wabash   Valleu  Power 
Association.      Inc.        02/11/23         100pp.        24X   F  Ictie  :  50-S46,  B2/1  1  /33, 
621  1300033 

8311300034  Acceptance    revise  copy    of  Chapter   2   to    Marble   Hill   NucUar 
Generating  Station  FSAR,     "Site   Characteristics    " 

*  Put  lie    Service   Co.     of     Indiana.     Inc.       *      Wabaih,    Valleu   Power 
w!?^nM«n'  «"l/23        l.BSOpp        24X  Fiche:  30-5*1  93/1  1/S3, 

' 


^tq1'*"1"!-^1'^""    °f  ch"P*"    3  to    """"•  Hill    Nuclear 
Oeneradng   Station  FSAR,     "Design   of  Struc  tures,  Component!, 
Lquipment   i;   Sys    " 

•>      Public  Service   Co.     of    Indiana.     Inc.      .      W3|,a,h    Valleu   Power 
W""M       "OPP-       2«  Fiche:  30-346,92/11/23, 


9311300044  Acceptance    review   copy    of   Chsnter    7    tn   Marble    Hill    Nuclotir 
Generating   Station    FSAR,     "Instrumentation    &    Controls." 

*  Public   Service  Co.     of    Indiana,     Inc,      «      Habooh    Valley    F'cituitr 
Association,      Inc,        S2/1I/23.       300pp,        34X    F  iche:  90-516,  QS/  1  l/JJIi, 
B211300014. 

&211300045  Acceptance    revleui  copy    of  Chapter    Q    to    Marble    111  11    Murlimr 
Generating    Station    FSAR.     "Electric    Pouier.  " 

'      Public   Service   Co.     of    Indiana,     Inc,       »      Wabaah    Valley    POLIO  r 
Association,      Inc,        02/1  1/33.        100pp.        24X    Fie  ho:  90~D4b>  na/I  l/i?:i, 
B21 1300045. 

B311300052   Acceptance    review    copu    of    Chapter     9    to    Mar-bio    Hill    Murlunl' 
Generating   Station    FSAR,     "Auilllary    Sue." 

»      Public    Service    Co.     af     Indians,     Inc,        «       Wabash    Valley    Cower 
Association,      Inc.        82/11/23.       530pp.        24X    Fi  che:  30-516.  0»/t  1  /'-I'.i- 
831 13000S2. 

B2113000S7  Acceptance    review  copy    of  Chapter     10   to   Marbli   Hill    Nuc  I  our 
Generating   Station    FSAR,     "Steam   ft   Poiucr  Conversion    Byo.  " 
«      Public    Service   Co.     of    Indiana,     Inc,       »      Habaah    Valley    Power 
Association,     Inc.       Q3/ 11/33.       100pp.       31X    Ficlio:  30-346,  H2/1  ]/;*;}. 
0211300057. 

B2I1300059  Acceptance    review  copy    of   Chapter     11    tn   Marble    Hill    Nlicllifir 
Generating   Station   FSAR,     "Radwasto   Mgt." 

*  Public   Service   Co.     of    Indiana.     Inc.       *      Uabash    Valley    Pauor 
Association,     Inc.       02/11/23.      200pp.       24X   F  iclie;  30-316,  QSf  I  l/3'.l, 
H21 1300039, 

H211300063  Acceptance    review   copy    of   Chapter     IB    to    Marble   Hill    Nuclffiflr 
Generating   Station    FBAR,     "Hadla tioii   Protection,  " 

*  Public    Service    Co.     of     Iniflona,     Inc         »       Habatth    Valley     Punier 
Association,     Inc,       S2/ 11/23.      200pp,       24X   Fiche;  30-546.  HH/1  l/s:t. 
03 1 1300063, 

8211300065  Acceptance    revleiu   copy    of   Chapter     1C5    to    Mnrblo    Hill    Hue  Ivor 
Generating   Station   FSAR,     "Conduct    of    Oporat  iona,  " 
»      Public    Service   C-a.     of    Indiana,     Inc,       »      Habaah    Valley    Poiuor 
Asiociation,     Inc.       B3/ 11/33.       100pp.       a-JX   f-icho:  50-946,  B2/1  \/&,l, 
B21 1300063. 

B211300066  Acceptance    raviow  copy    of   Chapter     11    to   Morbid   Hill    Nuclear 
Generating   Statlun  F9AR,     "Initial    Test  Program.  " 

*  Public    Service  Co.     of    Indiana,     Inc.      »      Wabaah   Valloy   Paiuor 
Aiiociation,     Inc.       B2/11/23.       100pp.       24X   Fi  che:  30-316,  B2/  I  l/L'3, 
82!  1300066. 

B2H300071    Acceptance    review  copy    of  Chapter     19    to   MnrbU   Hill    Mudum- 
Generating   Station   FSAR,     "Accident  Analyses," 

*  Public   Service   Co.     of    Indiana,     Ine.       «      Wabash    Valley    Pouier 
Asioclatlon.     Inc,       03/11/23.      100pp.       24X   Flehe:  30-3-16,  B2/ 1  1/33, 
9211300071, 

3211300074  Acceptance   review  eopv   of  Chapter    16  to  Marble  Hill   Nuclunp 
Generating   Station   FSAR,     "Tech    Spec*.  " 

«      Public   Service   Co.     of    Indiana,     Inc.       n      Uauaih    Valley    Power 
Association,     Inc,       B3/ 11/23.      330pp.       34X    Fiche:  30-3-16,  BH/l  1/33, 
B21 1300074. 

G21I500076  Acceptance    review   copy    of   Chapter     17    to    Marble   Hill    Nuclear 
Generating   Station   FSARi     "OA,  " 

*  Public   Service  Co.     of    Indiana,     Inc,       t      Habasli    Valley    Power 
An  DC  lit  ion,     Inc.       83/1 1/S3,       40pp.       24X  Fiche:  50-516,93/11/23, 
S21 1300076. 

B311300079  Acceptance    review   copy    of   App   A  to    Marble   Hill    Nuclear 
Generating   Station  FBARr     "Application    of  NRC   flea    Guides." 

*  Public   Service   Co.     of    Indiana,     Inc,       »      Uabaah   Valley    Power 
AimcUtlon,     Inc,      B2/11/23.      jBOpp.      21X  Fiche;  SO-B16,  B2/1 1/B3, 
B21 1300079. 


DOCKETED  ITEMS 


B21I3000B4    Acceptance    review 


f   ADD 


B3U300091    Acceptanie    review    cqpu     of    ADD    C    tn    M»    h,       „., 

Generating    Station    FBAfJ,      "Turbln.   MlSEll,    atuS    "'    "'"    N^l 

i.::!:s;r  j;r  •t,r;,s"-E;,"«  :F  £  is  ai1:-  ' 

0211  3000?!  MH  tjt   h'cho-  50-546,33/11/ 

0211300073    Acceptance    rovieu,    copu     of    ACp    D    (-n    M»-I,I       u., 

Generating    Station   F3AK,     "Colter   Prog!U°    "  Htl1    N"cl 


8311300093. 


f, 


naint.  vious     insp    findings    re    storage    & 

UMT.R.S.,     WILL  IAMB,  C    C         0,  v  i  s.cn    of   Eng  ineer  ing    (,    T 
rogra™.        synOfSB         5pp         1 6093   093        24X   Fi  cr,e    50-346?82/ 1 1 /Oi 


°*^^^^^-,X^>°-> 


B21K90330. 


313        2,jx   Fiche    50-54fn  62/1 1/09 


?'.---!™---I!!!™!!!!::*!l_!!_?!:il!t^t    ^    ^'••-^Pondence 
Ba?ransi™onEC,'nIQ0?ru':uB"ro?'     "CVflCkln9    ll1    U><""    ^heU 


Fiche:  30-000, 


?::;'  -«-•«-....«  ,.  ..„.,„.  1B  Maln  control 

JORDAN,  EL        niviBlpri    nf    Engineering    (.   Quality  Assurance        BH/O9/17 

Conii,lld«t»tf   Edlian    Co.     of   NelU    York,     lnc.        107pp         1M9S- 
Flche:  90-000,  fla/09/  17, 


IE    Info   Natlco   o:>-39,     "Gvc    Degradntlpn   of    Thick   Wall 
,   nt*«|    R«c|rcul«linn    f5yB  Piping    at    BUR  Plant" 
five    lint    nnc  I  , 

JORDAN,  KL        Division    of    E.lai,loevlnn    <<  Quality   Assurance        B2/G9/21 

Cun.ulidat^    Edi.on   Cu.     oPNeyYorfc,     Inc.       Wpp         li017-OTO        MX 

Fichu;  30-000,  1)2/09/31  ,  f12OHI  7O339.  WP         laui/.uvu.       ^K 

BNBI90BB.1    IE    Info   Notlc.   tK~'M.     »Chflr,B.    in   Formal  I,   Dl.tributlon    Sus 
for    IP   UullBthit.Cfrciiliirt    (.    Info  Not  iceB.  "    gvc    list   encl 
OEVUUNO.R.C.       Dir.ctor'.    flPFlcB,     OfCicB   of    In*   Bct^n   an    ' 

oa/09/!ta.  Conialldafeed   Edl«nn  Co.     pf   Meu  York,     Inc 


8200190832    IE    Info   Naticu   f\S-W.     "Uof  ic  1  Dnc  1  e  i    in  Primary    Containment 
tloctrlenl    I'onotrat  ion  AiinmblioB."   8vc    list    oncl 

JtmnAN,  E.  U,       RlvUlon    of    i-nglngnring    t,   Quality  Anuranct       82/07/H2 

ConinlldntBd    Ed  lion   Co,     of   Neui    Vork,     Inc.        112np,       13930  019        LMX 

Fichi;  30-000,  02/09/aa,  0200190333,  lavjo.uiv.       t-jx 

0200190237    IE    Info   Notice   OH-41,     "Failurn   of    Bafetu/Rcl  ief   Valves    to 
Open    nt    RHR.  '•    BVC    Itat   tncl. 

JORDAN,  K,  I,.       OlvUlon    of    EnBlnoeHng    ».  Ouality  A<»urflnce        B3/10/22 
Contolid«ted   Edison    Co.     of  New   Vopi,     Inc.        IIOpp.       1S960-1S3        24X 
Ficht:  30-000,  tia/IO/Sa,  OSO£II90H39. 


ruard*    IK    tnsp    [topts    3Q-34i/fl2-17  t.  80-547/93-17   on 
B309H-17.NO    nancnmplianc*   noted. 
LITTI.G,  H.  B.       OlvUiuti    of    i;»olneoring    L   TBchnieal    Programs,       BS/10/20 

SHIELOfl,  B.  W,       Public    tiorvUB    Co.     of    Indiana,     Inc.       3pp.       1609H;  IBO 
81  X  Flehe:30-34A,  B3flQ/30, 


—asiit6oagQ  IE  inn>  napti  so-Dii/aa-i?  &  30-947/62-17  on  Bao9i4-i7.no 

noncompllanco    noted.  Major  nreai    InspoitBd  ;  electrical 
intUIUtlon   contractor    (1C   procedure,  elac  tricnl    cable    tray 
support    hanger    ln*t«ll«  Uon    (.    cable    trau    p  Ute  welding. 
NAIDU.K.R,,     WILLIAME3,  C,  C.       Hegton   3.    OPfic*  of   Director.      B2/10/30. 
Spp.        16072;  102.       H4X    Flchd:  50-946,  82/10/28,  031  1  160233. 


Consolidated    Edison   CD       of    NPCJ    Voi-i,      lnc 
Fiche:  50-000,  82/U  /  19.  S2OQ1 90333. 


Assurance         B2/II/1V 
3pP          16232:290         y4X 


LERs    I    related    c  or  res(lond  enc 


structed 


0311030631     Interim   deficiency    rept    re    failure    to 
conflicts.  Ini  tialli,    reported    on    320623    Cantract 

IHIEL^'S  u"u»nX -ta*  c"nf  licts'  Neit  rept  b«  a3oa" 

SHIELDS,  S.  U.        Public    Service   Co       of    Indiana,     Inr         m/in/-n 
KEPPLER.J.O.        Region    3,     Office    of    Di     er    or         3p  ?5SB^n 

F(  che:  50-546,  62/10/32.  B2I  1020631  PP          15386.011. 

8311060250    Interim   deficiency    rept    re    Br0lm-B0veri     improper   u,.] 
techniques    used    in    fabrication    of    safety-related    ^itchgear 
-evised     to    include    QC    controls.  Me. t   rpnt    a.n  =  ,lDj 


8'"'        P"D'"    Service   Co       of    Ind,ana 
J.O.        Region    3,     Office    of    Director 
-5^6,  S2/10/29.B3I  1O602SO 


[nc 
2pp 


B2/10/S9 

159S3  |70 
15953.170. 


8311120350    Interim   deficiency    rept    re    three    cracfctd    uelds    discovered 
end    containment    polar    crane    tie    beam    flanges    Initially. 
reported    on  021007.  Impact    of  cracks    to    be    investigated    bu 
Sf»«  ™*Sr,er    *    desi9n"'N«*t   rep*    to    be    submitted    by    S3O13B 
™^S'B'Wi        P""1^    Service   Co.     of    Indiana,     Inc.        82/11/09 
KEPPLER.  J.Q.        Regions,     Office    of   Director.        2pp          16042-166         -"IX 
Fiche:  50-346,  B2/1  1/08,  B21  1120350. 

S2U29047A    Interim  deficiency   rept    re   separation  of   deformed    u»  rB 
anchors    from    embedded    p  la  te.  Ini  tiall  «    reported    on   B21020 
Investigation    cont  inuing.  Neit   rept  uill    he    submitted    bu 
B30311.  " 

SHIELDS,  S.W,        Public    Service   Co.     of    Indiana,     Inc.        83/11/19 
KEPPLER,  J,  0.        Region   3,     Office    of    Director.        2pp.        16319   001         24X 
Fiche;  50-346.  B2/1  1/19,  B21  1290476. 

B211S90614   Final    deficiency    rept    re    support    stael    document    packages 
Initially    reported    on    B20125.  Surf  ace    eiams    met   code 
requirements    t,  iuere   acceptable    for  233  meld    seams.  FJema  inino 
seams    u  1  trasonlca  1  Iij    tun  ted   or    eiamined    on    site, 
SHIELDS.  S.W.        Public    Service   Co.     of    Indiana,     Inc.        B2/11/I9 
KEPPLEH,  J.  G.       Region   3,    Office    of   Director.       2pp.       16236-OO7        24X 
Flche:  SO-516.  82/11/19.  B21  129061  4. 


V.    Operator  Examinations 


B2101300I9   Oeneric    Ltr   B2-18    to    all    pouier    reactor    applicant!    4 
licensees   re    reactor    operator  &    senior   reactor  operator 
requal if ication   exama. Advises    that   eiams   begin  at    facilitu 
after   B21001.  Svc    list   encl. 

EISENHUT,  D.  S.       Division   of   Licensing,       03/10/12.  Consolidated 

Ediion   Cn.     of   New  York,     Inc.       15pp,       16003:234.       34X 
Fiche:  50-000,  82/10/12,8210130019. 


B2UI00333  Formardi   NRR    BALP    input    for    util    for  Get    1981-Bnpt    1 9B2. 
Commsnti    ractived    bg    B31101  ui 1 1    be    considered    in    final 
r«pt. 

DOOLITTLE.R.  U,       Liconolng    Hranch    I,       03/10/29.      EISENHUT,  D.  G.  , 
THOHPSON.H,  L.      Dtvltlon  of  Lictniing.      MATTSON,  R,  J.      Division   of 
Bvit.mi    Integration    (poit    811003).       1pp,        16040:360.       34X 
Flche;  30-S46,  B2/1O/29,  B21 1 100533. 

8211160169   Forwards    IE    Imp    ft*pt*    9-0-S46/B2-1B  li  50-347/B2-1B  on 
B2l004-OB,No   nonconpliano   not«d. 
L1TTLE.M,  B.       Division    of   Engineering    *<   Technical    Programi.      82/11/03. 

BHIELDS.S.M.       Public    Service    Co.     of    Indiana,    Inc.       Spp.       16093:096. 
81X  Fiche:  30-546,03/1 1/02.  821 1  I601B3. 


DOCKET   STN-50-547   MARBLE   HILL   NUCLEAR   STATION,     UNIT   13 

A,     Application/construction    stage    documents   &    correspondence 

0309310027    Oeneric    Ltr    B2-16    to    atl    PWR    licensees    re    NUREG-0737    Tpch 
Specs,  Request  s    revieui   of    Tech    Specs    to   determine   consistency 
u/guidanc*   proviifed.  For    items   u/deviat ions,  amend    to    license 
required.  W/o    stated    ends.  Svc    list   encl. 

EISEIJHUT,  D.  0.        Division    of    Licensing.        52/09/20.  Consolidated 

Edison    Co.     of    New   York,     Inc.        15pp.        13730:  140.       34X 
Flche;  30-000,  02/09/20,  B209210027. 
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DOCKETED  ITEMS 


e2103600B8   Generic    Ltr    B2-2O    to   all    pouer    reactor    1  icensees.  permi  t 
holders    J,    applicant!    for    CP   re    guidance    for     implementing 
SRP   rule    Foruardi    NUHEG-0<7Q6  NUREG    to    be   used   at    interim 
measure    until    Reg    Guide    1.  70   reviled.  Svc    list    end. 
EI5EIJHJT.DG         Division    of    Licensing         62/10/26  Consolidated 

Edison    Co.     of    Htu   Vorl,     Inc         9pp.        15993:295        24* 
Fiche    50-000,  82/10/26,  B21Q2600BB. 


B2102901Q0   Generic    Ltr    B2-23    to    all     licensees    Si   applicants    re 
inconsistency     between    requirements    of     10CFR73.  401  g  )    b    STB 
for    performing    audits    of    safeguards    contingency    plans 
(security    plan). Svc     list    end, 

EtBENHUTi  D.  Q.        Division    of   Licensing.        82/10/30,  Consolidated 

Edison   Co.     of    New    Vorfc,     Inc         8pp.        13993:319,        24X 
Flche-  50-000,  82/10/30.821 02901  OB. 


6211100553   Forwards    NR»    SftLP     input    For    util    for   Oct    1901-Sept    1  9B2. 
Cor.menif    received    b<i    B2I1Q4   uill    lie    considered    in    final 
rept 

DOOLITTLE.  E   L         Licensing     Branch    1.        B3/10/39.       EIBENHUT,  D.  C. 
Civilian    of    Licensing         4pp.        16040:360.       24X   Fiche:  50-546,  B3/10/29, 
B211I005S3 


B211300011    Forwards    emergency    plan   Si   fire   protection    rept.  U/o   oraargnncij 
plan. 

SHIELDS,  S.  W.        Public    Service   Co,     of     Indiana,     Inc.        SHIELDBiS.W. 
Wabash   Valley    Power   Association,     Inc.       B2/1  1/23.       DENTON.H.fl.       Office 
of   Nuclear   Reactor    Regulation,     Director.       3pp.        24X 
Fiche:  50-546,  B2/1 1/23,  821 130001  !. 


B3II2403B6   Notification    of    B21201-03   meetings    u/utll    in   New   Washington. 
[N    to    revieu    const    progress    If   obtain    info    for   assessing 
projected    fuel     load    dates 

BQfJLITTLE.E   L         Licensing     Branch    1         62/11/16.       YCUNQDLOQD,  B.  J. 
Licensing    Branch    1         4pp  16231.138         24X    Fiche    50-546,  B2/1 1 /16, 


B21S300Q11    Forwards    Amend    22    to    application    for    licenses. 

SHIELDS, 5   W         Public    Service   Co.     of    Indiana,     Inc.       SHIELDS,  S.  W. 
Uaoaih    Valley    Power   Assoc  L  ati  on.     Inc         82/11/23.       QENTON,  H.  R.        Qffici 
of    Nuclear    Reactor    Regulation.     Director.       3pp.       24X 
Ficfie    50-546.  B2/ 1 1/23.  621  1300011. 


—  5311303016   Acceptance    revieui   copy 
1  icenses 

SHIELDS,  S   U         Public    Service    Co 
Valley    Pome 


if    Amend    22   to   application    for 


of    Indiana,     Inc.       SHIELDS,  S.  W. 
Inc         82/11/23.       2Ipp.       2-JX 


Fiche    50-546,  B2/I1/23.  8311300011 


B21I30Q424    Informs    of    HRC    Caseload    Forecast   Panel    B21201-03   site    vltit 
to    obtain    info    re    const    status    of    fac  1 1  itins.  Inf  o   mill    oe 
used    to    better    allocate    resources    during   OL    revieu. 

YCUNSSLOOD.D.  J         Licensing    Branch    1.        62/11/23.       SHIELDS,  S.  U.        Publii 
Service-   Co.     of    Indiana.     Inc         4pp         16262:330.       24X 
Fiche    50-346,  82/11/23,  S21  1300424. 


--B211300020  Acceptance   review  copy    of    fire   protection   rept.vnls    1    S 
•     Public    Service   Co.     of    Indiana,     Inc.      "      Uabasn    Valley   Pouor 
Association,     Inc.        82/11/23.        600pp.       24 X    Ficfm:  50-946,  03/1  1/2'J, 
B21 1300011. 


H.     General    correspondent!) 


8311290259   Forwards    recent    organi  lati  on    (<   organ!  iationa  1     title    cJiang-DB 
ut  th  in    nuc  lear    d  iv. 

SHIELDS, S. U.        Public    Service   Co.     of    Indiana,     Inc.        82/11/23, 
DENrONiH.H.        Office    of    Nuclear    Reactor   Regulation,     Director.        Hpp. 
16530:351.        34X   Fiche  :  50-546,  B2/1 1/23,  021 1210359. 

H.     Utility   Final    Safety    Analysis    Report    (FSAR)    &  amends 

S2I1300D11    Forwards    acceptance   revieu   copy   of    Amend    22   to    application 
for    licenses     <PDR    Category    A),  FSAR.  emergcnc  y    plan     (Central 
Files), fire    protection    rept    (Category    F)   5    environ    repts    for 
OL  (-  CP   stages    (Category    Cl .  Genera  I /ant  itrus  t    info    eipectod. 
SHIELDS,  S,  U.        Public    Service   Co.     of    Indiana,     Inc.        SHIELDS,  B,  H. 
Wabash    Valley    Power   ABSDC  iati  on,     Inc.       B2/11/23,       DENrON.H.R,       OPPiri* 
of   Nuclear    Reactor    Regulation,     Director.       3pp.        34X 
Fiche.  50-546,  02/11/23,021130001  1. 


S211300317   Forwards    application    to    amend    CPPR-170   d   CPPR-171,  ei tend  ing 
earliest   1    latest    dates    for    const    completion 

«       LeEoeuf,    Lamb,     Leibu    t    MacRae.        •      Public    Service   Co.     of    Indiana, 
Inc.        92/11/24         DDOLITTLE.E   L.        Office    of    Nuclear   Reactor 
Regulation.     Director.        Ip.         [6239193.       24X    Fiche:  50-546,  B2/1  1/24, 
8211300217 


— 8211300022   Acceptance    revieu   copy    of    answers    to    Dyron/Draiduiood 
Questions    Q5    through    031,040    through    Q1.10    !<   031O    throooh 
Q'150,  constituting    FSAH    Vols    19,20   S.    21, 

*     Public   Service   Co.     of    Indiana,     Inc.      *      Uabash   Vflllay    Poyor 
Anociation,     Inc.        92/03/31,        1,300pp.       21X    Ficlie:  30-946,  B2/11  fS3, 
Q2I1300011. 


--83U300220   Application    to     amend    CPPB-170   !<   CPPR-171 ,  pitending    carlit 
i     latest    dates    for    const    completion. 

SHIELDS. S   U.        Public    Service   Co      of    Indiana,     Inc.       82/11/19.        Opp. 
16239    194         24X   Ficne.  50-546,  B2/1  1 /24,  821  1300217. 


—  8211300030   Acceptance    review   copy    of    F5AI1. 

*     Public    Service   Co.     of    Indiana.     Inc.      »      Uahash   Valley   Potupr 
Association.     Inc.        B2/1  1/23.        6,  52Opp,       24X    Fiche:  30-346.  BS/l  1  f'< 
15211300011, 


C      Utility   Environmental    Report    (ERI.    amends    &   correspondence 

G211300011    Foruards    environ    rept    -   OL   stage   tj    environ   rept   -   CP    stage 
SHIELDS,  S   W        Public    Service   Co.     of    Indiana,     Inc.       SHIELD,  S.  W. 
Wabash    valley    Power    Association.     Inc.       82/11/23.        DEWTON,H.R.        Office 
of    Nuclear    Reactor    Regulation,     Director.       3pp.       24X 
Fiche.  50-546.  S2/11/23,  821  1300011. 

B2113Q3024   Acceptance    review   copy    of    environ   rept    -   CP    stage. 

*  PuUliit   Service  Co.     of    Indiana,    Inc.      «      Wabash   Valley   Power 
Association,     Inc.       B2/1  1/23.        1,800pp.       24*   Fiche:  50-546. 83/11/23, 
8211300011 

— 8211300027   Acceptance    review   copy    of    environ   rept   -   OL    stage. 

*  Public   Service   Co.     of    Indiana,     Inc.      *      Wabash  Valley   Power 
Association,     Inc.       92/1  1/23.        900pp.       24X    Fiche:  50-546,02/11/23, 
B211300011 


8211300033  Acceptance    review  copy    of   Chapter    1    to    Marble   Hill    Nuelaar 
Sonerating    Station  FSAR,     "introduction  &  Oenaral    DeBcriotion 
of   Plant.  "  ^ 

*  Public    Service   Co,     of    Indiana,     Inc.      *      Ualiaah    Valley    Power 
Association,     Inc.       S2/ 11/23.       100pp.       34X  Fichu:  30-546,82/11/33. 
921 1300033. 

B211300034  Acceptance    reviou  cqpy    of  Chapter   S   to   Marble   Hill    Nucloar- 
Senerating    Station   FSAfi,     "Bite   Charac  terlat  ies.  " 

*  Public   Service   Co.     of    Indiana,     Inc.      *      Wabaah    Valloy   Power 
Assodatign,      Inc,        B2/U/23.        1,630pp.       2flX    Fiche:  30-544,02/11/23, 
821 130003>t. 

B31130003S  Acceptance    reviou  copy    of   Chapter    3   to   Marble    Hill    Nuclear 
Generating    Station   FSAfi,     "Design    of   Structures,  Components. 
Equipment   d   Sys.  " 

"      Public   Service   Co.     of    Indiana,     Inc.      »      Wabash    Valley    Pouier 
Asaociatinn.     Inc.       02/11/33.      730pp.       24X  Fiche:  30-346,  82/11/23, 
G2II300039. 


F      Security,     medical, 


6    fire    protection   plant 


B21004006B   Generic    Ltr   03-17    to   all    pouer   reactor    licensees   t 
applicants   &    holders   of  CPs    re    inconsistency   between 
requirements    of    10CFR50.  54 1 1 1    t,   518    for    performing    audits    Of 
emergency    preparedness    programs. Svc    list   end. 

EISENH'JT.D.G         Division    o  :•    Licensing.        82/10/01,  Consolidated 

Edison    Co      of    NBUI   York,     Int.        llpp         14002:268        24X 
Fich*    50-000.  B2/10/01.B21004006S, 

8210070019   S.ner.c    L*r   BSMtl     t0   all    licensee,    S,   applicant,    of   nuclear 
po^er   reactors    ee  Tech    Specs   for   fire    protection  audits 
Forwards    judance    diseasing    general    scope    fc   describing 
elements    to  be    included    in   audit. Svt    list   end 

l^!onU^D  It    K,DWvS1!n  °,f   Li(Bnsi"3        62/10/06.  Consolidated 

Edison    Co.     of    NeLjYork.     Int.        19pp,        15793338        24X 
Fiche:  30-000,  82/10/06,6210070019 


B311300036  Acceptance    review  copy    of  Chapter    A    to   Marble    Hill    Nuclear 
Generating   Station  FBAR.     "Reactor." 

*  Public   Barvlce   Co.     of    Indiana,     Inc.      »      Uabash    Vallay    Powev 
Association,     Inc.       B2/11/23.      200pp.       S4X  Fiche:  30-346,  B3/ 11/23, 
621 1300036. 

9211300039  Acceptance   review   copy    of  Chapter    S    to   Marbla    Hill    Nuclear 
Generating   Station  FSAR.     "HCS.  " 

*  Public   Service   Co.     of    Indiana,     Inc.      *      Uabasn    Valley   Pouier 
Association.     Inc.       B2/ 11/23.      200pp.       24X  Fiche:  50-546,02/11/23, 
B21 1300039. 

92113000ill    Acceptance    review  copy    of  Chapter    i   to   Marble    Hill    Nueloir 
Generating   Station  FSAR.     "ESFs.  " 

-*      Public   Service   Co.     of    Indiana,     Inc.      *      Mabash   Valley    POUISP 
Association,     Inc,       02/11/33.       400pp.       24X  Fich»:  80-346, 6S/1 1/23, 
B2113Q0041. 
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B21I300044    Acceptance    review    C 
G 


cceptance    review    CODU     of   Chant.,-     7    *„    «      ... 

enerating    Statl.n    FBAR,      ".nstru.entl         nVc   nt?  "    '"    "'  '  '    NUe' 
Public    Service    Co.     of     Indiana,     Inc          *       Uaha.h    u!i  i         = 

""•  S2/!l/2:j  Mo»-  -*  -chX 


Public    Servi 


Co.     of     Indian 


ltlrg    FTom    TMI-2 
Wabash    V*l].u    Poue 


«      Public    Service    Co.      of     Indiana,     Inc 


*      Public   Service   Co.     of    Indiana,     Inc. 


0211300097    Acceptance    rovieu    copy     of    Chapter     10    to    Marble 
Qeneratlng    Station   FSAJ?,     "Steam   I-  Pouer  CDT.vflrsic.nBui" 

''"'•""•  ' 


0211300059   Acceptance    rovieui    copy     of    Chapter     11     to   Marble   Hill    Nuclear 
Generating   Station   TSAR,     "Haduiaste  Mg  t    "  laroie  mil    Nuclear 

•      Publls    Gorvica    Go.     of    Indiana.     Inc.       *      W.ibash   valley   Pouer 
"  Ba""=3-        *00pp.        2«    Fiche;  SO-S 


-'— -™!!*'0"   reP°[ta'     IE   Bulletins    I,   c  crt-esp  ondence 
02Trans?t?o'EConf°    """^    ^^ '     "CraCfcitl9    ln    UPPer   She»    to 

Consolidated    Edison   Co      of    Neu    York,     Inc          lOSap"""'""!™   001         24> 
Fiche:  50-000,  B2/O9/ 16,  B20B190220.  '"JU.UU1 


"Welds    in   Ham   Control 


820B190232    IE    Info   Notice   82-34, Revis 10 
Panels    "    Svc     list    end. 
JORDAN, E   L.        Division    of    Engineering    L    Quality   Assurance         82/09/17 

.r-     JnB2A'^*d    Etfison   Co'     of   NBUI    Vorl,,      Inc.        107pp.        15395-  IBS.        ,'M> 
Fiche:  5O-000,  82/09/17,  B2Q8190232. 

B20B190329    IE    Info    Notice    82-39,     "Svc    Degradation    at    Thick    Hall 
Stainless   Steel    Rec i rcul a tion    Sys    Piping    at    QWfi   Plant    " 
Svc     list    encl. 

JORDAN.E   L         Division    of    Engineering    (,    Duality   Assurance         S2/OV/;;l 
Consolidated    Edison    Co       nf   New   York.      Inc         06pp          16017   G98         L'4K 
Fiche: 50-000,  82/09/21 , B20S19O229 


B211300062   Acceptance    ravlou   copy    of  Chapter    12   to   Marble   Hill    Nuclear 
OonBrati.ig    Station  FSM,     "Radiation   Protection    "  "uciear 

•      Public    Sorvic*    Co.     of    Indiana,     Inc.       .      Wabash    Valley  PolUer 
-iOOO      "'  BZ/tl/SS.        200pp.        24X    Fiche:  SO-S4i,  B2/1 1/23, 


B20B190223    IE    Info    Notice    B2-3B,     "Change     in    Format    '*    Distribution 
for    IE    Dullet ins, Circulars    &    Info   Notices    "    Svc    list    encl 
DEVOUNG.R.  C.        Director's    Office,     Office    of     Inspection    and 
Enforcement.        02/09/22.  Consolidated    Edison   Co      of    New   York, 

HOpp          14018:021.        24K   Fiche:  5O-000,  82 /O9/22,  0203190223 


Accsptanco    roviotii   copy    of  Chapter    13  to   Marble  Hill    Nucloar 
Oenarallrio   UUliim   FHftR,     "Conduct   of    Operations    " 
•      Public    EJorvice    Co.     of    Indiana.     Inc,       »      Wabaah   Valleu   POUHT 
A»»ncifltinn,     Inc.       03/11/23.        100pp.       24X   Ficho:  90-316,  B3/1 1  /33, 
021  13000&!). 


8209190232    IE    Info    Notice    82-40,     "Deficiencies    in   Pr.mar.,    Containment 
Electrical    Penetration  Asaenb  1  i  es.  "  Svc    list   end. 

JORDAN.  E.  L.        Division    of    Engineering    S,    Quality   Assurance.        82/OtJ/;.l2. 
Consolidated    Edison    Co      of   Neiii    York,     Inc.        112pp          15930-019         2-1X 
Fiche: 50-000,  B2/09/22,  B20B190232. 


0211300066  Acceptancu    rovliru  copy    of   Cliaptor    H    to   Marble   Hill    Nuclear 
Generating   Station   FOM.     "Initial    Test   Program." 
-      Public    BarvicB    Co,     of    Indiana,     Inc.       «      Unhath    Valley   Power 
An ociationt     Itm.       02/11/^3.        1 00pp.       H4X  Fiche:  90-546,  B2/1 1/33, 


6209190339    IE    Infa    Notice    62-41,     "Failun 
Open   at   HWR.  "    Svc    list   ancl. 
JORDAN,  E.  L.        Division    of    Englneoring    l> 
Consolidated    Edison    Co.     of   Neu    York, 
Fiche:  50-000,  B2/10/22,  B20819O239. 


if    Safety/Relief   Valves     tc 


Dual itu   ASSL 
inc.        110pp. 


mce.        02/1O/22 
IS960.  153.        21X 


0211300071    Acceptance    ruvleu    copy    of   Chapter     IS    to   Marble   Hill    Nuclear 
Odrliratinfl    Station   RJAfl,     "Accident  AnalyaOB.  " 

•      Public    Liorvlc*    Co.     of    Indlnn*,     Inc.       "      Wflijuh   Volley   POIUBT 
Atiocintian,      Inc.        H2/ 11/23.        400pp.        24K    Flche:  90-346,03/11/23, 
fl21i:i00071. 


8211160255   Foruards    IE    Inap    Repts    50-546/B3-17   &   50-547/B2-I7    on 
620914-17.  No    noncompl  ianc  e    noted. 
LITTLE, U.S.        Division    of    Engineering    1    Technical    Programs.        B2/JO/i!B 

SHIELDS,  S.  W.        Public    Service    Co.     of    Indiana,     Inc.        2pp         16092;  1KO 
24X   Fiche:  50-546,82/10/28,8211160295. 


B31 1300074   Ace«ptnnco    ruvlsw   copy    of   Chapter    16   to  Marble   Hill    Nuclear 
Generating    EJtntion   Fiirtll,     "Tech    5pec«,  " 

«      Public    Service    Co,     of    Indiana,     Inc.       fl      Wabaah    Valley  Pouer 
A*toci«tlon,     Inc,       02/11/23,       3SOpp.       H4X   Fiche:  30-946,  B2/ll/a3i 
0211300074, 


— 821116025B    IE    Insp    Repts    50-546/82-17    !.    50-547/82-17    nn   820914-17. No 
nancomp liance    noted. Major    areas    inspected: electrical 
installation    contractor    QC    procedure,  e! ec trical    cable    tray 
support    hanger    installation    d    cable    tray    plate    welding. 
KAIDU.K.R.  ,     WILLIAMS. C.  C.        Region    3,     Office    of    Director.        82/10/30 
3pp.        16092:  1B2.        24X    Fiche:  5O-546,  82/10/2B.  S21 1 16O255. 


0211300076  Acceptance    ravieu   copy    of  Chapter    17    to   Marble   Hill    Nuclear 
Generating   [Station  FI3AR,     "QA,  " 

»  Public  (Service  Co,  of  Indiana,  Inc.  «  Wnbaih  Vallei;  Poujer 
Ai  loc  la  tion.  Inc.  02/11/23,  40pp.  24X  Fie  he:  90-546,02/11/23, 
0211300076, 

8211300079  Acceptance    r»vl*w   copy    of   App    A    to   Marble   Hill   Nuclear 
Generating    Gtatlon   FEJAH,     "Application    of   NRC  Reg   Ouidin.  " 
»      Public    Service    Co,     of    Indiana,     Inc.       «      Wabash    Valley  Pouar 
Aiiocintlon,     Inc.       02/11/23,        100pp.       H4X   Fiehe:  30-546,62/11/33, 
021 130007?, 


8211100553  Forwards   NRR   SALP    input    for    util    for   Get    19Bl-Sept    1 1H3. 
Comments    received    by   821104  will    be   considered    in   final 
rept, 

DOOLITTLE.E.L.       Licensing    Uranch     1.        B2/1O/29.        EISENHUT.  D.  O.  , 
THOMPSON,  H,  L.        Division    of    Licensing.        MATTSON,  R.  J.        Division    at 
Systems    Integration    (post    B1100S).        4pp.        16040:360.        24X 
Fiche:  50-346,  82/10/29,  621 1 10O5S3. 


32(130000.4   Acceptance    review   copy    of   App    D    to    H«rble   Hill   Nuclear 
Generating    Btntton   FBAR,     "Conat   Matl    atrie    b   OC  Procedure*." 
*      Public    Service    Co.     of    Indiana,     Inc.       «      Mabnh    Valley   Power 
Aiioclatlon,     Inc,       02/11/23.       30pp.       24 X  Fi  che:  90-946,  02/1 1/23, 
02 1 1300091 


B21I30009!    Acceptance    review  copu    of  App    C    to    Marblt   Hill    Nuclear 
Oeneretlng    Station  FSAfl,     "Turbine  Miiilla   Study." 
*      Public    Get-vice    Co.     of    Indiana,     Inc.       *      Mabi«h    Valley  Power 
Allocution,     Inc.       B2/  11/23.       30pp.       24  X   Fiche:  50-946,  B2/1 1/23, 
8211300091. 


B311300093  Acceptance    revleu  copy    of  Apn    0    to    Karble   Hill   Nuclear 
Generating  Station  FBAR,    "Computer  Pi-ogroimi.  " 

»      Public    Service    Co.     of    Indiana,     Inc,       *      gab* oh   valley  Power 
Anoe U tion.     Inc.       82/11/23.        100pp.       24X  Flehe:  HO-Sfli,  02/11/33, 
BSl  1300073. 
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62091903*61    IE    Info    Notic-   82-43,     "Oef i c i.nc le ,    in   LUR   Air   Filtration/ 
Venlilitior,   SVs    "    Svc     lut    end. 
JOnD<V(,E   L         Divmon    of    Eng.n.ering    J,   Quality    Aiturinc*.       82/11/16. 

Pi    r'Hn?™'a    EdlS°n   C°'     Df   f'eu   Y<3Tk'     inc         ll'PP         16171:233.       24X 
FicfiP    50-000.  63/1  1/16,  B20ai'K>a4B. 


8211000059   Generic    Ltr    82-31    to    OUR   applicant.    u/MAFW    II    or     lit 
containment    (eicept   WPPSS   2)    re    laf aty/re 1 i of   vnlwo    quonchBr 
loadi    evaluation.  Forwards   fJUHEO-OtJOS.  five    Ilit    ene  1    H/o    eiic  I 
EISENHUT,  D.  0.       Division   of  Licen.ing,       Oif/1  1/04  (  ong    I«Uh<l 

Lighting    Co.        Spp.        14053:192.        24X    Pi  die:  SO-OOO,  Hi! /I  I  /04,  OH  1 


JORDfifJ.E   L         Division    of   Engineering    i   Quality   Asiurance.       Q2/1J/I9 

r.^"o-oS5:s^!;;;j»B?^;svopl1  Ine-  93pp   16232:29a   3A* 

.--!!!I*!ble   occurTtnc  =  ''    LERi   fc    related  corre,pondente 


5211030631     Interin 


"P* 


failure    to   eiamine    itructural 

for   changes   or 
ntractor    instructed 
conflicts    Keit    rept    bu   B30211 

KEPP^,,.,  «.„,„„  3:ro;"cSoo,°Di;:f!r" Ir>c  M/io/w- 

Fiche  50-Sfli. 62/10/22.  B3[ 1030631 


2pp.        1 5686:011. 


821!0i0250    Int 


del 


techniques    o5»rt     ,n    f,h,??    !    r»Pt /•    Broun-Doveri     improper    ueldtnq 
Procedure"    r=!    ,1-     t  ?    i"^'    "'•'«-"  !•*•*    5-^itchgear. 

rocedure^    re.,,^     to    .nelutf.    QC    CDntrol,.  Ne.t   rept    expected 


S301I2. 


«t      BB9""1    3'     °ffice    of 
0-54fc,  32/10/29,5211060250 


t-EPPLER.J.C 


cp:pt  * 


Inc.      ea/IO/29. 

2pp.        15953:  170.        B4X 


cracked   tueUi    discovered    on 


F.    Securttiji 


omerHonci;   (.    flr»    prolnctlon 


B2100400ta  Generic    Ltr   02-17    to   all    pnuor   rector    lle.n....    t, 
applicanti   t,    holders    of   CPi   re    i  ncont  I  »  lone  y    netwvB[i 
renuirements    of    10CFR90.  94(  t)    (.   OTB    for   pur  f  iirming    niidili    nP 
•mergencij   prcpavednoas    pppgrrtma.  Eivc     lltt   oncl 


Eonr  M  - 

Elf  is  on   Co.    of    New  York,     Inc.       llpp 

Fiche:  SO-OOO,  Q2/  10/0  1  ,  021  OO-IOOftil, 


1/,(XW:  WIIH 


8210070019   Oeneric    Ltr    03-31    to    .11     licen.ee,     (.    •pnllcant.    of 
po«.r   reactor,    re    Tech    Spec,    for    Mr.    p,-nt,  c  t  i  *  ,'  I,  ,a("l 
Forward*    guidance    discus,  ing    gensral    .copt    fc    dtierib    no' 
J2™*,;    n°.b'    "lclut"»l    (n    Mdlt.Ove     Hit    «,,«:!,  " 

HaEWWr,0.0        Dlviiinn    of   IJcen.ino.       (H/IO/OA  r.mioliU 

Edi,on    Co.     of    Nau,    Vork,     Inc.        17pp.         l9W.l:,Tm  '•'"'""" 

Fiche:  50-000.  82/10/0^,1331007001  1. 


B310290IOB   Generic    Ltr 

°  g  6etuo''n 


^^ 

0210270100 


9208190230 


Info 


030311. 
Fich*    50-546, 
B311390614   Final    defic 

leans    ultrasonicallu 
EHIELDS.S.  U         Puolic 

Fichp    50-546.  B3/I1/J .. 
V      Operator   E, aginations 


3 


r 

°  " 


34X 


ckages. 


Inc.       B3/U/19. 

2pp         16326:007.        34X 


6310130019   Oenenc    Ltr    B3-in    »         i, 

"«  ........    ^acto      ope    at  r  2      enior"  "'T"  •">'"«.   t. 

'.qMllfic.tlon    ,,am,.AdviS»    that   e^/^Ct?r   "P"**" 
after    B3IOOI    Svc    list   enc  S   be9ln   at    facillti, 

EISENH'JT.O   0.        Divis.nn   It   ,   • 

"~^ 


STAT[ONi 


Valley    Author i 
0211040433. 


SaiOa6COBB   G.nert.    Ltr 


re  OA  for  deferred 

ii«fi>t 


. 

:  30^000,  03/09/16,  030(1190230 


->  ••  »«.i-.  ,„  „.,„  COBlrn1 


t.       O. 

Fich*:  30-000,  03/09/21,  B30niW329. 
B208I90233   IE    Info   Notlco   Hi-  in      ..,- 


"'"lf'1 


'AOI7:OVII 


e"tal 
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V.     Operator    Eiamination! 


8210130019   Generic    Ltr   132-1  B    to    all    pouer    reactor   applicant*  & 
licensees    re    reactor    operator    If    senior    roac  tpr    operator 
rcqualif ication    eioms    Advises     that    eiams    begin    at     facility 
after    H21Q01.  Svc     list    encl.  V 

EiSENH'JT,  I).  0.        Division    of    Licensing        B3/1Q/12.  Consolidated 

Edison    CD       uf    New    Vork,     Inc.        15pp.         16002    234         34% 
Flcfic:  50-000,  03/10/12,  B3  1O13001  7. 


DOCKET    SrN-liQ-554    PHrPPS    BEND   NUCLEAR   STATION,     UNIT    2 

iV     Application/construction    r.tage    documents   6    corrnspondence 

B2110404D5   Advises    that     info     in    util    02080.6    1 tr    ra    QA    for    deferred 
plants    acceptable 

SCHWEMCER.  A.        Licensing    Dranch    3.        82/10/13.       PARRIS,  H,  0         Tenn.esEee 
Valley    Authority.        4pp.         1374-4:347.        24X    Fi  clie:  5O-OOO,  82/10/1  3, 
0311040405, 

0210260038   Generic    Ltr    B3-20    to    all    pouer   reactor    1  icen  sees,  nermi  t 
holders    !i  applicants    for    CP   re    guidance   fur    implementing 
SRP    rule    Fcriuflt-da    NUHEO-O706.  IJUF1EG    to     be    used    as    interim 
measure    until    flog    Guide     1 .  70   rovl  sed.  SIvc     list    Encl 

EISENtlUT,  I)   (i.        Division    nf    Licenaing.        02/1O/26  Consolidated 

Ellison    Co.     of    NBUI    Vorki     Inc.        7pp.        1 5993:  2=55         34X 
Fichu:  SO-000,  H2/1O/26,  G21026008B. 

0211010201     Informs    of    discussions    re    leasing     portions    of    site     to 
Lansdoune    Stool    &    Iron   Co     For     1O    grs.  Descri  ption    of    site 
portions    under    consideration  encl.CP    for    sites    withdrawn. 
MILLS,  L.  M.        Tennessee    Val  1  eij   Au  thor  i  ty.        f)2/10/2i.        DENTCDN,  H.  R. 
Office    of   Nuclear    Reactor    Regulation,     Director,        2pp.        13867    2QO 
2-1X    Fie  he:  50-000,  02/  1O/26,  R21  1010301. 

R2110S003<?   Oeneric    Ltr    B2-24    to    BUR   applicants    u/MARK    II    or    III 
containment    (except    WPfaS    2)    re    oaf  et  i) /re  1  i  ef   valve    o.uenchnr 
loads    evaluat  ion.  Forwards   NUflEiG-OU02.  3vc    list   encl.W/o    uticl 
EISGNHUT.  DC,        [Hviainn    nf    Licensing.        SH/M/OH.  Long     Island 

Llghtino    Co.        9pp.        1A033;  172.        24X    F  iche  :  5O-000,  (12/1  1/04,  BS1 1080059 


F.     Secur  i  ty,     mod  ical, 


rgcncy    (.    fire     protnctiori    plans 


H210Q40060   Oanovlc    Ltr    HB-17    to    all    power   reactor    liconsoo*   t 
applicant!   t<    holders    (if   CPs    re    incoiii  1  s  tone  y    between 
requirpmcnts    of    10CFHSO.  54  ( t )    i,   STS   for   porformlng    audits   uF 
omorgoncij    proparednoas    pronrama .  Hvc     lint    encl, 

EIHEMIUT,  I).  <J.       Division    of   Liccnainn,       02/10/01.  Consolidated 

Ellison   Co.     of    New   Vnrk,     Inc.       1  Ipp         1600H;  SBQ        34X 
Fichu:  SO-000,  US/ 10/01,  OS C0040O6B. 


0208190223    IE    InFr.    Notice    BE-3B.      "Change     in    Format    t<    Distribution    Eye 
fnr     IE    Bui  let  ins,  Circulars    S.    Infa    Notices."    Svc     list     encl 
DEYOUNOxR.C.         Uiirector's    OfFice.     Office    of     Inspection    and 
Enforcement.         32/09/33.  Can  s  al  i  dated    Ediaon    Co.      of    Nem    Vorlr.      Inc 

llOpp.         I6OIB:O2I.         SAX    Fi  c  he:  50-000,  B2/07/23, 


Containment. 


S20B190333    IE    InFo    Notice    B2-4Q,      "Deficiencies     in    Pri 
Electrical     Penetration    Assemb  1  i  ra.   "    Svc     list    pnc  1  . 
JORDAN,  E.L.         Division    OF    Engineering     R    Quality    flsiu 

Consolidated    Edison    Co.      oF    Neui    York,      Inc  112pp  15900-019 

Fie  he:  50-OOO,  S3/O9/33,  B3Oai  7O332. 


8208170237    IE    Info    Notice    92-41,      "Failure    of    SaFe tij/Rel i ef    Valvsn     tu 
Open    at    OUR     "    Svc     list     encl. 
JORDAN- E.  L.         Division    of    Engineering     &    Quality    Assurance.        aa/lO/L'H 

Consolidated    Edison    Co       of    Meu    Vor  k ,      Inc          HOpp  159iO'153          LMX 

Fiche    SO-OOO,  Q2/1O/22,  ; 


LWH    Air     Filtration/ 


IE     [ufo    Notice    82—13,      "Deflciencii 
Ventilation    Sys.  "    Svc     liat     encl. 
JDRnrtN,  E.  L.        Division    of    Engineering    It    flualici|    rtssurance          BB/ll/U, 

Consolidated    Edison    Co        of    New    York,      I-nc.         HJpp.         16171233          ;>J)x 
Fiche:  50-OOO-  B2/1 1/16,  B2OBJ7O24S. 

S203190253    IE     InFo    Notice    82-4S,      "PHI*    L  DUJ   Temp    Overpressure 
Protection."     Svc     E  i  9 1    and. 

JORUrtN.E.L.         niviaion    of    Engineering     S<    duality    Assuranco.         BS/ll/J'/. 
Conao  1 1  (fa  ted    £tfison    Co       of    Neiu    Vor  k  i      Inc.         73pp.         162O2-27Q          I'-lJt 
Fiche:  50-OOO,  B2/1  I/!1?,  B2OEJ19O253. 


V.    Operator   Eliminations 


B21013001"?   Oanoric    Ltr     B2- 1 E)    to     all     power    reactor    applicants    >, 
licensees    re     reactor     operator    It     senior    reaclnr    operator 
roqual  i  f  icat  i  on     erams    Advises     tliat    eiftms    begin    at    facility 
after    02[OQI.Svc     list     enc ] 

E1SENH'JT,D.  0.        Division    a  F    Licensing.       02/10/12.  Con  sol  i  [la  ted 

Eiinan    Co      of     New    Vork,      Inc.         15pp.         16002.334.        34  K 
Fiche:  50-000,  EJ2/10/1P,  B21OI30O19. 


OOCKET    StM-50-556    ULACH    FOX    STATION,     UNIT    ] 

F.     Security,    medical,     cmergpncij    lc    fire    protection   plans 

0210070019   Generic     Ltr    B2-2 1     ID     all     licensees.    I.    applicants     of    nur.li 
poiuer    reactors    re    Tech    Specs    for    fire    protection  audits. 
Forwards    guidance    discussing    general     scope    &    describing 
element's    tn    be     Jncluifo-d     in    audit.  Svc     list    encl. 

EIBENHUT.D.  0.        Division    of    Licensing.        02/10/Ot.  Con  BQ)  I  ri.i  ttid 

Edison    Co.     of     Neu    Vark,      [nc.         l^pp.         15993.  33B.        2-1 X 
Fichfl:  3O-OOO,  Oa/lO/Oi,  8210070019. 


02100/0019  Oonorlc    LLr   82-21    to    all    licensees    fc  applicants    of    nuclei! 
power    rooctora    re    Tnch   Speca    for    fire    prntection  audits. 
Forwards    guidance    diacuanlng   general    Bcopu    !•   describing 
elomenta    to    bo    included    tn   audit.  8vc     Hit    encl. 

EISENIIUT,  D,  0,       Division    of   LicDMaing,       02/lO/Oft.  Consolidated 

Gdiaon    Co.     of    Noiu   Yurki     Inc.       17pp.        13993:330.       24X 
Fichn:  90-000,  OS/10/O/i.  031  0070O1  7. 

0210390100   Ouneric    Ltr   02-23    to    all    licensees    tc  applicants    re 
ineoniilBtency    between    roqui  roraonts   of    10CFH73.  401  n  )    &    BTH 
for    performing    auifita    of    safeguards    contingencij    plans 
(security   plan). Svc    lilt    encl. 

EIBENHUT,  D.  0.       Division    of    Licensing.       B2/IO/3O.  Con»Dlidntnd 

Ediion   Cg,     of    New   Vorfe,     Inc,       flpp,       15993:317,       24X 
Plena:  SO-000,  f)2/IO/^0,  0210290105. 


Q.     Inspection    reports.      IE   Bulletins    t-   correspondence 

3200190220  IE  InFo  Notice  B2-37,  "Cracking  n>  Unjier  Shell  to 
Transition  Cone  Girth  Weld  of  Steam  Qenoratgr  at  Operating 
PUS.  "  Svc  Us  t  encl. 

JORDAN.  E.  Division  of  Engineering  t.  Oualitij  Assurance.  R2/09/li. 
Consolidated  Edison  Co.  of  New  Vor*,  Inc.  105,pp.  1  S730  001  SIX 
Flche:  5O-000.  BS/O1?/!!?,,  B2OB19O22O. 


IE    InFo    Notice    SH-34,  fl  ev  i  s  loo     1,     "Welds    in    Main    Control 
Pane  Is."   Svc     1  1  at    enc  1  . 
JO/)DAM,E.L.        Division    c-F    Engineering    &    Quality    Assurance         H2/O9/17 

Consolidated     Edlaon    Co.      oF    Hew    Vork,      Inc.         lO7pp.         15095'  IBb          J'lX 
Fiche:  50-OODr  B2/09/17, 


0.     Inspection    report!'     IE   Bulletins   t,   corrosp  ondence 


IE  Info  Notice  Eia--37.  "Crock  infl  in  Uppnr  Shell  to 
Transition  Cone  Girth  Mold  of  Stenm  On  n  era  tor  at  Uperatlng 
PUR,  "  Svc  list  end. 

JORDAN.  £,  Division  nf  Eng  inner  ing  ii  Quality  Assurance.  02/09/16, 
Coniolldatod  Edisun  Co.  of  Hsu  York,  Inc,  (09pp.  13930:001.  2-IX 
Ficlie:  30-000,  £12/09/16,8209190320. 

6209190232    IE    Info   Notice   02-34,  fiovt  s  ion    1.     "Holds    in  Main    Control 
Panels,  "    Bvc    list    encl. 

JOHDAN,  E.  L.       Division    of    Engineering    £•  Qualitg    riBSurance.      B2/09/17. 
Consolidated    Edi»on   Co.     of  New   Vork,     Inc.        I07pp.       13093:185.        2-)X 
Fiche:  90-000,  03/09/17,  0200190322, 

B20Q190227    IE    Info   Notice   02-39,     "Bvc    Dflfiradation   of    Thick   Wall 
Sbainlesi   Steel    Rec  ircola  t  ion    SVB  Piping    at    BUR  Plant.  " 
Bvc    list   encl  . 

JORDAN,  E.L        Division    of    Engineering   &   Oualitij   Ai«ur*nci.      B2/09/91. 
Consolidated   Edison   Co.     of  Neui   Yorkj     Inc.       06pp,       1*017:098,       21X 
Fiche:  SO-000,  82/07/21,  02QG190229. 


SaOQl90229   IE    InFo   Notice    BE-39.     "5vc    Degradation    of   Thick    Wall 
Stainless  Steel    Ret  ir  c  iHa  t  i  on    Utjs    Piping    at    BUR    Plant.  " 
Svc    list   enc  1  . 

JORDAN.  E.  L.         Division    oF    Engineering    t    Quality    Assurance.        B2/09/H1. 
Consolidated    Edison   Co.      of   Nuu   York,     Inc.       86pp.        ltO17'09a.       ^1X 
Ficfie:  30-000,  83/O9/21,  B20B17OS29. 

8203190223   IE    I  TI  f o   Notice    92-30.     "Change    in   Format    &   Distribution    Bya 
tor    IE   Pullet  ins, Circulars    *.    Info   Notices."    Svc    list    encl 
DEVaUMO.  R.  C.        Director's    OfFicc,     Office    of    Inspection    anil 
Enf orcooiBnt.        H2/O9/22.  Consolidated    Edison  Co.     of    New   Vork,      Inc 

liOpp.         1601 B:  021.        24X    Fit  he:  SO-OOO.  83/09/22,0308190223, 

9308190232    IE    Info   Notice    aa-40,     "Deficiencies    in   Primary    Containment 
Electrical    Penetration    Assemblies."    Svc    list   encl. 

JORDAN,  E.  L.        Division    oF    Engineering    t    Quality   Assurance.       02/09/ai', 
Consolidated    Edison   Co,     of   Neu   York,     Inc.        112pp.        15930-017,        24X 
Fiche:  5O-000,  82/09/22,8300190232, 
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JORDAN,  E.  L. 


S.  JtBportable    occurrenc  e  s^LEKi    (,    relnted    correspondence 

B211090.503   Second     interim    deficiency    rept    ra    pO6,iblu     inail(M,uate 
«Sn^v   ?"    ""I I  »P?«*"0    criteria,  Initially    reported    on 

020607.  Inup    (.    tamp  ling    prooram   being    doveLoped   Aftl    infn 
ulll     be    submitted    by    8304O3,  H      '  "ta 

MILLS, L.M.        Tonnosiiae    Valleg    ftuthoritij,        QS/IO/S?         O'flFrLLY    JP 
[lenlon    3,     afficw    of    Director.        2Bn.         1&OO9-   lf)7         3d. 


Fiche:  3O-OOO,  B2,"lO/29,  821  10TO403. 


3pp.        1*009-107        2  4K 


Second     lnurlm    deficiency    rept    rB    ah.ared    motor       lnlon    k( 
In  Limi  torque    motor    op  era  tors  .  I  ni  tial  1  ij    r  spur  ted    on   BSOB30 

Umltorquo    initiated   corrective    an  tiona.  Wei  t    rent   tuil]    be-   ' 
lent    uy    03Q9H6.  p          "'    Dfr 

MrLLS,  L.  M.        Tennoaauc    Valley   Authority        BS/ll/10.        O'REILLY,  J   P 

region    3,     Off  (IP    of    Director.        3pp.         16221.345         24X 

Fiche:  DO-OOO,  82/11/10,  f|3!  I  L'TOSBO 

V.    Operator   Siamlnat  i  mis 

B2101300I9   Generic    t.ti-  aa-lB    to   all    power   Tftactqr   applicant*  t, 
lleenauei    I-B    reactor    uperotor    &    actilor     reactor    operator 
roqi/aimcatlon    eiamB.  Adv  i  aE>*     that    siarrt    begin   at    facilitu 
after    t!i!  1001  .  ESvt    list    oriel.  "tuitij 

EIBENMUT,D.O.        Wlvlsl.m    of    Licensing.        82/1O/12.  Consolidated 

Edison    Co.      uf    fJsu    Vorl,      Inc.        13p(i,         16003'  234         34X 
Flche:  30-000,  B2/1O/1  3.  Q21O1  ^0019. 


Er    STN--HO--3A7    VEULDW    CREKK   NUCLtAH    PLANT,     UNIT    S 
A,     Appllcfltion/corntructian    stflon    documents    t,    corr  nspondenc 


DD  Advlim    that    info    in    uttl    niJOHOi    itr    re    QA    for   d&farrad 
p  I  anti    flcccfi  table, 

SCHWENCirn.  A,       Llcon.ing    flrnncfi    2,       02/10/13.       PARfllB.H,  0        TennBB 
Valloi)    Authority.        ^pp.         13?4fl:3fl7,        S4K   Fl  ihe:  9O-000,  BH/10/1  3, 


B310ShOOim   Oetmric    Ltr    pa~iJO    to    all    pou«r   roactor    1  Icetueet,  permit 
holderi   t   applicants    fur    CP    ro    guidance    for    imp  lomtmting 
SHI1  rule.  Torunrd*    NlfllEO-OWfe,  NUREO    to    bp  use.!   as    Interim 
mature    until    Hen    Oulif*    1  ,  70  revi  veil,  ttvc    list    enc  I 
EIOENKUT.  t>,  0.       DivliiDil    of    Licmis  1  ng,       O2/10/26.  Con»olldated 

Eiflion    Co.     of    Noui   Voi-l.     Inc.       9pp.        13973:293.      24X 

F-'icho:  yo-ooo,  Ei3/io/i!ft,  nai 


. 

OEVOUNO.fl.C.        Dir.etor'. 
Enforcement         62/09/22. 
110pp.         !601B:021         34X 


Conioli,!.*.,!   Edison   Co  H         Vo 

the;  50-OOO,  62/O9/22.  B2091  90233 


Conta  i  nrnun  t 


B208190232    IE    rnfo   Notice    62-10,     "Dof i c ienc ie 5     in    Primar 
Electrical    Penetration   Assemblies    "    Svc     list    ent 1 
JDRDAN.E.L.        Division    of   Engineering    t,   Quality   Assuran 

Fichs:  50-000,  B2/09/32,  B20S170232.  '  *"' 


"Sii^B^  J^«N;::r.s^4l>  "F3ilure  of  *•»*"*•»•'  «•>«.  *. 


^n-f     HH  r  .  . 

aolidated    Ed. son    Co.     of   Nfw   Vorlt.     ]*ic.        IlOpp          15.9*0-153  !MV 

.  50-000,  93/10/22,  SaOBl 90339.  X 


L    Info    Notice    82-fl3,     "Deficiencies    in   LWfi    Air    Filtration/ 
ventilation    Sys.  "    Svc     list    encl. 

JORDAN.  E.  L.        Division    of    Engineerino    t   Quality   Assurance         92/11/16 

Consolidated    Edison    Co.     of   Wen    Vork,     Inc.         (lien         J6171    gn  'My 

Fiche:  50-000,  02/ 1 1/li,  S20B19024B.  ioiri.*jj.          ^.ix 

306190253    IE    Info   Notice   82-45,      "PWB   Lou   Temp    Overpressure 
Protection."    Svc    list    encl 

JORDAN, E.L.        Division    of    Engineering    t.   Qual  itij   rtssuranc  e         B2/11/1V 
Consolidated   Edison    Co.     of   Meu    Vork,     Inc.        93np         16233- 29B          I2-1X 
Fiche:  50-000,  Q2/11/19.  B20S1902S3. 


S.    Reportable    occurrences,     LERs 


?  la  ted    cur  respond ence 


Q2110[70403    Second     interim    deficiency   rept   re    possibly    inadequate 
eipansion  anchor    spacing    criteria.  Initially    reported    or 
820607.   Imp    U    sampling    program    being    developed   Add  1     into 
will     be    submitted    by    930405, 

HILLS,  L.  M.        Tennessee    Valley    Authority.       82/10/29.        O'REILLY.  J    P 
Region    2,     Office    of    Director.        2pp.        16009:107.        SAX 
Ficht:  90-000,  82/10/39.  B2 11  090403. 


F.     Sncuritu,'    medical,     emergency    k    fira    protection   plans 

Q21004006II   0«n«rlc    l,tr    UB-1V    U    all    pquor   reactor    licentoei    b 
appUcanti    d    holder*    of    CPi    rn    inconi  i  itencij    hetuean 
requlr«ment»    of    IOCFB90.  51{  t)    (<   8W3    for   performino    audits    of 
amergenci|    prepnreilnois    prourflrai.  five    Ilct   uncl, 

EIHENHUT.D.  0.       Division    of    Licensing.       82/10/01.  Conio  1  Ida  ted 

Rdison    Co,     of    New   Vorh.     (nc,        I  1pp.        16002:  2BO.       24X 
Flchn:  30-000,  Q3/1O/01,  R2 1 OOtOOfifJ. 


B21129O5BO   Second     interim    deficiency    rept   re    sheared    motor    pinion 
in   Linitorque    motor    operators.  Initially   reported    on    B20B30. 
Umf  torque    inltiateil    corrective    ac  t  ioni.  Ne  1 1    repb   iui  1 1    be 
sent    by   830526. 

HILLS.  L,  M.       Tenn-aasee    Valley    Authority.       B2/11/10.        O'REILLY,  J. 
Reolon    2,    Office    of   Director,        2pp.        16221:345.        24X 
Fiche:  90-000,  H2/1 1 /IB.  82J  1290590. 


V.     Operator  Eliminations 


8210070019   OennrU    Ltr   02-21    to    oil    Itcemeei    &  applicant!   of  nucleor 
poijer    reactor*    rn    Tuch    3poci    for    fire    protection   audits 
Fnruardi    guidnnce    diicuiiiiiD   general    tcopc    b   describing 
•  lemonti    to   bo    included    in    audit, Svc    list    encl, 

ElfiENtlur,  tt,  0.       Division    of    LIcsniluB,        B3/10/06.  Consol  Uatad 

Edl»on   Co,     of    NfUi   York.     Int.       17pp.        15993:33D.       S4X 
rich  a:  SQ-0-00.  02/10/0-6,8310070019, 


B210130019  Oeneric   Ltr   B2-1B  to   all    power  reactor   applicants   fc 
licensees  re    reactor    operator  &    senior   reactor  operator 
requal if icati an   siams. Advi sps    that    eiams    begin   at    facility 
after    H51001.  Svc    list   encl. 

EISENH'JT.D.  0.       Division   of   Licensino.       62/10/13.  Conio  1  irfa  ted 

Edison    CD,     of    New   York,     Inc.        15pp.        16002:234,        H4X 
Fichs:  SO-000.  B2/ 10/12,  B21OI300I9. 


0310290100  OBTinric    Ltr   03-23    to    all    licontees    k  applicants   re 
Inconsistency    betuean    r  eiju  i  rements    of    IOCFH73.  AOlgt    t,  STB 
for   performlno   audits    of    safeguard!    contingency    plani 
(security    olunt.Bvc    lift    «nel, 

ElflENIIUT.  t>.  0.       Dlvlilcm    of    Licensing.       02/10/30.  Coniol  irfa  ted 

Ed  I  ion   Co.     at    Ni-u   York.     Int,       Opp.        18993:319,       H4K 
Fiche:  SO-&00,  93/10/30.  S210270IOB. 

0,     Inipectlan   reports,     IE    Dulls  tint   ff   correspondence 

0208190220  IE  Info  Notice  02-37,  "Cracking  In  Uj>p*r  Shall  to 
Traniitlan  Cone  Olrth  Meld  of  Bte>n  Generator  it  Operating 
PUft.  "  Bvc  lilt  encl. 

JQKWW,e.  Dlvi.ion  of  Engineering  (.  QualJtu  i^siuranc*.  S2/09/16. 
Conialldatiif  Ed  lion  Co.  of  NBUI  Vort,  Inc.  105pp.  13930:001.  24X 
Fich«;  30-000,  B2/07/14,  0300170230, 


DOCKET   STN-50-599  CARROLL  FACILITY    I 
0,    Adjud Icatory    correspondence 


5211040430  Provides   quarterly   itatu*   rept  on    developments    in 
jiroceedina.  No    matl    changes    occurred   since   820730   Itr. 
Projected    InsgrvJce  dates   modlf iad , Circumstance!    re   passible 
withdrawal    of     joint   o inner    unchanged.  Related    correspondence. 
BlELrtWSKI.fV  P,       laham,    Lincoln    b   Bcale.      BIELAWSKI.  A.  P-       Commonueol  th 
Ediion    Co,      02/11/01.       WQLF.J.F..    HOLTON,  R.  L.  ,    BBICHr.O.O.      Atomit 
Safety    and  Licensing    Board   Panel.       2pp.       15925:311,       S4X 

Fiche:  30-397,  aa/n/oi,  eat  104O430. 
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DOCKET    STN-50-600   CARROLL    FACILITY    11 
G       Adjudicator^     correspondence 


5211040430    Provides    quarterly    status    rept    on    developments     in 
proceeding    Mo    natl    change*    occurred     line*    B2Q730    Itr. 
Projected     inservice    dates    mod  i  f  ied.  C  i  rcumstancei    r«    possible 
ui  thtfrauji  1    of    joint    owner    uncha nged.  Re laced    rcrrospondenc e. 
3IELAIJSKI.  A   P.        Iiham.     Lincoln    t-    B*ale.        BIELAUSKI.  A.  P.        Commonwealth 
Edison    Co         Q2/1I/01.        UOLF,  J.  F.  ,     HOLTDN,  fl.  L.  ,     HRIOHT.O.D.        Atomic 
Safety    and    Licensing    Board    PanfE.        2pp.         15925:311.       24 K 
Fie  he.  3O-599.  82/11/01.  3311040430 


DOMESTIC  LICENSING  OF  SPECIAL  NUCLEAR  MATERIAL 

DOCKET    70-0008    flATTELLE    MEMORIAL     INSTITUTE.     COLUMBUS,    OH 


S-211100L5]     Foruards    outline    of    sj  f  etirf-r  elated     info    re    design    ic 
operation    of     1  ou    level    waste    I  n  [  inura  tor>  in    response 
to  620330    Itr    re  application   for    amend    to   License    SNH-7, 
ROUSE.  L   C.        Advanced    Fuel    t,   Spent   Fuel    Licensing     Branch.        83/10/13. 
TOY,  H   L.        BattBlle   Memorial    Institute,     Columbus    Laboratories.        6pp. 
16032.  337 

8211130424   Forwards    IE    Inap    Repts     50-006/02-01    8.   7O-0008/B2-02    on 
B210O3-OB    Ma    noncomp  1  lance    noted. 

MILLER.  J.  R          Division    of    Project    &   Resident    Programs,        B2/10/2B, 
UMGAR.  E   U         Battelle    Memorial     Institute,     Columbus    Laboratories.        2pp. 
16044' 374         24X   Fie  he.  50-006,  32/10/33,  B21 1  120426. 

— 8211130433    IE     Insp    Repts    50-006/82-01    fc   70-0009/32-02    on    B210Q5-OB, 
(Vo    none  crip  I  iance    noted    Major     areas     inspBC ted: op erati ons 
review  radiation    prntectl  on,  Facility    efian  ges,  sa  fety 
comni  t  tee  i,  OA,  emergency    planning    R    Tech    Specs. 

PECK.  C    C    ,     GREGGR,  L    R.        Region    3.     Office    of    Director.        02/10/20. 
7pp.         1&O44.27&         24X    Fiche:  50-006,  B2/1O/2B,  621 1 120436. 


DOCKET   70-0037    uABCQCK   &    WILCOX   CO.  ,     LYNCHBUHO,     VA 


B21HSOS51    Request    for    uiithdraual     of    B204O7    It    27   applications    for 
revision    to  License    0NM-42.  Sec  t  Ion   VI,  Approval    of   revision 
to   air   monitoring    program   itill    requested.  Revised    pages 
end. 

KELLY,  J.  H.      Babcoek    t>  Wflcoi   Co.       B2/OS/19.       PAGE,  R.  0,       Uranium  Fuel 
Licensing    Branch.       5pp.        16064:040. 

821 II 70492  Requests    interim  approval    to    begin    limited    operation    af 
reiearch    reactor    Fuel    element    f  ac  i  1  i  tiji  in    order    to    support 
existing    customer    delivery    schedules.  Safety    guidelines    &   one 
overtiie    drawing    enc 1.  Aperture    card    is    available    in   PDtt. 
KELLV.J.H.        Oabcocfc    &   Wilcoi    Co.        82/06/09.        PAGE,  R.  0.        Uranium   Fuel 
Licensing    Ufanch.      24pp.       16141:293. 

B21I1EOS48   Application    for    amend    to   License   SNM-4S,  al 1 nuing    exemption 
from   10CFRS7b(9)    d   70.  Sle(4)    to    permit    computation    of    limit 
of    error    of    Inventory    difference    using   appropriate 
app  rodmation    of    random   error   coefficient. 

KELLYW.H.        Dabcock    1.   Wilcoi    Co.        02/06/09.        EVAN8.  L.  J.        Fuel 
Facility    Safeguards    Licensing    Branch.       3pp.        16064:053. 

6311120153  Foruards    "Environ   Rept,  "    In    response    to    NRC   020407  request 
For    adrit    Info    to    support    application    for  reneuial    of   Llconsa 
SH.1-42. 

KELLV.J.IJ.       Babcock    !.  Milcoi  Co.       Q2/06/30.       CROW.  W.  T,       Uranium  Fuel 
Licensing    Branch.       lp.       16060:247. 


— 3211120156    "Environ    Kept. 
•      Dabcock    &  Uilcoi    Co. 


82/06/30,        07pp,         160iQ:240. 


9211150533  Forwards    IE  Safeguards    Insp    Flept   70-0027/B2-21    on   030900-23, 
No  nancamp  1  lance    noted. 

CIBSON.A.F,       Division   of   Engineering    &  Technical    Programs.       02/10/09 
ECKERT,  J.  P,       Dabcock    i,  Milcoi    Co.       2pp.       16061:225. 


CKET    70-0025    HOCHWELl.    INTERMATI ONAL    CDHP.  ,     CANOOA   PARK.     Cf\ 


1129C012   Forwards    revision    to    physical     security    plan   re    Lnttruct  Ions 

for    searching     personnpE     entering     enriched    U    fuel     fabrication 

area    Revumn    uithheld. 

HEMLEV,  II  £-        Rockuell     International    Corp.        82/0  3/09,       EVAhJBiL.J. 

Fuel    Facility    Safeguards    Licensing    Drarich,         lp.        16343:343. 

11O3Q249   Forwards    IE    Tngp    fiept     70-0035/32-07    on    820333-27   i   notice 

Q(   violation 

SPEKCER.C.S.        Diviiion    of    Radiological    Safety    (,   Safeguard!!    Program. 

S2/1O/1S.       JiEMLEY,  M.  C        Rockuell    Inte  rnational   Corp.      Bpp. 

15532.  224. 


esil0202Si   Notice   of    violation    From    insp   on    B20B23-27. 
THOHAS.J).  B.        Region    5,     Office     of    Director.        62/10/10. 
15382:326. 


lp. 


9211020260    IE     Insp    Ropt    70-0023/B2-07    on   B20B23-27,  Noncompl  ianco 
noted:  employee    received    total     ilate     to   hands,    of    32.96   rem« 
during    Second   Calendar    Quarter     19B2. 

BRaCKi-D.  L.  ,     ZURAKQW5WI,f>.  R.  ,      THOMAS,  H.D.        Division    of    Radiologies! 
Safety    A    Safeguards    Program.        02/09/29.         14pp.         15882:227. 

1110049*1   Provides    safety    review    schedule    For    license  reneiual 

application.  Comments    on    application    schedule    !<  actions 

required    to    meet   schedule    requested. 

CRCWi  U.  T.        Uranium   Fuel    Licensing    Branch.        92/10/26.       BOOK.  H.  E, 

Division    of    Radiological    Safety    tc  Safeguards    Program.       2pp. 

16041:033. 

11100097    Discusses    IE  Safeguards    Innp    Rept   70-0029/02-09    conducted    an 
B2IOI2-13   Ma    noncomp  1  ianc  e   noted.  Major    areas    inspected: 
physical     protection   program   against    rad iolo 5  1  cat    sabotage    fc 
theft    of    SUn.   Insp    rapt    withheld     Ire!     1OCFH73.  211. 
NORDEHHAUff,  L.  fi.      Division    of  Radiological    Safety    L  Safeguards 
Program.        B2/ 10/28        FEILER.F.W-        Rockwell     International    Corn.        2pp 
201.  ff 


'11300159   rtclc    receipt    oP   821112    Itr    informing    NHC    of   steps    taken    to 
correct    violations   noted    in    IE     insp    on    820023-27. 

SPENCER. C   S.       Division    of   Radiological    Safety    St  Safeguards    Progrnm. 
02/11/24.        REMLEV.K.E         Roctuell     Internat  i  ona  1    Corp.        lp.        16239:177. 

Bail 300 164  ffesponrfs    to   NRC  8JH01B    Itr    n    violation*   noted    In    IE    inBP    on 
820823-27.  Corrective    ac  tions :  procedures    for    handling    Rad-Pac 
ratfialion    capsules   norfified    to   require   rain    cooling   period 
of   3   daHjs    (,    shielding    block    designed, 

fiEKLEV.K.E.       Rockmoll    International    Corp,       82/11/13,       BPENCER,0,S 
Division    nf    Radiological    Saf.tij   fc  Safeguard!   Program.       3pp. 
1 6239 :   1 60 . 


— B211I50547    IE    Safeguards    Insp   Rept   70-0027/02-S1    on   020900-2a. No 
noncompl  lance   noted. Major  areas    inspected  ;  MC-D5213  phijiical 
inventorij   verification    (vault ).  Deta  i  1  s  ulthheld    (ref 
10CFB2.  790). 

CLrtV,  E.  L.  ,     SADADOS.C.  M.  .    NEH3TEAD,  C.  M.      Division    of   Enflineoring   t. 
Technical    Programs.       02/10/09.       lp.       16061:227, 


B2III20177  Forwards    cartiflcates    of  financial 
decomml ssionlng    coats, 

JORDAN,  L,V,        Dabcock    t-    Wilcoi    Co.  02/10/06. 

Recoverg   Licensing    Branch.      5pp.  16067:103, 


iBiurance    far    paijmunt   op 
PAOEilt,  0.       Uranium 


B211050077   Trip    rept    af    &20930   lite   visit    In    cDnnoction   u/lIcetiBB 
reneiual    ac  tions.  Meeting    held   re    environ  questions    flonerated 
bi/   ORML    in    Initial    review   of  GdW   environ  rapt, 

SHUMiE.V,       Uranium  Fuel    Licensinn   Branch.       03/10/1B.       CHOW,  W,  r. 
Uranium  Fuel    Licensing    Branch.       2pp,        19964:  299. 

B211150I02  Forward*   page    changes    to  Naval  Nuclear   Fuel    Dlv    licennD 
ifemonitrat ion    of    Research   Reactor  Fuel    Element   Facility. 
Changes    mpport  B20903   request    for   autlioriiation    of    full 
product  Ion. 

KELLY.J.H.       Babcock    It  Wilcoi   Co,       0S/10/20.       PAGE,  11,0.       Uranium 
Recovery   Licensing   Branch.      30pp.       16076:200. 

9211150211    Forwards    IE    Inap   Kept    70-0027/02-23   on   021004-00,  No 
noncomp liance    noted. 

fllBBON.A.F.       Division   of    Engineering    &  Technical    Programs.       S2/IO/20 
ECKERT.J.F.       Babcoctc   S,   Wilcoi    Co.       2pp,       IA033;aiO. 

—6211150314    IE    Imp   Rapt    7U  0027/B2-23   on  021004-00.  No   noncompUance 
nateil. Major    areas    inspected:  operation*!  facl  11  tu.    change*   ti 
mods,  safctg    committees,  nuclear    critic*!  It ij    lafetij,  procedure 
control   &  maint, 

CDRVELL.O.P.,    MCALPINE,  E,  J,      Division  of   Engineering   t,  Technical 
Programs.       B2/10/1B.       3pp.       I609S:  H20. 

8211150372  Ack    receipt    of    920929    Itr    informins   N«C    of    «t«pi    taken   to 
correct    violations    noted    in   IE    Insp   Rept  70-0027/02-18. 
OLSMINSK1,  J.  A.       Division    of  Engineering   t  Technical    Program*. 
B2/IO/21.       ECKERT.J.P.       Babcock    &  Hllcoi  Co.       lp.        16057:087. 

— -B211I50300  Responds    to  NRC   B20929   Itr    re  violation*    noted    In    IE   Insp 
Rept    70-0027/82-18.  Corrective    act! ons: per lonnel    reins trucied 
!••  responsiblitUs   concernlns   process  change*. 
ECKERT,J.P.       Babcock   &   Hilcoi    CD.       02/09/S9.       DLSHINSKI.  J.  A. 
Division   of    Engineering    (.Technical    Programs.       3pp.       16037:009. 

—8211130376  Forwards    IE    Insp  Rept    70-0027/B2-1S  on   B200U-20  fc   notlc* 
violation. 

OLSHINBKIi  J.A.       Division   of   Engineering   &   Technical    Ppoorami. 
B2/0?/09.       ECKERT,J,P.       Dabcock    t.   Wilcox    Co.       Bpp.       16037:091. 
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6211190401    Notlc*   of    violation    from    insp   on    B20B16-20 

*      Division    of   Engineering  ft    Technical   Programs.       82/09/09. 
1 4057  i  Q*?3. 


2pp. 


6311150412    IE    Jnsp    Rept    70-0057/82-13   on  8208J6-20.  Noncorcpl  iance    noted- 
lac*    of    nuclear    licensing   oaard    revieu  prior    to   plant   modi    t, 
failure    to    perform   required    retraining   of    unclad   U  workers 
URAY.J.R.,     KAHLE,J.B.,     BARR,  K.  P.        Division    of    Engineering    i, 
Tecnnical    Programs,       S2/09/QB.        12pp.       1A057:  095. 


inforrnsthat    program    for    effluent    (.   environ   monitoring    aE 
described    in    820222  application    For    License    GNM-42  renewal 
inadequate.  OA    program    should    Include    QC   of    environ   samnllno 
MONTGOMERY.  D.M.       Division    of  Emergency    Preparedness   i  Operational 

°r  aa/10/2i'       cfIOW'w-T.       Uranium  Fuel    Licensing    Branch.       app. 


BB11040SD5   PNa-II~a2-117:on    831O2B,  eval  uatlon    of   B20B1B  «,   30  urinalg 
determined    that   worker    overei.poseil    to    soluble   uranyl    nitrite 


during    first    yk    of    Ju 1    1903.  Substance    ingestion   caused    bu 

nai  1    bJ  ting. 

WfiAY,  J.  fl.  i     BARR.K.  P. 

15929:  172, 


Region  2,     Office    of    Director.       B2/10/2B.       lp. 


B211090247    Trip    rept    op    Q2IOQ4-OB    site    visit    re    unannounced    insp    of 
facility    during    License    SNM-4S    renewal    application  fc 
familiarization   w/neut    procen    operations. 

KETZLACH,  N.       Uranium  Fuel    Licensing    Branch.       B2/1I/02.       CROW,  H  T 
Uranium   Fuel    Licensing    Branch.       3pp.        16021:279. 

8311120092   Advises   of    issuance   of    Amend    17  to    License   SNM-42,  including 
oi-ganlidtional    changes    deicrlbed    in   920720    application 
PAOE.R.  Q.       Uranium  Fun  I    Licensing    Branch.       B2/11/03.       KELLV,  J  U 
Baicock    It   Wilcoi    Co.        [p.        16069:047. 

~ B21IlEOOa6   Safsty    evaluation   supporting   Amend    17    to   License   BNM-42, 
ineluding    organliat ional    changes    described    in   820720 

application, 

KerZLrtCH,  N.       Uranium  Fuel   Licensing    Branch.       82/ll/OS        4c-D 
14069:018. 

8211120315   Forwards   raq,uests    for    addl    info  re    B20222  renouial 
applicBtlon    for   Hcenae    6NM-1H   Ji    comments   T*   application 
dftcuiscd    at    B21004-OQ  m«»tlng.  Meeting    to    discuss    draft 
rnjionses    prudent.  Formal    responiOB    due    by    021231. 

KETZLACH.N.       Uranium  Fuel    Licensing    Branch.       B2/11/03.       KELLY.  J.  H. 
Batcock    t<   Uilcoi   CD.       23pp,       1606S:  339. 

Q2IIBS03B0   Forwards    nfviioJ~page»    to   B&IJ  Naval    Nuclear  Fuel    Div  820903 
r«qusit    for    full    approval    of   research    reactor    fuel    element 
facility. 

KELLY!  J,  M.       Babcack    fc   Wilcoi  Co.       B2/11/05.       PAOEi  R.  0.       Uranium  Fuel 
Lt  com  lug    Branch.       lp.       16301:009, 


DOCKET   70-0113    PENNSYLVANIA   STATE    UNW.  ,     UNIVERSITY    PARK,     PA 

B2111S0951    Application    for    amend     to    License    R-2,  char.g  ing    T,ch    5CI,C5    tr 
permit    use    of    non-TRIGA    fuel    e 1 ements , conta  ining    6   95X 
enriched    U   dlo.ide    fuel    pellets     in    subcritical    arragi 
uj/THIQA    core    t,    control    sys. 

CUWNINOHAM.  R,  0.        Pennsylvania   State    Univ.        B2/1O/1B        THOMAS,   c 
Standardllation   !.   Special    Projects    Branch          17pp.         16062-342        "  aay 
Flche:  90-003,  92/10/lB.  B21  1  1  505S1 


8211150586   Application    for    amend    to    License    SNM-75    to   allc 
dioiide    fuel    pel  lets-  enri  cherf     in   (J-235.  in    sub 
eiperimenta    u/Penn   State  Breaieale    reactor 
CUHMINOHAM.  R.  0.        Pennsylvama    State    Un 
Fuel    Licensing    Branch.        lp          !6062'359 
B211I50S51. 


ral 


82/10/18  Uranium 

4X   Fiche.  50-005,  aa/]o/io. 


DOCKET   70-0133    BABCOCK   i   WILCOX    CO.  ,     APOLLO,     PA 

9211120177   Forwards    certificates    of  financial 
decommissioning    coata 

JORDAN,  L.  V.        flabcoct    !:   Uilcoi    Co.  S2/10/O6. 

Recovery    Licensing    Branch.        5pp.  16067:183. 


siurance    for 


PAGE.  R.  0         Urdn  iii 


8211220426   Rectuesti    e.enption    from    certain   requirements    of    Liten 
SNM-145    fundamental    nuclear   matl    control    plan   Encl    uithheld 
(ref    10CFR2.  790). 

AUSTIfJ.M.A.        Baococfc    S.   Hilcoi    Co.        8S/1O/13.        EVANS,  L.  J.       Foe) 
Facility    Safeguards    Licensing    Branch.        ip.         16199:355. 


of    ]  oiu-eriT  i  ched 


8211120168   Notifies    that    vendor   will    cease   productia 
U   flouider    at    Apollo,  PA    facility    by    end    of   Mar    1983 
w/tomplete    phaseout    of   mfo    operations.  Arrangements    mill    be 
made    to    meet    w/NRC    to    diacuss    licensing    actions. 

AUSTIN.  (1.  A.        Babcoc*    (.   Wi  Ico.    Co.        82/10/13,        CROW,  (J   T.        Uranium 
Recovery    Licensing    Branch.        lp.         16067:378. 

82112203B5   Foruiards    page    revisions    to    d  emonst  rations    of   License- 
SNM-145    since    Oct    1981    suomi  tta  1.  Pages    include    revisions    to 
Section    II    portion    of     license    J,    health    !.   safety    evaluations 
manual.  IJ/thrae    oversize    drawing  s.  Aper  frure    cards    are    in    PBR. 
AUSTIN.M.A.        Babcock    It   Uilcoi    Co.        82/10/20.        PAGE.  R.  G.        Uranium 
Licensing    Branch.        44pp.        16:99:012. 


—  821122039B   Revision    1    to     "Health    t.   Safety    Evaluations    Manual 
BAUMAN.  T,  A.  .     AUSTIN,  K         Habcock    t.    Hilcoi    Co.        02/09/24 
16199:056. 


-B21 1230403   Revision    1     to    "Occupational    Health    !•   Safety    Procedure: 
Manual.  " 
«      Babeock    t  Milcoi    Co.       82/06/17.       27pp.       16199:122. 


—BB1 1220372  .Revised    pages    to  820903   requost    for    full    approval    of 
r«i  torch    reactor    fuel    a  I  ernent    fad  1  i  tu. 
«      aabcock    !.   Uilcoi    Co.       82/11/03.        Spp,        16201:070. 


-8211220-105   Revision    1     to    "Apollo    Emergency    Procedures   Manual. 
*      Babcock     t,   Uilcoi    Co.        B2/OB/17.        3pp          16199:  149. 


9311220106  Forward*  request  for  addl  info  required  for  final 
assessment  of  environ  impact  associated  u/proposid  license 
renewal  action, 

SHUM.E.  y.        Uranium   Fool    Licencing    Branch.       02/11/13,       KELLY,  J.  U. 
Qubcock    6    Wilcoi   Co,       3pp.       16198:346. 


&OCKET   70-0020    BABCOCK   I   UILCOX.     ALLIANCE,    OH 


G2110&02&0    IE    Insp   Findings    &  License*    Ack    dtd    821021    of   Llctnsia 
34-03043-03,  SNM-30  *   SUD-I2S9,  Insp    flndings.:no   nancompllano 
noted, 

SLAHIH8KI.W,  J.       Region   3-    Offict    at   Director.       Q2/IO/21,       lp. 
13933;  137, 


DOCKET   70-OOB9    HA8SACHUBETTS    INSTITUTE    OF  TECHNDLOOV,    CAMBRIDGE,    MA 

6211040216    Dlicutifts    IE    imp    of    Llconsts.    20-01337-OS,  20-01337-10, 
20-O3137-11,SNM-B1    (.  SUD-6B7  on    B20727-2B  %    forwards   notice 
of  violation, 

MARTIN,  T.  T.       Division   of   Englnairing    t>  Tschnlc*!  Program*.      B2/10/22. 
MADLETOH,  K,  R.       Massachuse tti    Institute   of    Technology.       3pp. 
13932:  079. 


-921123040i   Revision    1     to    "Manual    of    Respiratory    Protection.   " 

AUSTIN, M,  A.   ,     CORRIBONIi  R.  D.        Baococl    (.   Hi  Icoi    Co.       B2/O3/16.         13pp 
16199:  132. 


DOCKET   70-0143    NUCLEAR    FUEL   SERVICES,     INC..    ERMIN,     TN 

8511E90D11    Foruiards    interim   safety    measures,  addl    drawings   &  revised 
schedule    for    completion    for  const-related    items. Encl 
withheld    (ref    10CFR73.21). 

MICHEL,  C.  J.       Nuclear   Fuel    Services,     Inc.     (subs,     of    Getty  Oil    Co.). 
92/03/01.        EVANS,  L.  J.        Fuel    Facility    Safeguards    Licensing    Branch, 
lp,        16245:344. 

8211010093  Forwards   application    to   amend   License   SNM-124   re    safeguards 
ti  securitij   measures.  App  1  i  cation    withheld    (ref    IOCFP.S.  790). 
HEfJSLEY,  K.  D.       Nuclear   Fuel   Services,     Inc.     (subs,     of   Cetty  QiL     Co.). 
B2/09/03.        EVANS.L.J.        Fuel    Facility    Safeguards    Licensing    Uraixth. 
lp,        13894:  113. 

820B290109  FOIA    request    for    five    categories   of    info    re    faci 1 i t« .  Promp t 
response    essential    for   NHDC    to    submit    prepared    testimony    bij 
821001. 

HEISB.E,  R,       Harmon  i  Weiss.      WEISS,  E.R,      Matural    Resources    Defense 
Council.       83/09/15.      FELTON.  J.  M.       Division    of   Rules   and   Records. 
2pp.        16143:048. 


8211030375  Forward*  Revision   42   to    Fundamental    nuclear  matl    control 
plan. Revision    withheld    (rat    10CFR2.  790) . 

HENSLEV.K.  D.       Nuclear   Fuel    Services,     Inc.     (subs,     of   Oetty  Oil     Co.). 
Q2/09/20.       EVANS.  L.  J.       Division    of   Fuel   Facilities,    Materials     * 
Safeguards.        lp.       15940:290. 
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S20B290I13   FQIA    request    for    tuo    categories    of    info    re    facility. 
WEISS,  ER        natural    Resources    Defense    Count  i  1.       02/09/21. 
FELTCN,  JM         Division    of    Rules    and   Records         lp.        16143:090. 

--•9211170014   Requests    addl     info    re    ongoing    facility    proceeding,  NRC    will 
provide   820915   requested     info    subj     to   Commission   approval, 
pir   Q20919    telcon. 

HEISS.E   B.        Natural    Resources    Defense   Council,       82/09/21. 
DIRCKS.W        Office    of    the    Eiecutive    Director    for    Qpirations,        lp. 
16142   031 

B211Q10535    Informs    of    decision   to    partially    refund    fee    remitted 
u/620420   application    to   amend    License    SNM-124. 

MILLER.  U   0        License    Fee    Management    Branch,        82/10/06.       MICHEL.  C.  J. 
Nuclear    Fu«  1     Services,     Inc.     (subs,     of    Getty    Oil    Co.  ).        lp 
15S98   363 

G2UI90Q37   Responds    to    FOIA   request    for    seven    categories    of    info   re 
NFS, Eruin, TN    fac 1 1 i ty. Document s     listed    in   App    A   available    in 
FOB 

FELTON,  J.  H         Division    of    Rules    and   Records.        B2/10/OB        WEISS. E   fl 
Harmon    (.   Hem         5pp.        16157.001. 

--3207200526   Requests    1     to    2    day    visit    be   approved    to   allow   three    QHNL 
personnel    to    tour    plant    i,    discuss    potential    accidental 

MICHEL, C   J         Licensing    Process    !•    Integration   Branch         B2/07/09 
MICHErtL.C.  J         Nuclear   Fuel    Services,     Inc.      (SUDS,     of   Oe t ty    Di  1    Co,  ), 


IP. 


1615B    09B 


— 9311190039  Rejponds    to   Comment    3    of   NRC   911315   review   of    radiological 
contingency    plan    for   Ermin.TN    insta  1  lation.  Rationale    for 
including    accidents    in    respective    classes    provided. 
MANSER. U   C.        Nuclear    Fuel    Services,     Inc.      (sobs,     of   Gettu   Oil    Co    ) 
B2/05/24         PAGE.R    G        Uraniur,    Fuel    Licensing    Branch 
I£15B.O?0 


5pp. 


-8311190043  Application    to    amend    License   SNM-124,  permi  tting    installation 
of    neu   ventilation    sys    to    combine    gaseous    effluents    from 
highly    enriched    U   processing    t    lab    areas    !.   discharge    from 
one    emission    point 

£i™L;C   J         Nuclear   Fuel    Services,     Inc.      (subs,     of   Gettu    Oil    Co.) 
82/09/05.        PAGE.R   G        Uranium   Fuel    Licensing    Branch,       33pp. 
1 6 1 5B . 1 00 

-8211190045   Requests   G   Kosinsk,     technical    assistance  to    evaluate   NFS 
ermin,  TN   facility    gaseous    effluent    tys 

KEHMA.M.  D.        Region    3,     Chicago,     Safeguards    Branch.  79/12/19 

FLETCHER.D.        Cak    Ridge    National    Laboratory,       3pp.  16133:133. 


— 821  1190047   Discus 


11190047   Discusses   NFS    claim    for    contract    price    increaie 
of   addl    safeguards    requirements   NFS    has    accurately    cited 
several    license   conditions    imposed    by  NRC    during    1980 
requiring    addl    manpower. 

D'REILLY,  J.  P.       Region   2.     Atlanta,     Office    of    the    Director 
^1/03/01).        Bl/01/27.        ERICKSON.B   11.       Energy,     Dept      of 


S   as   result 


-8211190048   Discusses   NFS    claim    for    contract    price    inc 
of   addl    safeouards    requirements    imposed    by   NRC.  NFS 


implementation  of    regulatory    requirements    acceptable  NRC 
cannot    consent    on    "Estimated    Cost    Impact    " 
O'REILLY.  J.p        Region   2,     Atlanta,     Office    of   the    Director 
BO/06/30.        ERKKSON.DH.       Energy,     Dept.     of         lp.        I^Sgj 


on  820920-24. 
4  Technical  Program,,  82/10/12. 
""'  'SUbs  «'«•««  Oil  Co.). 


B21 1230333  Forwards    DOE   testimony    addressing    iaiuos    cited    in   Commi flB i  on 
600626  hearing    order. Aval  labl I i ty    of    nuclear    fuel    is 
unequivalent    natl    security    requ iremen t,  NFS    is    sole    supplier 
of   naval    fuel    for    nuclear    powered   warships. 

MCKEE.K.R.       Energy,     Dept.     of.        B2/10/13.        P ALLADINO,  N.  J,  , 
HHGARNE,  J.  F,  .     GILINSKY.V.        Commissioners.        3pp.         16103:110. 

--B21I23Q348  Testimony    of   WP   Engel.JP    Zimmer    !.  HA  Oui  da,  Fraquon  t    or 
eitended   shutdown   of  NFS  uould   he    Inimical    to    common    d*f«nm 
I/  natl    security    due    to    essential    role   of    plant    in    naval 
nuclear    propulsion    program. 

ENGEL.U.P.,     Z1MMER,  J   P.  ,     GUIDA,  R,  A         Energy.     Dapt.     of.        03/10/13 
81pp.        16183;  121. 

— B211230363  Affidavit    of   J  Lehman,  Secretary    of  Navu.NFS.BB    tola 
supplier   of    naval    nuclear    fuel    matl.ls   essential    element    of 
natl    defense.  Uninterrupted   operation   vital    to    natl    security 
Certificate    of  Bvc    end. 
LEHMAN,  J.        Navy,  Dept.  of.        82/09/29.        4pp,         141B5:204, 

B21129QQ19  Forwards   Revision   43   to   Section    1.  0   of    fundnmontnl    nuclear 
metis    control    plan,  per    10CFR70,  32,  Mods    do   not   docronse 
effectiveness     of    p  Ian.  Rev!  sion    withheld    (ref    10CFR2.  790) , 
HEWSLEV.K.D.       Nuclear   Fuel    Services,     Inc.     (subs,     uf   Oettu   Oil    Cn    ) 
B2/IO/13       EVANS.L.  J,       Fuei    Facility    Safeguards    Licensing    Branch 
lp.        16245:340. 

0211150577   Forwards     IE    Insp    Ropt    70-0143/82-36    on    820921-24.  No 
nonconp 1 iance    noted. 
GIDSQN.A.F.       Division    of    Engineering    t,   Technical    Programs        Ba/10/la 

HANSER.W.C.        Nuclear    Fuel    Services,      Inc.      {subs,      of    Oettu    Oil     Cti    ) 
2pp,        16063: 096.  '     ' 

— B2111S0584    IE    Insp    Rept   70-01 43/B3-36    on  H20f21-24.No   noncomp  linnce 
noted. Major    areas    inspec  ted:  f  ol  loiuup    on    IE    info    notice*   t, 
inspector    identified    items   it   previously    identified 
enforcement    matters. 

KAHLE.J.B.,     iMRR.K.P.       Division   of    Engineering    &    Technical 
Programs,       B2/10/I3.       Spp.       16063:098, 

8211170017  Respond*    to  FOIA   requests    for    seven    categories    of    i n hi    r« 
facility.  Forwards    documents    listod    in   App   A.  Document* 


available  In  PDR,  Search  for  addl  documents  continuing 
FELTOfJ,  J,  H.  Division  of  Rulos  and  Hecorda,  82/10/19 
Harmon  t,  Weiss.  17pp.  16H2-053 


HEISB.E.  H, 


iiJIS         »n«a  I     vlolfltll>n   frnm   *"»P   on   020907-10,  Noncomp  1  i»n(  a 
noted,  on  820908,  tua   greater    than   4    liter    capacity    cantainar  a 
t.   one    large    plastic    liner    in   302-3   production   area    did    not 
have   corner    cutout. 

3°n    °(   En9inBBrir">   *   T":hnical    Programs,       02/09/31.        lp, 


OT1   320601-11    fc 


—8211170036  Notice    of   violation    from    imp   on    B20601-11    fc 
?,.?i  of   En9inaEring   t    Technical   ProoramB,       B=>/, 


0S/07/03.        lp, 


—821117003?   IE    Insp    Kept    70-0113/82-3-1    on  850601-11    i,    16-ln 
Noneomp    lance   noted:flH0930  accidental    lost    of    hioh    Bnrici.e 
CC  P"""""'    rEqulrBmPnt.      r":'M 

™ 


-33I  1230182    IE    Safeguards    Insp   Rept    70-0143/82-3S   on   B20920-24    No 
nQnconplunc.   noted  Major  areas    inspected  :  1  uensee 
corrective    action   on   previous    violation,  securitu 


Insp  fiept 


^r,^^^ 


-S21I170051   Details    I    of    IE    Insp    Rept    70-01fl3/81-17 
'  ""*"    °fPICB    °f    th 


H 1/00/07, 


'      RB3ion   s'    Atlanta,    Office-    of    tli.    Director 

BI/OS/OS,     DUESTER.R,     Nude.r  FU.I  s.rvic., 

of  (Jetty   Oil    Co.  ).       lp.       16143-129  B.pvtcn 
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-0211170006  Ac  *    receipt    of    G10716    Itr    informing   NR.C   of    steps    taken    to 
correct   violations    noted    in    IE    Insp    Rept    70-0143/81-11. 
Response    to    App    H    Items    I  nadequate.  NRC  anticipates 
supplemental    response    by    810731. 

KELLOOQ.P,  J.       Reactor   Project    Branch    3.        01/07/29,       MANSER,  W.  C 
Nuclear   Fuel    Services,     Inc.      (subs,     of   Oettg    Oil    Co    )         Ip 
14143:  164, 

-B311I70093  Advises    that    IE    Insp    Kept    70-0143/00-01    t.    licensee    response 
•f  oriiiardeil    to    IE   headquarters    fur    do  term!  nation    of 
uithholiJinD    imp    rept    Attachment   A    per    10CFR2,  790,  in 
response    to    300630   request. 

HENNA,  W.  D.       Region   2,    Atlanta.     Safeguards    Branch.       00/07/10. 
MANSER.  W,  C.        Nuclear    Fuel    Services,      Inc.       (subs,     of    Gutty    Oil    CD     ) 
Ip.        16143:   187. 

-8211170095  Ack    receipt    of    000333    Itr    informing   NRC   of    step*    talen    to 
correct   violatiqn    noted     In    IE    Insp    Rept    70-OH3/77-44. 
Adequacy    of    reiponse   mill    be    addressed   during    subsequent 
insps. 

O'REILLY!  J,  P,        Region    2,     Atlanta.     Office    of    the    Director. 
80/Q'l/29.        MANSER,  W.  C,        Nuclear    Fuel    Services,      Inc.      (subs       of   Qrttij 
Oil    Co.  ).        Ip.       16143;  190. 

-B211170101   Advises    that    liccnuee    procedure    for    evaluation   of    shipper- 
receiver   difference    acceptable    until    spacific    guidance 
disseminate  d,  provid  i  ng    methods    for    evaluating    difference    un 
Individual    container   !.    shipment    hasls    included. 
HENNA,  W.  C.        Region    2,     Atlanta,     Safeguards     Branch.        60/06/03. 
MANSER,  W.  C.       Nucloar    Fuel    0orvicEB,     Inc.      (subs,     of   Getty,   Oil    Cn.  ) 
Ip.        16143:   190. 

'8211170106  Notifies    that    Installation    of   ammonium   fluoride   pump   will    bi 
delated    until    G1O313   due    to    equipment  vendor    strike. 
MANSER,  U.  C.       Nuclear    Fuel    Services.     Inc.      (nubs,     of   Getty   Oil    Co.). 
91/03/09.        Q'REILLV,  J.  P.        Region    2,     Atlanta.     Office    of    the    Directoi 
(01/03/01).         Ip.         16143:306. 

-6311170110  Forwards    outline  fc    general    doscr  i  p  ti  on   of  OA   program    for 
bloassay    t<    counting    laba,per    telcons    between   CJ  Michel    t< 
0  Hontgomor  y.  Comp  lotc    proposed    prog  ram  uii  1 1    bo    provided    bij 
B2Q915. 

HrtNSER.IJ.C.       Nuclear   Fuel    Services,     Inc.      (sub*,     of   Getty   Oil    Co.). 
02/00/33.       QlflaON.  A,  F.       Division   of    Engineering   t-   Technical 
Programs,        3pp.         16143.207, 


-8211170155   Repts    B2Q530    occurrence    in    which     raffinate    flowed     outside 
high    enriched    scrap    plant    due    to    defective    seal     in   recycle 
pump.  Caused    6y    cracked    dyke    uall.Dyke    temporar  1 1  u.    repaired 
Detailed    event    analysis     encl. 

MANSER, W.C.        Nuclear    Fuel    Services,      Inc       (subs      of   Getty    Oil    Co    ) 
62/06/07         O'HERLY.  J.  P.       Region    3.     Office    of    Director         4pp 
16143   255 

-8311170160   Agrees    to    unescorted    access    of    personnel     listed     in    NHC 
620412    Itr     to    protected    area    of    Fac i  1  i ty,  under    condition    of 
compliance    ui/attachccJ    NFS    employee    requirements. 

MANSER,  IJ.  C         Nuclear    Fuel    Services.      Inc        (subs       of    Getty    Oil    Co    1 
B2/05/IB         MCGUIRE.O   R         Region   2,     Office    of    Director         3pp 
16143. 259 

-B21117Q166  Forwards  proprietary  procedures  re  alarm  si;s  on  U 
heiafluoride  process  control  £  main  process  stack-  monitor, 
per  811027  telcon  M/o  ends. List  of  procedures  end 

MANSER.  W.  C.        Nuclear    Fuel    Services,      Inc        (subs      of   Getty    Oil    Co.   ). 
01/11/09.        O'REILLY.  J.P         Region    3.     Atlanta,     Office    of    the    Directov 
<B1/03/01  1.        2pp.        It  143.  31,3 

-0211170169   Forwards     Lsotopic    data    for    samples    on    which    duplicate 
analysis    were    completed,  psr   NHC    BI0730   *    OB17    requests    Work 

impinger    solutions    continuing. 

MANSER.  W.C.        Nuclear    Fupl    Services,      Inc.      (subs,     of   Getty    Oil    Ca.   ) 
81/08/35         O'REtLLY.J   P         Region    2.     Atlanta,     Office    of    tho    DireLtov 
(B1/03/O1).        3pp.        16143   364 

-8211170174    Advises    that    NFS   mill     continue    employing    Smi th-Sreenberg 
impinger    method    for    sampling     soluble    U    in    environ. per    NRC 
8 J 0730    Itr    Raj   counting    data    for    isotopic     analysis   mill    be 
submitted.  Perimeter     impinger    sample    data    encl 

MANSER, U   C.        Nuclear    Fuel    Services,      Inc.      (subs,     of   Getty    Oil    to.  ) 
91/O9/1B.        O'REILLY, J   P         Region    2.     Atlanta,     Office    of    the    Directoi 
(81/03/011          2pp.        16143:367 

-S21U70IBO   Advises    thai    stack    sampling     line    diameters   uill     be     increased 
per    recommendations    set     forth     in   Nuclear    Air    Cleaning 
Handbook    for    flow    rate    of    40    1pm   rather    than    decreasing 
sampling    f  1  oul    to    10    Ipci    Mods    will     be    completed    by    B10B31. 
MAUSER,  W.  C.        Nuclear    Fuel    Services,      Inc.      (subs,     of   Getty    Oil    Co.   t. 
81/07/15.        O'REILLY,  J.  P.        Region    2.     Atlanta,     Office    of    the    Director 
(EII/O3/O1).         Ip.        16143    267 


-3211 1701 16  Forwards    "Rapt    of    Investigation    &   Follouup   Actions, 
Rflrfiomotrlc    Measurement    Programs,"    per   B2O702   commitments. 
OA  program    iiiill    bo    provided    by    020919  b    description   outline 
by    830H30. 

HrtNSER.W.C.        Nuclear    Fuel    Rnrvices,      Inc,       (HUOB.     of    Getty    Oil    Co,   >. 
Ba/OH/13,       OIBSON,  A.  F,        Division    of   Engineering   &   Technical 
Programs.         Ip.        16143:210. 

-9211170120    "Uept    of    Investigation   'j   Follotuifp    Ac  tions,  Rad  iometric 
Meaiuremont    Program.  " 

t      Nuclear    Fuel    GorvlcoH,     Inc,      (subs,     of    Ootty    nil    Co.).       Q2/OB/16. 
2Gpp         16143:  211. 


-BP11170103   Forwards    Hldg    233   stack    = 
URC    010420    request. 

I1ANSER,IJ.  C.  Nucloar  Fuel  Service? 
SI/06/11.  O'ftEILLY.J.P  Region  I 
(0I/03/O1)  6pp  16143  27O 


npling     data    for    Jan-May     19Bl,pei 


Inc.      (subs      cf   Getty    Oi  1    Co.   1 
Atlanta,     Office    of    the    Directi 


-B2I1I7O1B7   Requests    that    completion    date    for    reducing    all     sampling     Hou 
rates    from    40    to    10    lp"i    be    attended     to   0IO715   Extension 
necessary    to    re-evaluate    possibility    of    increasing    sampling 
line    diameters    instead    of    decreasing    sampling    flams. 
MANSER, W   C.        Nuclear    Fuel    Services.      Inc.      (subs      of   Getty    Oil    Co.  J 
81/O5/12.        O'REILLY. J   P.        Region    2.     Atlanta,     Office    of    the    Directoi 
(Bl/03/01).        3pp.        16M3   276. 


-0311170127   Forwards     "Hopt     of     Initial     Inve  nt  Igati  on   !c   Fol  louiup    Aetionin 
Qloagiay    (Ur  innl  y»  i  a  )    Program,"    per    B20702   commitment, 
MANSEHiH.C,       Nucloar   Fuel    Services,     Inc.      (aubn,     of  Getty   Oil   Co.  I. 
B2/07/11?,       OIHBONiA.F.        Division   of    Engineering   t  Technical 
Programs,        Ip,        I6H3:  331, 

-B211170iai   "Fiopt    of    Initial  Investigation    (.   Follouup   Ac  fciona,  DioaBHaij 
(UPinaly»i<)    Program."  „,,,-,,,„ 

•      Nuclear    Fuel    Services,  Inc.     dubs,     of    Ootty   Oil    Co.).      82/07/19. 
20pp.         16143:2.12. 

-8211170143  Advises    tliat    rcvioui    of    discard    record*   revealed   no    discharge 
from  MBA    12    lab   monitor  Ing    tank    since  830614.  Investigation 
initialed    b    discharge    flow   restored    by    probing   !.   underground 

MANSER,  W.C,       Nucloar   Fuel    Services,     Int.      (BUba.    of  Oetty   Oil   Co.  ). 
02/07/09,       QlflBON,  A.  F,       Division    of    Engineering   d  Technical 
Program!.        Ip,        16143:  232. 


eriodic 
d 


-8211170147  Request*    analysis    of    "fine    sample    containing    U  i   p 
urine    »poclmen*    containing    known   quantities   of    high    enriche 
U   to    test    analytical    accuracy    on   continuing    basis. 
MANSER,  W.C.       Nucloar   Fuel    Services,     Inc.      (subs,     of   Oetty   Oil    Co.). 
B2/07/I3.       MONTGOMERY,  D,       Region   2i     Office    of   DirBctor.       Ip. 
16143:  SS3. 

-3211170150  DUcui»B!    commitment    re    bioanay    program,  liquid    effluent 
impingsr    lolutlons    t,   lOil.OA    program  will    be  revised    per 

MANSER,  H*C.  '     Nuclaar   Fuel   Service..     Inc.      (subs,     of   Q*tt<i  Oil   Co.  ). 
82/07/02,       OIBflON.  A,  F.       Division   of    Engineering   d   Technical 
Proorams.       Ip,       16113;  254, 


-8211170193   Forwards    feasibility    evaluation    of    installing    alarming/ 
recording    stack    monitor    on   nain    stack    of    Qldgs    302/303    for 
earlier    detection    of    major   releases, per    NRC    B01009   request. 
Plan    can    be     implemented    by    81O13I 

MANSER, W.C.  Nuclear  Fuel  Services,  Inc  (subs,  of  Getty  Oil  Co  ). 
80/1O/22  GIBSON, A. F  Region  2.  Atlanta,  Office  of  the  Director 
5pp  14,143:350 

-8211170197   Repts    that    U-234    cone  nitrations     from   main    process     stack    of 
Bldgs    302/303   eiceeded     1QCFR2O,App    Q, Table    I    spec    for    over 
7    consecutive    days    Temporary    daily    air    scrubber     insp 
established    Dally    summary    of    staci    monitoring    encl. 

HANSER.W   C         Nuclear    Fuel    Services,      Inc.      (subs,     of   Getty    Oil    Co.   ). 
80/07/08.        O'REILLY, J   P         Region    2,     Atlanta.     Office    of    the 
Director.        6pp.        16143:  355. 

-8211170301    Forwards    proprietary    Ltrs    of   Author  i  lation    1237-K-8   t- 
13I7-M-12   &    Revisions    2    i    3    to    SOP    266,  per    J   Hahle   request. 
(l/o    ends.  ,    „      , 

MANSER, W.C.        Nuclear    Fuel    Services.      Inc.      (subs,     of   Getty    Oil    Co.   ) 
79/09/14.        GILLESPIE,F.  P         Region    2,     Atlanta,     Safeguards    Branch. 
2pp.        16144:030. 

-8211170206   Advises    that    RESL   mill    perform    independent    analysis    of 
licensee    B20713    spited    urine    sample. NRC    cannot    provide 
periodic    urine    specimens    spiked   u/knoun   concentrations    of 
high    enriched   U    for    OA    purposes 

GIBSON.  A.  F.        Division    of   Engineering    R   Technical    Programs 
02/iO/lS.        MANSER.  U   C.        Nuclear   Fuel    Services,     Inc.      (subs,      of   Getty 
C?jl    Co.   )          Ip.        14,114:026. 
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-821 1  1 70212   Forwards    summary    of    020235   meeting   u/licensee    in   Henion   2 
ofe,  Atlanta, GA    re     licensee    proposed    responses    to    notice   of 
significant    findings    >,     inspector    follouup     items    from   Health 
phones   appraisal    Attendance    list    end. 
D'REILLV.J    P         Region    2.     Office    of    Director.       83/03/30 

™U,44    OK'""    FU"    SerV""1     'nC       "Ub°      °f   G'ttV   °"    «'•'• 

-B2I117Q217   Returns    311107    Procedures    366   6    NFS-HS-0-23   re   alam    3ys    Dn 
<J   leiafluof  ide    process    control    ',   nair\   proceis    stack    monitor 
,'JSC    comnen^s    or    procedures    documented    in    IE   Insp    fleets 
70-0143/62-05   ',    70-0143/B2-OA   W/o    encls 
CIBSON.A   F         Divis.cr    of    Engmeering    !,   Technical    Programs 

nrtUSER,  W   C         HucUar   Fuel    Service*,     Inc       (,ubs.     oFGi-ttu 

-in  » 


B2/03/ 
Oil  to 


lp 


03S 


-B211I70237   Foruards    summary    of    91081!    meeting   u/licensee    in   Region 
ofc, Atlanta. GA   re    plans    I    schedule    of    implementation    for 
physical    security    ',    ventilation    sys    upgrade   at    facility. 
Attendance     list    end  v 

Q'REILLV.J    P        Region   2.     Atlanta,     Office    of    the    Director 

^broToetfy^  ,™^'ciL^rruei  s-'«-  *»<• 


--02170294   Conf.rmat.on    of   action    UP    re   corrective   action,    1  icBnaOO 
uill    undertake    to    alleviate    deficiencias     in    stack    .ampling 
program   to    assure    full    compliance    m/LUen.e   Condition    ai.per 
IE    Insp   flept    70-0143/80-34   on    801103-04. 
O'REILLY,  J.  P.        Region    2,     Atlanta,     Office    of    the    Director 

iMr  Fucl  —  '" 


routinely     inflpect 


~W 


«Mu   l  h  rouney 

racility   1    should    be    granted    unescorted   BCCBBB    to    protectod 
areas^Brief    site-specific    orientation   to    ppr.dnn.i    „ 

^,^.5i:  ^r--  " 


::::;,-:.:'"  »:»  — 

•"«•»""    Hl.-.p.ciMt    .rl.nt.li.n   ,„    ,.?„„„„'',"'" 

•''' 


for    fu 


the 

impinger    technique 
O'REILLV.J    P         Region    2, 
(01/03/011          SI/07/30 
'sub?      of    Oettij    Oil    Co    I 


=  rCVle'J  D'   Ev«'«-*i-n  "f  Smith-Or.tnk.PB 
r  Sampllng  Soluble  U  in  Environ,"  reveals 
a^pUng  6  analysis  of  environ  air  using 


Atlanta.     Office    of    the   Director 
MANSEH.W.C.        Nuclear   Fuel    Service,,      Inc 
2pp         1614'!.  049 


wo 


upgr 


,. 

de    Upgrade    spets   t,    configuration    encl 


0'fiEILL>',J    P         Hegl0n    5,     Atlanta,     Office    of    the   Director 
81/03/01,         ai/O^/W        HANSER.U.C         N.cl  ear   F^?   ^  "?   es,     Inc 
fsub,       Of    Gett^   OH    Co     I         fipp         1414-1051.  ev'"s,     inc. 


.„  „,  „„,„,  „,„„.. 


of    the   Director 


'°  -9'    -«»«!   u,/l,»n...    in  Region  2   ore 
evaluat.on   of    apparent    personnel 


lp        16144:091, 


. 

BubB.     of   O.tty    Di  1    Co.  (, 


^ 

tiD 


Director.          p        16  M      095. 


of      „„ 


phys 


,  O.ttg   „„„ 


::  :r  NRC  ?Brionnei  •• 

appraisal    of    health 

s  tomati  •»«••» 


F»l    Service,,     Inc. 


ate  ft   ]oca, 


Dir.ctor,        )p.       161096. 


'91/03/OH. 


•-   of  o.,t,  an 

Offic,    of    th. 


*•  «  - 
«'  ••**  on  C 

of    th,   Diroct 


in  ll*u  of  routi 
O'HEILLV.J  P    R 


am  it  facility 


. 

guard,   Qr«nch.       jp, 
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— B21H7Q34J    Requests    eitonsion    for    preparation   of    detailed    sJiipper/ 
receiver    statistical    procedure    to    evaluate    another 
recommended    statistical    method, Proc edure    expected   uithin 
60   dags. 

MAMSER. W  C.  Nuclear  Fuel  Services,  Inc.  (suba.  of  Getty  Oil  CD.  ) 
00/04/22.  HENNA.  U.  D.  Region  3,  Atlanta.  Safeguards  Branch.  Ip. 
16144:  117. 


-B211170349  Adviies    that    commitment    t 

equested    lengths. Add!    39  day 


start    using    19-jtrand    wire    b« 
791015.  in    application    of    Type    E    sea  Is,  del  aijecl    duo    to    luire 


supplier   problem  u/euttlng    to 
required    to    deliver    uiire. 
MANSER,  U .  C.        Nuclear    Fuel    Services,     Inc.      Isubs.     of    Gettg    Oil    Co.   ), 
79/10/18.        HENNA.  W.  D         Region    2,     Atlanta,     Safeguards    Branch.        Ip. 
124. 


-B211170352  Forwards    response    to    NRC   B2O325    Itr    re   violation   noted    in    1L 
Insp    Rept    70-0143/82-07.  Correct  ive    actions:  air    sample    pumji 
in    Dldg    233    replaced.  One    inoperative    sampler    doe?    not 
constitute    unreprasenta ti ve    air    sampling. 

MANSER, W   C.        Nuclear    Fuel    Services.      Ir.c.      (sobs,     of    Getty    Oil    CD.   ). 
ea/Ofl/ZO.       GIBSON,  A.  F.       division    of   Engineering   !<   Technical 
Programs.        2pp.        16144:134. 

-8211170355   Confirms    B2O52D    tolcon    re    interim    corrective    actions    on 
airborne    radioactivity    levels    in    lube   cleaning    room  & 
general     levels    of    surface    contamination     in    process    areas. 
MANSER.  W.  C.        Nuclear    Fuel    Services,      Inc.      <subs.     of    Getty    Oil    Co.   }. 
BS/Oi/15.        GIBBON,  A.  F.        Division    of    Engineering    !.    Technical 
Programs.         Ip.        16144:  !  37. 

-8211170361    Forwards    response    to    NRC    £110921  Itr    re    violation    noted    in    Hi 
Insp   Rept   70-Q143/B1-24.  Corrective    actionsrstd    radiation 

uorl!    permit    procedure   will    be    revised    by  B11119    to   require 
posting    of    permits    at   uork    site. 

HAWSER.  W.  C.        Nuclear    Fuel    Services,     Inc.  (subs,     of    Getty    Oil    Co.   ) 

81/10/21.        KELLOGG.  P.  J.        Reactor    Project  Branch    2.        3pp. 
16144: 165 

-B2IH70364    Forwards    response    to    NRC    B10728  Itr    re  violation    noted    in    II: 
Insp    Rept    70-0143/81-17.  U/o    end. 

MAUSER,  W.  C.       Nuclear   Fuel    Services,     Inc.  (sunn,  of  Oetty   Oil    Co.  ). 

BI/09/20.        KGLLOSG,  P.  J.        Reactor   Project  Branch  2.        Ip.        16114:170. 


-S31117O3S6   Advises     that    License    Condition    2.3    af    Amend    MPP-l     to    Liren 
StJM-124   deleted. 

EVANS,  L.  J.        Fuel    Facility    Safeguards    Licensing-    ilranch.        02/08/13. 
HENSLGV.K.D.        Nuclear    Fuel     Services,      Inc.      (suos.     of    Getty    Gil    Cn.    1. 
Ip.         Iil44.  275 


issued     to    Amend     MI'I'-l 
«b-day    extension 
s     for   B2OB1 1 


-9211170399  Advises  thai  neu  license  conditic 
License  SNM- 1 24,  g ran t ing  B20903  request  f( 
for  completing  10CFR7O  51(e)(4>  re-qu  i  reme  i 
high  enriched  U  physical  inventory. 

EVANS, L.  J.        Fuel    Facility    Safeguards    Licensing     Dranch          B2/OV/1O 
HENSLEY.K.D         Nuclear    Fuel     Services,      Inr..       (subs       of    Getty    Oil     Cn     ). 
Ip.         1414-1.276. 

-B211170392   Forwards     neu>    License    Condition    5 .  h    to    Amend    MPP- 1     of    Lic.oTu.tt 
SNI1-124,  gran  ting    8^0^13    request    for    exemption    involving 
limit    of    error    calculations,    associated    u/  I  nventor  ij 
differences    for   Plant    III. 

EVANS,  L.  J.        Fuel    Facility    Sat  egua  rds    Licensing     [tranch.         !3E/(Wl!i 
HENSLEY,K.D.        Nuclear    Fuel     Services,      Inc.       (sub*       of    Getty    Qi]     <Jn.   ) 
3pp.         16144:  377. 

-B211I703?5   Advises     that    Amen  if    MPP-1     to    LicensB    ilNM-121    amplified    by 
revising   License    Condition    ?    l.C    to    i  ncor  p  ttra  t  n    Bi!QS24 
Revision   4    to    site     securily     training     plan 

EVANS,  L.  J.  Fuel  Facility  Safeguards  Licensing  Brancli  OS/OH/OW. 
MICHEL,  C.  J.  Nuclear  Fuel  Services.  ITIC  Isutis  of  Gottij  Oil  Co.  3 
Ip.  16144;  200, 

-82!  1170393   Advises    that    63O713    amends     to    physical     protection     plan 
describing    physical     protection    measure!    for    upon    storage 
area    *    physical    vapor    dcpoiition    ncfTdtion    ,it     facility     meet 
provisions    of    EOCFII7O    3R(B). 

EVANS,  L.  J.        Fuel    Facility    Safeguards    .Liconaino     Hranch          03/OU/1H. 
MICHEL,  C.  J.        Nuclear    Fuel     Services,      Inc.       (&uh5.      of    C!otly    Ui  I    Co.   I. 
Ip.         16144    2B1. 

-0211170403   Forwards    Revision    25     to   t-lf-'S    fundamental    nuclear    mil  L 1     cuntvul 
plan     dtd    June    LIBl.tio     fees    ap  f  1  it  =iu  1  c    to     I OCFIH  70    r^rjuirotf. 
Revision   ui  thhald     (rof     10CFR2    7'JO  I  . 
HENSLEViK,  D.        Nuclear    Fuel     Services,      Inc.       (subs       of    Gfitty    liil    CH     .1. 

B1/O7/O2.        ER1CKSON.R    A.        Material    Transfer    ®af  pg  UCI.-E!  5    Lie  mis  i  nil 
Branch.         Ip.         CA144;2B3 


-B2IH70367   Forwards    response    to    NRC    B10B03    Itr    re    violation    noted     in 
IE   In&p    Rept    70-0143/81 -14.  Re  sponse   withheld    Iref 
IOCFH2.  7"?0>. 

MANSER. (J.  C.        Nuclear    Fuel    Servicea,      Inc.      (aubs.     of   Qettu   Oil    Co.). 
Bl/Oa/25.       LEWIS,  H.  C.       Division   of    Resident   H.  Reactor   Project 
Inspection,        Ip.        16144:  173. 


-BH1 1 170406   Forwards    B0031B    He-vision     13     to    NFS    f  ui.,l;impnla  I     n.itli.'.n-    i 
control    plan-No    fees    .applicable     to     10CFfll7O   requirej 
Revision   withheld     (ref     10CFR2     790 > 

heNSLEV,  K.  D.  Wucloar  Fuel  aervice5,  Inu  (anbo  vt  Octty  Oil  C  n 
BO/O3/27.  PARTLCJU,  J.  G.  riateriiil  Cintru  I  Licnnsing  Rrancli.  1  |i 
16144:234. 


-8211170373  Forwards    revised   License    Condition   2.1    !<  new    License 
Condition   4.?    to    Amend    MPP-1    at   License    SNK-134, 
incorporating    Revision    36   to    Chapter    4.0    of    fundamental 
nuclear   natl    control    plan  i    r  en,ui  rement    to    bias    corrections. 
EWNS.  L   J.       Fuel    Facility   Safeguards    Licensing    Branch.       82/07/09. 
HeMSLEY,  K.  D.        Nuclear    Fuel    Services,     Inc.      <subs.     of    Oetty    Oil    Co.   ). 
3pp.        16144:266. 


— BH1I17O41I    Forwards    neu    slalorienl    of     unrk     for    contriicl     "liv-F'ror 
Control    of    SNM,  "    awarded    to   Science    A  pjili  cations,  [  DC    to 
provide    evaluation    of    cost    t>.    feas  i  b  i  1  it-y     of   des  15111110    mat  1 
control    t<   accountability    sys    W/D    encl. 

CHAPELL.O.n.        Division    of    SafogunrJs.        BJ/IO/15         Hftl-IEiFIJ,  U    C. 
Nuclu-ar    Fuel    Servicea.     Inc.     <siihs.      of   Qnt  ty    11  i  1    To    t          I  p 
16144- 2BS. 


-6211I7037S  Advises    that    neui    license    condition    issued    to    Amend   MPI'-I    nf 
License   SfJM-124.  grant  ing    B20701    request    for    5-da»   eitension 
far    completing    10CFR70.  51 (o K 4 )    requirements    for  B20609  high 
enriched    U    physical     inventory. 

EVANSiL.J.       Fuel    Facility  Safeguards    Licensing   Branch.       B3/07/09. 
KENBLEV.K.D.       Nuclear   Fuel    Services,     Inc.      (subs,    of   Getty    Oil   Co.  ). 
Ip.        1A144:  36<7. 


-B2H17O418   Advises    that    mods     to    SNH     transfer     vehicle    (-    p 

changes     In    progresa    per    NliC    requirement    t  o    oinSudp    veil  ic  It! 

from    entering    matl     ar.cess    areas. NI-LI    requJ.  r  Bmcnl    will     tie 

ImpleTientHil    620610. 

MICHEL.C.J.        Nuclear    Fuel     Services,      I  nc        lambs       of    Gt'ttij    1)1  1    C(t.    I 

S2/05/27         EVANS.  L.  J.        Fuel    Facility     Safeguards    Licensing     llr,-iricli. 

Ip.         16144:  303. 


-8311170378  Advises    that    neu   license    condition    issued    tp    Amend    MPP-1    nf 
License   aNH-124i grant  ing   S20714  request    for    13-day    delay    for 
completing    reconciliation   of    B3Qhl&    1  oui   enriched   U   physical 
inventory. 

EVANS. L.J.       Fuel    Facility   Bafegoardi   Licensing    Branch.       82/07/14. 
KINSLEY,  K.  D.       Nuclear   Fuel    Services,     Inc.      (cubs,     of   Oetty    Oil   Co.   >. 
Ip,       16144:370. 

-83111703HO  Advises    that    ncu   license    condition    issued    to    Safeguards 
Amend    MPP-1    of   License    SNM-124. granting    030719  request    for 
eiemptions    from   requirements    af  License    Conditions   2.  1    d 
2.19    involving   matl    control    supervision, 

EVANS,  L.J,       Fuel    Facility   Safeguards   Licensing    Branch.       82/07/23. 
HGUSLEV.K.  D,       Nuclear   Fuel    Services,     Inc.      (subs,    of   Oetty    Oil    Co.  ). 
Ip.        16144:271. 

-9211170394  Forward*    revised   License   Condition   2.1    b  deleted    Licence 
Condition    9.2   of   Amend    MPP-1    to  License    BNri-124. 
incorporating    BH0611    Revision    37    to   Chapter   9.0  of 
fundamental    nuclear    matl    control    plan. 

EVANS,  L.  J.       Fuel    Facility   SafeouardE   Licensing    Branch.       QB/07/30. 
HENSLEYi  K.  D,       Nuclear   Fuel   Services.     Inc.      (subs,    of  Dotty   Oil    Co.   ). 
3pp.        16114:372. 


— 8211170433   Forwards     comments     on    proposed     licenau    conditions     re     ut-fiiil 
emergency    planning    at    f et i I i I y,  per    request. 

SRAHA-M,  D.       Tennaaiee.     Slate   of         H1/I2/20.       CflOU,  IJ   T         NRC     -   Ni. 
Detailed    Affiliation    Given.         9pp.         16141;  303 

— 821117042i  Forwards    draft    Cornm! 65  ion    paper    re    proposed     lie  on  EC 
condition!    to    assure    appropriate    oPfslte    emergency    response 
in   event   of    significant    re-lease    af    U    or   accidental 
eriticalitu    at    f  ac  i  1  i  ti|.  W/o   encl. 

DAVIS,  J.  0,        Office     of    Nuclear    Material    5.1  Pet  ij    & 
Safeguards.  Diroctor.       02/O7/J3.        DIRCKS.W.J.       Office    of    the 
E»cutive    Director    for    Operations.        Ip.        16144.310 

8211240324    Testimony    of    TB    Cochran    Neu    NRC    llcenst!    coniiitimia 
InJdequatie    to    ensure    nuclear   ueapona    matl    at    plant    is 
safeguarded,  Matl    control    f.    accounting    still     inadequate. 
CQCHRAN.T.B,        Uatural    Resources    Defense    Council.        B3/JO/15          S/ipn 
li20Q:OSl. 

S21I1S0223   Ack    receipt     of    S21QH3     Itr     informing    NRC    of    stena    taken     t[i 
correct    violations    noted    in    IE    Insp    Rept   70-OI43/Ba-30. 
QIBSON.A.F.       Division   of    Engineering    '/    Technical    Programs.       BS/lO/Ht. 
MANSER,  IJ,  C,       Nuclear  Fue]    Services,      Inc.      (subs       of    Qeltii    Oil    <:u    } 
Ip.        UQ55:u?4. 
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DOCKETED  ITEMS 


i'lllSOJSQ   Rtteonji     !o   fJ*C   620921    I  tr    rs   violations    noc*d    in    IE    Ins, 
"»t    '0-0,43^-30   Co., «t.v.    act.on,    tue    br.,^',^;   h^  ' 

pifioinil'r"  '8l    ''    Bt"tQn    CDrners   Df    "n*r    c"t    »«t. 

f^/m/1,   C    !!"?t'"P*'ri"1    St"'"'>     1«       <*-bS.     of   B.ttu   Oil    Co.  ) 
«      0    ,1         CIDSOM.*   F         O.v.t.on   of    E.gin.enno    (,    Technical 


92111Q0173  Conplianco    insp    rep  t    of  Licenso    BNM-134   on    39012G 
Nunconpliance   noted  •  fai  ]  „,.,,    to   rep(;    Drgan i  iati Dnn l    *„«„„„' 
changes   made    in    (eparatior,   .ections    of   pulse    column*    not 
in   conformance   u/apppoved    changes    in    5BOS16   application 

"* 


Pregrj-u         3,,,,          L40S5    095 


IIBH^^.A   F         Division    of   Enjinsenno    I,   Technical    Prant-,me 

"I0':3:  srEBi^3  o^J"r  "el  —  •  -  --'  " 


'- 


fV8:\at    L'Cen5e    SNM-1M    B<P"'eB    "0131.  RBp 
fi.ed   (,   removable  U  cor-tBrnlnatl  on    Bhould    bH 
prior    to    eipiration 


551! 1505?4 


eguardl     Insp    Hept    70-OH3/S2-39    on   B21004-O 


ouncil         7pp         |  5109   350 


nna    Division 


5t'on*  to  be  p"("   to   P" 

equest.  Certificate 
BB/ll/OB.        llpp.        ,4009:042. 


:  S'?;!.^:;/:;  P'0-;;j::rD*-rS'cr;'-  •:  NflDc  * 

for    fJRDC   Ctrt,«,e-t.    of    Svc    encl  Cocfcr.n    testimony 

~z.HE      EB.r,,   D.pt-'    K/u/fl9      9pp      iMM; 

c&^V^^^:r;jfiLD^;:-rd  y—  ,„  cDfflm[ilion 
n,,e  .0  sr0t.Ir?o^m"'"1£"j;'""i'V«"  "•'•*•«>" 

J.r.eu.,    to  rise   £„  ^   of    ,«^          '!*   "•"•.""'"I'  «UI    he    * 
WBISS   E   F        H  I  security    for    revtaut. 

'        "'E 


n  to  POBB  to 
". 

«UI    he    *Bnt 


Secretarv   Lehnan   at^ara  I  ""eslion001™1  "10n    *"    P°Se    to   NRC' 
^orr^rvtol^'onTf0'   8S1IM     ' tr    'nf"^i"9    "RC    Df    ste    s    t 


i^ 

-  ^iS^-a^  „,,,, 


--821I1B3169 


comn].a 

"    ' 


6211180327   Replies    to   621218   J.    A40IOA 
te^ination'of    License    SNM-t4   P™ 
in    Uio    bldos    Smear    ^Lf.         9'  Pr°c 

for    ^dioac^.vU    \    ^    'fie, 
GREENLEE,  H   a         Cn  =  ^          --nes 

EE 


J 
will 


r"27«til.g     info    p 
'  no     of    U    carried    <iut 


Baillfl«35  rtdviaes    that    no   „-  ,  ,.    to   6-, 

s'5ot  ••!!»  ™{T! 

nr9\tn°ri5p""1  - 

rt.      fttomic   Energy    Commi  B3  1  on.        lp 


161S5M6?. 


NWiBBAl/MEH,  II.  rt. 


od.  tD  „„ 

rql,l,,mont 


S211160207  Forwards 


:  50-133, 


83/11/10 


T,  J.  ,     CREED 
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-BBI1IB01B2  Application    for    BUM    1  icens  B,  authorii  ing    processing    of   an,, 
enrichment    at   U  up    to   (,    including    5X    in    form  of   U  "ln9    °*   any 

heiafluoride    or    scrap    bo    be    converted    to    oilde. 
-*      Spencer    Chemical    Co.       57/06/22.        IBpp.        16153:143, 

-BBllia0207  Advises    that    consideration   uill    be   given    to   cancellation   at 
License   SNrt-154    on   receipt    of    rept    of  con  lamination    levels 
Pept     should    be    submitted    at    least    13    days    prior    to    vacating 
facility    per   License    SNM-329    conditions. 
NUSSBAUMERi  D,  A.        Atomic    Energy    Commission.        62/12/18 
Gn-EENLEE,  N.  A.        Spencer    Chemical    Co.        2pp,         16155:165. 


9211300145   Forwards    IE   Safeguards     Insp    Rept     70-037!  /Els 
820927-1001.  No    nonco^p  1  ,ancr   noted 
MARTIN,  T.  T         Division    of    Engineering    I,    Technical 
Artv.Q.O.        United    Nuclear    Caro.  '  r 


16238    147 


— 82I13QOI4B    IE    Safeguards     h.ip    Rept    70-0371/62-12    or   £.-r09efl-lO()l    «u 
noncompliance    noted. Major   areas     inspected     security    plan 
ft    imp  lenient  ing    procedures   Safeguards    info    deleted 
Iref    10CFR2. 7901 

SMITH.G   C.  .     GODY,A.  T         Division    of    Engineered    '.    Technical 
Programs.        B3/10/2H.        2pp         16233-111? 


DOCKET  70-0364    uADCCiCK   &   UILCOX    CD.  ,    APOLLO,     PA 


8211120177   Foruards    certificates    of  financial    assurance    for  payment   of 
dec  anaai  ss  ioni  ng    coat  a, 

JORDAN,  L.  V.        Babcock    t,    Wllco<    Co.        H3/10/06.        PAQE,  R.  0.        Uranium 

Recovery    Licensing    Branch,       5pp,  16067:1(33. 

B31106Q674   Discusses    criteria    for    determining    if  area   on   Parks    Tounshin 
uias    suitable    for    unrestricted    release    following   removal    of 
contaminated    toll    from   area.  NRC    has    no    objection    to    stated 
plans   &    subsequent    release    of    area, 

HOUSE,  L.  C.        Advanced    Fuel    (,   Spent   Fuel    Licensing    Branch         B3/IO/14 
AUSTIN, H.  A.        Habeoct    d    Wilcoi    Co,        2pp.        15972:295. 

e2110e.01SO   Forwards     IE    Insp    Kept    70-0364/82-OB    on   990922-34,  ND 
noncorap  I  lance    noted, 

HAHTIN.  r.  T.       Division    af   Engineering    <•   Technical    Programs       82/10/22 
CAfcLBOJJ,  R,  V.       Babcock    &  Hilcoi    Co.       2pp.        15931:132. 

--S31  10&0131     IE    Insp    llept    70-0364/02-00    on   820922-24,  No    noncomp  liance 
no  ted.  Major    areas    inspect  od:  field    Insp,  surveys,  organiiation, 
dosimetry,  1  Iquid    uiaste,  DOP    test,  b  i  oassy,  d  r  i  1  Is,  audits   & 
train  ing, 

CLEHDNSiP.  ,     OREENHAN,  E.       Region    1.    Office    of  Director.      82/10/21. 
4po,        15981:  124. 


DOCKET   70-0687    UNION   CARBIDE   CORP    ,     TUXEDO. 


S3110?0556   Forwards    response    to   NRC    BU209   quest  inns    re    environ    re-it 
of    renewal    application    for    License    SNM-t.3'7 

VQTH.M.H.        Union   Carbide    Corp.        B2-/IO/21         RDU5E.  I     C         Division    of 
Fuel    Cycle   t.    Material    Safety         55pp         16020     ISO 


DOCKET   70-0698    WESTIMGHOUSE   ELECTRIC    CQfiC,     P1TTSQUSGH,     PA 

0ailO'!0021    Formards   EIA   t    negative    declaration    support  I  ng    renewal     of 
License    SNM-770    for    continued    operation   of    Waltt    Hill    Site. 
Vukon.PA. 

PAOE.R.O.        Uranium   Fuel    Licensing    Branch         aa/lO/21         tMRDI.A    J 
Westinghousc    Electric    Corp.        [p          1602Q   22B 

--B21I090023   Neoative    declaration    re    renewal     of    License    SNM-770 
PAOE.R.G.        Uranium   Fuel    Licensing    Branch.        62/10/^1          1p 
16023:  229. 


— B211O9019B   EIA    supporting    renewal    of    License    SNM-770    for 
operation    of    Ualti    Mill    Si te.  Vuton, Prt 

+      Division    of   Fuel    Cycle   t   Material    Safety.        02/IO/3I 
1602Q:  230. 


D3I109013B    Responds    to    NRC    G21030    1 tr    advising    of    intention    to 
terminate    Indemnity    Agreement    0-1, Further    clarification 
•of    motivating    factors    bohlnd    decision   requested, 

L6WIB,  J.  R.       Ilaftqock    t  Wilcoi   Co.       02/11/01.       BALTZMAN.  J,      Assistant 
Director    for    State   b  Licensee   Relations.       Ip.       16003:254. 

02UOTO452  Ack    receipt    of   821020    1  tr    informing   NRC    of   steps   taken    to 
•corroct    violations    noted    in    IE    Insp   Rept   70 -0364/82-03, 
HftfiTINj  T.  T,       Division   of    Engineering    d   Technical    Programs,      82/11/03. 
COLEMAN.U.L.       Dabcock    &   Uilcol    Co.       Ip.       16009:235, 

— 6311090456  Fie  t  ponds    to    NRC    B20924    I  tr    re   violations   noted    in    IE    Insp 
Kept    70-03M/02-03.  Corrective    actions : hea  1  th  d   safety 
checklist    developed    Tor    raduaste    shipments   E>  raduiaste 
labels    mill    be    specifically    examined. 

AUBTIN.M.A.       Babcock    &  MUcoi    Co.       e2/10/20.      MfitlTIM.T.T.       Division 
of   Engineering    b   Technical    Proflrams.       5pp.       16009:239. 


DOCKET   7O-0371    UNC   NftVAL   PRDDUCTB-     INC,  ,    UNCAEVIUE,    CT 

B21ia900Sl    Forwards    drawing    describing    storage   bids    to    be    installed    on 
south    exterior   wall    af    A   dldg,  Storage    bldg    wilt   be   used    to 
store    unclassified    acids,  caustics   b    solvents    in   drums.  U/o 
end. 

GUSTAFflON,  R,  B.       United    Nuclear    Corp.       flS/09/22,       EVANS,  L.  J.       Fuel 
Facility    Safeguards    Licensing    Branch.        Ip.        16245:339. 

BailOI0253  Forward*    IE  Safeguards    Insp    Rept   70-0371/82-11    on  620934-27. 
Ho    noncompliance   noted. 

MARTIN,  T,  T.       Division   of   Engineering    &  Technical   Programs.      83/10/OB. 
AHWO,  0.       United   Nuclear   Corp.       2pp.       13067:001. 


DOCKET   70-0734    OA   TECHNaLOOIGS,     INC    ,     SAN   DIEGO,     CA 


B21122040S   Notifies    that    acquisition    of    GA   Co     interests    in    Lice 
5KM-696    effected    on    821029. 

HOGAH.J.P.        OA   Technologies,     Inc.  /General    Atumic    Co         S2/10/2 
PAOE.R.G.        Uranium   Fuel    Licensing    Branch.        Ip. 


DOCKET   70-0754    GENERAL    ELECTRIC    CO    .     PLEASANTQN,     CA 


02110B011?!    Response    to   ASLD    B2I021    memorandum    t.    order   GETR    proceeding 
should    be    deferred,  CETR    !•    SNM-960   dockets    should    not    be 
consolidated    d   ASLB    should    refer    petition    re    License    SNM-960 
to  NMSS.  U/not  ice  of   appearance   b   Certificate    of    Svc. 
EDGAR,  G.  L.        General    Electric   Co.        B2/ll/0'5.  Atomic    Safety    and 

Licensing    Board   Panel         3Bpp.        15931:049.        24X   Fiche    50-07O.  82/1 1  X05. 

B2Jioaoi9i. 

B211160311    Requests    lauijer    furnish     former   clients    u/ASLB   B21021    t<    111L: 
memoranda  &   orders   t>  GE  B21 105   response   to    ABLE    B3102I 
memoranda. 

FRVE.J.H.        Atomic    Safety    and   Licensing    Board    Panel.       B2/11/12. 
SDMIT.J.       Bomit,     J.        Ip.        16O9!  :  235.        24X    Fi  che:  50-070.  B2/1 1/ 12. 
8211160311. 


8211160409   Memorandum   'f   order   directing    pet  itioners/intervenors    t 
respond    to   OE    requests, in   821105    response    to    ASLB   B21021 
order, by    B21210.NRC    responses    to    GE   requests    doe    by   S31220. 
FRVE.J.H.       Atomic   Safety    and   Licensing    Board    Panel.        B2/11/12. 
Office    of    the    Eiecutive    Legal    Director         3pp.        16091:309.        24X 
Fiche.  50-070,  82/1  i/ 12.  831 1 160409. 


B21IQJO259    IE   Safeguards    Insp    Rept   70-0371/92-11    on  030024-27.  No 
noncompliance   noted.  Major   areas    inspected: physical 
Inventory    reconti  II ation   fc  records    t   rep ti.  Details   withhold 
(r«f    1QCFRH. 790). 

COHEN,  I.  i    WOLTNER.E.i    GODY.  A.  T.       Division    of  Engineering   & 
Technical    Programs.       92/09/28.       Ip.       I3B67: 003, 

ailSaCHSB   Foruards    IE  8af«gu*i-ds    Insp    Rept   70~0371/aS-13  on  B21Q13-15. 
No    noncompliance    noted.  1,^.11*1,. 

MARTIN.  T.  T.       Division   of   Engineering    fc  Technical    Programs.      B«;/ii/i». 
Mf.Q.a,       United   Nuclear   Corp.       Spp.       16192:056. 

82:11230463   IE   Safeguards    Insp    Rept   70-0371/82-13  on   821013-19. No 
nonenmpnance   noted.  Major  areas    inspected:  facility 
arflJniiatlon.onerationi.  records   (•   repts   (.  mgt  of  matls 
control    si/s.  Details   uithheld    (ref    IOCFRS.  790). 
MDLTMERiE..     OODY,  A.  T.       Division   of    Engineering   t  Technical 
Program*.      BZ/\  1/10.       Ip.       161*?2;  05B. 


S2I1230410  Memorandum  !i  order  directing    Ofc    of   Secretary    to   update 
svc    list    to    include   peti t ioners /intervenors    d  directing 
Secretary  %  OE   to   serve    certain    documents    on    petitioners/ 
intervenors. 

PRYE.  J.  H.       Atomic    Safety    and   Licensing   Board    Panel.        82/11/19. 
Office   of    the   Secretary    of    the   Commission.       2pp.       16194:269.       24X 
Fiche:  50-070,  82/11/19.8211230410. 

— B211S30421    Forwards    910632    Itr    to   Oft    of    Secretary.  Docketing    &   Svcs. 
Sec (ion, listing    names    6   addresses    of    intervenors    to    be    added 
to   svc    list. 

SDMIT,  J,        Somit.     J.        S2/I1/15.        FRYE.  J.  H.        Atomic    Safety    and 
Licensing    Board    Panel.        Ip.        I6IB4.  271.        SIX   Fiche  :  30-070,  82/1 1  /19, 
8211230410. 
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—3211110531    Reiponris    fco    7B0414    1  tr    (,    confirms    730435    telcon    rB 

£»MV7^SI1;     'V?'11    am^dl    t0   Llcen5BS     19-06330-03,  SMB-A70   ft 
SKM-70*.  Amend     issued    770024    amends    all    licBnaEB 
UflJQHT,  E. -0,        Radiniaotopes   Licensing    Branch     (Pre 


.  n 

F,  the.  50-070,  B2/U/23,  sai  ,240316 


""<>"•""«"*    ord.r.Proc..dlnB    for 
i1.t«   should   not    ie    cons0l  idated    t, 


DOCKET   70-0820    UNITED   NUCLEAR   CORP.,     WOOD   RIVEfi    JCT.  ,     Rl 


Facility,"   site    charac  ter  i  lation    studu  ""ion 

^nTH;*     ,  ."?;*•""'»:'"«•    Corp         B2/09/02.        CBOW,  H.  T         NHC 
Detailed    Affiliation   Given.        Jp.        15937:054. 


Mff.O   L          General     Electric     Co.       EDGAR.  G.  L.        Morgan,     LBLMS 

*"1""         '  •      *      "X  Fieh.Vo 


AGENCY.     flETHESDA,     MB 


1  Division  of  Hulea  and  Rect 
Citifen*  for  NucJear  fieac tor  Safety,  Ir>, 
Fiche-  50-006.  85/03/35,83!  [110007 


32/08/25.        MACKLIN,  L. 
jip  14070-314.         24  X 


uvabMV;SeVhat    !;'"   bfldgE  r"adin9    perlod 
unavallabi  1  ]  ty    of    unaut  hori  i  e  il    penonnpl 

RMlon'r     "'P..,'!'  *'">"*    °'fZSr-     D*e*""   »»'*••* 
-av    c      t       =  elphldl     aff'CB    Df    the    Director. 

24  X    Fiche:50-004,,0^/OB/?5,B311£10007 


75/07/QB. 

16071    030 
lou/i.lMO. 


i  ty 


3311030031    "Hacadam   «    Soil    Statistical    Ana 
F«!m"»    ^^    f°P    I)BCOfflItli61io"i"9    °*   W 


Evaluation    of 
r    Junction 


8211010020  Forunrd,    -.ketch    uhich    con   be    U3erf    to    locate 


M      n    .    i,    -    *'^?.~    N"    DBtaile<l    Affiliation    Given.        82/09/39 
No    Detailed    Affiliation    Given.        2pp.         15960:357,  '"•»/«•'• 


aioning    activities 

..     GDDV.rt.T.       Division   of    Engineering    &   Technic 
Programs.        S2/10/05.        2pp.        16009:219  'ecnnic 


t.r  -n.g 

ue         Udtar   t    source    of    manganese    in    lagoona  .  Analos  i  s    result 
M.l.d      n    earl,    Sept.  Quantity    of   f,n-54    present      n       ago'n" 
ranu  11   i*     ,°,    "*lm-*«'  Vul    '™=   «-«Pli    .how.d    r,o   Mn-54. 
I,..,.     I".       Uranlul11    Fuel    Licenaing    Branch.        92/11/12,        WI 
Affiliation   Unknown.       2pp.       16301:234.  wi 


R          Region     ,,     Ph  i]  ade  !  phifl.     Fuel     FarMi 


tu    6 

' 


verning    operation    of    committee   fc 

'0=Pt-=f.     Oe^nse    MueL.r    AgBnCy. 
i  i  on.         9pp.        1&O7?:  OO3. 


71  /O6/06 

«*w»f«o. 


Advi5t.5    of    author    appointment    to    director    position.  riUB    tn 
ent    oP    current    rfircc  tor,  HD    Mitchell  Poslt'on.riuB    tn 

n          »•!«"•"•»*•«'.     &•'••.»    NutlM/Ajwcy,        71/ll/OJ 
nergy    Cofrmission.         Jp.        I6O7a.Oia. 


—  3311  !  10330 


that    LR    atro«b.rg    A 


R.        DP  Fense.  D.pt.  Of,     Defellae    Nuc  !  ear    A  7A/JO/O4 

Div.ston    of   Fu=l    Cycle   &  Material    SafBtu         Boo         1A073-  ISA        S* 
F  j  the    50-006.  92/09/35,  S?l  11  IO007.  PP'  7  &'        24> 


--8SI II 10494    Arrted    Forces    Radiobioli 


earch     Inst    In.tructlor 
ng    Progr   m.  -"  '      °" 


-0311110522  Kequ,SCI    elirific.tion    of    HcenBes    re^t 
"  *      f""J""    Pr<h""am  ^^   °nl 


H^f'",."'        D,flf8ns"[)BP'  •«'•     »<f"»*    Nuclear    Agency.        78/04/14 
fiadloisotc-pes    Licens.ng    Branch    (Pre    790501).        |.        160737oa 


70-OB34    BABCOCK   t,    WILCDX    CD.  ,     LVNCHBUflO,     VA 


INSTITUTE,     RICHLAND,     WA 


8211820568  Foruards    IE    Insp    Rept    70-09B4/B2-02   on   830933-24   No 
noncompliance    noted.  O="T^J   d  i.  IMD 

Kow        ^nnli011,    "/    Rad'olo9'"l    Sflfetg    4   SflfHguaPdE    Progv 
f,       I?         .      FUOUAV.J.  J.        DattBJle   Memorial     Inntltute,     Pacific 
Northuett  Laboratory.       3pp.       16165:016.  racific 


nntnn    M»  ,n^  j  !   on  B3O923-3'V.  No   none omp  1  i nnc  11 

?r»?n*^   ?I»  .     '"^"^^"^annation,  operations    revieu,, 

training,  internal    aud  I  IB.  tri  t  i  cal  i  ty    safaty   i,   safety 
Corr.mittBB    activities. 

Safety    J,   Safeguards    Program         92/10/29.'     6ppV'S|6ifig:  018.     °    °0    '" 

DOCKET   70-1063    TODD   SHIPYARDS   CORP.,     QALVEBTQN,     TX 

"*— '         '•"•-•  -     -™^ rt, —  ____,.__. — ._„_ .__-,___ 

8211090066  Request!    unconditional    release  of    piping    SUB   &   .,,«„>« 
RadtoJo"9   a"    FaclHtlJ   fc    ^^'nation    of   LiCDnse   BNH-1019. 

WINTERS.C.E.        Todd    Shipyards.        02/09/07.       PAGE,  R.  S.        Uranium    Full 
Limnsing    Branch.        13pp.         14029:051,  "ranium    r-UDi 


ENGINEERING,    INC.,   WINDSOR,   CT 

*'w"    '"'"   «"*   70-1  100/B3-08. 


V^IKn    !f    enSlneerI"9    ^    Technical    ProSramB.        B2/10/21 
Combustion   Engineering,     Inc.       2pp.        159BHOBO. 
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— 921 10600BB    IE    Safeguards    Insp    Kept   70-1 100/B2-OB  on  820920-24. No 
none  omp  t lance   no tod, Major   areas    inspected; measurement 
controls   «.    inventory    ver  1 1  ica  1 1  on.  Detai  1  s    uiithheld 
<ref    lOCFflS.  790), 

ZIHULSKY,H.  ,    RATTA.A.D.,    GQDY.A.T.       Divi E ion  of  Gng Ineering    h 
To  clinical    Programs.        B2/1Q/19,         Ip.        19951:  OB2. 


DOCKET   70-1113    GENERAL    ELECTRIC    CD,,     WILMINGTON,     NC 


S2102203BO   Forward!     IE    Insp    Repc    70-1151/82-17    on    820920-24    Ho 
noncomp 1  iance    no  tad 

GIBSOJJ.A.F.        Division    of    Engineering    (,    Technical    Programs         82/10/15 
D'AriQRE.M.        WBitinghouse    Electric    Corp         2pp          15779    104 

8211130373   Foruards    IE    Insp    Rept    70-1 1 5 1 /B2- 1 B   on   821004-05   No 
none ompl lance    noted . 

GIBSON. A. F.        Division    of    Engineering    t.    Technical    Programs.        Q3/10/L"j 
D'AKORE.M.        Hestlnghouse    Electric    Corp.       2pp         16055015 


9211150363  Forward*    IE    tnsp    Rent    70-1  1  1  3/83-20    on  820913-17.  No 
none  amp  1  lane  B    noted  . 

GIBSON,  A.  F.        Division    of    Engineering    fc    Technical    Programs.       82/11/06. 
LDNQ,  J,  A,        Genoral    Electric    CD.        2pp.        16OS5:  2B6. 

—  B2lll303c,c,    IE    InBp    Ropt    70-1  1  13/H2-20   on  B20913-17.Na    noncomp  1  iance 
noted  .  Major    areas     inspected  :  rad  tat  i  on   pro  tection.  waste    mgt. 
transportation    of    rail  1  one  ti  vo    mat!    £:   follouiup    on    inspector 
Identified     items. 

HOEEY.C.M.,     BARHiK.  P.        Division    of    Engineering    t   Technical 
Programs          82/lO/Ot,.        6pp.        16035:  3BB, 

G2111S02S2    Forwards     IE    Iiisp    Rept    70-1  1  1  3/82-1  9    nn   920915-17.  No 
noncomp  I  i  once    noted 

ftlDBONiA.F.       Division    of    Engineering    t.   Technical    Programs.       82/10/03 
LDNOi  ./.  rt.        General    Electric    Co.        9pp.        16055:096. 

--9311150264    IE     Insp    fiept    7O-1  1  13/B2-19    on   B20915-17.No    noncomp  1  ianc  e 
noted.  Major    are.iB     inspec  ted  :  1  ab    O    program,  radiochemistry 
procedures    t    records    h    liquid    &   gaseous    effluent    sampling 
I,,   accountability. 

EVANS.  C,  P.,     MONTGOMERY,  I).  M,        Division    of    Emergency    Preparedness    & 
Operational    Support.        B2/10/07.        5pp.        16O53:OSS. 

B211I50147    Ack     receipt    of     IE    Insp    Kept    70-1113/93-19    on    B209IB-  17.  No 
proprietary    info. 

vYiUQHAN.  C.M.        General    Electric    Co.        BH/10/15.       GIBSON.A.F.       Oivisinn 
of    Engineering    &   Technical    Programs.       Ip.        16036:178. 


B311150A67    Forwards     IE    Safeguards     Insp    Rept    70-1  1  13/B2-21    on 
B2I004-OB.  No    noncompliancB    noted. 

OiaSDNiA.  F,       Blviaion    of    Engineering    t»   Technical    Programs. 
LDNO.J.A         General    Electric    Co.        3pp.        li061:32B. 


—  G31  1180677    IE    BaPeguarda    Insp    Rept   70-1113/92-21    on   821004-09.  No 
nonconipliancTB    noted.  Major  areas    inspected  ;  magneti  c/passive 
md    scarmor    (.   U    haiafluoride    weight   meaauremsntB.  Details 
withhold    (ruf    10CFR2.790I. 

CLAY.E.L,,     MCALPINE.E.  J.        Division    of   Engineering    *    Tecnnlcal 
Programs,       HH/10/20.       lo.       16061:230. 

6211230390  Modifies    NPDES  Permit    MC000122B  by    approving    special 

condition    re    groundwatev    manitoring    program.  ____  ____ 

HELHB.R.F.       North    Carolina,    State    oP.       82/10/23.      LONO-  J.  A,       QeneK-.il 
Eloctric    Co,       2pp,        1620I:09S. 

3211160271    Issuea   Amond    27    to  License   BNM-1077,  author  i  '  ing   use    of    fi.D<] 

neutron    absorber    ays.  uiiinHAN.C   M 

PAOEiR.  0.       Uranium  Fuel    Licensing    Branch.       82/11/03.       VAUGHAN-  L.  n. 
0*neral    Electric    Co.        Ip.       1A12S:  225. 

—  eaillAOaaa  SofotiJ    evaluation   supporting   Amend   37   to   License  SNM-1097 
re   «»•    of    fined    neutron   absorber    sys. 
OIDINOER.O.  H,       Uranium  Fuel    Licensing   Branch.       B2/11/05.      JPP- 


DOCKET   70-1143   WE8TINOHOUSE   ELECTRIC  CORP      _ 

8211090UB  Responds    U  821020    I  tr    advl  s  ing    D*  .  ^ention    to   t.r-ninat, 
indemnity    Agreement   0-5.  Termination   should    be   postponed 
because    decommissioning    of   Pu    P«ilities    in"™          e' 


NARDI.A.J.       Hit*l.nhiMiM    Electric   Corp. 

rt.ststant   Director    for   State  i   LicBnsee   Relations. 


DOCKET   70-1151    HSSTIMWlffl^ELECTBICJORP- 

8311190533  Foruards    IE    Insp    Rept    70-1181/88-19   on  B20920-E4.  No 

noncompliance    noted.  Torhnical   Proarams.      B2/10/1H, 

OID90N,A.F.       Division   oP   eniln..rlnfl    fc  T«hnl«»   £roa^« 
D'AMOSE.H.       Hsstinghouse   Electric   Corp.       2pp-       louoj.uu/. 

R311150543    IE    In.P    R  =  pt   70-11S1/BS-1"?    on   B20920-2A.  No   noncompHanee 
niud   Major    1"».    In   P»c  ted  :  rad  iolog  ical    .nviron   monitoring. 
«iu«  SrSrtvuS.    inip    Findings  1.    status    revi.u,   of 

,D.M.      Region    8,    Office    of   Director. 


—8211150275    IE    Imp    Hept    70-1151/02-18    on   93  10O4-05.  Ho    noncomp  1  lanre 
noted  .  Ka  jor    areas    inspected.  OC    &    confirmatory    measurements* 

procedures    ti   records. 

EVAN3,C.D.,     MONTGOMERY.  D.  (1         Division    of    Emergency    Preparedness    t 

Operational    Support.        02/10/2O         4pp         It055   047 

B311150590   Ack    receipt    of    HFiC   921015    Itr    forwarding    IE   Safeguards    Insp 
Rapt    7O-I  151/82-17. 

FOSTER.  H.        Uestinghouse    Electric    Corp.       B2/  IO/27         O'REILLY.  J    i' 
Region    2,     Office    of    Director          Ip.         16063    360 

8211160091    Forwards    comnents    f,    requests     for    addl     info    re    Q3O326 
application    for    author  i  ra  t  ion    to    use    moderation    controls     for 
nutlear    criticality    safety    on    bulk    U    dioride    powiler    handling 
equipment. 

BIDINGER.S.  H.        Uraniun   Fuel    Licensing    Branch         By/11/02         NARDI.A   ,1 
Westinghouse    Electric    Corp         2pp          I61O1    241 

S2113'!033a   PNO-  11-83-131'  1  icensee    unable    to     locate    50    fuel     rods 
indicated    on     Inventory    records.  Half    of    roils    belitved    to 
be    processed    as    scrap.  Matl    control    *<    accountability 
inspectors    monitoring    efforts    to    resolve    discrepancy 

TOQIN-M.J.,     CLAY.E.L.        Region    2.     Office    of    Director         B3/I1/IS         ..'pp. 
16221:  IBt. 

DOCKET   70-1193    KERR-HCOEE   NUCLEAR    CORP    .     OKLAHOMA   CITY.     Drt 

SailllOtaO   Forwards    denonstrati  on    section   It   App    A    to   License    SNM-I174 
standby     license    renewal    application 

SHELLEY,W.J.        Kerr-McQee    Corp.        82/10/15.        ROUSE,  L   C         fldvamed    Fuel 
ft   Spent    Fuel    Licensing    Branch.         Ip.        16049:286 

—8311110621    Demonstration    section    t.   App    A   to    License   SNM-1174     standbg 
license    reneiaal    application. 
*      Kerr-HcQee   Corp.        82/10/15.        200pp.        1  6O19   283. 


DOCKET   70-1201    DAOCOCK    !.   W1LCOX    CO    .     LYUCH3URG,     VA 

6211120177    Forwards    certificates    of    financial     assurance    for    payment    ot 

JuRDAN!LSV°nlBabcoct(S!.   Milco,    Co.        82/1O/06         PAGE.  R.  G         Uran1Ur» 
Recovery    Licensing    Branch.        3pp          16067:183 

8211150207   Foruards     IE   Safeguards     Insp    Bept    70-1201/82-15    on    B31001-OI3. 

0°BSOtj!:A'nF.     'Division    of    Engineering    t.   Technical    Programs.        B2/1O/2I. 
ALTO,R,A.        Babcock    It   Wilcoi    Co.        2pp.        16055:179 

-82111S0210    IE   Safeguards     Insp    flept   70-12O1/B2-15   on   8210O4-OB    NP 
noncompHance   noted,  Major   areas    inspected  :s  tati  s  ""1 
controls  associated    m/nuclear    mall    atcoun  tabi  1  i  ty.  Detai  Is 


:     MCALPIWE,E.,        Division    of    Engineenng 
Technical    Projrams.       32/10/30.       If-       16055.  181. 


Sum-nariies   821036  meeting   u/QilJ   in 
Bao'coch'l   ijllco/Co.        Ip.        Ii060:285. 

DOCKET  70-1220   GENERAL  eLe^TRI£_c°_^_^^^^:_" 

8311120179  Respond*    to   FOIA  request    for   all    insp    repts,  correspondent, 
memoranda  (,   other    documents   re    packaging  t,    transport   of 
"sent    nuclear    fuel    by    Southern   CA  Edison  Co. Foruards 


p 
documents    listed    in   App    A. 


02/10/Oa.       Spp.       16063:009. 


0B11120179. 
~0aili20194  Notifies    of    intent    to   use   <JE    IF-IOO  cas*   as    general 

BB111S0179. 
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DOCKET   70-1257    EXXON   IIUCLEAB   CO    ,     INC..     HIGHLAND,    UA 


DOCKET   70-14B9    QQQDVEAR    AEROSPACE    CORP.  ,     AKRON,     OH 


0211030501    Informs    of    plans    to    initall    scrubber    SYS    in   Line   2 
conv*rtion    ivt    unilar    to    linti    currently    installed    In 
Line    1    ^t.  Current    schedule  calls    for    installation   during 
Nov-Dec. 

MALODY.C.U.        Euon   Nuclear    Co.,     Inc.      (subs,     of   Enon   Corp     I 
83/09/16.       CRQW,U.T.        Uranium   Fuel    Licensing    Branch.       2pp 
15943.353 


B31 1080325   Ac  k     receipt    of    B21029    Itr     informing    NRC     of    steps     taken    tn 
correct    violations    noted     in   320130    notice    of    violation 
Corrective    actions    for    uater    effluent    discharge    monitoring 
accep  tab  1  e. 

SRENIAWSKI.D.  J        Region    3,     Office    of    Director.        B3/II/O3 
CLEGHQHN.D   E         Goodyear    Aerospace    Corp.     (subs       cf    Goodijejr    Tire    t, 
Rubber    Co.  I.         Ip.        15980    IBS 


6211350295   Forwards    IE    In.p    Rept    70-1257/83-09   on   920930-23.  No 
nonce mo  lianc*    noted. 

BQDK,H.  E.  Division  of  Radiological  Safety  t,  Safeguards  Program 
33/10/36.  MALODY.C.W.  E,  ion  Nuc  lear  Co.  ,  Inc.  (subs.  ofExon 
Corp  ).  3pp,  J6165-  192. 

--B211220397    IE    Imp    Rapt    70-1257/B2-09    on   Q20920-22.  No    noncomp  1  iance 
noted    Major    areas    inspected:  fac 1 1 i tg    changes    t,   modi,  j  nterna  1 
ravleu   6   audi  t.  critical  ity    safety  operati  ons    review   4 
tmerijenci;    planning. 

GRQCK.O.L.,     ZUflAKOHSKr.P.H   .     THOMAS,  B.D.        Division    of   Radio  log  ical 
Safety    1   Safeguards    Program.        B3/10/26.        7pp.        16165:194. 

Q21 1100341    Informs    that   License   SNM-I327    still    author-in,!    vendor    to 
possess     100    kg   pu.  Vendor    contlnuinn    financial    protection 
fr   NRC    inde.Tmitv    protection    for    fuel     fabrication    facilitu 
Agreement    should    not    be    terminated 

Miif™S;j  ,E'T  NoflBf  nco"   Inc-    "u°*    °f  £«»•>  Corp.  ).     aa/n/oi 

16022  273          fl**"tant   °lrect°r   f"   Stata    fc  License  Relations.       Ip. 


DOCKET   70-1308    GENERAL   ELECTRIC   CO.,    SAN   JOSE,     CA 

&2U010443    Inforrn*    of   no    change    in    status    of    stored    fuel    at    facility 
in   Jul    !,   Aug.  Table    enct.  M 

DAWSQN.D.H.        General    Electric    Co.       02/09/13.       RQUSE.L.C,       Advancscl 
ruel   (.  Spent    Fuel   Licensing   Branch.       3pp.       15903-133 


ar[l1    'E   Sff>-'-    I-P  B»P*    72-0001/B3-02   on 
o   noncomp  1  lance   noted, 

±?   °f    Emineering  6   Technical    Programs. 

enerai    Electric    Co.  2pp.        15952:086 


B2/1I/02. 


SSI  1060226    IE   Safeguards     Insp   Rept    72-0001/82-03   on   020930-1001    Nu 
nonconpl.ance   roted.  Major   areas    inspected  :  approved   HorMs 
operations    security    plan   (,   implementing    procedures   t 

r>"'tft**.U't'"lf"    lp"    10CFR73  '«>• 


PP 


"  ' 


. 

n""<    Branch.       B2/.1/03. 


DOCKET   70-1342   CORA.TOMIC.     IMC.  ,     INDIANA,     PA 


iu/riBjatlve  results.  No  corrective  actio 

r'.  Office.      B2/02/1B.  Director',   Office.       2pp. 


—8211080327   Respondt    to    NHC    820930   notice    of    violal  ion.  Correct  ive 
actionsrair     samples    will    6e    talen    monthlv    "t    four    compass 
points   per    Attachment    2Q   i  record    kept   of    findings. 
GLEOHORN.D    E         Ooodijear    Aerospace    Corp.      (subs       of    Coaduear     TIT 
Rubber    Co.)          B3/IO/21?.        SfiENIAWSKI ,  0.  J.        Region    3,     Office     of 
Diructor.        22pp.        15980:106. 


DOCKET   70-2304    MEDICAL    COLLEGE   OF    PENNSVLVANJ  A.     PHILADELPHIA,     IM 

S21I01016I     IE    Insp    Findings    (<   Licensee    Ac  fc    dtd    Bao<?17    of    Licenser, 
37-02562-01    (,    SNM-1654.   Insp    f  i  nd  .  ngs  .  no   non  comp  1  i  ar.cc    nqtej 
DARDEN,T.H.        Region    1,     Office    of    Director         B2/07/ 1 7          In 
15668:074.  H 


DOCKET   70-2449    SACRED   HEART    HOSP.  ,     ALLENTDWN,     PA 

8211090375   Advises    of    ..plr.tion    of   License    SNH-I7O7    '.    d|Betl.no. 
actions    to   be    taken    bij     licensee    Statement    e, plaining    method 
of^disposal     of    mails    should    be    prepared    uilhin    30    daijs    ,,f 

RIWNEHAN.  J.  D.        Division    of'    Engineering    t,    reclinic.il     I'ronnni.. 

?w«f»i  KtJS(JEn'D  S«"-««^HOV  Aii^:,:,!,!.;0'11^1;; 


DOCKET   70-2467    GOOD   SAMARITAN   HOSP..     PQTTSVILLE,     ()ft 

S30!pIred6L!cefn«SSW-?7irstal;    *ttl°"*     ^    *"     Ull0n     "'    el111111"     "'" 
uithin  30  days.  J    '       ""'"''    ''"tli'cs  tod 

Cond    SamarUan    Hosp    ,     Pottovilla,     |>A.        Up,, 


DOCKET   70-2928    TENNESSEE   VALLEV 


CO    .     JACKSON,     MH 


821  12'10003   Fnruard  a 


PHILADELPHIA,     PA 


unr«,trJct.ri   aria  &  tfos 
within  run  IP.'   period 


-d    in 
not  rf.tBrfflltl,d 


Lioht    Cfl. 


Ip 


CfMTTANOaOA,     TN 


B2I1S9001B  Foruar.li    afflBnd    to   SI0327   fuel    .*„„ 

Plan.  Amenrf  withheld    (ref    10CFRS   7901         '*""••   Ph«»(c«l    >.cu 


urlty 


const   delays 


Bnsion    request    du*    to 
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9211240002   Requests    Bitenaion   of    Licenses  SNM-1973  (.  SNM-1833   to  B50B31 
6    B60S31.  reapec  t  Ively,  dua    to    const    delays. 

MILLS,  L,  M.       Tennessee    Valley   Authority.      83/10/26.       CROW,  U.  T. 
Uraniun   Fuel    Licensing    Branch.        if.        16331:359. 


DOCKET  70-8745    UNION  ELECTRIC  CO.  ,     ST.     LOUIS,     MO 


8311040015   Forward!    Licanse    SNM-1901     for   Union    Electrical    Co. 
author  i  1 Ins    reco  ip  ti  possess  ion,  inap    d    storage    of   U   enriched 
in  U-235    isot  ope,  contained    in    fuel    as  senib  1  i  ea,  fission 
counters    &    chambers. 

PAGE.  R.  0.        Uranium    Fuel    Licensing    Grant  h.        82/10/Ofl.        BF1YAN,  J.  II. 
Union  Electric    Co,       4pp.        15947:213. 

--0811040017    License    BNM-L-901    for    Union    Electric    Cn,  author  i  I  ing    receipt, 
possess  i  on,  irisp    &    storage    of    Lf    enriched     in    U-23S    isotope, 
contained    in    fuel    assemblies,  fission    counters  &   chambers. 
PAGE,  (I.Q.        Uranium    Fuel    Licensing    Dranch.        B2/1O/04.        2pp. 
19747:  217. 

— 0211040018   Safety    evaluation   supporting    issuance    of  License  SNM-19Q1 
Indemnity    Agreement    B-?3   end, 

SEftlNIiB.  L,        Uranium   Fuel    Licensing    Branch.        92/10/04.        23pp. 
15947:219. 

B3U05020i   Application    to    amend    License    SNM-1901. reflect  ing 
organisational    c hangna.  En pedi ti ous    pvoceaaing    of   amend 
requested     in    order    to    support    B21029    fc    1115    shipments    of 
incore    detectors    &    fuol. 

SCHNELL,  D.  F.        Union    Electric    Co.        BS/ 10/31.        DAVIS,  J.  0.        Office    of 
Nuclear    Material    Safety     t>    HaPeg uards, Direc t or.        Ip.        15963:361. 

B21 1160057    Issues    Amend     1     to    License    SNM-1901 , revising    License 
Condltiono    HI)    fc    11. Safety    evaluation    encl. 

PAGE.R.G.        Uranium   Fuel     Licensing    Dranch,         02/10/29.        SCHNELL,  D.  F. 
Union    Electric    Co.         Ip,         1612-1:204. 

--6211160242  Safety    evaluation    supporting    issuance    of   Amend    i    to   Licence 
SNM-1901. changing    responsibility    for   health    phusica    program 
i    changing    auihoriiod     enrichment    limit    of     fission    chambers    t 
counters.  Incomplete    license    amend    encl. 

6ERINI.Q.L.   ,     CHOW.  W.  T.        Uranium   Fuol    Licensing    Branch. 
3pp.         16121:  205. 


GCJCKET  70-2950   WASHINGTON   PUQLIC_PQUEfl  ^ 

6211160527   Forward.    Ind.mnilu  Agreement   B-<?4    entered    into    between 

DOUCHE  V^D.       Wellington   Public    Pouev    Supp  1  y    B»at<"' 
PAGE.R.Q.        Uranium    Fuol    Liceriaing    "ranch.         13pp. 


^ 
16131. 


0211390000  Fpruards    clarifying    info   re    new   fuel    storage    phy*'"l 
security    plan. Encl     withheld     (ref     10CFR73,  2     I.  op/,0/23 

B6UCHEV,OD.        Ua.hington    Public    POU.T    S.pp  lg    B».  t«.        82/0/23. 
EVAN3.L.J.       Foal    Facility    Safeguards    Licensing   Branch,       ip. 
16245:  345. 


DOCKET   70-295B    EDLOW    INTERNATIONAL_CO_.__MASHIN8TON^DC 

3206020250    For,uard5    requ^t    for    addl     info    required    for    B203U 
application    to   stare    onriched   U   hexaflooria  e.  BHAW- 

SERINI.D.U.       Uranium  F^el    Licensing    Branch.       92/05/20, 
Edlou    International    Co.       3pp.        lil71:l/«:. 


DOCKET  70-3957    FLORIDA_POWER  fc  LI_GHT_COL.__MIAMI_L_FL 

aatiaWOlB  For.aro-s  Revision  I  to h;«»' 
UHRIO.R.E.  Florida  PowHr  &  Li  g  "  Co 
Division  of  Safeguards.  Ip.  14343. 


DOCKET   70-27fifl    CONSUMERS 


for  BNM    license    *ubm>  tted. 
830131    requested. 


DGCHET    70-2965    CON5UHER5   POUER   CD    ,     JACKSON:     Ml 


6211340312   Forwards    supplemental     info    detailing    security    measures    uhicii 
will    be     implemented    for    storage    of    fission    chamber 
assemblies    in     temporary    storage     location   prior    to    operation 
COOK.J-K.        Consumers    Pouier    Co         Q2/1O/2B         DAVIS,  J   G         Office    pf 
Nuclaar    Material    Safety    h    5a(  eg  jartls.  Di  rec  t  or         12pp          16231     23? 

PACKAGING  OF  RADIOACTIVE  MATERIAL  FOR  TRANSPORT  AND 
TRANSPORTATION  OF  RADIOACTIVE  MATERIAL  UNDER  CERTAIN 
CONDITIONS 

DOCKET   71-0030    GENERAL    ATOMIC    CO 

S21103006S   Foruards   QA    program   approval  for    Radioactive    Mat] 
Package    0030, Revision    I 

MACDCNALD,C.  E         Trinspor t a t ion    Dranc h  B2/1O/01         flCNEW.  H   M         UA 

Technologies,      Inc    /General    Atonic    Co  Ip          1593!,    160 


—  B211O39074    OA    proar 
MACDDIJALD.  C.E. 


OO:iO, 


•tation    Branch         B2/1Q/OI         Ip          159:31)    161 


9211330330   Advises    that    GA    Technn  1  09  1  es  ,  Ire    acnuired    relevant    GA   (.1 
assets    on   O21029.  therebtj    meeting    conditions     nf   HfiC   821001 
Itr    conditionallv    granting    OA    approval     for     radioactive    mall 

HOGA^J   pOT0OAETechnolo9,e5,     Inc     /General    Atomic    Co         02/10/29 
I1ACDONALD.  C.  E         Transpor  t  a  t  ion    Branch          IP          16201    039 


DOCKET   71-0053    WAVY.     DECT      OF 


r  ton.  WA    end 


S211090054  Foruards  Puqat  Sciund  Naval  Sh  i  pyar  d  ,  Hr  emer  t 
application  to  attend  Certificate  of  Comp  1  la  nee  000? 
MCriAPMMAN.V.  L.  Navij.Dept  of  82/10/1.1  Licensmg  Management 

Dranch.        3pp          16029   025 

9211S204Bi,   Requests    authot-nation    as    us*r    of     fyoe    0    radioactive    mat 

M5RHIS^.jaCkMavy.D.,pt    of         H3/11/OB         GORDON,  L         Iransp  urtat  .on 
Dranch.        2pp          til1?''   ^"B 


BSllt7041A   Forwards    OA    prog  ran   app 


oval     for    R.d.dflct.v.    Ma  1  1 


Tran.portat.on    Oranch         BW,  , 


«-v,.D.pt    o. 


|p.        ItHBr  100. 


~B2H170fl!9   QA    prog 
"D!C    E 


DOCKET    71-0170    GENERAL   ELECTRIC    CO^ 

B211320427    Forwards    Revision    2    to    OA   program    for    shipp.ng    p.ckiqt*    H>f 

C^NirOHAMVL*1    General    Electric    Co         B2/ 1  !  /  10.       MACDDNALD,  C    E 
Transportation    Dranch.        IP          i6199   311. 


--B211220431    QA    program    for    snipping    pat..,a<r  = 
»eV00ne"al    El.etnc    Co         B2/IO/3!         30pp 


DOCKET   71-0174    SOUTHERN   CALIFMN^A_EDISQN_CD 
6211120179    Responds    to    FOIA    request    for    all^ 

documents    listed     in    App    A 
PEL  TON,  J.  M 
Illinois,     ! 
B21 11201 79 

--9211I2035B 


documents    listed     .n    APP    "  Records         92/09/2B         RAPKIN.A 

^^;i;H«.?:vi;.1Dn4»."ui»7rSoStc «« F»h.  ^00,02/0,^, 

11120179 

llia035B   Notifies    that^spent    f  uel  ^shm  in  g^c  aaks  ^  h  ^^been 

implementation    of    anen^^   RaljjDdctive   Katl."   W/related    info. 


B2/07/14. 


Office    of 
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DOCKET    71-0370    AMEREKAH    CDRP. 


14201.  04O 


Forwards    addl     info    requested     in   33OS30    1  tr    re    Amersham   Corp 
ogram    for    Typi    B    radioactive    matl     transport    packages 

Amersham   Corp          B3/10/3<7         MACDONALD,  C.         Tranipar  ta  t  ion 
Branch.         lOpp 


QA    p 
BACBY.L.  A. 


DOCKET    71-0460    VIRGINIA.     UIJIV      OF 

8211010042    Forwards    OA    program    approval     for    R adiaat t I ve    Matl    Paclagc 
0-)6Q.  Revision     0. 

MACDOMAl.D,C    E.        Transportation.    Branch.        33/09/30.        BRENIQEfl,  J.  S. 
Virginia,     Univ.     of.         Ip.         15B92    O4H 

— -S211Q1Q044   <3A    program   approval     For    Radioactive    Mat]     Package    Q"3iO. 
Revi  sicn    0 
MACDONrtCD,  C     E.        Transportation    Branch.        B2/09/3O.         In.        15992:04^ 


DOCKET    71-0483    FA1RCHILD   HESTDN    SYSTEMS,      IMC. 


621S160093   Formai-di    for    eva  1  uat  i  on,  CM    program     outline     for    contracts 
invoking     IQCFRSO.ftpp     D    *,     lOCFf)7lprtpp     E. 
PRATT.  T    E.        Fan-child    Weston    Systems,      Jnr 
Transportation    UrancV         Ip  1AIO2    139 


--S21116007B    OA    prog 
f,     1QCFR71,  App    E 
PRATT.  T   E,     PWIOSCd,  S    C 
5lpp          1A102. 13S 


outline     for    cont 


ts     invoking     IQCFdSO,  App 
i  rchild    We*  ton    System  a,      Inc. 


CD:K.ET  71-010.1  NEBRASKA  PUBLIC  POWER  DISTRICT 


9211090119    Requests     registration    as    U'Sor    of    SE   hndel     IF-300. 
PILANT,  J.  M,        l-Jebraska    Public    Power    District          B2/1O/2B 
MACDCWrtLD.C    £          Tran^port^ t ,  om    Branch          ] p  15975:310: 


—9211290212  QA    prooram    for    US  Army    White  Sanda   Miasile   Ranno, 

EDERT.V.e.        firmij,  Dop  t.  of .     Uhite    Sands   Missile    Range         B3/O9/8O 
3pp.        1A24S:304 


DOCKET   7l-t*fB4    MODEL:     RA-2,     RA-3,     RA-J,     GENERAL   ELECTRIC    CO, 

B21 1060593   Requests    registration    as    user    of    Modol    RA-3 

CRANE.P.fl.       Pacific    Ca9    t,    Electric    CD.       82/09/S1.        DAVIS,J.G.        Officr 
of    Nuclear    Material    Safety    fc   Sa  feguardsi  Director,         Ip.        15969:130 

0211060677  Notification    of    registration    as   user   of   Models   DA-2    fc  RA-3 
in    response    to  S20921    request.  ' 

MACDOWALD-C.  E.        Transportation    Oranch.        93/10/1B.        CRANE.  P    A 
Pacific    Oaa    tt    Electric    Co.        Ip.        15973:336. 


DOCKET   71-5492    MODEL:     RMG-1S1-I,     NUCLEAR    FUEL    SERVICES,     INC. 

8211060049   Ack     receipt    of    BSQ825    Itr    re    i-eneual    of    Certificate     of 
Compliance    3492    for    Model    RHO-IQ1-I.  Add  1    info    re    drawings 
i     specs    requested    uithin    60   flays    of    Itr    date. 

MACDDNALDp  C.  E.       Transportation    Branch.       03/10/29.       MICHEL. C   J 
Nuclear   Fuel     Services,     Inc.      (subs,     of    Qettu    Oil    Co    )         2oo 
15775: 300.  HK' 


71-5507    MODEL:     H^IR    SPENT   FUEL    ELEMENT    SHIPPING    CASK,     ENGRQV, 

621101031Q   For-jard*    Revision    FJ    to    Certificate    of   Compliance    5SO7    for 
Model    HF'IR1. 


FF?ICHflRD:K   P.        Energy,     Dept.     of.       03/09/01. 
Transportation    Branch.         Ip.        15990:  1 3B. 


MACDdNALD.  C.  E. 


—8211010351    Certificate    of    Compliance    5507,  Hevi  si  on   0,  f  or   Model    HFIR 
TRAVIS,  H1   H         Energy,     Dopt.     of.       02/08/02.        3pp.        13BBO:  159. 


DOCKET   71-5597    MODEL:     TUNQSTEN   SHIELDED    CASK,     ENERGY,     DEPT.     OF 


DOCKET    •'1-04S5    WASHINQTOU    PUBLIC    PC3WER    SUPPLV    SYSTEM 

6211090033    Informs    of    intent    to    apply    operational    Qrt   program    to 
*JijpiasTit    o*    radioactive    mat!    as    appropriate    Separate    Oft 
prajram    adtlTessing     lOCFR7l,App    E    not     required. 

BCUCHEV.  0.  D         Washinqton    Public     Power    Supply    System         02/09/30 
OGSDDN,  L.        Transportation    Branch.         Ip.        16029.011 


approval     for    Radioactive    Matl    Parfcann 


8211170433   FoTHi-erd*    QA    or 
Q43S.  flflvision    O. 

MACDDNALD,  C.  E1.        Transportation    Branch          82/11/09.        BOUCHEV,  O    D 
Hashington    Public     Poucr    Supply     System.        Ip.         16146:103. 


—8211170138   «1A    program   approval     for    Radioactive   Matl    Pac  kaoe    04B5, 
Revi  s  i  an  O 
MACDDNALD.C     E.         Transportation    Brant  h.        B3/H/09.         Ip.        11,110:  1 


S311030405  Foruards    request    for    addl    info   re    approval    of    tungsten 
shielded   cask    mode!    pac fcag i ng.  Response    should   be    submitted 
in    form   of    revised    pages    to   application. 

MACDONftLD,  C.  E,        Transportation    Branch.        03/10/12.        PRICHAHD.F1    P 
Enerjg,     Depi.      of.        3pp          159-13:062. 


DOCKET   71-56S7    MODEL:     RMO-10-1,     NUCLEAR    FUEL    SERVICES,     INC. 

B21105006B  Forwards   Revision   2   to   Certificate    of   Compliance   Si07    For 
Model   RHO-104. 

MACDONALD,  C.  E.       Tranapor  tatlon   Branch.       8S/IO/13.       MICHEL,  C   J 
Nuclear    Fuel    Services,      Inc.     (subs,     of    Getty    Oil    Co.).        Ip. 

--8211050073   Certificate    of    Compliance    36B7,  R  evis  ion    2,  for    Modal    HMG-1IM 
MACDOHflLD,  C,  E.       Transportation   Branch.       03/10/13.       1pp.       13963:003. 


DOCKET    71-04B&     INTEC     INSPECTION,      ]WC. 


aani00537    Foruards     Intee     IT<S|>,  Inc     Dft    progran 
35-19767-01, ppr    ]OCFB7I.App    E. 
DAKEFJ,  T.         Intet     Jnsppction,      Inc.        82/O9/27. 
Transportation    Qrancn.         Ip          liO-11  •  3&B. 


imp  lementei)    For   License 


••'100531    QA    uroarairi    for    License    3-5-19767-01. 
'<ER.  T         J  ntec     Inspect  ton.      Inc.        BH/-09/27. 


3pp. 


DOCKET    71-5805   MODEL:     CMS-3-5S.     CHEM-NUCLEAR    SYSTEMS,      INC, 

0211O30347  Discusses   Rnvlaion  9    to  Certificate   of   Compliance    9009    for 
Model    CMS  3-59,  Requests    sealerf    requirement    he   defined    or 
modified    to   reflect    containment    of    irradiated  metal 
coitiponenti    t   not   residua]    contamination. 

POPPE.i..  K.       Cham-Nuclear   System*,     Inc.       83/09/17.       MACDOWiLD,  C  E 
Transportation   Branch.       3pp,       13711:002, 


RavUion    10    to 


of   Compliance    5805    far 


MACDONflLD,  C.  E.       Transportation    Branch.       03/09/21,       MARSH,  C 
Cha,ii-Ni/clear   ffyitems,     Inc.       Ip,       15B94:  121, 


C*pUfilate   °f   Compliance    5SOS,  nevision    10,  fop   Modal 
MACDDHALD.  C.  E.       Transportation   Branch.       82/09/21.       4pp.       13094:  IBS 


DOCKET  71-5023  MODEL:    TREAT,     ENERGY,    DEPT.    OF 


B211030S1B  Application    to    amend    Certificate    of  Compliance    5920, 
eitending   certificate    for    2  yrs,  Further  use    of  TREAT 
shipping   contalntr   anticipated. 

PURCHASE,  M.C.       Energy,    Dept.     of.       BS/09/S1,       MACDONALD,  C.  E, 
Traniportation    Branch,       Ip.       1S94S:  357. 
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9211050090   Forward.   Revision    1    to    C.rtificate    of   Compliant    5928    for 


..       Transportation    Branch.       B2/10/19.       BARRACLAUOH,  E. 
Enargy,    Dept.     of.       lp.       15965:006. 

BanoBOOM  Certificate   Qf    Compliapc,    SBW.R.vi.ion    l.for 
MAC  DONALD,  C .  E.        Transportati on    Qrflnch.       83/10/19.        3pp. 


LOCHET    71-5924    MODFI        GE-1OO.     GENERAL   ELECTRIC 


6211010366  Request*    addl    tnfo   re    r.vii.d    '"- 

W620907  application    For    renewal    of   Certif.  cate   ot 
Compliant.    5926.  Revised    drawlnu*    should    be     submitted 

MicXLD,CaES'     T^por.ation    Branch.       fl2/09/30. 
general    Electric    Co.        If-        15080:072. 


tT.iwn.ilUd 


;que£ t £    registration    as 
Tr^o;tationXflranchql'ilp6'lt15B94.1^. 

S2t  1090074    Notification     of    r e g i 5 t r* t . on    ..    --    oP    Mcdel     .979     in 
rejponae     to   S2t>V|.^^'l^i^tian     B,,anl:h.        B2/1O/I9         PEAIiQDY.C. 
Supply    i<    Equipment  tp.         I  5965    O  25 


Application     for     renewal     of    Certifies 

for   ^°^Bl    "'j^e'^u^Dept       "  *          H2/09/07         MACDONALI).  C.  E 
transportation    Crane h 


157B6 


of    CompliiiT.ce     hli'.f 


DOCKET    71-5939    HQDEL:     OE-1900.     GENERAL    ELGCTR 1C_CO. 


Notification   of    registration    as   user    of    M0d*l    GE-1500 

RUBBEN.T.       P 


. 
Technology,     Inc.        lp.        15902:090. 

9311010519  Notification    of    r.oistration   as   oser   of    Mo.o.l    OE-19OO    in 

reaponSE    to    B20019    requB9t.  or,,na/ii,         BUBSEN.  T 

MACDDNALO.C.E.        TT.n.p«rt.tl»n    Branc^      BB/OWlt.        RU6SEN.  T. 
Radiation    Technology.     Inc.        lp.         19B98.QHB. 

'r"1BM 


Oeneral    Electric    Co.        lp.        15902:190. 
DOCKET    71-5942    MODEL:     GE-700,     GENERAL   ELECTRIC 


DOCKET    71-6372    MODEL  .^£372^    ^J__ 
8311030183   ForUaTl]a     "  ftp_p ;l  i  c  .  t  ion     for     l.«not 


Transportation    Branch. 


DOCKET    71-6346    MODEL:     fSV-l. 


1597^' 


il  ion    w/Por  t land 


rtTOM  K, 


8a^;;?S  ^r.::.rh,-FSs-™"3:FSs-3"fD..1.HB-.:™.o*-.  t 
sssarir"^:,::.?^?"!1"-  ,0.™.,..  r^;^  f  /,0/M 

MACDONALD,C.E.         Transportation     Hr^ncli          ^pp  lt*Ol     297 

.  =  !-,.„(. ,  nr,     as     user     of    Model    FEV-1 

e2Jp^?.H"lU?hil-d:?ph-'1El.etr»     C.          Ba/.i/0S         MACDQNALD.C.t. 
Transportation    Branch-         lp  14.201:271 


QARRV,  J.H,        Energy,     Dept.     of.        83/10/36. 
Transportation    Branch.       lp.       16201:  lua. 


CQCK6T   71-5950    MODEL:     BCL-fl,     WTTELLE_COLUMBUa_LADORATORV 

B211030593   R.nui.l.    "a  '  =  tT.ti«n    »    "«"    f    "^^^o"4'  MACDQNALD,  C,  t. 
MARSHALL,  J.  R.        Ar  Kansas    Power    &    Light    Co.        B2/O?/IW. 
Transportation    Branch.       lp.       19943:051. 

B2110BOO*7  Notification   of    registration   a,   U5Br   of  H.d.l    BCL-4.  in 

KSBss^sJ809^;:;";*"-  --  74.3^10/13' 

Arkansas   Pomar    &    Light    Co.        lp.        13974.3". 
DOCKET    71-5957    HDDCL:     BMI-1,     BATTELLE_COLUMDUS_LABDRATDR_Y 


DQCXET   71-5971    MODEL:     OE-200,  _GENERAL  JLECTRIC_CD._ 


TransportatiDn0Branch.       ip.       1^301:  103. 
DOCKET  71-5979    MODEL:     5979 


DOCKET    71-63-17    MODEL:     FSV-3  ^GENERAL 
B2^^^^^f^^"^^^'^' 

E^HclrH£:HrUuo^%ri^ri^(,r"m;-o>:2^/LO/;;" 


DOCKET    71-6.100    MODEL.     6400^    WEB^^^0^^!^!"!!!*,^ 

B2110a01B3   For-uards     "Applicotion     for     Innnobi  1  i  *-linn    u,/PortlaT,n 
of    Li  VI  Id    Analqtiral    R»ldu»    From   Liflhl    Motor    Dr..dBr 
Reactor    ProoF-of-Droad  i  ng     Pro  j  e  c  t,  "    r  t-v  is  I  or,  =     to 
Corfcificates    of   Complianrp    ft'lOO    ''  bS'^.  ,,,„-,- 

WSwfRM.        Energy      li^Pt.      of.         ^1O,OS         MACnnNALO,  C.  t 
Transportation   Branch          IHpp.         15973    ^3n 


DOCKET    7l-t,S74     MODEL-     H^J-200.     mTTMAH    NUCLEAII  _&_DEVELOPMENT  ^ 


Informs  that  application  to  revise  Certificate  of 
i  4974  TOT  Modtl  HM-aOO  «i  11  b»  MI  thdr.wn.  P.nd  ing 
v.f"uon  of  op.r.tlon.1  *.P«t.  of  «.-  <».rt.  6 


Corp     1.        aa/10/01.        MACDDNALD.C          Transpor  ta  t  i  on    Branch. 


nsi  1050046  Mat*  fieat  ion    of    registration    ci«    user    of    Models   G 
ii-?OOB,CH3  "-    aO.CN8-tMO.CH8    6-BO-5.  CtJS    ^1-300,9000, 
HN-200   HN-TOO    slri**     I.HM-1OO    S.rie,     SA    fc    HN-IOO    Seria,     3,  in 


. 
Louisiana    Power    &   Liyht    Co.        2pp.        159fi5.  OH7, 

6211090036    Advi.ti     th*t    no    further    act,Cn    -ill    *•     *•"* 
amend    requs^t    for    Model    HN-20O.  Une  <  penrf  ed    balance    of 

h          BB/IO/iB. 
<sub^.      Hi  tt««n 


--Y 


C    W. 

I  P- 


15975:350. 


480 


DOCKETED  ITEMS 


DOCKET-    71-tfaOI     MODEL       CNS    8-12O.     CHEM-NUCLEAR    SYSTEMS.     INC. 

5311050Q6(.   Notification    of     registration    a-,    user    Qf    Mooels    QE-16OO, 
HN-1005.CN5   e-l20,CNS-I600,CWS    6-BQ-3.CNS   3  !  -300.  -MJBO. 
HM-SCO,  lttj-100    Series     I,  HN-100    Serifs    2A   («   HN-IOQ    Series    3    in 
response    to    S2O7Q7    request 

IWDCIMLD,  C    E          TV  anapor t a t 1  or     Branch          B2/1O/1B         MAUR1M.L   V 
Louisiana    Pouer    '..    Light    Co         2p  p          I59A5:O27. 


DOCKET   71-6703    MODEL:     RG-1,     GENERAL   ATOMIC   CO. 

9211230034    Informs    that    acquisition   of    certificates    of   compliance    to 
Shipping    Containers    FSV-i » FSV-2,  FSV-3,  FPD-1 ,  RG-1,  TRIGA-1    t 
TH1GA-2    effflctive    as    of    821029. 

HOOAN,  J.P.       OA   Technologies,     Inc.  /General    Atomic    Co.        02/10/29 
MACEDNALD.C.  E.        Transportation    Branch.       3pp.        162Q1-297 


^L^oSl"1"11"  "'"*'•*>•"  as  "5*r  °f  "•»"•>  CNsa-13 

H*i!1ILLA.  D    J          Energy,     Dept       of        '82/1O/S2.        MACDDNALD.C 
Transportation    Branch  Ip          I433l.3t0. 


DOCKET    7l-i,h29    MODEL       KH-1A,     ARMY,     OEPT.     OF 


DOCKET   71-6717    MODEL:     6717-fl,     GAMMA    INDUSTRIES 


8211010473   Notification    of    registration    as    user    of    Model    6717-n 
in    response    to   S30B21    request 
MACDONALD,  C.  E.        Transportation    Branch. 
Anvil    Corp.        Ip.        13902:  135. 


B3/09/16.        MENDENJWLL.P. 


6311010340   llot,flfi    that    BAR    ,-e    Model    I1H-1A    <j  1 11     be    forwarded    bu    B20201 
arter    procesiing     by    JJOE    i     Transportation    Technology    Ctr. 
CneOEfl.JR          Energy.      Dept       of          33/09/16.         MACDONALD,  C    E 
Transportation    Branch  1  p.         15B3O'  35O. 


"n^'r   r!^Str!ti°"   "   U9er   of   de"it"    "it 
1,  DOT   Certificate    of    Conpetent   Authoritu    re 
Gdjn.ua    Industries   Modal    6717-D    container    end. 
CLARK,  R.  L.        Clarl    Inspection   Service,     Inc.        B2/Q9/23 
Management    Dranch,         lORp.        16021:334. 


Licensino 


DOCKET    Tl-fit?1?    MODEL      6679,     U    S.      ECOLOGY 


™:":    "^    ^rtlf'"te    Qf    Compliance    4W9   for   Model    6679 
R         =7    if  "cejpt-41.    reipon5e    fco     ,u.Bti0n»    pOHetf    bu    NRC 

BI1I37    Itr    required     for     renewal. 

iJACDONALD.ee          Tr^hsportatio,,    Branch          B3/1O/19.        SCDVILLE.JJ         Uc 
tcologv      Ii=     (Formerly    Nuclear    Engineering).        |p.         15975:399 


3211090037   Requests    registration    ai    user    of   Model    6717-B 

OAKER,  T.        Intec     Inspection,     Inc.        82/09/27.        MACDONALDJ  C    E 
Transportation   Branch.       Ip.       16029: 010. 

9311150093   Requests    registration    as    user    of   Models    6717-B, SO   20A    3D 
50A,  10O,  tQQA.  300,  200A   Se   C-B. 

DfiOTTOW.O.C.         Inspection    Services   Corp.       H3/IO/07.        MACDONALD.C    E 
Transportation    Branch.        I  p.        16073: 349,  '      ' 


-CKET    Tl-dilfl    WQDEL       NFS-4,     NUCLEAR    FUEL    SERVICES,      INC 

^T^acaY^endi*5    *"'     '"^    dtd     B2&625    re     str"'tural    design    criteria 
Branch  lf*Kpp*''rtMOHC3n         as'm'l3-        MACDOWALD,  C.  E.        Transportation 

'i»i2?!7!    Rf5p°"fls    ^"    FOJ/'    Bequest     for     all     map    r  cp  t  s,  correspondence, 
memoranda    J.    o«.hsr    documents    re     packing    !,     transprot   of 
spert    nuclear     fuol    by     Southern    CA   Ed i son   Co. Forward, 
documents     listed     in    App    f\ 

FEL.TOM.  j    ri         Division     or    iRules     and    Rpcords.        02/09/20.        RAPKIN,  A. 
Illinois,      b'.ate     oF          4pp  T6O74    OO3         31X    Ficho    "in-fif 


-3010285054 


B00911 


o    r,    no  nco^p  1  lanc*    ui/C.rt  i  f  ie.U    of 

,  or       oe        JS_fl    Uein    Bnould    bo    rovleoei| 

•lur  ing    rei  t     :t>sn 
HIOCINBOTHAM,  L          Divisor,    of    f'uel    Fafilitu 

io'>  5-  san  F" 


eriaU    Safetu 

'B- 


ail:l3-J203   Notification     of    reg  i  s  trat  !  on    as     user    of    Mode  I    NFS-4, 
11    response     to     ^iOl^O    request 

MWMMALD.C     E          Frjn.por  t.tion    Br«nel,.        76/O3/0-J.        SEAMAN.W.H. 
Southern   Cdlifornia    tdnan    Co          Ip  16071:019. 


a]lfoPni 


Ca£l    NF8-4/NAC-I. 
76/01/30.  Divl 


DOCKET   7l-6745HQDEL:     FSV-3,     GENERAL   ATOMIC   CO. 


Informs    that    acquisition    nf    certificates    of    compliance 
Shipping    Containers    FSf-1 . FSv-3,  FSU-3, FPD-1 ,  RS-1,  TR  IOA-1     fc 
TRIGA-3    effective   aa    of    821029. 

HOOAH.J.P         CA   Technologies,     Inc.  /Oeneral    Atomi  c    Co         B3/10/29 
HACPONALD,  C.  E.        Transportation    Branch.       2pp,        16301  •  397 


DDCKET^71-900|    tlODEL:      IF-300,    OENERflL   ELECTRIC    CD. 

S2110I0324    Informs    of    error     in    IF-300    spent    fuel    shipping    caHk 
conaoliiJated    SAF!   re     structural    analysis    of    BUR    funl    basket 
Mai    value    for    GWR   basliet    uiaight    underestimated. 
DAMSON,  B.H.        General    Electric    Co.        B2/09/07, 
3pp.        ISS95:  021. 


franiportation    Branch. 


(•MCDONALD,  C.  E. 


Bail010339    Informs    that   GE   di, covered    error    in    IF-300   series    spent    fu 
shipping   cast-    consolidated   SAfl.  DHR   fuel    basket   weight 
miscalculated,  True  weight    mould    eiceed    critical    bucHina 
strongtJi    of    t  ie   rada, 

UTLEV.E.E.        Carolina    Pou,er   I   Light   Co,        B2/09/I3.        MAC  DONALD,  C.  E. 
Transportation   Branch.       2pp.       15895;  036. 

Bail 030459  Application    for    revision   of    Certificate    of  Compliance   7001, 
Model    IF-300   clarifying    Revision    13  ro   rupture   disk    devicn. 
correcting    transposed   values  of    fuel    pin  dlflmetar   &   pitch 
range  6    reinstating    oiemption    to    IOCFR71.  33{a  t 

S^nn^PA      °Bneral    Electric    Uranium  Management   Corp.       sa/07/HQ. 
MACDONALD.C.  E.        Transportation    Branch.        12pp.        I3939;2IS. 


FH  ' 

Edison    Co          Ip.         I&074-Q2! 


211120^04   A^snds    £  *r  •;,  H  c  ale    of    Compliance     669B    to    authorix- 
pT*»r,t>»n     of    Mni.l    N^S-4   Serial    Womber    MAC-IE    package 
r-jr    Jrlivery     <-o    carrier     transport    per    010304    Itr 
M«D?r«..0,C    E         OfMc,    OP   Nuclear    Hat.rlaTl.i 

s:;r°*i  *  !;s5r;^  Bl'ra/a* 


B2111SO  00  Application    for    revision   of    Certificata    of   Complianco  9001 
to   reinstate    capability    of    shipping   BUR   fuel    in    1F-300 
shipping    cask . Technical    evaluation   encl   uhich   mill    become 
part    of    Revision   20  of   conaol iiated   9AR. 

OAIJSDIJ.  D.  M,       Ocneral    Elactric   Co.       B2/IO/2I.      MACDONALD.C   E 
Traniportation   Qranch.       20pp.       16076: 268. 

0211090043  Forward,    request    for   addl    info  re    931031  application    for 

amend   to  Certificate    of    Compliance   9001    for    Model  IF-300 
MACDOMALD.C.E.       Transportation    Branch.      03/10/37.       DAWSGN,  D  M 
General    Electric   Co.       3pp.       16029:032, 


DOCKET  71-900A  MODEL:    SOO-8U,    AUTDMATION    INDUSTRIES,     INC. 

8311010464  Notification   of    registration    as   user    of   Models    500-SU 
520   in  response    to  020726   request. 

MACDONALD.C.  E.       Transportation   Branch.      03/09/16.       OSTROFF,  H,  L. 
Lehigh    Testing   Laboraitor  i  es,    Inc.       Ip.       13B96:201. 


DOCKETED  ITEMS 


481 


S21101Q346   Foruardi    reo.ui.st    for    addl     info    in    response    to    B2O7U 
application    re    ahipmant    of  Model    5QO-SU  source    changer 
w/luo   lealed    iources    fc   use   of    ovorpac k.  Reap onse    should    be 
provided    uithin   3O    days.  -„,„-,-.         t-,nTnon   H   p 

MACDONALD.C.E.        Tranapor tat  ion    Branch.        B2/O9/24.        SANTORO.  M.  P. 
Automation    Industries,     Inc.        2pp.        15860:334. 

B2UQS0180  Submits    resulta    of    surveys    performed    on    surface    radiation 
levels    on    five   Model    SOD-SU  source    changers    Containers 
cannot    he    loaded    bo    rated    capacity    of    300  c'_  wannMALD   C   E 

SANTORE,  M.  P.        Automation     Industries.     Inc.        B2/IO/S3.        MADDNALD,  C.  C, 
Transportation   Branch.        2pp.        15973:216. 


TJQC«ET   71-9007    MODEL:     520,     AUTOMATION    INDUSTRIES^    INC^ 

Bai  1010464    Unification    of    registration    as    user    of    Models    50D-SU    8, 
520    in    response    to    B2Q726    request.  O3  ,„-,,,         ngTrfClFF,  H   L 

MACDONALD.C.E.        Transportation    Branch.        M/W/1*.        OSTRQFF,  H,  L. 
Lshigh    Testing    Laborator  i  e!,     Inc.        lp.        15B<?A.30I. 


DOCKET   71-9041    MODEL       GE-lt.00, 


Notification     oF     r*3 i .* rut i on     *•    u« -r    oF    Models    OE-1AOO. 
HN!-100S,CMB   B-!  SO,  CMS-  1  60O.  CMS    i-BO-2,CNS    21-300,9090, 
HW-200-,  HN-100    Series     1 ,  HN- 100    Ser  i  e-s    ZA   fc    HN-  1O(J   Her  I  os     3,  in 


Louisiana    Power    ',    Light    Co.        2pp.         159-65   O* 


DOCKET    71-9057    MODEL:     FPD-1OO.     GENERAL    ATOM  1IC  ^CD^ 

Infqrn*     that     acn  u  i  s  i  I  i  a«     of     certificate*     of    compliance     ti 
ContaTners    FSV-  1  ,  F8V-Z.  FSV-3  .  FPD-I  -  fifl-1  -  Tfl  ISA-  1     & 

TniGA-2    effective    as     af    B^IO^1?. 

HOCA(J,J.P.        QA    Techn0l0gies.      In,     /GBr  .r 

MACDONAL0.  C   E  rranaportotion    nranrh. 


•        /- 
om    c    Co 


DDCKET    71--J073    MODEL:      DM- 142,     HUCLErtR    PftC«ftGlNS.      INC 


DOCKET   71-9010    MODEL:     NU1-1/2. 


B3110i0555   Requests    registration    as    user    of    Modal    NLI-l/2    LWT, 

LENTINE,F.O         Commonwealth    EdiBOn    Co.        K/10/1B.        MACDDN«LD,C    E. 
Transportation   Branch.       lp.       15970:296. 


DOCKET   71-9033    MODEL:     650,     TECHNICAL  _ 

6311010458  Notification  of  registration  a*  user  of  Models  650  t-  66O 
^ESKS:S.|0aaT?«^rt^B»Mh.  32/09,16.  BRIOOB.E.J.  N 
Services,  Inc.  lp.  15902:101. 

0311320431  ^quests  registration  as  user  »'  T«h/Dp.  Model  «SO. 
OILBHEATH.J.  H.  Pry  or  FounJry  Inc.  83/10/29.  MACDONALD,  C.  t. 
Transportation  Branch.  lp.  16201:110. 


DOCHEr   71-9033    MODEL:     660   &660E, 


B211060606  Requests  ragistration  «  •hlpp. 
DRUNER,T.  Oklahoma  ^-Ray  Co.  03/09/15. 
Transportation  Branch.  lp.  15969:126. 

B2110104SQ    Notification    of    registration    a*    user    of   Hod.  I*    650   b    66(. 

In    response    to    B20B25   request.  n3/o9/li         QRlflOB.E   J.        N 

HACDQNALD.C.E.        Transportation    Branch.        B2/09/16.        HKlWUB.t.  « 

Services,     Inc.       lp.       15<?02:  101. 

H2110BOOSO   Notification    of    reoi  stration    as    user   of    Modal    660 
in    response    to    820919    request.  nn/in/id         BDUNER,  T 

MACDONALD.C.E.       Transportation    Branch.      82/10/14.       GRUNER,  I. 
Oklahoma    X-Rau    Co.        lp.        15965:023. 

B2U230554  Request  registration  «  user  of  J.ch/Op.  H 
OILOREATH,  J.  H.  Prtjor  Foundry  Inc.  82/10/29.  ACnU 
Transportation  Branch.  lp.  16201:237. 


DOCKET  71-9034  MODEL:  TRICA-1,  GENERAL  ATOMIC 


.  pf  fesrvT:Chnoginc.  /o.j 

MACDONALD.C.E.   Transportation  Branch. 


DOCKET   71-9037   MODEL:    TRICA-2, 


Nuclear    Paekajing, 


DOCKET    71  -9074     MODEL:     rtl'-lOO, 


9211060331    Conflrnt     B2 1 027    meot.ng     ti.    S ,  IVBT     Bpr    no .  M  B    lo     <H5cUB, 
eoai     of    Certificate     of    Compliance     ¥071,  Model    flP-lOO. 
PHV-    J    D         Anefco-I^c.         02/10/13.         I1ACDONALD,  C.  E          Tr  ansp  or  ta  1 1 


re  n  i 

(1UHPHV, 

Branch.         lp.         15970:047. 


DOCKET    71-9079    MODEL:      HN-100,     SEraERJ!    I'    «V^ 

B3V105006A   flotification    of     i-MlBtr.Hiin    «.    UB.r    of    Mod*  I .    GE-16C-0. 

...      .*«—      ^...^     ^       Y  -n-rt     /-•.if?_l  /.^.-b.  TMC:      A-Rn-L*.  CMS     2  1  — ^. 


„„    nnrln 
-.  -120,CNS-1AOO,CMB    A-BO-H. CMS    21-300,9080. 

007H-100    Ser.e,     I.HN-IOO    Serie5     2A    &    HW-1OO    Hori*.    3.  in 
respanse    to    920707    request.  ,ny,n 

MACDONALD.C.  E.        Transportation     Branch.        03/1O/IH 
Louisiana    Power    &    Light     Co.        3pp.         U«)6..:OJ7. 


.  L. 


DOCKET    71-9090    MODEL:     VCBQ.     HITTrtAN^ 

6311050066    Notification    of     rtgl.tratlon    «"•"•''    oS™1  *    SK" 
HPJ-1005.CNS    a-!20,CNS-1600,CNB    6-30-2,  CNS    21 -300,  90UO. 
HN-200,  HN-100    Scries     1.HN-10O    Series    3A   &    HN-100    Genes    J, 

"""S"B*S    "*"?»"?-"*«.«     Dr.nch.        M/IO/.B.        MAUR!N, 
liana   Pnmer    *    Light    C°.         aPP-         lS<i>aS.  OH7. 


DO 


CKET    71-9001     MODEL       CN3-1600,     CHEM-NUCLEftH    3VSTEH3, 


of    Cer  bl  f  i  cat* 


BS110A0600   Forwards    request     for-    addl     info    re     re 
nf   -Carrol  lance    <?OO1     For    Model    CNS-IiOO. 
MACDSNALD?cl.        Transportation     Brflich.        02/09/17.        HARSH,  C.  A. 
Che.-n-tJuciear    Systoma.     Inc.       3pp.        1  S1?*"?:  137. 

S2110500&6  Notification    of    registration    as    user    of    Mod  e  I  ?    OE-lfi()0, 
HN-100S.CNS    B-120,  CNS-1600,  CNS    i-BO-2,  CNS    21-300,  9OBO, 
HN-200.  HN-100    Series     1.  HN-100    SariaE    2A   i    MN-100    Series     3,  in 

MAURIN.L.V 


,. 
Louisiana  Pooifr    *<    Liohfc    Co..        2pp.        159^5:027. 

B21123O533  Reque»tiB    registration    as    u^er    of    Modal    f,NS-16OO. 
AUSTHJ.M.A         Babcoch    fc   Ullcox    Co,       B2/IO/3A-       HACDaNALD.  C.  E. 
Transportation    Dranth.        1  p.        16201:270. 


t 

Fuel    Cycle  &  Material    Safety. 


. 

MACDONALD,  C.  E.   Transportation  Branch. 


DOCKET    71-9086    MODEL:     HN-10O.     SERIES     1.     HITTMAN   NUCLEAR    &    DEV.  ^ 

B2U03O52S    Informs     of     change    of    recipient    of     Certificate     of    Compliant 
<J08&    for   Model    HN- 1 00.  Ear  i  ea    1,  from  RH    Or  i  d  anbecker    to 

DSIBENHECK6R,  R.       Southern    California    Edison    Co.       B3/'09/16. 
MACDONALD,  C.  E.       Transportation    Dranch.        lp.         13942: 339. 
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nj:nj»i    ta    ti!>C   B20S27    I  tr    re    application    For 


t'tft    I    rjju*il»    iPiippinj    caik    !,    three 

<!    A;;  f  fty*    cjrdi    are   available    in   PDfi. 

-   ft.clf.tr    &    Dfveloprtnt    Corp       (suos.     Hittman 

".vrrc-.ALO.  C         Transportation    Branch.        17pp. 


DOCKET   71-9126    MODEL:     20,     20A,     SO.     50A,     GAMMA     INDUSTRIES 

621 1150093   Requests    reg  i  a  trat  ion     fl5    user    of    Modela    6717-U,  SO.  20rt,  TH>. 
50A.  100,  100A,  200,200A   d   C-Q. 

BROTTaN.G   C.         Inspection    Services    Corp.        82/10/07.        MACDtJNrtl  r>.  C     I 
Transportation    Branch.        Ip.        16O73.  349. 


T'l-ts'j'lalisn    Orancfi         02/10/19        MAURIH,L   V 
«.   Ltjit    Cs        epp         15965  027 


'i    ;.••>'  I-:::-L     "'.-loos.  nm/wj  NUCLEAR  *.  DEVELOP.    CORP. 

i;-,   «n.»(ti    r»]inrjti.in    at    user    of   Models    KN-100,  Ser  i  es    3   (, 

.    5    :         -(-nul.iru    Fcvtt    >,   Light   Co         62/10/15. 
-i..  C   •:    -1          r^4-.(sart!t(ion    Branih         Ip         15975   219. 


»jistratioi    at    user   of   Models    GE-1600, 

,  c'vs  i-ao-r.cfa  31-300,^080, 

ir-i   Series    2fl   1   HfJ-lOO   Series    3,  in 


anch         93/10/1S        MrtUHIN,L   V 
15T65   027 


:r.5    M-I'JS-H,     CHEM-MJCLEAR   SYSTEMS.     INC 


•--•   -tl^nti    rtgiso.rjt  ion    as    user    of   Model    CNS    11-19SH 
l-r'"'"-,".     .      njltlr'  =  rff    '3a*   *    Electric    Co         63/10/13 
.'..^r.-,    E          "r^nsjcf  tatlnn    Hrantr,         ID         16039   O43 


DOCKET   71-9127    KDDEL:     100.      100A,     200,     300A,     GAHMA    INDUaTUIEB 

8211150093  Request!    registration    as    user    of   Modola    A717-D,  20,  2fM,  MO, 
50A,  100.  100A,  200,  200A   &   C-8. 

BHOTTON,  0   C.         Inspec  t  ion    Sewi  c  oa    Corp.        03/10/07.        MrtCDONAl  1).  <:     (• 
Transportation    Hrancn.        Ip.        16073:349. 


DOCKET   71-9130    MODEL-     C-8,     GAMMA     INDUSTRIES 


M/IO/07- 


DOCKET   71-9139    MODEL:     509,     GENERAL    ELECTRIC    CO. 


HWSEti.L.J         Nuclear    Packaging,      Inc.        02/00/19.        MACDPNALD,  C 
Transportat.on    Branch         2pp.        19096:005.  nw.l)UNALD,  (. 

-G2110104S1    Revision    10   abends    to    U.,t Ihghou..    MndD]    T-d 

Nuclear    Pac^g.ng,     In=         02/00/31          194pp,         ISQ9A:007. 


on    as    user    of    Model    CNS    14-I95-H 

tLZ   .:    £         Tranicartatinn    Branch         63/10/19.        MILLER,  R    I 
*r-".v   ...jnutpj]    Utility    District         Ip         15965.034. 


'l_;'';;a    r;3:i'"-      Ct.'S   21-300,     CHEM-NUCLEAR   SYSTEMS, 


71-9150    MODEL:     PAT-2,     EfJERSV.     DEPT.     OK 


Sjstens,     Inc         B3/IO/04.       MACDCNALD.  C   E 

ifpp       [iosa  094  '    ' 


^ 


O»D'  MD()el 


15965   027 


NUCLEAR    IDAHO   CO. 


p  of  Ho(iBl 


SYSTEMS,     INC. 


*°<lfl    CNS   6-00-S 
MACDONALD.  C.  E. 


of   HN    100   Serle,   a 


0ailOB031i   Requeats    t-e 
"1   re 


to    •quJ 


HN-100.  fl.rl 

„, 
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52 110 50046   Notification    of    registration    as    user    at    Models    GE-1600, 
HN-IOOS.CNS   9-120,  CNS-1600.CNB    6-BO-2,  CMS    2  1-300.  90BO>. 
HN-2QO.  HN-100    Series     1,  HN-100    Series    3A   &   HN-100   Series    3,  in 
response    to    830907    request. 

IWCDOfMLD.C.  E.        Transportation    Branch.       02/10/19.        KAUR  IN,  L.  V. 
Louisiana   Pouer    !,   LigM    Co.        2p  p          15965:027. 


DOCKET   7I-9IA7MGBEU:     TVPEB_AMERSHAM_COF!P 


Forward*    Ffliuest    for    aaoi     n.ru    .=    

ngs, par    eaOB25    application.  no/ia/29         CflOBV.  L.  A. 

LD.C   E         Transportation    Dranch.       33  /  10/2?. 

Carp.        3pp.         16029:067. 


8211030051    Requests    addl     info    re    B20715    application    for    Model    HN-100 
Series    3A.  requesting    around    to    permit     increased   weight    nf 
contents    i    certain    mods    to    packaging     const. 

KACDOW/.LD,  C.E         Transpor  t  a  t  ion    Dranch.       83/1O/18.        MALLDRV,  C_W 
Hittman    Nuclear    t    Development    Corp.      (subs.      Hittman    Corp.).        5p|>. 
15975    2?4 

62)105007?    tJot.fication    of    registration    as    user    of    Model    HN-100    Series 
3    in    response     to    B2O922    request.  „„_,,,-„   u     , 

MACCCNALD.C    E.        Transpar  tat  ion    Branch         03/10/19.        CQONEV.M.J. 
Philadslphla    Electric    Co.        lp.         15965:026 

62112E041S   Requests    registration    as  user    of    Model    HN-1OO. 

OARRITY,J   H.        Maine    Vanlcee    Atonic  Pouer    Co.        92/10/26.        DAVIS,  J. 

Office    of    Nuclear    Material    Safetq  i.   Safeoua  rds.  Direc  tor.        lp. 
163^1  :  109. 

8211330015   Reauests    registration    as    user    of    Model    HN- 1OO,  Ser IBB    3, 
GAKRCTY.J   H         Maine    Vankee    Atomic    Potuer    Co.        aa/10/26. 
MAC  DONALD.  C.E         Transportation    Branch          lp  16201    299. 

B21U20544    Notifies    that    020TO7    application    to    all™    upgrading     of    Model 
HN-100    Series    2    pack3Bing     to    equivalent    of    Model    HN-100 
Series    3    pacing, ng     is    not    accepted    for    ravi  eu.  Dif  f  eranc  es    in 
node]     series     unidentified    &    safety     issues    not    addressed^ 
IWCDQNALD.C    E         Transpor  t  .t  ion    Brand,.       32/11/03.        PQPPE.L.K. 
Che.n-tJuclear    Syatems,     Inc          lp.         16064.  05B. 

B211530010    Requests    registration    as    user    of    Mod.l    HN-100,  StriM    3- 
HLJUTEFt.R    S.         Indiana    t>    Michigan    Electric    Co         "'i;'"- 
MACnONALD,C.E.        Transportation    Branch.        2pp.        16201:301), 


DOCKET    7.-.16B    ,ODEL:     CNSJ-I 

B2H030.07    Por.ard9    r»p«... 

S;^G-     CN.ffl-»-c...r     ^ 
Transportation    Qranch.        9pp. 


-B211030609    "SAR    for    CMS    B-1BOQ    Sh  1  pp  i  Jfl    C» 
,       Chen-Hoc  tear    Systarns,      Inc.         32/^/30. 


to    NRC    B1.0»    It,    *   r.v.«-    BM.    r.    Ho-,1 

,  C.  E. 


15942:0&i 
that    amend    to    <:--tlfj»t.    "'    =»7»'«»    *"B    f°" 


License    Fee    Management    Branch.        lp- 


-B2I10B0197   R.qt...f    -ddl 

s&iSAtf-  ttcSn:!:1^: 

Chen-Nuclear    Syste^,      I 
DOCKET    71-9510    HODEL:     GPHS, 


e    820930    request     for    am0nd     to 

pnppE-L-K- 


B21101O304    Forwards     request     for    addl     i  n 
for    review   of    Model    GPHS    pactage.   Info 

MACDOMALD.C.e.         Transportation     Branch, 
Energy.      Dept.      of.        2pP  6588O;321. 


in    reiponiB    tn    H20601    r 
loul d    ba    provided 

02/09/30,        PRICtWBO.  f! ,  I1 


71-9156    MODEL       IH-50.      [NDUSTRIAL 


8311120163   Requests    req  istrat  ion    as    user    of    Mndol     IF1-90. 

PrtTTEfiSDN.A.n.        Nuclear    Btjatem         B2/01/12.        MrtCDOMALD,  C.E. 
Transportation    Branch.        lp.        16067:277. 


DOCKET    71-9157    MODEL       IR-100,     INDUSTRIAL    NUCLEAR   CO 

6211090079    Requests    re.)  is  Iratmn    as    user    of    Model    1R-1OO. 
PftTTERSON.A   R         NuclMr    S^t.m.        B2/1O/12.        HACDDNALD.  C.  E. 
Transportation   Branch         lp.       16029:044. 


DOCKET   71-9159    MODEL.     NUPAC    SERIES   A.     NUCLEAR    PACKING^   ^NC^ 

B21I1TO332  Foruarris    application    for   teriificate  of    compliance    for 
NUPAC    Series    A    package    designs,  including    SAR   Revision     1    & 
amends    Proprietary    info   mau   nou   be   placed    in  PDR. 

MACBONAI.D.C.E.        Transportation    Branch.        0H/H/09.        SCOTT,  S.        Ooturaunt 
Management   Branch.       lp         16172: I9Q 

—  B3I1190340  Forwards   Revision    1    amends    to  NUPAC  Series    A  SAR.  Heap onse   to 
liar    romment*    end    Proprietary     info    may    be     placatf     in    PDR. 
NANSElTLJ         Nuclear   plctagino,     Inc.        92/10/29.        MACDONALD.  C.  E. 
Transportation    Qranch.        9pp.         16173:109. 

-8311190335   flev.s.on    1     to    SAR    supporting    NUPAC   Series    A    package    designs. 
-.       Nuclear    Packaging,     Inc.        92/10/29.        161pp.        16172:197. 


DOCKET    71-9166   MODEL.     964    TVPE   D.     TECHNICAL   OPERATIONS,     INC. 


DOCKET    71-9704    MdDEL: 


8211060313  Forwards    Efvi.lnn    a    to    Cartificat*    of    CanplUne.   970fl    fm- 

Model    LMDR    Nau    Fuo  1  o^/.n/nj         rW(3FI  ,  U    P 

I1ACDONALD.C.E.         Transports  1  1  an     flranch.        D2/10/19.        CWQEL,  W.  I  , 

Energy,     Dept.     of.        lp.        13770:  095. 

-9311060318   CBrtificate    nf    Corcplianca    T7B4.  R.vi  .Inn    2,  for    H 
HACDOHALD. 


.C.E.         Tr-Mport.l  lor    Dr.nch.        BK/IO/19.        3pp.         ISV7(J:<I'«, 


LICENSING  OF  INDEPENDENT  SPENT  FUEL  STORAGE 

DDCXET    72-0001    MORHIB    OPERATIONS,     GEHEIlflL    ELE C TR  1C ^CD^ 

B211010413    Informs    of    no    change     in    sUtg*    of     stored    fuel    Jit    CacilUg 


UAKUUN.U   H ;        Oin.r.1     El.ctrU    Co.        8B/W13.        HOUBE.L.C.        t 
Fuel    i    Spent    Fuel    Licensing    Qranch.       Bpp.         13'JOa:  133, 

8211060317  For-uards    IE   SaPeguardi     Inap  Ropt    72-0001/83-02    or 
320930-1001.  No    none  amp  1  ianc  e   nntait. 

HILLEft.J.R.        Oiwi^ion    af    Engineering  fc   Teilinical    ProgramB. 
VAN   HODMISSEN      Oanaral    Electric    Co.        2pp.         15932:006, 


aailOA02Si    IE    Safeguards     Insp    Rept    72-OIM>l/Ba-O2    an 

noncompltanca    noted. Major   aroaa    in» pec  ted : approved    Morris 
operatlnna    security    plan    It    i mf lomflnting    proeedurei    fc 
security    program   audi  t.  Deta  i  !  s    withheld     i  ref    10CFI173.  SI  ). 
DELANQER,  J.  L.  ,     CREED.J.fi,       DJvinlon    of   Engln«»rlns 
Pro9rama.         H2/1O/25.         1  p. 


B211010354  Foruards    request    for   addl    info    in    response    to   B2071S 
application  requesting    approval    of  Model    864  packag infl. 
Bacnnn^B    should    be    provided  ui  i  t  h  i  n  3O   days. 

SoNALD?C   E         Transportation    Branch,        82/09/24.        MUNRD.d.J. 
Technical    Operationsr     Inc.       3pp.       1 5B90:  151  . 


NONDOCKETED  ITEMS 


COMMISSION   MEETING-   RECORDS 

Edited    transcript    of   820521    closed    meeting    in  Washing  ton,  DC 

re   Exemptions    1    !<   3   briefing    on    design    basis    threat.  Pp    I-BO. 
»      Commissioners.       B2/05/21.       85pp.       15B7S:  30S, 

6211010492  Unofficial    transcript    of  821021    public   affirmation/ 
discussion  (,    vote    in   Washington.  DC  re    SECV-82-392    on    revieui 
of   ALAB-6B5  t    BECY-B3-397    on  reassertion   of    regulatory 
authority    in    State   of    ID.  Pp    1-S. 

*  Commissioners.       B2/10/21.       9pp.       15S<?6:202, 

B2I1030271    Staff    requirements   memo    re  Commission  821014  discussion    DP 
reactor    vessel    water    level    indicator    program. 

CHILK,  5.  J.      Office    of    the   Secretary    of    the    Commission,       MB2I014A. 
82/10/15.  Office    of   the    Secretary    of    the   Commission.       lp. 

13941:041. 

8211030599  Staff   requirements  memo    re  Regulatory  Heform  Taslr  Farce 

B21007   briefing    on    status    of   proposed    legislation.  

CHILK.S.J.        Office    of    the    Secretary    of    the    Commission.        MaaiOO7A. 
B2/10/1B.       TOUHTELLOTTE!  J.      Regulatory    Reform  Task   Forco. 
DIRCKS.W.J.       Office    of    the   Eocutive    Director    for    Dperatlons.        lp. 
13943:  103. 

8211060470  Unofficial    transcript    of  B31015  public   discussion   of    severe 
accident    policy    statement    &  research    plan    in  Wash  Ing tonj  DC. 
Pp    1-1 Ifl.  Supp orting    documentation   encl. 

*  Commissioners.       B2/10/1S.       131pp.        15960:168. 

8211060532  Unofficial    transcript    of  821032  public    discussion   In 
Hashington.DC    re    10CFR61,     "Licensing    Requirement*    for  Land 
Disposal    of  Raduaste,  "  .final    rule.    Pp    1-65. 
Vlaugraphs    encl. 
»      Commissioners.        B2/10/22.        B2pp.         15969:001. 

B211090003  Unofficial    transcript    of  92102B  public 

affirmation/discussion  i  vote  re  SEC Y-S2-372A. Kerr-McOe • 
request  to  consolidate  Amends  5  !<  6,  SECY-82-197,  revls  inj 
3-3  policy  fc  SECY-204  in  Wash Ington,  DC.  Pp  1-3. 

*  Commissioners.       82/10/28.       Bpp.       16029:028. 

B211170242  Unofficial    transcript    of  Commission  821110   meeting    in 
Uashlngton.DC    re    briefing    on.  Sandia    consequences    study. 
Pp    1-72. 

*  Commissioners.       82/11/10.      76pp.       16139:839. 

8211170496  Unofficial    transcript    of  82102B  ur-end    program  review    in 
Washington,  DC,  Pp    1-101.  Vlemgraphs   end. 
»     Commissioners.       B2/10/28.       132pp.        16143:213. 

S21I180042  Unofficial    transcript    of  B21112  public    affirmation    session 
In  Hashlnjton.DC    re   8ECV-B2-419    discussing    Sunflower 
Coalition   petition. Pp    1-4. 

*  Commissioners.       S2/I1/IS.       8pp.       14152:  171. 

8211230336  Staff    requirements  memo   re   B2102B    brief ino    In   Washington,  DC 
nn    yr-end   program  review.  „_„,_.-«.* 

CHILK.S  J  Office  of  the  Secretary  of  the  Commission.  MBHlOBBft, 
82/11/17  ZERBE,J,E.  Office  of  Policy  Evaluations.  IHRCKBiW.J. 
Office  of  the  E«eeutive  Director  for  Operations.  3pp.  16201:113. 

8211240134   Unofficial    transcript    of  021116  public    briefing    in 
Hashington.DC    on  actions    re   steam  generator    problems. 
Pp    1-B9.  Vleugraphs    end. 

*  Commissioner  i.       82/11/18.       105pp.        16232:101. 

8211240218  Transcript   of   B211IB  public    meeting    re    option*   on  higJi    level 

uiaste    rule    technical    criteria  (IOCFR60)    in   Uashinoton,  DC. 
Pp    1-129.  Vieuoraphs    encl. 

«      Commissioners.       83/11/18.  158pp.        16229:216. 


'P    c^n,l...or,.r..        B2/I1MD.        nPP          16331=170. 


r   t  ,  a. 


ACHS  ADVISORV     COMMITTEE   ON    HEACTOH^fiAl" £ 

B307lBOOi,B  Ack     racaipt    of    C    Her  1  i  ng  or    Q2O(,IA    m 
proposal.  Analgsia    c  onu  i  a  t  snfc   u/ c  ommon  t  •    a  I.    f\ 
Subcommittee    02061A    8<     17    mootino 
SCHHOCK.V   E         California,     Univ,      of.     UorVoloji 
Advisory    Committee    act    Reactor    Hnfaguards          II 

-    Advisory    Committee    on    Roactor    tlnf  «u  u*rd  i 


L-CCil 

liCIIFHJCK.  V.  1! 
»  I'LI-li 
II' 


6207100069  Submits    reviou,    nf    ut  i  I     gruop     comme.it.    mi    A1U!1    r«pt    «. 
supporting    d-QelJmBn  t  a.  per    030*30    r.q«.*,t   UU  I     irm.p    ruU    «  an 
merge    u/IMHC    rula    w/adnptton    of    mai.ufl]     OP™    *t-«iiilbu    liquid 

LlE^C    ^MtcMoar^Univ.      aF.        M/DH/SO         UIIHIMJIT.  (•    A         Mill)    - 
Advisory.    Committee    on    nooctoT    CJa  f  vgiM  rd».         1pp.        I!W:H>    !!)!> 

0307100070    Summary    of    Advanced    CnJw    Huvlcu.   Grinip    ti'JQH!'/  -yfl    mii«tii)g     lit 
Idaho    Falli,  ID    re    heat    trnnsfar    models     Pur     «itv«nc*d    iniles 
CATION,  I.        ACRB    -    Advt-jory    Committee    on    Huflttur    D>iiT«guflrd« 
82/08/2-).        DOEHNERT-P.        ACRE!    -    Advisory    ilummltlfllt    on    Ilimi;  Lor 
•Safnguarda.        4pp.         13793:33-1 

Q2071B0079    Commenta    on    OE    "Evalufltion    tff    MIC    «'>4ttiir*    Analij***"    bn»Btl 
an    use    nf    "Pelllni     DiaQram.  "     In    r«»pon«o    In     (lailtiLV    i'mu"*t 
Re*i    in    discussion       dp    not    nave    per  »  un  »  l  vo     valn« 
IRWIN,0,n.        M*Tulandi     Untv,      of.         IRMIH.W.II          M.l\il    ••    Advisory 
Ccramittee    on    Reactor    Safeguard*          (la/OH/ao          l«Ml-,l-         ACKl)   -    Ailvloi'i 
Committee    .on    Reactor    Safeguard*.        'Jf>(>  , 


B2071QOOB1    Comments    on.     "Pre*«ur  I  t«<l    Thormnl     [Ihotk    -ll'l!!)     lit   Nticlixir 
Pouvr    Plant    Reactor    VciftBlt,"    Draft    :i,  Mainl*1»lng    Inner 
auTPac*    of    v»n»l    wall    above    upper    sh»lf     lamp    m/f-t    unl    bo 
practical    dur  Ing     somo    even  t  i. 

CALL.  W.  R.        Affilia-tlon    UnVnnuin.        QALI..M.I!          AfiHU   -    Ailvltonj    C  iiitmi  1  1  ti 
on    Reactor    Safeguard?.        QS.fVlfQU         ni;N!Jr.H,M-       ACfll)     -   A.fvlmry 
Committee    on    Reactor    Safeguards.        Up  |>  . 


93071  S0032    Comm»nt*     gn    propa»ed    RtvUHin     1     to    l!*g    Uuld*     t  -  I  O. 

"At  HID  spheric     Dliparsinn    Model*     fur    P'olvntlal    Accident  '. 

Cotiieitijenca    A«*a-iimanti    At    Nucltar    F'ower    fh!  *titt.  "    kn  ' 

response    to    Q20B17    request. 

Commerce,  D*p.t,      of,     Mit  Uo  rial    lie  ••nouraph  It    h    Almntpltn-1 


Adnlciiatratlon,        rJF/3^6          E33/OO/3O-        DUHAIUMAMV.il         ACRE!    -  AilvmirV 
Commi  1  1»»    an    RBJC  tor    Safe  guard  •  .        '-iff          I  AD  19  •  'MO 

82O71BOOS4    Comments     on     integrated    Kunun     factor*    pl*n    preimlad     to    ACll 
Bwbcommi  tt*«     an    Human    Tacfcari    on    020"?  07   Proposal    i*«*<ti 
eieeutive    murnmarij    matl     ^ascribing    bailc    prooran   mod*l  . 
NERTKEY.  H.  J.        EOfcO.      Inc.        NE-39-aa.        fiB/OW  10        MAUD,  P.       ACRO    « 
Aivltorij    Cotnmittae)    on    Reactor    B*(=H>gu«  i-J  •          4pp.        IMHtl,  aiV. 

B20B29O01O   Summarlia*    ACRB    Bubcomni  I  tie    030^07  nivLlug    re    rtviiw    of 
"NRC    Integrated    Human    Faetort    Program    PUn     for    FVOa-OO    " 
DEBONS.A.       Affiliation   Unknown,       QS/QVfys,       WAIID.I),       A-CflH  -   Advimr 
Committt-»    on    Reactor    Baf0gu»rdi.        3pp.        16002   303-  : 
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82/09/15.         tONE. 
2pp.        I6Q-?a:333. 


CoI 

Committee    on   Reacto 


8211030100  Tran.crip 


B2/M/03. 


e 


a,es    qf     inservlce    . 


B308S70023 


B3QB3WOS2  Submits    gn.pt   on 


» 


831110035B   Transcript    qf   271st 
Waihlngton. 
*      ACRS   -   A 
16036:097. 


;;'£H;:r'""''r"!""-'-!™  "°s '- 

on    Reactor   Safeguards.        83/11/05.        7 


6211160374  Transcript  of 
Eff.ct,  »,  au§  eiaUfl( 
Pp  296-369. 


Tieeting    in    Washing tnn^Dc"  °9LCa] 
eactor    Safeguards.        02/11/13.        7; 


Bailli0393   Transcript    of 


144pp.        16080:260. 


02liaaOOOI    Tranicript    of 
Effect.    &   Bit.   E^l 


lit  tec,  Dn  fit 
'eting  in  Mac 
tion  &  vieugrapha 
on  Reactor  9afegua 


Ha.hington.DC    Pp      66-42B 


n    K1119   opting     in 
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briafin°  °n 
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Operations.       lp.       1SBBO:073  E,BCUtive   Director    fo 


^°T.5ruoii!cror^°L^t:v  r-  r:pt  '«•  wt  •»-*- 

W/10/aa.       53pp        ?6030   ,90  »"«*«"•    'T    Operations 


^ 


"Mr.tion.. 


M         . 


NONDOCKETED  ITEMS 


487 


— 9211240323  Opposes    plans    to    expedite    licensing    process    by   restricting 
NRC   power    to    order    newly    developed    safety     improvements    Navu 
program   uould    be    good    eiample     for    nuclear     industry     tn 
follow 

CAHBEL.J.A.        Affiliation    Unknown.        82/10/19.        PALLADINO,  N.  J. 
Commissioners.        Bpp.        li33O:  165. 


to    committee 
BEV1LL.  T.        Home    of    Hep. 


9311300040   Advises    that    rapt   addressing    Issues    Identified    by   House 
Appropriation*    Committee     <KR   Kept    97-177)    re    proposed 
nuclear    data    link    not    get    tomp  1  ete.  Respon 
questions    uill     be    provided    when    completed 
PALLAD1NO.N.  J.        Commissioners.        B2/ 1 1 /Ofl. 
Appropriations.        lp          16260:176. 


CONTRACT  NRC    CONTRACTS   AND   MODIFICATIONS 


— BSHOlOAf.7   Contract:     "Main*  &   Operation  of    Local    Public    Document 
Room*    (LPDRs),"    awarded    to   CA   Polytechnic    State    Univ 

MAC  1*8%.       California    Pajytechnic    State    Univ.       REDELLQ,  J.  E. 
Division    of    Contracts.        NRC-1Q-B2-7 10-        B2/O9/30.        9pp-         13903,093. 

B2U01Q491    Notification    of    contract    ««eeution:     "M-alnt    1=  Operation    of 
Local    Public    Document   Room*    (LPDHs),"    awarded    to    Humboldt 

LITTLE.  M.       Administrative    Contracts    Branch.       NRC-10-B2-49a. 
82/09/30.       FELTON.J.  M.  .     SOUDER,  J.        Dlviiinn    of   flules    and    Records, 
(p.        15879:061. 

— B2110I0495  Contract:     "Matnt   &  Operation    of    Local    Public    Qocumjent    Room 
(LPDRsl. "   awarded    to    Huraboldt    County    Library, CA. 

KLAPFRDTH.J.        Hufl-bDKJt     County, CA.        SMITH.  P.  A.        Adt.lni.tra  1 1  ve 
Contract,    Branch.       NRC-1O-O2-69B.       B2/O9/3O.       9pp.       15979;  O6H. 


B311QLQOQ3    Notification    of    contract    uiecution , Mod    3    to    "Environ 
Astessments    t,    EtS    for    Law   Level     Haste    Disposal    Facilities," 
Contrac  tor  :  Versar,  [nc. 

FLEEHOH.C.H.        Technical    Assistance    Contracts    Branch.     

NRC-02-B2-026-04         89/10/05         DAVIS,  J.  ,     PANQBURN,  fl.        Office    of 
Nuclear    Material    Safety    t,    Saf eg uards, Di rect or.        lp.        15892:169. 

— 3211010006   Mod    2,  extending    period    of    agreement    to    830929   fa 

Incorporating    administrative    change*    re    billing,  to    "Environ 
Assessments    t,   EIS    for    Lou   Level    Waste    Disposal    Facilities.  " 

*  Vei-sar.Inc        HACAN,  T.  F.       Division   of   Contracts. 
NRC-02-B2-02&-04.        82/10/05.        3pp.        15993:  170. 

031  101000Q   Notification    of    contract    ciecution. Mod    2    to    "Environ 
Aisessments    (.    EIS    for   Loui   Level    Waste    Disposal    Facilities. 
Contractor. Science   Applications.  Inc. 

FLEENOR,  C.  II.        Technical    Assistance    Contracts    Branch, 
NRC -02-32-026 -07         B2/10/03.        DAVIS,  J.  ,     PANQBURN,  G.        Office    of 
Nuclear    Material    Safety    fa    Saf  eg  uards,  Direc  t  or.        lp.        15830:359. 

—  B211010011    Mod   2.  intending    period    of    agreement   to  030929  !< 

incorporates    administrated    changes    re    billing,  to    "Environ 
Assessment,    t,   EIS    for    Uou   Level    Waste   Disposal    Facilities. 

*  Science    Applications:      Inc.        HAGEN,  T   F.        Division    of    Contracts. 
NRC-02-82-02t-O7.        82/10/O9.        2pP-        1SBBO:360. 

8211010043   Notification    of    contract    eiecution, Mod    I    to    "Availability 
of  Medical    Treatment    to   Minimlie    Early   Fatalities  Post- 
Severe    Reactor    Accidents.  "      Con  trac  tor:  BBA.  Subcontrac  tor: 
Andrulis    Research    Corp 

WIGGINS, E.  Technical  Assistance  Contracts  Branch.  NRC -03-03-128. 
32/09/29  MATTSON.R  J.  .  WQHL.  M  Division  of  Syatems  Integration 
(post  B11005).  lp.  15092:361. 

--B211010052  Nod    1,  incorporating    effective   dote    of   BH0929    into    cnntract, 
to    "Availability    of    Medical    Treatment    to     Minimiie    Early 
Fatalities    Post-Severe   Reactor   Accidents.  " 

*  Small    Business    Administration.        MATTIA.M.J.        Technical 
Assistance    Contracts    Branch.        NRC-03-82- 1 2B.       B2/09/29.        lp- 
!9B92:362. 

B211010290  Notification   of    contract    e.ecuti  on.  Mod   1   to    "Study    of  Nau, 
England    Seismiclty    W/Emphasis    on   HA  t.   NH.  "    Contractor:  MIT. 
JACOBS,  A.       Research    Contracts    Branch.       FIN    A-1O59.       NRC-04-7fi-20<?. 
S2/09/28         BATSON.M.  ,     MURPHY,  A.        Office    of    Nuclear    Regulatory 
Research,    Director.       lp.       15994:357. 

—  8211010293   Mod    9,  eitendino    funding    through     830831,  to    "StudiJ    of   New 
England    Seismicity    H/Emphasis    on  MA   t,  NH^"  ,,,,OTAUP  R    P 

DUMMER.O.H.        Massachusetts    Institute    of    T«hnolosj.        flUS™VE.H    F. 
Research    Contracts    Branch         FIN   A-4050.         NRC-04-76-2O9,        82/09/53. 
4pp.       15894:353. 

6211010421    Notification    of    contract    execution,  Mod    3   to    "Technical 
Assistance-Automated   Micrographic    Storage    t-  Retrieval    Sys. 
Contrac.  tor:fi    Landau.  ,„•:•, 

SMITH.P.A.        Administrative   Contracts    Branch.        FIN   B-6357 
NRC- 17-70-166.        82/10/20.        CHIUK,  S,  J.  .     SCATTQLINI,  L.  B.        0»f  i=  e    aP    the 
Secretary    of    the    Commission.       tp.       15800:355. 

S211010428  Mod   3,  deob  1  igat  ing    balance    for    closeout.to    "Technical 

Assistance-Automated   Microoraphic   Storage    fc  Retrieval    Syi. 
LANOAU.R        Landau, R.       SMITH.P.A.      Admini  s  trative   Contracts    Branch. 
FIN   B-6357.        NRC- 1 7-78-466.        B2/10/20.         1  p.        15SBO:356. 

62I10I0459  Notification    of   contract   e.ecution:     "Maint   tc  Operation    of 
Local    Public    Document   Rooms    (LPDRs),"    awarded    to   CA 
Polytechnic   State   Univ  Library.  •.„„,.    ,r.  as    7m 

LITTLE.M.        Administrative    Contracts    Branch.        NRC-1O-B2-71O. 
S2/09/30.       FELTON.  J.  M.  .    SOUDER,  J.       Division    of  Rules    and  Records, 
lp.       15902:091. 


8211020051    Notification    of    contract    elocution:     "Maint    i,  Operation    of 
Local     Public     Document    Boom,     ILPPRs),11     awarded     to    HartsvilU 
Memorial    Libraru.  EC.  • 

LITTLE, M.       Administrative    Contracts    Branch.        KHC-    O  S2   711. 
B-2/09/30.        FELTON.  J.  M.  -     SGUDETR,  J.         Division     of    Rules    atid    Records, 
lp.        15903:077. 

— B21I02005-?   Contract:      "Kaint    8r    Operation    DP     Local    Public     Document    Rooms 
(LPORs),"    awarded    to    Hart»vllle    Memorial    LibraryiSC. 
REEP.A   S        Hartsvillo-BC.       SMITH, P.  A.       Adminin trative   Contracts 
Branch.        NRC-IO-B2-71I.         B2/O7/30.        9pp.         159O3:OBO. 

B2U0303BO    Noti  Ficatioi,     of     contract    o  <  ecut  i  on-  Mod     I     to    "Const    fc    Calibr 
of   Sr-90     Irradiator     for    Multiple    Dnnimeter     Irradiations. 

HA^H^Research    Contract,    Branch.        F.WE-S2SS.        NBC-O4-M-W4. 
S2/09/30.       FOREHAND.W.  .     DENNIS,  N.       Offiice    of    Nuclear    Regulatory 
Research,     Director.         lp-         15940: 37B. 

—  9211030394  Mod    1, changing    general    provisions,  to    'fCotist   &    Calibr    op 
Sr-90    Irradifltor    for    Multipto    Dosimeter    Irradiations. 

STEMPLE.P.  J.        Michigan,     Univ.      of.         MDftTON.K.V.        Researc  h    Contracts 
Branch.        FIN   B-SBBS          NRC-Ofl-Q2-O24.        H2/O9/30.         llpp.         15940:277. 

B3U030992   Notification    of    contract    « xecution .  Mod    3    to    "Environ 
Assessment   of    Qrounduiater    Contamination    in    Wood    River,  RI. 

LITTr".M0r:purc);ast;rs;ctiDn,        F1M  B-6993^-       NRC-02-BO-076. 
82/09/30.       BROWN,  R-  S.  ,     SHUM,  Er        Program  Support   Oraincn.        lp. 
15943:033. 

— B21I0305B7  Mod    3.  extending    scope    of    uiork   ft    period    af    pei-formanca    to 
S3093Q, to    "Environ   Assessmert    of    Contamination    in  Mood 

WAnHER-D'L         Don    L.     Warner,     Inc.       SMITH, P.  A.       Purchaiing    Section. 
FIN    H-6993-2.        NRC-O2-ao-076.         32/09/30.         3po.         15943: OS4. 

0211040044    Notification    of    contract    eiecutl on. Mod    a    to    "Environ 
Asseniments   t    EIS    For    Lau   Level    Haste    Disposal    Facilities. 
Contractor:Roy    F    Westan. Inc. 

FLEENOS.C.M,        Technical    AssUtancB   Contracts    Branch. 
NRC-02-BE-02i-02        Ba/lO/O5.       DAVIS,  J.  .    PANOBUF1N,  0.       afflco    of 
Nuclear    Material    Safety    k   Saf eg uards, Di rect or.        ip.       15955:274. 

—  9211040050  Mod    E,oxtanding    period    of    agreemont    to   830929    d 

incarporatino    admi nis trat i ve    change*    re    billing. to    "Environ 
Aas.es-9nienti    &   EIS    For    Lou   Level    Waste    Disposal    Facilities. 
*      Roil    F      Weaton,  Inc.         HASAN.  T.  F.        Division    of    Contracts. 
NRC-02-B2-0 26-02.        82/10/05.         2pp.         15955:275. 

S211040SOB  Notification    of    contract    e«ecutiol»r  Mod    2    to    "Environ 
Assessments    &    EIS    far    Low   Level    Wast*    Disposal    Facilities. 
Contrac tor:Ertee    At lant ic, Inc. 

FLEEWOR.C.M.         Technical    Assistance    Contracts    Branch. 
NRC-02-B3-024-03.       B2/10/05.       DAVIS,J.,    PAMODUBN.O.       Officffof 
Nuclear    hater  iai    Safeti/    &    Saf  eouar-ds.  Direc  tor.        lp.        15955:  32fc, 

— 82II04O515  Mod    2.  e i tending    period    of    agr»em«nt    to    B309H9    d 

incorporatinn    administTative    changes    rt    billing, to    "Environ 
Assessments    V  EIS    for   Lout  Level    Haste  Disposal    Facilities.  " 
<      Ertoc,     Inc.       HA<3AN,T.F.       Division   of    Contracts. 
NRC- 02-82-026-03,         BH/1O/05.         2pp.         18955:327. 

B2K04OS17   Motif  icjition    of    contract    execution j  Mod    1    to    "Workshop    on 
Lou  Level   Uelte   Licensing    Rule.  "    Contractor : CouncI 1    of 

SMITH, P. A.  'Division  of  Contracts.  FIN  B-A9B2-O.  NRC-O2-BO-046. 
B3/10/I4.  BROWN'H.S..  MAODOU8ACL. B.  Office  of  Nuclear  Material 
Safety  &  Safeguards. Director.  lp.  15953:324. 
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—  eailOe032a  Hod    3,  changing    name    of   billing    ofc.to   "Tunneling  Study    For 
Pack-Fitting    Operating    Plant*    W/Core  Retention  Devices    " 
»      R    &   D  Associates.       CUSTAVE   P.P.       Division   of  Contracts        FIN 
B-7475.       NRC-04~HI-2QO.       B2/1I/02.        Ip.        13975:173. 

B211090O09  Notification   of    contract   execution  ,  Mod   9   to    "Seismicity   t, 
Tectonic    Relationships    for   Upper   Great   Lakes   Precambrian 
Shield    Province."    Cnntrac  tor:  Un  i  v   of    HN. 

-MCQII3,  A.       Reiearth    Contracts    Branch.       FIN    B-5952.       NRC-04-76-289. 
H2/IO/23,        RATBCIN,  H.   ,     MOONEY,  H.  N.        OfficB    of    Nuclear    Regulatory 
Research,    Director.        IP         16039:  OO3. 

--021  I09O024  Mod  ?,  providing  no  cost  intension  for  4  months,  to 
"Bel  *mlc  i  ty  If  Tectonic  Relationships  For  Upper  Great  Lakes 
Precambrian  Shiflld  Province," 

UE165.M.  L.  .     WILSON,  D.  A.       Minnesota.    Univ.     of,    Minneapolis. 
OUSrAVE.R.  P.       Division    of  Con  trac  ts  .       FIN    D-5952.       NRC-04-76-2B9. 
E12/1O/22.        5pp.         16039:006. 

Q311O90I17   Notification    of    contract    e  lecution.  Mod    1    to    "Maint   & 
Operation    of    Local    Public    Document    Rooms     ILPDRsl." 
Cuntrac  tor:  State    Library    of  PA. 

DdFlSEY.  M,  .     EAZIN.J.P,        Administrative    Contracts    Branch. 
NnC-10~CI2-A96,        H2/10/21.        FELTON.  J,  M.  ,     BOUDER,  J.        Division    of   Rules 
an-d    Records.        Ip.        16021:313. 

--(1311090137  Mod    1,  incorporating    period    of   performance    from  020701- 
010630.  to    "rlaint    &  Opera  I-  ion    of   Local    Public    Document  Rooms 
ILPDfls).  " 

SHEI.KROT,  E   L.       Pennsylvania.     State    of.       MATTIA,M.J,       Division   of 
•Contracts.        NRC-  IO-fi2-69fc.        B2/1O/12.        Ip.        16021:  3  H. 

EJ3»IO'JO!29   Notification    of    contract    e  lecutl  on.  Mod    7    to    "Vol    Reduction 
Techniques    in    Lou  Level    Raduaate    Mgt."   Contractor:  Tetnekron 
Research,  Inc. 

MCLEAREN.T.        Technical    Ais  i  itanc  (•   Contrac  ts    Branch.        FIN   D-44  13-1. 
NRC  -02  -79-034         82/11/02.        DAVIS,  J.  0.  ,     JOHNSON,  T.        Office    of    Nuclear 
Material    Safety   !.   Safeguards.  Di  rector.       Ip.        16021:332. 

—  02I1IO-JO132  Mod    7.  denb  1  Ig  atlng    unliquidated    balance,  to    "Vol   Reduction 

Techniques    in   Lou    Level    Radmaste    Mgt." 

HEINBICHS.n,  S.        Taknetron,     Inc.        HAGAN,  T.  F.        Division    of   Contracts. 
FIN    D-6413-1.       NRC-02-79-03-I.       03/11/03.        Ip.       16031:333. 

H311090570  Notification    oF    contract    ttiecution  ,  Mod  6   to    "Fuel   Cycle 
Project    Revieu.  "    Contractor:  Be  i  ence    App  1  1  ca  tions,  Inc. 
HOLLEIT.S.        Research    Contracts    Branch,        FIN    D-6694.        NRC-04-BO-178. 
82/11/03.       FOREHAND,  W.  ,    ENQ,C.       DFPicB    of   Nucloar   Regulatory 
(iaiaarch,     Director.        Ip.        I6O20:  HB. 

—  G211O9O57B  Mod   i.changing    name    of  NRC    billing   ofc   fr  address   for 

submitting    invoices,  to    "Fuel    Cycle   Project   Review." 

«      Be  lent  a    Applications,     Inc.       OUBTAVE,R,P.      Research   Contracts 

Dranch.        FIN   D-6694.        NRC-04-S017B.        83/11/02.        Ip,        16030:  149. 

BSl  I1OO155  Corrected    notification    of    contract    elocution,  Mod   34, 
correcting    funding,  to    "Douncomor   Effects  Experimental 
Program,"    Con  trac  tor;  CREARE.  Inc. 

UDLLETT.B.        Re.eorch    Contract*    Branch.        FIN    A-407O.        NRC-04-75-I62. 
02/11/01.       DAT6DN.W.,    REVES,  J.       Office    of   Nuclear   Regulatory 
Homarcb,     Director.        Ip,        16032:312. 

0211100437   Notification   of    contract   execution.  Morf   3   to    "Environ 
Monitoring   Program   u/State    of    DE.  "    Contractor:  Stale   of    DE 
WDE-LETT,B        Research   Contracts    Branch.      FIN   B-1260.       NRC-OS-BO-29  . 
02/iI/Ol.       PAPPAQ.H.,    COHEN.L.K.       Region  2.     Office   of   Director.       Ip. 


--Q21  1  100462  Mod   3,  providing    for    decrease    in    CYB2  TLD  program,  to    "Environ 
Monitoring    Program  u/State    of    DE.  "  r._»,.,i.« 

HILOON,J.I.       DBiauar«.    Stat.    of.       OUSTAVE.R.P        R"""^°n|4fl 
Branch.       FIN  B-1260.       NRC-09-BO-29I.       B2/11/OI.       IP.       16041.  S4B. 

8211100906  Notification   of    contr.c  t    execution,  Mod    1    to    ''Lons  Term 
P.rformanc.   of   Matl*   used    for   High    L.v.l    Ha.te  Packa9»ng. 

Contractor:  BNWU.  wnr-o4-a3-O15 

WOLLETT.E.        Research    Contracts    Branch.       FIN    B-i764.        NRC    M   «   "13. 
BZ/U/Oa        DATSuN.H,-    RIM.R.       0*fi"    of  Nuc  lear  Regulatory  Research. 
Dlr.ctor,        Ip.        160-)0:C.92. 


9211100529   Notification    of    contract    *i icutlan. Mod    3    to    "Study    of 
Parameters    That    Affect   No    Detectabli    Activity    Miasur.inent 
Response   !,   Development    af    Design   6peci    to   Mlnimiie    Effect*." 
Con trie  tor: SE line e   App 1 icitlons • Inc . 

WOLLETT.S.        Research    Contracts    Branch.       FIN    B-109B.       NRC-tJl-BO-001 . 
62/11/01,        FOREHAND. N..     RIVERS.  J.        Office    af    Nuclear   Rigulatnry 
Research,    Director.       3pp         16040:357. 

— 6211100533   Mod    3, changing    name    of   NRC    billing    ofc    t.   nailing    address, 
for    all     invoices,  to    "Study    of    Parameter!    That    Affect    Ho 
Detectable    Activity    Measurement    Response    !,   Divelopment    of 
Design   Specs    to   Minimiie   Effects." 

*  Science    Applications,     Inc.        CUSTAVE.  F!.  P.        Dlviilon    of   Contracts. 
FIN   B-109B,       NRC-01 -80-001.        83/11/01.         Ip.        16040:350. 

3211110116   Notification    af    contract    eiecution,  Mod    6    to    "Development    of 
Stritnrange  Partitioning    for  Creep-Fatigue    Assesiment    in 
Nuclear    Components    Operating    at    Elevated   Temps." 
Con  trac  tor:  Case-Ueitern   Reserve   Univ. 

SILVIS.R.M.       Research  Contracts    Branch      FIN  B-6253.       NRC -04-77-1 32. 
82/11/05.        BATSON.H.  ,     UALKEH,  T.        Office   of    Nuclear   Rtgulatory 
Research,     Dinctor.        Ip.        16052:336. 

—9211110121    Ltr   Contract   NRC-04-77-133,  Mod    6.  deob  1  igati  ng     fund*. to 
"Development    of   Strainrange    Partitioning     for   Creep-Fatigue 
Assessment     in   Nuclear   Components    Operating    at    Elevated 
Temps.  " 

OUSTAVE,R.P.      Research    Contracts   Branch.       FIN  0-6332. 
NRC-04-77-132.       B3/10/15,       ADAMS,  D.        Case    Western   Reserve    Univ. 
Ip.        160S2:  337. 

B2I1110309   Notification    of    contract    eiecutioTi .  Mod    fl    to    "Environ 
Monitoring   Program  W/State    of  CO."   Contrac  t  or:  State   of   CO. 
WOLLETT.S.        Research    Contracts    Branch.       FIN    D-51G4.       NRC-O5-BQ-367. 
B2/11/01.       PAPPA9,H.       Region   3,     Office    of    Director.       COHEN, L.        NSC    - 
No  Detailed   Affiliation   Given.        Ip.       16045:060. 

— 8211110213   Mod    4, changing    name    of    billing    ofc.to    "Environ   Monitoring 
Program   H/State    of    CO.  " 

*  Colorado,     State    of.        OUSTAVE.R.P.       Division    of   Contracts.       FIW 
B-5104.        NRC-05-BO-267.        B3/ 11/01          Ip.         16045:061. 

B21lll022i  Notification   of    contract    eiecutic-n ,  Mod    5   to   "Environ 
Monitoring  Program  U/State   of  TN.  "  Contrac  t  or:  State  of   TN. 
WOLLETT.S         Research    Contracts    Branch.       FIN    B-53OB        NHC-05-8O-3ai . 
62/11/01.       PAPPA9.H.        Region   3.     Office   of    Director.       COHEN,  L.        NRC    - 
No   Detailed   Affiliation  Given.       Ip.       16045:073. 


— 8211110241  Mod  3, changing 
Program  H/State  of  TN.  " 
*  Tennessee,  State  of. 
B-520B.  NRC-05-BO-2S1. 


name    of    billing    ofc.to    "Environ   Mon  itor  ing 

GUSTAVE.R.  P.       Division    of   Contracts.        FIN 
S2/11/01.        Ip.         14043:O7i. 


B311110393  Notification   of    contract   elocution,  Mad    4   to    "Environ 
Monitoring  Program  W/State   of   MD.  "  Contractor:  State   of  MD. 
HQLLETT.S        Research    Contracts    Branch.       FIN    B-SlQfi.        NRC-O5-BO-2A9. 
82/11/01.       PAPPAS.H.       Region   3,     Office   of    Director.       COHEN,  L.        NRC 
No  Detailed   Affiliation  Given.       Ip.       16049:073. 


—8211110359  Mod   4, changing    name    of   billing    ofc.to   "Environ  Monitoring 
Program  H/State    of   KD.  " 

*     Maryland,    State    of.       GUSTAVE.R. P.      Division   of  Contracts. 
fl-5106.        NRC-05-BO-a&9.        E2/H/OI.        Ip.         16045:074, 


FIN 


OUSTAVE.R.P.       Re.earch    Contracts   Branch. 
WRC-04-B2-01S.       32/11/02.       Ip.       16040:093. 


6211110267  Notification   of    contract   ai*cuti on, Mod    4  to    "Environ 
Monitoring  Program  H/State   of   CT.  "  Contrac  tor:State  of   CT. 
CoLLETT.S        Research    Contracts    Branch.       FIN    B-5113.       ^-05-BO-376. 
82/11/01.       PAPPAS.H.        Region   3,     Office    of    Director.        CQHENrL.        NHL   - 
No   Detailed  Affiliation   Given.        Ip.       16045:071. 

—8211110374  Mod   4.  changing,    name    of   billing  ofc.to   "Environ  Monitoring 
Program  H/Stat«    of   CT.  " 

*     Connecticut,    State   of.      GUSTAVE,  R.  P.  Division  of   Contracts. 

FIN   B-5115,        NRC-05-SO-276.        B2/11/OI.  Ip.        16045:072. 

B21I110322  Corrected   notification    of  contract    eneutlor.Mod   B   to 
"Development   1   Implemonta tion   of  Flau  Analysis  Sys   Daserf    on 
Synthetic   Aperture   Ultrasonic    Imaging    Technique,  " 

HOLLETTfr:SR.[ea;:hCConrt"cts    Branch.      PIN  a-UOS.       NRC-04-77-M3. 
82/10/04.       FQREHANB,  W.  .     MUSCARAr  J.       Office    of   Nuclear   Regula  tory 
Research.    Director.       Ip.       16045:031. 

8211110374   Notification   of   contract  eieeution. Mod    3  to   "Oeophy s ical- 
Oeologlcal   Studies   of  Possible    Eitensiona    of   New  Madrid 
Fault    Zone."    Contractor:  Purdue    Research  Foundation. 
WELLED"     Research    Contracts    Branch.      FIN   B-B077.      NRC-04-B1-195-O. 

02/11/02.      HATSON.W..    WASTLER,  S.      Office   of   Nuc  lear  Regulator« 
Research,    Director.       Ip.       16045:036. 
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—8211110373  Wad   3,  changing    name    of  NRC   billing   ofc  S.  addron   for 
•  ubmittinij    invoices.  to    "Qeoph  y  ilca  1  -Oeolc-Bica]    Studi»«    of 
Postifrte   Eiteniiotis    at    Neu  Madrid    Fault   Zona    " 

»     Purdu.   R*.earc)i    Foundation.      flUSTAVE,  R.  P.      Research   Contrac  is 
Branch.        FiM   B-B077.        NKC-04-&I-  1<95-0.       83/11/02.        lp          14043:037. 

S2111I03B3  Habitation    of    contract  ..ecution,  Hod   5   to   "Disper.ion   of 
rt.rborn.    EFflu.nti    From   L™  Level    FiaduaitB    Facilitie,    nlspe"'on    of 
Contrac  tor;  NQAA. 
HOLLETT.S,        Reisarcri    Contract!    Branch.       FIN    B-7107        NHC-ni-.fin-.n3i 

ea/n/02.     BATBON.H..   ORQNN.L.     OfM«.  B»  N«I.»P  ii..™;tSiu 

Renarch,     Dir«ttar.        lp.         14049:034.  * 

—  B211it03B4   Mad    5,cnanoing    name    of  NRC    billing   oft   (,  addfesa    for 

•  ubrilttlnff     lnvojc...te     »Dl.p,r»loi.    of   Alrborn,   E-flu.n" 
From  Lou  4,ev«)    Radwaitt    Facil  iti*i    " 

-  Cnirim*Ti:g.,OBpt.     of.    National    Oceanograph  Ic  (.  Atmoiph»rtc 
fi^.rji.tTation,       GUSTAVE.R.P.       R8sea,-ch  £ontr«ti    Brin'h        FIN 
B-7107.        tlRC-01-BQ-Q24.        sa/II/02.         lp.        1A043:  033 

6311110393  CDrrff<reBd    notification    of  contract    t».cuti  on,  Mod    25 
e-rr.ctl,,,    *,n«ng    t»    "DOUn   c0mer  Eff«u  E,psr  menta 
Proflran.  '•   Con  tractor  :  CHEARE,  Inc  .  ""encai 


WOLLETr.S.        Rinarcli    Contra.cts    Branch. 


0211110451    Notification    of    contract 


on,  Mori 

" 


WOLLETT.S.      Research   Contracts    Branch        FIN  A-4n*7       UDP 

flZ/M/OE.        FQRetMND.il.,     CUMNINQHAfl,  H        Offlr.   nfw      "RC- 
R«,.arch.     Wr.ctor.         lp.         16044:396  f   Nucl.ar 


-eailllOMB 


ie.chanj£nS  name  of  blllina  ofc. 
/"1-6^  Resul*'"S  FromCorB  ta 
Merla  In'itut6'  Colu-nbu,  LaSo 


usis    of 
" 


1... 


6211110453   Notification    of    contract    e.et 


B21111064I   Notification    of    contract   execution.  Mod    3   cn    -D.n«H    -    »i    - 
Program.  »  Contractor:  BMI  'u"on.noo    J   to      Degrade,)   Piping 


rr"tltut"    ColunbUS    Laboratori 


NHC-04-B1-,7D. 


*      Purdu.    R.jearch   Foundation.        GUSTrtVE,R.p         Division 
Contract..        FINB-7223.        NRC-04-BO-234.  " 


B21IIB010B   Notification    of    contract    .»>eutlon,  Mod    7    to    "Deunl  f       t 

^it^rird;1'"*  Data  """>•"  <=-"*'«*-^cHnSrog;'viiBi>"nt  nf 


Dlr.ctor.       lp  . 

illMIM  Mod   7.  e,  tending   pflrio<(   of    performance    to 

"-         -» 


V""'" 


6211120207   Notification    of    contract    execution,  Mod    3    to    "Devalo^nt    of 
Lomprehenaive    Human  Factors  Plan    for    NRR.  "    Contractor   Hum   n 


R...arch,    Director.       lp 


!11110-3tfi  NotiUcaUon    of    contract   ottcutlan   M«rf  A   i.      ,.<      , 
««..f.rlc    DIff«ion    Thro,,,,"   p^tJ    Me  °     "L   d-r*"    "Anil^'s 
T»crnoloHg.  "    Contractor:  SRI    Intl. 


B21III0933  Mod    4,changlna    name   of    hilling    ofc,  to   "Analuii.    n* 
rS50S;e"Di"USl0n    ThrOU!'h   *"»««on   .f   Lidar      '      '      f 


. 


n*«ct   ».eutldn,Hod  3  to   "FiMion 
.  "  Contr.ctc,r:BMI.  "«i-n 


M'""Jal    ^nttituU.    Columbu,   Laftor.tori., 


^r^  Kl      fle"a'I':'1    Contracts  Branch        FIN  G-1 

-  «  ™  S 


-9211120B73 


11120B73  Mod   2,.,t,ndin9   p.riod    of    performance    to  821129   t 

Sjr  1-::  ™^,:'-^::::"'PL-:-  ;'  :    'i 
""'  u"- 
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8211120378  Notification    of    contract   execution, Mod    5   to   "Independent 
Asi«SBment:DeitructivB    Test  ing    &   Analysis.  "    Contractor: 
Franlt  1  in    Inst, 

WOLLETT.S.       Research    Contracts    Branch.       FIN    0-1270       NRC-Q5-B1 -247 
02/11/08.        BLAHft.J.,     LAUQAN,H.        Di  rec  tor  's    Of  t  ice,     attics    of 
Intpection   and    Enforcement.        lp.       16066:159. 

--0211120231    Mod    5,  changing    name    at    billing    ofc, to    "Independent 
Assessment:  Destructive    Testing    fr   Analysis.  " 

»      Franklin    In*  ti  tute/FranU  I  n   Research    Center.       OUSTAVE.  R.  P. 
Division   of    Contracts        FIN   0-1278.       NRC-05-B1-347.       82/11/00        In 
16O66:  160. 

0211120286    Notification    of    contract    eiecution,  Mod    3    to    "Environ 
Monitor  Ing   Program  U/State    of   MI.  "   Contract  or:  State   of   MI. 
HOLLETT.a.        Research    Contracts    Branch.        FIN    0-1344.       NRC-05-BO-2H4. 
B2/II/OB.        PAPPAS.  H.   ,     CGHEN,L.        Region    3,     Office    of    Director.        lp. 
l(.066r  143. 

— 82111305?!   Mod   3.  changing  name    oF   billing    nfc.to    "Environ  Monitoring 
Program  H/Htate    of    MI,  " 

•  Michigan,    State    of,  CUSTAVE.R.P,       Division   of  Contracts.       FIN 
D-E344.        NRC-O5-8O--204,        B2/I1/OB.         lp.         160i6:  146. 

D2U12O299  Notification    of    contract    Biecuti  on,  Mod    19   to    "Steam  Water 
Mixing    &   Elys    Hgrfrod  ynami  c  s.  "   Contrac  tor:  Oat  tel  le  Columbus 
tabs. 
UllLLETT.S.        Research    Contracts    Branch.        FIN    A-404B.       NRC-04-76-293-0. 

B2/11/08.        BATEON,  W    .     REYES,  j.        Office    of    Nuclear    Regulatory 
fleiearctii     Director,         lp.         16066: 059. 

—  EIS  til  20304   Mod     19, changing    name     of    billing     oft,  to    "Steam   Hater    Mixing 
But    Hydrody  namic  s  .  " 

*  Battelle    Memorial    Institute,    Columbus    Laboratories. 
CUSTAVE.R.P.        Division    of    Contracts.       FIN    A— 1018,        NRC-04-76-293-0, 

82/11/On.         lp.         1 606 A:  060. 

8211150013  Notification   of    contract    execution,  Mod    4i  to    "Environ 
•Monitoring   Program    W/Commonueal  th    of   MA."    Contractor: 
Conmonuoal th    of   MA. 

HOU-ETT.S.  Research  Contracts  Branch,  FIN  B-1249. 
82/11 /Ot,  PAPPAS, H.  Region  3,  Office  of  Director. 
Ha  Detailed  Affiliation  Given.  lp.  16073:343, 


NRC-05-BO-2B6. 
COHEN.  L.        NRG   - 


—  0211150016  Mod    4,  changing    billing    ofc    (.  address    to    "Environ  Monitoring 

Program   W/C  ommonmea  1  th    of   MA.   " 

*  Massachusetts,     State    of,       GUSTAVE,  H,  P.       Division   of   Contracts. 
FIN    0-1249,       NRC-05-00-2B&.       B2/11/01.       lp.       16073:344, 

02II15O075   Notification   of    contract   executi  on,  Mod   3   to    "Environ 
Monitoring   Program   W/State    of   MS."    Contrac  tor:  State   of   MS. 
HOLLETT.S        Research   Contracts    Branch.      FIN    H-1257.       NRC-05-BO-2B9. 
02/11/01.        PAPI'A9,H.        Region    3.     Office    of    Director.        COHEN.  L.        NRC   - 
Mo    Detailed    Affiliation    Given,         lp.        16073:336. 

—  GHIllSOOBl    Mod    3,  changing    Billing    ofc    t.  address    to   "Environ  Monitoring 

Program  M/State    of   MS.  " 

*  Mississippi,     State    of.       QUBTAVE,  R.  P.       Division   of    Contracts. 
FIN   fl-1257.        NRC-05-HQ-0B7.        92/11/01.        lp.        16073:337, 

B21I15QOH6  Notification   of    contract    execution,  Mod    10   tn    "Utiliiation   of 
BUR    <-  PUR  Simulator    Activities."    Contractor  :  TVA, 
JACODS.A.       Research    Contracts    Branch.       NRC-  05-76-357.       82/10/22. 
DLftMA.J,       Program   Support    Branch,       FOX,  E.       NRC   -  No  Detailed 
Affiliation   Given.        lp.        16073;  3SO. 

--B21  1130094  Mod    10,  decreas  i  ng    funds    obligated    in  Mod   9   to   "Utiliiation 
of    BWR   It  PUR   Simulator    Activities." 

jaHN50N,R.J.       Torness.e    Valley    Authority,       GUSTAVE,R.P.      Divis.on 
of    Contracts.        NRC-03-76-3S7,        82/10/23.         lp.        16073:351. 

3211150324    Notification   of    contract    execution,  Mod    13   to    "Technical 
Assistance    to    Gupport   NRC    IE  Personnel    in    Investigations. 
Contractor:  Param«t*ri  Inc.  nn-9ll 

WDLLETT.S.       fi«.«arch   Contract,    Branch.      FIN   B-lOia       N"^-9^"1- 
a^/ll/0^.       BLAHA.J.       program  Support    Branch.      LAUDAN.  W.       NRC        NO 
Detailed    Af  f  i  1  iati  on  Oi  ven.       lp.       16073:343. 

—6211130232  Mod    12,  chansing    billino    ofc    h  address    to   "T"  =  h"^,al 
A.*lst.nc.    to   Support  NRC    IE   Per.onne        n    ^"•"•j"?"-    F,N 
.      Parameter,     Inc.       GU8TAVE.fi.  P.       Divi.lon   of  Contrac  ts.      FIN 
B-1013.        NRC-05-BO-251.        82/11/01.        lp.         16073:346, 

B211140003  Notification    of    contract    ...cUtlon,  Mod   B   to    "Development    of 
Nuclear    Reactor   PUnt   Cat.   QanV."   Contractor:  Technolosu 
Development    of   CA.  ____    _   __-_        .,„,,  _n«_on-al  s 

1 


— 821 1140007  Mod   B- fund  ing    jdill    tasks   u/ntended   uarkicopi,  to 
"Dive lopmtnt   of   Nuclear    Reactor  Plant  Data   Banl. " 
•      Technology    Devilopment    of    Cal  1  f  ornia,  tnc.        CU5TAVE,  R..  P. 
Division    of    Contracts.        FIN   B-7O77.        W1C-04-BQ-213.       B2/I1/IO. 
5pp.        16102:  130. 


B2111701B2   Notification    of    contrict    eiecution,  Mod    1     to    "Document 
Control    Bys   Conmlting."    Contractor;  Dep  t   of    Air  Fore*. 
PERLMAN.J.       Administrative   Contracts    Branch.       NRC-10~82-4O4- 
B2/11/04.       NOBRV.P.C.  ,     LUNDV,  J.        Office    nf    Adminiitrat  inn.        lp. 
1614B:  163. 


— S2111701B9  Unetecuted   Mod    1, changing    billing   address   to   * 
Control    Gyi    Consulting." 

RUPP.W.A.,     GIAMMO.T.P.        Air    Force.  Dept.  of .        SMITH.P.A. 
Contracts.        HHC-10-B2-4O4        32/11/04.       3pp.        1614B:  164. 


Division    of 


Director,       lp.       16102:129. 


S2111B0037  Notification   of    contract   eieculion,  Mod    S   to   "Contractor 
Assistance    to    Improve    IE  Administrative  Organ!  lation  t> 
Function."   Contractor:  Planning    Research  Corp. 

SILVIS,R.M,        Contract    Policy    Branch.        FIN   B- 1230.       NRC-05-77- 107. 
B2/11/03.       COBB.L.  I,.     PAULUS.  R.        Director'*    Office,     Office    of 
Inspection   and  Enforcement.       lp.       16132:159. 

— B2I 11B0066  Mod    5. deob 1 iga ting    funds,  to    "Contractor  Assistance    to 
Improve    IE   Administrative  Organiiation  fc    Function.  " 
THAMM.E.Q.       Planning   Research    Corp.       GUSTAVE, R. P.      Contract   Policy 
Branch.        FIN   fl-1230.        NRC-05-77-107,       B2/11/03.        lp.        16152:160. 

B211I80456   Notification    of    contract    necution ,  Hod    3   to    -Definition    of 
Bounding    Physical    Tests    Representative    of    Transport 
Accidents-Air    b   Marine."    Contrac  tor:  ITT  Res  earch    Inst. 
WCLLETT,  S.       Research    Contracts    Branch.       FIN    B-7570.       NRC-04-9 1-203. 
82/11/05.       BATEON.H..    LAHS,  W.       Office    of  Nuclear  Regulatory   Research, 
Director.        lp.        16155: 101. 

— B211160461   Mod  3, adding    incremental    funding    for   reimbursible    costs   t 
fee    allocation   &    changing    name    of    billing    of c, to    "Definition 
of  Bounding    Physical   Tests  Representative    of   Transport 
Accidents-Air    &   Marine,  " 

PLONI8.  T  R.       ITT  Research    Institute.      QUBTAVE.R.P.      Research 
Contracts    Branch,        FIN   D-7570.        NRC-Q4-H1-203.        B2/11/O5.        2pp. 
16155:  102. 

82111B0465  Notification   of    contract   eiecutlon, Mod   5   to   "Unsflturated 
Flow  tt  Transport   Through    Fractured  Roe*   re    High   Level   Ha.te 
Repositories. "   Contractor : Univ    of   AZ. 

JACOBS.  A        Research   Contracts  Branch.       FIN   B-7291.      NRC-G4-B1-224. 
02/11/1O.        BATSON.W.,     NICHOLSON, T.       Office    of   Nuc  lear   Regulatory 
Research,    Director.       lp.       16155:104. 

8311160470  Mod   3,  changing    period    of   performance    to  831030  at    no    cost,  to 

"Unsaturated   Flow  fc  Transport   Through  Fractured  Rock    re  High 
Level    Waste    Repositories." 

CARR.8  E        Ariiona,    Univ.    of.       GUSTAVE.R.P.      Research    Contracts 
Branch.      FIN  fl-7291.       NRC-04-S 1-224,      B2/11/10.      2pp.       16155:105. 

B21UB0477  Notification   of    contract   eiecuti  on.  Task   Order  26  to 
"Technical   Assistance    to   Support  NHC    IE  Personnel    in 
Investioations    of    Incidents."    Contrac  toT:  Parameter,  Inc. 
WQLLETT.8       Research    Contracts    Branch.      FIN   B-1302.      NRC-OS-aa-B*?. 
82/11/10.       BLAHA.J..    LAI/DAN.  H.       Direc  tor's   Of  f  ice,    Office   of 
Inspection  and   Enforcement.       lp.       16156:101. 

— B2111804B7  Ltr  Contract   NRC-05-B2-249, funding   addl    Task    Order   26,  to 
"Technical    Assistance    to   Support   NRC    IE  Personnel    in 
Investigations   of    Incidents." 

OUSTAVE.fi.P.      Research    Contracts   Branch.       FIN  B-1302. 
NRC-05-B2-249.      82/10/29.      LOFY.R.A.      Parameter.     Inc.        lp. 
16156:  102. 

8211190327  Notification   of   contract   eiecutlon.  Hat   4  to   "Thermal 
Hydraulic,   of    Advanced   Reactor    Accidents."    Contractor:Purdue 

Research   Foundation.  tava-a 

MCIEAREN.T  Technical  Assistance  Contract*  Branch.  FIN  B-&U**  v. 
NRC-03-7y-I23.  82/11/16.  DGNTON.H.R.  Office  of  Nuclear  Reactor 
Regulation,  Director.  lp.  16154:083. 

—8211180330  Mod   4.  deob lioattng    unl io.uidatr,d    balance,  to    "Thermal 
Hudraulics    of   Advanced    Reactor   Accidents.1 

OREENKOHN.  R   A        Purdue   Research  Foundation.      MATTIA.  M.J.      Technical 
Assistance    Contracts    Branch.       FIN  B-6B22-9.      NHC -03-79- 123. 
82/11/16.       lp.       16154:064. 

0211170029  Notification   of    contract   execution.  Mod   S   to   "Coor.HnaM.on 
o      Cooperativ      Organ! ,atl on,  Participating    In  Geologic.    , 
Geophysical   (,  Selsmological   Studies.  "    Contractor: 8t  Loui. 

WOLLETT.S.      Research    Contract.    Branch.      FIN   B-7S42.      NRC -04-80-2 29. 

82/11/02  BAT80N.H.      Office  of    Nucltar  Reguldtorv  R»»«arch- 

D?rictor!  WASTES.       NRC  -  No    Detailed   Affiliation  Oiv.n.       1P. 
16156:330. 
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. 

HEU.HM..     »sc 

-„»„.„„,  ,.,„„.,„ 

«..  .».,. 


;^;<r.rc£^,:;r"'r-"°< 

roposal,..  •    Contractor  -Tr  i-  1    I  «,  2      Licsn.i 


n.i^g   R,fof 


B3071S006S  FOIA    request    fo 


16093:319. 


BS08290103   FOIA    rsqOBat    for 


S2/OS/24. 


Bf  j          tB. 

Dlvi»iDn    of    Ru|B,    ond 


FELTOII.J.H. 


33/08/26.  omet    of 


3208390106   FQIA    request    for    thn. 
forana.  reqUBSt    f°r    tl>ree    " 


PHILIPS.  M.H. 
of  Rule,   and 


of    info   pfl    dio|ini 


S2071BOOS9  FUIA    r*qu.St    for    OBNL 


„„,  ,.,„  .. 


•••»- 


6307IB004B   FQIA    rtqutst    for     all     <  n.n    „       4. 

arbj-SK^n"^!:-    "----'""^"^1:— 


o 

._          "    " 


B207IBOOfia 

COMHDB.L.        D.e^8rch    A 
ft>ecird«.        Ip.        15893:201. 


Division    of   Ftula*    flnd 


. 
lvinion    of    Ruin    ttti 


SVC.   . 


fOT 


. 

"Stsnographic 
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?tgoo93  FOIA    request 


!-*«£  Bteel,     Hector    I,   Davis. 

Sistration.       3pp.        16142:024. 


nine    categories    of   documents    re   staam 
82/Q9/2B.  Office   of 


9    FOIA    requeni    for    SECY-B2-155,     "Study    of   Feasibility    t  Value 
f  Liceniing    NucUar   Poaer   Plant    Manaaera    (.    Smiior  Llcentec 

^vcnanSW        LouiBnstaimNoumanpnois.Aialrnd    fcToll.      83/10/04. 
Sffic'e    of    Adminlstvatian.        lp.       16094:314. 


«on9l50060    FOIA   renuuat    for    info    m   NRC. 

.       Affiliation   Unknown.       82/10/06. 
oi   Qivon.       lp.        16130:167. 


HRC  -  No   Detailed 


(1909180043   FOIA 


Bitt    for    Feb    19Q1    intornfll    NFIC   rapt   recommending 
of    leak    criteria   concapt. 

Affiliation   Unknown.       S2/10/04. 
IP.        16136:347. 


Dlwision   of  Hules    and 


R3091S0069   FOIA   request    for    five    categories    of    documents. 
HIATT   S    L        Ohio   Citlians    for    Responsible    Ennrgy.      82/10/06. 
FELTON.  J.  M.       Division    of   Rules    and   Records,        lp.       16135:174. 

0209150067   FQIA   request    for    SECY-02-377   (.  SEC  Y-B2-377A. 

NEWHAN,V   A.       Oeb.voU0    ft   Liberroan.       BS/lO/12.      FELTQN- J.  M.      Division 
of  Rules    and    Records.       lp.       16134:392. 


RM91S0069 


rsqueot    for    raft, 
P    Tub.   Failur.    In 


KURKCHEE-J  H.       ACf  i  1  lot  ion   Unknown,       63/10/10, 
and  fleeoTds.       3pp.        13963:019. 


"Steam  Ooncratar  Evaluation,  Oinna 
NUREO-0909  fc 


Division   of    Rules 


H210190091    Responds    to   FQIA   request    for    8EGV   BH-2Q7C   *  SECY  BS-207D. 
Forward*    E5ECY   B2-207C,  SECY  02-207D   currently    undtr 

FELTo"j°M,       Division    of    Rules    and   Records.       B3/10/04. 
AQNIHOTRIi  N.  K,       Af  ft  lilt  ion  Unknoum.        lp.        13798:284. 

— 820B270574  BECY-EJ2-2Q7C  „,      .,  .  c,      t    , 

devise*    final    rule,     "Environ    Qualification   of  Electric 
Equipment    Important    to    Safety    lor   Nuclear    Pouer  Plant.." 
DIRCK9,  W.  J.       Office    of    tho  E>ecutive    Oirector    for  Operations. 
IEB-79-01D.       B2/07/27.       24pp.        1379S:  2H5. 

9211010327    Responds    to   FOIA   roqueit    for    tlir.e    documents   re   decay    heat 
requirements.  Forwards    document*    listed    in   Apfi  A,  Documents 

FELTONyjiH*blDivislon'  of    Rule,    and   Records.       OB/09/14.       CONNOR.  L. 
Doc-Search   A.socUtas,       2pp,       13D93:202. 

--8I041A0723  Foruards    info    on   activity*    re    Task   A-43.  shutdown    decay    heat 
removal    requirements.  Ac  1 1  vi  1 1  es    Include    seismic    safety 
margin    review   program, fire   protection   program  li  sy« 

MrtRCHEBE.A,  R.       Generic    ISSUBB    Branch.       81/04/OB.       HURLEY,  T.  E. 
Diviiion  of    Safety    Technology.       23pp.       1SB93;204. 

8211010337    Responds    to   FOIA  r«qu.»t   for   ORNU   rept   on   fBasiblity    of 
lic.nsing/certlfyina    nuclear   facilltv    managers*  officers. 
Forwards    document.  Document   also    available    in  rOn.  -nl.una   , 

FELTOM,  J.  H.       Division    of    Rules    and  Records.       B2/09/13.       CONNOR,  L. 
Doc-Search   Aiiociaten,       lp.       15893:236. 

-B201110693   "Rept    on  Feasibility    of  UU.nsing/C.rttf ication  of    Nuclear 
Util    Managers    &  Officers,  "    final    rept.  i.hn^atoru 

BQWERIN8.D.,    BELDY,  D.  ,     DARTINO.D.E.       Oak    «»!•   N'tlon.lM^.n 
FIN    B-0764-1.       Bl/ia/17.       PERflENSKY.  J.  J.       Division   of  Human 
Factors   Safety.       40pp.        15B93:  237. 

8211010333   Addl    retponse    to   FOIA   i-equest    for    complete    file   on  St 
Joseph    Hosp    in   Albuquerque,  NM  h    I-12S    soed    incident.  Forwards 
SH  Kerr    810223    Itr    to   MR    Hendee,  ,„„,,,„        nsuiPB  L  S 

FELTON.J.M,       Division    of    Rule*    and  Records.       B2/09/OB,       iwvitn.i-.     . 
Richard*,    Brandt,    Miller    fc  Nelson.       IP-       19896:003. 

— B2110103B4  Confirms   910211    agreement    to   a»si»t  State   of   NM  a* 
con«ultant    re    Incident    described    in    mcl.M/o  •"='•_ 
KEHR.O.  M,       Office    of  State  PraoramB,    Director.      BI/U.V.M. 
HENDEEiW.  R.       Affiliation   Unknoun.       lp.       15B?6:OO1. 

S21103000B  Responds    to   FO.IA   request   for    three    categories   of   info 
re   <fio<int   (,/or    furans.NRC    has    no   documents    »ubj    to  r "»u"n|,E  , 
FELTON,  J.H.       Division   of   Rule,    and   Records.       B2/09/30.      ANDRE.L. 
filvkln,     Leff.     Sherman  I-  Radler.        if-       13033:239- 


B=i,040025 

;^:*in 

Info    end. 

S^it 

15pp.        15947: 
-M11040030  Provide    guidance   r.    P"P"^0£ 

^rTT*:\'«.s"-u-"«:/;^i  »  ; 

IrSa!  ^responsibility  are  adequate  .,  " 
HARTIN.J.B.  'uraniu.  Recovery  L  i  t.n.  i  nfl  D 
EISENHUT.D.  O.  Division  of  Licensing.  lp 


Given,        77/Q3/S5- 


,*[  * 


ft"*"9 


831104005!    Responds     to    FOIA    request     for     d«««.nt.    r.    Conwii«io 

"'"" 


-ci  rnu      i   H          mvi-min    of    Rules,    and    Records. 
•D.™v-i»kL».""«.         ^P-         '^960:344. 


9211040060  Forward,    "Pro  1 iminarg    Evaluation    of    Bt«*   O.n.ratuT 
Local!. ed   Tube    Diameter    Reduction   Ph  en^i^  n    8.  9****V 
I^act,"    .iwnmarliioj    ««    printed    at    75U31    JJ^HJ 


HElNEMftN.H    t         Biviaion    of    Sijatems    Safat 
Director    for    Engineering.        lp.        15946:01'. 

—0211040063    "Preliminary    Evaluation    of £t»ar«    Q™0™il 


79/I2/1U. 
Ass  tBtant 


r,,t. 


R'     Operating    Rectors    A.  s  ».an,ff  nt    Drancrt. 
T    A.       Oparating    Reactor*    Ai».»»ns    Urj,nch. 


Q2/O4/1A 


1594&:  153. 


-S2052I03B2 


aTd.    ,Ummflrg    of    B3O323    mee  t  i  ng    «/BI,H   aum 
.eiia.          r.    itKam   gener-tor    tub.    degradation    t.    tub 
rupture    accident    mat.U.t   of    attendee,    t.    vl.iigriplii    «•"«> 
MICHMAN.K.R.       Operating    Floac  tors    As  ••»•-•"'    """^L 
1PPDLITO-T,  A.       Operating    Reactors   A»sei»m*rtt   lli-inch 
:  173. 


graup    in 


6205210236  Forwards    summar-j    of    B30429   moetlnj   u/»toa«    generator    ouii*rn 
group    in   Beth«»da,MD   r»    organ  1  «at  Ion   t    past    !-    currant 
activities.  Li.t    of    attendees    &    vieugrapha     oncl. 
UICHMAN,  K   H         Operating    neactori    Msenmcnt    Dranili. 
IPPOLITQ.T.  A.       Operating    Rmctor.    A»*  n*sni*nt    Branch,        3lpp. 


0211050013  Respond,    to   FOIA    rt-qutcl    for    BECV-B3-S3S  t.    BECV-lia-»IW. 
Forwards    doeun«nti.  Dacu<n>nt»   «l*a    av*  I  labl  e     In    PDn  nurlll  „„    „ 

FELTON.J.M.        Division    of    Rules    and    Records.        Iia/O'//Sa,        DUCKLtf),  H 
Affiliation    Unknour..        lp.        13963:113, 

—  82O61OO43a   SECV-B2-2O2 

Proooi"   amend    to    JOCFRI4O.  1,      "Mod*    of    1  inHnwi  i  1  1; 
Agreement!."    as    requested    by    majority    of    Commit  1  1  on*i-s    in 
conjunction    u/Commisiion   approval    of    EECY-al-841?, 
DinCKS.U.J.       Office    of    the    Eiecutlv*.    Director    far    Gperatlons, 
HZ/O3/19.         14pp.         1996-3:  113, 

8SIIOSOO24  Addl    response    to    FOIA    requ*»t    far    documints    ro    UCLA    Lnb    b 
research    reae  tors.  Foruard  s    documents    lilted     in  App    A,  Addl 
document*    sot  j    to   raq.u«4t    under    review.  Document    7    available 

FELTQN.J.M.       Division    of    Rulea    and   Records.        02/09/27,        H1I18CH.D. 
Cornmittee    to    Bridgo    the    Qap.       Epp.        15"?62:192, 

—9211050026  Summariies    790754   disculiion    of    SECV-79-IQ7    A/H.  FH 
publication    of    safeguards    upgrade    rule    approved    condition* 
1  ist*d. 

CHILK.S.J.       OFfic*    of    the    Secretary    of    the    Comrnl  «  I  ion.        W/QQ/Q'.l. 
OQBaiCKiL.V.       Office    of    the    Executive   Pirector    for   Operatians, 
KAMMERER,C.        Office    op    Congre*!  1  ana  1    Affairs.       FPUCHAROi  J.  J,. 
Office    of    Public    Affairs.       Epp.        15963:003. 

9211030033  Responds    to   FQIA    request    for    document   re    confidential 
proposed    G&   stipulation    suggesting    terms    of    c  nmproml  ve 
befcue*n  NRC   h    uti  1    pertaining     to    QA    lc*u«x     in   procaedinp. 
Document    eomplefcelg    withheld    (r*f   FOIA   Eiamptlont    4   »>    71. 
FELTQN.  J.  M.        DivUian    of    Rul*i    and   Recarda.        32/10/13.        BTAMI  RItli  tJ 
Affiliation  Unknoun.        2pp,        13963:013. 

B211O5OO41    Reipondf    to    FQIA   request    far    n«mn    IH   aildrass    of    owner    d 
managing    agent    of    five    -specified    bldgs    occuplfd    by   HflC, 
Requ««t   referred    to    O8A. 
FELTONrJ.M,        Divtflon   of    Rules    and   Record*.        62/10/19.        flRDOKQ,  M   M 

Frledlander.     FritdlandeT    ti   »rook».        lp.        13963:031. 
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"tue9t    for    thr"    «pt..H.pt  re   Olnna 

am    gen.rafcor    tube    failure    incident   aCjll.hi.  <~ 

PW.  NUKEO-0909  «  NUREG-0714   „„    lr   pp^a^d    ESi'SJJ'  '" 
Related    document*    listed    In  App    A 


e)21IOBQ2S9  Appeal.    denial    of  FDIA   requ,»i    for    tu,    cat.oorie,    of 
document.    re    NflC    focui   on    riit.    ....c^ttif    w/fSel    "adJ*a  Y 
°™"'"1    fc    leV*1    °f     «">-«K    Pr^."*™"         ' 


#taurff   futile    tafetij 


of    the    Cd«.l.»im.        13pp. 


il°^r'p   R"pondV  *"    "P"1    «'    ""l-l    of  FOIfl  re<loa,t   for    1OcUmentS 
«.«ti»    Ti"n    T";*    a"oct»*-11    «"«1    lo.Jlni    2   l™,,™./ 
op«r«tlon   !,    l.v.l    at    emergency    prepar  ednas.  .  Appeal    denied 
rur,!   i"1"*"*'   withheld     tr.f   FOTA  Ei.nptlnn    B). 
**       ''8    Bec"ta(- 


,.        Q2/10/07 


. 
Hill,     Chri,*flph.P 


"!!1"'    rBed    ft>r    ••t«h>'«hlnB    around    rul»    re    lDy  pQW>r 

-irjjc;:::;""1*1  for  SEft  ""•ut-Th""  -it.rMtiv. 

TEDEBCoU'r     "V1'?"*    Director    for    fie«tor    Safety.       B»/04/14. 
TEDEBCD.R.L.        A9a  iatan  t    DIrec  tcr    fcr    LiCBn,ino.        2pp.        I6O15:3flB. 


?t:ellU"b'd    '«<""«t-tlon   re    FOIA 
labls    from  PDR.  Haraa  ind.r   of 


KEPPLERrJ.O         Regian    3.     Offie,    of   Director.        92/OB/23 
Oiviilon    of    Rul,,    and    Record*.         Ip.        14031-  S7B. 


eilOOB039B  Foruards  final  draft  of  proposed  rule  "Envimn  t 
a».IIM»U0n  of  Electric  E,uipmflnt  for  NuclLr  P™.""  * 
Planti.  for  r.vieu.  Wr  i  tt.n  memorandum  must  he  provided  f 
iubj»  of  .erious  disa9rBemBnt  by  S1O923  proviaed  f 

AOOARWAL.S.  K.       El.ctrical   En9lne,rin9   Branch.        81/09/32 
Electr.cal    Enjineering    Hi-anch.       3app.       16031:  350.  *"' 

0112110041    Foruiards    propoted   Dublic    *nna.,«f  »~.nt 

an  -.iron    ,u.HMc-t!«,n   !,'."    U^"  Z      ,     ^" 

P 


on    at   open   meet   tin    durino    ufc 

T  ^aff1""-^:1  £""*"»?'" 

r.        Qff.ci    of    Public    Affairs 


3pp.        16032:030! 


—  SH02050446   For^rd,    Ffi    notice 


!ePt*i   E"9""""-i"3    Branch.        83/01/2, 
iviaion    of   a.r.tv    Technolo9y.        3pp.        IlraH:  Iffil 


B202100133  Adviiei    that  dfc   uill    bri 
«eqUlret,    on   920,07    re   ^ilu   ' 


8II2030B70   Di«us,B5    resolution    cF    TVA    SIIOI3   eommn.nti    on   R.g    euf 
I.  I33.R.vI«ion    1    provides   adequate    guidani*  &   option,    an 
wt'jSit";:!"""*   &   m°d    *°    """*    that    utl1    «^nt"u 


-"*""!    Engineering    Dran  1P. 


B30A110042    Fprw.rdi    NRR    monlhl 
Maij    19H2   rapt    due    by   830608 

'       SJJJr    °0l   rCJ 

«Uclo 


technical     rept    for   Asr    19H3    Innut    f™. 
P  Input    for 

S*"*"   Ffe^Utlcn,     Director. 
Rector    H.BMl.tloi,,     DlP«t0r.        -13pp. 


on.     D.rector. 


Fr.  >,.  - 

Energy    i   Commerce.        4pp,        16032:  109. 


™K'        El-et'-'e.!    EtiginBering    Branch          rEB- 
K/03/I7.        BTEPTOE.P.P.        ISham,     Lincoln   ISBale       ", 

B203310074  Requ.it.   Commi,slon   not   prejudge    need    for 
regulation,    or   prfl,Cribe    spec  If  ic    implementation    ^ 
by   Sanctioning   geCV-Bl-504.R8Vi.ion    1,     "Equipment 
'r    *•»•""   "«•    «    »ur.e    ror 

;;.  D5  ; 


erica?1:'"?1"   ?^   Pr°P,"d  r°le   "    BnVirDn    au.HMc.tlon 
BECV-ra  SA»?q-   PT   J*'8*?'!*1    maj"    Provtsio"    c-ntained    in 
SECV-B3-207C   deviate-   subatant  iallg    from  current   NRC 

^3^1r*m"1*1-Cofflfnl"'t>   r*    ""dBrstanding   of    rule    encl 

"r          -™ 


&Z07300394  Forward*    draft   Commission   paper    on    10CFR50  49,     "Environ 
Qua    iflcatlon    of  Electric  Equipment    Imp<,rtant    to   Safety    for 
'  P1-n*""    ^  ""P°nie    t0  SJ   ChUt    --.ciint 


t«r«   Re.eerch,    Director, 
Affiliation   Given,       30pp. 


-3309300426  Foruardi    final    nil.    10CFR50.  49,     "Environ   Qualification 
B«fet«-FHl.ted  Electric    Equipment    for  Nuclear   Pouer  Plants" 
1>  analytei    of    public    comment*.  H/o    and, 

;SrK'     BE1",ti''1C-1  Eniinwim   Branch,       83/06/17. 
R.  E.       Borg-Warner  Corp.       Ip.       16032:236. 
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-B2II100037  Comment i    on    proposed    rulemafcing    S.  »»«ociateJ    Reg    Ouide    1 .  B9, 
Tail    RS  042-2. endorsing    Std    IEEE  323-1974.  Recommends    that 
NURKQ-OSea    be    revised   ft   reissued    prior    to    issuance    of 
rulemaling    L   reg    guide. 

SNJEZEK.J  H        Division    of   Reiident    fc  Regional    Riactor    Inspection. 
01/03/17.       MQRRISaN.W.  M,      Assistant    Director    for   General 
Engineering    Standards.       lp,        16031:  001. 

-9211100042  Notification    of   910326  minting    in   Bethesda.  MD    to    discuss 
canm.nt.    re    proposed    rulemaking    t   associated   Reo    Guide    1_B9. 
IMTT,J.       Rese.rch    &   Standard.    Coord  inat  i  on   Branch.       fJ£>3/S3. 
RdSZTOCZY,  Z.        Equipment    Qualification   Branch.        lp.         16031.  OBJ. 

-B211100060  Confirms    that    NRR  uill    submit   comments    on    proposed 
rulemaking,     "Environ  Qualification    of   Electric    Equlpm.nl    for 
Nuclear  Power   Plants,"    *  Beg    Guide    l.B9,Tas*    RS  O2S-1    by 
BIOS  II,  per    discussion   u/SK  Agoarual.  ,„_,„. 

SULL1VAN.D.  F.       Electrical   Engineering   Branch.       SI/O5/O4. 
KNIOHTON.O.  H.       Research    fc  Standard)    Coordination    Branch.       IP- 
1 6O3 1 :  087. 

-8211100067  Forwards    comments   on    draft    rule    fa  Reg   Guide     1.  B9  k    input   re 
seismic    ««   dynamic    loads    as   well    ai    mild    environ 
qualification    requirement,,  p  Br    B10429   !,   0307   •»•"""*• 
RCJBZTuCZV,  Z.R.        Equipment    Qualification    Branch.        Sl/OS/ll. 
KNIGHTQN.O.  W.        Research    fc   Standard!    Coordination    Branch.        4pp. 
14031:068. 

-9211100069   Forward,    draft    proposed    rulemaking     10CFR5O.  49   t.   Revision    1 
to    Reg    Guide    1.  B9,  Task    US  042-2,     "Environ    Qualification   of 
Electric    Equipment     Important     to    Safety    for    Light    Water 
Cooled    Nuclear   Power    Plants."  m.,,,,*,,,, 

MIiNwGUE,  R,  H        Office    of    Nuclear   Regulatory   Research,     Director. 
CU-aO-SI         81/06/17.       FRALEY.R.F.       ACRS    -  Advisory    Committee    on 
Reactor   Safejuards.       22pp.       16031:092. 


-9211100073    Draft     1     to    proposed    Reg    Quid.    1 .  99.  Rovis i on     1, Ta*k    RS    043   2, 
"Environ  Qualification    of  Electric    Equipment    Important    to 
Safety    for    Light   Water   Cooled    Nuclear  Plants,       Va  1  i»e/ impact 

stafcErnentencl.  _.         .  01  //i^  1-7 

*      Office    of  Nuclear   Regulatory   Research,     Director.        B1/O6/1/. 

4Zpp          16031:  114. 


-BHlIJi 00075  Comments    on    proposed    rule    re   environ   qualification    of 
electrical     equipment.  mutt. 

fiQSS.D  F        NKC   -   No    Detailed    Affiliation    Oiven.       Bl/06/li. 
ARUOTTO.C.  A.        NRC    -   No    Detailed    Affiliation   Given.        3pp. 
liQ3I:  196. 

-0211100078  Notification   of   8IOBO7  meeting    to    dl.cut.    proposed    rule   6 
rag    ouide   re    environ   t,    seismic    qualification  of    electrical 
eo.uipm.nt.Mark.d~up    proposed    t.  meeting    sc  h.dul.    one  1 . 
SAVIO.R        ACRS  -   Advisory  Committee    on  Reactor    Safeguards 
Hl/OB/07  ACRB   -  Advisory    Committee   on   Reactor    Safeguards. 


H1/08/O7.  ACRB 

24pp.        16031:  166 


— B21I1000B1    Draft   3    to    proposed    fleg   Guide    1.  B9,R*vi«ion    1 
••Environ  Qualification    of   Electric    Equipment    Important 


l,Ta>k    RS    043-2- 


Safety    for    Nuclear    Power   Plants." 

-      Office    of   Nuclear    Reflulatory   Research,     Director. 

53pp.        16031:  19O. 


81/08/07. 


-8211IOOOBB   Discusses    modi     to   Commisiion    paper   re    proposed    rule    pn 
environ   qua  1  if  teat  ion.  New  sections    uill    be   written    on 
s.ismic    input    spec    t,  attendant   ri*k    reduction.          _.,„.„„ 
ROSS.D.F.       NRC    -   No   Detailed    Affi  I  i  ation    0;  ven.       BlSm/aa. 
CASE.E.  ,    STELLO.V.       NRC    -No    Detailed   Affiliation    Given.      «!pp- 
16031:27B. 

-8211100)00  Disasrees    u/regulatory    flexibility   statement    in  proposed 
rule    re    environ   &    seismic    qualification    of    electric 
equipment    for    nuclear   pouier    plants.  Rule    does   not    ful<J 
comply   w/THI    Action   Plan   Task    4.  0.  2    for    econom    c    •ni»«iii- 
Division    of    Rules    and    Records.        Bl  /Of/30. 

Electrical    Engineering   Branch.       2pp.        16OJ1-  "SH"- 


ply 
FELTON.J.M, 
ACGARWAL.S.  K. 


8211100104  Forwards    revised    draft   proposed    rul«.     "Environ  t,  Seismic 
Qualification    of   Electric   Equipment    for   Nucl.ar    Power 
Plants."   Changes    di  scus  sed.  Re  lated    ii.f  o    encl. 
AOGARWAL.a.  K.       Electrical    Engineering   Branch.       HI  /1  0/09. 
MINaCUE.R   B        Office   of    Nuclear   Regulatory    Research,     Director. 
OETNTON.H.R,       Office    of   Nucl.ar   Reactor  ReguUti  on.     DI"|*"-       _-_t 
STELLO,V.       Dir.ctor's   Office,    Office    of    In»pection    and   Enforcement. 
25pp.        16031  :2B2. 


-3211100112  Forwards    draft   Commission    paper    r.eommendina   approval 
proposed   rul.making,     "Environ    Qualification  of    Electric 
Enuipment    for   Nuclear  Pou.r   Plants."    Revision    tfiscussed  at 


of 


.... 

B11014  meating    incorporated    into   rule. 
AOOARWAL.S,  K.       Electrical    Engineering    Branch. 

DIHCKS.W.J.       Office    of    the  E.ecutive    Director    for    Operations.        lp. 

14031:317. 


-8211100116  Draft    Commission   paper    rec  oM.nd  ing    oppr  »«l    *J    proposed 
rul.maUng,     "Environ   Qualiricat  ion    of   Electr  U    E4.ulpi»nt 
for   Nuclear    Power   Plants."    Draft    prnposed    rule    *,    relatBd 

ilRCK8?w'j,       Office    of    the  Executive    Birector    for   Dp  erat  ion  .. 
CLI-BO-21.        Bl/10/20.         27p.p.         16031  :  31B 

.-B21H00119   Forwards    Draft    4    to    prOpo,Bd   Reg    Guide    1-  B9.  RovU  i  on    1. 
Tasli    RS   042-?,     "Erwiron   Qualification    o.f    Electric    Equipment 
for   Nuclear    PO-..T    Plants,"    p«r    dlscu».ior.s    u,/BD  J-i-^ 
AOOARMAL.S.  K.        Electrical    Engineering    Branch.        Bl/1  l/Ot. 
AKEARNE.J.F.        Comifita*  1  oneri.         lp.         1AO31:345. 

-8211100133   Draft   1    to   oropo.ed    Reg    Quid*    I.  B9.Rjvi«I«.n    I.  T...    RS    O-B-2, 
"Environ   Qualification    of   El.ctric    Equipment    for    Unclear 


44pp.         16031:346.. 


RBSl,lat,ru    Search,      Director.        fll/Jl/W. 


9311100127  Request*    info    r«   .quloment    qualification   progran.    p  l.n 

Ofnce    of    the    E..cu«v. 


Director   for   Operations.       lp. 

8811100133  Oi.ci.....    pr.oaratUn    of    911319    bri.fi  na    for    Com-ai  sBi  or-er 
Bradford    on     ••iMic    qua  1  if  i  cat  i  on.  Top  ic  s     to    Cr     covered 

vOLLMER.RH          Division     of   Enfl  ln..r  i  nB.        81/12/07.        JOHN3TON.U.V 
™,i.tant   Dlr.tfaor    for    Material!.    «.    Qual  If  i  c-tlons   Eng  ireeri  nfl.        lp. 
16O32-:  033. 

8211100143  Forward,    draft    PrOposBd    rule,     "Environ   Qualification    oF 
Electric    Equipment    for    Nuclaar    Pc,u.Br   Plants  'per    9«t    on 
Mt'lt    It   R-gulatc.ru    Fl.iibilitf    Act,  Rule    uill    be    publiBhod 

FELTSN,J.K.         Dlvl.tcn-f    Rul»-ndR.«rd.          83/0./IB.        THDriPSON.  D. 
Sifldll    Dusine.i    Admlr.  is  tration.         15pp.         16032:068. 

B2111001S6   Forwards    QMB    clearance    package    of    proposed    r  ecorrfk  eoping 
B2     qu?r"ent    for    lOCFft90.4'?.     "Environ   Qua  1  i  f  i  »t  i  on    n 
Electric   Equipment    for    Nuclear    Po^r   Pl*nt.    "    E    ecutivo 


-ision  of    Technical     Information   A    Document   Control. 
14032:  123. 

-9211100149  Forwards    B2Q416  me™    to   RF   Fraleu    transmittlno    p 
rule    1OCFHSO  49   &    anal.ysas    of    public    comments.  At-Ka    open 
meeting    scheduled     for    B205O5    t.   O7.W/0    end. 
MINDGtJE.R   B         Office    of    Nuclear   Regulatory    Research.     Diro 
82/04/36.       IWLE.L.F.        Mississippi    Pouier    &    Light   Co.       -?pp, 
14O32:  If S. 

-B211 100166  Forwards  chronology  oF  environ  qualification 
AQGARgAL.S.K.  NRC  -  Ha  Detailed  Affiliation  Ow.n.  « 
REHM. T.  NRC  -  No  Detailed  Affiliation  Siven.  4pp,  IfiOJ^. ^OJ- 

-6211100168  Concurs    y/oncl    02051O    draft    Final    rule    re    environ 
qualification    of    electric    equipment     for    nuclear    power     plane* 
tj/indirated    changes.  Changes    should    be    incorporated    in    PR 

FELTQN.J.rl.       Division    of   Rules    and    RecoTds         B3/03/14. 

AOOARWAL,  S.  K.       Electrical    En9  ir.eer  i  i.g   Branch.       33pp.        14032.211. 

-8211100173  Foruard.    draft    final    rule    10CFR90.  49    re    environ, 
qualification    of    electrii    equ  i  pment.  Rul  p    approved    bij 
Commissior.    on    B2OA24.  FR    notice-    enel.  a-,fni.jvi 

AflOARWflL.S.  K.       Electrical    EnDlneering    Branch.       aB/Oi/as. 
D1RCKB.U.J.       Office    of    the    Executive    Director    for    QperatJonB. 
HIHOOUE.R.        Office    of    Nuclear    Regulatory    Hesearch.     Diroctor. 
DEMTaM7H.R.       Office    of    Nuclear   Reactor  Reoulatlon,     Director,        9PP. 
14O32:  S3B. 

— B211100176  Foruards    <narhed-up    820t30   draft    final    rule    lOCFflSO. 49   re 
•nviron  q.u»  1  IFication    of    electric    equipment    containing 
c  omments.  W/o    enc  1. 

FELTON.J.M.        Diviflian    of    Rules    and    Records.       82/07/09.  ^ 

.A..       Division    of   Engineering    Technology.        lp.        I6O3^.  ^1/. 


— B2I1100200  Proposed    R.vi*ion    1     to   Reg    Ouide     I.Q9,  Task    KB    0«-! 
"Qualification    of    Electric   Equipment    for    LiBht    Water   Cooled 


Dev.loPmBnt,     Dir.ctor. 


|i03i:037. 


B2H10037B  Forwards    proposed    solutions    h   supporting    rationale    for 
issues   raised    *t    CRQR    BH0512    moeting    re    10CFR30.  4?   environ 
ovaliflcatlor,    rule.  Comments    requested    hy    B203L7.  „„,._,,. 

AOOARWAL.S    K        NRC    -    No    Detailed    Affiliation    Oiven.       82/05/14. 
CASE.E,.    VOLLMER.R.i     JOHNSTON.  W.       Office    of    Huelear   Reactor 
Rejulation,     Director.       4pp.        IAO32:  207. 
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- 8ioB2a- 


MCCLINTOCK. 
,9. 

16071:073. 


SO05130H99  rtc 
<lp5in&ter  . 
No  furthsr 


Hue  I  »«r  Agencu.       tp.       16^)71 


HDUSTDM,  J,  C 


ncg.        3pp. 


o»P"«nM    ^oted. 
«    »'    «.    Directed 


«„„.,„.„„ 


..- 

Nuclear   ^gcninj,        Ip. 


" 
-SJ™"  s:  .  Iim<t 


BH11II0017  Provisos    in#a    Pe    licensee    7O1009    rent   of    .„.. 

S  ;-  i£-2Hi:  ,i»!m»S  b' 

'U/1]/IJ' 


on.       3pp.       16O70:  357. 


, 

'       ROY,  H.       Atomic 


Imp   Findings    fc  Lic«n*ee   rtcfc   dt 

o3.  .n,p  "n-iBB.:™::"/^.^ 

«cn*«t.    pr.srnce    of    hi,h    r«dl.«ion.  E.p. 
JERMAN.P.C.       Atomic   En«rBy   Conuni  *•!«„.       71/10/07.       12pp. 


on   7403,3 


imp    of   LlcensB    19-09330-03 

™£ 

Ip.        14071 


thB    Director.        74/04/03,         Ip. 


£%AKnr''  Stli;::^!;;;'."":;  of  *!•  ?"•«""•• 

4071:014.  "=r=nie,u8pt.  of,     Defensa    Nuclear   Agencg. 


NIH 


leak    t»nt,  on 


7=1=23   t.lcon. 
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-021111003*   Notifies    of    760323  resurvoy    af    cobalt    facility    shielding. 
HTROMUEROi  L.n.       Dot ense,  Dopt.  of ,    Defenae    Nucloar  Agoncg.      76/O3/15. 

Atomic    Energy    Commiasion,     Directorate    oF  Regulatory   Operations, 
lp,        I6.O71:  039. 

-8211110086  Ack    receipt    of    760315    Itr    t.   confirms   760322   telcon   re 
procedures     to   assure    elposurcs    bnloui   acceptable    levels. 
NELBONiP.R.       Region    1.    Philadelphia,    Fuel    Fat  i  1 1  ty   t.   Materials 
Safety    Branch.       76/O3/S6.       BTnOMDERG,  L  R,       Def onse,  Dept.  of ,    Defense 
Nucloar   A»Hncg.       lp,        16071:040. 

-B2H110090    SubmiU    mpt    ro    761112    loss    of   Co-do    irradiator    due   to 
flood  inc..  Mn    radiation    haiard    apparent.  Hater    samples    beloui 
Apji    H    concBntrationu. 

GLENN^J.E,        Atomic    Energy   Comml  sa  1  un        76/11/16,  Atomic    Energy 

Cummin  1  on.       1pp.       16071:041. 


-0211110156   Forwards    proposed    plan    for    restoration    of    garr.ma    facility    for 
review   it    comments   Plan    outline)    basic    procedure*    to   be 
taken    for    returning    jammed    source   matl    to    itaragt    pool    area 
AOCOCK.B.R.        Defense, Dept.  of,     Defense   Nuclear    Agency.        BI/03/OB 
KINNEMAN.J.        Region    I,     Ph  i  ladelohia .     Office    of     the   Director 
(Bl/03/01).        53pp.        16071    110 


-B21II10162  Foruardi   application    fo 
facility. 

MITCHELL,  H.  D.       Defense.  Dept.  of.     Def  en 
69/12/Ot.  Atomic    Energy   Commiis i on 


t  I/by produc t    lic»ns*    for    cobalt 


Hue! 
IP 


jar    Agtncy 
16071     172 


-8211110172   Application    for    mat  1 /byproduct    1  icense.  authon  1 1  nj    us* 
Co-6Q   6   Co-27    in    radiob i ology    research    L    instrument    calior. 
MITCHELL.  H.  D.       Defense.  Dept.  of ,     Defence   Nuclear    Agency.        13665 
69/12/01.        120pp.        14071:  173. 


-BB1111OCW2    fU):on    761111    J.     12   gasket    failed     on    6-inch   mater    supply    line 
on    *oc  Dm]     level    of    react  or,  resul  ting    in    eitensive    flooding 
of    colialt    eipoouro    room.  No   contamlnatlnn    found, 
DlttDMDenO.i.,  ft.        Defense,  Dopt.  of,     Oofenso    Nuclear   Agency.        76/11/29. 

Roulon    I,     I'htlfldnlphU.    Office    af    the    Director.      5pp. 
14,071  ;  013. 


-8811110177   NU5-435 

"Proposed    Had  iai  Ion   Fac  i  1  ity    Safety    Detign    for    Armtt!    Forcas 

Radlobiolog  leal    Research    Init.Phaae     IV-Lab    !.   Technical 

Support    aitSg.  " 

STEVH.J.J.,     SALTARELL1,  E.       NUSCorp          1366-5         6Q/02/3S.        lOpp 

16071:306. 


-H311UOQ7Q    Rlicuinus    IE    imp   of    License    19-QB33Q-Q3  on    761117.  Mo 
noliciiin|>ll«ricB   rioted.  Ma  j  or  aro<iB    Inspectori  :  surveys    takan 
prior    to    disposal    of   mater    to    unres  tr  ic  ted    areas,  safety 
initriimvn  t»  t  ion   b    Intarlocka, 

MELanM.P.R.       Region    1,     Philadelphia,    Fuel    Facility   t,   Materials 
Btt9t.it    Branch.       76/12/07.       STHDMBERO,  L.  H.       Def  anse,  Dept.  of  ,    Dofenso 
Muclnar    Agnncy.       3pp.        16071:047. 

-naitllOO<?9    Ack    receipt    of    76H2<?    Itr    re   flooding    (.   suhaequflnt    cleanup 
of    facility,  Matter    discussed    during    761117    inap. 
NELSdN,P.H,       Roalon    li     Philadelphia.    Fuol    Facility   ?.  Materials 
aafety    Ilranch.       76/12/OO,       BTfiaMHERO,  L.  Fl.       Defense,  Dopt.  of  ,    Defonae 
MucUor    Agoncy,         lp.        16071:049. 

-(1211110101    niscusaoH    IE    inap   of    Licenses    19-03330-02,19-06330-03, 
BNM-70A    fa   BrIO-670  on   77O330   (.    foruiards   notice    of   violation. 
Nei.flON,P.  H.       Region    1,    Philadelphia,    Fuel    Facility   I.  Materials 
Baf.ty    Di-oneh.        77/04/12.        STftOMBERO,  L.  H.        Defense,  Dopt,  of-     Defense 
Nuclaar    Agoncy.       2pp.        16071:050. 

-9211110104.  Notice    of    violation    from    insp    on    770330.  NoTicompllance  noted: 
f4llur«    to    maike    »urveys    during    worV    ui/l-lBS  t    to   assure 
compliance    y/lOCFOaO.  1O1    t,  20.203   during    work    u/rad  lopharma 
«      Reflion    I,    Philadelphia,    Fuel    Facility    fc  Material*    Safety    Branch. 
77/0-1/12,        lp.       ti07  1:088. 

-aai  11  10100  Respond!    to  NHC    770412    Itr    m   notice   of   violation.  Corrffctiv 
acl-lonn:  air    lamplDB    porforniad    near    worhora    breathing    lane  * 
In,   plenum    chamber    *    future    Iodine    labeling    procadur-s 


..R.       De  f  en**  ,  Dept.  of  ,    Defense    Nuclear   Agency.. 
HELBQN.P.n.       nogion    1,     Phi  ladolphia,    Fuel    Facility   fc   Materials 
BaPoty    Hranch.       2pp.       16071:093. 


to 


. 
R»pt    7B-01.  Related    info 


-BH11I101IO    Ack    receipt   of    770H09    Itr    ' 
correct    vlolatloni    notsd    in    IE    Insp 

WELBOM.P    R        Reoion    1.     Philadelphia-    Fuel    Facilitu   t<   Materials 
BafS   Dranch        77/05>lB        BTRDrtDERQ,  L.  B.       Def  ense.  Dept.  of-    Def-nse 
NucUar    Agency.       llpp.        16071:055. 

aziHlOiaa   Describes    IrradUtor    interlock    procedure,  in    response   to 
790306    r«queit.  Related    info   encl.  -.ainnieit 

SLOaaDIEN/M.       NRG    -  Mo    Detailed    Affiliation  Given.       79/03/09. 
NRC    -   Mo    D»Ull*d    Affiliation   Oiven.      Spp.       16071.  06B. 

0211110143    IE    imp    RBpt  30-06931/81-02  on   010516.  No   noncomp  1  i  »nce 
rot.d,  M-gor    artas    in*p«cted:  observation    of    »'"«• 
rtitoi^atlon    operation    resulting    from  source    elevator    jam  on 
ttiansa  Rat  tor  at  ion    procedure    encl. 

ROWE7C    ,    C08TELLO/T.       NRC  -  No    Detailed    Affiliation  Oiv.n. 
CI/06/HS.       llpp,        16071:000, 

WIU10W6   For.-rd.    -ft.r    action   rep  t,  confining    successful   co.pletion 

"""n|>"«    •   Nuc.e-r  *,.«,.       000407. 
R.Bi«    1.    PhiUd.lpnia,    Office    Of   the 
DJrtctor   (B  1/03/01  f.       l*pp.       16071:091. 


-S2I1110183   Provides    addl     info    In    support   of    69I2O1    application    for 
matl/byproduct    licenae.  Vent  nation,  elevators    source 
platform  t    water   purification    syf    addreiscd 

MITCHELL,.  H.  n.       Dufenss,  Dept.  of,     Defenie   Nuclear    Agsncy          1O60. 
70/05/12,  Atomic    Energy   Cnmmiision         16pp.        16071:316 

-eailltOIB?   Forward!    addl     info   t>    changes    to    6VI2OI    application    for    matl 
byproduct    1  icense.  Cobal  t    faci  1  i  ty-  operati  onal    safetij    &   AEC 
license    requirement    checklist    encl. 

MITCHELL,  H.  B.       Def  ense,  Dept.  o  f,     Defense   Nuclear    Ag«ncy.        70/O9/OB 
Atomic    Energy   Commission.       10pp.       16071:332. 

-B211110194   Matl/Dyproduct    License    19-08330-O3    for    Defense    Atomic 
Support   Agancy   Armed   Forces   Radiob  i  ology   Research    Inst, 
authoriiing    use    of    50,000  Ci    Co-60    for    nonhuman    Irradiation 
in  nonhuraan   radiooiology   research. 
BELL-J.H.        Atomic    Energy    Co/nmiasion.       70/O9/21.        3j.p.        16071:312. 

-3211110199   Amend    I    to   Mat  I/Byproduct    License    19-08330-03,  chang  ing 
Condition    13.B  re    leak    test   performance   (.    Condition   15  re 
possession    tc  use    of   matl.  „<„„ 

MALARO.J.C.        Atomic    Energy   Commlaaion.     Directorate    of    L.  censing 
71/03/12.        lp.        16071:345. 

Amend    2    to   Matl/H«pro*uct    License    "-"MO-03.  .«  i  ^    S.ait 
9       re    performance   of    irradiation    per  ML    Varon  720B23    Itr. 
MALARO.J.C.        Atomic    Energy   Commission,     Directorate    pf   Licensing 
72/08/20.        lp,        16071:316. 

8311110206   Amend    3    to   Matl/Hyproduc  t    Licence    19-OB330-Q3,  ch.ng  i«S 
Subitem9.B    re   use   of    facilities    for    luu    irradiat  ions,  per 
MI    Uaron   720SIB   *•    730202    Itn. 

SicS.C    R       Aio-n.c   Energy    Commissio-,,     Directorate   of    L,c«..n». 
73/02/03.         lp.        16071:347, 

8311110211    Amend    4    to   Mat  1  /DVprodi,c  t    Lic»n,e    19-OB330-03.  changing    It. 
9   r.    un    of     licensed    matl    1    deleting    Subitem   9.  D    per 


Atomic   Energy  Commission,    Directorate   of   Licensing. 
73/03/05,        lp.        16071:349. 

88,1110216   Am.nd    S    to   Mat  1/Hyproduct    Li»nS  .19-08330-03.  changing     It.. 
9  re   use   of    byproduct  matl   t.    performance    of    Irradiations,  per 

°^rCommi,aion,    Directorate   of  Licensing. 


73/04/27,         lp.        16071:349. 

921.110225   Am.nd    6    to   Matl/Dyproduc  t    Lice-,..    I9-OB3M-03.  .uthorii 
use   of  320,000  Cl    Co-60    in   sealed    source    for    in-pool 

*S«.l..I.".    «r«t.«t.   .*   Licensing. 


73/06/06.       lp.       16071:350. 

Am.nd  7   to   Matl/Byprorfuct    License    19-03330-03,  changing 
n    IS  r.    po.s.ssion  »   us.    of    byero-uct  matl.  per 

.r     Atomic   Energy  Commission.    DIr.ctorat.   of  Lic.n.ln.. 
73/09/10.        lp.        16071:351. 


BailllOI»2  Forward.    foUo.op   info  ,.  .f 

(.•ngup.Ho    injuries,  human   ..po.ure,    "   "-'«;JJ"   ' 
.vi<F*nt.  Comprehensive    plan   developed    for    facility 


73/10/26.       lp.       16071:358. 
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-8211110230   Amend    9    to   Mat  1  /flypr  oduc  t   Licsnit    19-03330-03,  changing 
Condition    IS   re   possession  &    use    of   byproduct  miti.ner 
7S0123    Itr. 

COLLINS,  D.  M.       Atomic   Enerfly   Commission.    Directorate    of  Licensing. 
73/01/04.         Ip.         16071:393. 


--8211110366   Requests    amend    to   Ma 1 1/Byproduc t    License    19-00330-03, 
changing   Paragraph    9.  n    for    use    of    irradiator    facility    at 
permitted    bij    License    19-02B9I-Q3. 

VARONiM.  t.        Defense,  Dept.  of ,     Defense    Nuclear    Agency.        337B3, 
73/01/23.  Atomic   Energy   Commission.       Ip,       16O7S:  043. 


-02)1110219    Amend     10    to   Ha  1 1  /Gyp  roduct    License    19-08330-03,  chansjing 
license    eipiration    date    to  BOO930  &  modifying  Condition    15 
n    use  &    possession    of    byproduct  mat!   per   7SOB01    Itr. 
CDLLINSjU.  M.       Division    of  Fuel    Cycle   (.Material   Safety,       75/08/21 
Ip.        16071:354. 

-BB1UI025B  Amend    11    to  Ma  tl  /Dyp  roduc  t  Linnse    19-08330-03,  changing 
Sub  it  em  9.  u    re    use    of   300,000    Ci    byproduct  matl    for    in-pool 
irradiations    per    73O3I1    Itr  t    In-air    irradiation   gtr    731011 
Itr. 

DAVrSrF.C.       Radiolsotopes  Licensing    Branch    (Pro  790301).       76/05/07 
Ip.        16071:355. 


--BS1111Q375   Request*    amend    to   Matl /Byproduct    License    19-02891-05    tn 
allou   us*    of    irradiation    procedure    at   Armed    Forces 
Radiobiology    Research    Inat    by    radiation    therapist    at    US 
Nival   Hosp,  Bethesda.MD. 

MCMAHDN.E.Q.        National    Naval    Medical    Center    Bethesda,  MD.        33703. 
73/01/23.  Atomic    Energy    Commission.        Ip.        16072:046. 

—6211110390  Forwards    info    supporting    request    for   amend    to  License 
19-02B9I-09    to   perform  protocol    of   App   D    radiation 
procedures. 

DDWLINQ,  J.H.       National    Naval    Medical    Center    Bethesda,  MD.        337B3. 
73/01/23,  Atomic    Energy   Commission.        llpp.        16072:047. 


-8211110258    Amend     IS    to    Ma  t  I/Byproduct   License    19-OB330-03,  changing 
Condition    IS   re   possession  &    use   of    licensed  mat!    per 
761001   application. 

BROWN.J.M,        RadtoiiDtopes    Licensing    Branch     (Pre    790301)         77/02/03 
Ip.        16071  :3S6. 


--B211110396  Request!    amend    to  Ma tl /Byproduct    License    19-OB330-O3. 
modifying   Paragraph    9.  D    for    U5E    Of     [rradiator    facility    as 
permitted    by    License    19-02891-05. 

VARON.M.  I.        Defense, Dept.  of,     Defense    Nuclear    Agency.        3407B. 
73/02/02.  Atomic    Energy    Commission.        Ip.        1AQ72   Q3B. 


-B2II11O266  Amend    13   to    Ma t 1 /Byp radutt  License    19-09330-03,  author!  linn 
USB    of   4.300  Ci    Co-4O    in    sealed1    source  &    53   kg   depUbed  U   in 
lolid    meial    for    Thet-atron   BO    teletherapy    unit. 

BAS3IN,N.       Hadloiaotopss    Licensing   Brancifi    (Pre   790  SO  I  )        7S/08/11 
Ip.        16071:  397. 


— B21111O397  Forwards    request    to    amend   Matl /Byproduc t   License 
19-02891-05. 

DOWLIN8,J.H.       National    Naval    Medical    Center    Dethesda,  MD 
73/02/23.  Atomic   Energy   Commission,       Ip.       16072.059. 


—9211110275  Amend    14    to   Matl/Bu.product  License    19-OB33O-03,  changing 
licsniB    tn    Its    entirety    per   BOOB2B  application   to   use   t> 
pass«sa  Co-60  &    depleted   U    in    sealed    saurces  &   solid    mtt*l 
fiUINN.P.R.        Diviiion    of   Fuel    Cycle   fc  MatErUl   Safety         7H/OQ/11 
3pp.        16071  :339. 


— B211M0401    Requests    emergency    amend    to    Mat  1  /Byproduc  t    License 
19-02891-03    to    perform   protocol    on    patient    Hi/terminal    acute 
lymphocytic     leukemia    at    Armed    Forces    Radiobiology    Research 
Inst. 

BALLENOER,  F,  P.       National    Naval    Medical    Center    Hethesda.MD. 
73/02/02.  Atomic    Energy   Commission.        Ip.        16072:060. 


-0ami0277  Amend    15   to    Mat! /Byproduct   License    19-OB330-03,  changing 
Condition    1 1,  TV    possession   b    use    of    licensed  matls.por 
BOOBK3   application    ft    B012Z4,     S30502,0528    b   0727    Itrs. 
OUINH.P.  H.       Division    of    Fuel    Cycle   &  Material   Safety.       81/11/11 
Ip,         16071:363. 


-9211110404   Requests    amend    to   Ma  tl /Byproduct    License    19-OQ330-OT    ti> 
allow  use   of    cobalt    facility    by   NIH. 

VARONiM.  I.       Defenaa.Dept.  of.     Defense  Nuclear  Agency.       36863. 
73/04/26.  Atomic    Energy    Commission.        -Ipp.        16072:Oil. 


-S2-1H10SB1    RB<tunsts    amend    to   691201    application  to  modify   routine    leak 
testing    pro  c  eilure-s    81   radiation    area   monitor   alarm   point 
jott  ing. 

MITCHELL.  H.  D.        Be  Pensff,  Dept,  of,     Defense   Nuclear   Ag«nc«.       K0030. 
71/02/01.  Atomic    Energy    Commission.      2pp.       16072;001, 

-B2111I02a5  Foruards    resumes   for    neu   chairman   of  Radiation  Safety   Reviani 
Committee   &    huaiJ    of  Bad"  iulog  lea  1    &    Industrial   Safvtu    nspt    b 
pevlserf    Instruction   governing    operation  of   committee    fc 
panels. 

MITCHELL,  H.  B,       Def  anse,  Dept.  of .     Defense  Nuclear  Agency.       2679. 
71/06/OB,  Atomic   Enargij  Commission.      9pp.       14072:003. 

-9211110306  Advisee    of   author    appointment  to   director   position, due    to 
reassignment    at   current    directorpHH  Mitchell. 

VAHON.H.  f.       Definse.Dept.  of,     Defense  Nuclear  Agency.       71/11/01 
Atomic    Enorgy    Commission.       Ip.        16072:012. 

-8211110318  Forwards    shield    aurveu    rep  t   per    telcan  lu/U  Blabach. 
VAROH. M,  I.        Defense,  Dept.  of ,     Defense  Nuclear  Agency.       3937. 


-8211110404  Requests   amend    to  Matl/Byproduc t    License    19-OB330-03    to 
4llou  30,000  Ci    Co-60  source    for    in-pool     irradiation, 
VARON.M.r.       Defense, Dept.  of,     Defense   Nuclear  Agency,       3751S, 
73/09/11.  Atomic    Energy    Commission.        2pp.        16073:063. 

-flSllllQ409  Requests   amend    to  Ma  tl/Byproduc  t    License    19-00330-03,. 
Changing    Item  9    to   authoriio    use   of   50,000   Ci    Co-fcO    for  one 
in-air    irradiation    for    radiological    shielding    measurements 
VAflOM.M.  I.        Defense. Dapt.  of,     Defense    Nuclear   Agency.        41635. 
73/10/11.  Atomic   Energy   Commission,       Ip.       16072:067. 

-8211110414  Notifies   of  membership    changes    of   Radionuclide  Safeguards 
Panel.  Resumes    encl. 

VABOMiM.  I.       Defense, Dept.  of.     Defense  Nuclear   Agency,       49385. 
74/06/07.  Atomic    Energy   Commisai  on.        6pp.        16073:068. 

-B2H110417  Provides    results   of    semiannual    leak    test    program. 

VARON.M.  I,       DBfetlse.Dept.  of,     Defense  Nuclear   Agency.       74/08/01. 
Atomic    Energy    Commission.       2pp.        16072:07-1. 

-B211U0419  Requests   amend    to  Ma  tl  /Byproduc  t    License    1 9-OB33Q-O3, 
changing  Paragraph    IIIA  fc   IIIB   re   entry    procedures    i> 
requirements    for    exposure   room. 

VARDNiM.I.       Def  ense.  Oep  t.  of.    Defense  Nuclear  Aaency.       40049. 
73/OB/09.  Atomic   Energy  Commission.      3pp.       16073:076. 


-B211110425  Acii   receipt   of    740607    Itr   notifying    of  membership    change    1 
Radionuclide  Safeguards   Panel. 

DAVIS, F.C.       Atomic   Energy   Commission,    Directorate    of   Licensing. 
493B5.      74/00/33.  Defense,  Dept,  of ,    Defense   Nuclear   Agency.       ]p. 

-B211110431   Requests   revision   to   691201    application    for    Matl/Buproduet 
License   19-08330-03,  mod  ifying    End    6,Paragraph    IIA  &    I.e.  2 
r»   constant    air   monitor  It  maint  mode   operation,  respectively. 
VARON.M.  I.       DefenseiDBpt.  of,    Defense  Nuclear  Agency.       54305. 
7S/01/28.  Atomic  Energy   Commiss  ion.    Directorate   of    Licensing. 

2pp.        16072:079. 

-6211110434  Forward*   application    for   renewal    of   Matl/Buornduc t    License 
19-OB330-03. 

8TROMBERO,  L.R.      Defense,  Dept.  of,    Defense    Nuclear   Agency.      75/OS/01. 
Licensing   Managemtnt   Branch.       Ip.       16072:081, 


-B21I110441   Application   for   renewal    of  Matl/flyproduct  License 
19-08330-03,  authorizing    possession  (<  us*    of   Co-60  d  Co-S7, 
9TRDMBERO,  L.R.       Defense,  Dept.  of.    Defense    Nuclear   Agencu        73/Q1/OB 
17pp.       16072:082,  * 


NONDOCKETED  ITEMS 


-B2111IQ44S  Notifies    of    changes    to   Radianucli.de   Safeguards  Panel 
mimbirthlp.  Resumes    end, 

6TROMBERO,  L.  R.       Defense,  Dip  t.  of  .    Defense    Nuclear  Agency.      75/ 
Lice-rising   Management    Branch.       5pp.       16072:0'!'?. 


-«„.<«,«   FOTU.P-.    application, 


H-tl/B,pr-d«c*    Lic.n. 


TYLER,  P.  E. 
BO/OB/2S. 
16073.  023. 


-B2I1110453   "Safety    at   Armed   Force*   Rad  iob  i  o  1  ooy   Research    Init.  " 

STHQMBERO,  L.  Ft.       Defense.  nep  t.  of  .    Defense    Nuclear   Aoenc«.       75/08/01. 
ISpp,         16073:  103. 

-6211110472   Provides    results    of    760324    shield    survey.  Mai     eiposure    rate 
nt  Isf  ac  tory.  ,„,.„„ 

STRQMDEflG.L    R         Defense,  Dept.  of  ,     Defense    Nuclear   Agency.        76/O4/OB. 
Division    of   Fuel    Cycle  t.   Material    Safety.       4pp.       l(,072:ll1?. 

-B21111Q4B2  Requests    amend    to  Ma  tl/Byproduct    License    19-00330-03, 
changing    Item  9.  D.  1    to   authorlie   me    of   200,000  Ci    licen.id 
mall    as    permitted    by    Licenses    10-02891-05   4    19-00296-10. 
STROJ1BERO,  L.R.        Def  ense  ,  D«p  t  .  of  -     Defense    Hoc  lear   Aoency.       71393. 
76/O4/08  Licensing   Management    Branch.       3pp,       16072:123. 

-82UJ1O1B7  Forward*    revised   personnel    monitoring   flt-otedure    for 
facility.  Related    documentation    end. 

3THOM9ERG.  L.  R.        Defense,  Dep  t.  of  ,     Defense    Nuclear   Agency,        B4433. 
76/10/04.  Division   of   Fuel    Cycle    &  Material    Safety.       2pp. 

16072;  126. 

—021  1  1  1O4*?4  Armed    Forces   Badiobiology    Research    Inat    Instruction  300O,  11, 
"Personnel    Radiation   Eiposure    Monitoring    Program.  " 
MOORE.  P.M.       Defense.  Dept.  of,     Defense   Nuclear  Agency.       B4432. 
7i/O9/24.        4pp.        16072:329. 

•-B21111QEQ1    Forwards    Armed    Forces    Radiobiology    Research    Inst 
Initruttion    6310.  10.     "Mgt   of    Injured    b/ar    Contaminated 
Personnel,"    in   response    to  NHC   771025   Itr. 
CASADV,  J,  T,        Defense.  Dept.  of,     Defense   Nuclear   AjenCV 
Radio!  aotopes    Licensing    Branch     (Pre    7905O1).        lp. 


—8211110549 


77/IO/1B. 

16078:333. 


-S3I111O5O4  Armed   Forces   Radiobiology    Research    Inst    Instruction 
6310    IB,     "Mgt    of    Injured   I/or    Contaminated   Personnel.  " 
EHALD,  P.  E.        Defense.  Dept. 
6pp.         16072:334. 


of,     Defense    Nuc  1  ear   Agency.        74/12/04. 


-H21  11  1O5O6  Advises    of    completed    review   of    operating    &   emergency 
procedures    for    cobalt    I  rradia  tor.  Instruc  t  ion  6310.  ID. 
describing    actions    to   be    taken    in   case   of    emergency,  ml  1  1    be 
postedatfacility.  -,-,,,,  ,,i_ 

MCINDOE.  D.  W        Defense,  Dept.  of.     Defense  Nuclear    Agency.       77/11/16, 
Hadioisotopes    Licensing    Branch     IPre    7905O1  }.        lp.        16072:341. 

6211110509  Forwards    application    for  mat  I/by  product    license    tu    acquire, 
roceive,  own,  possess   '/  use  AECL   Theraton    BO    for    nonhuman 

MC1NDOE.D.W        Defense!  Dept.  of,    Defense   Nuclear   Agency.       92B2S. 
7B/02/O1.  Division   of   Fuel    Cycle   fc  Material    Safety.       lp. 

16O72:  342. 

8211110313  Application    for   mat  1  /byproduct    license    for    use   of  .Co-60  S. 
Co-27     sealed    source     in    AECL    Theraton    BO    Model    C-116   & 
deplated  U   as    primary    defining    &  beam  shaping    trimmer   t 
source    drawer  ,  ™ann 

MCIHDOE-D.U.        Defense,  Dept.  of.     Defense   Nuclear    Agency.        92HriH. 
78/O2/O1.        2Bpp.         16072:343. 

-B211110517  Requests    revision    to    710B01    *.  700S12   replies    to  NRC 
quostions    re   RAM  detector,  New   uiater    purification    tys 
feplaos    Barnstead    resin    bed*    u/Mlllipore    ays.  ___.„ 

KCINDDE.D.M.        Defense,  Dep  t.  of  .     Defense   Nuclear   Agency.       9321J. 
7B/O2/27.  Licensing    Management   Branch.       2pp.       16073:018. 

82U11O522  Requests    clarification   of    licenses   requiring    ref    in  77OS24 
amenrf    re   hialth    physics    program.  Amend    only    rofs   License 

17-08330-02.  ~-Jr..,,i 

MCIMDOE.D.  H.       Defense,  Dept.  of,     Defense  Nuclear  Agency.       7B/O4/1J1. 
Radlolsotopes   Licensing    Branch    (Pre   790301).       lp.       IiQ73:02Q. 

—  BIH111OS31   Responds    to   7S0414    Itr  J.  confirms    7B0423   teleon  re 

previously    inued   amends    lo   Licenses    19-00330-03,  BMB-670  S, 
SNfl-706.  Amend    l»»ued    770824    amend*    all    licenses. 
WR10HT.E.O.       Radioisotopes  Licensing    Branch    (Pre    79O5Q1). 
78/O4/S5.        MCIHDOE.D.H.        Defense,  Dep  t.  of  ,     Defense;   Nuclear   Agency, 
la.        16073:  031. 

—  B21111OS39  Requests    addl    info    to   support   790201    application   tar    amend 

to    License    19-OB330-03   for   use    of   AECL  Ther*tron   90 
t»l«ther*pi/    unit.  Transportation  8,    installation   procadurei 

COMBB.F.'    Radioi»otopes    Licensing    Branch    (Pre   79OS01).      7B/06/30. 
D*Ffnse,Dept.  of,    Defenie  Nuclear  Agency.        lp.       16073:022. 


"LERrP    E.       Defuse,  D.pt.  of,     D.f.n.  "    ^  1  ..r    A>.f»  «. 

BO/OH/28,         2pp.         16073:024. 


aO/OB/2B.         163pp.         16073:026. 


16073:211. 


16073:214. 


nj.tificatton    for    HRC    requ  i  reraon  t  s    of 

{"F   2   "riard,    document,     li.t.d     in    APP    A.  Addl    do««nfc-     in 

FELVON.J.M.        Division    -P    Rul.«     -ndH.c.rd..        B2/1O/W,        PHILIIMJ.M.M 
DebevoUe    &  Ltherman.        lp.        1AO7O:  31O. 


Given. 


No   Detailed    Affilia 


B21111Q603  Forwards    NV   State    Radioactive    Ma  1 1     L  Ic  ante     I.I-  1 1  -OI11 .1    (M 
replacin!)   NRG    Hadloactive    Hatl    Li  cans  »    O4-O3766-O1 .  Ut«  U 
license    effective    upon    termination    of    NRC     1  i  c  enno.  Amend  a     1--3 

Inc.  (Foi-raeTlij    Mirclcar    EnB  lnf*r-i  ng  > .         10pp.         16070:  Ul'/, 

—031111*607   DQE/NE-OOLS 

"Lou   Level    Radwa*te   Polici;    Act    Rap  t.  Rospotno    ta    Public    l.ftw 

ot— S73     " 

«      EnsriiV'     »  =  P*-     alf         UC-70.        QI/O7/31,        66pp.        1A070:WJ7, 

eailllOil?   Responds    to    appeal    rn     partlfll     Jeinial    of    FOEA   r«qu«»L     fmr 
docun*»nts    concerning    Comimi  ssion    d»l  ibepat  Ions    on    IHabla 
Canijon    Decision    ALAO-MI.  ttaniers    reloaio    of    remaining 
documents    per    FDIA  Eiamp t iana    3    &    5, 

CHILK,  B.  J.       Office    of    ths    Secretai-ij    of    tho-    Commlmion.        AUrtB-M1,, 
as/10/Ol.       REVNQLD9.  J.  R.        Centor    for    Lain    in     trto    Public     Interest, 
2pp.         1A070:H04. 

— B21 1 110622  Outl  inos    recommend  ed    dovelopmsnt     of    Biirfcliilun*  *    rttvlntn 
design    cTltarla    for    major    projects    such    as    nuclear    plant* 
in    ab»en<e    of    rogulatoTtj    or    histories!     cons  tra  ints,  par 
E  Ahott   request. 

JENNINOS,P.  C.       Affiliation   Unknown.        B1/1O/O3,       OILINBKY.V, 
Commissionen,       3pp.        16O7O:H12. 


S21II2001O  Riipondi    to   FOIA    request    Par    documenti    r»    MC 

investigation*    af    Imprdpvr    cons  t    prac  ticea     •tfjcJlity.  ' 

Forward*    documents    listed     In   App    A.  fnfo    partially    ulthh»ld:  : 

n*Ries   If    p«rion*l    identifiers    (ref    FOIA    Eiemptinn    7).  j 

FELTDH,  J.  M.  Division  of  Ruin*  and  Record*,  03/09/17.  QTGPTtltii  If, 
Isham,  Lincoln  &  Beale.  9pp.  I£,073:OI9.  34  K  Ficho:  30-000,  IIS/01/ 
a2i!12OOlO, 


BE  11  120237  Motif  lift  that  an  7&O7O4  load  found  on  spent  fu*l 
ca*»  contatnins  »p«nt  fuel  element  left  on  76G702,  Mm  on 
740706  fir*  reported  in  room  used  For  counting  equipments 
qfc  if  storage  space). 

NORTH,  H.  a.       Region    Sj     Ban    Franc  1  n:o.     Office    oF     the    B  S  r  e,  c  t  or-. 
76/07/13.  Reoton    Si     San    Francisco,     Office;    of    tha    IMraetor 

16074:044.       24X    Flche;  SO-ODO,  G3/Qt/SQ,  B31  11  SOI  79. 


500 


NONDOCKETED  ITEMS 


^ 


°f"-  -  »• 
ss11"  """'" 


DENTQN.H.R.        n*     ! 


Director. 

14097:259. 


gion» 


:e    at   Director.       Bpp,        16099:323. 


Dru( 


DEVOUNO.R.C.        Director'.    Off  ; 
Enforcement.       03/04/32 
Director   fBP   OpBr3t,ana. 


:319. 
"8211130010  EATR   4369 


— 8211150011   AD-771    69B 


In»P«tlgn 
°f   *"'   E 


ls    j,   Safeguards. 


43pp. 


-  8102250657 


onda    to   B0113I    1  tr   i>=    ph>< 

»: 


B103160197  Forward,    to    all   WC    liCPn.fl^ 

•Tr.'iKn^a.rs.^:™  /     '•< 

sasv  •-     »     - 


,..  ,,. 

- 

NRC 


—0211130014   FAA-AM-72-4 
-EfJ«t;   of   Ail0hol    on 


—6211150017  AD-773  i4B 


5:  164. 
— 621115001B  AD-7i9  752 

16099;  331.     '  3Val 

—9211130020  H8-B0092S  V01 


—8211150023  DOT  H3-B01    160 


--8211150024  AD/A-000  079 


t  . 

duate   School.       73/09/30.       65pp. 


^ 


^ 


NONDOCKETED  ITEMS 


501 


-ea  11150034   DOT  HS  H03  609        V01 

"Ef  f»c  ti    at    Alcohol    on    Driver    Dec  i  t  ion-Mat  ing   Behavior,  " 

Vol    lj  Biacutive    summary    Si    technical    rept. 

ALLEN,  R.  U.  ,    SCHWARTZ,  B.  H.  ,    HO.GQE,  J.  R.      Systems  Technology  Corp. 

PD.-28B    BIO.        7S/Q2/2B.         Ifclpp.        16096:306. 

--B211150037    DOT  MS   003  609        V02 

"Effects    of    Alcohol    on    Driver    Dec  i  i  ion-Ms  t  ing   Behavior,  " 

Vol    1  :  Apps. 

ALLEN,R.H.i     SCHWARTZ.  S.  H.  ,     HDGOB,  J.  R,      Systems   Technology  Corp. 

PB-2BB    Sll.        78/02/28.        97pp.         16097:  10S. 

--02UISQ04Q  FAA-AM-7B 

"L*b-   Performance    Durinij    Acute    Intol  ication   ti  Hangover.  " 
COLLINS,  U.  E.  .     CH1UE9.H.  D.        Federal    Aviation    Administration. 
7B/IQ/31.        31pp.         16097:  2O4. 

—  0211190043  FAA-AM-79-9 

"effect*    of    Congener    &    Nnncongener    Alcoholic   Beverages    on 
Clinical    Ataiia   Tout   Battery.  " 

BCHROEDER.  D.  J.  .    COLLINS,  IJ.  E.       Vet,     Admin.     Hosp.    (.  Hedical   Center 
TopBkfl.KS.       7B/Q2/2B,        ISpp.        16097'.233. 

—  aSHI30D47   Requests    that    lubj    of    alcohol    be    included    in   study. 

HAMAUER,  B.  H.       Division    of   Human  Factors    Safety.      60/11/19. 
COLL1N3,  P.  F.        Oporator    Licensing    Branch.         lp.        16097:254, 

—  8211150074   Responds    to   B0102B    1  tr   re    rule    forbidding    operation   of 

Hi/clear    power    plant    by    operator   uho    has    imbibed   alcohol 
mi  thin    last    24-h.  Study    being    conducted   re    several 
considerations    for    plant    operatopB.  Topic    will    be   added. 
HAMAUEB.  S,  H,       Division    of    Human   Factors   Safety.       GO/11/17. 
PARKER,  R.       Affiliation    Unknown.       lp.       16097:255. 

—  82IU5007B   Request*    reasonable    answer    as    to    why   24-h    nondrint  ing    rule 

cannot    b*   adopted    for    nuclear    plant    operators. 

PARKER,  R.  A.       Affiliation    Unknown,       BO/10/  2B.      HANAUER.  S,  H. 

Dtviiinci    of    Human   Factors    Safety.        If.       16097:236. 


-B2I1150IQ0   Summary    of   911124   meeting     in   Bethesda, MD    re    rulerca*mg 
action    on   alcohol    '/   drug    me    dY    Hcenste    personal 
THORNBUHQ.  H    D.       Division    of   Safeguard!    (.    Radiological    Sifely 
Inspection.        61/13/03.        DEVOUNO.  R    C.       Director'!    Qffitf.     Office    of 
Inipiction    am)   Enforcement.       2pp.        16097.333 

-B2111501IS   Commmts    on    proposed    rule,     "Rest r ! ctlons    or>   Consumption    of 
Alcoholic    Beverages   t-   <J»e   of    Drugs    by   Nuclear    Pouer   Plant 
Operators."    Rule    should     include    requirement    that     litenite 
establish    guidelines    for    fitness    for    duty 

HOSELEY.N.  C.       Division    of   Program   Development    fc   Apprainl 
81/07/20.        CGLLER.K.R.        Division   of    Facility   Operations         ZPP 
16097.334. 

-82111S0123   Disagrees    that    proposed    ru  1  e,     "Riistr  i  c  ti  ons    on   Consumption 
of    Alcoholic    Bev.raoes    L   Use    of   Drugs    by    Nuclear    P°u*r 
Plant   Operator!, "    is    appropriate   approach  .  Regulat  i  on*    ihouio 

SNlEZEK!)jaH         Division    of   Resident    L   Project    Inspection         81/07/15. 
BRYAN,  S.  E.        Division    of    Program   Development   t,    Appraisal          3rP 
16097:  336. 

-8211190126   Flecom-tiends    that    proposed    rul  e    "R  estr  ,c  t  ions    »"   "^url'  tlor 
of   Alcoholic    Beverages    L   Use    of   Drugs    by    NticUar    P^er   Plant 
Operators,"    be   discussed    in   meetings    ^./licensee 
representatives    to   oBta.n    impact    assessment    on    activity 
O'REILLY,  J.  P.       Reg. on    2.     Atlanta.     Office    of    th.    D.rec  "•" 
(31/03/01).        Bl/07/14.        DYfiOM-S   E.        Division    of    Program   npveiop^en 
t,   Appraisal.       2pp.        16097:339. 


B211150130  conm-nti  on  proposed  rul  ..  "H..t  ri 
Alcoholic  Bevorages  t.  Use  of  Drugs  by  Nucle 
u  J.  to  i.."  R^I.Srov.d.,  mean,  for  NRC  to 
license  in  event  of  significant  alcohol  or  dr 
HE1SHMAN.R.  F.  Division  of  Rosi^nt  4  Project 
61/07/09.  BRVAN.S.E,  Division  of  Program  De 
3pp.  16077:341. 


Poujer    Plant 

vol.    "«»' 
ug    problem 


9211150079    Informs    that    comments    re    p  sychol  og  ical    fitness   of    nuclear 
power    plant    operating    personnel    have    been    referred    to   study 
B-rnup    for    consideration.  „„,,„,,. 

HAHAUERjS,  H.       Division    of  Human  Factors    Safety,       BO/10/11, 
.A.       Affiliation    Unknown,        lp.       16097:297. 


B211I300H3  Requests    that  task    be    initiated    to   evaluate   alcohol 

rettricbfoni    In    usa    bu  other    agenc  ies.  Similar   restrictions 

should    be    proposed    for  incorporation    into    NRC   regulations. 
Related    info    end.  .         . 

DENTQN,  H  R.       Office    of  Nuclear   Reactor  Regulation,    Director. 

B  1/01/07.        SMITH,  R.O.  Office    of    Standards    Development,     Director. 
33pp.        16097:261. 

021  U90009  Forward.    IE  Circular    81-02,     "Performance   of   NftC-Licensed 
Individuals    Whil.    on  Duty,"    for    issuance    on  B  0209.  Circular 
ihoulJ    be    issued    to   all    holders   of   OLs,  inc  luding   research   fc 


PhiUdejlphia,    nfflco    of    tha   Director    (?1/0^01  ,'l     °'REIl;pppLER;  j  0 
ft»Utoi>   a"   Atlanta,    Office   of    the   Director    '«'«'«.      HEPPLER,  J.  a. 
Region   3,     Chicago,    Office   of    the    Director    (91/03/01).       If. 
1 6O97 :  396. 


Rule 


ilcohol    b  drug 


----  * 

^ 


llpp.        16097:304. 


-B«11»I03  Comm.nt,   on   L   Crocker's 


11»I03  Comm.nt,    on  roce  .or 

lcohol    t.  drug    abuse.  Agree,    that    H"n"    ^Vj.^" 
.ing    under    influenc«    of   alcohol    or    drugs    w/o   defining 

B^lcT^'r^U^ns.e    GualificationsBranc^     Bl/05/,2. 
MERSCHOFF.E.W.       Office    of  Nuclear   Regulatory  Research, 
2pp.        16097:312, 

-W1MM104  Concur.    Chance,   re    P'^"^."/^^"!   *  dr°9   '' 
Gh»g*)t    Incorporated    Into  enc      """^^^"'^^ar   h      Dir.ctor. 
MERSCHOFF.E.W.       Office    •>'»««  !•«   Sull!?iMMon"5r.nefc.       16pp- 
Bl/OA/10.       CfiOCKEfl,L.  P.       Licensee    Ouallfi  canons 

14097:316. 


^MAN'R^"'  Division    of   Resident    !.  Project    Inspection 
!^:        UAS.VE.        Progr.™   Development    Branch.        3pp. 


16097:  345. 


DrUB,    by   Kuclear  Po.er   Plant  Opera   o  „  ^ 

DEVOUMO.H.C.       «»«*«''  " 

Enforcement.       Bl/ll/lB 


"    °         <"  , 

the   E  .ecuti  ve    Legal 


lp.       16097:351. 


.82nI5OUl   Counts    on   Proposed    rule,     ^t,  ict.  on^o  n^^su.  pticn    of 

""       "        •""»•  •"«  dtscu"ed 


of   Facility    Ope 


1U5015,   Dr.«   Omission   paper    record  ing^p  jr-v.,^.    pu.U-h 

5:e.»!S.pi  u«  R.;i5:;e."K1M«i..r  -"-  p^  »•»"»••" 

^Hb.H.J.       ^fice   of    the  H,«u*lv.   Director    for  Operation, 
Bl/06/30.        15pp.        16097:363. 


..lotions    re   druo/alcohol    abuse    allegations. 

™ 


morKfi.lt  J.      Office   of    the  t>ec 
ga/02/lB.        7pp.        16093:  OB3. 

A        "Ouidance   on  Establishing   Criteria    to 
1150181   Draft  reg    SUIJ"'       gf   pBrsonnel   U /Ones cor ted    Access 

'  Kr"CNodDl*"""^   Affiliation  Given.       aa/oa/lH.      9pp. 


i  6098:  090. 
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—  B2111SQ188  Discusses    issu«s    raised   at    B2021B  meeting    re    fitnass    for 
dutv    ™li    (propped    amend    to    10CFR50.  541.  Current    version    of 
rule    too   specific    !.    eristencB    af    emerc-ency    .ituation    re   drug 
un    Ureatenins    pubjlc    health    not    established 
DEVCUNQ.R.C,       Director's    Office,    affite    of    Inspection    and 
Enforcement         B2/«/|».       MINDOUE.fl.       Office    ofWlear   Reactor 


~eaill50191    Support,     statement    re    alcohol    t,    rirj9    abuse    beinn 
incorporated    in    codB    of    federal    regulations    re    proposed   rule 

Requiring    Fitness    for    Outij    for    Personnel    WAJnescorted 
Access    to   Vital    A/or   Protected   Areas    '• 

L1"""e    0"->i*lc,fclon.    Drar.cn.        B2/03/03, 
Human    Factors    Branch.         2pp.         14093:109. 

6211150195  Discusses    iasues   raised    at    BSO3IB  meeting    r«    current   draft 

t  ' 


Current   version    nf    rule-    nonspecific 

DEVOUNO.R.C.        Director's    Office.     Office    af       nspettlon    and 
Enforceent.        82/03/10.        MINOGUE,fi.        Office    of    Nut    "ar".B 


H^"!""    "^    pro"0"'J    «*n.H    for    duty   rule   uj)l    b 
nn    Tirnff  t°    Co«,,..on,r.    6     United    to    genera!    r.,tfir.«nt 
on    facll,tv     ],<:»nseei    to    aiaurc    that   all    per^onne  1    granted 
acc«tc    to    protected    area    are    fit    for   dotu  grantffo 


.          .. 

Inspection    and    EnFarc  emen  t.         10.         ]fi09aM47.  urtlt 

831119023-  Forward,    tfraft    NUSEC   re    info  obtained    fro™    util    during 
•?ui.l,    "'lcer,I"n?    P-"«l«    &    PrQgTamS    relating    to    .^    n,ee 
*buSB    of    drug,    «,    a  !  toh  „  1  .  NUHEG    ui  1  1     be    u»e<)    w/praposBd 
fitness    For     duttj    r-ule.W/o    encl  «pui»ii 

™-s'  'Si.™  i.-sjjr^r-:;:::,:/"—"- 

.  P.        Region    2,     Office    OF    Director         KEPPI  FB      I   o          n  =  n. 
3,     Office    of    Director.        3pp  .         U(WB:ISB  ^PPLER,J.Q.         Reflion 

B3J  II  50240   Draft    Commission   paper    recommend  Jng    approval    bo   roblish 
''"l"i"In       F  ""  ' 


encl 

£i^!J!™   J'        OFfjIB 
62/04/02.         (7pf>. 


to    Protected   flreas."    Draft    proposed    rule 
e  Executive   Director    for   Operation*. 


.°VJir"irramI"ltS    *    "Bg-tlon.     to    b.    considered     in 
.v.lppffl.nt    af    policv    re    ut  i  1    progr*..   dBaling    W/-PU. 
ale  oncl    a  buse.  * 


0211130271   Draft   Commission  paper    recommending    approval    to   oubli.h 
proposed  rue  retiring    comm.rlcal    fc   Indu.trial    factll    ?.. 
niB?  procedures   re  personnel    ui/une»corted   accesc. 


Dlrector 


Mii«'?!!!!7t.D?eTri*!   agr"m*nt   «'P"«P»Md    enforcement   action    for   SHI 
Action      t    in   leeplnfl  u/previouslu    iisu«,d    gulclance  4 

appropriate    DDT  regulation!. 

LIEBERMAN.J.       Enforcement  Staff.      83/03/09.       WARNICK.H  F 

Enforcement   fc    Investigation    Btaff.       Ip.        16090/361  ' 


aMlubl."™!   n>fflD1«n*-ini»g    prgpo.ed    noncomp  1  iance    item. 
of  e..J  ilr  *?e  o      "suiting    from  Region    1     investigation 
of  Caik   MAC  -IE.  Proposed    actions  u/rsipect    to   three 
noncompliance    items    dlseuisod.  W/o   encl 

|n'or"mBnt  *    Inve.tisation    Staff.       93/02/03 
Enforcemant  Staff.       2pp..        li09B:  362 


aoo.u;BUInme   ^.^    "'     in<iu*^   *    3  ovt    progran    to    Cc 
e"«ivC.  mea.ure,    soggested    In    baseline    prooram 

";R        Re9iD"    S'    attUe    ot    Director.        B2/04/29 

""'  Offic 


druj 


B"   <JrU'   ab""    ^Dlicg   *  *"«•••»"    program  Ou 
en    an   companu-wide    basis.  Pol  icy    statement 


fiEED,C        Commonuealth  Edison    Co.       4061N.       fla/03/Oi        KEPPLEK,  J   0 
ReSion   3.     Office    of    Director,        5pp.        16099:  112  "EPPLER,  J.  G. 


!^    revj"d   WiiBti    of    draft    NUREO-0903,     " 
*   P"syama    *°   Comba*    Drug    t,    Alcohol    Abuse.  " 
-1  innate  Section    IV.  H/o    encl.  flelated 

Director',   Office.    Office    of    Infection   and 

"' 


info   one! 


vv-r  ««•  ««..: 

;      S.j/'"SnB?'     °"'Ce    °*    Di"ct'"''        82/06/38.        COQD.L. 
on  3,    Office    of   Director.        10pp.       16099:240. 


,"    for    comment. 


r'qUiISt   f°"    "Despondence,  rept, 
SerelJ   Co   "   Jandl    Mf9   D»v   from 

"1*1  lisfclld  lnApp  Aulthheid 


SSsS^K^^^ 


^^ 


GC"-UER'K- 


. 
"   »»    Facility    Operations.       2pP. 


-B21II50B67    Dis-cmies    util     progr4ms    re    drug    &   alcohol 


curit,, 
g 


supervisors    *hould    4.  e    giv.n    OK 
alert    to    potential    problems  Bu 

HMNCB.R.  C.        Region     (,     Office    <=f    Director. 

"    •  Dffie"  °"lct  °*     - 


fit 


MINOOUE.R.  D 

92/04/19, 

Operations. 


ca,«clden  *   2'  Ueehlg    r<pta    "   BBOiE1    UOFT    'ue  l 

«     NRC  -  No   Detailed   Affiliation   Slven.      B2/06/23.       Ip.       Ii092:  33*. 


?m"y    °'  HPS  27th    '""""I   meeting    on   B30630    in   La* 
'  *"'  3  P*    nul:1"r   t""«"rtati0n 


8Klit«- 


H«lth    Phgsic,   So^ietg. 


8211150313   Respondi    to   FOIA   re,u,st    for    SECV-82-135,     "Btudu    of 
Feasibility   (,   Value    of   Llcen«ln9    Nuclear  Pouer  Plant        " 

n".r.nfcA;;ninp  """•••  D(fi""-"  F°^^  -«u«nt. 

FELTDN.J  M.       Division   of  Rules    and   Records.       S2/1I/03        MEVER.D    U 
Lo'j.nitein,N«uman,RelS,A.elrari   &   Toll.      2pp.       16094:219.  ' 

—  B2030SDOSO  BECV-82-155 

Forward,   re.ults    of   study  re    feaiibilltv    t,  value   of 

1^"        'nnucl"r    pou*1'   P11"*   m-nagers  S,    »enlor    llceniee 
«iiH«!'S^-"n"nit;    '?rw"dinfl    ^f°    *«  Congress   («  monitorinfl 


DI1"ctor  for 


Partlal 


Flche:SO-000.  82/10/04,  9S1U60010. 
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—8102270127  Forward,    respon.es    to    branch   recommendation,   r. suiting 
revi.i   of    facility    900407   loss    of    offsite    power.  W/0    "<|tor 
DENTQNi  H.  R.       DfficH    of    Nuclear   Reactor  Regula  «     ,  ,,__.1(ji        - 

Bl/oa/13.       MICHELSON.C.       Director's   Office.       3pp.       itn-s*.  '™ 
Fichi:  30-000,  82/10/04,  8211160010. 

--810422034S  Di.cu valuation    of    urgency    o  f    taking    "9">'*° ru    " 

r.    pipe   break,    in   DWH    scram   *V*. No   regulatory    actions 
reouired    beyond    operator   auiarenena    of  procedii— • 
HURLEY.T.E.       Division   of   Safety    Technology. 
EISENHUT.D.  O.       Division    of  Licensing.      2pP- 

—  B10M700BB  Di*cuss«3    action,    taken  re    ••f"*«4^n**^""    aslcciatl 
Bl/04/Sl!     '  HICHELSON.C.        Director 's    Of  fi  c  e.        4pp.         16123:215. 


;  S:  ..  "5,;,K»- 


could    lead    to   small    ^eat.  LOCA. 
SULLIVAN.E.  J.        DivUion    of   Bgstems    Bafott,- 
Aiilitant   Director    for   Engineering.       3pp, 


bg  C01"CHBM' 


KMfOHT.J.P. 


:  -us?;- 


BH041W041    "Study    on  Svc    Water    SU5  F°"l*na-  "B2/OE/2B        S3pp. 
*     Operating   Reactors  Assesscnenl  B""^    t  M  iOOlO 
16122:343,       H4X  Fiche:  30-000.  W/10/04.  831  1  liOOlO. 


Provide,    rattona  I.    f  « 


«•  '  J"**^.  °*  Df  %rcr"^  1  1 


i^rir^1;:"--.--.- 

Aijmlniitrative    Contracts    Brancrt.       "PP 


.,  Prcv.-»    ,«i-T.    »-    "-SC. 

invitation    for    bid  .  R.qu    ^«-"*  .^c^    ^'h.         Q3/O5/O7. 

FLV«H,M.  J.        M«*nl'tr-t'v"    £tr«t,  IP  IfilZB.Oli 

HALMAHrE.I-.        Division    of    Contract*.         ip. 

9=11160409   Provide,     .fcati.iic,     for    projected    out-oF-to--    *    "''  "--1    *""^>»« 

^ic    Safaty    and    Lic.n...,,    APF«1    J-™! 
Adn-inlatratlve    Contracts    Dranch.        IP. 


contractor    -naq    be    Involved.          ltrpngl(1Q    rtppcai    Pan.l 

" 


he*ilo.uarter 


.«tini|    n..b    d.V    d 
ino   Aopo^l    Panel. 


momD    auggestina    revifiiiin     t 

.s  .tJ^,,  NBC  . 


jsri'sr  rs::Ui.r/t,b:B-"T;  n  J-APP- 

Aton-ic    aflfety   -nd   Licking    APP^I    P--1-        J 


:«^^ 

:^.-!::^^^^^^^  ............ 


iM:       Adminiatratlve    Contra*  t.    nranc 
-KiU.MWOF.r-.r-.    .t.t«« 

jSJrr-Ha'iis/ss: 

NRC    -   No  D.  tailed    Affiliation 


tj 

161—  Ou 


own.r»   group 


own.r»   group.       e  a2/03/a. 

SPEIS.T.P.       Assistant  OIr«toT    for   ««*"""    g'57pp.       |M33iO&2. 
TEDESCO.R.L.       As>iatant   Director   for    Lieentlng.       a/pp. 


16123:067. 


603B7  Re.po.d.    to   FOIA  revest    for    ^-e;*«^'p.11?i^o; 

=;n!uterinppph:^o^s:;^?,""-"-—  * 

SSIn  4D.vi,ion   of   jut.,    and   Record.        B./09/M.       OUCKL.N.D.T. 
,    Harkrad.r   fc  Roa".       ^PP- 


a=lit&0449  Foru-a 

'5fcUo; 

.    of    bh- 


»I11AD4B7   iT 

B2111A04S7   i 

SE"   «' 


r^    d.sirabi  lit.    of    t0ntr«Ci.,l 

"  " 


620505 


*   activities    re    SECY-O3-471,     "Htonogr-ph  U 
r  presently    under    Jiicuinion    bsfcUBen 

"roS    CD  L.b=    t.   BBA    d  i  Sap  prov  in,    K2(K11D 


RCKB.W-J.        OFfl"    of     th.    E*0cUtivC    Dlr.tUr    for 
Operation..       ?PP.        1*183:044.  | 

8211160462  R.  .ponds    to   B20322    I  IT    re    dBcision    to    chango    Invlt.t.iin    Pni 
ili    RB-aw"t«-471.     "8t.noflr.phlc    Reporting    fl«.,    •    from  ; 

ti.Il    b«.ln.m.    «t-«id.    to    op^   eDn.pet  ,  t  Ion,  Sn,a  I  1    t 
dl«adv*nt«a»il    Pirmi.   mill    not    lie    e<cluilfld. 

5fe    of    a»U    &   DlsaSvartagfi    Hu.ines* 

SALLO!J,      i**™   Lir.«m  «.»«»..      I 


16122:007. 
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--0211160466  Forced,    Itr.on    behalf   «*    c  1  (i,nt.  prat.. t  ing    chang*    of   small 
biMinen    set-aside    decision    for    Invitation    for   Did 
BB-SECV-32-471    rt    stenographic    reporting.    *vci.  W/o    end 
OALLO.  J.        Ishmrn,     Lincoln    6   Deal.         BE/03/22.        KER.B,  U.  8^        Oft    of 
Brat}  I    i   Disadvantage    Out  ire st    Lit  i  1  i  la  tl  on.       2pp.       lil2a:07S. 

-021116046?  Forward,    32OI  19  m,mo    r*    NHC    reporter    contract    solicitation 
R«Uanc».   on    ongoing    source   of    new  personnel    jeoparifitei 
contractors    ability    to    provide    acceptable    transcripts 
W/o    fncl. 

'^'       ^DFnU    f"'!^   ard    Lietlns*"S    Appeal    Pant  I.       82/05/05. 
.  J.        Administrative   Contracts    Blanch.        Ip.        liI2£:074, 


—0211170415  SAI-OI982301LJ  DRFT 

«E««utivt   Sunmarv   -   Test  Application  of    NRC  Reform  Amends 
to  Llceniad    Facility."    draft    interim  rapt 

VS?*NIfl«k«nSTDD?£2DlJ-A"     BORGONDVI.O.M.       Science   Application,. 
l2l44rl»  "          Details'1  Affiliation  Given.       17pp, 


BS/IO/OB.      RAMIREZ,  y. 


h  »?P?ni"    to/°IA   "*"••*    'OP    <nfD    re   NRC.  Forwards    fact 

sheet   an  NRC   4  Annual   Rapt    for    1901,  H/p   end 

A«m.ti™  (("Jvl'ion  °,e  Rulei  and  ""  ' 

Affiliation   Unknown.        Ip.        16130:  16B, 


8211160473   Discusses  status   of    stenographic    reporting    contract.  Div   of 

Contracts    propose?  negotiated    proc  urement    so    technical 

?,EE™a£ll;,p*r™nnel  *  mst    Df    Pr°P°«i"B    firms   uill    be    primary 

NOHRY.P.O.        Office  of    Administration,        B2/O5/19         DIHCHS.IJ    J 


, 
Office    of    the    Etecutive    Director     for    Operations 


2pp. 


9211160477    Di.  cusses    T*pDTtir.a    «vci    contract.  Ofc    of   Admlni  ,tr  at  ion 
memoir    »hould    lerve    ai    chairman    of     resource    board    6    should 
participate    directly    in    contractor    selection 


, 
dmlniitration. 


Ip. 


16182:077. 


B2/05/34. 


—  BZI11604B2   R*qu*tt*    30-dau     «,  tension     to    aubfti  t    bids    re    RS-SECY-83-47  I 
for    stenographic    reportina    ivcs.on    behalf     of    Tag  lot 
Aiiociates.  Related     info    «ncl. 

CALLO.J.         liham,     Lincoln    (,    Beale.        83/01/05,        LCBQ-C    D 
Adminiitrat  ive   Contracts    Branch.       9pp.       ltl3arO7Q. 

—6211160533  Advise,    that    TaylDB    rts  sc-c  i  a  tes,  b  e  1  i  Pve  s    small    Business    is 
cjpaoie    of    providing    repoTting     WCB    reijuired    hu    NHC.  Related 
1  n  F  o    enc  1  r 

GALLtLJ.        Itham.     Lincoln    &£ea]e.        B2/O3/10.        LEBO.  C    D 
Administrative   Contracts    Dronch.       9pp. 


62111700(7  JJesponc:.    to    FOIA    requalts    for    ,evon    catBgorie,    of    info    re 
facility.Foru4r.Is    Uocuments    listed    in   flpp    A.  Documents 
available    In    PDR.  Search    Foraddl    document,    continuino 


''  E"flin""»"!l    * 


B31I170034  Addl    response    to   FOIA   request    for    documents   re 
preimpUmBhtation    revimj   of   NLJREO-0737,  Item     II    F   2    on 
d«t.ctlon   of    inadequate    core   cnol  ing.  Forwards    documents 
l is  ted    in  App    Q, 

n!rT^th    A    Division    of   Rules    and    Records,        G2/10/O3.        CONNO.R-  L. 
Due-Search    Associates,        2pp.        16130:02'?. 


-S105290072  Provides    info   re    instrumentation    for    reactor    vessel 

«!::i.?:M:"!3«^737H!:;j?B;'.;Ts  ™cilow4  —«-"- 

«5S$«?:J'An£«te:jB'   ihB-E'6CUtiVe  "*«*'"    '"   Deration,. 


otnmis  sionere 


17pp.        16130:040. 


-S203090443  Forwards    request   for    addl    info    to    be    transmitted    to    C-E 
ouner,    oroup    re   CEN-181-P,    "GenBric    Responses    to   NRC 
W/"reque,tn  Ina<t61"a"'  C"«   Cooling    Instrumentation." 

man*  DlrHctor    ""•   Core   fc  Plant   Su.te*.. 
AS'i9tant    D1'"*"     '"    Sa*,t«    A.se.sm.nt. 


—8304130(28  Requests    info   rB  CEN-1B1-P    "Cenoric   Responflei    to    NRC 
Questions    on  C-E   Inadequate  Core   Cooling    Instrumentation" 

37-"-  ir  F-a  Addi  in#° 


^ent*    °"   "  !»«*•    proposed  memo    to   J  Ahearne  r* 
Item   II.F.2   on  detection   of   inadequate    core 

coaling.  Mod    proposnd    to   reflect   possibility    of  NUHEC-0737 

rule    for   operating    reactors 

0EB1MtiT19    ""ctors   Assessment    Branch.       S2/10/OS. 
e,        Division    of   Licensing.        Ip.        16130:094. 


32IH7003&  Notice    of    violation    From    inup   on.   SE0601-1  1    t,    1A-1S 
!..9!vh*!oni    of    Enginseriug    t    Technical    Prooraras.        H2/A7-.Q.3 


graras.        S2/O7/03.         Ip. 


t,"}**      D  rD1uest   for    >••?*•    «   "linadministration    a 

radioactive    iodins    or   anu    other    radioisotope    in    treatment 
™  E™,     ,  «     =ancflr.  Foruards   documents    listed    in   App    A, 
FELTQN.J.  M.        Division    of   Rules    and    Records.        02/10/03.        BLACK,  0    D 
Campbell    ti   Black,        2pp.        I613O-  O60 


-8211170039    IE    Insj.    Rept    70-0143/93-24    onfl20«M-ll    i    16-10 
Joneofflpllance    noted  :  92O330  ace  1  denta  1    loss    of    high    enriched 
rnDte°rted    !*p    PT""-""1.!    requirements, 


-B2I1I70I55  Rjjpt,    B?0530    occurrence    in   uhich    rafflnate    flatued    outside 
hijh   enrlcherf    scrap    plant    due    to    defective    seal    in  recurls- 

&^u^"«    ^   ""*•*    *«>•   «»I.D«l,    temporarily   repaireS. 

D-»talled   event   analysis    enc  1 

MAMSEB.W.C.        Nuclear    Fuel    Services,      Inc.      (»una       c.f    Oettu    oi  ,     rn    , 

"  ° 


nn7  rMPI"    "5*°'    '-'2S   »••<   misadminatratJon   under    LJcoiis 

31   00786-02, requested    bu   h«c    000507    telcon.  On   000501,  during 
surgical    implantation, applicator   became    s tuck.  Forceps 
flH£JwrSd   *S'd   £"P;ulot1'   pationt   "ceived    radiation   dose. 
?SiS«k  M   !"     ,°  fl*B  UnlV'     °f<    Buffal°-       1069.       SO/03/14. 

LAMABTRA,  M.  A.       Licensing   Management   Branch.       4pp.       16130:093. 

-9108210296   In  f  orms    of  910B05  mi  ssdministrat  ion    of   rad  iopharm.  Pat  1  ant 
injected  ui/4,  9  mCi    Tc-99m  sulfur   colloid    instead    of  2O  mCi 
Tc-V9m.  TechnologistB   counselled. 

ELLIS,  R   0.        Lutheran   Medical    Center    St.     Louis,  MD.        81/00/03- 
""          chicaoo,    Office  of    the  Director    (Bl/03/01).       Ip. 


;nfirms    790809  verbal    rep t    re    790807  high    enriched   U 
e    leal. Air    samples    from   stack    iroflu,    loss    of 
9    U.  No    unrestricted    area    limits    erceeded.  D<  tai  Is 
orted    uhen    aval  US le. 


" 


BAI-OISB^HOILJ    DRFT 

e    Buflinwr,    -   T*st  Application  of   NRC   Keforn  Am.nds 

Bd    Facility,"    tfraft    intorim   rspt. 

37/^0  STDDf«rD<  JM*'  i    B"?0*"'*-"-       Science   Applications 
37/30.  MflC     -   Ho    Detailed    Affiliation    Oiven/     17pp. 


6211170079  Informs    of   misadmini  strati  on  of    radiopharm.  Loss   at    intogrit-u 
of    1-123   seeds   occurred    on   two    occas ions,  Involving    patients 
undergoing    transurethna 1    resection, subsequent    to   receiving 
»»ed    implants    for   prostate   therapy. 

HICHGY.J.E.       Rhone    Island,    State    of,      01/13/02.       NUSSBAUMER ,  D   A 
Office    of    State    Programs,    Director.        2pp.         16130:062. 

-82111700?!    Informs    of   910521  mi sadmini strat ion    of   radiopharm.  Hit  fc 
applicator    used    for   prostate    implant    jammed    during 
procedure.Phvsician    trying   to    free   gun  received 
contamination    to   hand. Contamination    spread    to    holdino    trau 
WOODS.L.A.       Virginia  Commonweal  th    Univ.,     Medical    Collaoe 

21""'!7.™PBtRVlH-       Mat"-'a>B   *  Radiation  Protection   Section. 
2pp.        16130:044, 


-8211170107  Discusses   Univ  of  CT  Health  Ctr,  VA  Commonuealth   Univ    Medical 
Colleue  &  RI   Dept   of  Health   mi sadminiitra tion   repts   re    1-129 
svalad    source    leaiagi    Incidents. 

TRAOER.E.A.       Director's   Office.      82/09/10.       HELTEMES,  C   J 
Director's    Office.       ?pp.       14130:070. 


"e2HiT°ial    Dt""1"»   u"'*  "f  CT   0103BB  rept    re    leakage:    of    1-tttS   Kod.) 
4.701    tup«    therapeutic    »Peds.  Requests   response    to    listed 
questions   rt   design   defects. 

WHIQHT.e.O.       Procedures   *  Certification  Branch.       01/07/80 
LAHRiT.N.       3M  Co.  ,    Minnesota  Mining    tiMfg.     Co.       Spp         14130-087 
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-3211170137   Responds    to   SI 0720   questions  re   Univ  of  CT  B10S14   event 
Involving    leakage    from  Model    6701    1-123    teed.  Alignment 
of   #vont    Ei    leed    dandling    procedural    discussed, 
COPELAND.F.  S.        3M   Co.,     Minnesota  Mining    t   Mfg.    Co.       Bl/09/33. 
WRICHT.E.  0.       Procedures    &  Certification   Branch.       4pp.       16130:089. 


6211170502    Rnponil»    to   FOIA   request    for    list     of    individual*    retciv 
Invitation   for    Bids   RS-ADM-B3-398   Forwards    distribution 
lilt. 

FELTON,  J.  M        Division    Of    Rules    and    Records         83/10/29.        STERN ,  ft 
Stern   Associate*.        lp.        14.136. 324 


—  0211170135   Rscommends    actions    to    be    taken    by    IE  &  NMSS  re   generic 
pro  b  lam*    associated    m/use    of    1-129    needs, 

MICHELBON,  C .       Director's   Office.      B2/03/2S.      DAVIS.  J.  0.      Office   of 
Nuclaar    Material    Safety    ft  Safeguard  s,  Direc  tor.       DEVOUNO.  R,  C. 
Director's    Officer    Office   of    Inspection   and  Enforcement.      2pp. 
16(30:097. 

--8211170133    "Review    of   Three    Incident*    Involving  Release    of    1-123 
From   Smarts    Inters  titial  lij    Implanted    Within   Prostate   Gland.  " 
BROOrt,  D.  W,  r     QILGeRT.M.  A.       Virginia    Commonwealth  Uni v.  ,    Medical 
College.       BB/IO/OB.       llpp.       16130:0<?9. 


—3211170504   Diitribution    list    of    individuals    receiving    Invitstinr     For 
Bidi    R3-ADH-83-29a 

«      NRC   -   No    Detailed    Affiliation   Oiven         B2/1O/Q4         2pp 
16136:335. 

a2HI70&Oi,   Responds     to   FOIA   request    for    NHC    t-    DM-    correspondent 
user   nanuali,  meeting    ninutes   &    evaluations    re    RAHC1MA-3/3B 
computer    codei.  Forwards    lilting    of   NUREG-CR    repts    (.    Itrs    I, 
memoranda    for    CV77,  CY7B   t.    CY79 

FELTON,  J.  H.       Division   of    Rules    and    Records.        02/10X22.        CCfJNOR.  L 
Doe-Soarch  Associates.       5pp.       Ifcl3(.   350. 


ept ! 


—  B211170Q<?6    Informs    of   8107O7  mi  sadmiti  i  strat  ion  of   rad  iopharm,  Fragments 
of    1-129    seed    found    In    upper    chamber    of  Mick   applicator 
used    to    perform    interstitial    prostate    imp  lant.  Contamination 
noted    on    surgical    drapes, 

BAUt-EV.  J.  J.        Virginia    Commonweal  th    Univ.,     Medical    College. 
BI/O7/23.       PERRY,  W.       Naterials   t-  Radiation  Protection  Section. 
2pp.        16130:  O66. 

0211170474i   Responds    to   FDIA   request    for    three    separate   categories   of 
documeTvtB    re    ihipmenta    of   waste    through  State  of   VT   from 
Chall    RlvonOntarin.  Poruanfs    documents    in  App   A.  Info 
partially    withhold     Iref   FOIA  Eiemption  3). 

FELTDN,J.M.       Division   of    Rulm    and   Records.       B2/IO/12.       LIPSON.M.H. 
Vermont'     Stats    of.       2pP         16142:033, 

--B2I117047B  Confirms    B20903-   talcon   cancelling   Shipments   9-10  t    11    on 

DANEaE,"!."    "Nuclear    Assurance   Corp.      FLD/82/137/S2.       B2/09/OB. 
ODDV,  A,       Region    I,    Office   of    Director.       lp.       16142:036, 

--B211170-179  Re.  ponds    to   S20B31    request    for    clarification   re   proposed 
•  pent    Fuel    «(iipment   route   betueen   Chalk   Hiver,  Ontario, 
Canada    &  Savannah   River    plant    under    Import  License 
ISNM-B1G03    Issued    to   Nuclear    Assurance  Corp. 

PAU-rtDINO.N.  J.       Commissioners.       B2/09/29.       BMELLINO.  R.  A.      Vermont, 
State    of.       2pp.        161-12:037. 

—0311170400  Requests    clarification   re    proposed    shipping    «chitlu  le   for 
hlan    level    nuclear   uasta    by    Nuclear    Assurance   Corp    through 


CotnrnisaionerB. 


VBrmant,     State    of. 
4pp.       14142:043, 


82/08/31.      PALLADIUM. 


-0211(70403  Foruiardfl    revised    schedule    for   current    spent    fuel    shipments 
batueen   AEC  L   It  DOE   facility    at   Savannah   Hiver-per   320031 

DANlBEiF.L.        Nucl.T    AB,urance   Corp.       FL^BSm^.      B2/OB/31, 
ODDY.A.       Region    I.    Office    of    Director.      2pp.       16142.046. 

Bailt704BJ    Responds    to   FOIA    r.qu.<«   '«    BECV-7|-5W.BE  CV-7S-5BBA, 
BecY-73~3B8B,  SECY-R-74-64  ,  SECY-B1-600A,  6ECV-91-632A, 
BECV-7S-SBBA    t,   8ECY-B1-60OA.  Forwards    8ECY-B1-600A  & 
SECY-7S-BBBA.  Raraaining    documents    under    revi  ew_  CONNOR,  L. 

FELTQH.J.M.        DivUion    of    Rulos    and    Records.        82/10/IB.       CDNNUH,  u 
Doe-Searcll   AsiociateH.       1  p.       16136:240. 


S211170510   Respond*    to   FQIA   request    for    tun    categories    of    document*    re 
NRC    final    rept    on   Atlas   Machine    (,    Iron   Uorks.  Int    QA   progr.in 
6    performance    under    contracts    u/TVA   Rept    issued    to    Atla-s 
Machine    1    Iron    Works,  Inc    on   B21001     in    DallasiTX 

SLTON!J   H         DivUiBi.   of    Rules    and    Record,         B2/10/31         HHFELEfl.T    C. 
Pe-ttit    (.Martin.         lp.        16136356 


92(1170517   ResPar,d>    to   FOIA 


For    SECV-93-377    t.   SECV-H2-377A 


&ocumenti  withheld  (ref  FOIA  E.enption  j) 
FELTON,  J.  M.  Division  of  Rules  and  Record 
Debevoiie  t  Liberman.  2pp.  16136:353. 


,ICL,HftIj    11    A 
83/11/02         fJEHMAIJ.  K    A. 


S2I11170523   Advises     that    re-e.am   of    public    health    input    into   Fede 
Interaoencu.    reiponie    during    emergencies   at    commercial 
nuclear    power    plants    in    order. 

BRfiN&T,  E.  N.        Health    fr.   Human   Services,     Dipt       o    .          H./05/14 
PALLADIfJO,  W.  J.        Commissioners.        3pp.        lfclJ6.-ii^ 

--B21M70527   Re.  ponds    to   820514    1  tr    to    Cna.rn.an   PalUdino    r&   Pub 
Health    Svc     involvement    during    emergency    at    commercial 
nuclear    plant.  Addl    federal    policy    should     be    developed    r. 

s,  distribution   h  potassium   iodme   adrn  ,n,  stra  tion 
J         Office    of    the   E.ecutive   Director    for   Operation 

° 


16136:314. 

B21H70S3I    Dc.cur.ents   020820   meeting    ^/EM   Brandt    re   r.c.nt    t.ch.ng.    c,f 
ill,    between    Health    &   Human   Svcs   »    HRC.Tqpics    r.   ..d.c.l/ 
public    health     liaison   w/NFJC    during    emergency    b    use    of 
^otas.ium   iodide  as    thyroid   bloctlng   agent    di«  :»»•" 
SCHWARTZ,  S    A         Division    of   EnergencM   Preparedness^    B2/O9/OI 
uEVoS""R   C          Director's   Office.     Office    „  F    Insect,  on    and 
Enforcement.        7op-        16136:316- 


Responds  to  FOIA  request 


NRC 


FEUTON,  J-M.        IHvisio 
Affiliation  Unknown. 


lp,        16136:  346. 


HiS""j;r;"T*2?Ai..vi..d  enforcement  p.Iie,.b.«-  on 
p'bl"  comments  ft  on.  «r  e.perience  ^interim  enforcement 
policy,  R.conmends  that  Commission  approva  end  revised 


policy 

S!S^T3?    PSlJi^e&crt£e 
Bl/ia/14.        52pp.       16136:249. 


p.Iie,.b.«-    on 

erim  enforcement 
end    revised 

Director   for   Operations. 


ic    announcement  re    NRC  amend    to 


of  .fforfc  r.q^irod  to 
FELTQN.J.M.  Division 
St«el,  Hector  &  Davis. 


3pp. 


»£•  HURRAY.  J.  P. 

02/i0/28- 


Individual,   receiving    Invit-tion 


02Ut7049B  FOIA    request    for    list 

for    Did    RB-ADM-83-29B.  na/io/ia  NKC  -  No   Detailed 

STERM.A.       Al    Stern   Asioci-tes.       S2/10/12. 
Affiliation   Given.       lp-        16136;  323. 
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nrn.Orlf?^;    d"uml!rlts    r*    ""^i«9    *y»    in    WRC   operation.    c 
Qi.p    t»n»i    Lilll    be   removed    from  ctr    telephon*    UnevM/o 

DONMWE.  D    J.        Office    of    Adninlstricion.        OI/W/14.        DIRCKS,  H.  J. 
Oftict    of    the   Encutiv.    Direttor    for   Operation,.        |p.       14155.  ig? 


-    B2111BOIBO  Compliance    insp    rept   of  License   H-21B   on   590120  No 
noncomplianc.   noted.  Major  ar.a,    inspected  :  radio?ogfca 
i    ,.*   "f8'«    control,    of   SNM   program.  S 

DU3INSKI'L         ««»''    En.r«    C«Wllliqn.        39/03/19. 


a, 


.,'11",1?'    background    info    or.   request   fOP    removal    of    beep 
ton,,    a    FCC     ruling    allowing    r  emova  1  .  FR   notice    ,hould 
Indicate    that    removal    win    be    effective   on  S10B19  S,   prior 

1'    n*WZqu"t>d    fop    t>lcon    ""rdinc-.W/o    end. 
w     i  '"'  »••>«•••    *    Development   Branch.        81/07/20. 

N.J.        Divinon    of    Rules    an(J    Records.         [p.         16159:188. 

BB11IB0049  Requ.tts    removal    of    beep    ton,    from  all    lln..    uithin  NRC 
HF»    u   S          T*!    »-Bl-»lni    61QO  17.  App  1  1  catl  en    Of    tariff    encl. 
KE.RH,V.5.        Telecommunications    Branch.        81/07/39.        KOSTflESKI.P         CfcP 
Tilephone    Co.     of    Maryland.        3pp.        16153    169. 


««<»»     that    r.qulr.Mnt     to    record     telcon,     ,„   WBC    operatic. 
ctr    ititntlal     to    a*sure     protectjon    of    public    health    t, 
•  af.tV.  FR    notUB    f,   FCC    memorandum    opinion    i.    order    encl 

Office    of    the    Executive   Director    for  Operations 


-E3I1IB0055  Renue.t,    davelop^ent    of   alternative  method,    td    inform 
CBlling/rec»wing    parties    of     telcon    recording     inNRC 
operations     c  tr.  Response    requested    b  i|    S10H2O 

£         O'vlH-n    of    Emer?BnC1J    Preparedness.        Bl  /OB/03. 
.H-        Ok  vision    of    Facilities    ft   Operations.         lp.        14159:S1S. 


j;'f?ow  "•<"»*"    ^9",rinB    of   Dictaphone    recording    w».  Telephone 
instructs    re,u(rin9    r*cordina    capability    1  i  ited.  ForL 


_!,.,__,,_  j.i          "       t  ~  .  "        --r—-----»       -I'kK-Li.rui-tU 

channel,   u,i  l  ]    not    record    during    routine    opera  t  i  on,  hut   will 
oe   activated    utien    required. 

urr^.n    u          Incident    Response    t.   Development    Branch.        91/OQ/O3 

lp.         £6135'  2£A. 


KERH.  V. 


Te  1  ecommun  i  cat  i  ons    Branch. 


at-  jlt"n3t'"B    methods    of    noticing    ca  11  ing/reCe  i  vin, 

part,es    of     telcon    recording     in    NHC    operations    ctr-per   310003 
r*nu"t-0etafli    of    study     encl.  vr.per   aiubUJ 

GfilMEB   *K         SiV!V°n    °*    :acilibl"    £    Derations.        Bl/oe«I. 
GH1ME5,B.K.        Diviaion    of    E^rgenc^    Preparedness.        4pp.        14,135:317. 

9311180127   Reque.t!    tini»tabl»    for    removal    of    beep    tones   from   d^dicat.rf 
lint,    in  WRC    aerations    t  tr    *   mod    „'    CUrrer,t    tone  dedicated 

«««e^«'    l°    Er?^d<    «««»'•«•«»«''    tones    to    interconnecting 
outltde    «*r    network,  per    310B21    me^o. 

.*      m'"-    0ffiC?   °f    tn'P«tton    and   Enforcement. 
16155  22i:  VlJ        D*v,B,on    of   Facilities    !.  Operations.        lp. 


r, 
»rch"  :r2;Lr;tl"lii.'ulthh'id  <r-f  FO"^  =  «   <• 

™  JM        n     J«««"t.    subj    to  request   c-ntinutng. 

'  B-"' 


—6311190007  m/BEO/CR-2427 


?^ 


ition  Siven.       82/07/14.       15pp. 


naa»        o?^*   '"""•"  C0""*"*0"   Pa"»r   P"viding    technical 
TSso  Ji!  annual    safeguards    ImpUminlation   rept   far 

1980  torn  vita.  Summary    of  major    islu,s   containino 
lafeguards     info    tfelated.M/o   Bncl  ""Mining 

MVIB,J.O.        Office   of   Nuclear   Material   Safety   & 

%%™W^^ 


-SaiIlBO.31    Respond,     to    V    31.11,    311O13   mtn*    „    rPmovB,     of    tee|>    ton 
ere.-.   ,VtC   operates   ctr    t.i,p  hones.  E,J  s  t  i  ng    f  ac  II  it  ie°  MjJ  1  ' 
atlifl.      l!nl         Pc°EU:^    fl»uil""-n*    "»*-l»t<l   ft    tssted,per 
?wi?J   7..    '"S  ,S'hfdtJll!lJ    operational    date    is   «Htf~j.n    lw«. 
CORLEV.J.H.         Dlvi.ion    of    Facilities    S-OperaHons         ai/IT/fii) 
OEVOUWC,R    C          Director',    DffUe,     Office'of      n^    ctlon    ind    '' 
EnFortement.        lp.        16155:222. 


^ 


country  Ana 


-83  J  1  180137   Forwards    determi  nat  j  on    of    public     safety    necessity     for 
recording    capaotlit,    in   NRC    operation*   ctr.  DeterJnat      n 
does    not    chanoe    regarding    or    m.onitorin9    capabilities   at   NUC 
"""    t0""    «"'    J;    »«v,dFrc*   em,rgPncy    S.tMr;:"/:*.«5: 

fc.l).  J.        Office    of    Administration,        Bl/M/30         CflflftP     » 
Services   Ad«ini»tr.ti-n.       lp.       16155-  323 


^*5'  "    '?AI   Contrai;*    152-123-00-1)    submitted    to   BNL. 
documents    listed    on  App   A, 

'  *'        DJviaion    of   Hut"    ""1   Records.        83/10/30.       OUIOO,  C. 
olete    code.  .  .      3pp.       16198:  159. 


CUO^M^'V    °VC'10"    E°   bt    t3ktn   re   •umm-rW    "P*.     "A 
ctioni    in    Nuclear  Pouor  Fuel    CycleiRef  Events    (. 

Conienuence*,  »   Vol    l.fiept   e«cBllent. 

aS;*!"!   P"'""13""  R"earch    Branch.       S0/0?/09. 


Std    order    far   DOEuc-rt;    «Con».qu.nce   Estimation,"     ifi«UBd 

RS»a»hr'F.J-n   Dirill0n  .°f   ••'••«'•-.    Fu.l   Cgcle  (,  Environmental 
i«  f!   f   X  Qi-ookhaven   National    Labpratoru.       FIN  A-3044-0 

&0-80-IIO,       90/03/10.       lp.       U19S:16fl. 


T1;"    J!-*   "  K"Ul    °f  8cien"  Applications,  Inc   ul  1  1    pres, 
l    briefing    on   project    Identifging   »et   of   ref 
eventi   which   jnight   aril,    from  adversary   actions    in   nuclear 
™«  !?.*«.!    &    e.tlmate    coniequencet    resulting    from   event.. 


«. 

?        «M^£"lpn   °f  Baf«9uard*'    f7""!    Cyeu   i  Environmental 
Hei.arch         01/03/11.      DIRCKS,  W.      Office    of    the   E.ecutive   Director 
for  Operation,.      MAJOR,  R.       ACRS  -  Advisory  Committee    on  Reactor 
Safeguard,.       MINOCUE,  R.       Office  of   Nuclear  Regulator   Research, 
Director.       2pp.       1619S:  163. 


NONDOCKETED  ITEMS 
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-9211220030  Requests    security   revieu  of    "Adversary   Actions    In    Nuclear 
Pou»r    Fuel    Cycle:  Ref    Events    &    Consequences,"    Vol    1,  summary 
rtpt    Revieu    needed    by    BO1  107.  Related    info    and. 

TCiML.IN,u.  K.       Division   of   Safeguards.    Fuel    Cycle    t  Environmental 
Rt.earch.       BO/10/2S.       UH1PP.R.F.       Information   Security    Branch. 
3Bpp.         1619B:  167. 


-8211230061    Forwards     latest    draft    of     c  onsequ  *nce     estimatic-n    project 
Ph»««    I    rept,     "Adversary    Asians    in    Nuclear    P0u,er    F"-» 
Cuele'Rif    Events   &   Consequences."    Comments    needed    by    7703^3. 
ARSENAULT,  F    J         Division    of    Safeguards.     Fuel    Cycle    f,    Eivir  anmental 
Rt.earch.        77/03/14.        WALL,  I..     YANIV.S.         Of  fi  ce    o  f    Nuclear 
R*9ulat.Dry    RM»rch.     Director-       nERNERQ.fi.       MRC    -No    D^ta.leK 
Affiliation    Oivan,        2pp. 


-8311220034  Forward*    comments   re    relevance    &    use    of    clandestine    fi««ion 
«<plosivs    consequence    estimates    for    drafting-   EIB,  per    771004. 
Morality    fc    property    damage    Issues    unresponsive    ta    ofc 

BUaNETl'naFB  Division  of  Safeguard*.  77/1O/2B.  AflSENAULT.  F.  J. 
,A«si»tant  Director  for  Fuel  Cycle  8.  Environmental  Research  (Pre 
7?1030).  6pp.  16l?B;  306. 

--6211220039  Forwards    third    phase    proposal    fromBcienc*    Apf  llcnt  i  ona,  Inc  . 
Increase    in    consequences   obligation    to  BNL  mould    alloui 
subcontracting    of    3-month    proposal.  Related    info    end. 
CUSAK.J.H.       nrookhaven    National    Laboratory.       77/04/13. 
HERC&REN,  J.  S,        Systems    Analysis    Branch.         11pp.         16190:312. 

-8311220040  Discusses    history    of    "Consequences    of   Adversary   Actions    in 
Nuclear   Pouer   Fuel    Cycle"    program.  Program    has    e»isted    for 

KAIJ^D'c.^BcJenc^Apptications,     Inc.      79/O6/2B,       H^KINg.K 
Office    of    Nuclear    Regulatory    Research,     Director.        3pp.        161  VB.  .d-ia. 

—3211220041    Requests    that    OM.  be    authoriied    to    execute    program    entitled 
"Consequence  Estimation."   Acceptance    should    be    indicated    on 
encl    form.H/o   end.  ,    _      ,      .    _      .  -*..i 

ARSENAULT,  F.J.       Division    of   Safeguards.    Fuel    Cijcle   «.   Erw   ronmentfll 
Research.       77/00/24.       BAUER,  R.  H.       Energy    Research    t,    Devel  oproent 
Admin.  (Presently    DOE).       lp.        16190:229. 

—0211320042  Forwards    std    order    for   DOE  wprk:      "Consequence   Estimation,  " 

FRIND-J.F.  Energy  Research  6  Development  Admi  rv.  (Presently  DOE). 
77/09/09.  ARSENAULT,  F-  J.  Di  via  ion  of  Sa  f  eouarda,  FuelCydoS. 
Environmental  Research.  lp.  16193:230. 

--B3U220Q44   St  if    order    for    DOE   work:     "Consequence    Estimation,"     issued    to 

ftRSEMAULT.F   J.       Division   of   Safeguards,    Fuel    Cycle    S,   Envlro  nrnon  tal 
Research.       SCHWELLER.  D.       Drool-haven   National    Laboratory       FIN 
A-3C-44-7.        60-77-190.        77/08/34.        4pp.        IbllB:  331. 

—  8311230047  Requests    that    BNL   be    authorlied     to    execute    program    entitled. 

"Consequence  Estimation,  "   Acceptance    should    n  B    indicated    on 

ARSENAuVn  F   J        Division    of    Safeguards,    Fuel    Cyclu   l<    Environmental 
Research        77/05/20.       BAUER.  R.H.      Energy    Research    i    Davelopmant 
Admin.  (Presently    DOE).       lp.        16I93i  236. 

—  B2U220049  Forwards    atd    order    for   DOE   work:      "Consequence  Eitlraation,  " 

FRINO.J.F.  Energy  Research  fc  Development  Admin.  (Presently  DOE). 
77/06/08.  ARSENAULT.  F.  J.  Division  nf  Sa  feguards.  Fuel  Cyc  1  e-  e. 
Environmental  Research,  lp.  16198:237. 


-821122007*  Discusser    objectives    of   Phase    II     nf    consequence    estmatign 
project.  Science   Applications,  Inc    completed    Prtase    El    (.has 
.uggestrd    that    infornial     p.er     technical    rrvieus    be    initiated 
in    each    of    flva    specified    areas    separately. 

ARSENMJLT.F.  J.        Oivision    of    Safeguards,     Fuel    Cycle    ft    Environmental 
Research.        77/02/02.        SHERff.  T.        NRC     -   No     De  tai  I  ed    Af  f  •  1  lati  ™ 
Given        HALLER.R.       Office    of     Inspection   t,    EnPor  c  ement.     Office    of 
the    Director.        JONES,  R.        Office    of    Standards    Development.     Director. 
3pp.         1619B;  248. 

-B21taa0070  Proposal    recommendations    re    consequence    estimation    studij,  in 
response    to    770401    renueat   made    during    briefing    by    Science 
Applications.  Inc    representat  i  veo. 

nLACKMQN.R    F         Office    of     Inspection    *   Enf  orcenont.     Office    of     the 
director!        77/04/11.        rtRSENAULT.F.  J.        NRC     -No    Det*>ied    A-Mliatinn 
Given.        lp.        16t9B:25fi. 

—  flaUS200ai    Requests    that    UNL    be    authoring    to    e*tentf    period    of 
performance    of    "Consequence    Estimation."    at   no    cost    to 


T,  F.  J.        Divi.-on    of    Safeguards,     Fuel    C4c  1  e    &    Envl  "--"«"*•  ' 

77/04/01.        BAUER,  R.  H.        Energy     Research    r,    Deve  1  opmEnt 
Arimln.   (Presently    DDE'-         Ij>-         16195:237. 

aaiiaaOOBS  Forwards    e»ecuted    std    order    for    DOEuortc:     "CDns^uenca 
Estimation,  "    eitending    period    at    performance    at    no    cost    to 

FRIND.  J  F        Eneroy    Research    fc    Development    Adml  n.  (Pro  sort  1  y    DDE). 
77/04/26.'      ARSENAULT,  F.  J.        NRC    -    No    Detailed    Affiliation    Given. 
lp.        1A19B:  25B. 

S2H220092   Btd    order     for    DOE   mark:      "Con  sequ  one  e    Est  imat  i  un,  "     issued     ti 

AflSENAULT,F    J,       Division    of    Safeguards,     Fuel    Cycle    6   Enviirc-nrnBijtai 
Research.        FR  I  NO.  J.  F.         Oraokhaven    N.tln^t    L.bnr-torH.        FfN    A-30M. 
60-77-11B.         77/04/01          3pp.         10198:259. 

6311220095    Discusses    rovieu    of     consequence     estimation     study     per    7/031 
memo.  Phase     III     of    studu     should     include    control  il  ve    analysis 
re    level    of    protection    required    For    comp  onants/sys 
associated    (j/each    postulated    event. 

HALLEH.Nri         Office    of     Inspection    fc    Enforcement,     Office    of     the 
Director          77/03/aB.        ARSENMJLT,  F.  J.        Dlvi.icm    of    S-f.gtwrdi,     Fuel 
Cijde    &    Envlronmontal    Research.         lp.         1619Q:  362. 


B211S20100   Forwards     technical    review    of   Science    Applicatio 
1   Rept-     "Adversary    Actions    in    Nuclear    Pauic-r   Fuel    Cucfe- 
Events    !.   Consequences.  "    W/relfvant    bockground    data    supplied 
bu    R   Mullen.  H/o    and.  ,       .    _      ,       ,     ,  l 

POWERS,  J.A.  Assistant  Director  for  Jlaqu  i  reraents  !.  TecJ>r.ol  n  gy 
77/03/20,  APtSEMAULT.F.  J.  Division  o  f  Sa  f  Bguerds,  Fuel  Cyc  la 
Environmental  Research,  lp.  16190: 263, 


B211.B20052  Btd    order    for    DOE  Work:     "Consequence    Eat  t  mat  ion-  "    isnu*it   to 

AHSENAULT.F.J.       Division    of   Safeguards,    Fuel    Cycle    i,   Environmental 
.Research.       BCHWELLER,  D.       Brookhaven   National   LaboTafcory.       FIN 
A-3044.       60-77-144.       77/03/20.       9pp.       16170:333. 

8211220094  Discusses    review  of    "Adversary    Actions    in    Hutliar    Power 
Fuel    Cycle:  Assessment   nf   Methodology    for    Corse-quenca 
E»timation.  "    draft   rept.  Thought    process    difficult    to    '">1]°"- 
MILLER,  J.R.       Assistant   Director    for    Reactor    Safeguards.       77^^- 
ARSENAULT,  F.  J.       Division    of   Safeguards,    Fuel    Cycle    E.    Environmental 
Research.       lp.       16198:243. 


„„„.„,  Discusses    review   of    Sc  ienc  e    App  1  le  atiors,  Enc ,  Pha  EB     I    Or-f 
R.pt-     "Adversary    Actions    in    Nuclear    Power    Fuel    Cycle^Ref 
Events    It  Consequences.  "    Consequence    uarh     in    Event    Category 

r    Material    Safety    ft   Safeguards,  D i roc  tor 


HULLE' ' 
77/0 


BB112S0057  Comments    on   BAI-121-6I2-7B02.  Of  c    of  Stds    D,  V.lopm.r.t 
active    in  reconsideration   of    criteria   for    decontamination   as 
pjrt    of   decommissioning    studies.  taniaft 

BESNERO.R.tl.       Fuel    Rtprocess.     fc  Recycle    Branch    CPr«    79O7.V>  - 
77/04/2B.       ARSENAULT,  F.  J.       Division    of  Safeguards,    Fuel    Cijcle    5. 
Environmental    Research.       lp.       1619B:  344. 


-8Z112H005B  Comments   an  Chapter    V,     "H.-lth    Effects    8.  Prop.rtg    Damage,' 
of    draft   consequence    estimation   project    phase    II    r«pt. 
"Adversary    Actions    in   Nuclear   Power    FuaL    Cgcle    Asseesm^nt   of 
Methodologu    for   Consequence   Estimation."  _„•.,! 

YANIV.8.B.       Division   of   Safeguards,    Fuel    Cycle    t,   Envlronman t«l 
Research.       77/04/23.      ARSENAULT, F.  J.       Division    of   Safeguard*.     Fuel 
Cycle   *  Environmental    Research.       lp.       16173:343. 
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NONDOCKETED  ITEMS 


—9211220113   Acfc    receipt    of     1  fcr    to    J   Cuiafc    of    BML    r  * 

titimatio-rc    itudy.  Study    not  coinp  1  rt*-d.  Warfc    ihould    h  1uane  * 

£0ffll)]ff"tpd      b  if     Jtfl       1  9"70     !*     r0lal-0H     Hn<-.hjn.        t  L 

...|  T  iTi.«i*irvtfgc  v  flip  n  tli     flnQUld     te 

Sr't?:       ?««;'S;-°f  B"<fltl-P-l-      7B/°3/01'       INH«ER,H. 


--B211220130  Motificatipn  of  770602  meBtins  wyD  Kaul  „.  _,. 
Application..^  to  di,£uls  initiation  of  ?h..«  |M  ft 
conitquEnce  s  titty  mase  ill  of 

ARSENAULT.F.  J.        Divi.ion    Df    5a*  eg  uard  ,,     Fuel    C..,i.    ,     r       , 

R.  search.        77/05/31.        SHERR,  T.        Otficl  \e    N«|!!i  "    *      "T^S1""**1 

S*fe«u,,rdS,  Director.        JONES,  R.        NBC    -No    0.^?!-    2«!T    '1.  *"  **" 

Siv.n.        VAMrV.S.        Office    Df    Mue]Mr    R..',,?*?  U°d    Aff"iatinn 

ip.        1619B:27B-  HUcl«*r    ReSulalary    Re^arcl,.     Director. 


—  8211220124, 


cor,ment,    on    draft    r      t 

:;:,:.'?:/---;.?    :r- 

•  Camn,ejlti    mlJ3  1 


6.   -gr,ed    tc    pr»Dr    to     i  nrorporat.on 
BERGCREW,  J.  S.        Sy,tan,    Analg,!!    Branch 
Q,00kh3v.n    Matlon-1    L-l,«r,^r 


—  8211820130 


CERCCfiEN,  J.  g.        Divisic-n    of    Safi 
Ri.earch.         77/04/OB.        WALL,  1     , 
Detailed    rtfFiliatfon    ffiven          li 


--9211220I35   Forwards 


,,    tr.n.mi 

i  s  r 


dn     Fu 
E.  f 


,L    r       , 

n         ""    "T" 
'  ° 


Ret.arcJ,.        77/OD/2<?.        WALL.! 
D.t*il.d    AFFiliat.on   Given. 


:  r 

«         E"1V'ronmDlltal 

"    N° 


arpprovaKaccBpUnce%hai,ldnbIa!^  ^""r.vlwl'ipln 
flFlSENrtULT.F  J.  Di  vi  3  ,  on  of  Sa  f  >ou  d  F"  e"C]  f°rn 
Research.  HO/03/10.  SCHUELLER.D  aTe'or  Cy^ ' e  & 


B21130&102    FOIA    request    for    all     refs 


•C1-  Opneral  Eiecti 
B2/ 10/22,  FELTON,  J.  M  Blvj 
14250:333. 


74/03/09. 


Bt.t 


of  L.t.r  , 


d,    Apn    A  n   *B 

;  r  -  »  ?  - 

Spp      R 


W/">«7.       LIPBQN.N.H 


R»tu*it.d  info  .BC 
DAWESE,F,L  WurlB 
MINDLESS,  R.  V.r 


"*    fuel    'hipment. 
"8    routed    Dn    '"''I    *« 


B206JBQ017    Summary    of 
Oeth«Sda,MD   r,    ir. 
and.  prB9 


TECHNICAL    ISSUES 


B207IB008I     Commenta    nti       "P 

Power   Plant    R,actor    V.SSB?!*»Pi  ' 
surface    of    «".l    ^  ^ 

"         " 


Beting    w/Westinghouae    nuinert 
lermal     shock    i  a  sue,  Vi  mugnaph  < 

ranch    4.        82/05/ai. 


errlal    shoet    ""TSl     In    Nucl-.r 
"^'n^ining    (nnor 


820B290013 


ro    prusurljed    thermal 
»u,ce|>tible    to 
6ulSB. 


S20907    I  tr   m« 


14,092:353. 


-j     t- 

rt   TK  opting    unquanti  f  i  od    r»*«  r  va  I  i 

^      .  ,VBSSeI    'hould    bo    U., 

n  pipe    ^here    axial     flolu   run    j, 

'^^^^'    P«lfic    No.thu-.t    L^or 
\H  ""    React°''    Saf^uardl 

Advunry    Committee    on   n.actur    Q»titi»* 


B211300I06  Responds    to    FOIrt    requei 

pi.ne,  ^d.r  fl3519-.ment  13  „?  NR  B  -na 

u/FranHin   Research    Ctr   Confirms  021036  pict    Un    „ 

document.  plclr    UP    "  f    re-quested 


all    rfff   r  ,  t.    J 


UI1300I14  FQIA    reque.t    far    Info    verifuin,,    that     JF  T 

Ui,r    under    Llcet.se    34-07223-13     issued     tn    P?^    JE^T*rry 


7l 


Pickar    teUtherapy   «,   Model 


!{™"nY?^ 

fc.up.rvl,.    U(e    of    b^rodSct    „"  «th«rlt.d    to   UM 

-  m~ 


B2J1300132   lAmend    3    to    Mat  I  /Buor 
ltr.An.nd    .utA.rl,..    ua<    bP 


74/07/03.         4pp.        16250:328 


p.r    740510 


.n«inB. 


"62.11130033    Consent! 


.  nsen!    on    pressl,ri,orf     i-k 

mould    be    placed    on    util!    *-  thermal     shock    i  ssuo  ,  IJurdm    at    p-re 

Rel^aticn    froa   g«H*      n.."h^j|dr:I-"*i0n    irt   27°  F    v-lu"- 
documented    justification          h°°ld    b  e    ^lidated    u/strong    fc 


83/09/07] 
1A0?2:335. 


'"•*»•*..     Pacific    North..,! 

S    iS°\y,n^°'nmi  tteo    on    >»•« 
H'       NHC    ~   No    Detail.  it 


B20S2900M    Comment*    on   c-E 


8208290019    D*scribet    EPRI/Stienr       A 
of    downcomer    mixing    for    prBs,ur  ,  V 
*.  i.«M.nt.  Predictions    of    pH 
b*    posiiaU    ne  ^"ra 


"3'  Inc    BltPer  » 

l,ah°Cl1 
in    doLjncom((.r 


app.       15930:153, 
0203290044   Summariie-s  rtCRS 


n    Reactor    B*f«eu*rtfi 


e2ii010327   R.spond.     to   FOIA    requ.st    for     th*.        ^ 

"""' "•    Forwards    documents    listlrf     ,1    1    locument.    r.    dftCJv 

in    App    /\_  Document* 


also   av»iUbl.    in   J>DR. 

FEtTON.  J.  M.       Division   of   HuKu    4nd   H-^      j 

noc-Search   Axociat.s.       2pp.       1 5^93;  30" 


COHWOfl.L 


NONDOCKETED  ITEMS 
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—8104160723  Forwards    info    on   activitlei    re    Task    A-45,  ihutdoun    decay 
removal    r«4uirennnts,  Ac  t  ivit  i  e»    Jncluda    leismic    safety 
margin   review    program,  f  1  re  protection   prooram   Ji   *us 
reliability    studios. 

MAHCHESE,  A.  R.        Qeneric     litues     Branch.        01/04/06,        HURLEY.  T    E 
Division    of    Safety    Tcchnoloou..       35pp.       19393:204. 


8209190248    IE    Info    Notice    82-43,      "Deficiencies    in    LWR   Air    Filtration/ 
Vent i la t inn  SYS.  "    Eve     list    enc t . 
JORDAN.  E.  L.         Division    of    Engineering     fc   Quality    Assurance.        B2/ll/lfi 

Consolidated    Ediaon    Co.      of    Neu    Vorli,      Int.         lllpp         16171-333         34X 
Fiche: 30-000,  B2/1 1X16,  B20B19024B. 


6211030504   NUflEQ-0802 

SAFETY/RELIEF   VALVE   QUENCHER  LOADS:  EVALUATION!  FOR    DWH    MARK 


II   AND    III    CONTAINMENTS. 
SU,  T,  M.        Division    of   Safety 
13930:234. 


B3/IO/31,        132pp, 


B2OB1903S3     IE     Info    Notice    B2-15.      "PWR    LOUJ   Tamp    Overpressure 
Protection.  "     3vc     list     enc  1 . 

JORDAN, £.L.         Division     of    Engineering    4    Quality    Assurance.        B2/11/19 
Consolidated    Edison    Co.      of   New   Yarl,      Inc.        "?3pp         Id332 29a          iMX 
Flcfie:  30-OOO.  82/11/19,  B2OS19Q353. 


0211030065   Summaru    of    ACRS    Ad    Hoc     Natal    Components    Subgroup    830*115 
meitlnj)    in   Ua  ah  i  nglon,  DC    ro   pre  ssur  i  t  ed    thermal    shock 
issue, 

n      ACRS   -   Advisory    Committee  on    Reactor   Safeguards.       92/06/21. 
ACftS   -   Advisory    Committed    on   Reactor    Safeguards.        4pp.         15944:309. 


B2I102O101    PNO- 1 11-83-120:  or,    821027.  four     lecurity    guards.    luspendBd    or 
terminated     for     dri/g    use.  Fl  eg  ian     plans     to    perform    special 
Investigations    at    various     noun     to    monitor     security    guard 
fttntt*    for    duty. 
MADEB-A,  T.        Region    3,     Office    of     Director.        32/10/23.        Ip          15083:30-7. 


B2110BQI92   Comments    on    draft    NUJtEe/CR-2837,     "Pressuri  let    Thermal    Shock 
Issues."    Draft    Suppl     1    will    be     revised    to    substantiate- 
listed    findings. 

PEDER9EN.L.  T.        Dattelle    Memorial     Institute,     Pacific    Nortliueat 
Laboratory.        B2/10/O7.        WOODS,  R.  H.  W.        Oeneric    Issues    Branch          4ue 
19975:167, 


B2I102012S   PWD-III-H2-UA:  on    B2JO24, sh ipment    of    BO    mCi    Ke-133   !,    90O 
mCi    Tc-99m    generator    found     on    road    by    motor i s t.  Mo  tori s t 
phoned     intended    receiving     heap.  State     police     recovered 
package. No    radiation    safety    problems     identified 

OHERG,C,T,     WIEDEMAN,  D.  <J.         Fleg  i  on    3,     Office    of    Director         03/IO/2A 
Ip.        15BBI:35O 


9211110094   NUREO-0744    VOl-Oa    Rl 

nesoLuriDM  OF  THE  TASK  A-U 

TOUOHNE89   SAFETV    ISSUE. 

JOHNSON,  R.       Division    of   Safety    rBc^Ilo]ogv, 

Availaola    at    NRC.        *7,  OO.         liO47:  125. 


VESEEL  MATERIALS 


B2I117020S   Informs    that   CHGR   25th    meeting   rescheduled    for  821UA,  NRR 
recommonda  tions    TIT    Unreuotvci)    Bafetnj     Isiue    A-43j 
"Contalnmont    Emergency    Sump   Performance"    will    be    pretetito-d 
at  Meeting    S6    scheduled    For   921124. 

STELLO,  y.        Committee    to    Flovieu    Generic    RBO.U  1  rements,        B2/I1/1S 
EISENHUT.D.  G.       Office   of    Nuclear    Reactor   Regulation,    Director 
JDROAM.E.L.        Director's    QFfico,     Office    of    Inspeition  and   Enforcement 

CUNNINOHAtl,  R,  E.        Offfco     of    Nuclear    Material    Safety    t> 
Safcijuards,  Director.        Ip.         16104;  IBB, 

8211240064   Summary    of    CHGR    Mcetinfl    23    on   921023  re    pres  auri  i  &if    thernal 
shoe  b, 

STELLD,  U.        RDglonol    Operations    &    Generic    RBquiremonts,        O2/11  /12 
DlffCKS,  W.  J.        Offlco    of    the   Eiacutive    Director   for   Operations         BOB 
16232:032.  * 


INSPECTION   ANn    ENFOncErlENT 


020Q190230  IE  Info  Notice.  B2-37,  "Cracltng  in  Upper  Slioll  to 
Transition  Conn-  Qirbli  Uo  1  d  of  Steam  Generator  at  DBeratino 
PWR.  "  Svc  1  1st  end. 

JORDAN, E.  Division  of  Enoincering  &  Qualiti;  Assurance,  02/0^/16. 
Consol  idato  J  Edison  Cn.  of  NDU  Vorft,  Inc.  105pp.  13*730' DO1  SIX 
Fithe:  3O-OOO,  B2/O'?/16,  8203170220. 


B311030296    PNO-  IV-H3-040A:  on    33102B,  sea  led    sources     involved     in    B3\OSS 
platform    fira     recovered    undamag  ed.Sourcpidisposedgf 
through    source    manufacturer. 
CAIN.C.        Region    <\.     OFfice    of    Director.        02/10/28.         Ip.         I5BB2:  123. 

3211020535   PHO-  1  I  I-B2-1  17  :  on    B21025,  unp  lanned    gaseous    release    occurred 
due    to     leakage     from    waste    gas.    sys.  During     lea*     location 
attempt,  larger    release    occured.  Minor     contamination    of 
emplou*ps     identified.  Release    to    be    reviewed     in    future     insp 
LDVEMDALE.P.  C.        Raglan    3-     Office    of    Director.        83/10/27         3on 
S5S8S:275.  Kh  ' 


PND-I  l-B2-113ron    a21021    S.   22,12    contractor    employee 
arrested    by    sheriff    of    Durfc*    Count^-OA    on    variety    of 
drug-related    charges    involving    m-ari  juana,  c  oca  ine   6   Valium 
HCOU1RE,  D,  R.        Region    S,      Dffico    of    Director.        B2/1O/32         3nn 


62I10i013B    PNO-1-B2-06?:  on    621020,  util     press     conference    held    re     status 
of    steam    generator    ranalri    8.    tochnicat    repair   jirocoss. 
Kinetit:    expansion    of    First    six    rows    in   D   on  co-through    steam 
generator    performed    on    821023. 

VOLWO.  F.  ,     STAHdSTECKI,  R.        Region     1,     Office     of    Director         92/10/29 
Ip,        13<?51r  130. 

6311090306    PNO-  111-92-122:  on    B2  I  031  ,  rad  i  ophar  m    shipments     Including 
Tc-99m    genera  tors.  Xe-133    tt    1-131    were     loat    in    transit.  Hatl 
located    at    second    delivery    stop.  PacVages   vn  damaged    >>   Free    of 
rad  loac  t  i  va    contamination 

UflSUK.  S,  B,  ,     SRENIAWSJU.D.  J.       WBgion3,     Of  (  i  ce   o  f    Direc  tor        BS/il/01 
Ip.       Ii006;  13&. 


820B19022H    IE    Info    Notice,    OS-34.  Rovision    1,     "Walda    in   Main    Control 
Panels."   Bvc    llgt    and, 

JOHDAN.E.L.        Division   of    Engineer  ing    d  Quality    rtmurance.       03/09/17. 
Consolidated    Edison  Co.     of  Neoi   York,     Inc.        lO7pp         1&H75-  las        HJIX 
Fiche:  30-000,  82/09/17,0200170332, 


B2Lll50t,02    PMO-II-e2-(  19:  on    B3I  101.  Tr-oi  ler    moisture'    density    nauoc-Miido] 
3410,  uai    s,6olen     from    tamporarv     job    at     Davi  D  .  FL.  Gauge 
contained    B  mCi    Cs-137   &    90  mC i    rtm-24 1 . Local    authoritloa 
inv«s  ti gating , 

WOODRUFF- R.  L.  .     OLSHINBKI,  J.        negionS,     Of  f  i  c  e    of    Director.        B2/11/01 
Ip.        16O1.3:  317, 


B30019Q323    IE    Inf0    NofcicB    B2-33,     "Changs    in    Format   t  Distribution   SUE 
for    IE  DuUfftino.  Circular*    !<   Info   Notices."    Svc    list  end 
DEVOUNO.R.C,       Director's    Office,    Of  fife  of    Inipection    and 
Enforcement.       83/09/32,  Consolidated  Ecfiton   Co,     of  Woiu  Ynrk,     Inc 

110pp.       Ifi019:O21.       54K   Fiche:  90-000,  32/09/32,3308190223. 

0208190229    IE    Info   Notice   82-39,     "Bvc    Dagrada  t  i  on   of    Thick    Hall 
Stalnlas*   Steel    Rec  ircula  tlon  Bys    Piping    at    DHR  Plant.  " 
Svc    list   enc I . 

JORDAN, E.L.       Division    of    Engineering    fc  Quality   Assurance.       82/09/21. 
Can»olidated    Edlion   Co.     of  Neu   Yori ,     Inc.        Btpp,       16017:090.       24X 
Fiche:  50-000,  B3/O9/S1,  B30B190229. 

820Q190232   IE    Info   Notice    B2-flO,     "Da  Pic  i  »ne  i  eg    in   Primary    Containmant 
Electrical    Penetration   Assemblies,"    Svc    list    end. 

JDROAN,E.L.        Division    of    Enoineer ina    *   Quality   Assurflnce.       B2/09/BS. 
Con»olidait»d   Edison  Co.     of  Heui   Vork.     Inc.        llHpp.       1S930:O19.       24X 
Fiche:  50-OQO,  02/09/32,8205170332. 


"Failure  of    Safety/Relief   Valvas    to 


820B190239    IE    Infn    Notice    B2-41, 
Open   at    QWR.  "    Eve    liat    end, 
JORDAN,  E.  U.        Division   of    Enalneerlng   i  Quality.    A«tur«nc«.       B2/10/22. 
Consoliifateil  Erfison  Co.     of  New   Vort,     Inc.        JIOpp.       13960:  133.       S4X 
Fithe:  50-000,  S2/10/S2,  8308170S39. 


821123019!    PWD-1-B2-072: on    B31 J 1  A,  tflenag Brs    found    vial    containina    S    mCi 
of   Cr-31    in    guttar.NIH   radiation    iafetij    officer    surveyed 
vial    'x  person*,  No    removable   contamination    found. Upper    limit 
of    eitreftltg    exposure    appro*   •)    rem 

KINNEMAN.J.,      8LENM,  J.        Region     1,     Office    of     Director         BH/II/J7          In 
16193:  153, 

3211230201    J=NO-I-B2-074: on    831 1 19. *ma 1 1     fire     discovered    in    outage 
planning    room    on    second    floor    of    sou-th    we    bldg    which    tiouse-a 
site   administrative'    funct  ions.  Caused    bu.    liquid    being    poured 
on    table    adjacent    to   ua 1 1    &    set     on    fire. 

rtCKEDHN,  L.  M.         Region    i,     DfFIce     of    Director.        83/11/19         |o 
16193:  17J. 

9211330396  PNO- 1 1 -B2-S24; on    821 1 1 1- sma M    fira    in   onsite    telephouo 
equipment    room   re  suit  erf    in    IOBS    of    e-mer^ency    notification 
line.  Backup    c  ommunicat  ions    iijs    Impleraen  tad.  Fira    caused    bij 
fau-ltu    fan    in    computer. 
HEHL,C.W.       Region    3.     Office    of    Director.       B2/1J/12.       Ip,        16]92rl93. 

8211240-320   EN-B2-03S:  notice    of  violatloti    IH  proposed    imposition    of   civil 
penalty    to    be     issued    to    hasp. Action    based    on  violations    re 
failure    to    assure    licensed    matt    used    according    to   proper 
radiation    protection    procedures. 

FLACK, E.,    AXELHAB-J.       Director's   Office,    Office    af    Inspection    and 
Enforcement.        82/11/19.        (p.        1620S:  139. 
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NONDOCKETED  ITEMS 


6211060033  Comments   on    Revision    1    to   Reg    Guide   5.  3B,     "Nonde.tru  cti  ve 
Assay    of   "l9h     Enrichment    U   Fuel    Plates    by    0amma~Ray 

LEWIs!"™!.  ^Leuls,     n         B2/10/26.        FRATTALI,  S.  D.        HRC    -    No   De  tai  1  ed 
Affiliation    Given.         lp          15950:004. 


-0211100073  Draft    1    to   proposed    Reg   Quide    1.  S9,  Revision    1,  Task    HB   042-2, 
"Environ  Qualification    of   Electric    Equipment    Important    to 
Safety    for    Light   Water    Cooled    Nuclear  Planti.  "    Value/ impact 
statement    end. 

•#      Office    of   Nuclear  Regulatory  Research,     Director.       01/06/17. 
42pp.        16O3I:  114. 


6211040040   Comments    on    proposed    Revision    1     to    Reg    Guide   3.  15.  Task 
CE    219-4,     "Std    Format    t   Content    of    License    Applications    for 
Storage  Only    of   Un  I  rrad  i  a  ted  Reactor   Fuel    I-   Associated 

CURrlS^N.'"       Pennsylvania    Pou.r    t.   Light   Co.        PLA-1339.        BS/10/HA. 
Duett  ting    !•   Services     Branch.        !p.        15950.003. 

B2110&03&9  Comments    on    proposed   Revision    1    to   Reg    Guide   3.  15,Ta«* 
CE    219-4,     "Std    Format    t    Content    of    License    Application*    for 
Storage   Only     of    Un  I  rrad  i  a  ted   Reactor    Fuel    b    Associated 
Radioactive   Hafcl.  "    Proposed   changes    acceptable. 

DELOEDROE,  L    D.        Commons*  1  th   Edison    Co.        B2/IO/29  Docketing    & 

Service!    Branch.         lp.         I5953.241?. 

B211O9OHO   Partial     response'     to   FOIA   request    for    meroos    re     proposed 
versions    to    regulatory    requirements    (•    guidance    (including 
Reg    Guide    1.1331    pertaining    to     loose    parts    monitoring. 
FoTiiiardi   documents    listed     in  Ap  p    A. 

FELTON.J.M.         Division    of    Rules    and    Records.        E3/1O/15.        REYNOLD'S,  N.  S. 
Debevoise    t>.    Liberman.        2pp.        16021:293. 

B2111Q003I    Responds    to    FOIA    request    for    documents    re    environ 
nunllf  icalion     of    electrical    equipment    Forwards    App    A 
document)    denoted   u/aster  i  sV.  Ap  p    D    documents    available    In 
FDR    Documents     14   !«    51   withheld     (ref    FOIA   Eiemptlon    5). 
FELION.J.rl.        Division    of    Rules    and    fle-cords.        B2/1O/H.        CUHflAN,  D. 
Karrron    fc   Ueiss.        3pp.        16031:003. 

•-B104070048    Submits    comments    on    proposed    rulemaUno    J<   associated 
Reg    Guide    1    09.  Proposed    rulemaVing    &   reg    guide    should 
Include    seismic    requirements     for    equipment    qual  if  lea  t  ion. 
Recommends    meeting     during    uk    of   S10333   re    comments. 
RdSITOCZy.  Z.  R         Equipment   Qualification   Branch.        B1/O3/23. 
KNtOHTQN.Q.  H.        Research    (.Standards    Coordination    Branch.        2pp. 
16031:064. 

—  B202Q90416   Forwards    background    info    on    proposed    Revision   1    to    Reg 

Guitfe    I     99,      "Environ    Qualification    of    Electric    Equipment    for 
Nuclear  .Power    Plants.  "    U/o   enc]. 

SULLIVAN,  D.  F.       Electrical    Engineering    Branch,       83/01/21. 
ARLdTTO.C   A.        Division    of   Safety    Technology.        3pp,         16032:103, 

—  8203050137   Fo  ruards  ,  f  or     info,  draft    proposed    Revision    I     to   Reg    Outdo 

I.  B1?!     "Eovi  ran   Duali'l  cation    of    Electric    Equipment    for 
Muclear    Pouer   Plants."    U/o   enc  I.  Supporting    statement    for 

10CFR5O   enc  1, 

ARLOTTDrG.A.       Division    of  Eng  iTiserniff   Technologij.       02/02/10- 
UOALL.M.K          House     of    Rep.,     Interior    «.    Insular    Affairs,       SIMPSON.  A. 
Senate.    Environment  !-    Public    UorVs.       OTTINGER.ff,       Mo-use   of   Rep,, 
Energij    »<   Commerce.        4pp.        16032.109. 

—  8211100037   Comments    on    proposed     rulemafcing    L    associated    Reg    Ouide    1.H9, 

Task   RS  042-2,  endorsing    atd    IEEE  323-S974,  F)«c  ommend  5    that 
HUREG'0398    be    revised    &    reissued    prior    to    issuance    of 
rulemaklug    1.    reg    guide. 

SNIEIEK,  J.  H.        Division    of   Resident    It   Regional    Reactor    Inspection. 
B1/O3/17,        HDRtlISDNiH.fi.       Assistant    Director    for   General 
Engineering    Standards.        lp.        16031:  OBI. 

—  82U100042   Notification    of    810326   meeting    in    Dethesria.MD    to    discuss 

coiTiAients    re    propo^gd    rulemaklng    &  associated   Reg    Guide    t.  B?, 
WATT.J.        Re»»arch    t   Standards     Coordination    Branch.        01/03/39, 
ROEZTDCZYi  I.       Equipment   Qualification   Branch.       lp.       Ii03i;003. 

—  B211100040   Confirm*     that    HRH   will     submit   commints    on    proposed 

rulemaking.     "EnviTori  Qual  if  i  c  at  i-on    of   Electrtc    Equipment    for 

Nuclear  Pouer   Plants."    t>  Reg    Oulde    1.89,  Ta**   RS   &23-I    bu 

BlOSlI.per    discussion   w/S«  AggaruaL, 

SULLIVftN,  0.  F.       Elactrical   Engineering   Branch.       B1/O9/04, 

KNtOHTONiO    M.        Research    d   Standards    Coordination    Dranth,        lp. 

16031:067. 

•  —  8211100067  Forwards    comment!   on    draft   rule   ti  Reg   Ouide    1.67  (t    Input    ru 
s-ikimic    k   dijnaml-c    loads    as  well    as    mild   environ 
qval  I  f  Icati  on  requirements,  per  B1013*?  b  OS07  meetings. 
RO3ZTOCIV.  2.R.        Equipment   Qualification   Branch.        Bl/03/11. 
KMroHTONr  C.  M.       Res-earch    li  Standards   Coordination    Branch.       4pp. 


—  B2111000&9  Foruards    draft    propoaad    rulemaklnff    lOCFftSO.  49  &  Rt-visian    1 
to   Reg    fluid*    1.87,  Task    RB  042-2,    "Environ    dual  if  i  cation  of 
•Electric   Equipment    Important    to    Safety   fop    Light    Hater 
Caolid    Muclear   Power   Plants.11 

MIWOOUE.R.  B,       Office    o-f  Nuclear    Regulatory    Research,    Director. 
CLI-80-ai.       81/04/17.       Ffirt-EY.R.F,       ACRS  -  Advisory    Committee   on 
Reactor   Safeguards.       22pp.       16031:09?, 


— 9211100091    Draft  3   to  proposed    Reg    Ouide    1.  69.  Revi  a  ion    I,  Task    RS   042-2, 
"Environ  Dual  if icatlon    of    Electric    Equipment    Important    to 
Safety    for   Nuclear   Pouer    Plants." 

i*      Office    of    Nuclear   Regulatory   Research,     Director.       B1/OB/O7. 
53pp.        16031:  190. 

— B211100119  Forwards   Draft    4    to    proposed   Reg    Ouide    1.  09.  RevUitui    1, 
Tai*   RS  042-B,     "Environ   Qualification   of    Electric    Equipment 
Cor  Nuclear    Poiuer   Piantii  "   per   discussions  ui/BD  Llau. 
AGQARWAL.S.  K.       Electrical    Engineering   Branch.       fll/11/Ot. 
(SHEAKNE,  J.  F.        Commissioners.         lp.         16031:343. 

— B21110Q123  Draft   4    to   proposed    Reg    Ouide    1.  Q9,  Ravi  s  i  on    l,Taab    RS  042-3, 
"Environ    Qualification    of   Electric    Equipment   for    Nuclear 
Poiuor   Plants,  " 

*  Office    of   Nuclear  Regulatory  .Research,     Director.       01/11/O9-. 
44pp.        I&O31 :  346. 

— Q211100200   Proposed    Revision    1     to    Reg    Quids     1. 89, Task    RS   043-2, 
"fljalif icat ion    of  electric   Equipment    for    Light   Hater    Cooled 
Nuclear  Pouer  Plants." 

*  Office   of    Standards    Development,     Director,       01/02/26.       44pp. 
16031 '037. 

92U120527    "For    Comment"    Issue   of   Reo    Ouide    9.23,Task    SO   013-4,  proposed 
Revision    1,     "In   Situ  A*say    of    Pu  Residual    Holdup." 

•      Office    of   Nuclear  Hegulatory   Research,    Director.       B2/1O/31.       41pp. 
16065:351. 

— B211120531    Draft  value/impact    statement   of    proposed    Revision    I    to  Rog 
Ouide    5,  S3.  Task    88   049-4    "In    Situ    Assay    of    Pu    Residual 
Holdup,"   Reg    guide   should    ba    updated. 

*  Office   of   Nuclear  Regulatory    Research,    Director.       92/10/31. 
3(ip,        16065:  299. 

B21 1 ISOOQi  Responds    to  FOIA    request    for    documents    ra    basis    for    NRC 
position   that    specific    regulation    concerning    fitness    for 
duty    i»    neces  Bar".  Forwards    documents    listed    in   App    A, 
Documents    also  available    in  PDR, 

FELTON.J.M.       Division   of    Rules    and   Records.       92/09/17.       PHILIPS,  M.  H, 
DebevoiSE   t   Liberman.        7pp.        16094:337. 

— 9211150191    Draft   reg    guider    "Outdance    on  Establishing   Criteria    to 
DetBrmlnfl  Fitness    for    Duty   of   Personnel    W/Unaacorted    Access 
to  Protected   Areas,  " 

»     NfIC  -  No    Detailed    Affiliation   Given.       92/OS/1B,       9pp. 
1609H;  090. 

8311190312  Gubmita   correction   to   Revision    1    to   Reg   Ouide    B.  19. 

MOVER,  R.  F.       Reading   Hosp.     &  Medical    Center    Reading,  PA.       02/1 1  /O4. 
DocteUns    tc  Services   Branch.       lp.        16150;33i, 

8211300010  Foruardt    three    annotated    pages   to    Revision   3   to   Ron    Quide 
1    97,     "Ins  truflien'ation    for    Light-Hater-Coolad   Muclear   Pouief 
Plants    to   Asse**  Plant   *  Environ  Conditions   During    !< 
Following    Accident"    to    assist    in  B21I24  review. 

H1NFZE,  A.  B.        Instrumentation  i  Control    Branch.       B2/11/19.       STELLO,  v, 
Renional    Operations   fcOonerii    Renuirements.       4pp.       16263:206. 


fiES  RESEARCH  AND  TECHNICAL   ASSISTANCE  REPORTS 

S21012031B   "Degraded   Grid    Protection    for   Class    IE  Power    Bys.Fort    St. 
Vraln."    1  tr   r eptr Revision    1. 

UDY.A.C.       EGfeO,     Inc.      FIM   A-4-129,       TAG   46B04,       02/09/30. 
PHeVATTE,  R.  L.       Division    of   Bj»tenn    Integration    (post   911005).        13pp. 
J5B95:  170, 

S3IO280394    "Deoraifed   Orld    Protection    for   Clasi    IE  Power   Bys,ME    Yankee 
Atomic    Power    Station,"    technical    evaluation   rept. 
UDV.A.C.        EG&0,     Inc.       FIM    A-i.429,        TAG    10032.        B2/OB/31. 
PREVATTE.R.L.       Division    of   Sijitemi    Intejratlon    (post   SHOOS).        13pp. 
1SB9S:  197. 

9211010137    "Assessment   of   LHR  Fuel    Foaming   Potential    During   COTO 
Hilttfoun   Accidents,"    preaented   at   ANS/ENS   Intl    Meeting    on 
Thermal    Nuclear   Reactor   Safety    in   Chicago,  IL  on  920939-0921. 
CRONEMDERO.A.       Engineering   Scienco   b  Analysis.       CROUCHER,  D.  H.  . 
MACDONALB,  P.  E.       EQt.S,     Inc.      EQG-M-04 1 82.      83/09/03.       13pp. 
19B94:  103. 
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B2M010190    "Best   E.timate   Prediction    for   LOFT   Nuclear   ATMS  E.peHment 

KOIZUMI,  V.,     OH(JSH,W,R        EG&G,     Inc.        FIN   A-604B.        EGQ-LOFT-4023 
S2/09/30.        MCPHEHSQN,O.D.        Office    of    Nuclear    RBflul™0™    Research 
Director.        6gpp.        19095:093.  H  *    Kesearch, 

9211010194    "On    E.i.tenca    of    Early    Core    Reuet    During   Large    Break    LOCA 
Transient.    In    Commercial    PWF1.  "    presented   at    ANS    Intl    Meetl^a 
on    Thermal    Nuclear    Reactor   Sat  e  tij,  B208S9-0902 
DEMMIE,P.N.        EOC.O,      Inc.        EGG-M-  I  7732.        B2/09/03.        (Opp.        13S7fl:O91. 

S2110102QB   "RELAP   5  Ref   Calculation  &    Post-Test   Analu.ia    of 
Anticipated    Transient   W/Hultiple    Failure*   E.pBrimont 
L9-1/L3-3,  "    interim   rept. 

BEELflAN,  R.S.        EQtQ.      Inc.        FIN   A-604S.        EOO-LOFT-387S         B3/O9/™ 
KCPHER8DN.Q.D.        Integral    Systems    Section.        iSpp.        I5094?030 

8211010210   "FIcUcatian   (t  Froeitng    of   Liquefied    Fuel   Rod    Matl    " 
MOQRE.R.L.,     DROUOHTON,  J.  M.       EGiO,      Inc.        S3/10/O3  NRC    -   Nn 

Detailed    Affiliation    Given.        ipp.         1SH92:333. 

8211010214    "SEmi.cale   Program  Revi  BLT  Contribution.    to   Nuclear   Power 
Production   Safety,"    present.  d    at    Natl    Technical    Assoc,  inc 
34th    Annual    Convention. 
FERRYMAN.  J.  L.        EGfcO,     Inc.        93/10/05.         llpp.         1S894:  019. 

8211010315    "TRrtC-DDl    Computer   Code    Asuetsmont    Using    FR1GO    Data," 
interim   vept, 

LS1,J'.^0         EGtl°'     lnc'        FrfJ    ft-6047.        EGG-NTflP-A034.        Qa/09/30         ODARI 
Office    of   Nuclear    Regulatory    RB50arth,    Director.       Sflpp         1S095   037 


fc,  ^FUB1    Pe'>'0»1'1"»*1"   DurinB   Severe  Accidents,"    preBenteri   at 

ANS    Intl    Meetlno    on    Thermal   Nudaar    Reactor    Safetu,       pre"ntei1   at 
S30B29-0902.  v 


9211010221    "Eiportment    Prediction    for    LOFT  Nuclear   E.per 

*"1  ac  rtws  inti  M"tin3  °n  Th"™!  " 


82/09/03.        llpp, 


03  11  010223    "DRNL  Projects    for  NRC    Ofc    Df   Nuclear   ftegolatoru   RiiMrch," 
highlighta    for   Aug    1902.  t^tory   itefleorcn, 

"n^'^.'N  TftN'E'J'.    °afc   RldBt   N-ti«"«»    Laboratory. 
13im142.  NUCIMP    nenulatorg    Reaoarch,    Director.       100pp. 


CalCUlflt'OT1B    °P    P""1    "<"    H»h.vlor   During   Ov. 

CHAMBERS,  Hi,     BE8CH.S.C.        EOM,      Inc.         8B/10/OB.  Offlc.    of    NUc 

RcguUtory   Keaoareh,     Director.       Bpp.        15893:330.  "«= 


"BBC    Davolopment,  Validation    t,  Application"   I,    "O.neric 
"""  "*   I'lDdoiitlS'"  nonfag    highlight,    for  Sept 

;      B'""U1av<.n   National    Laboratqr.;.        FIN  A-3019.       Q2/10/06 
T.       Sev-re   Accident  Axe.  .merit   Branch.       flpp.       13094:134 

"LWR    P"nt   Anai«'e|-  Project,  "    monthly    highlight    Itr    for  Aug 

FABIC'B      SlMl:1111!;!11^"?"111^  La?oratl"-v.      FIN  A-aaa?.     B2/oa/3L 

15B741343.  Nuc  1  Bar  Reg  ulatory   Research.    Director.       4pp. 


831101020,    ..0um-UDot    RBpt     on   LOFT   Nuclear    E,perin,Bnt    L9-4.  -     interi 
SANCHEZ-POPE,  A.  ,     HANSON,  D.  J   ,     I  EACH,  L   P         Fi-M.<"       ,  f-  ,   . 

"     p  e- 


"  FU"     •  - 

c"li!'':.Ci>rp-  FIN-          . 

an5portat,on    t,    Material,    F(isl    Branch.         4pp. 


B211010316    "Environ   Aascsarticn  t=    pf    Fuel    Cucle    Facili 
proses*    rept     for    Aug    19B2.  fatui 

KELLY.H.J,        Oak    Ridge    National    Laboratory          FIN    B- 

" 


ithly 


B21IOI0404    "Imaging    !.    Characteri  ,  ation 
Processing    of    Ultrasonic    Data    " 


92/OQ/27.        app.         iMa0-33S 

of   Defects    uj/Diai  f>i     c-i 

"et-ect=    uj/Dig,tal     B.gnnl 

fla/10/a8      Nn<;  -  -  •>• 


n. 
Detailed 


S!51"«<"  M1ratina  R-^onuclidt.   at  Commercial 
Bites,"   quartorlg    progress    rept    for 


Memorial    Institute, 
NRC    -  No 


«-  - 

on   Oiven.       28pp.        1  SB72:  333. 


2fi    C<""   A"""mo"t   *   Application."   monthly    highliflht    Itr 

F       An-?^?V<?  Mai'?na'   '-•""-'""•V-      FtN  A-3315.       BB/OB/31. 
F.      Analytical    Modeli    Branch.       App.       13894:260. 


INEL  Fuel    Code    Asteiiment   Data   Daie   Access   fc  Description," 
MARINQ.O.P.       NHC   -  No    Detailed    Affiliation    Oiv»n,       aSppf^lSB™':  305. 


I1?'    Faulule   2"d"*j5*   DentonitB   *    Zeolite,    in   Discrete 
lie  i  iar   wa  i  te   Rcpavitflirisij"    d  ra  f  t    TBO  t. 


. 

«   «'  -  0"ie.    of  Nuclear   Material 

Saf  eguardt,  Dlrec  tor.       61pp,        15892:000. 


nr&"^ 

Regulatory  Research,  Dip.etgr.   2B4pp.   15097!  OOL  Mod  M 


S21I01036B  "Post-Teat  Calculation  of  LOFT  Intormeri  ta  f  „  nn  L 
LS-1  *  Sever.  Cor-  TransJent  E.perimen  LQ-^"  tnte  im  «  . 
CHEN.T.H.  EGfcG,  Inc.  FIN  A-AOflS.  eOG-LDFT-6004 
KCPHERSON.O.D.  Integra.  Systems  Section  65  JJ 


|lerimant 


B211010S73    "LOFT  Monthly   Progress    Rept    for  Jul    19B2,  «    inter(m   ..       . 
LEACH.L.P.       EOM.     Ine.       FINA-6110        EGO-LOFT-Io^        Ba/Ssyil' 
MCPHEBSON.O.D.       Integral    Systems   Bee  U  „„.       73pp         13693-003      ' 


to 


AKBAN.8.N.        EG&O,     Inc.        FIN  A-AQ4B. 

""  of  Nuclear  R 
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0211020686    "-Calculation)    of   Radi  onucl  ide   Releases    From  Hypothetical 
Nuclear    IJ»ite    Riposi  turiBt     in    Eaialt,  Bedded     Sa  !  t    1    Tuff: 
Evaluation    of    Compliance   U/EPA    Draft    Std    4QCFRI91    &    Draft 
Regulation     tOCFRi.0.  "    draft     Interim   rept, 

PEPPINC.R    E    ,     CHU.M.  5.  V.  ,     SIEGEL.M   0         Sandia   Laborator  iev        FIN 
A-1145.        B  AMD  03-0689.        B2/07/31.  Division    of    Waste    Management. 

341pp          IS913.214. 


021103066?    "Comparison    of    1CRP2  t,    1CRP30    Internal    Do-d-iiBtry   Models. 

fiSro 
B2/Q6/30. 


Sandia    Lavatories.       FIN   A- 
Division    of    Haste    Management. 


.        EWNW3-1970 
157pp.         15905.  1  4 


B211030021     Draft    "Data    Requirements    for    Mechanical    Failure   of    B.ntonite 
in    Discrete    Backfill     For    Hasal  t    &   Bait    Rep  a  sitc-ries  ,  " 

SNEAD,C.  L.        Or  ook  ha  von    National    Laboratory.         FIN   A-3164. 
DNL-KUREO-3IB3?.        B2/OB/31.        U1CM.E.A         High    Level    Waate   L(  censing 
Management    Oranch.        30PB          13939.  IB4. 

B2MO30098    "LOFT    In-Core    Thermal    Hydraul  it    Measurements." 

EWJELKEN,  D.  B.   ,     HAHSQN,  D.  J.  .     KNAUTS,  H.  E.        EGJ.G-     Inc.        B3/10/19.  NRC 

-   Mo   Detailed     Affiliation   Given.        13pp.        15-?36:133. 

B211030121     Draft    "Hydrogen    Embr.i  t  tlement    Data    Requirement*    for 
Ti-Code~12   High   Level    Waste    Containers,"    informal    rept. 
AH.'*,  T   M         Groakh-aven    National    Laboratory.        FIN   A-31i4. 
BNL-NUREG-31773         83/06/31         HICK,  E.  A.        High    Level     Waste   Lid-using 
Hanasement    Branch.        33pp.         13936,003. 

B2UO30136  Draft    "Testing    for   Mechanical    Failure    a*    Bentonlta    in 
Discrete    Daclfill     for    Oasalt   (-    Salt    Rep  OEit  ories.  "     informal 
rept 

SISKINO-B.        Brookhaven    National    Laboratory.        FIN   A-3167, 
aNL-NUREG-31756         H3/O3/3I.       WICK.E.A.        High    Level    Waste    Licenaing 
Management    Branch.        23pp.         15936.055. 

6311030175    "SemiscalB:2x4   Loop   Study    " 

LArtSGN,  T    K    .     WOLF,  JR.,     ANDERSON.  J.  L.        EG&G,     Inc.        FIN   A-603B. 
EGG-SEN  I  -AQQ5        Ha/OB/31        LAHDRY.R.R.       Office   of   Nuclear  Regulatory 
Research.     Director.        222pp.        15934:331. 

32MO30211!    "Transient    Core    Debris    Bed    Heat   Romova  1    Eiperiments    d 
Ana  lys  i*.  " 

GINSBERG.  T.  ,  KLEIN.  J.  .  KLAGES,  J.  DrooHiavo  n  Ma  t  ioria  I  Laboratory, 
DNU-NUREG-SI?^.  B2/OB/31.  NRC  -  No  Detailed  Affiliation,  Qiven, 

14pp.        15934:   174. 

B211030276    "Transient    Roactor   Analysis    Code-DDI    Computer    Cade 
Assessment    Calculations    of   GE  Two-Loop    Test    Apjiarstu-s   Ilflrt 
t,    Smal  1    Dreat    Tests.  " 

DOLANDER.M.  A.  EGfrG,  Inc.  FIN  A-6047.  EGG-NTAP-59a4.  02/03/31. 
ODAR.F.  Office  of  Nuclear  Regulatory  Research,  Director.  134pp. 
15911:047. 

B2I103027*?    "Quick-Look    Rept     on   LQFI   Nuclear    Eiperimont    Berios    L6-Q.  " 

ADAM3,  J.P.        EG!,G.     Inc.        FCN  A-604B.       ECO-LOFT-6.031.        33/07/30. 
M-CPHERSON,  0,  D.        Integral    Systems    Section.        65pp.        15941:175. 

9211030377    "Preliminary    Comments    on   EPA    Draft    Std    on    High   Level    Waste 
Isolation,  "     Internal    rept. 

CHU.H.S.Y..     PEPPING,  H.  E.        Sandia   Laboratories.        FIN    A-l  165. 
SANDB2-OB5-3.        92/10/31,  Division   of    Wast*   Manajement.        60pp. 

15940:291. 

fl21tO30'102    "-Calculation    of    Health    Effects   Per    Curie    Re  leal  6    for 
Comparison   H/EPA  Val-ues    Incorporated    in  Establishing 
4OCFR191    Culdelines.  " 

HUrWLEi  0.  E.       Raytheon    Service  Co.     (subs.,    of    Raytheon  Co.  ).       FIN 
A-  It  65        SANDG2-1B54.       81/12/31  Division    of  Uae.be  Management. 

59pp.        139-10.  193. 


"LOFT  Enper  iiaenta  1   Definition    Document.  LOFT  L6-B  Anticipated 
Transient    Test    Stries    Nuc  leap  Eiperiment  L6-8-  " 

VARACALLE,  0.  J,        EQ6G,      Inc  .       FIN   A-6049.        EOG-LDFT-3734,        02/00/33. 
MCPHERSOWi  G.  D.       Office  of    Nuclear  Regulatory   Research.    Dirvctor. 
4O(ip.        1594O;  100. 

0211030^46    "Quick    Look    Rept    for  Semiscale   Intermediate  Brtak    Test 
E-IB-2.  " 

STEPHENS,  A   0.  .     KULLDeHO.  C  .  M.  ,     BOUCHER.  T.  J.        EC40,      Inc.        FIN   A-403S. 
EftO-SEIU-6021.       92/09/31         LANuRY.fi.fi        Biviaion    of   Accident 
Evaluation.         123pp.         15739:313. 

B2  11  030475  Draft    "Chemical    i.  Mechanical    Failure  Made    Data   Requiremtnti 
far  Dorosilicate   Olasi   Ua»te  Forms,"    informal    i-flpt, 
SHAQ.J.  .     JAIN.H.        Broo*hav8n   National     Laboratory,        FIN   A-31A4. 
BNL-NUREO-31772.       82/09/31.      HIC«,E.A.       High   Level    Waste  Licensing 
Management   Branch.       S3pp.        15943:115. 


B311Q304B7   "Analysil    of   MEW    IAEA  Basis    for   Transportation   Henolatory 
Sy»,"   forBiBn    trip    rept    of    attendance    at  820831-0902  meeting 
in.  London.  Eng  land, 

ECKERMAN.K.  F.        Oak    Ridge    Mational    Laboratory.        FIN   B-OQ10-S. 
ORNL/FTft-1369,        G2/O9/20.        MINDOUE,  R.  B.       Office    of    Nuclear    Heflulatorii 
Research.    Director.       llpp.       15943:255. 

8211O304'99    "Calculation    of    DWfl   Partial    ATWS   I/sing    RAMONA-3B.  " 
OAHBER,  D.  I.  ,     DIAHDND,  D.  J.  .     CHENS,  H.  9.       Drookhavan   National 
Laboratory.        HNL-NURES-317i9.        B2/10/1S.  Nf!C    -   No    Detailed 

Affiliation   Oivin.        9pp.         19943:343. 

9211030506  Draft    "Stress    Corrosion   Crac k ing.  Galvanic    Corrosion    fc 
Selective    Leaching    Data    Requirements    tor    TiCode~12   Hiph 
Level    Haste  Containers."    informal    rapt. 
BHAO.J,        Droofchaven    National    Laooratory.       FIN   A-31eifl, 
ENL-NUREQ-31771.      Ba/OB/31.      WICH.E.  A.       HiaH    Lovol    Waste   Licensing 
rtanaB<ment   Branch.       3Bpp.        15944:013, 

8311030563    "RELAP5/HDI1    1 ,  5:  Models.  Dsvel  opmental    Asaessment    *.   Usor 
Info,  "    informal    technical    rept, 

RANSOM.  V.  M,  ,     WAONER.R.  J.  ,     TflAPP.  J.  A.        EGS.3,      Inc.        FIN   A-6330. 
EGO-NSMD-6035.       02/10/31.       CHEN.  V.       Office    of   Nuclear   Regulatory 
Raiearchi     Director.        228pp.        15933:395. 

6211040039   "Jefc    Pump    Completion  Rept.  "    internal    technical    rept. 
TRAPP.J.fl,        Practical    Analysis    4   Computing,     Inc.        *      EQ&G,     Inc, 
WR-CD-B2-068.        02/O6/07.        34pp.        15947:250. 

8211040033  "FED   Magnet    Testing    in   Support   of   Demonstration." 

HERRING,  J.  9.  ,  3HflN,  U.  N.  ,  fJGUHANI.3.  Z.  EG8.0,  Inc.  IJR-CD-B2-071. 
83/09/31.  NRC  -  No  Detailed  Affiliation  Qivsn.  34pp.  15947:392. 

B211040034    "Best  Ettiinate   Prediction    for   LOFT   Anticipated    Transient 
Sloiu  d  Fast  Hod  Withdrawal    Eiperiment    L6-BB.  " 

OLLIKKALrt.H.  EO&O.  Inc.  FIN  A-604B.  EOO-LOFT-5903.  B2/O9/31. 
Nf?C  -  No  Detailed  Affiliation  Given.  40pp.  15947:316, 

8211050047   "Parameters  Which    Influence    Damping    in   Nuclear   Power    Plant 
Siji.  "    technical    rept. 

WARE. A.  0,       EQW),     Inc.       FIN  A-6316.       EGG-EA-(b042,       02/09/30. 
O'BRIEN,  J.  A.       Office   of   Nuclear   Regulatory    Research.    Director.       65pp. 
15965;0fil. 

B311050060    "Aerosol   Measurements   t  Modeling    for   Fast   Reactor   Bafoty," 
monthly   progress   rept    for    Hay    1903. 

OIE8EKE,J.A,       Battelle    Memorial    Institute,    Columbus    Laborafor  ies. 
83/06/32.       LARKIN9,  J.       Severe  Accident   Assessment   Branch,       3pp. 
13964;  319. 

8311060363   "Thermal    Hydraulic  LHFDR   6  LUR  Safety    ExperlmentB, "    monthly 
hiohltght    Itr    for    9ept    19B2. 

GINSBERG,  T.  ,     OREENEiG,  A.       Dattelle  Memorial    Instltube,     Pacific 
NortJimeit   Latoratory,       FIN  A-30S4.       82/09/30.       CUflTISr  R,  T.       Severe 
Accident    Assessment   Branch,      4pp.       15968:320. 

8311060367    "LOFT  Eiperimsnt  Definition   Document   L9-4,  ATWS   Experiment," 
interim  ript. 

VARACALLE,  D.  J.  ,    C.IHI.A.  H.       E0d8,     Inc,       FIN  A-c,048.       £00- LOFT- 539 6. 
B2/09/16.       HCPHERSON,  O.  D.       NRC   -  No   Detailed    Affiliation   Oiven. 
40pp.       19968:147. 

B2 11 060393    "Anilysia    of    Primarv  Feed   b   Bleed    Cooling    in   PUR   Syfti" 
interim  rept. 

S-HIMECXiD.  J.  .     BEROLUND,  0.  R.  ,    DIMENNA,  R.  A.       EO8.8,     Inc.       FIN  A-603D. 
ECe-SEMI~603a.      B2/09/30.       LANDRV.R.R.       Office   of   Nuclear   Regulatory 
Research,    Director.       130pp.       18971:001, 

8211060566   "LOFT  Eipei-iment    Operating   Spec   ATWB  Experiment   Nucleor 
Test    19-4". 

SILvERMAN.S.  EGiO,  Inc.  FIN  A-604Q.  EOO-LOFT-5H97.  83/09/15. 
MCPHERSONiO.  D,  Offico  of  Nuclear  Regulatory  Research.  Director. 
2App.  1 5971:  131. 

B2J 106057 5    "Quiet   Look    Rapt    for  Semiscale    Intermediate   Dreah    Test 
S-IB-3,  "    interim  rept. 

BOUCHER,  f.  J.  ,     LEONARD,  M.  T.      EQfcO.     Inc.      FIN  A-603B.       ECO-BEMI-6013, 
8S/OS/31,       LANDRV.R.R.       Office    of   Nuclear  Regulatory    Resnarch, 
Director.       109pp.        15971:  157. 

0211080029    "Investigation   of  Ventilation  Component   Response    to   Large 
frtiiur*  Pulses,"   monthly   rspt   for  Aug    1903. 
&REQORV'H.B.       Los    Alamos    Scientific    Laboratory,       FIN  A- 7020. 
a-6-SOa.       B2/09/3O.       80LflERO,D.E.       Transportation   i  Materials    Risk 
Branch.        6pp.        15"?75;351. 
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Rni»c  °r      pr-"ne     '«=.".tr-ct,    of    "Rnle    Df 

Rifting     in    Tectonic    Development    of    Mi dcon t i nent , USA, "     "K-AB 
Ages    of    PhlogopitB    from   Mica   Peridotite"    !,     "Dasal    £.„,<     * 
,n    Subsurface    of    Central    Midcontinent    U3"    encJ  Sandatanea 

BRAILE.LW.        Purdue    Univ.        KELLER,  G.  R         Teias,     Uniu      „*       ci     n 


^^r^n^r-'inr'm'r'ep^'     ""    *""«"    "•-»   "--   - 
CHAPMAN,  J.  C.  ,     WOLF,  J.  R         ESMi      Inc.        FIN  A-4 


FULLMtK.K.  5.        EG&G,     Inc          FINA-6O4S         EGO-LDFT- 


NRC    RESEARCH   REVIEW    GROUPS 

6211030599  Staff   requirements   memo   re   Re<, 
?.2!0?7_6riBfln3    °n    status    of   propose    i 
Office    of    ths    Secrotary    of 
TDUHTELLOTTE(  J,        Regulatory 
103.  xecu    we      i 


B2111i0547  SECY-S2-447 


for    Operations.        Ip. 


S211  110237    "Investigation    of    ftccidenl     Induced    Floiu    fcMafl     T  .. 

N.clear    Facilities,"    nonthlg    pr  DHre96    „    t     f  or    It   7«i    Tl'ans'»"-t    ,„ 
SIMAII-TQV.M.         Union    Carbide   Corp.        FIN   D-O49'i         n^/dn/iT 

:*s^S'8-  T»"""-t-*"'»  -  «-*«-i.  "i^-^r^pp. 


. 

WftCNEfJ.H.C.        EGJ,G,      Inc.        PIIJrt-60/J7. 

0"1"  of  Nucla'ir  """- 


0211120167    "LOFT   Month!  ij    Progreis    Rapt    for    Sent     19H-.    i. 

LEACH,  L.  P.        EOW.     Int.        FINA-6110         EOO-LPFT-ioHA         (13/ln/if 
MCPHERBOW,!).         Integral    B««l.m.    a«t(on         70PI!.         ,t067   302 


DftMHS,  W.  (J.  ,     ni.ACKMAN,H    S    ,     GERTMAN,  I).   I 


1 

irector.       Ip.         161O1:  18B. 


H.b.ri.1.   HiBk    nranchi       8pp 
B21I160519   "Be,  Una    Analysis    of   FJr.fc    F«Ult«   U.ina    THAC-BDl.  •     int,rin, 


PIETRZAX.R.F,   ,     DAVAL.R.,     KINSLEV.M.T.      '  Qroo  lhavon    National 
Ubop.torv.        FIN   A-304S.        BNL-NUREO-31WM.        BH/ll/M 
Office    of  N,,clBar  ne9ulatory  RasBarch,     DirectX         Mpp. 


"°mrnl"1(fatl0na    P0r    StrDI13  thonin3    IAEA 
KEISCH,R.,    DIEDER.AM.,    HIGGINDOTHAM,  W.       Bp«.H,av 


1 

Biting 


B511230270   Forwards    draft     c 


afeguard.,  Director.        10pp.         IS  1B6:  334 


"•'•"-  '-i.--  — 

;^ 


921.240064   Su 


ary    of   CRGR    Ma8tln9    S3  on   B2102B  „„   pMiluptlt-    therfflal 


^^ 


0211390400  Notification   of 


ina    27  on 


16381;  349. 


Plant*    to  A.,...  Plant  i,      nvron    Condition,    During    I, 
^'J.™'"8   rtecldint"    to  fluUt    In   821124  r.vltu 
HINTie.A.S.       Initrumentatlon  (,   Control   Branch, 
R.Bional    Op.rationt  4  Oin.rle    Raquir.m.nt..       4pp. 
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RULEHAKIMQ 


B211030183   Rulamaliing     50-3,      L1Li  c  etis  i  rig    i,    Regulato-ru   Policy    d   Procedures 
far   Environ  Protec tlan. U   Fuel    Cycle    Impacts.  " 

CHILK.S.J.       UFfic*    of    the    Secretary    at    the    Camtni  ssl  on.       B2/1O/37. 
llpp.         13909:   166. 


—3201190600   SECV-91-iOOA 

Request!    approval    of    revised    enf ore ement     po 1  icy. based     on 
public    comments    It.    one    ur    experience    m/interim    enforceraEnt 
pal  icy .  Recommends    that    Commission    approve     encl     revised 
enforcement     policg    f«   FR    publication. 

DISCUS,  U.  J.        Office    of     the   Eiecutive    Director    for    Operations. 
Bl/12/14.        52pp.        16136:2')7. 


POSITION    PAPERS    BEFORE    TH£    COI711SSION 


STATE   PRDO      STATE   PROGRAMS 


6306100452    SECY-B2-203 

Forward!    draft   NUREXJ-OTOQ,     "Nuclear   Plant    Severs   Accident 
Research    Plan,"   as    requested    by    Commission. 

DIRCKSiW.  J.        Office    of    the    Eiecutive    Director    for  Operations 
B2/OS/!?,         197pp.         16017:  192. 


0211010332   Addl     response    tc    FOIA    request    for     complete    file    on    St 
Joseph    Hosp     in    Alb  uquerque,  NM   >,     1-125    seeif     inc  1  dent.  ForworiJs 
GH   Kerr    B10223     Itr     to    UK    hendee. 

PEL  TON.  J.  M         Division    of    Rules    and    Records.         82/09/09         DAVIES.L.S. 
Richards.     Orandt,     Miller    4    Nelson          Ip.        15096:003. 


B21Q170Q91    Responds    ta    FOIA    reque-st    for    SECV   BS-207C  t.  SECY  02-307D, 
Forward!    SECY    BS-SO7C   SECV    B2-207D    currently    under 
Cor-inilsilon   review. 

FELTONj  J.  H.         Division    of    Rules    and    flecords.        B3/IQ/OH. 
AONIHOTRI.N.  K.        Aff  i  Elation   Unknown.        Ip.         15758.361. 

--82QB270594   EECV-B2-3O7C 

Reviles    final    rule-     "Environ    Qualification  of   Electric 
Equipment    Important    to    Safety    for    Nuclear    Paver   Plants." 
DTRCKBi  W.  J.        Qffico    of     the   Eiocutive    Director     for   Op-orations, 
IEB-79-01B.        32/07/27.        24pp.        15758:295. 

9211050013    Roaponds     to    FOIA    request    for    SECY-B2-232   (,   SECV-83-202. 
Forward  i    documents.  Documents   also   available    in    PDR. 

FEUTOH,  J.  M.         Division    of    Rules    and    Records.        02/09/26,        DUCKLEB,  R. 
Affiliation   Untnoun.        Ip.        13763;  113. 


—8211010334   Confirms    81021 1    agreement    to   assist    State    of    NM   as 
consultant    re    incident    described     in    encl     W/o    enc]. 
HERR.  0.  H.        Office    of    State   Programs,     Director.        01/02/23. 
HeHDEE,  W.  R.        Affiliation   Unknown,         Ip.        15D96:  004. 

B2I101053B   Act     receipt    of    B30511,  0709   >,    0913     Itri    ra    state    radiation 
control    program. Sta be    program    for    regulation    of    agreement 
matl    compatible    uJ/NRC    progrdmisubj     to    revision    of    Part    300 
HAYNES.R.C,        Rogion    1.     Office    of    Director.        BS/ 10/01.        FLACKE.H.I7. 


Neu   Vorl.     State    of 


Ip. 


—  B211010542   Responds    to    MRC   820331     Itr    commenting     on    ltd  to    radiation 
control    program.  Part   390  of    program   uiill    lie    revised    in 
response    to    comment    on    compa  1  1  b  1  1  i  ti|.  Slat  e    Dili     advise    of 
transfer    of    program    to    Dept    of    Heal  til. 

FLACKE.R.  F.        New    Vork.     State    of.        02/05/11.        HAYNES.fi.  C.        fiBUion    |, 
Office    of    Director.         Ip          15?01    261 


—  BS06I00438 

Propose*    amend    to     1OCFR140.7,     "Mods    of    Indemm  i  ti/ 
Ajreementa.  "    as    renuested  b  u    majority    of    Commi  ssionerfi    in 
conjunction    u/Cowmissi  on    approval    of   SECY-Q1-5-41?. 
DIRCKSi  H.  J.       Office    of    the   Eiecutive   Director    for  Operations. 
82/05/19.         14pp.        15963:  113. 

B211Q6.0S61    SECY-B2-427 

Advises    Commission    of    options    re    developing    final    technical 

criteria    for    disposal    of    high    level    uiaste    in  geologic 

reposl  tor  les.  Rule    •should    be   finalised    &   public    comment 

permitted. 

DIRCKS.H,  J.       Office    of    the   Executive    Director    for  Operations. 

35/1O/21.        5pp.        16232:  2O6. 

8211030340    SECY-B2-41& 

Requests    Comnfsaion    approval    to    send    encl    Itr   &    comments    to 
DOE   re    DOE    selection    of    b  arc*  i  1  Icate    jlasi     ai    ujate    form    for 
Savannah    River   Plant    high    level    uaite. 

DIRCKS-iW.  J.        Office    of    the   Eiecutive    Director    for  Operations, 
Sa/IO/15,        115pp.        15775;  001. 

S2111S0212  Responds    to   FQIA   request    for   SECV-aa-155.     "Study   of 
Feasibility   %    Value   of   Licensing    Nuclear  Power    Plant 
Managers    it  S«nior   Licensee   Officers."    Forward's    documents 
lliteii    In  App    A. 

FEL.TON,  J.  M.         Division    of    Hul«i    and   flecords,        B2/11/03.        MEYEH.D.W. 
Louiins  ttin,  Neum»nj  fieli,  Alel  rad     !>    Toll.        3pp.        16094;  SIS. 

—  6203050080   SECY-B2-15S 

Forward*    reiults    of   study  re    feaiihilitu    &  value   of 
iicsniing    nuclear    pouier    plant   managers  It    senior    licensee 
of  f  Jeers.  Recommends    forwarding    Info    to  Conorflas  &  monitorinfl 
•listing    program*    to    improve    util    mgt    capabilities. 
DIRCK3,W.d.       Office   of    the    Eieiutive    Director    for  Operations. 
B2/04/12,         lOOpji.        1*094:  320. 

8211160547  SECV-B2-447 

Tr«nimitt   draft   Regulatory   Reform  Task   Force  rept  u/propojeij 

Nuclear    Licensing    Reform   Act   of    1983   b  adml  ni  strati  vi 

propoiali    for    rul»    chansas    re    bacftf  it  t£no«Ji  earing   procets  b 

licensing    proceedings. 

TQUHTEULOTTe,  J.       ReguHtoru  Reform  Tatfc   Force.       Ba/II/03        116nn 

16183:088. 

B2111704B1    Itespondi    to   FOIA    request   for    SECV-75-5aa.SECY-75-5BHAi 
SECY-7S-BQBB,  SECY-R-74-S4.  SECV-81-600A,  SeCY-0t-A2SA, 
BEC¥-7S-9aSA   *  BECY-B1-600A.  Forwards    SECY-Bl-fiOOA  b 
Eecy-7S-5a8A.  fltmaining    documenti    under   review. 

FELTON;  J.  H.        Division   of    Ftulti    and  Ricortt.       BS/iO/ia.       CQNNQflrL 
Doc-B»rch   Aitoclatia.       Ip. 


—6211170486  SECV-73-SBBA 

Forward*   proponed    public    announcement   re    NHC   amend    to 

10CFR2  on   JundUns    of  propristaru    info. 

HARRIB.J.A.       Qf*ic«    of   Public    Affair*,       75/11/06.       Spp.       16136:301 


--821  10  10543   Responds    to    NRC    comments    on    technical    aspects    of    r  <id  Ult  )  De 
control    program    re    personnel    ti    compliance. 

CASHMAN.  T.  J.        New   York,     State    of.        02/07/0"?.        HAYNEB,  R.  C.        Region 
1.     Dffica    of    Director.        2pp.        13901:362. 


Foruarrfs    draft    revision    to    Pact    30O  of    state    radiation 
central    program,  to   naintflin   compatibility    requirement    ui/NltC 
regulations. 

CASHMAN,!.  J.        Neu   York,     State    of.        G3/09/13.        LUDENAU,  J.        A  ssln  ladt 
Director    for    State    Agreements    Prugrams.        4pp.         1  3901  '364 

B211020033   NUREG/CR-291'7 

TnflNSfaRTATION    OF   DflDIOACTIVE   MATERIAL    IN   WSIIINUTOW   STrtTE. 
September    17SO-Bep  tomber    19EII. 

CflONEHVER,  E.  L.  ,      INGERBGLL,  C   E.  ,     MATTHEWS.  S    P.        Washington,     Btatu    (If, 
Oept.     of    Social    t   Health    Services.        BB/IO/31.  Office    of    State 

Programs,    Director.       80pp.      Available    at   NRC         *!i.  50.       19W4:OHH 

a2UOaOA62  Reaponda    to   Henator  McClure    020126    request    far    info 
concerning   compact    or    draft   compact    consistency    w/redoral/ 
State    relationships    re    regulation    of    uiaetu    gonurntori    l< 
transportation    of  uaate.DDE  assistance  melcomB. 
KERn.O.  W.       Dfflce   of   State   Programs,     Director.       02/07/33 
DEWETT,  J.  H.        Energij,     Dopt.     of.         I6pp          15713;   10;j 

02II030S5'!    Discutsei    atatu    radiation   control    program.  NRC    review    covered 
principal    administrative   d   technical    aspects    of    program. 
State    program    for    regulation   of    agreement   matl*    adequate    to 
protect   public    it  compatible  u/NRC   program. 

COLLINS,  J,  T.        Region    4,     Office    of    Director.        H2/10/19.        SALTZMAN,  11.  H 
Arkansas,    State    of.       1pp.       15715.  33B. 

S2U040416   Responds    to  821006  memo   re    State    of    CO  request    for    adill 
asilttance  u/lou    level    radiuaste    disposal    site.  Assistance 
luill    be   provided    by    preparing    EIA  or    participating    in   EIS. 
SCARAND.R.A.       Low  Level    Waste   Licensing   nranqh.       WM-9/OCP/Q2/  10 
82/10/18,       NUSSoAUIIER.P,  A.      Assistant    Director    for    Slate    Agr»«ment» 
Program!.        Ip.         15933:  346. 

—3211040420  Notifies    of   Btati   of   CO  820730   request    for    addl    assistant* 
in   devfllopment   of   environ   statement    on    low    level    uiaste 
license   app  1  icat  Ion. 

MU5SBAUMER,  0.  A.       Assistant  Director    for   State   Asrcementa  Programs 
82/10/06,       SCARANO.R.A.       Loiu   Level    Haste    Licensing    Branch         ID 
159ISS;347. 

—  B21104042S  Requ«sti   assistance    In    development    of    environ    statement  on 
lou    level    uaste    license   application. 

HAZLE.A.J.       Colorado,    Btat*   of.       B2/09/20.       KEHR,  0.  W.       Offico  ot 
State  Programs.     Dir«ctor.      2pp.       15755;  348. 

821I040SI7  Notification    of    tontract   e  jetution,  Mod    1    to    "Workshop    on 
Low  I.  evil   Waits    Licensing    Rule."   Contractor  :  Counc  1  1    of 
Stat*   Qovti. 

SM1TH-P.A.  Dlviiion  of  Contr»tti.  FIN  D-i7S2~0.  NfiC-OS-aO-06o 
B2/10/I4.  BRDWN.R.S  ,  MACDOUOALL,  H.  Office  of  Nueltar  Matirial 
Safety  t"  aafiguardi.Dirsctor.  Ip.  15983:324. 


IMONDOCKETED  ITEMS 
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-8211040522  Mod    1 ,  d  eob  ligatlng    remaining    funds    under    contract,  to 
"Wor*ihop    on    Lou   Level    Wa*ta    Licensing    Rule    » 

THRALL.V.D.        Council    of    State    Governments.        SMITH,  P    A         Division 
Contracts.       FIN  B-67S2-0.       NHC-02-HO-06A.       03/10/14         ip 


nni;"0"   *      CQntra^    •»c«tlon,Mod    1    to    "LA   Offshare 
Radiological    Licensee   Survey.  "    Contractor:  Of  c    of  Environ 
Affairs,  Dopt    of   Natural    Resources.  nviron 

MCNULTY.A.        Purchasing    Section.        FIN    Q-87O3.        NRC-O3-B2-3^3 
62/09/23.        BLAHA.J.L.,     VACZKD,  C.        Di  rector  '  s    Off  ico,     Df  Pi  „    of 
Inspection   and   Enforcement.       Ip.       15965:356. 


to   contractor.to 


Division 
lp 


,nhl>1'   o'5!ayld!"9,f°r    blmonthl'J    Pa 
'LA   Offshore    Rad  I  a  1  og  i  cal    Licensee    Survey     " 

SIUBNEAUX.F.P.        Louisiana,     State    of.        REQELLO,  J.  E. 
Contracts        FIN   B-B703.        NR  C  -05-82-252.         Ba/09/23. 


S211060672  Notification    of    contract   elocution,  Mod    4    to    "Environ 
Monitoring   Progam  W/State    of   TN.  "    Contrac  tof.  State    of    TN 
HDLLETT.S.        Research    Contracts     Branch.        FIN    B-320B         NRC-nS-fi 

ea/io/oa.     COBB.L.  i.,   GRAHAM,  D.      Director  •*  or™*',   am-So? 

Inspection    and    Enforcement.        Ip.        15972:314. 


-~821l060i79   Mod    4, providing    decrease    in    fund*    t 
Program   W/Stato    of    TN,  " 
FOUMKLE,  E.  U,        Tennessee,     State    of,        CUSTAVE,  R   P 
Contracts.        FIN   B-520B.        NRC-05-BO-2QI.         B2/IQ/QB 


'Environ   Monitoring 


Division    of 
lp.       15972:315. 


3211090045   Forwards    rept   re    irradiator    Incidont   at    Agreement  State 
1  icensee    faci  11  ty     (Bee  ton-Die  k  i  naon,  Broken     How,  NE), 
Recommends   rapt   be    forwarded    to    Agreement    States. IE  i   NMSB 
BLACK,  K,        Director's    Office.        AEQD/N102.        Bl/03/26 
flirector'a    Office,        2pp.        16015:263, 


MICHEL8QN,  C. 


0311110353   Notification    of     contract    * ,  ecu  ti  on  ,  Mod     4    to    "Environ 
Monitoring    Program    W/Statc    of    MB."    Contractor: Sta ts    of    MB 
UDLLEFT.S.        Research     Contracts     Branch         FIN    0-3106 
82/11/01.        PAFPAS,H.         Region    3,     Office    of    Director 
No    Detailed    Affiliation    Owen.         Ip.         I6O45:  O73 


NRC -05-00-267 
COHEN,  L.         NHC    - 


«       Maryland,     State    of. 
D-510i.        NRC-05-aO-2i 


namo  °f  bin^  ••*•*•  -^i™  „.„,*„„„, 

GUSTAVE,  R.  P.        Division    of    Confri-jrf*          JTTM 
82/11/01  lp.         IM«;  O74 


B211110267   Notification     of    contract    .  I6cuti  on  ,  Mad    1    to    "Environ 
Monitoring    Program    W/Statc     of    C  TV  "    Contrac  t  or  .  State    of    CT 
WOL4.ETT,S.        Reseanh    Contracts     Branch         FIN     B-5115         Nur-n'i-R 
M/ll/01.        PAPPA3.H          Region    3,      Of  f  1  c  .    of    D  i  r.  =  tor!        COHEN   L 
No    Detailed    Affiliation    GivPn.          Ip.         16045:071.  <-LJHtN,  L. 


.n   Monitorinfl 


»       Connecticut,     State     aF.         GUSTrtVE,  R.  P.        Division    of    Contract 
FIN    0-3113.         WRC-05-SO-27A.         sa/ll/01.        lp.         16045   073 

8211130234    Notification    of     gratit     «i  ecu  t  ion.  Hod     I     to     "Oeolouic    t, 
Tectonic    Evaluation    oF   North   Central    Cm.  "    Grantee    gtatp   of 


HCDERMQTT,  D.  K.        Reaaarch     Contracts    Branch          FIN   O-1O23 
NRC-G-04-B1-OQ9.         82/11/05.         ,      SCHMITT.T         Office    c-f   Nuclear 

lp.         16046;  231. 


Regulatory    Research.     Directc 


-B104130417    "fiept    on    Irradiation     Incident    at    Dec  ton-Di  c  k  inion    fc   fa. 
Broken    Bow,  NE.  " 
PETTIJOHN,  6.L.        Director'!    Office,        B1/Q2/2S.        5pp.         16013:  264. 

-S104I30419  Advises    that    circumstances    surrounding    Oc t    1930   jamminn    of 
source    rack     In    AECL-CP    TVpe    Ir-96    Cat     IV     Irradiator     In 
Broken   Bow,  NE,  have    been    reported    to   ANSI    Committee 
N43-3.  4,  Administrative    controls    recommended, 

R I  DP.UT,  E.  F,        Atomic    Energy    of    Canada,     Ltd,        81/01/23,        PETTIJBHN.S 
Director's    Office.       9pp,       16015:269. 


—  Bail  190248   Hod     I.e.  lending    'period    of    performance     to    921030,  to    "(!eolno 
&    Tectonic    Evaluation    of    North    Central    OH     "  D 

HULL,D.A.        Oregon,     State    of.         HCWTCM,  K.  V.        Jfase.Trcfi    C  ontrac  t' 
Branch.        FIN    G-1O23.         NRC-0-04-BI-OO9.        sa/  II  /OS          Ip          160*6:2:13. 


9211120386    Notification     of     contract    e.e  cuti  on.  Mod    3    to    "Environ 
Monitoring    Projram    W/State     of    MI.   "    Co  ntrac  tor  •  Sta  te    of    Ml 
WOLLETT,  S.       Researcrt    Contracts    Dranch  .      FIN    0-124-1        nnr-nl-nn 

ea/ii/oa.     PAPPAS.H.  ,    COHEN.  L.      n.giDn  s.    otfte**      ™          B° 

16066:  1  15. 


actor 


IP. 


—6104130-121    Fppwards    AECL  &  Hcc  ton-Di  c  *  inaon    roptB   re-   001024    incident 
No    injuries    or    ovoroiposurea    occurred. 

BTEEt-E.K.E,        Nebraska,     State    of.        BO/12/O5,        LUBENAU,  J   0 
Assistant   Director    for    State    Agreements    Programs         lino 
16013:370,  Pf' 

8311100497  Notification   af    contract    eiecuti on, Mod   3   to    "Environ 
Monitoring    Program   w/Stato   of    DE.  "   Contract or:State    of    DE 
WOLLETT.S.       Resaarcli    Contracts    Branch,       FIN    B-1960        NnC-09-BO-3'?l 
?604l'a47      PrtPPAS'H"    CDMEN''-K.       BtglonH,     Office   of   DIrectqr.        lp. 


^f^;^    """    "'    " '  f  '  ""    °F"l° 

1    ,t!iihlaf,"'     Stat9    qf'        GUISTAVE.R.  P.        Division    of    Contracts          FIN 
B-1244.        NFJC-OS-BO-204.         33/1  1  /00          Ip.         1AOA6:  I-)A 

B2111S0013    Notification    of    contract   eiecution,  Mod    1,  to    "Environ 
Monitoring    Program    IJ/Commonii»&alth    of     MA.  "    C  on  tractor - 
CominonLjeal  th    of    MA. 

HOLLETT,  S.       Research    Contracts    Branch,       FIN    B-1347        Nt?c-nli-no--'nA 
S2/11/01.       PAPPAB.H.       Region    3.     Office   of    Dire ctlr.       COHEN  L        NRC   - 
Mo    Detailed    Affiliation    Oivon.          1  p.         16073:343.  ^"tn,  i..        Wn. 


— 0211100463  Mod    3,  providing    for    decrease    in    CYB3   TLD   program,  to    "Environ 
Monitoring    Program  u/State   of    DE.  " 

WILSON,  J.  E.       Delaware,    State    of.       QUSTAVE,  R.  P.       He.earch   Contrac ts 
Branch.        FIN   B-1260.        NRC-03-SO-a91 .        B2/11/01. 


li041:24E). 


pu<l    4ieh*n«*!;il    billing    ofc    t-ddp..,    ta    "Enviran  Monitoring 
Program  U/C  ommnniueiil  th    of    Mft.   " 

*       Massachusetts.      State    of.         GUSTAVE.R   P.         Division    of    rontrarfr 
FIN    B-ia49.         WRC-05-BO-2a6.         82/11/01          lp.         16073   3M. 


8211100461    Forwards    trip    rept  of    020920-33  meeting    of    State  Radiation 
Control    directors    in  Loui  ivi  1  1  e  ,  KY   to    develop    IDIU    level 
wastB   mgt    questionnaire   applicable    to    states    supporting 
eammon   data    base    reporting    sgs    for   waste  mg  t. 
JACKSONrK.       Lou  Level    Waste  Licensing    Branch.       WMLL   204   3  3 
88/10/13.        BRQWNINO,R,E.        Division    of    Wauto    Manajoment.  '     SCARANO,  R    A 
Lou  Level    Waste   Licensing    Branch.       4pp.        16041:243. 

eS1111020B  Notification    of    contract    mecution,  Mod   -V   to    "Environ 
Monitoring   Program  W/State   of   CO.  "   Contractor:Bta  te    of   CO 
WOLLETT,  S.       Research    Contracts    Branch.       FIM    B-31O4.       NRC-03-BO-2i7 
B2/1I/01.       PAPPAS.H.       Regions,     Office   of    Director        COHEN,  L        NRc'  - 
Wo   Detailed    Affiliation   Olven.        lp.        16O43:  O60. 


of   billing    off,  to    "Environ   Monitoring 


—  8211  110313  Mod    4,changing 
Program  H/Btate    of   CO.  " 
»     Colorado,    State    of.       OUSTAVe.R.P,       Division    of   Contracts 
B-9I04.       NRC-03-SQ-267.       B2/11/01.       Ip.        16043:061. 


SS11110236  Notification    of    contract    execution.  Mod    3    to    "Environ 
Monitoring   Program  H/State    of    TN.  "   Contract  orrBtate    of    TN 
1^2Llrf  TT'  8'       R"earch    Contract.    Branch.      FIN    fl-3208.       NRC-oa-BO-3Bl 
92/U/OI.       PAPPAS.H.       Region  3.     Office    of   Director.       COHEN,  L        NHC    - 
Wo   Detailed   Affiliation   Given.        lp.       140-45'  O75 


8311150075    Notification    of    contract   e  i  ecuti on ,  Mod    3    to    "Environ 
Monitoring   Program   W/State    of    MS.  "   Cotilrac  tor ;  State    of   MS 
MQLLerT.  3.        Research    Contract*     Branch         FIN    B-1257         NRC-05-BO-3RV 
92/11/01.        PAPPrt9,H.        Region    3.      Of  f ,  c  e    of    D  i  rac  tor         COHEN.  L         Nlir 
WO    Detailed    Affiliation    Given.          Ip.         £6073:356,  <-<JHtN.U.        ™C 


--&21115OOai   Mod    3,changins    billing    ofc    !-  addrc 
Program   W/State    of   -MS.  " 
»      Mississippi,     State    of,       OUSTAVE,  K.  P.        Division    of   Cont 
FIN    B-I237.        NRC-OS-aO-2B7-        S2/11/O1.       lp.        Uo/3;  357. 


to    "Environ  Monitoring 


B21  1150402  Confirms    teUon    re    B21  129-1203  rev  ieu.  of    State    of  AL 
radiation    control    program. Lit t    of    questions    far    review   end 
WOODnUFF.R.L.         Ration    3.     Office     of    Director.        H3/1O/32         GODWIN,  A 
Alabama.     State    Of.        6pp.         16055.' 354. 

92U1S040H   Conf  irmi    talcon    re    NRC    821129-1303    raviotu    of  State    of  AL 
radiation    control    program    for    agreement  mat  1.  Meet ino    on 
821203    proposed    to    dficuis    revieu   results. 

O'REILLY,  J.  P.        Region   2,     Office    af   Director.       03/10/31         OVERS,  I    L 
AUoama,     State    of.        lp.        liO33r  369.  '     ' 

9211160350    Memorandum    b   Order    CLI-8S-34    denying    Sunflower    Coalition 
820311    petition    for    reconsideration   of   NRC    B3Q330   approval 
of  amended   agreement    u/State    of    ca,  Insuff Ic lent    Info 
pre«frnt«d    to    juittfy    agreement    termination    or    withdrayal 
HOVLE.J.  C.        OfficB    of    the    Secretary    of    the    Corwii  ssion,        CL1-92-34 
H3/I1/15.        lOpp.         1*033:333. 
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B2I1170017   Responds    to   FOIA   request*    tar    seven    categoriti    of    into  ra 
facility    Forward*    documents    lilted    in    App   A. Documents 
available    in    PDF).  Search    for   adtfl    documents    continuing. 
FELTCMi  J.  M.        Diviiion    of    Rules    and    Records          B3/10/I5. 
Harmon   '.   W«isi.        19pp.       16143- 05-2. 


— 921 1020205  Safety    evaluation   supporting   publishing    of   Revision    I    to 
XN-NF-B2-07    (P>,     "Enon   Nuclear  Co   ECCS  Cladding    Swelling    & 
Rupture  Model.  " 

•     Stanoardliation  «.  Special    Projects  Branch.       B2/IO/14.       13pp. 
19902:316. 


— 93III7O433   Forwards    comments    on    propos-ed    licence    conditions    re   offsite 
emtrgencg    planning    at    Fdc  i  1  i  t  y,  per    request. 

GRAH1M.B.        Tennessee,     State    of-        Bl  SIS/SB.        CROW,  U.  T.        NHC    -Ha 
Detailed    Affiliation   Given.        5pp.        16144:305. 

8211330020   Advisei     that    difference!     in    TX   Dipt    of    Health    proposed 
licinir    conditions    f,    NHC     license    conditions     in    1991    EIA 
could    affect    NRC    previous     determination    of     tiemption    from 
federal     land     ownership    re  quireme-nts. 

SMITH.  H.  D.        Region   4,     Office    of     Director         33/10/06.       NUSSBAUMER,  D.  A, 
Assistant    Director     far    State    Agreements    Programs..        3pp.        16199:296, 


VENDOR    REPORTS   AND   RELATED   CORRESPONDENCE 


03061BOOI7  Summ 
Bethesda,  MD  r 
enei. 

VISSING.G.9.       Operating    Reactors    Branch   t 
Reacton    Branch    4         i2po.         15991:263. 


tf    at    B2Q510  meeting   u/Me«t  inghous  t   ouners    group    in 
prejsuriied     thermal     shock     i  *  sue.  VI  eujraphs 


Dp  crating 


9211020433   Advises    that   program   initiated    to    address   NRC    questions   on 
rapid    depressuri  lat  ion  ti   DHR  capabilities    far    Hated 

facil  i  ties.  Responses  uill    be  provided    in   generic    !< 

individual    plant-specific    reptiitu   fiegin    by    B30&3D. 

WELLS,  R.W.        C-E   Operating    Plants    Oujnera   Group,        WELLS,  R.  W,        Northeast 
Utilities,       RWW-B2-64.       B2/10/2B.       EISEM-IUT,  D,  Q.       Division    of 
Licensing.       lp.       15BB9.-340. 

92110305S7  ForuarrfB    responies    to    questions   raised    at    01 121i  meeting 
HJ/HJ.U   ouners    group,  *t   part   of   program    to  address    WUFiEG-0737, 
Item  U.K. 3.  3d    re    small    break    LQCrt  methods. 

DIETERICH.R.  A.       Dabcock   (•   Hilco«   Operating    Plants    Owners   Oroup. 
DrETERICH.R.  A.        Sacramento    Municipal    Utility    District,        B2/10/31?. 
SKERON.B.       Reactor   Systems    Branch.      9pp.       15067:189. 

B211O30213  Forward!    proprietary    "(Jest  inghouse    Wot   Annular    Burnable 
Absorber   Evaluation  Hept, "   Revision    1 .  App 1 i cation    for 
ojithhol  dins    It    affidavit    encl, 

DANE. El,  P.      Mesttnghause   Electric   Corp,       NS-EPR-2A70,       02/10/10. 
THOMAS,  C.  0.        Btandardiiation   6   Special    Projecta    Branch.        3pp. 
13909:  191, 


B211010302  r?«subnits    "BVJR/6  Mark    III    Hydrogen    Control    Dinners  Group 
Rept   on  Hydrogen    Control    Accident   Scenarios , Hydrogen 
Generation    Race-!    ((Equipment   Re  quiremontB,  "    adding 
appropriate    attac  hmen  t. 

RICHARDSON,  J.  D         Hydrojen    Control    Owners    Group,     BHH-6   Hark     III. 
RICHARDSON,  J.  D.        Mississippi    Power    ft    Light    Co.        HGN-007,        B2/10/2i, 
OEWlOHiH.R.        Office    of    Nuclear    Reactor    Begulatlon,     Director.        Spp. 
ISB70;350. 

— 92UOL0213    "DWR/t   Mark     II!    Hydrogen   Control    Quners    Group    Rep  t    on 
Hydrogen   Control    Accident    Scenar Las , Hydro  gen   Generation 
Rates    Ei   Equipment    R-oqui  rement  S'  "    reissueil    to    add    attachment. 
DUA.S   0..     ELLIOTT.J    C.,     FUMK,  K   E         Hydrogen   Control    Owners    Group, 
8IVH-6    Hark     III         82/07/31.        7-?pp.         15370:  29*. 

9211010302  Advises    Uut    fees    due-    for    B20A07  request    far   review    of 
Revision    Si     to    Tcpicnl    Rupt    CE-l-A,     "OA   Program.  " 

HILLEn.W.  0.       License   Fee    Management    Branch.       Da/IO/M       SWflRTZ.E.  », 
Ca^nonwcalth     Edi-son    Co          lp.        15S?4:nrt2. 

Bai  1010322  Advise*    that    Fees    due-    for    £921104    request    for   rcvleu    of 
Topical    Reft    VEP-F(!D-f3,     "Nuclear    Design    Reliability 
Factors.  " 

HlLLERiU   D.        Llconso    FBB    Manaoement    ardnch.        B3/10/0-3.       TIIDMrtS.H.N, 
Virginia   Electric    d   Pou?r   Co.       lp.       13B9-)   341, 

B21tOI033i   Ack    receipt    of    0301,23. 0723  t   OS30    Itrs   requesting    transfer 
of   OA  Co   right,  title   '/    interest    in    licenses    to  GA 
Techno!  ogjei,   Inc    MftR    !<    NM93   have    consented     to    proposed 
tranif  er.  Li  1 1 1   amends    still    required. 

DENTCN,  H.  R.       Office   of    Muclenr    fieactor   Regulatloni    Director,. 
B2/IO/07.        MO/IJRV.W.R         GA    Technologies.     Inc./Oeneral    Atomic    Co,        Spp. 
E5B95:  035. 


— aal  1030230  Requests   withholding    of    "Hestinghnuae    Wet   Annular    Burnable 
Absorber  Evaluation   Rept.  " 

HIEBEMANN,  R.  A.        Wastlnghouse    Electric    Corp.        AN-B2-61.        B2/10/1EJ. 
THOMAS, C.O.        Standardization    it   Special    Projects    Branch.        7pp. 
13909:  194. 

32 11030385   Forwards   requested    info    for    use    in    determining    feo    to   be 
assessed    for    review  of   BAU-10133IP) .  Rovis  ion    1,     "Marfc-C 
Fuel   Assembly    LQCA-Seismic    Analyses." 

THOMAS, C.  D.       Standardiiation  t<   Special    Projects    Branch,       B2/10/1H. 
HEHKOH,  fl.  H.        Management   Analysis    Branch.        2pp.        15941:029. 

B211030527   Repeats    addl    info  re   Topical    Rept    EPRI-NP-1S50-CCM, 
"RETRAN-O2-A    Program  for    Transient   Thermal-Hydraulic 
Analysis    of    Complex    Fluid    Flow  Sys.  " 

THOMAB.C.O.        Standardiiation   fc    Special    Projects    Branch.        B2/10/15. 
ECHNATZ.T.W.        Middle    South    Services,      Inc.         10pp.         13916:030. 

9211040063   Denies    request    for   eiomption    from    foe   requirements    at 
IOCFR170    for     Invoice  A-01BB  for    NfiC   review    of 
WCAP-932O/922 1 . 

MILLER,  U.  0,        License   Fee    Management   Branch.        B2/1O/26,        RAHE,  E.  P. 
We»ti  nghouse    Electric   Corp.      3pp.       15955:350, 

9211O400B3   Responds    to    B20915    Itr    requesting    NJ1C    participation     in   EPRI 
s tandardlied    LWR   design   program.  NRC    involvement    in    program 
will    prove  beneficial    to    both   NRC  It  EPRI,  Mooting    requested, 
DENTQHrH.R.       Office   of  Nuclear    Reactor   Regulation,     Director. 
B2/IO/3Q.      aURBTEINiS,       Electric   Pouer   Research    Institute.       3pp. 
15760:340. 

— 3209220338  Dl scuiiBi    proposed   NRC    involvement    in    steering    committee 
program  for    development    of  standardiied   LWR   denign   per 
Q2Q730  meat  ing. Partic ipation   required    in    policy    committee 
fc   program   group. 

BURSTEIN.a.       Electric   Power  Research    Institute.       02/09/15. 
DENTBNiK.R.       Office    of   Nuclear   Reactor  Regulation,     Director.      3pp, 
15960:  331. 


B311040249   Forward!  Endorsements    31    ti   52    to  MAELU   Policy   MF-61    (• 

Eniloriem«nt   4B    to  NELIA  Policy    NF-1S2. 

LAW8ON,L,T.        Duke  Poiuer    Co.       92/10/39.       SALTZMAM,  J.        Antitrust   b 

Economic    analysis  Branch    (Utility   Finance).       4pp.       13937:397. 

621 1040392  Forwards    proprietary    "Hark    I    Vacuum  Croaker    Improved   Valve 
Dynamic   Model    -  Model    Oavelopment  It  Validation,"    per   NfiC 
920909-10  request.  Rept  withheld    (ref    10CFR2.  790) .  Affidavit 
enc  1. 

PFEFFERLEN.H.  C.      Oenoral    Electric   Co.       MFN- 159-32.       B2/10/H8. 
VASSALLO,  D.  D.       Operating    Reactors   Branch   S.       4pp.       15926:007. 

8211040429  Ac k    receipt   of   BE 1007    Itr   consenting    to    acquisition    of  OA  Co 
mi tli  d  reictor  OLs.  Clarifies   Indemnity  Agreement  B~9. 
Requests,   corporation  name    be  changed    to  OA   Technologies,  Inc. 
HDQAN.J.P,       OA  Technologies,    Inc.  /General    Atomic    Co.       82/10/13, 
DEMTON.H.R.       Office   of  Nuclear   Reactor   Reoulation,    Director.       lp. 
15925:317. 


8211040469  Notifies    that   response    to  NUP.EG-0737i  Item    U.K.  3.  18,     "Mod  of 
Automatic   Dipressuriiatlon   Bys   Log ic-Feaslb 1 1 itg    for 
Increased  Diversity    for   Some  Event   Sequencer'    mill    be 
lunml tt*><f   on    62 1029  rather    than    by   B20930  deadline. 

DENIE.T.  J.       BUR   Owners  Oraup.       uMROG-8298.       S2/10/04.       EIBENHUT,  D.  0. 
Division   of    Licensing.       lp.       13929:329. 


NONDOCKETED  ITEMS 
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0211090M3  Forward.  audit  plan  for  SH1025-27  de.lgn  verification  .udit 
of  W^tlnohooi*  generic  safety  parameter  display  .u,  lrl""on  «ufllt 
defining  technical  topics  tn  be  aval  uated,  Ac  tivit«  aoenda 

CflUTCHFIELD,  D.       Operating   Hectors   Branch    S.       LS05-B2-10-O47 
B2/IO/19.        RAHE,E.P.        He,  tin*houae    Electric    Corp          lfpp°   %64:  33B. 

S31103032I    Discusses    review   costs    associated    w/XN-NF~513      »«i  T 
Critical    Power  Correlation.  " 

MILLER,  H,  O.        License    Fee    Managemant    Branch.        B2/1O/1B         DWSLEV   a   F 
E.xon   Nuclear    Co,  ,      Inc.      l.ubs,      of    Ex  »on   Cor  p.   >.        lp.        15964-364 

0211030116   Pdrw.rd.    "Highlights    af    Proprietary    Presentation.   on 
Waterside    Corro.ion    of    Oadollnia    Fuel,     re    proposed    Amend    5 
to   QESTiAf*     II    Licensing    Topical    Rept    NEDE-24Q1  l-P-4,  "QE   std 
Appllcatian    for  Reactor    Fuel,  "    Highlights   mlthhpld 

BERGGHEW,  J.  S.        BtandardUation    ft    Special    Projects    Drench.        B3/1O/32 
Standardiiation  &  Special    Projacts    Branch.       2pp.       1S-?9O:163, 


Forwards    "Analusi.    of    Scram   Discharge   Vol    Sys   Pipino 
Integrity.  "    No   further   action    re    equipment    qualification   b 
syi    design    modi    listed     in    NLWEO-OB03    required 

DENTE,  T.  J.        DWn    Burners    Group.        DtlROQ-0259.        B3/10/26         EISENHUT,  DO 
Division     of    Llcenaing.        2pp.         16015:037,  ciorawiun  u.  w. 


--83110801-15 

"Analuais    of   Scram    Discharge    Vol    By  a    Piping    Intagritu    " 
ALESIJ.Q.,     HAVNEB.F.R.,     fiTrtNCAVAQE,  P,  P.        Oonaral    Electric    Cn 
H3/08/3I.        30Pp,         16013'  03?.  Electric    Co. 


G211Q7010Q    Summary    of   meeting   u/IJcs  ti  nghouse    4   ANL    in   Qethesda,  M0  re 
mod    of    program   for    steam   generators    to    preclude    damaging 
tubs    vibration    eiperionced    on    Model    D4/D5/E    iteam 
generators  . 

KANE,(J,  F.        Licen.ing    Dranch    1.       82/10/28.       VOUNOBLOOD,  B.  J        Licensino 
Branch    1,        4pp,       16039:037.  "s 


30093   Forwarda    proprietary    J.    nonpropriotary    Revision    1    I,  Suppl    1 
"XN-3   Critical    Pomor   Corra la ti on.  "    Proprietary    version 


B2! 1100093 
tg 

withhold     (ref    10CFD2.  790), 
CHflNDLER,  -J.  C.       Eixuii    Nuclear   Co,.     Inc.     (subs,     of   Enon   Corn    ) 
JCC:I04;S3.       S2/11/02,       THDHA8,  C,  D.       Standard  i  ration  i   Special 


Exxon 
txxtn 


Pr&jocta    Dranch.       Ip.        16026:001. 


—  B21UOO-101    XN-NF-512(NP)(A)R1S1 

Nonpropiriotary   Revision    I    b   Buppl    1    to    "XN-3  Critical    Power 
Corrs  la  timi.  " 

HACDl/FF.fl.O.  ,    PATTITN,  T.  N.       Ex  »on   Nuclear    Co,  .     Inc.     (subs      o 
Corp.)-         Q2/10/ai,         33pp.        i60Z6,'002,  o 

aaill00137    Foriuard*    "Mod    of   Automatic    DonresiiuT-1  latinn  SUE   Looic,"    DBF 
THI   Art  ion    Item    U.K.  3.  IB,  S  P 

DENTE,  T,  J.        DUO    Ounavn    Group.        Dwnoo-Ba6O.        B2/10/2B.        ElBENHUTi  D   0 
Dlviilon    of   Licenning.       2pp.       16053:202, 

—  B211100131?    "Mod    of    Automatic    DeprBSsuri  latl  on  Sus   Logic    " 

»      HMH   Ouineri  Ocoup,       02/1O/SB.       63pp.       16023:204, 


—  B211160034   Topical    rept    evaluation    of    Revision    1     to  EI/NNI-77-7IP  J  , 
"RWfl-1    Radwaate   Vnl    Reduction   Syi.  "    Rept    acceptable   fnr 
referencing     tn    LWR    licensing    appl  i  ca  tions.  under     limitations 
stipulated    in    rept   &   evaluation 

*      Effluent    Treatment    Systems    flrancfi.        *      Radiological    Aase  asmtfnt 
Dranch.        »       Chemical    Engineer  ing    Branch.        S3/  1  Q/20         21)00 
16102:070.  VV' 

6211160200   Foruiards    proprietary    "Revised    PAD    Cade    Thermal    Safety 
Hodel,  "    Addendum   3    to    Westinghouse    Topical    Rept    WCAP-972O, 
"Improved    Analytical    Model     for    Use     in    Wtstinghouse    Fuel    Rod 
Design   Computations."   Hept   withheld     (ref    10CFR2    790). 
RAHE.E.P.        Westinghouse    Electric    Corp          NS-EPR-2i73         B2/10/27. 
THOHASi  C.  0.        Etandardiiat  Ion   t.    Special    Projects    Dranch         NEVER,  R    O 
Cart   Performance    Dranch.        2pp,        16072  '154. 

—8211160210   RequBits    withholding    of    pr  npri  a  tary    "West  i  nghouse    Revised 
PAD   Code    Thermal    Safety    Model,"    UCAP-8730i  Addendum   a.  per 
10CFR2.  79O.  Affidavit   AW-76-21     encl. 

WEESEMANN,  R.  A.        Hestinghouie    Electric   Carp.        AW-QE-63         62/10/27 
THOMAS,C.O.        Standarifliation    J.    Special   Projects    Dranch         9o  D 
16092:136.  VV' 

9211160906   Foruiard-a    request    for    addl     info    tn    complete    revieiu    of 
NEDE-237S1-HP>,     "QESTRA-LOCA,  Model     For   Ppotectmn    of    Fuel 
Rod    Thermal    Performance."   Vol    1. 

THOMAS,  C.  O      Standardiiation   t,   Special     Projects    Dranch         S2/10/30 
SHERWOOD.  S.  8.        General    Electric    Co.         3pp.         16123:283, 

B211160312   Forward*    requests    for    add!     info   re    proprietary 

NEDE-237B5-KP>,     "GEBTRA-LDCA   1    SAFER    Models    for    Evaluation 

of    LOCA.  "    Respome    requested    no     later     than    031201. 

THOMAS,  C.  O.        Standardiiat  Ion   &    Special    Projects    Dranch         83/10/27 

5HEHWGDD,  0.  0.        General    Electric    Co.         5pp. 


8211160522   Request*    addl     infn    re    Topical     Hep  t    G&W-FSD   2533,     "Nuclear 
MSIV   Sys,  "    did    Jan    1979.  Respona  o    should    be    received    no 
later    than   Feb    1983. 

THOMAS,  C.  0.        Standardiiat  ion   &    Special     Projects    Branch.        fl2/10/9! 
WALTER.  J.  F.        Gulf    1   Western    Industrie*,     Inc.        lp.         16127:206. 

S2I11S0304    Forwards    proprietary    WCAP-10079,      "NDTRUMP    Nodal     Transient 
Small    Dreak    t.    General    Netuorlt    Code."     Code    addresses    TMI     Item 
II.  K,  3.  30.  Rep  t    withheld    (ref   10CFR2.  79O). 

RAHE,E.P,        Uest-inghouae   Electric    Corp,        NS-EPR-SfiOl  .        B2/11/12 
THGMAB,C.O.        NffC    -No    Detailed    Affitiat'ion    Given.        Upp.         16153:001. 

~a21IIB030a   Requests    WCAP-IOC79,     "NOTDUMP   Nodal    Transfer    Small     Crunk    !, 
Oeneral    Netuorli    Code,"    be   withheld     (ref     10CFH2.  790). 
WIEBEMANN,  R.  A.        Weatinghouse    Electric    Corp.        AW-B2-65         S2/11/12 
THOMAS.C.O.        NRC    -   No    Detailed    Affiliation    Given.        9pp.        16153:  UO3. 


Inform*    of    fee    due    for    review    of    610515     !  tr    tranami  t  ting 
data   on    fuel    stiiell    *   rupture  model    -    c  <  per  i  mental    data 
revieui  t   sensitivity    stud  lea.  providi  ng    data    required    by 
NUREO-0630  &   associated   w/Topical    Rept    NEDE-30566, 

MILLER,  N.  Q.        License    Fee    Management    Branch.        B2/  1  1  /08         SHERWOOD,  B    0 
General   Electric    Co.       lp.       16156:311. 


0311130192   Forward*    nonpropr lotary    "Mark    II    Containment    Dryuell-to- 
tfetuell    Vacuum  Brenkor   Models," 

PFEFFEHLEN,  H.  C.      Oonoral    Eloctrlc    Co.       rFN-156-82.       02/10/37. 
SPEI3,  T.  P.       Assistant    Director    for   Reactor    Safety.       lp.       16076:216. 

—8211190196   NEBO-22170 

Nonproprietarij    "Mark    II    Containment    Dryuoll-tc-HBtiuell 

Vacuum   flraaler   Modols.  " 

MCINTVREi  T.  U.       Oenoral    Elsctric    Co,       82/08/31.       97pp.       16076:217. 

G3111S0301    Forwards    table    lumnmri  ilno    effects    of    fast   reflood    on  peak 
clad    temp    for    DH1/3   planti.U»e    of   UE    Itnprovod   LOCA 
evaluation    oiodel    (BAFER/OESTfl  1    would    he   exacted    to    lower 
peat   clad    temps    further. 

PFEFFGRLEN.  H.  C,      Oenaral    Electric    Co.       MFN-164-B2.       62/11/05. 
DERLINQEH>C.  H.      Core  Parformancs   Dranch.      2pp,       It055:127. 

82111S0500    Foruards    propviataru    Suppl    S    to    "E«on   Nuclear   Co   Setpoint 
Methodology    for  C-E  R-oaetors    -  Sample    Programi  " 
demonstrating    statistical    methodology    diicrlbed    in    Buppl    1. 
Suppl   S    withheld    (raf    10CFRS.  790). 

CHANDLER,  J.  C.  Exxon  Nuclimr  Co,  ,  Inc.  (sobs.,  of  E*»on  Corp.  ). 
JCC:106:83.  82/11/10.  THOMAS.  C.  D.  atand«rdiiatlon  !<  Special 
Projictt  Branch.  lp.  160S7:  COS. 

0311160025    Forwards    topical    rept    evaluation    of   Revision    1    to 
EI/NNI-77-7(P),    "RWR-1    Raduaste    Vqt    Reduction   Sgi.  "   Rept 
acciptabl*    for    referencing    In   LHR    liean»ing    applications, 
under    limitations    stipulated    in    rapt   &   evaluation. 
THBHA9.  C.O.        Btindard  1  i«t  ion  t>   Specl«l    Proj*ct»    Branch.       B2/10/2B. 
ESHELMAN.M.  R,       Newport  News    Induttrlal    Corp.     dub*,     of   Nawport  NBUB 
Shipbulldlno).      3pp.        16102:073. 


0211190068    Informs    of    fee    due    for    review    of    Revision     1    to    Topical    Rept 
XN-NF-S1-2HP),     "Generic    Mechanical    Design    for   Exxon  Nuclear 
Jet  Pump   DWR   Reload   Fuel,  "    submitted     in   Jan    1782. 

MILLER,  W.Q,        License    Fee    Management    Branch.        82/11/08.        OUSLEY,  G    F 
Euan  Nuclear    Co.  ,     Inc.     <5Uhs.     of   Enon  Corp.  ),        lp.       16156:210. 

82U190363  Forwards   request    for   addl    In-Fo    re    ATC-0019-1,    "Atcor    Liquid 
Vol    Reduction   Process.  "    Info  due    bij    S3O103. 

THOMAS,  C.  D,        Standard!  lat  Ion   6    Special    Projects    Branch         82/1  1 /OB 
BRQWNSTEIN,  M.        ATCQR.        5pp.        16165: 34O. 

9311190365  Forwards   request    fnr   addl    Info   re    WCAP-9063(P),     "Rod    Bank 
Worth   Measurements   Utilizing   Bank   Exchange,  " 

THOMAS, C.O.        Standai-dl  lat  ion   It    Special     Projects    Branch.        B3/J  1/09. 
HAHE.E.P.       Westlnohouse   Electric   Corp.       3pp.       16165:346, 

S21 1220147  Forwards   proprietary    "Oeneric    Mechanical    Design   Rept:Ennn 
Nuclear    14x14   Fu»l    Aasemblies    for   C-E   Reactors    "    Rcpt 
withheld    (ref    IOCFR2.790). 

CHANDLER,  J.  C.       Enon  NucSear  Co.,     Inc.      Isuas,     of    Euon  Corp    ) 
JCC:10S:62,       B3/11/I7.       THOMAS,  C.  0.       Standardization  b  Special 
Projecti   Dranch.       4pp.       16164:353, 

B211220303  Forwards    corrected   version    of   821007  proprietary    response    to 
NRC   request   for    addl    info    on  NeDE-237H5-l(P ),     "GESTR-LOCA   & 
SAFER  Model*    for    Evaluation  of   LOCA.  "    Response   withheld 
(ref    IOCFR2.  790).  Affidavit   encl. 

QUIRK,  J.F.       General    Electric   Co.      MFN-17Q-B2,       B2/11/13.       THOMAS.  C.  0. 
Standardiiation    &  Special   Projects   Branch.       4pp.        16163:311. 


628 


NONDOCKETED  ITEMS 


8211530090   Rupandi     to    HftC    B2I10B   request    for     addl     info    re    ATCOR 
Topical    R*pt    ATC-BOI9-1.  Infc    will     tit    provided    on    B3013I. 
Delay    due    to    holiday    season. 

HHOHNSTEIW,  H.        ATCOR-        E821  1-20.        Sa/H/19.        THOMAS,  C.  0. 
Standard!  lit  ion   !<   Special    Project!    Dra-nch.        Ip.       16193:335. 


—8211290654  Topical    rapt   evaluation  of    "West inghouse   Design   Verification 
Clan    IE  Electrical   Equipment.  "  Sump    level    instrumentation 
should    be   removed    from  rept    due   to    limited    application, 
*     Electric,     Instrumentation   b  Control   System!    Branch,       78/12/11. 
51pp.        16223;  149. 


8211330260   Foruardi     nonp ropr  i  etary    Jf    praprietarg    "RWR-1TM   Raduaste 
Vol    Reduction    Sjs.  "  Last    a*ries    of   comment*    !,   responses 
prior    to    rept    acceptance    added    as    App    9A.  Pr  oprietarij    rept 
withheld. 

tTSHELHAM,  M.  J?         Newport    Neut    Industrial    Corp.     Cstibs,     of  Newport  Neuo 
Shipbuilding)         82/11/18-        THOU  AS.  C.       Stand  ardi  tat  i  on   &  Special 
Projects    Branch.         Ip.         16lBlj070. 

— BaH230271    EI/NNI-77-7-NP-A 

Nonpropri*  t  ary     "f?Wfl-lTM    Rarfuaste    Vat     Deduction    Sys.  " 

*  Newport     Neu*     Industrial    Corp,      (subs,     of    Newport    Neus 
Shipbuilding!.        B2X I  I  /3O.        323pp.        J61H1:  O71 

B2H330553    Summary    of    B2102I    meeting    u/EPRl    re    LWR    standard  i  (at  ion 
program.  Development    of    LWR    plant    baseline    designs    &    appro-ach 
uhich    could    tie    ustd    by    vendors     in    obtaining     certification 
of    plant    deiion    emphasiied     in    EPR I     program. 

THOMAS.  C   0.        Standardiiation  &   Special    Projects   Branch.      82/10/27. 
E1EENHUT,  D,  C.         Division    of    Licensing.        2pp.         16901:243. 

821I2S0304   Forwards    evaluation   of    WCAP-9401/9402.     "Verification    Testing 
4    Analyses    of     I7il7   Optimiied    Fuel     Assemblies.  " 

THOMAS, C.  Q.        Standard  i  lat  ion    (.    Special     Projects    Branch.        62/11/13. 
FIAHE.E.  P.        Hestinghou^e    Electric    Corp.        3pp.        16230.269. 

—  6211240310   Topical     rept    evaluation    of    UCAP— 9401/9402,     "v>rif  icat  i  on 
Testing    &    Analyses    of    £7*17   Optimii*d    Fuel    Assemblies."    Bept 
acceptablt     far    me-eting    SRP    Section    4.3,  App    A   requirements. 

*  NHC    -   No    Retailed    Affiliation    Given.        62/11/13.        2pp 
10^30-273. 


B211240331?   Forwards    SfiW   82101=?    1  tr    summariling    020930    meeting    u/NRC    re 
accident    source    terms 

HOUSTON.  H  H.  Assistant  Director  for  Radiation  Protection  Q3/I1/03 
STELLO.  V  .  RQSE.D.  ,  DERHERD,  B.  NBC  -  Ho  Detailed  Affiliation  Given 
Ip.  16231260. 

— 821O25Q299  Foruiards    summary    of   B30930    presentation    ra   radioiodine 
behavior     in     poi  t-acc  1  dent    env  i  ron.  Ade^uat  e    info    eiiats    to 
uarrant    pro mulga t ion    of     interim    source   term    for 
radio! odine s    Vieugraphs    enc 1 . 

JACOBS. S.D.         Stone    6    Webstar    Engineering    Corp.        S3/10/I9. 
HOUSTON,  R.  W          Assistant    Director     for    Radiation   Protection         71pp 


821 1290673  Forwards   response    to   B20913    Itr   requesting    addl    Info    re 
!CN-NF-B2-a3(P  )i     "Qenerlc    Mechanical    Design    Rept   -    En  on 
17il7  Fuel   Asieroblg,"   Response   withheld    <ref    10CFH2.790). 
STOUTi  R.  B.      Enon  Nuclear    Co.,     Inc.     (subs,     of  EmDn   Corp.  f. 
11133:111:83.        83/11/24.        THOM4E,  C.O.        Standard!  rail  on    t>   Special 
Projects  Branch.       Ip.       16233:036. 

8211290494  Foruarrfi   proprietary    "Generic    Bafety   Evaluation    for    Loui  Ley 
Set  Logic   &  Lowered    HSIV  Mater/Level    Tripi  "    in   resipnnsB    to 
MRC   request   at    NRC/rtark    I    ouners    group    030909   meeting. 
Rept  tc  one  overall*    enc  1    withheld    (ruf    10CFH3,  790K 
PFEFFfRLEW,  H.  C.       General    Electric   Co.       MFN-176-03.       Q2/11/19. 
VASBflLLO,  D.  D.       Operating   Reactors   Branch  S.       4pp.        16332:043. 

821129D&85  Foriuardi    proposed    propplitary    amends    to    "OE  Btd    Application 
for   Reactor  Fuel,"    tncorporatinj    info    on  barrier    fuel. 
Completion   of    revieu  requested    bg   Q3022Q.  Amends    withheld 
(rpf    10CFR2.  790). 

CHARNLEV.J.       General   Electric    Co.      MFN-177-S2.       BH/11/19. 
HIRAOLIAi  F,  J.       Assistant   Direct  or    for    Safety   Assessment.       7pp. 
16222:070, 

62113002-03  Requests    issuance    of    generic    BER   on   nvlau  at   Maitlnghouae 
safety    parameter   display    syi  at    earliest  possible    time. 
Oeneric   SER  mill    provids    useful    guidance   to    llcsnaeei    re 
mathadologi;  !•    scope    of    technical    audit   process. 

RAME.E.P.      UestlnghousB   Electric   Corp.      N5-EPR-26B4.       82/11/19. 
PAULSON.  H,  A,       Operating   Reactors   Branch   S.       2pp.        16233:357. 

9211300374  Forward!    "Short   Duration   Integrated   Leakage   Rate    Test 
Study."   Study    demonstrates    conservatism   in    731101    Dcchtel 
Topical   Ript    BN-TOP-1, Revision    1    fc  provides    assistance    in 
ongoing  NUC  re-exam    of    short   duration    testing, 

CAHN.A.L.      Dechtel    Corp.       02/11/24.       DENTON.H.R.       Office    of   Nuclear 
Reactor  Regulation,     Director,        Ip.       16242: 218. 

— B311300375   "Short    Duration    Integrated    Leakage  Rate    Test   Study." 
HLUH,R.  E.       Qechtel   Corp.       02/09/30.       29pp.       16342:319. 

6211300377  Forwards    overhead    projections    used    for    technical    audit   of 
safety    parameter    display    sys   on   021025-27.  Verificat ion   tc 
validation  rept   uill    be   sent  under   separate    cover. 
RAHEiE.P.       Mistinghouse   Electric    Corp.       NS-EPR-8aB3.        82/11/13, 
PAUUSOM.H.A.       Operating   Reactors   Draneh   3.       2pp.        16243:174. 


62112404.14    Forwards    evaluation    of    UCAP-9500.      "Kef    Core    Rept    -    17>17 
Optimlied    Fuel    Assembly." 

THOMAS, C. Q.        Btandardiidt  ion  It   Special    Projects    Branch.      82/11/13, 
RAHE.E.P.       West-innhouse   Electric    Corp.       3ji  p .       16330:0-60. 

— 0211240445   Topical    rept    evaluation    of    HCAP-950O.     "Ref   Core  Rept   -    17il7 
Optlmiied   Fuel    Assembly.  "   Rept  acceptable    for   meeting   App   A 
to   SRP    Section    4.2    requirements. 

*      NflC    -   No     Detailed    Affiliation    Given.        62/11/12.        3cp 
16230:  063. 


WASTE   MOT        NUCLEAR    HASTE   MANAGEMENT 


B21O270014  Submits    high    priority    ISSUES    requiring    resolution    in    order 
to    evaluate   DOE  high    level    uaste   package.  RdD  ul  II    differ 
significantly    in    level    b   comple i ity.  Seven   ovarslie    tables 
Illustrate   package    differences.  Aperture   cards    In   PDR. 
SCHWEITZER- D.  0.  ,    DAVIS.M.S.       Drookhaven  Nat  ional    Laboratory. 
82/03/13.      MARTIN,  J.  G.       Division   of  Maste   Management.       11pp. 
1AI47:  191. 


for   «jam  of   reactor 


8211290090  Requests   use    of   AGUE   Code    Case    N-H 
coglant    pump    main    closure    bolts 
HAHE.E.P.        W«i  tinghouae    Electric    Corp.        NB-EPR-26B5.        02/11/19. 
NflVAK,  T.       Assistant   Director    for  Licensing.        Ip.        16217:233. 


S211270294  Foriuards    organ  i  ration   chart)    depictins    changes  within   pouier 
generation    div.  Changes    uill    be    incc-rporated     into    next 
revision    of    Topical    Rept    BAW-1009AA  i    have    no    impact    on  Qfl 
program   commitments. 

TAYLQH.J.H.         Babcot  t    fcHilcoi    Co.        B2/11/19.       HAASS,  M,  P         Quality 
Assurance   Branch.        Ip         16831:194. 

8211390617  Provides   addl    ruponses    to    initial    question!   uhich  mere 
unresolved    or    opened    fr    to    further    questions    not   adequately 
addressed    during   B21019-20  meeeting*   re    environ   S.  seismic 
aspects    of    environ    qualification  arogram. 

BAHE,  E.  P.        Ma  i  tirghousr.    Electric    Corp.        NS-EFR-26HO.        B2/11/13. 
HOOHAH.V.        Equipment    Qualification    Brancn,        49np,        IA233:093. 

—8211290452  Forwards    evaluation    rept    re   Uegtinghouse    verification 
program  for    Class    IE   electrical    >qu  Ipm-gnt.  Ftep  t    includes 
topical    rent    evaluations    its  tu»,  summary   &    conclusions    for 
HCAPs    7817,  9031,  8234-A.  7839,  7744    t-   74  10L. 

MCDONALD,  D,  0.       Systematic   Evaluation  Program  Branch.       79/01/31 
SATTERFIELD.R.       Electric,     Instrumentation    4  Control    Suste/ns    Branch 
Ip.        li2S3:  1H4. 


B21I010923  Foruards    "Certificate    of  Hater  Analysis    Rept,  Jul    1983.  " 

CAIN.J,      Cotter   Corp.       30719.       82/08/31.       HAZLE,  A.  «J.       Colorado.    State 
of.       2pp.       15903:  176, 

—  -0211010930  "Certificate   of    Hater  Analysis  Rept,  Jul    1992." 
»     Cotter  Corp.       20719.       83/08/31.       4pp.       15902:  I7B. 

821  1010340  Forwards    "General    Air    Burveu,  Unrei  trie  ted   Area   Summarv  First 
d    Second   Qu»r  ters,  1903.  " 

CAIN:  J.      Cotter   Corp.       20669.       S2/OB/17.      HAZLE,  A.  J,       Colorado.    Stat* 
of.       Ejip,       15902:  168. 

—B2110IOS46  "O.neral    Air   Survey,  Unrestrictad    Ar«a  Bummaru,  Firs  t   ti  Batond 
Quartersi  1982.  " 
*     Cotter  Corp.       20669,       B2/OS/I7.       2pp.       19902:  170. 

0211010993  Foruards    "Breathing   Zone  Rept.Aug    19BS"    t>    "Cumulative 
Breathing   Zone  Summarijr  1962.  " 

CATNrJ.      Cottar  Cor?.       20768.       02/09/16.      HAZLE.  A.  J.       Colorado.    Btutt 
of.      2pp.       15902;  172. 


"Breathlnt    Zone   Rept.Aug    1982"   It    "Cumulative   Breathing    2an> 
Summary,  19BH.  " 
#     Cotter   Corp.      S07AB.       82/09/16.       2pp,       13902:  174. 


NONDOCKETED  ITEMS 


529 


8311030100   Discusses    omis.ion.  (,    inconsistencies    in    draft    1992   annual 
,t,tu,    rept    to  congress    on   U  mill    tailing,    rem.dia      action 
program.  NRC    omitted    as    contribu  tor.  Rept   actuallu    fourth 
annual    rept    to  Congress, not   third. 


Ba"°"w- 


.       Ac^r^::.  ::Annufll  stfltu-  ""*  -  u  M>" 

CAMPBELL,  ft.  H.        Energy,     Dept.      of.        B3/IO/OA         MARTIN.  J    n 
of   Matte   Management.       Ip.       15903:  IBS.  ™RT,N,  J.  B. 


—8311020105  DOE/NE-OOHS  DRFT 

ProframA"nU"   Sta*US   """*  ""    U  "'"    Tailln9*    R<"n<" 
t      Energy,     Dipt.     of.        02/13/31.        33pp,        15903:  1H6. 


Action 


3311020100  Ack    roceipt    of   NRC  820420    Itr    re    topical    rent    for    oil 
solidification.  Present    schedule    calls    for   rovlacd    suhmittai 
to  be    received   at   NRC    during   uk    of   B2110B. 

IRVINQ.B.  A,        Vikem    Industri  e»,  I  nc.        82/10/23.        BROHNINQ    n    f 
Division    of   Haste   Management,        Ip.       15903:343.     UH™NIN8' "•  E- 

8211020109   Extends    invitation   to    act    a,    member    of    steering    committee 
for   Nov    1903    symposia    of    Matl,    Research    Soc .  Theme    for     1<7B3 
•Jill    be    research    rt    repository    placement    in    geological 

MCVAV.O.L.        Battelle    Momorial     Institute,     Pacific    Northwest 
2pp°rai5902:341/10/07'       MA"TrN' J' B        Division    of   Na.te   Management. 


8211030505  Foruards,  for    reviem  &    con-men  t,  draf  t    technical    position 
paper,     "NBar-Burface    Disposal    Facility    Dasign   t.   Operation    '• 
SCAF!AND,n.A.       Lou  Level    Halt.   Licensing   Branch 
DEPOORTER,O.L.        Lo»    Alamos    flel.ntlflc    Laboratory 


. 

Lou.  Level    Uasto   Licensing    Dranch.       B2/O7/30,       37pp.        13943:014. 


"R<Mntlli"1   Act""1 


-  »»r«flo.-    final 


CAMPBELL,  R  H.       Energy,     Dept.    of.       02/10/13,        BCARANO,  R.  A,       Uranium 
necovarif   Licensing    Dranch.       Ip.        15943:077.  "i"im 

B3II040011    Notification    of    031005  meeting    to    discuss   Nv   te.t    »it- 
performance    assessment    activities   t,    to   map    out  ft   define 
future   needs. 

ORN8TEIN.P.M.       High    Level    Wa.t.    Liceniing    Mariagoment  Branch 
W/10/01        KNAPP.M.,     WISE.M.J.,     WEDER,  M,  "   High  V^ve      Saste   Li  censing 
Management   Branch.       Ip,        15747:161.  i-n-mnma 


0311050213   Foruard   Ra-232   remits     for    Jui    19B2.  Vendor  Harking    u/lsb 
contractors    to    resolve    arr-atic    results,  or  tins    u/ian 

MCCLUBKEY,  J.  P.        Cotter    Corp.        2O7S7.        S2/07/17.        HAZLE,  A   J 
Colorado.     State    of,        Ip.        199641.231.  ™«-t.  fl,  J. 

— B3110SOai6  Ra~222   results    for    Jul    1982. 

*      Cotter    Corp.        83/09V17.        9pp          13964:232. 


Uranium 


Forward,    info    re    results    oP    ftrst  let    of    completed  RPIBU 

measurements     in    Edgemont,  SD  «m(iieiea    nritju 

JACKSaN,P.O.        Dattelle    Memorial     Institute,  Pac if  I c    Northwest 

Laboratory.        2O74I.        B2/OS/2S.         FLQRY, C   A  ,..  — ,.._°         Wet 
Licencing    nranch.        llpp.        159*4:947. 


8211050332    Ack    roteipt    of    H20713     Itr.     commBntln9    nn   waste 
eia**lf  ication    approach    in    prapq-aed     lout  level    uaste  mot 
reBul,ifcIOn    lOCFRil-NRC    ui  11    uort     clately   u/  potential  lu 
affected     uaste    9»nerators     to    ensure    resolution 
!2?^™°'n'e'        Divisi°"    of    Waate    Management.       03/10/13 
STANFORD.  n.E.L.        Ed  i*On    riEC  tri  c     Institute.         3pp          IS964;  25H. 


-.  'tr    ^•1'"'-tl"l    i"'"    »n   nuclear 

!    n  "5  *   *    "»P««l-F»rti«rd.    FR     n«tlc«    containing    Eubpdrt/ 
C:      K        10CFfl60,finaI    r»l.    do.cribing     licensing    pVo«d"« 
for    high     level    uaabe    dlaposal.W/q    entl, 
MATTSQN.D.R.        Heenslnu    Procea»    &    Integration    Branch 
DLANC.A.        AffiHatlon    Unknam.         2pp.         [3964726? 


na/in/in         ,^ 
«*/«>/  IB.        LE 


0211050329  Forwards  info  re  properties  In  vicinltu  Of  crand  junction 
cantHlMttd  L,/reaidUal  radioactive  rnatl  f  r  an,  Inactive  T  Jt"letiltni 
mill  tailings  site. 

MOTT.W.e.        Energy.     Dept.      of.        B2/09/2Q.        SCARrtNO.R.rt         Uranium 
Recovery    Licensing    Dranch.        llpp.        159ifl:272.  uranium 


iruiavdi    paper    "Radioactive    Composition    of  Airborne 
iTi"*;^"1'*?/     ^      ."***    Late'"M'"    ^"epted     by    unlv   820713 
inVmnrtll^Jr^'36"'34111"^    fif'h    -mM»I    BW"ium 
^te'unlV'     lperr;"97"a§4rP-        B2/°?/'5        MELSDN' J- "'       C-lor-dn 

—9211060693    "Radioactive    Composition    of   Airborne   Particirlales    at 
Ct    »?*i?   ^a  *"'""'"    Accepted    for    publication  8,  presentation 
at    rtfth    annual    symposium  on    U   mill    tailings   mg t 

K^rr    M    reE»0,'     SH^LLE  y' W-  ^         «Brr-McOee     Corp.        CLEVELAND.  J.  E. 
Ksrr-McOee    Nuclear   Corp.       62/07/13.        iapp.       15973:205. 

8aii^So*rs^1?T:nssr:r.:5iq:u.;n;i.^!;nipi1  re  82llCQ  -•""- in 
SKufs^,..!;'^^^^,^" 

13972:144,  resuai-as.ujrector,        4pp, 


B2I1040013  Forwards    draft    technical    position    on  unste  nactaoe 
performance    after    repoiitory   closure. 

^APTm'^t,   HiS5    Vy1    "!**"   LlconBlnB    Mananement   Dranch.       83/09/21. 
MARTIN,  J.fl.       Division    of    Uaite    Management,       Slpp,       IS947M62. 


Respond*    to   831006  mono    ro   State    of    CO    request    for  addl 
aul.t*nce   u/lou,   levol    radiuaste    di*posnl    si  ta.  Assistance 

»u*m  ST1".811   'J1    PrfP(fl,rln9    EIrt   "••    participating    In  EIB. 
SCARftNO.R.rt.       Lou  Level    Mas  to   Licenslno  Dranch        WM-<?/flrp 
92/10/15.       NUSaDAUh-ER.P.A.      A,,ilt.nt    Director    for  9UU 
frogrims.       Ip.       13995:346.  «'."'.• 


1    StU(J'el    cf    u  Mill    Tailing,  at   ftivorton.WV 
progress    r«-p  t,  Jul-Sopt    1 9B3   " 
8     Li"«r(i>ore    Laboratory.        B2/09/30.        35pp 


6211040701    Forwards    info    re    nuclear   ua*  te    atorage   (,   disposal,  in 
rBsjion^e    to   B3090B    Ur.  W/o    snc  1 .  '»posaj,in 

J.       Licenains    Procesm   &    tnt»aration  Dranch.       02/10/10 
North    Carolina,     Univ.      of.         2pp,         15972:155. 


--6311040420  Notifies    of   Stat.   of    CD  020920   r.qu.,t    for   addl 
in  development   of    environ   statement    on    low    I»v»l    uaite 
lic.nse  appUcjition.  ' 


IS9S5a47 


evel   "••*• 


Branch.        .. 


--6311040432  R«nue»t*    assistance    in    development  of    environ    ttat.mHnt   on 
lou  level    uast*    license    application.  »tai;"mHnt   on 

HAZLE,A.J.       colnrado,    State    of.       82/09/20.  KERft.O.H.       Office    of 
State  Program*.    Diractor.       Bpp.       15955:34B. 


8311050203  Faru.rds    task    autline    for    format   fc    content   r»fl    ouid.    for 
•  nvlronr.it.    on   high    level   u.,te    repositories.  Milestone 
(Utei    should    fat    factored    into   planning    process, 

ir     "BftA'^'tr""!*'  L1C:n:ln9   "•"*••««*   Branch.      62/09/30. 
F.       Siting    b   Environment   Dr*nch.       4pp.        1594a;337. 


0311050209  Requests    comment*    on    tail    outline    identifying    m»,or 

PM'SSII'J.il    <(?V'lD'"n"*    °f   •"    'or«tl,   content    guide    Jor 
PBAR  for  goaloflic  reposi torie*. 

rnMa'JV;,   AH'gIl,l-Tv?1    H*"t"  (-i"n«I"B    Management    Branch.       B2/09/30 
15964:328  DlV'"Qn    °f   H"Ithl    Bitin«   *   Environment.       3pp 


B30 


NONDOCKETED  ITEMS 


*«"«,„  ProSram,.-    ™onthly    r.pt 

-  s---r^o9/i2 

Uraniu.   Kecover,    Licen,  i  ngV  .nch.       ""'  l»7S?^i    ' 

ds.n.ant  u«.di.i  ActiQn  pPogra(n,  ,,  „,„„„,,„  pipt  for  Aug 


-  »•»  -»- 


B2IlI10flBO  Forwards    comment!   on  revised    PDE9    for    Vitro  rhomirai    Pn 
m..In,ufmi,nt    info    re   M<roBeol0g  ic   condition.    at    ,!?e 
Coit  fitlniti*    too   high.  Tone  downplay*    health    effects 
r^pSpM'Vu      L.W  L*vel,,W«te  Licensing   Branch.       03/10/03. 
CAMPBELL,  R.H.        Energy,     Dept,     of.        13pp.        16011:309. 

eSH120109  Foru-rd,  Nitl    Wildlife    Federation    complaint   for    judicial 
r.vj.u   of   radioactive   nutl.    license    for  B.n    Miguel    Project 
Tfv?.w        9  Caunty.CO  t   request    fDr    stay    pending    judicial 

BRICQS.S.C.        National    Wildlife    Federation.        20774         S2/O9/2S 
HANILL.K.      NRC   -  No  fl.t.il.d  AffiMation  Oi  ven         17pp        1*067:  139. 


iance    noted. 


fill      9 


«P   R-Pt    15000037/02-01    on 

etg    *  B.#.flu.rd,   Program. 
Material    Branch.       lp. 


tnn 

transport    etanplB    i nadenuat B 

SCARANQ,  R.  ft.         Lou    Lffve  ,     Mast,    Licen,iln       Brajlck          63/10/32         HILLB 
B.  vl.i  on    Of    Health.     Si  U  r>9    6   env  iTonm.r  t.         Ip.  H'LLBl 


B5l™™°™.     r±J!:i1Icti0n%frSramefcrnJ^,-S.ti"    "    DOE   "   ^ 
J.  B        Division    at    Haste    Management.       3pp.        14031:330. 


-rmmari  rea     status    of    Datlelle    radiological    .urv.ui 
*         TSiS   HS     USfl'e    of    u   m>  ' 1     tai  1  ings     In   Edgeraont,  3D    as    of 
"iU9      'B2.  Remedial    action    based    c-n  EPA    jtds.  Table    at 
rompjeted    surveys    enc ! . 

V        Lou    Level     Waste    Licensing    Dranch.        B2/09/30. 
Division    oF    Kaite    Managoment.       4pp.       16021:326. 

6211090104   Responds    to   620913    Itr    re   di.posal    of    transuranie    u»<t»   ft 
prop-sed    rule     loCFRAI.      "Licensin,    R.^treme  nt,    for    Land 
Dispo.al    of    nadL^.te.   -    Propose)     rule     under    Co«>mis*ion 

H.        Lou    Level    Waste   Licensing    Branch.        82/10/04.        DHEY,  K 
ton  .Unhnouin.        3pp.         16021:344.  «nnr,  r.. 


rQrWrd'    fcri,P    r?pt    a!    B2("af-a3meetinB    of   3tflte   Radiation 

Control    director*    in   Lout av i I le. KV   to    develop    lou    level 

uai-te   ragt    qu«  it  ionnairs    applicable    to    <tatet    luppc-rting 

cormion    data    bate   reporting    sy*    fop   luaite  rng  t, 

JACKSON. K         LOLJ   Level    Kattc    Licenilng     Branch         HULL   204    2   3 

D.^IO,/1Si  ,    ""TT'"   E         Div"lotl   °f   "ast«    Manas.fflent.'     SCAFANO,  R. 
Lou  Level    Wosto   Hcenalng    Draneli.       1pp. 


—aaill602ia    IE    Wa,t.  PH=kagins    Insp   Kept    15000027/82-01    on  S21QS6 
Noncotnpli.nce    noted:  bo,    containing    low  level    lou-jpec  i  f  ic 
activity    quantities    of    SNM  (,   byproduct  matU    had    hole    in 

THOMAS,RjD.  ,     BOOK,  RE.        Divi.ion    of    Radio  lofl  i  ca  ,    gflfctl.    j, 
aateguards    Program.       82/11/09.       2pp.       16092:131.  ty 


£rardI    MSitB    Ch«r.et.rli.tionR.pt    for    0osfllt   Waste 
H    'I6    i      ?r      OCFR60'E>P'°'''t''r,,    shaft   «ui    he 
Hanford    site    bejinning    in   Feb    1983  First 

1JPraIr"i'    "£fc    "'ll    be    5Ubm"=ted    in  Feb    1984. 
.W.        Energy,     Oept.     of.        82/11/12.        DAVig,  j   o         Office    DP 
Nuclear   Material    Safety    6   Safeguards,  Director.       lp  " 


—8211160312   DQE/RL  92-3 

"Sit«   Characteriiation   Rept    for   Hasalt  Waats    Isqlatinn 

»      Enep!v,     Dept,     of.        Ba/lt/30.        IHOlpp.        16116:082. 
B311170475  Forward,    "Certtficate   of  Water  Analysis,  AUg    1962. 

"      iP.  20B09'     93/10/03'     HAZLE.A.J" 


—8211170477    "Certificate    of    Water    AnaIya(B,  Aug    1982 

Cofctei'  Corp 


4PP. 

nflTZonH   Bum"""-y,  Natural    U  Concentration. 

-  for  flirborne  """"^f- 

M/IO/n-     "AZLB.A.J.     Colorado,  at*t 


B2H100170  Wotif1Ba    of   821021   meeting   w/OaNIL    fc  DDE    in   Roc  kvf  He ,  MD    to 
discus's    DOE   sponiorad   waste    inventories    t,  projections 
projbct 

rtLraHAIlE.P.        Division    of    Naste    Management.        83/10/20       MARTIN,  J   . 
BROWNING,  R.  ,     3ELL.  H.        Division    of    Haste    Management.        lp.        lAO^l':  3S2. 

9211U002B    Trip    rept    of    B30130   meeting    u,/T>lei(f  vtie    in    Hestwood,  N  J  re 
nonfuB]    cycle    uiastn. Eip^ns j on    of    data    bale    on    chemical   & 
phyilcal    characteristic*    af    leu    ]eve!    waste    diicosied, 
JflC«BQH.K,       Lou  Level    Waste  Licensing    Branch,       02/10/19 
DROHMINO,  R.  E.        Division    of   Haste   Management.       SCARED,  B!  A.       Loiu  Level 
Wast«    Licensing    Branch.        4pp         Ifi033:  S03. 

S311110412  Comments    on   FM  Fo<    («  A>*aE    rept,     "Pr.iimtnary   O.oloaical, 
H^iJTOlogital    t,   Oeotechnical   Evaluation   of    Cok*   Oven  Site, 
Mantro*»   County, CD.  "    Data    on   a^uiferi    urder    lite    Is 
contrad  ic  tarij . 

SCARftND, R. A.       Low  Level    Wiste   Licefning   Branch.       02/10/IB        JACDBI.U 
Cnioradn,     State    of.       5pp.       16044:346. 

— 8SUII04S6  Foruardi    FM  Fo «    !.  As»oc    i-ept   on    fint   phan   of    investigation 
of    propoied    tit*    for   Ch *m-Nui  1  oar    Si/i.  Inc    loo    levnt 
uaite/t»f If ng<    disposal    faci 1 i by, Tlmejy    comments 
appreciated    (J/o    enc  1 

JACOOI.W         Colorado,     State    of.        82/00/30.        SWITH.R.  D        Lou    Leval 
Wjitt   Llcrnilng    Branch.        lp.        t£0<I4:3Sl. 

B211I10478  Suomlts    reviuiu  of    B20909   Info    r»   Salt  Lako  City   Pronerties 
SL037    %,  SLC-ta.  Properties    .Hglblt    for    remedial    action   due 
to    high    radiation    levels    From  residual    radioactive    mail. 
Bequ*»ti    "Generic    Radiological    Charae teriiat Ion  Protocol.  " 
BCARrtMO-R-A.       Lou  Level    Uait»   Licensing    Branch.       82/1O/1S        MOTTj M  E 
En«ro<(,    Dept.     of        2pp.        14941:332.  '  '     ' 

—  S2IU10483  Notifiei    at    incluiion    Df    tuo   add  1    pi-dp. rti«i    in  remedial 
action    program    for   Salt    Lake    City,UT. 

MOTT.H.E.        Energy,     Dept      of.       B2/09/0?.       BCARANO,  R,  A.       Uranium 
ft«cov»ry   Llconiing    Branch.       1  p.       16041:324, 


"Greothin9    Zone   Sugary,  Natural    U  Concentration,  Jan-Sept 
«     Cottar   Corp.       30BOS.       62/10/13.       2pp.       16141:354. 


"r"th1''9    Z0"e    f"r   A'pb"«  ''•'•««1»*«.  Cotter   Employee 
*     Cotter   Corp.       2080S.       B3/10/04.       lp.       16141:356. 


n-Oct19M"!ln"Ilr^thin?   Z°n8  Bumma'-'J.  Natural    U  Concentration. 
d*n  Oet    1963.'    (,    "Breathing    Zone    for   Airborne   Parfciculates, 
Cotter  EmploijeBS.Oet    1983.  " 

B2/li/03'       HAZLE.A.J.        Colorado,     fife.* 


"Dr"thln9    Zonc    :<"nmary,  Natural    U  Concentration,  Jan-Oct 
«      Cottar    Corp.        2OS46,        82/11/03,        2pp.        16141;347, 


c9B2.  ?r"thina    Zon*    tor   A"-'""-"  Particolates-Cotter   Employee 
•«     Cott.r   Corp.       20346.       82/11/03.        lp.       16141:391. 


?!?*rili    "C"-*1f'"t.    Of  Hater  Ana 
'        30S47'       M/11/04' 


,  Sept    19B2.  " 

A-^      Colorado,    Stata 


—  BH111B003S  "Certificate   of   Water  Anal  ysl»,  Sept    1982   » 

7'        B2/M/03. 


8211880028  Advl  ...    that    difference,    in    TX  Dept   of  Health    propo.ed 
iicen*e   conditions    t,  NffC    license   conditions    in   19B1    EIA 
could    *ffect    NRC   previous    determination   of    e.gmption    from 
federal    land    omn»r»hip    requirementi. 

'D;   n?e9iSn    4l.  °f=ICe  "'   DirectDr-       SS/10/Oi.       NUSSBAUMGR.D.rt. 
ant  Director    for   State  Agreement.  Program.       3PP.       16199:396. 
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9211240162  Pp.ijnt.tijn    before  NfiC   of   DOE  position    r.    pub  l  ,c«ti  or    of 
technical    criteria    to    implement    1GCFR60.  Mod    of   Bectlons 
60.   112   t,   40.113   b.fore    publication     to    addro  .1    DOE   concern. 
recommended. 
COFFMAN,  F.  D.       En.rgy,     D«pt.    of.       82/11/19.        14pp.        I423O:2O4. 


0211040472   Application    for     license     to    e.part     one    compensated    &  one 
uncompensated    ioniiation    chamber-    to    Draiil 

F          WffiEinsriDU.B    Electric    Corp.        ZW7O142.        BS/IO/1S  2p 

347.  r 


S21I30Q490  Comment,    on   DOE   draft,     "NUTS   Proaram  Criteria    for   Mi  n*d 
Qeologlc   Di.po.al    of   Nuclear  Waste:  R.po.i  tory    Performan  c«   & 
Development   Criteria"   1  Technical   Development    Branch 
c  ofRmcnti.  Cr  1  teria    onlg    useful    at    checklist. 
HORBV.L.       Liceniing   Procesi  &    Integration    Branch.       UKP1     1O<?  3 

'       L1CBnsln°   ""»"*-    lnt.or.tlBn    Srlrch,       2PP. 


XPORTLIC  EXPORT   AND    IMPORT   LICENSES 


«tii?U""*-'1'';!!e?Pp    a"PH"tion    to    •  x(">rt    cerium  concentrate 
to    Braill.  Waiver    of    std    15-daij    waiting    period    warranted 
PET£HSDN,M.R          A,si>tar,t     Director    for    E  .por  t/Imp0rt    L    lnt*rna  t  i  on*] 
Saf.su.rrfs.         B3/10/19.  Ai.i.tant    Director     For    E«port/Imp  or  t    & 

International     Safeguard*.         lp.         !  39A5:  355 

B2I10A050J     Foruarda    application     fur  license    to    e.port    fl,  500   mCi    CF-H5P, 
in    o«ido     form,  to    West    Oarmany. 

HAHNETT,  B.  A,         Transnuc  1  ea  r  ,      Inc.  TNF-422.        £35/10/14         MOORE    N 

Office    of     International    Programs,  Director.         lp.         15970;  116.         " 


B2110I0163  Submits    findings    re   proposed     import    of    17,000    ho    U.enrlcheH 
to    l.OX   U-S3S    as   U  he.afluoride    from   France.  L 1  cense    should 
be    issued. 

MOOHE,H.N,       Office    of    International    Programs,     Director         B2/09/24 
Office   of    International    Programs.    Director.        lp.        1SB94:  IOS. 

B2II010166   Submits    finding,    re    proposed     Import    of    93,020    La    U.enricheH 
to    4.3X  U-335    from  Ta  iuan.  License    should   be     Issued  "    U'enric/""1 

KG-ORE.R.N.       Office    of    International    Programs,     Director         BS/09/2A 
Office   nf    International    Programs,    Director.        lp.        13694:101. 

B31IOI0296  Submit,    findings    re  proposed    import    of   31,000    ha    U.enrich.H 
to    1.  IX  U-235,a.   U  he.afluoride    from  Franca .  PrapD,ed    import 
conforms   u/itd    provisions.  Mat!    ufll    be    used    a.    enriched    fend 
for    toll-enriching    contract, 

MCDRE,R.N.       Office    of    International    Programs.     Director         &2/09/24 
Office   of    International    Programs.    Director.        lp.        13694:333. 

8211010554  Forward,   application    for    license    to    import   U   oxid»    t,    U 
heiaf  iuoride. 

LEE,  J,  F.       Engelhard   Minerals  i  Chemicals   Corp.       02/09/27        MfinflF  a   u 
Office   of    International    Programs,     Diractor.        lp,      'uv/>f/'       MOOnE'«.N. 


"8311^0557  Application    for    llc.n.e    to    import    U    oKJd*   &   U   hexafluo 
LEE.J.F^      Engelhard   Minerals    d   Chemicals    Corp,       82/09/37.       3nn, 


OS110IOS43  rtpplicatlon    to    amend    e.port    1  icen>«,  incrsaslno    quantity 
to    10  D   U-233,  contained    In   230   g    total    U  q      i«"« 


European   Cammunitles,    Cammlsaion    of.       B2/09/2H 
OniFFIN,  J,  A,        Energij,     Dap  t.     of.        [p.         1SB98:  347. 


""*'    "ncelation    of   application    for    Hc.n.*    to    »port 
3.000  kg  U.  containing  •?•?   kg  U-233.  •"port 

HANNETT,  D.A.       Tran«nuc  loar,    Inc.       TNP   397.        BS^lO/00.       MOORE,  N 
Office  of   International   Proijrams,    Director.       lp.       l&9fiB:3i3. 

B211040446  Forward.  Ff)   notice  re    application*     for    Uc.n.ti    to 
lwport/*<port    nuclear    facilities    or    matl.    for    trammU.lon 
to  Dfc    of  FR, 

,  J.  V,      As.Istant    Director    for    E«por  I/Impart    «,    Int»rnatiDnol 
/IO/OBl       COMDB'T'R'       CorreSpondenco    «,  Record!  "*in". 


-821I040449  Notice    of    Usance  t,  flvaiUbilIt«    of    application*    fo 
llcen.e.    to    lmport/n»port  nucl.ar    facllitiai    or    matli 
ZIMMERMAN,  J.  V.       Asslttant  Director    for  Ei  port-Mmporfc   t. 
International   Bafafluards.      S2/10/08.       2pp.        13770:093. 


*"urancf    r"  "P°rt    °f    =20    3    U,  conta  1  tilng    10    g   U-H33, 
"'Bn'       03/IO/13'       WriMJ.  A.       Enrt-oy,    D.pfe.     of.       lp. 


eailOo04SQ  Request.  Executive  Branch   position    r«   Molgcorp,  Inc 
application    for    tic*ns*    to    export   S3    kg    thorium,  contained 
In    16,364    kg    cerium   concentrate,  to   Braill. 

IIMHERhmj,  V.  Assistant  Director  for  E.port/Impart  tt  Int.rnational 
B.  .guard,  82/10/19,  BTOntEfl,  C.  R.  Btat,,  D.pt'of,  Bur.a.,  o"  0  »n 
i  Internatl.  Environ,  i.  Scientific  Affairs.  lp,  19770:197. 

6211060464  Forwards  application   for  export   licani.   for  minor  nuclMr 
•  iport.Ltr   of    assurance    required. 

ZIMMERMAN-  J.  V.  Assistant  Director  for  E«pqrt/rmport  A  Int«rn«tion;al 
Sjffou.rd,.  02/IO/Ifl.  ORIFFIN,  J.A.  Energu,  n,pt.  Df.  "1J"|ln«"M» 
1  5770;  BOO. 


—B21I040502  Application    for    license    to    o.purt   8,580   mCi    Cf-252.in    o<id( 
form,  to    West  Oermanij. 
HANNETT,  Q.A,         Trans-nuclear,      Inc.         TWF-422.        O2/  10/13         lp 

B211060503   LicatisB    for   Sigma    Chemical    Co    to    etporfc    5    kg   deuterium 
o<  [  dt     ta    Chile. 

ZIMMERMAN,  J.  V.        At.istant     Director     for    E.port/lmpor  t    &    International 
Safeguards.         D--59.        ga/10/aS.         lp.         15970:153. 

8211060306   License     for    OA   Co     to    erport    reactor    components    to 
D-angladish. 

ZIMMERMAN,  J.  V.       AaslHtant    Director    for    Expo  rt/  Ippor  t    *    I  nternati  o-nal 
Safeguard,.         IEL-821.        32/1  0/O5.        3pp.        1S-J7O:  134.  '"ernaci  o-nai 


rt    3.490 


License     foi-    Bandvik-    Spscia]     Metals     Corp     to 

Zircalou-4    ffuide    thimble     tubes.  60S    instrumer.t     tuhoa    fr7ao 
double    thimlt!*    tubes    to    Japan. 

211-fMERMAN.  J,  V.       Assistant    Director    for    E.po  r  t/Jmpoi-t    i,    Internati  nnol 
Safeguard..         BSM-2693-2VOO.        B2/tO/2O.         lp.         IS97O:15? 

Q2110iOSia  License    for    Transnuc  lear,  Jr,c     to   aiport    3,  00&  mC  i    Cf-25y, 
ai    cermet    wire,  to    Franca. 

2IMMERMAN.J.  V        Assistant    Director    for    EtpDr  t/l«p0rt    t,    International 
Bafeguai-ds.         TiNP.  4S1,         93/10/21.        2pp.         15969.121. 

B2UOo0514   License    for    Sigma    Chemical    Co    to    p.port    5    ho    deuterium 
OKlds    to    Malausla. 

ZIMrtEnMrtN,  J.  V.        ABBtsEant    Director    for    E<Por  I/Imp  orl    ft    International 
Safeguard*.        D-?H,       02/1O/31.        lp.        19969'jIOS. 

82110*0)317   License    for    Mol^corp.Inc    to    a,  port    23    kg    thorium,  c  on  ta  i  nud 
in    Cffrlum   concentrate,  bo    Draiil. 

ZIMMERMrtfJ.  J,  V.        rtaalstant    Director    for    E.  por  t/Imp  art    S,    Intarna  t  i  onal 
Safejuards.         03/10/19.         lp.         15969    12O. 

B2110A03ai    Amend    1    to   Westinghouso    e.pore    1  i  c  BUS?,  1  nc  roa.  ing    quaTititu 
of   matl    to    1O    g    U-235.  con  tained     in    22O   g    U,  for    export    to 
Sweden. 

ZIMMERMAN.  J,  V.       Assistant    Director    for    Eip  ort/Fmpor  t   «.    Internat  i  onfl| 
3af«guards.         ILS-190,       82/10/31.        [p.        13970:353. 

8211040523   Amon  d    1    to   Natl    Hue  Hoar    Corp    o.port    1  i  cans*,  increas  i  no 
quantltg    of    matl    to   0.230    kg   U-233.  con  tained    in    13    to   U,  f  Pr 
»  sport    to    United    Kingdom. 

ZIMMERMAN,  J.  V.       Assistant    Director    fov    E.  port/  Imp  or  t   !,    International 
Saf.juiard..         Q2/10/2I.         lp.         15970:354, 

B21I040337   License    for   aandvik   Special    Metals    Corp    to    aiport  3S5 
Zlrcaloij-4    guide    thimble    tubes    to    Japan. 

ZIMMERMAN,  J.  V.        Asiistant     Director     fnr    E»  p  ort/Impop  t    t.    International 
SafsguarifB.         S3M-2727.        82/10/20,         lp.        15970:353. 

B3I10603S9   Amand    i    to  Ho  1  yc  orp,  JT>C    eiport   1  i  c  unse,  add  ing  Meiico    8.   9nain 
to   countries    authorised1    to    receive    mail. 


. 

,  J.  V.       Aulstant    Direc  tor    for    E.port/  Impor  t   &   International 
Safe  guard..        02/10/19,        lp,       15970;  356. 

8211060933   Application    for    license    to    export    16,364    Ig    cerium 
tonc*ntrate,  containing    22    kg    thorium,  ta  Brai  11 
OABNUM,  E.  C.        Mo  li;  corp.     In*.       Ba/  10/11.       lp.        15969:  094. 

0211060537    Application    to    amend    license    to   eioort    250    a   U-235.  c  artainm 
in    13,000    9    U,to    United    Kingdom.  «ma,ne 

HARCKAL,  J,       European   Communities,    Commission    of.       D2/IO/1S. 
OHIFFINiJ.  A.        Energy,     Dapt.     of.        lp.        15970:345. 


—8211060469  Application   for    llcen*.    to    titport   A3    kg    U   a.    metal    to 
Canada. 

Edlou  InUrrntiorul   Co,      AECL-UB31.      B2/10/13,       lp. 


8211060539  Request*    urgent    approval    of    application    for    license     to 
e  i  port    coAiponents    repaired    under    uarrantu. 

SCHMAUrZiC.        Heitlnghouse    Electrlt    Corp  ,       ZE-10I06.       S2/1O/21  . 
HRIOHTi  C.  L.       Office    of    Tntornat  i  ona  1    Programs,     Director        ID 
15970:346,  K 


532 


NONDOCKETED  ITEMS 


0211060941   Application    to  amend    import    Hernia, to    include    TN  7/3  cast 
it   tiStl    conta  iner. 

HANNETT.  fl.  A.        Traninucl >ar,     Inc.       TUP    135         BS/ 10/18.       MOORE,  N. 
Office    it    International    Program*.    Director.        Ip.        15770:347. 

6211060544   Application    for     licenie    to    •iport    tun   modules    repaired 
under  warranty    to   SUM  tier  land. 

POCHAL,  W  F.  ,     SCHNAUTZ.C.  E.       Uei  t  inghous*   El  *c  trie    Corp,        ZE-10106. 
B2/10/I4.        Ip.        L9970.34B 

8311060543   Adviiei     that    eiport    license    mil]     be    inued    to   Molycorp,  Inc 
to    uport   22    kg     thorium,  contained    in    16.364    kg    cerium 

ZIMMERMAN,  J.  V         Assistant    Director    for    E>(iort/lmport   b    International 
Safeguard!         B2/10/1?.  Assistant    Director    For   Export/  Tmpor  t    Si 

International    Safeguard!,        ip.        15970:352. 


8211170433  Licenie   for   E&erline    Instrument  Corp    to    export    1.6 
microgrami   Pu-239  *lpha    calibr    source, Model    DNS-31S, 
electroplated    on  3/4- inch    metal    disc,  to  United    Kingdom. 
ZIMMERMAN,  J.  V.       Assistant    Director    for    Eiport/Import   5<    International 
Safeguards.        SO   895478.        B2/11/1O.        Ip.        1614B:   102. 

8211170437  Licen««    for  Euan  Nuclear   Co,  Inc    to    export  miscellaneous 
nuclear    fuel    assembly    hardware,  inc  lud  ing    fuel    rod    hardware 
d   cage   assemb  1  ies,  to    Belgium 

ZIMMERMAN.  J.  V.      Anistant    Director    for  Export/Import   &    International 
Safeguards.       62/11/10.       Ip.       16148;  109. 

6211170437   License    for   Edlou    Intl    Co    to    eiport    500,000   Ci     tritium    in 
bulk   gaseous    form   to  United  Kingdom, 

ZIMMERMAN,  0.  V.      Atsistant    Director    for  Ei  port/ Imp  art   &    International 
Safeguard!.        BRD-I     IBS).        B2/1I/03.        Ip.        16143:  106. 


3211160493   Amend    2    to    Mitsui    Air    Intl.  Inc     export    1  icense.  i  ncrea  sins 
value    of    equipment    ei  ported    to    Japan. 

ZIMMERMAN,  J.  V         A*ii5tant    Director    for    Eiport/Import   4    International 
Saftguardi.        B2/11/05.        [p.        16123.339. 

B21I16049I    Application    for     licenie    to    pip  or  t    miscel  laneout     specially 
deiigned    parti    to    Japan. 

TSIMUDA.T.       Mitsui    !-   Co       (U.  S.  A.   )  ,  Inc  .      ISubi.     of   Mitsui    &   Co.  ,  Ltd.  I 
B2/10/21.        Ip.        I613B:2BO. 

S2III6Q494   Application    for    Amend    5    to    siport     license    eitending 
eipiratian   date    to   830731. 

HArWETT.  0.  A.        Traninuc  lear,     Inc         B3/11/03.       MOORE.  N.       Office    of 
International    Programs.     Director.        Ip.        16123:282. 

B2111604?5   Application    for    Amend    1    to    eiport     license    increasing    value 
of    equi  pment.  H/o    stated    end 

TSUMJDA.  T.       Mitsui    I   Co       (U.  S   A    I,  Inc.     <Subs.     of    Mitsui    t,   Co.  ,  Ltd.  ). 
62/11/01.      URIGHT,  B.L       Office    of    International   Program.    Director. 
Ip. 


B31  11M49B   Appl  icat  ion    for    license    to    eiport    reactor    coolant    pumps, 
centrifugal    charging    pumpi    d   in-core    flui    mapping    sga    to 
Peoples    Republic    of   China 

HERSCH.M.M        Uastinghouae    Electric    Corp.        MMA-212.       82/11/01. 
ZIMMERMAN.  J.  U.        Assistant    Director    for   Eip  oct/Import   !i    International 
Safeguards.        2pp          16126:  27G 


8211170454  Requests    cancellation   of    eiport    license    application    per 
831103   tele  on. 

PQCHAL.H.F.       Uattinghousa    Electric    Corp.      82/11/03.       HEMDY,  F. 
Assistant   Director    for    Eiport/Import    1   International    SafeguardB,       |n 
1614Q: 112. 

621117045*  License    for    Tele  dyne  Hah   Chang  Albang    to    eiport    1,890   Ib 
Zircalog    TflEX    to  Most   Oermanij. 

ZIMMERMftM,  J,  V.       Assistant    Director    for   Eiport/Import   6    International 
Safeguards.       2420    (JFM),       B2/11/05.       Ip.       16148:  113, 

8211170457  Appl ication   for    license    to    import  irradiated    fuol    elementg 
from  Turkey. 

HAUNETT.a.  A.        Transnuc  I  aan     Inc.        IMP    423.  Ha/ll/O2,        MDDRE,  N. 

Office  of    International    Programs,    Direct  or,  3pp.       I614B:  1 14. 

8211170460  Ltr    of   assurance    re  Emon  Nuclear    Co,  Ine    921022   applicatian 
to  «iport   B.75   kg   U-335,  contained    in    25O  fig    U,  to    The 
Netherlands, 

MARCHAL,J.       European   CommunitiBS.    Commission   of.       B2/11/04. 
GRIFFIN,  J.  A.        Ensrgg,     Dept.     of.        Ip.         16118:116, 

&21I170461    License    for   Teledgne  Hah   Chang   Albany    to    export   4,890   Ib 
Zlrcalov   TREX    to   Hast   Oermang. 

ZIHMEnKAN,  J.  V.      Assistant    Director    for   Eiport/Import   &    International 
Safeguards.       241?   (JFM).       82/11/05.        Ip,       1A14S:  117, 


D211I60S01?  Application   for    license    to   eiport    40,930  kg   U  onide    as 
ooiiider    to  Japan 

WILSON.D.D.        General    Electric    Co.       QDW-Sa-093.       B2/10/30         Ip 
16123:293. 


B311170462  Discusses    findings   rp    proposed    import    pf    27,000    kg    U, 
enriched    to    1 .  20X.  U-335,  from  France.  I  isuanc  o    recommended, 
MODRE,R.N.       Office   of    International    Proorams,    Director.       02/11/04. 
Office   of    International    Programs,    Director.        Ip.        16143:149. 


B2111603IO  License  for  SE  to  eiport  tuo  neutron  sensor  units  to  Jajmn. 
ZIMMERMAN. J.V.  Aisistant  Director  for  Eiport/lmoort  d  InteTnatlonal 
SaFeouai-ds.  BDW-100-83.  B2/11/01!.  Ip.  16128:292, 

8311160511    Amend    1    to   Mitsui    Air    Intl, Inc    export    license    increasing 
value   of   equipment    oported    to   Japan. 

2  IMMERMdN,  J.  V.       Assistant    Director   for   Eiport/Import  &    International 
Safeguards.        B3/11/04.        |p.        16123:391. 

B211lo0515  Application  for  license  to  eipurt  100  Ib  Zircalou-2  Trei  to 
Wilt  Germanu. 

AERNI.fl.L.       Teledyne   Hah    Chang    Albany.       3100-739    CJFM)         03/11/04 
Ip.        16123:394. 


9211170464  Renuesti   Executive  Branch    petition    re   OA   Co  appllcatinn    for 
license    to    eiport   specially   designed    parts    &   components    for 
use    in   Trlga    reactor    to   Braill.W/o   encl, 

ZIMMERMAN,  J.  V.      Assistant   Director   for  E»port/lnipovt  i   Internfltional 
8af«ouards.       82/11/05.       STOIDER.C.R,       BtatE.  Dep  t.  a(,    Uuroau    of  Ocean t 
i    Internet!..  Environ.    &  Scientific   Affairs.       Ip,        16148:192. 

6311170465  License    for    TRT   Corp    to    export  automated    fuel    rod    scanner, 
consisting    of    fuel    rod    loading    fc  unloading    mDChanism. 
shielded    ii-radiator,  detec  tion    s(|s   fc   computer    control    sgs.to 
Japan. 

ZIMMERMAWi  J.  V,       Assistant    Director    for   Export/Import  6    International 
Safeguards.        82/11/09.        Ip.        16148:154. 

82111704*6  Forwards   Westing houie   B2.I103    I tr   uii thdraiuing    export    licanta 
application    for   export    of    electrical    penetration    assemblies 

to  Union  of   Soviet  Socialiit  ftepubl i c . U/o   encl. 

ZIMMERMAN,  J.  V.       Assistant    Director    for   Export/Import  fc    International 
Safeguards,       82/11/10,       STOIBER.C.R,       State,  Dep  t.  of,    Bureau   of  Oceans 
fc    Internatl .  Environ.    !•   Scientific   Affairs.       Ip,        1614B.' 144. 

8211 170467  License    for   tlestinghouse    to    export    tuia    source    range    detector 
assemblies     to    Belgium, 

ZIMMERMAN,  J.  V.       Assistant    Director    for   Export/Import  &    International 
Safeguards.        ZE-20S75.       03/11/09.       Ip.       16149:133. 

821ll704oO  Requests    that    export    license    be    issued    by    031110   to   meet 
critical   OE-Toshlba    schedule   for   development    of    instrument 
•aiji   far  nuclear    pouar    reactors    per  Reg    Oulrfe    1.97. 

UILSON.n.D.       General    EUctric   Co.       GDW-10S-S8.       H3/11/03.       HEMBViE.O, 
Office   of    International    Programs!    Director.       Ip.       1A148:  143. 

8211170483  License    for   MiUubishi    Intl    Corp    to    export  643    kg   U-23S. 
contained    in    19,769    kg   U,  to  Japan, 

ZIMMERMAN,  J.V.       Assistant    Director    for   Export/Import   b    International 
Safeguards.       HSA-S4B2-O5.       33/1 0/H9.       2pp.       16146;  009. 


— B211170490    Inform*    that   License    XBNM-19BQ  may    be    l»»ued.  No  matl    cn«nn*V 
circumstance*    since    issuance    of  License   X8NN-I972. 
MOORE.R.M.       Assistant   Director    for    Export/Import   i    International 
Safeguard!.       88/10/29.  Assistant    Director    for   E.port/Import  fr 

In ttr national    Safeguards.       Ip.       16146:011. 
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9211170944   Advises    that   NRC    i,,utd    license   for   Oe  to   ,, 
i.niori    to   Japan   */•    normal    15-day   welting    period 
Expeditious    handling    reetuoBted    to  meet   critical    tfnt 


t 

""tron 


#" 

International    Safeguards.       Ip.       Iil41:357  E"P°rt/lmpor  t   5, 

&211I7QS67  Advises  Of  MRC  findings  that  import  of  43  040  i,,  ii  „„  .  ..  j 
to  2.»X  U-233,from  West  Oermany  ul  1  1  not  be  Jni"  a?  to"  U'enricllBd 
common  defense  or  security. 

H???E'B   ^',    Dfflt"   of    International    Programs,    Director        gs/t  1/05 
Office   of    International   Programs,     Director.        la,       16141:344 

B211170569   Advise*    that    license    far    CERAC,  Inc     to    export    112   99    Im 
thorium   contain.  d    in    15.  O   kg   thorium   fluoride   in   irregular 
shaped,  brolten    piece*    to   Scotland    Issued  u/o    normal    19-dau 
waiting   period.  * 

ZIMMERMAN,  J,  V.      Assistant   Director    fop   Export/Import  fc    International 
Safeguard,,.        Q2/11/1O.  Asaistant    Director    for   Export/^™"*, 

International    Safeguards.        Ip,        16141:343.  mii-ui  v 


B211220449   License    for   Transnuc  1  ear  ,  Inc    to    import    21,000    kg    U.  enriched 
to   mai    1.  OX  U-235,  from  France. 

ZIMMERWAN,  J.  v.       Assistant    Director    for    £»p  nrt  /Import   !.     International 
Safeguards.        82/1  1/Q1.        Ip.        16!*''':  33i 


B21I220451    License    for    Edlou    [ntl     Co    to    import    5   million     kg    U,  enriched 
to   man    5.  OX   U-335.as    U    he  iaf  luor  idu. 

ZIMMERMAN>  J.  V.       Assistant    Director    For    Eip  o  rt/  Import 
Safeguards.        82/11/05.        Ip. 


International 


B21I240166   Application    for    license    to    ciport    Zircaloy-3   tube    shells    t 
Japan. 

BUDNOCORE,  J.  A.       Mitsui    'y    Co.      (U    S.  A.    1,  Inc.       (Sub  9       of   Mitsui    f. 
Co    ,Ltd.l.        134277.        82/11/09.        2pp.         16330:222- 


0211240171    Application    for    license    to    export    Zirca  loy-2   tube    shell 
Japan. 

DUONOCORE,  J.  A.       Mitsui    t>    Co.      <U.  S.  A.    >,  Inc        (Subs,      of   Hit' 
Co,  ,  Ltd.  ),        136276.        82/11/09.        2pp.         16230:  336 


,[     t. 


B21117097Q   Application    for    licence    to    export    ISO   kg    thorium 
tetrafluoride, containing    112.93    kg    th  or  !um,  to  Scotland 
CDLTON.E.        Cerac,     Inc.        02/11/OB.        HEMBV,  E.        me   -    No    Detailed 
Affiliation   Oiven.       Ip,       16141:342.  Detailed 


8211240287    License    for    Euan   Nuclear   Co,  Inc     to    export    Q6O    kg    U-33S, 
enriched    to    3. 30X    U.  fcu    Prance. 

ZIKMERHAN,  J.        Assistant    Director    for    Et  port  /  Imp  art    !,    International 
Safeguards.        02/11/15         2pp.        16331:  1 3-J 


B21IIBQ021    Forward   application   for    am^.nd   to    e.port    license    for   minor 
nuclear    export, Ltr   of   assurance    required, 

ZIMMERMAN,  J.  V.      Asslatant   Direc  tor    for   Export/Import   t,    Internationa 

Safeguard,.        Q2/11/OS.        OH  IFF  IN,  J.  A.        Energy,     Dent      of    '  nj"natl  ona 

nn  H^       ««(''•     or.        ip. 


—  BBllieOOSS  Application    to   amend    export    1  1  Cen»B,  e,  tending   eipiration 
date    for   3   uears   fc    increasing    amount   of   SNM   bu    1    kg   U-23S, 
in   9.  1    kg   U. 

HOWRVrW.n.       OA  Teclinologlos,     Inc./Oenoral    Atomic   Co        [EL-401Q 
82/10/27.       ZIMHERMAN.J,       Moistant    Director   for  Export/Import   b 
Internatlonol   Safeguards.       Ip,        16132:106. 

3211180312  Application    for    licenae    to    oiport   90   g    deuterium  &  4SO  n 
douterlum   oilde    to   Bouth   Korea, 
HWANO.T.      Pacific    Int  ornatl  ona  1  .       49S,      03/11/02,       Ip.       16152:372 

83111'70336  Licenie   for    llorg-Wagner   Corp    to  oxport    carbon   i   stainless 
ateel    valvos    to   nolgiura. 

ZIMMERMAN,  J,  V.       Assistant   Director    for   E.port/Import   !>    International 
Safiigiinrds.       A   35127.       02/11/03.        Ip.        16163:  31Q 

S2IM70337   LicHnse   for    Marubeni   rtmHrico   Corp    to   export   695  Ko   U-U3S 
containtd    In   29,032  Kg   U,  to  Japan. 

ZIMNEHMAM,  J.  V.      rtsslBtant   Director    for   Erport/Import  &    Internationol 
Safeguards.        ZH-Q261-OW.        82/11/03,        Hpp.        16143:316. 

B2112H0177   License   for    Transnuc  1  ear.  Inc    to   Import    43,040   ko   D-enriched 
to  S.SS7.   U-333,  f  rora  Woit    Qermanij. 

ZIMMERMAN,  J,  V.      Office   of    Internetiona  1   Program*,    Director 
02/11/03,        Ip.        16197;  337, 

8211330430  Appl  ication    to   amend   export    license,  increasing    total    value 
of  equipment    for   export    to   Japan, 

TSUKUDrt.  T.  U,       Mitsui    &  Co.     (U.  8.  A.  J  ,  I  nc.     (Bubs.     ofMltauii. 
Co.,  Ltd,  ).       02/11/03.       WRIOHT,  D.L.       rts.istant   Director    for 
Eiport/Import   Si   Internat  iotiol    Bofeguurds,        Ip.       16200:0-13. 

B21iaa044l   Foruardl   application    for    oxport   licunse    far  minor   nuclear 
o«port,  Ltr   of    atsurance   ren,ulred.  W/o    ensl. 

ZIMMERMAN.  J.  V.      Aisistsnt   Director    for   Export/Import  (.    International 
S*f«guard».       02/10/2H.       GRIFFIN,  J,  A,       Enargg,    Dept.    of.       Ip 
16199:362.  H 

B31iaa0444   Request*   Executive   Branch   position    ra  OA  Co  application   for 
license   bo   export   apaclallij   doolgned    reactor   parts   tt 
component  i    to    Zaira, 

ZIMMERMAN.  J.  V.      Asilstant   Director   for   Export/Import  J.   International 
Safeguard*.       02/M/OS.       BTOIRER.C.n,       State,  Dap  t.  of,    Bureau   ofOcuonB 
t«  lnt«rn*tl.  Environ.    Sc  Scientific    Affair*.        Ip.       16199:361, 


Ltr    of   «s»ur«nce   re   export    of   B60    kg   U-23D,  contained    in 
36,000   bg   U,  to  Franco. 

HARCHALi  j.       European   Cammunl  tl  e  i,    Commlnion   of.       92/11/02 
ORIFFIN,  J.  A.       Energy.     Dept.    of.        Ip.        16197  ;  360. 

9311330447  License    for   Traninuclear.  Ine    to   import    37,  000   kg   U,  enriched 
to  ma  i    1.  MX   U-233,  frnm  France. 

Z  IHfCFfMAN,  J.  V.      AlBlitant    Director    for   Ei  port/Import  t    International 
Safeguards.       B3/1I/04.        Ip,       16199:359. 


H2112402B9   License    for    Enon  Nuc  1  ear   Co,  !nc    to    espot'tO.  75    kg    U-23T>, 
enriched    to    3.  SO'/.   U,  to    The   Motherlands. 

ZIMMERMflW,  J.        Assistant    Director    For    Eiport  /  Import    !.    International 
Safeguards.        02/11/13.       2pp.        16231     176. 

Q211240393    Llcensa    for    Westinghnu^e    to     export    ono     ion   ctiarab  L-r.  Model 
23934,  to    South    Korea. 

ZIMMERMAN,  J.        Assistant    Director    For    Ejport  /  Import   >,    International 
Bafeguards.        82/1  1/17.        Ip.        16231:  IBh. 

S21124Q296    Amend    I     tn    Mitsui    >,.    Co     (USA>,Inc    oipgrt     license,  add  i  ni) 
shipment    of  Australian   origin   matl    to    Japan. 

ZIMMEnHAN.J.        Asaiatant    Director    For    E<Por  t  /  Impor  t    t,.    Internat  mna  1 
Safeguards.        Q2/11/19.        Ip.        16231:137. 

B211S40397    Amen  il    5    to    Transnuc  1  oar,  Inc     export     1  icen  SD.  ei  tend  i  no 
expiration    date    to   630731 

ZIMMERMAN,  J.        Assiitant    Director    for    Enpor  t/  Impor  t   &    International 
Safeguards.        83/11/15.        Ip.        lii?31:IBQ. 

B211340301    Amend    3    to    Mitsubishi     Intl    Corp    etport     ]  leensi*.  add  irifl 
shipment    of    Australian    origin    mat]     to    Japan. 

ZlHMERHANiJ.        Assistant    Director    for    Enpor  t/  I-mnor  t    t<    International 
Safeguards.        82/11/15.        Ip.        14,231.  230 

aail21030a   License    for    Mitsui    Air     Intl,  Inc    to    eiport    ml  ic  ol  lanooua 
speciallij    dnaigned    or   prepared    parts    (<   components    to  Japan. 
ZIMMEHMflN.J.       Assistant   Diruetor    for    Eipor  t/  Ijnpgr  t   !<   In  tprnal  i  onn  1 
Safeguards.       02/11/16.       Ip.       16331:221. 

0211340305   Application    for    li  cents    to    etport    6OO    guide    thimble     tutius 
for   nuclear   power    reactor    to   Japan. 
»      C.     Itoh    fc    Co    (America),     Inc.        MQI-llfl.        H2/11/OH.        Ip.         16331-.BS3. 


Requejts    Enecutive   Branch    position    re   Wos  tingh  ouse 
application   for    license    to   ojport    roactor    coolant    pumps, 
centrifugal    charging    ouropa   i    in-core    flui    mapping    sys   ta 
Peoples   Republic    of   China. 

ZIMMERMAN,  J.  y.      Assistant   Director    for   Exp  ort  /Imp  art  &    International 
Safeguards.        03/11/16,       3TOICER,  C.  R.         Stata,  Dept.  c-f  .        Ip.         16231:233. 

8211240309    Informs    that   License   XSNH-1=?S3  mau,    be    issued.  Mo   matl    changed 
circumstances    since    issuance   of   License   XENM-1951/, 
MOORE,  R.N.       Assistant   Director    for   Ei  port  /  Imp  ort    t   Internation.il 
Safeguards.       B2/11/OB.  Assistant   Director    for   Eiport/Imj>or  t  & 

International    Safeguards,       Ip.        16231  :  326. 

B211240449  rtppl  Icatian    for    license    to    e  *port    repaired    ion    chamber    to 
Canada. 

TEHWILLIGER,  L.      U-nstinghouse   El  ec  trie    Corp.        S9PN63740-O01 
83/10/20,       Ip.       16330:024. 

82112'10452  Application    for    license   to    uxp-ort    S   neutron   sensors    to 
Japan. 

WILSON,  fl.  D.       Oeneral    Electric    Co,       BDW-IOO-B2.       02/10/27         Ip 
16230:020. 

B31la9003t  Forwards   application    far    license    to    export   specif  ically 
designed   nuclear   reactor   parts    t>   components    to   Zaire, 
MOWHV.W.fl.      OA  Technologies,     Inc./Oeneral   Atomic    Co.       IEL-307A. 
B3/08/04.       ZIHMERMAW,  J.      Assistant   Director    for   Export/  Import    t< 
International    Safeguards,       Ip.        16345:  334. 
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--32.1290037    Application    for     Iit.ns,     ta    e(part    .peclficaUg    d..lgn.< 
nuefiar    rsaetor    parts    t,    components    to    Zaire 


82M2901?!    App]itJtion     for     licen.*    to     import    3,6   ft?    97X    enriched    U-235 
pX£',"£   °n    •*-lnJ»"    st*"    backing,    fr™    Qel,iL  U  335' 

PEVEY.L    E.        Commerce.  De.pt.  of.         93/11/12.  Assistant    Director    For 

E,  port/Import    *     Interna  tl  on*!    Safeguards.         ip.        16246:022 

B211290IBO   Forward,    application    for    liters*     to    ej,pllrt    nuclear     matt    I. 
equipment   1   SNM  t    bgprorfut  t   matl.W/o    XSW-199Q  """ear    matl    t, 

•  E^F^'Mrr        '"I    ?°1P.       BS'10'1*.        MGDHE.R.N.        A..i,tint    fllrictar 
for   Eiport/Jwport    S,    tn  terna  ti  ona  I    Safeguard*.       2pp.        16245:313. 

--S211H90ia4  Application    for    |((.ni»    to    eipor  t    fuel    rod    loading    1 
unload    ns    n  *  chan  1  sn.  e  ompu  ter    dcntrol    svs    for   data    analu.i, 

*.,fj"    J"    *y"":1""d    ''-'••diitor    for    lay    j.w.|    activation   of 

fuel    rods   u/neutrons    to    Janan 

CflOSBlE.K.L.         1F1T    Corp.         Ba/lO/12.         lp.         [6245:315. 


ICHIHAWA.V.  Mjrufteni  America  Corp.  («uB,  of  Marubeni 
W/10/BB.  HEMDy.E.  Assistant  Doctor  fo,  E,?"t/  » 
InterTiational  Safeguards.  2p  [6245:313. 


B21I300IB2  Riqoeit    for   amend    to   application    for 


„» 

totil   u.iaJit    of  U-233  from  89.18   g    to    19   71  J 

HATTDRI.H.       HltiuiiCo.      (U.S.  A.  ),  In*  .      <Bubt       nf 


„»„„.,*    « 

Jport    '  '«on*e,  chanjlnj 


As.istant 

lp.        16250:350. 


Hll.       ,     .    , 

"    ^"l    *   C?:  •>-"• 
&    Intarnatl  onal 


8311300124  Licenie    for   Mitsuhiihl    Intl    Corp    to    .,„„*   a.r,    ,      ,,   „. 
cont.ined    In    7,462   kg   U,  to   Japan.  "port   813    kg    U-333, 

ort/l™nni.*   «,    r    * 

lntBT"atia 


ZIMMERMAN,  J.V.        As»istant    Director    for 
HSA-54Ba-06.        S2/10/H9. 


B2II300129  Request    for   amend    to   ..port    licon» 
authorised   per.  on   (,  dBcrBaBinfl    quantltv    of 
*      Nlisho-Iuiji    Am.rican    Corp.        BS/11/1A.        HHITc    n'        nn^         .,      „ 
Affiliation   Oiven.        9pp.        16230:339.  "HITE,  H.        NHC    -   No    Detailed 


,    i-  • 

fl 


0211300131    Licert.e   for   Liquid  Carbonic    Corp    to    .,Bnr.f   pan 
gas   to  Canatfa.  ""port   92a 

ZIMMERMAN.  J.  V.       A.  Distant   DirBttor    for 
Safeguards.       OO  7013.       B2/10/27.       lp. 


nn.*.   i     ,    *. 

IntePnflt'Dna' 


9211300133  Foruards   application   for    licet.™    to    tup  or*   961    Ma    k 
natural    U,  in    form    of    U   or,    concentrate,    or     U    haxaPl,,-  !i       ? 
Europaan   Community   member    countrie.,  af  luor*(J''  *" 

SHAW,rt.        Erflou    International    CD.       Q2/II/1A 
"r    E^0pt/Im'""-t   *   'nternation.1 


8211E90192   rtpplication     far     1,  cense     to    u.port    0.  3O2-4    mn    No-237, 
elrctrDdepD,i  ted    onto   niclr*!    flise.to    Finland 

nsac':'lr    E'Per'"i  =  "ts,      Inc.        F1N-P.        B2/IO/22.        lp. 


MOMRV,W.R.  OA  TcchnalOBiea,  Inic  .  /General  AtDmic  Co  IEI 
B2/Oa/04.  ZINneRMAN.J.  ft,,i.t«t  Oir.cL?  ?«  Export  Jf« 
InUr-national  Safeguards.  |p.  16335:361.  porwim 


aai!30013B  Application  for  liceme  to  export  «7 
U.Jn  form  of  U  ore  concentrates  or  l/KJu 
European  Community  member  countries 

^'0111    Internationfll    C°-        EIC-NUX-I. 


83/11/16.        2pp. 


;-t:  Blport  60'500  «  ^-^ 


Inc.        SSM-2?37.        82/1I/O3          Ip.         1  62i3  r  2  1  3. 


t0  irap<"'t  23'220  k'  U  *«« 
Ini:-  <subi'  "f  E"°"  Corp. 
"  f°T  E">"»'-P"*  *  iSt 


11"""/0'    «'»"••    t"    i-P-rt   33.320    ^   U   fraal   France 
IOB"C<l    '     r"C-     <iUb'       - 


B211300«2  Application    to   amend    export 
abends    to    ,;p.Pt   5,  600   tg    U-^3,  conta 
,.;.;i         PoW'r,  fu.l    rods    ar    bundlei.t 
WILSON,  B.D.       General    Electric    Co       DD 
HRHHT.B.L.       NRC   -  No  detailed 


i», 

"' 


rf    K 

11      '"' 


,6262:397. 


83/10/30. 


MB(U1 


to 


fn'trun"">*  C»^.      B2/10/BO.  A.,i.t.nt   Director 

International   Safenuardi.        Jp.        16Bi3:012. 


Gl"rlit"' 


r    """"   *0    'tport    »'  *    «*"-•"•  P«-839. 
br   .ouree  Model    DNS-21B,  to   United 

frum.nt  Corp.       SO    B9S47S.       82/10/19.       lp. 


NONDOCKETED  ITEMS 


635 


8211300446  Foriaardi   application    for    license    to    eiport    991    0   U  dioxide 
contained    in    fuel    pellet*    &  S.  24   dig    C  f-292,  contained    In  ' 

Modil    CF-IQO    staled    sources, tn   Japan. 

CROSBIE.K.L.         IRT   Corp.        82/10/14.        MQORE.R.N.        Assi.tant    J)ir*ctgr 
for  Eiport/Import   Si    International    Safeguards.       2pp.       16262' 339 

—6311300418  Application    fop    licen.c    to    e.port    591    9   U  if!  01  ide,  contained 
tn    fuel    pellsts   &   3.24   rag   Cf-232,  contalne  if    in   Model    CF-1OO 
scaled    sourcesito   Japan. 
CRQSBIE.  K.  L.       IRT  Carp.       82/1O/12.        lp.        Ifiai2:  34 1, 

0211300451    Application    for    license    to    eiport    two    source   range    d«tector 
aisimblio    to    Belgium. 
POCHflL.  W,  F.        Weitinghouae    Eloctric    Corp.       82/10/19.        lp.         Ii237;  337 

B2I130Q153  Retiueat*    eitonsion   of   validity   of    e*part    license   until   Dec 
19B4. License    Biplred    Oc  t    19B1. 

TUPPER.K.F.        Cabot   Corp.        Q2/09/H.        HEN0V,  E.        Asiistant    Director    for 
Eifl  or  t/  Import    It    International    Safeguards.       lp.        16257:  333. 


8211300464   Application    to    amend    eiport     I  leans e,  incrcasins     quantity     to 
16.  2    kg    U.  containing     3.  2    tg    U-235.  to     Indonesia. 

MOHflY.W.  R.         OA    TBchnalogies,      Inc.  /General    Atomic     Co  leL-4032 

B2/11/OS.         ZIMMERMAN, J.        Assistant    Director     for    Enp arc/ Impart    b 
International    Safeguarda.        lp.        16257:316. 

Bail3O04oQ    Foruarcfi    application    for    eiport    license     for    minor    nuclear 
export. Ltr    of    jnurano    require  d ,  W/o    end. 

ZIMMERMAN,  J,  V.        Alllatant    Director    for    Eipo  rt/ Impor  t    i<     I  nternat  ions  1 
Saf  »gu«Td«,        B2/U/18.         GRIFFIN.  J.  A.        Energy,     Dent       of          In 
16257: 34&.  '" 

S2113O0472    Forward*    application    for    amend    to     ejcpnrt     license     For    minnr 
nuclear    tiport,  Ltr    of    assurance    required,  W/o    end. 

ZIMMERMAN,  J.  V.        Assistant     Dire-ctnr    for    El  por  t/Imoort    tt    International 
8af«BU*ro«.         B2/1  1/23.        flniFFIW.  J.  A.        Energy.     Dopt,      of  In 

16257:345.  ^ 


637 


The  subject  category  column  in  this  index  gives  the  docket 
number  and  the  symbol  for  the  category  of  information 
within  that  docket;  for  example,  50-320  P.  The  docket  subject 
categories  are  defined  in  Appendix  A. 

Subject  categories  for  nondocketed  items  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS.  These  cate- 
gories are  defined  in  Appendix  B  and  listed  in  the  Contents. 


An  asterisk  following  the  accession  number  in  this  Index 
indicates  that  the  document  is  an  enclosure  to  another 
document.  To  obtain  the  accession  number  of  the  principal 
document  under  which  the  enclosure  is  listed,  refer  to  the 
index  entitled  "Cross  Reference  of  Enclosures  to  Principal 
Documents." 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

ABBOTT,  C. 

0311090491 

50-289 

0 

ABELSDN.H, 

8211050225 

50-352 

A 

ABELGON.H. 

82  1  1  090004 

30-352 

ft 

ABEJiCRDMBIE,  H. 

0211150198 

50-259 

fi 

ABEflNATHV,  C.  H, 

8211150020* 

FQIA 

ABBAHQ,  J.  A. 

Bail  0301  57 

40-8304 

ABRAMO,  J.  A, 

8211300455 

40-8584 

ACKERHAN.  W.  C. 

821  10201  54 

40-9102 

ACKERMAN,  W.  C, 

0aiioa02?5 

40-4492 

ACKERMAN,  U.  C. 

0211170575 

40-4492 

ADAH5,  J,  P. 

Q21  1030379 

FIEB 

ADCCCK.fl.fi. 

Q2I  1090395 

30-170 

fi 

ADCCCK.fl.  R. 

B3II11Q156* 

FOIA 

ADCGCK.fl,  R. 

83(1340279* 

50-170 

F 

ADEN9AH,  E.  0. 

D2I  1010434 

30-390 

A 

ADENBAM.E.  0. 

8311010505 

50-327 

P 

ADENSAMiE.  0. 

SSI  1030570 

30-430 

A 

ADENSAM.E.  0. 

8211060374 

50-327 

P 

ADENSAM.E.  0, 

821  1060376" 

50-327 

P 

ADENSAM.E.  0. 

821  1060304. 

50-327 

P 

ADENBAM.E.G. 

631  1060536 

50-369 

P 

ADENSAK,E.O. 

8311060340* 

30-369 

P 

ADENSAM,  E.  0. 

B21  1060345" 

50-369 

P 

ADENBAM,E.  0. 

B2110606BI 

30-413 

A 

ADEIJSAN,E.  0. 

82H000310 

50-327 

0 

ADEN5AM.E,  0. 

0211090565* 

90-369 

P 

ftDENgAM,  E.  0. 

B21  11  10394 

50-259 

F 

A0EHBAM,  E,  0. 

0211120557 

50-430 

A 

ADEIISAM,  E,  0. 

Sail  160076 

50-413 

A 

ADENSAM,  E,  0. 

0211190039 

50-413 

D 

ADENSAM,  E.O. 

8211220012 

50-404 

A 

ADEHfiAN.E,  0. 

0311220033 

50-413 

A 

ADEHSAM.  E.  0. 

0211240447 

50-339 

A 

AEftNt-B.  U, 

8211160515 

XPDRTLIC 

AGEE,  J,  R. 

0211160257* 

OA999 

AQOARUAL.  S.  K. 

B1100803B0* 

FOIA 

AG3ARHAL,  S.  K. 

8112110041" 

FOIA 

AOOARWAL.S.  K, 

8201150123* 

FOIA 

ACGARHAL.S.  K, 

8203260074* 

FOIA 

AQOARWAL.B.  K. 

8209300394* 

FOIA 

AGQARUAL.  S,  K. 

8209300426* 

FOIA 

AGOARWAL.  8.  K. 

0211100104* 

F01A 

AQOAflUAL.  8.  K. 

B211  100112* 

FOIA 

ACOARHAL.S.  K. 

B211  100119* 

FDJA 

AGGARWAL.S.  K. 

0211  100166* 

FOIA 

AQQARWAL,S.  K, 

3211100173* 

FOIA 

AQOARWAL,  8.  K. 

821  1  100378" 

FOIA 

AOHIHOTfll.N.  K. 

8200290100 

FOIA 

AOU1LAR.F. 

8211010470 

RES 

AHEAfiNE,  J. 

0200290144" 

50-206 

P 

AHEABNE,  J, 

6209150030* 

50-313 

S 

AHEARNE.  J, 

5211100127* 

FOIA 

ANN.  T.  H. 

8211030121 

RES 

AHN,  T.  H. 

8211100496 

RES 

AHH,  T.  H, 

8211110647 

NUREQ 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CAT^QORV 

AHN,  T.  H, 

8211180515 

RES 

AKSAN,  S.  N. 

9211010576 

RES 

At-HERTr  J. 

3211100360* 

5O-416         S 

ALDER  T*  J. 

S211S90136* 

50-416        S 

ALBERT,  J,  M. 

8211150299" 

5O-416        S 

ALBERT,  J,M. 

3211170314* 

5O-416        S 

ALBERT,  J,  M, 

S2  11  23037  7» 

5O-416        B 

ALBERT,  J.  M. 

821  1290536" 

3O-416        S 

ALBERT,  W.  fl. 

0211020471* 

SO-  50  8         Q 

ALBRIGHT.  R.  H. 

B211150521* 

50-261         Q 

ALDEN,  W.  M. 

9210270292 

5O-277         F 

ALDEN,  H.  H. 

3211030114* 

50-277         H 

ALDEN,  W.  M. 

821  109O339» 

5O-377         R 

ALDEN,  W.  M. 

82111&O179* 

30-277        R 

ALDJ1ICH,  D.  C. 

83071QO083 

SO-392         0 

ALES  1  1.  0. 

0211080145* 

TOPREP 

ALES8I,  T.  rt. 

82113OO371* 

SO-34  1         0 

ALESSIf  T.  A. 

aai!3O0303* 

50-341         O 

ALEXICH.M.  P. 

8211120477 

30-313         P 

ALEX  ION,  T. 

B21103O441* 

50-309        P 

ALOER,  D.  H, 

B211Q90359* 

3O-1G6        Q 

ALOER,  D.  M. 

8211330406 

50-186        a 

ALLEN.  D.  J. 

8211030549 

4O-0690 

ALLEN,  H,  W. 

9311150034* 

FtJIfl 

ALLEN.  R.  W. 

9211150037* 

FOIA 

ALTOHARE,  P. 

9211100470 

WASTE   MOT 

AMSDEN,  R.  L. 

9309150029* 

50-309        M 

AMSTUTZ,  S. 

8211020216* 

50-133        R 

AHSTUTZ.S. 

821111O370* 

SO-1S5        R 

ANANDAPPA,  A. 

8211020541* 

50-237         S 

ANDERSON,  C.  A. 

£8211020412* 

30-537        T 

ANDERSON,  C.  A. 

821  10204  12* 

90-537        r 

ANDERSON.  0.  C. 

93111OO214 

50-255        0 

ANDERSON,  J.  C. 

921  13O0399* 

QA999 

ANDERSON,  J.  L. 

3204030326* 

NUREO 

ANDERSON.  J.  L, 

8211030179 

RES 

ANDERSON,  P. 

8211150001 

50-266        0 

ANDERSON,  P. 

8211150002* 

30-266        0 

ANDERSON.  R.  D, 

8211390393 

50-293        R 

ANDERSON.  R.  L, 

8211080033-* 

NUREO 

ANDOQHINI.O.  C. 

8211180360 

50-533        F 

ANDOONINI,  0.  C. 

821  11  00347* 

3O-528        F 

ANDRE,  L. 

82033901  0& 

FOrA 

ANDRU3,  N,  J, 

9211010336 

4O-4492 

AN8TER,  A. 

B21  1220177 

PRM 

APPEL,  R.R. 

8211  120091 

40-8728 

ARAND,  J. 

9211230241* 

50-373        8 

ARAND,  J. 

B211S90748* 

30-373        3 

ARCHITZEL,  R.E. 

9211040105+ 

50-317        0 

ARIAS,  J. 

8211290695* 

5O-2SO        3 

ARLOTTO,  0.  A. 

82Q303Q137* 

FOIA 

ARLOTTO,  0.  A. 

9211030478 

REOOD 

ARNOLD,  R,  C. 

B2H290217 

so-set     P 

AHSENAULT.  F.  J. 

8211220024* 

FOIA 

AR8ENAULT,  F.  J. 

9211220041* 

FOIA 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

AHSENAULT, 

F.  J. 

SSI1  23004  4« 

FOIA 

ARSENAULT. 

F.  J. 

8211330047* 

FOIA 

ARSeWAULT, 

F.  J, 

BS  1  12200321 

FOIA 

A.RSENAULT, 

F.  J. 

8211220061* 

FOIA 

ARBEMAULT, 

F.  J. 

Bail  220076* 

FOIA 

AflSENAULT, 

F.  J, 

0211220081* 

FOIA 

AKSENAULT. 

F.  J. 

821  1320092* 

FOJA 

ARSENAULT, 

F,  J. 

0211230111* 

FOIA 

ARBENAULT, 

F.  J, 

B31  1220114* 

FQIA 

ARBENAULT, 

F.  J. 

8211320120* 

FOIA 

ABSENAULT. 

F.  J. 

8211220135* 

FQ1A 

ARSENAULT, 

F.  J, 

S3  11  220251* 

FQIA 

A  SHE,  F. 

B2O7290092 

,HI6C 

AS  HE,  F. 

Q2O8250010 

30-334 

8 

A  SHEW.  L. 

8211030466 

40-6639 

AUDIN.L. 

B3QB290096 

FOIA 

AULT,  C.  H. 

0211030308 

NUf?E& 

AIA.UCK,  R, 

031  1060394 

30-397 

A 

AULUGK,  R. 

031  1060562 

30-397 

A 

AULUCK,  R. 

0211090500 

50-397 

A 

AULUCK,  R. 

8211  130245 

50-397 

A 

AUSTIN,  0. 

8211190150* 

50-295 

H 

AUSTIN,  H. 

8211230378* 

70-139 

AUSTIN,  M,  A 

021  1090496* 

70-364 

AUSTIN,  M,  A 

8211120168 

70-133 

AUSTIN,  M.  A 

821  1230365 

70-135 

AUSTIN,  M.  A 

831  1220406* 

70-133 

AUSTIN,  M,  A 

021  1250426 

70-135 

AUSTIN,  M.  rt 

021  1230532 

71-TOB1 

638 


PERSONAL  AUTHOR  INDEX 


AUTHOR 


ACCESSION 
NUMDER 


SUBJECT 
CATEGDRV 


HAIR.  O.  O. 

UAIUitt.  C.  £, 
UrtKU'K.  C.  E, 
llrtKFH,  C.  U, 

DAKL-lt,  Fl.  II, 
IJM!;!!,  T. 

MAHtru,  r. 

[Ml  LAIlt),  N.  H. 
I,  F. 


'.  U. 

IMI.I.INOKfliP,  L. 

(IAI.tIHOKH,l>,  J,, 

HAfjun.u  M. 

UANHH.U    U. 
DAI1AN.  fi, 
UAUHAH,  C.   U. 

1IAHI  IvTTfti  R.   U, 
IIAI1NA,  II,  A. 
IIAHNIidi  C. 
[lAHHI'.U,  C. 
1. 


UAIIhlCH,  1. 
IIAHMKO-  I. 

HAUNCH,  I. 

JJAIWKU,  I  , 


IIAHNI-:(t.  t. 
UAFIHKri.  I- 
I. 
f,  FJ. 


P.  » 

•tr«n. 
1.  c  fl, 

IIA1IJ1.H.  I'. 

IJAIHI.H  l>. 
tJ(MtU.  K.  M. 
MHH,  K.  P. 


DAI)|(I-:TT,  l,  H. 
UAUKi-:rr.  i..  it. 

HAHRI-.TT.  I,,  II. 

HAiiiii-;rr.  i..  H. 

DAflllKlT.L.  M. 
HAHflCTT.  L.  J(. 
IIAHHY,  J.  K. 

HftHHYj  J.  M, 
ilrtHTH,  C,  A. 
ilAfUH,  C.  A, 
nAHlll,  C.  A. 

ii^nriuo.  u.  E 

IIAHH.IM.K,  P 
IIAQKIH.  H.  P 
ItflUKIM,  K.  P. 
IIASKIN.  K,  P. 

BAdHIN.K   I*. 

BAftKIN.K,  P, 
UABKIW.  K. P. 
IIA8KIH.H.  P. 
flASKfN,  K.  P 


IIAfiKlW.K,  P- 
HAfjKlff.  K  P. 
flABKIW^K.  P. 
8AtWI«.  K  P- 
PAOWIN.  K  P. 


BASKIH.  H,  P. 
DABKIW'K.  P. 
UAHKIM,  K.  P. 
SABKIM.  K.  P. 

OASKIH.  K.  P. 
BABKIH, K-  P. 

DAB fl IK. N. 

•  U.  F. 


021 

0131  1030313 

ciat  1  1  loisi 
Qai  i  120004 
aai  1  1  HOI  2-9 


aa  11  ONCOST1 
nan  100537 

P31 1 1OO531* 
0311 


oai i iio4oi* 

Bail SBO239 
O2J 1O2O333B 
C131  111  0340. 
O31  1  1 1O33A» 

B21  1  1  lO34i» 

eai  f  nof.36 
aai i 12021 i 


BSl  1060337 

oan 


BSl 1 1 1Q231* 

Qai  1  16O333* 

031  I  16O25&* 

O2I  1  1&Q397* 


asi i^aaaaaa 

P21 1230173* 
OH11H7O-136* 
Hal  139O525* 

aai 1^90533* 


D21 lflOO3O7» 
nsi 1O4O1 12" 
QB1 106O&33 


OSJ  1O4OSO3 

OS1 1150338* 
DS1 1 1SO366* 
EfHl  1  I3Q41E* 
B31 IIBQ5SI* 


O.B1S  130AO9* 


0211O1007-I 
02 I J i£OQ&3 


021  ISSOO77 


oaa7ieooai 

QailS20401 

0211330520 
£121  1O4OIO3 
BSl 11SOOO7 
R21 (1BOOOB 
02011 


0210130207 

aa  t  loiooso 

i)21  1O1OIS9 

sa  1  1  o  i  o  t  ao 


3O-344         9 

4O-B681 

40-B631 

4O-BiQl 

4O-84B1 

CONTRACT 
71-A717 
71-486 
71-436 
WASTE   MOT 

FO1A 

9O-293  C 

SO -298  F 

30-278  F 

50-29S  F 

50-39B         f 
HUfiEC 
REB 

50-SI9         I 
5O-261 

5O-320         I 
RES 

50-14B         I 
FD1A 

QA999 

QA999 


SHI  1 1 1O219 
O21 1 1 CO228 

0211 ia0200« 
021  U&0073* 
B21 1170171 
B21 119O207 


02  t  1  H30232 


B21124OC52 

eai  la^aas? 

8211290109 


OA999 

QA999 
QA999 

QA999 
OA999 
QA999 

OA999 
50-373  P 

90-373        P 
5G-29B         P 
XPORTLIC 
3O-349         O 
7O-27 

5O-321        <1 
70-1113 
7O- 27 
3O-26t          0 
70-143 


50-269 
30-320 
5O-330 
50-320 
5O-320 

5O-320 
50-320 
SO-320 
50-309 
71-5942 


SO-206 
9O-20A 
5O-362 
SO-361 

5O-362 

50-361 

go-Si i 

30-20fi 
30-361 
30-3AS 


5-Q-S06 
50-206 

50-362 
50-506 
30-206 


71-9099 
BO-400        0 
90-3SB        0 
5O-35B        0 
FOIA 


•50-206  P 

50-206  F 

90-361  0 

50-206  P 

50-361  P 


50-206  P 

30-206  F 

30-206  P 
FQIA 


AUTHOR 

ACCESSION              SUBJECT 
NUMBER                 CATEOORY 

BASSQ,  L.  F. 

e2itiaone»      so-sie      B 

BASSO.  L.  F. 

0atl2909l9»         50-317         S 

BAESOi  L.  F. 

S211290634«        50-317        6 

OATEMAM.  H.  H. 

821  1120420*         50-334         0 

BATEWANrU.  H. 

8211300047*         90-354         Q 

DAUERi  E.  0. 

0210200101*        50-352        K 

BAUER,  E.  0. 

S2112'J0456»         50-270         P 

BAOEfl.  T.  L. 

0211120495*         90-192         F 

BAUM.  E.  A. 

8311060232           90-230         P 

BAUM.  E.  A. 

Q21  1390329           50-404         A 

BAUHAN,  T.  A. 

821122039B*         70-133 

BAUNACK.  H. 

821I09043Q"         50-2B6         0 

DAWACK,  W.  H. 

8211300323*         30-SEO         Q 

BAUSERf  D.  B. 

3211150071            50-483         0 

BAUBER,  D,  B. 

a311150071            50-483         Q 

BAUSER.  D.  B. 

B211IS0077*         50-483         0 

BAUSERi  D.  0. 

8211150077*         30-4S3         0 

BAl/SERtD.  B, 

S211300269           SO-4B3         G 

BAU3ER.D.  B. 

0211300369           50-483         0 

BAXTER.  T.  A. 

3211020382           50-400         0 

BAXTER,  T,  A. 

SSI  1020382           50-400         0 

BAXTER,  T.  A. 

8211020339           50-2H?         0 

BAXTER,  T.  A. 

82110303B5           50-2B9         0 

BAXTER,  T.  A. 

9211030399            30-209         Q 

BAXTER,  T.  A. 

6211020395           50-239         0 

BAXTER-  T.  A. 

B21  1040343           50-400         0 

BAXTER,  T.  A, 

8211040343            50-400         fl 

BAXTER,  T.  A. 

921  1040346*         30-400         0 

BAXTER.  T.  A. 

B211O40346*         90-400         0 

BAXTER,  T.  A. 

831  1080096           50-400         0 

BAXTER,!.  A. 

021  1090096          50-400        Q 

BAXTER.  T.  A. 

BS1I190176           50-483         0 

BAXTER,  T.  A. 

8211190176           50-493         0 

BAXTER,  T.  A. 

9211240317          30-399        0 

BAXTER,  T.  A. 

B211240317           50-289         0 

BAYLOR,  V.  B. 

9211010223           RES 

BAYNARD,P.  V. 

8311010237           30-302         F 

BAYNAHD.P-  V. 

3211040002           90-302         P 

BAYNAHD.  P.  V. 

9211060235           90-302         S 

BAYWAHD.P.  V. 

8211060416           50-303         S 

BAVNAHD.P.  V. 

8211090290          50-302        8 

BAVMARD.  P.  V, 

aE11150321»        50-303        Q 

BdYWARD,  P.  V. 

B21I150612           SO-302         P 

B«WWARD,P.  V. 

8211160829          90-302        P 

BAYMARD.P.  V. 

831  1160376          50-303        R 

BAYNflRD.  P.  V. 

8211170266          30-302        S 

BAYNARD.P.  Y. 

8211170310           50-303         S 

BAYHARD.P.  V. 

8211170399           50-302         P 

BAYNARD.P.  Y, 

H21IS2026O           90-302         3 

BAVhWRD.P.  V. 

621123013'?          90-302        S 

BAVHARD,P.  Y. 

B211E3013A          50-302        P 

BAYNAHD,  P.Y. 

B31I2303B6           90-302         P 

BAVNARD.  P.  Y. 

B211S30443           90-302         B 

BAVNARO,  P.  Y. 

8211240143          90-302        P 

BAYWARD.P.  Y. 

8211240181            50-302         P 

BAYHARD,P.  Y. 

9211240209          50-302        P 

BAYNARD.P-Y. 

B211290330           50-303         P 

BAYMARD.P.  Y. 

B211300178           BO-302         P 

BAVNARD.  P.  Y. 

3211300331          50-302        P 

BAVNARD.P.  Y. 

8211300366          90-302        P 

BftYNE,  J.P- 

B2  10220347          50-286        P 

QAVMe.  J.  P. 

8211040321           50-333        P 

BAYNE,  J.  P. 

'  0211040323*        30-333        P 

BAYNE,  J.  P. 

B211040370          50-286        F 

8AVNE,  J.  P. 

82U1601B6          90-286        P 

BAYWEi  J.  P. 

B211220031          50-333        P 

BAYNE,  J.  P. 

8211230344          90-396        P 

DAYME.  J.  P. 

821  1240329          50-333        F 

EAYNE1,  J.  P. 

8211290073          50-333        P 

BAYNE,  J.  P. 

8311290306           90-2S6         F 

BAYNEi  J.  P. 

B2112904A9          50-333        P 

DAYMEr  J.  P. 

8211290473          50-333        P 

BAYWE,  J.  P. 

B211300205*        90-333        Q 

DAZTM.  J.  P. 

6211090117          CONTRACT 

DEALE.  K,  E. 

B21  J020702*        50-395        F 

BEARD,  J.  T. 

S2U22004B*        90-339        P 

BECHHOEFER,  C. 

0211030283          30-329        0 

BECHHDEFER.C. 

8211090479          50-329        0 

DECHHOEFER.C. 

8211190022          50-329        G 

BECHHOEFERjO. 

6211300273          SO-329        0 

BECK.  C.  K. 

eauawiaa*     40-6500 

BECK.  0.  P. 

B2II220466*        50-151        F 

BECKER,  R.  A. 

6211110503*        90-937        T 

BECKHAM.D.  H. 

9211020164          50-361        V 

BECHHAH,J.  T. 

8211030120          50-321        F 

AUTHOR 

ACCESSION 
NUMBER 

SUDJECT 
CATEGKDY 

BECKHAM,  -J.  T. 
BECKHAM,  J.  T. 
BECKHAH,  J,  T. 
BECKHAM,  J.  T. 
BECKHAM.  J.  T. 

S311190439* 
021  1150573* 
B211150600B 
02111D0027 
0211190263 

30-331         d 
50-331          3 
50-DJJ1          p 

50-3(,(,         P 

BEDNAfl,L.  F. 
UEDfWR.L.  F. 
BEELMAN.fi  ,  S. 
BEGOR,  R. 
BEILMAN,  T.  P. 

G2  11  300406* 

8211010200 
0211100041" 
0211190151. 

so-aw      s 
so-avii      s 

5o-:iia      F 

50-aif,         £5 

BELAIR,  R.  R. 
BELANQER.  J.   L. 
BELANCER,  J-  L, 
BELI6LE.  O.  A. 
BELL.  D.  D-. 

0211000289 
021  10602261 
B2U190121" 
G3I  1150334* 
0211040209" 

PCI  I  A 

70-  IM 

90-353         Of 

no-;:!);,      F 

BELL,  D.  D. 
BELL,  J.  M. 
BELL-M.  J. 
BELL.  M.  J. 
BELL,  M.  J. 

8211040309a 
8311110194" 
H21  1040013 
0211050203 
831101:0200 

50-aiWi         K 
KOI  A 
HrtiiTiT   HOT 
UrtfiTE   MOT 

HAini-:  tior 

BELL,  N. 
SEMIS,  P.  R- 
BENDER,  M.  A. 
BENDER,  M,  A. 
BENEDICT,  It.  A. 

B211150107 
0211150:i07« 
821111091511 
831  1110919" 
031  11  90103* 

•JO-4AO          0 
SI)  -3d")          O 
90-517          T 

90-s:i7       r 

Fill  A 

BENNETT,  C.  A, 
BENNETT,  L.  S. 
DENNETTE.  O.  D. 
BEflG.R.  E. 
BERG.  R.  E. 

8211190007* 
0211020475" 
82  1122032  1. 
Q21  1040442 
0211100164 

FOIA 
S0-3(,lf          R 

BERGER,  J.  0 
BEROOREN.  J.  S. 
BERGQREN.  J.  B. 
BERGQHEN.  J.  S. 
BEROHOLZ,  H.  E. 

821101010:1 
0211080116 

8311220130" 
0211030337 

AO-ill, 
Tflf'HKP 
Ffllrt 
FIIIA 

BERCHOLZ.W,  E. 
BERQHDLZ,  W.  E. 
BEROHOLZ,  M-  e. 
BEKGHOLZ.  W.  E. 
BERQHOLZ  ,  W.  E. 

B21  1030316 
8311030340* 
0211030352" 
8211150004 
0211150009 

5CI-5M/           C 
SO-S.')/           t 
SO-S.T/           < 
70-Mrl 
UO-5H7            ; 

BERQHOLZ,  W.  E. 
BEBGHOLZ,  W.  E, 
BEROHOLZ.  W.  E. 
BERGLUND,  Q.  R. 
BEH9LUND,  0.  R. 

031tlDO(,30 
0311190694 
flail!  30661 

aai  10104  76* 

0211060593 

90-5!)'/          t 
SO  -!)!)'/          t 
50-5:17          * 
90-W1V          1 

BERLIN.  K. 
DERNA.  0.  A. 
BERNABET,  L. 
BERNABEI^L. 
BERNABEI.L, 

0211320161 
8311010307 
8211000066 
0211080066 
G21  11  50634 

80-5211          i 
tif.fl 
SO'-.'I'JIl          ' 
gO-:!'!!!!          ' 
50-3  Ml 

BERNABEI.L. 
BERNARD,  D,  M. 
BERNARD.  D.  M. 
BERNARD,  D.  M, 
HEHNERQ,  R,  M. 

83111S0624 
Q21  103013:1* 
0211030151* 
8BU030177 
0211220057" 

50-nrdt 
go-aov 
50-MV 

oo-:iO'j 
Fin  A 

BERNERO.  R,  M. 
BERNEROrfl.  M. 
BERNHOFT,  B.  L. 
BERNHOFT.B.  L. 
BERNSTEIN.  S, 

8211220107" 
0211330028 
02111103401' 
8211290561" 
8211240030 

HIIA 
Nunf.o 

RhVIKM    GH 

BEBSEV.  Ft.L. 
BETTENHAUSEN,  L. 
BETTENHAUSEH,  L. 
HETTENHAUSEN.  L. 
BETTENHAUSEN,  L. 

0211230320* 
021  1090222* 
82110702581 
BS11QTO293* 
321  1090361* 

50-241 
50~:itJ7 
50-44.T 
SO-JH7 

BETTENHAUSEN,  L, 
BE  VAN,  R. 
DIALIK,  E.  I. 
BICKWIT.L. 
BIDINQEfl,  O. 

B31113035I* 
8211100130 
0211230253 
8211190163* 
8211010020 

I'RM 

00-273 
70-fJSO 

BIDINOER,  O.H. 
BIDINGEH.O.  H. 

BIEBER,  A.M. 
BIELAWSKI,  A.  P. 
BIELAWBKI^A.  P. 

821  1160091 
0211160202* 
8211180443 
BSl  1040430 
8211040430 

70-1ISI 
70-11  in 

REG 
30-59? 
50-599 

BIELAWSKI,  A,  P. 
BIELAWBKI,  A.P. 
BIELAWSKI,  A.  P. 
BIELAWSKI,  A.  P. 
BIELAWSKI,  A.  P. 

8211090291 
8311090391 
821  11  60370 
B21  1  160370 
8211190209 

90-454 
50-4-51 
50-434 
50-43-1 
90-494 

BIELAWBKI,  A.P. 
BIELAWSKI-  A.  P. 
BIELAWSKI,  A.  P. 
BIELAWBKI.  A.P. 
BIELAHStU.A.P. 

0211190209 
8211230474 
B21  1230474 
0211230494 
BSl  1230494 

90-454 
SO-434. 
50-454 
BO-451 
90-454 
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CATEOOBY 

BIEN1ARZ,  P.  P. 
Bli-LINOS,  C.  E. 
BIRD,C.  C. 
BIRD.  U. 
BIRKEL.R.  A 

82  11  300290* 
921  1  150014' 
B30B290123 
031  1  180363* 
9211060549* 

SO-219        P 
FQIA 
FOIA 
50-339         T 
S  0-369         P 

DIRSEN,  K.  T. 
DISCHOFF,  C    A 
BISCHQFF^C.  A. 
BISHOP,  R.  W. 
BISHOP,  R.  H. 

H211Q90504* 
0211020436 
8211020436 
B21  1020429 
S21  1020629 

50-322         Q 
5O-S39         0 
50-520         0 
50-245         P 
50-245         P 

BISHOP,  T.  W. 
BISHOP.  T.  W, 
BtSHOP.T.  W. 
BISHOP,  T.  W. 
BISHQP,  T.  W. 

021  1030337 
B21110019O 
B21  1  120447 
B21  1230394 
92  1  1  33039G 

50-206         Q 
5-0-361          0 
50-275         0 
50-361          Q 
50-275         Q 

BISHOP,  T   W. 
BISHOP,  T.  W. 
BISHOP,  T.  W. 
BISSETT.P. 
BLACK,  B.  D. 

8211330403* 
B2  11  330431 
8211230480 
B2U1901930 
B20H290  1  1  0 

5O-275         0 
SO-206         O 
5O-206         0 
5O-245         0 
FOIA 

liLACH.K. 
BLACK,  K. 
BLACK.  K, 
BLACK,  K,  M. 
BLACK.  S. 

9203340322" 
8211080013 
0211080045 
B206040QI]  1 
S3  11  03002  5 

11  1  EC 
70-1342 
BtJte   frog 
PT21 
9O-382         A 

BLACK,  S. 
BLACKMAN.H.  S. 
HLACMMDN,  fl.  F. 
BLAKE,  E.  L. 
BUAKE.E.  L. 

B2  11  0606  10 
BHU  12031  1 
8911230078* 
0211030337 
B21  103033  7 

50-302         A 

nes 

FOIA 
50-2E19         0 
5O-2t!9         0 

DLAKE.E.  L. 
OLAKE,  E.  L. 
BLAKE.  E.  L. 
BLAKE,  E.L, 
BLAKE,  J.  J. 

8311090297 
0211090277 
B21117O343 
B21  1170343 
0211040275 

3O-2EJ9         0 
30-387         0 
30-2Q7         G 
30-209         0 
30-321          S 

BLAKE.  J.  J. 
BLAKE,  J.  J. 
BLAKE,  J,  J. 
BLAKE,  J,  J. 
BLAKE,  J.  J, 

B21  LI  5027ft* 
H2111503I3* 
0211130337" 
8211130332* 
8311190318* 

50-359         Q 
50-337         Q 
30-417         « 
5O-33Q         0 
S  0-424         0 

DLAKE.  J.  J. 
BLAKE,  J,  J. 
BLAKELEV,  J.  E. 
BLAS1NOAME.  J.H. 
BLIND,  A 

aamsots'/* 

0211390509 
031  1  02001  S 
Ql  10090037* 
CJ211  10004  1» 

SO-39Q         Q 
&0-321          S 
50-513         A 
5O-327         P 
3O-.1IS         F 

BLOCH,  P.  B. 
DLOCH,P.  fl 
BLOCK,  P.  B. 
BLOCK,  S. 
BLOBGETT,  T.  H. 

0211030300 
B2111002I7 
0211170340 
B211110311* 
83I10S0035 

50-440         0 
3O-440         G 
5O-440         O 
SO-537         T 
50-3119         A 

BLQDOETT.T.H. 
DLODQETT,  T.  H. 
BLODOETT,  T.  H. 
BLQBOETT,  T.  H. 
BLODQETT,  T,  H. 

8ail0603(,l 
82111103011 
B21  11  10304 
B21  11  60303 
0311240049 

30-3fl9        Fl 
30-309         K 
30-387        H 
30-397        A, 
SO-3D9        R 

BLODGETT,  T.  H. 
BLODOETT,  T.  H. 
BLOSSOM,  J,  N. 
BLOSSOM,  J.  M. 
BLOSSOM,  J.  N. 

aa  ii  300  loo 

02113002D7 
B2  11  030401 
B21  1030303 
0211040166 

5O-3B9         A 
3O-307         II 

lo-oiaa 

10-0432 
1O-Q43H 

11LOUQH 
OLOUW.fi   a. 
BLUBAUOH,  R.E. 
BLUBAUOH,  R.  E. 
BLUM,  R.  E, 

82111002^7 
8211290316. 
0211190206 
8211190326 
921  1300373* 

SO-270        B 
50-277        Q 
40-3453 
40-3453 
TOPREP 

BLUHBERO,  N. 
BOAROHftN,  J.  R. 
BDCCIO,  J,  L. 
BQD1NE,  J,  C. 
BODINE,  J.C, 

B2U090361* 
B211090432* 
0211010374 
8211010241* 
8311110I26» 

50-397        Q 
SO-29B        Q 
RE9 
50-244         B 
5O-344        F 

BQD1NE.  d.  C. 
BODINE,  J.  C. 
BODINE,  J.C. 
BODING.  J.C. 
BODING,  J   E. 

8211160400* 
8211290291* 
8211300193" 
8211300313" 
9211290771" 

50-244        F 
SO-244         H 
30-244         S 
30-244        S 
3O-344        S 

BOOART,  D, 
BdODEN.O. 
BDflDEN.  0. 
DOLANBER.  M.  A. 
BOLOM.A.  E, 

9211160303* 
82110E0698 
8211170022 
8211030276 
6211120040* 

50-302        K 
40-1162 
40-1  162 
RES 

30-123        F 

BONILLA.M.  0. 
BOBK.H.  E. 
BOOK,  H.  E. 
BOOK,  RE. 
BOOK,  H.  E. 

9211190364 
8211020063 
8211020071* 
B21  10201  93 
8211030201* 

HUREO 
30-70           0 
30-70           0 
BO-28Q        0 
50-209        0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

BOOK.  H.  E. 

8211030268* 

7O-23 

BOQK.H.  E. 

3211100033 

50-133          0 

DOOK.H.  E. 

931  1100083* 

50-133          0 

BOOK,  H-  E. 

9211120231* 

50-206          3 

BOOK,H.  E, 

B21  1  120267* 

50-206         S 

BODK.H.  E, 

B2I  1  130274* 

50-206         S 

BOOK,)!.  E. 

9211120293* 

SO  -206          G 

BOOK.  H.  E. 

B21  1120348* 

30-206          0 

BOOK,  H.  E. 

921  11203&4* 

50-206          G 

BOOK,  H.  E. 

B21  1120439* 

FOIA 

DQOK.H.  E. 

B21  1  160209 

WASTE    HOT 

BOOK,  H,  E. 

021  1160213* 

WA3TE   MQT 

BOOK,  H.  E. 

821  1160264 

27-48 

BOOK,H.  E. 

B31  1160270* 

27-49 

OOCJK.H   E. 

92  11  230031 

50-93B        0 

HOOK.  II.  E. 

0B1  1330036* 

5Q-53B        •Q 

BOOK,  H.  E. 

B21  122026B 

70-904 

BOaK-W.  E. 

021  1220370* 

70-994 

DOQK,  If  E. 

012  1  i  330295 

70-1297 

BOOK.H,  E. 

021  I22O297* 

70-1237 

BD0K.H.E. 

02,11230207 

30-373         0 

DOOK.H,  E. 

821  1230216* 

30-273         Q 

BOQKEft,  J,  E. 

£3211020431 

3O-43B         S 

BODKEft,  J.  E. 

021I02O4&2 

9O-45B         S 

BDOKER,  J.  E. 

821  1020318 

50-458          G 

BOOKER,  J,  E. 

021  1050023 

9O-458          E 

BOOKER,  J.  E. 

0211060166 

50-49B         S 

DOQKER,  J.  E. 

B21I06O247 

9O-45B         6 

BOOKER,  J.  E. 

B21106O258 

50-45B         B 

BOOKER,  J,  E, 

821  106031  S 

5O-49B         G 

BOOKER,  J.  E. 

8211090141 

30-450        A 

BOOKER.  J.  E. 

B21  1090204 

30-43B        3 

BOOKER,  J.  E. 

S21109O213 

9O-490        A 

BOOKER,  J.  E, 

8211090220 

30-450        S 

BOOKER,  J.  E. 

B21  1130356 

30-438         B 

BOOKER.  J.  E. 

B21  12301  10 

50-43B        8 

BQRCHEfU.f). 

821  1290499* 

50-336        S 

DORDENICK,  E,  H, 

B2I  1010234 

50-322         Q 

BORDENICK.  B,  M. 

0311030047 

30-32H        0 

BOffDENICK,  B.  M. 

8211100118 

5O-322        0 

BOHDENICK.B.M. 

S211100129 

5O-332        0 

DORDENICK,  fl.  M, 

B2111201B6 

3O-323         0 

BORDENICK,  B,  M. 

02  11  300  1  60 

30-322          0 

BORDINE.  T.  C. 

8211090213 

30-133         P 

uonniNE,  IT.  c. 

821  1090189 

3O-135         8 

DQHDINE.T.C, 

B2  11090  197 

50-135         B 

BOHBINE,  T.  C. 

0211090330 

30-133         P 

BORDINE.T.  C. 

0H1  1230019 

BO-135         P 

BOHDINE.T.  C. 

821  1230063 

50-135         P 

nOHQEN,  R.  A. 

B2I  101C-490 

30-332        A 

BDROEM.R,  A. 

021  1060547 

3O-3B9        A 

BOROMANN,E,  A, 

0211020282 

50-35B        S 

BOROMANN-E,  A, 

8211020493 

50-359        S 

BQDOMAMN.  E.  A. 

821  1030168 

50-359        K 

BOROMANNi  E.  A. 

031104023B 

50-390        3 

BQRQIWW.E,  A, 

0211040397 

&0-35B        8 

DOROHANN.  E.  A. 

B21  1040100 

50-33B        B 

BORGMANN,  E.  A. 

6211110347 

50-359        B 

BOROMAfJN.E,  A. 

831  1150443 

SO-350        K 

nORQMAHN-  E.  A. 

eaill901S5 

30-338        B 

nOROHANN.E.  A, 

B2  11  230080 

30-358        B 

BOROMANN.E,  A, 

8211230103 

30-350        S 

BOnOMANM.E.  t>. 

321  1230249 

50-33B        S 

BDflOMANM.  E,  A. 

02  11  230239 

30-330        8 

BOROMANN.E.  A. 

9211230440 

30-338        B 

BQRGHANN.E.  A. 

3211230490 

3O-33B         B 

BOJiOHAMW.E.  A. 

S2!  1240276 

50-338        A 

HOROONQvr.O,  M, 

B21I17041S* 

FOIA 

DORIBKY,  M. 

B2110&0333 

71-9037 

BORN,  C,  L. 

021  1090435* 

30-44H         F 

BORM,  C.  L. 

8211090441* 

50-448        F 

DOUCHEfi,  T,  J. 

8211030446 

RES 

BOUCHER,  T,  J. 

821  1060575 

F)£S 

BDl/CHEV,  0.  D, 

8211010126 

SO-50B        A 

DOUCHEY,  0,  D. 

B2  11  010237 

50-460        K 

BauCHEY,  0.  D. 

B2U010348 

50-508        C 

DOUCHGY.  0.  0. 

BS110SOS90 

30-397        A 

BOUCHEV,  0,  D, 

02-11020637 

S  0-397        A 

BOUCHEY,  0.  0. 

921  1030124 

50-397        A 

BOUCHEV.  0.  D, 

B21  1060343 

PR 

DOUCHEV.  0,  D. 

B2110&Q3B6 

PR 

DQUCHEY.  0.  D. 

821  1090002 

50-377        A 

BOUCHEYhO.  D. 

Sal  1090033 

71-493 

QOUCXEV.O,  D, 

6211090279 

90-460        K 

BOUCHEV.  0.  D, 

B211  090426 

30-397        A 
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ACCESSION            SUBJECT 
NUMBER                    CATEGORY 

BOUCMEY.O.  D. 
DDlfCHEV,  0.  D. 
DOl/CNEY,  0.  D. 
UOUCHEY,  0.  D. 
BOUCHEY.  0.  D. 

8211150653          50-397        F 
8211130662           50-440         Q 
8211160243           SO-  508         A 
B2I1160527           70-29BO 
82111B0246           50-397         F 

BOUCHEY,  Q.D, 
aOUCHEY,  0.  0. 
BOUCHEV.  0.  D. 
BDUCHEY,  0.  D. 
BOURN  I  A,  A. 

8211290000           70-2950 
B21  1290279          30-397        A 
8211270379           50-500         C 
B211290413           30-397         A 

8211080232        30-373      p 

BOWER  ING,  D. 
BOWERS,  H.  I. 
DOHYEfi,  J.  E. 
DOVER,  A.  E, 
DOVER,  A.  E. 

8201110693*         FOIA 

E2111506BB       WUREO 
82U110345*      roiA 

B21  1100024*         50-3S4         F 
8311120361*         30-394         F 

HOVER,  R.  E. 
GDVER,  V.  B, 
DOVER,  V.  8. 
BOVLE,  R.fi. 
BRADLEV,  E.  J. 

B21116Q2feE          30-400        S 
B211020601*         50-353         A 
B21129Q41  1            50-352         A 
B211110473*         30-537         T 
G31013036-0           50-352         A 

BRADLEY.  E.  J. 
BRADLEY.  E.  J. 
BRADLEY,  E.  J. 
BRADLEY.  E.  J. 
BRADLEY,  E,  J. 

B31020009I            50-332         K 
321020010111         50-353         K 
0211020594            50-332         K 
3211040334            50-332         K 
3211160421           50-352        A 

3RADLEY,E.  J. 
BRADLEY,  E.  J. 
BRADLEY,  E.  J. 
BRAD5KY.  A. 
BHAILE.L.W. 

B21116Q451            50-352         K 
921  1290493           30-270         P 
0311290608           50-332         A 
8311010333          MISC 
821(100497          RES 

BRAMLETT.L.  S. 
DRAMLETT.  L.  B. 
BRA.MLETT,  L.  S. 
BRAMLErr,  L.  8. 
BRAMLETT.L  3. 

02110204730         50-368         R 
B21  11  10193*         30-369         R 
8311150146*         30-313         R 
B21I1SD160*         50-313         fl 
B211150310            30-360         R 

ORAMLETT.L.  S. 
DJJAMLETT,  L.  8. 
DRAMLETT,  L.  8. 
DRAMLETT,  L.  S. 
BflAMLETT,  L.  B. 

0211150312          50-368        R 
B211130327*         30-36S         R 
0211130342*         30-368         II 
8211150343*        5Q-36B        R 
8211150436*         30-369         R 

BftAMLETT.L.  B. 
DRAMLETT.  L,  8. 
CRAMLGTr.  L.  8. 
flHANAQAN,  E. 
BRANAOAN,  E.  F. 

8211150652*        50-313        R 
B2I1150684*         30-313         H 
B2111A0215          90-369        R 
B21  1030357*        30-537        0 
8211110473*         50-537         T 

BRftNAQAN,  E.  F, 
BRANDENBURG.  B. 
BRANDENBURG.  B, 
aRANDENBURGiB. 
BRANDT,  E,  M. 

8311110921*        30-537        T 
B21J150376          50-E47        0 
0211330429          30-2:47        0 
83112304BB          90-247        0 
B211170523*        FOIA 

BHEAUX.D.  0, 
BREAUX.D.  0. 
BRENNER.  L. 
DRENNER.L. 
BRENNER,  L. 

B211Q20629*        SO-49B        Q 
821  1230390*         30-498         0 
9211040333          30-332        0 
0211150003          30-333        0 
B21  1230267            50-322         0 

BRENNER,  L. 
DHEBSON,  J,  F. 
BREW,  J.  U. 
BREWER.  8.  T. 
8RIDENBAUQH.  D. 

£321  1340238           30-332         Q 
831129004011        40-6900 
B2Q9190014*        30-244        8 
B211170250          PR 
92071  404  BB*        30-373        C 

BftlDENBECKER.R. 
DRI008.  L. 
DfilOOS,  L.  E, 
BRIOOB,B.C. 
ORINKLEY.  J,  E. 

92110305SB          71-9086 
B21  1290449*        30-293        a 
8211060342          50-313        fl 
9311120109          WASTE  MQT 
B2110303B1*        30-309        B 

BRODBT.O.  E. 
BROCK,  B.L. 
BROCK.  fl.L, 
BflOCK.  B.  U. 
BHOCHETT,  T,  H. 

921  1060170*        30-317        B 
8211020268*        70-25 
8211B20270*        7O-984 
8211320297*        70-1237 
B31  1290029*        40-i300 

BRQD9KY.A, 
BROOA.  D.  U. 
BROWS-  J.  C. 
DRONS,  J.  C. 
DHOWS,  J.  C. 

B2110500DB          REOOD 
B211170138*        FOIA 
BS03330223          50-386        R 
8203170432*        30-286        R 
8B11020137          50-3B6        R 

BRDNS,  J.  C. 
HROMS,  J.  C. 
HRONS,  J.  C. 
BRON8.  J.  C. 
BRONB.J.  C, 

8311020204          30-SB6        R 
8211020S5S            30-286         H 
8211040283*        50-2B6        F 
8211040301*        90-2B6        F 

eamooaoi*      so-286      o 

BRON3,  J.  C. 
CROOKS,  E. 
BROOKS,  M.  H. 
BROTTON.O.  C, 
BROLJOHTON.  J.  M. 

B21  1100302*        90-296        Q 
82111S04H7*        SO-269        <t 
B20B390122          FOIA 
B2111S0093          71-6717 
921IOI0210          RES 

640 
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BRoges,  J, 

SSI  104021  I* 

3Q-34b 

F 

BROHN,  0. 

B2  11  040256* 

50-B34 

R 

BROWN,  B, 

6211040262* 

30-234 

R 

BROWN  ,  D. 

B211040402* 

50-234 

R 

EJHOfJN,  B. 

B211040441* 

30-254 

ft 

BROWN,  C, 

B21U90199 

50-263 

B 

BROWH,  0.  D. 

aai  1060143* 

30-392 

a 

BROWN,  0.  D. 

6211110323 

4Q-a064 

BROUN,  0.  D. 

0311140396 

4Q-B95O 

BROWN,  0,  D. 

B2U1BC-230* 

70-146 

DROWN,  0.  D. 

B21UB0349 

40-2259 

BROUN-  H.  H. 

8211090433 

90-352 

0 

BROWN,  H.  H. 

821  1090433 

30-322 

0 

BROUN,  H.  H. 

B2IM303B5 

50-275 

0 

BROUN,  H.  tf, 

6211150365 

50-275 

0 

BROUN,  J.H. 

6211110250* 

FOIA 

BROUN,  K.  J. 

3211120026 

40-B74S 

BROUN.  R.  H. 

81  10070097* 

90-337 

p 

BROUN,  R.  L. 

aaiioaoio-i* 

50-4SB 

a 

BROUN,  R,L. 

B2II  150370* 

50-45B 

a 

DfiOWfJpB.fi, 

B21  11  60487 

NUREQ 

BflDWNINQ,  «.  E. 

8311030222 

PB 

BflGWNLEE.V.  L. 

9211040107 

50-393 

B 

BflOWNLEE,  V,  L. 

9211130493* 

30-321 

a 

JJJIOWNBTEIN.  «. 

9211330090 

TOPREP 

BRU'MER.T. 

921106Q60A 

71-9033 

B  RUNNER 

921106021? 

30-293 

B 

BRUNNES.  J.  E. 

B2102104S1 

50-329 

T 

DRUNNER,  J.  E. 

B21  1020391 

50-32? 

0 

DRUMMER!  J.  E. 

3211020401 

90-327 

0 

DRUNNER,  J.  E. 

B21  109049  5 

30-327 

0 

BHUWNER,  J,  E, 

8211150-143 

30-327 

e 

ORVANT.  J.  C. 

B311040107 

30-3^5 

B 

BRYANT,  J.  C. 

B2ill3049a 

50-492 

B 

BRYANT,  J.  C. 

92  111  3050  7" 

30-369 

a 

BRYANT,  J,C. 

flaiHS0539» 

30-269 

a 

BRYANT,  J.  C. 

82  11  230274 

90-237 

a 

BUCHANAN.  C.fi. 

8211110206* 

FdlA 

BUCKLES,  R. 

BED  82900  93 

FDIA 

BUCKLES,  Ft, 

B209150062 

FOIA 

3UCKLGY.  B.C. 

B2  11  240231 

50-273 

p 

flUCKLlNiD.  T. 

BSQ71B001B 

FOIA 

BUEBCHER.  D.  J. 

B21  1010217 

REB= 

BUOMDCORE.  J,  A. 

62113-10166 

XFQRTLIC 

EUDNOCCIHE.  J.  A. 

B21  IE4C-171 

XPQRTLIC 

BURGEH,  C. 

B2111S&3il* 

80-261 

Q 

BURGER,  C. 

831UB0658* 

50-13 

a 

BUJlOiER.C.W. 

6311130333* 

90-400 

a 

BURGER,  C.  H. 

B21  1230346 

50-261 

B 

BURGER.  F.  0. 

821110-0027" 

50-271 

R 

BURGER,  F.  J, 

82111&001B* 

50-271 

R 

BUROESS.D.L. 

B2111702B3* 

90-329 

0 

BURIANrR.  J. 

B21  1090030 

71-5987 

DURKEiB.  A. 

9211120373* 

50-315 

B 

EJUflKE,  D.  J. 

8311130336* 

3O-3BC- 

a 

BURNETT.  R,F. 

321  1190083" 

FQIA 

BURNETT.  R,  F. 

92113200344 

Far  A 

BWflNSrE. 

6211030267* 

50-322 

E 

BUAaTEIN.  C.  H. 

021I15QQ27 

50-3B3 

0 

BUR8TEIM,  S. 

B209S2033B* 

rOPREP 

BURSTS  IM,  8. 

H211020S59* 

30-246 

0 

BVRSTEIN,  B, 

0211140222 

5O-2A6 

R 

fll/HSTEIN,  S, 

821U40247 

30-2Ai 

p 

Bl/HBTEIN,  S. 

aalJS304B7 

50-2A6 

F 

BUR8TEIN,  8. 

B21  1290974 

90-266 

S 

UURBTEIH,  B. 

6211290725 

50-2ii 

S 

BURWELL,  S.  B. 

82tiOBoa-ao 

30-443 

A 

BURWELL,  S.  B. 

aai  U601  10 

50-445 

ft 

BURWELL,  S.  B. 

BK1  1240373 

30-445 

A 

BUSH.  8.  H. 

8208290013 

ACRS 

BU8H.S.  H. 

BSOB290013 

ACRS 

BUSH,  9.  H. 

SSU130Q-33* 

ACRS 

BUSH'  B.  H, 

BitlllSOOttlw 

ACRS 

BUSS,  R.  D. 

621109033** 

50-354 

R 

BUTCHER,  E. 

B2II040112* 

50-29B 

P 

BUTLER,  P.M. 

82112304929) 

QA979 

BUTLER,  S.  B. 

B21U5&467* 

30-327 

a 

BUTTEMER.D.  R. 

82113002?fl« 

50-2C9 

p 

BYRO,  R. 

8211040445* 

50-416 

B 

BVRD.  R. 

a2ii060069* 

90-416 

B 

BVRD,  R. 

aimo60QBO*- 

SO-416 

B 

BYRD,  Rt 

SZl  1040204* 

50-416 

B 

BVRD,  R. 

B21117Q317> 

90-416 

B 

B\RW,P.n. 

3211230127* 

80-34A 

0 

CAB  A,  E. 

8311110264* 

80-346 

R 

AUTHOR 

ACCESSION 
NUMBER 
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CATEGORY 

CADUELL,  L.  L. 
CADY.K.  B. 
CAONETfA,  J,  P. 
CAfflNETTA,  J.P. 
•CAQNETTA,  J.  P. 

9211110077 
921116O495* 
3211160393 
3211160393 
021  11404  13 

NUHEO 
90-97          F 
50-S45        P 
50-245        P 
30-245        P 

CAQNETTA,  J.  P, 
CAQNETTA.  J.P. 
CAONETFA.  J.  P. 
CAQNETTA.  J.P. 
CAOKeriA.  J.  P. 

6211160413 
S2I116O422 
B21  11704  14 
6211170414 
6211  170432 

90-2*5        P 
30-213         P 
50-245         P 
90-245         P 
50-S13         P 

CAOKETTA.J.P. 
CAONETTA,  J.  P, 
CAONE1TA.  J.  P. 
CAONETfA.  J.  P. 
CAONETTA.  J.  P. 

B2  1  1  320278 
82  1  1  22027S 
8311S3013S* 
S2  11  230  138* 
SZ112401&5 

80-213         P 
30-213         P 
50-336         Q 
50-336         Q 
90-245         P 

CAQNETTA,  J.  P. 
CAONETTA.  J.  P. 
CAONETTA.  J.  P. 
CAONETTA.  J.  P. 
CAONETTA.  J.  P. 

8EH24O16S 
B2  11  29066'! 

BS11S90661 
B211300OB7K 
6211300097" 

50-245         P 
30-243         F 
50-243         F 
50-245         Q 
90-245         O 

CAHILL,  U.  J. 
CAHILL,  W.  J. 
CAHILL,  W.  J. 
CAHILL,  W   J. 

CAKM,  A,  L, 

BS  11  020  112* 
B211O30039 
B2  11  090  469 
921  1  09O4-93* 
9211300374 

50-45B         Q 
SO-45B         A 
50-45B         A 
SO-4SB         A 
TOPREP 

CAIN,  C. 
CAIN,  J. 
CAIN.  J. 
CAIN,  J. 
CAIN,  J, 

921102029& 
B21  1010S23 
8211010540 
6211010-553 
8311170475 

HE 

WASTE  HOT 
WASTE  MOT 
HASTE  MQT 
HASTE  HOT 

CAIN,  J. 
CAIM,  J. 
CAIN,  J. 
CAtDWELL.D.  W. 
C  A  LOWELL,  D.  U, 

321117O546 
621117059-1 
B71I1B0032 
B211O6004B 
6211060046 

WASTE   MOT 
WASTE   MOT 
WAGTE   MOT 
90-423         K 
30-423         X 

CrfVLOWELL.R.  A, 
CALLAN.  L.  J. 
CALLANi  L.  J. 
CALLAN,  L.  J. 
CALVQ,  J. 

B211010577* 
S21  1050207* 

aailoi02i4* 

6311230125 
&211O30441* 

50-267         « 
9O-313         0 
50-313         0 
SO-36B         S 
50-309         P 

CAMBEL,J.  A. 
CAMERON,  F.  If. 
CAHP.M.  J. 
CAMPBELL,  D.  R. 
CAMPBELL,  D.  R. 

flat  1240322* 
0211100156* 
821130031HI 
3211  110360* 
3211120317* 

COMMISSION 
FOIA 
50-316        S 
S  0-31  5         R 
30-315         H 

CAMPBELL,  R.  H. 
CAHPBELL.  R.  H. 
CAMPBELL,  B.  E. 
CANTER,  H.  L. 
CANTRELL,  F.  3. 

B2UO20102* 

32  11  030601 
9211220243 
921  10  30329* 
S211J30355* 

WASTE   NGT 
WASTE   MOT 
PRM 
SO-3I3        Q 
30-297        0 

CANTREiL,  F.  3. 
•CANfWeLL,  P.  F. 
CANTHELL,  P.  F. 
•CANTHELL.  P.  F. 
CAMTWEU,,  P.  F. 

9211130549" 
B211-09O914* 
B21112O352* 
B2I11901O4* 
8211170112* 

50-416        Q 
3Q-304        S 
30-E9B        S 
30-304          5 
30-295         S 

•CANTWELL,  P.  F. 
CAPHTON,  D.  L. 
CAPHTON,  D.  L. 
CAPHTON,  D.  L. 
CAHDEBRINO,  S.  B, 

3211190227* 
BailO9O431* 
B21  1090462" 
B21  1190193* 
821  1290573* 

50-293         8 
9O-2I9        Q 
SO  -272         O 
SO  -24  5        fi 
50-263        P 

CAREY,  J.  J. 
CAREV,  J.  J. 
CAREY,  J.  J. 
CAREY,  J.  J. 
CARES',  J.  <J. 

B211O30001 
B21I02018I 
821  1020260 
821  U  10273 
B21111O299 

50-334        P 
50-334        F 
5O-334         R 
50-334         P 
SO-334        fi 

CAREY,  J.  J. 
CAREY,  J.  J. 
CARFAQNd.  S.  P. 
CARLSON,  E.R. 
CARC30N.R.T- 

BEH2300a<? 
821  1  S3  0032 
BO0701O777* 
B2  110  10307 
6211120456* 

S  0-334        O 
50-334         F 
S  0-247          P 
RES 
50-213         Q 

CARLSdN,R.T. 
CARLTON.J.  D. 
CARNEYrW. 
CARPENTER.  J.  H. 
CARR,  A.  V. 

8211150281* 
B2112900B4* 
B3L104032-B 
B2I  1230267 
S21  1300362 

50-219         B 
50-329         E 
90-322         H 
50-322         G 
5O-4I3          G 

CARS,  3.  E, 
CARRIOAM,  fi,  W. 
CARROLL,  J,  T. 
CARROLL,  J.  T. 
CARTEAUKrP. 

aaiiiao47o* 

B2I107041B* 
8211O4O347 
921IO4O317 
SZ1  1050137* 

CONTRACT 
30-297         S 
50-219         H 
30-217        R 
5O-316          S 

CAftTEAUX,P. 
CARTEAt/X,  P. 
CARTER^  L.  J. 
CARTER,  R.  E. 
CARTER,  S.  D. 

0211060037* 

921  1O60047* 
9211180140* 

aai  1240  16? 

8211080162* 

50-315          B 
30-315          S 
50-247         S 
50-57           P 
50-257         S 

AUTHOR 

ACCESSION 
NUMBER 
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CATE80RY 

CAfiTWfUOHT,  IJ.  R. 
CARTWRIOHT,  U.  R. 
CARTWRICHF,  W.  R. 
CAftTURIOHT,  W.  R. 
CARTWHIOHT,  W.  R. 

B2110400B3 
0211O400BB* 
B311  040  124 
B21  1040133* 
B21  104037  1 

30-33B         S 
50-33B         S 
50-339         S 
30-339         S 
50-337         B 

CARTWRIOHT,  U.  R. 
CARTURIOHT,  W.  fi. 
CARTWRIflHT,  W.  R. 
CARTWRIOHT,  W.  fi. 
CARTURIOHT.  U.  R. 

B31  1040375* 
9211060039 
B21106OO99* 

aan  100270 

B21  1100277* 

50-337         S 
50-339         S 
50-337         S 
SO-33B         S 
50-330         S 

CARTHRIOHT,W.  R. 
CARTWRIOHT,  W.  R. 
CARTWRICHT,  W.  R. 
CAHTUrtlQHT,  W,  fl. 
CARTWRIOHT.  W.  R. 

0211100291 
8211100396* 
B21  1  100367 
B31  1  100393* 
H21110039B 

30-339         S 
50-339         S 
50-333         S 
50-33B         S 
30-337         S 

CARTWRIOHT,  W.  H. 
CARTWRIOHT,  W.  R. 
CARTWRIOHT,  W,  R. 
CAHTURIOHT,  W,  R. 
CARTWRICHT,  W.  R. 

B311  100402" 
821  12301  OB 
8311230115" 
BS  11  3304  16 
B21  1230424* 

30-339         S 
50-339         5 
50-339          S 
50-337          E 

50-339          S 

CARTUHIGHTiW.  H. 
CAflTWRIOHT,  H.  R. 
CARTWHIGHT-W.  R. 
CARTWfHQHT.  W.  R. 
CARTWtJICHT,  U.  R. 

B211290145 
B31  1270153* 
B21  1290163 
8211290160" 
8311290263 

50-330         S 
50-338          S 
50-330          S 
30-330          S 

50-33?          3 

CARTWRIGHT.H.  R. 
CARUSO,  R. 
CARUBP,  R. 
CASADV,  J.  T. 
CABHMAN,  T.  J. 

B211370274" 
B31104O179 
B21129045B 
821(110501* 
9211010543" 

50-331!          S 
50-29             P 
30-29            P 
FOIA 
State    Prog 

C  ASHMAN.  T.  J. 
CASHUELL,  R.  J. 
CASSEL,  0, 
CABSEL,  D. 
CASSEL,  D.  U. 

B2110105fl7" 
B21  1130510* 
B21  1290604 
8211290604 
S2  1  133039  7 

State    Prog 
50-156          F 
50-454          G 
50-454          G 
30-454           C 

CASSEL,  D.  H, 
CASSEL,  D.  H. 
CASSEL,  D.  W. 
CASSEL,  D.  U, 
CASSEL,  D,  H, 

B2112304B6 
Q21  I2304B6 
B2I12304B6 
B21  1370541 
H2  1  1270541 

50-454           O 
50-454           O 
50-451           O 
30-154           O 
50-454           C 

CASBIDY.  D.P. 
CASTRO,  S. 
CASTROrO. 
CASTRO,  0. 
CATCHPOLE,  0,  J. 

B2111B0007* 
8211060072 
8211060072 
H21  1060072 
831104046B 

50-358          C 
50-433           K 
50-423           K 
30-423           K 
40-11745 

CATCHPOLE,  0.  J. 
CATTON,  I. 
CATTON,  I. 
CAUDLE,  R.  E. 
CAVANAOH,  H.  R. 

B21  1  1  10037 
B2071B0070 
S20B270013 
8211230935 
821  1290707 

40-D745 
ACRS 
ACRS 
71-7150 
50-522           G 

CAVANAOH,  H.R. 
CAVANAUOH,  W. 
CAVANAUQH,  H. 
CAVANAUOH.  W. 
CAVANAUQH.  W. 

B211290719" 
H211Q30143 
8211  120437 
8211150339 
B21  1230149 

50-522           Q 
30-313           O 
50-313           P 
50-313           P 
50-313           P 

CERNE.A.  C. 
CHAFFGE,  A. 
CHAFFEE,  A, 
CHAFFEE,  A. 
CHALK,  W.  8. 

B2  11  090522* 
8211100197* 
B21  1330372* 
B31123047U 
H2112400B1" 

50-443           O 
50-361            O 
50-361            <1   . 
50-206           O 
50-139           F" 

CHALK,  U.S. 
CHAMBERS,  R. 
CHAMBLESS,F. 
CHAN,  E.  I. 
CHAN,  3.  F. 

82112403901 
B21  1010227 
8211190643 
B2112905B7* 
B211  190353 

50-139           F  : 
RES 
27-47 
50-332            O 
30-320-           P 

CHANDLER,  J.  C. 
CHANDLER,  J.  C. 
CHANDLER,  J.  C. 
CHANDLER,  L.  J. 
CHANDLER,  L.  J. 

8211100073 
B21  1  150300 
8211220147 
8311010216 
B21  1170127 

TQPREP 
TOPREP 
TOPI1EP 
50-361            0 
50-3-63           O 

CHANDLER,  L.  J. 
CHANDLER,  L.  J. 
CHANDLER,  L.  J. 
CHANDLER,  L.  T. 
CHANEY,  H.  D. 

0211290576 
9211300164 
821  1300168 
8211180011 
8211180455* 

50-3-(,l             O' 
50-361            O, 
30-275            0 
50-361             O 
50-313            Q 

CHAPELL,  D.  R. 
CHAPLIN,  B.  D. 
CHAPLIN,  B.  D. 
CHAPLIN,  S.  D. 
CHAPLrN,  S.  D. 

Baill7Q41U 
821  1020161" 
8211060014* 
8211270226* 
8211270527* 

70-143                I 
SO-32O            S 
50-33O            S 
50-32O            S 
50-32O            S 

CHAPMAN,  J,  C. 
CHARNLEY,  J. 
CHARNLEV,  J.  E. 
CHARNLEY.  J.  E. 
CHASE,  J.  U. 

8211110120 
B21  1270685 
8211290349* 
821  12703S7* 
8211190355* 

RES                   i 

TOPHEP 
50-263           Q 
50-263           Q 
50-259           o 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION              SUBJECT 
NUMBER                    CATEGORY 

CHAUDHAHY,  K. 

B3111S0325*        90-387        Q 

CHECK,  P.  3. 

01032310B2"         50-289         P 

CHECK,  P.  8. 

9211010342            50-537         D 

CHECK.  P.  S. 

S21  1030125           50-537         A 

CHEN.  T.  H. 

821  1010221            RES 

CHEN.T.  H. 

8211010960       RES 

CHENAULTiW.  H. 

8211040(18"         50-416         B 

CHENAULTiW.  H. 

8211040270-         50-41,*.         B 

CKENAULT.  U.  H. 

8311040291*         50-41&         S 

CHENAULTiW.  H. 

0211090161"         50-416         S 

CHENAULT.H.  H. 

021109034.2"         50-416         S 

CHENAULT.U   H. 

0211100436*         50-416         S 

CHENQ.  H,  8, 

B211O30495           HE5 

CHECK,  M.  C. 

83110401OO"         50-206         P 

CHILES,  W.  D. 

0211150040*         FDIA 

CHILK.S.  J. 

8211010350           COMMISSION 

CHILK.S.  J. 

021I02037B           5O-290         T 

CHILK.S.  J. 

8211020560           40-2061 

CHILK.  B.  J. 

0311020616            5O-329         ff 

CHILK.S.  J. 

8211030183           RM 

CHILK,  S.  J. 

8211030271            10CFR 

CHILK.S.  J- 

B2  11  03032)            50-20"?         O 

CHILK.  S.  J. 

02110305B4            50-3               P 

CHILKpS.  J. 

8211030595            50-289         P 

CHILK.S.  J. 

S211O30599            10CFH 

CHILK,  9,  J. 

B21  1040070"         50-266         0 

CHILK.S.  J 

0211040332           3O-244         a 

CHILK,  B.  J. 

0211050026"         FOIA 

CHILKi  S.  J. 

0211080014            NUREQ 

CHILK.S.  J. 

021  1000094"         50-490         A 

CHILK.  8.  J. 

0311000293            50-2B9         P 

CHILK.  S.  J. 

02110V030Q            50-275         G 

CHILK.  S.  J 

82I111O617            9O-275         P 

CHILK.S.  J. 

021  1  150406            50-237         O 

CHILK.S.  J. 

02111S0421            50-397         0 

CHILK,  S.  J. 

0211190451            5O-395         Q 

CHILK.S.  J. 

0211160321            90-214         0 

CHILKp  8   J 

8211160323            50-329         C 

CHILK.S.  J. 

021116031)2            50-413         G 

CHILK.S.  J. 

0211160477"         FOIA 

CHILK.S   J. 

B21  1190190          30-320        0 

CHILK.  B.  J. 

B21I  190200            50-366         0 

CHILK.S.  J. 

0211190262           PfiM 

CHILKiS.  J. 

8211220172          SO-361         0 

CHILK,  S.  J. 

8211320176            90-437         0 

CHILK.  B.  J. 

B21  1230401            50-329         0 

CHILK.S.  J. 

8211230956            1  OCFR 

CHILK.  S.  J. 

021124021  1           50-275        0 

CHILH.  S   J. 

8211290712          30-33B        0 

CHtLK,  S.  J. 

S21  I29073H"         50-361          0 

CH1L5QN.V.  T, 

B21  1100325"         50-335         R 

CHlLSONi  V.  T. 

8211  100261*         90-339         R 

CtllLSON.V.  T. 

0211  100200*         50-335         R 

CHIN,  R.  Y. 

0311040080"         50-295         S 

CHIfiAMAL.M. 

820B020440            90-336         S 

CH1RAMAL.H. 

0211010031           50-261         B 

CHOPRA.  0,  P. 

8211030231"         50-309         A 

CHRI5SQTIMOS 

0211190090            50-369         E 

CNRISSQTIKOS,  N. 

8211020490          30-954         B 

CHfllSBQTIMQB,  N. 

0211060291"        30-254        Q 

CHRiSTIANSON.U. 

9211120503"        50-390        Q 

CHRISTMAN,  J.  N. 

8211020526            50-338         P 

CHRISTfWJ,  J.  N. 

931  1020526          50-330        P 

CHRISTMAN,  J.  N. 

B21  1040236          SO-3IIB        0 

CHfilSTMAN,  J.  N. 

0211040234           50-333        0 

CHH1STMAN.  J.  N. 

Bail  150456          SO-322        G 

CHJUSTMAN,  J.  N. 

8211150456          50-322        0 

CHRISTMAN,  J.  N 

83I115047S*        50-322        0 

CHRISTMAN,  J.N. 

0211130472*        50-322        0 

CHRISTMAN,  J,  N. 

821  11504B2"         50-332         0 

CHRISTMAN,  J.  N. 

8B111S04B3*        50-322        0 

CHRISTMAN.  J.  N, 

8211160374           30-322        0 

CHRISTMAN,  J.  N. 

021  1  160374            50-322         0 

CHRISTOFFEH.G. 

8211150437"        50-315        Q 

CHRISTOPHER,  W. 

82110BOI79"         50-399         8 

CHRISTOPHER.  W. 

821  11501270        50-259        S 

CHRISTOPHER.  W, 

B3I  1220349"         50-259         S 

CHRISTOPHER,  H, 

821  1290323*        90-259        B 

CHU.K  S.  V. 

0211020606          RES 

CHU.M.  S.  V. 

8211030377            RES 

CHUNG,  J.  W. 

32110902581*        50-307        0 

CHUflCHILL,  B.  W. 

0311150657           50-266        0 

CHURCHILL,  B.  W. 

021  1  150657          50-266        0 

CHURCHILL,  fl.  W. 

B21  1160333           50-382        0 

CHURCHILL,  B.  W. 

9211160333          50-3B2        0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CHURCHILL,  B.  M. 

821  117O336 

5O-383 

0 

CHURCHILL,  D.  U. 

S21  1170336 

50-382 

Q 

CHURCHILL.  B.  W. 

S21  1170409 

90-303 

C 

CHURCHILL.  B,  W. 

S21  11  70409 

50-382 

0 

CILIMDEfiO.R.L, 

0211030244 

50-313 

P 

CIPDLLA.A.  J. 

020^300402 

fl  0-3393 

CIPQLLA,  A.  J, 

9209300404* 

4O-3392 

CJANO.K.C. 

B21  1150268* 

SO-34B 

P 

CLANCY,  R.  C. 

0211  1B0375* 

50-410 

0 

CLARDY.L.  a. 

821129O451* 

SO  -331 

0 

CLARE,  0.  M, 

8211020374* 

5O-537 

T 

CLARE,  O.H. 

B211O20374* 

50-537 

T 

CLARK,  A.  T. 

0311  110475* 

50-B37 

T 

CLARK,  A.  T, 

821131O3B7 

PRDJ 

CLARK.H.  K. 

8211O90279 

5G-161 

0 

CLARK,  H.  K. 

B211  150409 

5-0-161 

0 

CLARK,  P.  R. 

831  1S9O367 

50-289 

P 

CLARK.  P.  R. 

021  13O0293 

50-319 

P 

CLARK,  R.  A. 

8211O10391* 

5O-317 

P 

CLARK,  R.  A. 

B211O10406* 

SO-317 

P 

CLARK,  R.  A. 

B2  11  01  0500 

50-267 

P 

CLARK,  R.  A. 

8311030142 

30-369 

P 

CLAfW,R.  A. 

821  1O30436 

50-3C-9 

P 

CLARK,  R.  A, 

H211O30447 

9O-336 

Q 

CLARK,  R.  A. 

82  11  030456 

5O-344 

P 

CLARK,  R.  A. 

B211030476» 

50-267 

P 

CLARK,  R.  A. 

02UO30496* 

30-267 

P 

CLARK,  R.  A. 

B211O40022 

50-309 

P 

CLARK,  R.  A. 

B21  1040092 

30-267 

a 

CLARK,  R.  A. 

021104055] 

50-267 

F 

CLARK,  R.  A. 

021105014B 

50-295 

P 

CLARK,  R.  A. 

B211O50I73* 

SO-  368 

P 

CLARK,  R.  A. 

02110S0177* 

5O-36B 

P 

CLARK,  R,  A. 

02110501B4" 

50-36B 

P 

CLARK,  fl.  A. 

821  1O50199* 

90-360 

P 

CLAHK,R.  A. 

B211Ofc0592* 

5O-3J7 

P 

CtAFW,  H.  A. 

921  1O60590* 

50-317 

P 

CLARK,  R.  A. 

0211060621* 

50-2B2 

P 

CLARK,  R.  A. 

0311060625* 

5O-2B2 

P 

CLARK,  H,  A, 

821  1000009 

50-266 

F 

CLARK,  R.  A. 

821  lOaOlBS 

50-266 

Q 

CLARK,  R.  A. 

82110B0302" 

SO-309 

P 

CLARK,  R,  A, 

83110B03I2* 

9O-309 

P 

CLARK.fl.  A. 

8311090017 

5O-266 

P 

CLARK,  R.  A. 

B2I1O90273* 

SO-2S2 

f 

CLARK,  R,  A. 

0211090393" 

5O-202 

P 

CLARK.  R.  A. 

021  1090621* 

50-339 

P 

CLARK,  R.  A. 

821  1O90630* 

50-339 

P 

CLARK.  R.  A. 

8211110015 

50-266 

P 

CLARK,  R,  A. 

02111  10021 

50-266 

P 

CLARK,  H.  A. 

021  1  110023 

50-333 

P 

CLARK,  R.  A. 

B2111  10416* 

50-33B 

P 

CLARK,  R.  A, 

0211110427" 

50-330 

P 

CLARK,  R.  A. 

0211110532" 

90-309 

P 

CLARK,  R.  A, 

(1211  1I053B* 

50-309 

P 

CLARK.  H.  A. 

0211  1  10565 

90-282 

a 

CLAflK.  R.  A. 

8211120920 

50-317 

F 

CLARK,  R.  A. 

Bail  120530 

50-232 

p 

CLARK.  R.  A, 

0311  120534. 

50-309 

p 

CLARK.  R.  A. 

821  1  1  600  2O 

5O-  309 

p 

CLAKK.  R.  A. 

8511  160045 

90-309 

p 

CLARK,  R.  A. 

8211  1600B5 

5O-  266 

p 

CLARK.  R,  A. 

821  1160131 

S0-Sfl2 

p 

CLARK.  R.  A. 

8211  1601  B3 

90-309 

p 

CLARK,  R.  A, 

8211  170130 

50-266 

p 

CLARK,  R.  A. 

8211170141" 

50-266 

p 

CLARK,  R.  A. 

6211  170362* 

SO  -266 

p 

CLARK,  R.  A, 

B2II  170566* 

30-266 

p 

CLARK,  R.  A. 

B2111B0002" 

90-309 

p 

CLARK,  H.  A. 

flKll  180004* 

50-309 

p 

CLARK.  H.  A. 

0211180034" 

5O-36B 

p 

CLARK.  R.  A. 

0211  1B0050* 

50-368 

p 

CLARK,  fl.  A. 

S21  11B0072 

SO-  33B 

p 

CLARK,  R.  A. 

82I110007B" 

B  0-338 

p 

CLARK,  R.  A. 

B3111B0030* 

S  0-338 

p 

CLARK.  Ft.  A. 

8211190093 

50-309 

F 

CLARK,  R.  A. 

8211  190339 

so-aaB 

P 

CLARK,  R.  A. 

8311190343 

50-309 

P 

CLARK,  R.  A. 

eat  1  190360 

50-36B 

P 

CLAflK,  R.  A. 

92  1  122003  7 

3O-S66 

P 

CLARK,  R.  A. 

B2  11  23004  6 

SO-:i39 

P 

CLARK,  R.  A, 

3211230065 

5O-344 

P 

CLARK,  R.  A. 

S211  240200" 

90-266 

P 

CLARK,  R.  A. 

Bail  24021  4it 

90-266 

P 

CLARK,  R.  A. 

8211240220 

30-344 

P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CLARK.  R.  A. 
CLARK.  .R.  A. 
CLARK,  R.  A. 
CLARK.  R.  A. 
CLARK,  R.  A, 

B2  11  240323" 
B2  11  240230 
8211240237* 
8211240337 
8211340339 

50-344        P 
50-336         0 
50-336         0 
50-266          P 
90-266          P 

CLARK.  R.  A. 
CLARK,  R.  A. 
CLARK.  R.  A, 
CLARK,  R.  A. 
CLARK,  R.  L. 

8211300007 
0211300020 
B2113000EU 
8211300096 
B21B09013J 

50-368         P 
50-336         F 
50-266          P 
50-266          P 
71-6717 

CLAY,  E.  L. 
CLAV,  E.  L. 
CLAY.E.  L. 
CLAYTON.  F.  L. 
CLAYTON.  F.  L. 

B211190547" 
8211150677* 
8211390330 
8211020359 
S21  1020440 

70-37 
70-1113 
70-1151 
50-34B        R 
50-364         R 

CLAYTON.  F.L. 
CLAYTON.  F.  L. 
CLAYTON.  F.  L. 
CLAYTON.  F.  L. 
CLAYTON.  F.  L. 

0211020575 
821104016B 
021  1040354 
B21  1040049 
B21  1060076 

50-364         R 
30-348         S 
50-364         P 
50-34B         S 
50-364         8 

CLAYTON.F.  L. 
CLAYTON.  F.  L, 
CLAYTON.  F.  L. 
CLAYTON.F.  L, 
CLAYTON.F.  L. 

6211060241 
8211060967* 
82I10B0230 
8211090177 
821I1003B2 

30-349         P 
50-34B         F 
50-348         P 
50-340         F 
50-364        S 

CLAYTON.F.  L. 
CLAYTON.  F.  L. 
CLAYTON,  F,  L. 
CLAYTON,  F.  L. 
CLAYTON.  F.  L. 

B211150266 
0211170434 
8211220009 
8211230110 
B21  1220121 

90-348        P 
50-364         B 
SO-340        R 
50-34B        P 
50-364         R 

CLAYTON,  F.  L. 
CLAYTON.F.  L. 
CLAYTON,  F.L. 
CLAYTON.F.  L. 
CLEMENT,  fl.  R. 

B21129050B 
831129065S 
0211300174 
831I3002aa 
B2110I?0471 

50-343        B 
50-364         P 
30-34B        P 
50-364         0 
50-445         A 

CLEHDNS,  P. 
CL6MONB,  P. 
CLEMDNS,  P.E. 
CLEVELAND,  J.  E. 
CLEVELAND.  R.  S. 

B2110&0131* 
8211390373" 
621  1  120339* 
821  1060693* 
821  1290022" 

70-364 
50-277         0 
30-271          0 
WASTE   MOT 
40-6500 

CLEVELAND.  P,  8. 
CLEVELAND,  W.  S. 
CLEVELAND,  fl.  S. 
CLEVELAND,  R.  S. 
CLIFFORD,  0.  W. 

821  12901  IBB 
831  13901  19* 
8311290132* 
B2I  13901S6* 
0311110065 

40-69DO 
40-6SOO 
40-650O 
40-69OO 
30-445         A 

CL1NE.W.  E. 
COBB.L.  I. 
CQBB.t..   I. 
COCHRAN,  T,  B. 
COCHRAN,  T.  B. 

0amsosoi» 

B20B1900B3* 
02I11S0234« 
8211030314 
8211030315* 

50-259         Q 
FOIA 
FOIA 
30-937        T 
50-537        T 

COCHRAN,  T.  Q. 
COCHRAN.  T.  fl. 
COCHRAN,  T.  fl. 
CDCHflAN.  T.  B. 
COCHRAN.  T.  D. 

3211030316* 
8211160359* 
0211160360" 
021  1160367* 
821134031  1 

50-537        T 
90-937        T 
50-537        T 
50-937        T 
ORO 

COCHRAN.T,  B. 
COCHRAN.  T.  H. 
COCHRAN.  T.  fl. 
COCKRELL.8.0. 
COFFIELD.  R.  D. 

8211340326 
B2  1  1240333 
821  1240333 
02t  1290057* 
8SI123042S* 

70-143 

SO-537        T 
50-937        T 
50-2T7        F 
90-537        / 

COFFMAN,  F.  D. 
CGHALAN.  P.  F, 
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•CRUTCHKH-LI).  I). 

cnuTWKN.&fit. 

CHUTCHFNiLF),  I). 

021  10:1009:1 
nni  lorjoioi 

021  1040001 
(IU1  1040170 

30-409 
OO-409 
30-206 
30-S44 
30-219 

P 

P 
F 
P 
P 

CmMCHKltiUD.  I), 
CHt/fCHFlH.D.  l> 
CRUTCHr-'Ifil.R.  [) 

crii*Ti;ni.'ii;i.n,  n 

tILtl  1040107* 
(121  1040  197« 
1121  1040206 
021  K)40ai3 

50-219 
3O--319 
BO--  189 
90-244 
30-139 

P 
P 
P 
P 
P 

CFIlirCHKIFLI),  0 
CnuTCFIF'lEl.l).  ». 

0211040272 
1121  1040326 
0211040494* 
(1211030104 
11B1  10301  11* 

50-213 
SO-219 
30-219 
30-219 
30-219 

P 
P 
P 
P 
P 

cmmnna.1).  n 

Cflurctlfltl.D,  D. 
CflurCHFIKLD.  IJ 
CflUTCHFIKLB.  P. 

CHUTCHKIF:I.I>,  o- 

aaiiooooni 

(I2IIOOOI01 
03IIOU0109 
0211100342 

TOPREP 
50-306 
SO-133 
00-206 
50-133 

P 

J 
P 

P 

CIIUICIIKIHI.U-.  D, 
CBUrCHFIKLD.  0 
CKUTCHFIItLD,  D 
CflUTCHFIELD,  n 
CFturCHPIEl.0,  11 

031IIS0164 
031113016V 
021IIB030:) 

O3iiiao:i7i 

50-213 
30-337 
30-133 

30-133 
00-237 

P 
P 
P 

F 
F 

CBUTCHPIELB.  D 
CBurCHFICLD.  B- 

CRUICHFIELD.  D 
CRUTCHFIEtO,  I> 

Oil  1130410 
0311130429 
0211190432 
0211130434 

SO-206 
30-243 
50-219 
30-333 
3O-409 

D 
D 
D 
D 
P 

CRUTCHFIELD.  B 
CRUTCHFIEiD.  l> 
CRurCIIFIELD,  D 
CRUTCHFIELD.  0 

CHurctiFietD.  o 

0211130970 
0211130908 
021  11  30391  » 
0211130601* 
821  1160009 

50-237 
90-219 
30-219 
50-219 
50-133 

D 
P 

P 
P 
P 

CRUTCHKIEI.D.  O 
CfiUTCHFULD.  D 
CHUfCHFIELD.  D 
CRUrCHFIELD.  D. 
CRUTCHFIfLD.  0 

B3I  1160332 
0311160373 
0211170203 
BJ21I17032I 
0211170356 

50-237 
50-213 
SO-237 
30-206 
50-159 

P 
P 

P 
P 
P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

CRUTCHFIELD,  D. 

8211170362 

90-249    P 

CRUTCHFIELD,  D, 

B211170366* 

50-243    P 

CRUTCHF1ELD,  D. 

0211170373* 

50-243    P 

CRUTCHFIGLD,  D. 

021117050'? 

50-237    E 

CRUTCHFIELD,  D. 

8511100044 

50-243    P 

CRUTCHFIELD.  D. 

0211100051" 

50-245    P 

CRUTCHFIEUD,  D. 

82111B0061* 

BO-245    P 

CRUTCHFIELD,  D. 

021  1180307 

50-135    P 

CRUTCHFIELD,  D. 

B2  11160309 

90-219    P 

CRUrCHFIELD,  D. 

0211100310 

30-244    P 

CFtUTCHFIELD,  D. 

8211190065" 

SO-255    P 

CRUTCHFIELD,  D. 

0211190107 

50-155    P 

CHUTCHF1ELD,  D. 

0211190183 

90-29     P 

CRUTCHFIELD,  D. 

821  1220099 

50-40?    P 

CRUTCHFIELD.  D. 

B311220132 

50-219    P 

CRUTCHFIELD,  D. 

0211230203 

90-245    P 

CRUTCHFIELD,  D, 

82  11  22043  5 

SO-245   P 

CRUTCHFIELD,  D. 

0211230011 

50-206   F 

CRUTCHFIELD,  D. 

B2I  12301  53 

50-345   P 

CHUTCHFIELD,D. 

0211230256 

50-206   P 

CRUTCHFIELD,  D. 

8211230325 

50-219   P 

CRUTCHFIELD,  D. 

B21  1230405 

50-219    F 

CfiUTCHFIEi-D,  D. 

0211240294 

30-409    P 

CRUTCHFIELD,  D. 

8311240374 

90-409    P 

CRUTCHFIELD,  D. 

6211290001 

50-29     P 

CRUTCHFIELD,  D. 

B2U270002* 

50-29     P 

CRUTCHFIELD,  D. 

821129000S" 

50-29     P 

CRUTCHFIELD,  D. 

821  1290470 

50-206    P 

CRUTCHFIELD,  D. 

0211290402* 

50-29     P 

CHUTCHFIELD,  D. 

0211290631 

50-409    P 

CRUTCHFIELD,  D. 

0211290636 

50-299    P 

CRUTCHFIELDiD. 

0311300384 

50-409    P 

CUMMINS,  J.  G. 

021  1020094* 

50-59     Q 

CUMMINS,  J.  E. 

0211I90330» 

30-120   0 

CUNNINGHAM.  A.  L. 

B211150543" 

70-1131 

CUNNINOHftM.  0.  E. 

B2U220439* 

50-70    F 

CUNNINOHAM.O.  E. 

D21  1300395 

50-70    P 

CUNNINGHAM,  0.  H. 

OBU060235 

50-398   H 

CUNN1NOHAH,  0.  H. 

821  1060262 

50-350   H 

CUNNINOHAM.O.  H. 

6211190135 

50-445   0 

CUNNINGHAM.  0.  H. 

B211190139 

90-445   0 

CUNNINGHAM.  0.  H. 

3211190142 

30-449   0 

CUNNINOHAM.O.  L. 

B2U2204E7 

71-170 

CUNNINGHAM,  R,  E, 

8211010045 

90-201   P 

CUNNINGHAM,  R.  E. 

0211010263 

50-201    P 

CUNNINGHAM,  R.  0. 

8211150531 

30-5      P 

CUNNfNOHAH,  R,  0. 

B2H1305560 

50-5      P 

CUF1HAN.  D. 

03071  BOOS  7 

50-443    A 

CURRAN,  D, 

0200290075 

FOIA 

CUflRAN,  D. 

6211020569 

50-443   0 

CURRAN.  D. 

0211020569 

50-443   0 

CURRAN,  D, 

621  1230171* 

PRM 

CURRAN,  D. 

B2I1220171* 

PRK 

CURRAN.  D. 

02  11  220248 

PRM 

CURRAN,  D. 

821  1220248 

PRM 

CURRAN.  J.  M. 

B21  1100163 

50-206   R 

CURTIS,  IJ.ll, 

8211020273 

50-387   E 

CURTIQ.  N.  14. 

BZ  11  020394 

50-307   P 

CURTIS,  N.  M. 

B21  1020507 

50-387   P 

CURTIS,  N.  H. 

8211060040 

REQGD 

CURTIS.  N.  H. 

B2  11060230 

50-3B7   P 

CURTIS,  N.  W. 

8S1  1060237 

50-387    P 

CURTIS,  N,  W. 

8211100319 

50-387    B 

CURTIS.  N,  W. 

9211110249 

50-387   P 

CURTIS,  N.  H, 

8211130416 

50-387    P 

CURTIS-  M,  W, 

8211120458 

50-367    P 

CURTIS.  N.  W. 
CURTIS,  N.  M. 

8211130162 
821  11  50621 

50-387    P 
50-367   P 

CURTIS,  N.H. 
CURTIS.  N.H. 

8211160166 
B21  11  70100 

50-307   P 
90-307   P 

CURTIS.  N.H. 
CURTIS,  N,  H. 
CUSAK-  J.  H. 
CUTCHIN.d.M. 
CUrCHKJ,  J.  H. 

8211230414 
8211290394 
B21I220030* 
0211010198 
821  1010219 

30-387   P 
90-300   S 
FOIA 
50-440   0 
50-440   C 

CUTCHIN.J.  M. 
CUTCHIH,  J.  M. 
CUTCHIHiJ.H. 
CUTCHIN.J.  H. 
CUTCHIN.J,  H. 

B2  11  030077 
B21  1080155 
8211100199 
8211100204 
6211240052 

50-440   0 
50-440   0 
50-387   0 
50-440   0 
50-269   0 

CUTCHIN.J.  M, 
CUTCHIN.J.  H. 
CZAJKOWSKI.C. 
D'ANOELO,  A.  J. 
D  'ANOELO.  A.  J. 

8211290393 
821  1300190 
6211090124 
6211020687* 
8211120390* 

30-289   0 
50-440   0 
50-244   E 
90-397   0 
50-B06   Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

D'ANCELO.  A.  J. 
DAILY,  J. 
DA  I  NOR  A.  J. 
DALE.  U.  F. 
DALE.L.  F. 

B21II20474* 
8211150023*   ' 
8211230278* 
82UOS0204 
8211110209 

50-397 
FDIA 
50-237 
50-416 
50-416 

a 

p 
p 

e 

DALE,  L.  F. 
DALE,  L.  F. 
DALE,  L.  F. 
DALE.L.  F. 
DALE,  L.  F. 

8211110271 
8211110311 
8211110422 
821117000B* 
8211170266 

50-416 
50-416 
50-416 
30-416 
50-416 

a  a.  Q.U.  m 

DALE,  L.  F 
DALE,  L.  F. 
DALE,  L.  F. 
DALE,  L.  F. 
OALE.L.  F. 

B21  1320003 
821  1220004 
821  (320094 
821  1220122 
8211230009 

50-416 
50-416 
50-416 
50-416 
50-416 

P 
P 
p 
P 
P 

DALE.  L.  F. 
DALE,  L.  F. 
DALE,  L.  F. 
DALE,  L.  F. 
DAL  TON,  A.  T. 

8211230321 
S21  1240003 
821  1240004" 
8311290116 
821  12201  78 

50-416 
70-2936 
70-2936 
30-416 
PHM 

p 

P 

DALTROFF.  S.  L. 
DALTRQFF,  S.  L. 
DALTROFF,  B.  L. 
OALTROFF,  S.  L. 
DALTROFF.  S.  L. 

B2J  1010372. 
021  1020625* 
821  1040384 
0311080213 
8211090436" 

50-377 
50-277 
50-277 
50-277 
50-277 

Q 

a 

p 
p 

Q 

DALTRDFF,  S.  L. 
DALTROFF,  3.  L. 
DALTROFF,  S.  L. 
DALTROFF.  S.  L. 
DALTfiOFF,  S.  L. 

8211090461* 
6211130140 
8311150676 
821  1170005* 
8211170204 

50-277 
50-277 
50-277 
3O-277 
5O-277 

F 
P 
P 
F 
P 

DANCE.  H.  C. 
DANCE,  H.  C, 
DANCE.  H.  C. 
DANCE,  H.  C. 
DANCE.  H.  C. 

B2111S0329 
8211150330 
821  (190332 
8211150343 
8211150353 

90-389 
30-321 
50-200 
50-33S 
9O-369 

OOOOiS 

DANCE,  H.  C. 
DANCE.  H.  C. 
DANCE,  H.  C. 
DANCE.  H.  C. 
DANCE.H.  C. 

H21  1150373 
0311150306 
•       8211150481 
8211130484 
8211150492 

50-413 
30-335 
30-267 
50-34S 
50-492 

o 

a 
a 

a 

B 

DANCE,  H.  C. 
DANCE,  H.  C, 
DANCE,  H.  C. 
DANCE,  H.  C. 
DANCE,  H.  C. 

S21H50495 
8211150496 
8311150510 
8211150516 
B2I11S0603 

50-369 
50-369 
90-424 
50-413 
5O-  269 

O 

Q 

a 
a 
a 

DANCE,  H.  C. 
DANCE.H.  C. 
DANCE,  H.  C. 
DANCE.H.  C. 
DANCE,  H.  C. 

B21  1150623 
8311150648 
8211320341 
8211230424 
8211290290 

5O-395 
5O-339 
50-3O2 
5O-4Q4 
9O-280 

o 

a 
a 

s 

0 

DANCE,  H.  C. 
DANESE,  F,  L. 
DANESE,  F.  L. 
DANESE.  F.  L. 
DANIELSON.  D. 

8211290633 
831  1  170478* 
821I170483» 
S2II30014B* 
8211030496 

5O-331 
FQIA 
FDIA 
FOIA 
50-254 

Q 

S 

DANIELSON.  D.  H. 
DANIELSON,  D.  H. 
DANIEL30N,  D.  H. 
DANIELSON,  D.  H. 
DANIELBON,  D.  H. 

8211020310B 
B211020326» 
6211080573* 
8211120334* 
82J  1120434* 

5O-374 

80-373 
50-237 
50-483 

50-r 

Q 

a 

o 

Q 

DANIEL50.N,  D.  H. 
DARDEW,  T.  H. 
DASCHKE,  K.  D, 
DAVIDSON.  D.  R. 
DAVIDSON,  D.  R. 

DAVIDSON,  D.  R. 
DAVIDSON,  D.  R. 
DAVIDSON,  D.  R. 
DAVIDSON,  D.  R. 
DAVIDSON.  D.  R. 

DAVID8DNrD.fi. 
DAVIDSON,  D.  R. 
DAVIDSON.  D.  R. 
DAVIDSON,  D.  R. 
DAVIDSON.  D.  R. 

DAVIDSON.  J.  H. 
DAVIDSON,  J.  N. 
DAVIS,  A.  fl. 
DAVIS.  A.  B. 
DAVIS,  F.  C. 

DAVIB.F.  C, 
DAVIS,  F.  C. 
DAVIS.  F.  C. 
DAVIB.F.  C. 
DAVIS,  F.  C. 
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AUTHOR 

ACCESSION             SUBJECT 
NUMBER                     CATEGORY 

DAVIS.  F,  C. 

H21111O423*         FOIA 

DAVIS.  F.  C. 

8211300123*         FOFA 

DAVIS.  F.  C. 

3211300127*         FOIA 

CAVIS.  F.  C. 

83!  1300137*         FOIA 

DAVIS,  J.  0- 

0211110054*         FdtA 

DAVIS.  0.  0. 

aaill70426»         7O-143 

DAVIS,  J.  O. 

B2111900I9*         FOIA 

DAVIS.t,  S. 

82071  1002&           FOIA 

DAVIS<  ft.  B. 

8211220217            PRM 

DAVIS,  M.  J. 

8211150336*         50-260         Q 

DAVIS,  M,  S. 

B210290014            PR 

DAMSON,  D.  H. 

BS1  1010324            71-9001 

DAU&ON,  D.  M. 

B21  1010443            70-1308 

DAWBON,  D.  H. 

8211030459            71-9001 

DAWSDM,  D.  H. 

aamsoioo        7i-"?ooi 

DAMSON,  J.  F. 

B?ll  140503           50-390        ft 

DAYAL,  R. 

8211160570           RES 

DAYAL,  R. 

6211180432            RES 

DAY(-E,  A.  E. 

621  10301  93*         30-309         » 

DE    AOAZ1O,  A.  M. 

321  1020343            30-346         P 

DEARIEN.  J.  A. 

8211010498           RES 

DEftSOM,  V.  A. 

8311010393            RES 

DEBBAQE./i,  0. 

9211130324*         30-413         Q 

DEB  OMB.  A. 

8SOB290010           ACRS 

D£BB,  B.  T. 

B211150321*         30-261          Q 

DEITRICH.L.  H. 

621  1020374*         50-337          T 

DELOAIZO.  T.  J, 

8007010781*         30-247         P 

DELQA1ZO.  T.  J, 

B203040623*         50-153         P 

DELOAIZO,  T.  J. 

8207O101  1  ?»         50-308         P 

DELQEOROe,  L, 

8211110S83           50-237        P 

DELOEGRGE.U.O. 

B21I06O34>7            REOOD 

DELOEOROE,  L.  0. 

831  1  120402«        50-249        0 

DELOECROE.L,  a. 

821H9027i»         30-295         Q 

DELOEOROE.L.D. 

B211290A43           50-295        P 

DELOEORQE.L.  0. 

921  1300328*         30-454          0 

BELLA  RftTTA,  A. 

BSll30022fc»        50-?7           d 

DEHMIE,  P.  n. 

821  1010194           RES 

DENISOH,  E. 

821IOB02B4*         30-275         P 

DEN  I  SON,  E. 

8211100033           50-275        P 

DEN  I  SON.  E. 

821  1  IOOO39-*        50-275        P 

BEHISDN.E. 

B2U110332           50-275        P 

DEN  I  SON.  E. 

821  11  10338*         50-373         P 

DENISON.E. 

32111303913*        BO-273        P 

DEKMISON,  A.  D. 

921  1O902S4           SO-35B        Q 

DEMNISON,  A.  D. 

8211090254            50-338         0 

DENNESDN.  A.  B. 

B21  1330433          3Q-3S9        0 

DEMNISON,  A,  D. 

9311230133            30-3SB         0 

DENTE,  T.  J. 

B21  1040469            TOPfiEP 

DEN  fE.  T.  J. 

B2110B0120            TQPREP 

DENTE,  T.  J. 

8211100137           TOPREP 

EENTON.H.  R. 

7912280025*        90-264        P 

DENTON,  H.  R. 

800-7330372*        50-266        P 

DENTOH,  M.  R. 

8009090030*        90-206        P 

DENTOM,  H.  R. 

BO  10310730-        90-29i        P 

DENTON,  H.  R. 

801  103031  2*         30-266         P 

DENTOH,  H.H. 

B011100aBB«        FOIA 

DENTON,  H.  R  . 

BIH2020004"        50-266        P 

DENTflM,  H.R. 

810337-C-127*        5O-313        P 

DENTON,  H.  R. 

fl  104  150348*        50-335        P 

DENTOM.  H.R. 

S1050700BB*        FOIA 

DENTON,  H.R. 

Q103120225*        FOIA 

DEMTON,H.R. 

B105150032*        FOIA 

DENTGN,H.ft. 

9108170331*        30-317        P 

BEMTDN.  K.  R. 

91091  1O13B*         FOIA 

DENTGN.  H.  R. 

Bl  11200117*'        NWREO 

DEMTONr  H.  B. 

Bl  113003?  1*        5O-31S        P 

DENTQNj  H,  R. 

B2010300BO*         30-313         P 

DEMTON,  H.  R. 

8201Z00049*         FOIA 

DENTON,  H.  R- 

820204001  7*        30-336        P 

CENTON.  H.  R. 

B202100132*        FOIA 

DENTON,  H.  R. 

BS03110464          HUREO 

DENTOW.  H.  R. 

8303340028*         S  0-395         P 

DEWTON,  H.  R. 

6306060022*        FOIA 

DENTOM,  H,  R. 

6206110042*        FOIA 

DENTON,  HrR. 

S3HOI0331            TOPREP 

DENTON,  H.  R  . 

B2.1  1030406           50-244        0 

DENTON,  H.R. 

821  103041  1*        SO-344        C 

DENTON,  H.  R. 

8211030414*        50-344        0 

DEMTONr  H.  R. 

621  103O546*        30-305        F 

DENTOM-  H.  R. 

0211030373*        30-313        B 

DEMTDN.H-  H. 

S2UO40QBS          TOPBEP 

DENTON.  H.  R. 

B21104048&           30-244        0 

DENTON.  ».  R. 

8311040331           30-70           F 

DENTON.  H.  R. 

B3tlO4O574           30-244        S 

DEMTONj  H.  R. 

B21  1080043           90-498        A 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DENT  ON,  H.  R. 

9211030044* 

50-496         A 

DENTON,  H.  R. 

B21H500S5* 

FQIA 

DENTON,  H,  R. 

B211150O95* 

FOIA 

DENTON.  H,  R. 

3211190046 

90-289         H 

DENTON,H.  R. 

6211190061 

50-255         P 

DENTflM.  H.  R. 

8211190O70 

REVIEW    QRP 

DENTON,H.  R, 

8211300270* 

50-363         P 

OENTON,  R.  E. 

B2I  1090365 

50-317         0 

DERIENZO,  P.  P. 

B211  100237* 

QA999 

DERKS,P.  B. 

821102024S* 

50-133         R 

BERKS.  P.  S. 

flBH  110350* 

9O-133         R 

DEUSTER.  R.  W. 

6311030-396* 

50-201         0 

DEVINCENTIS,  J, 

621  1030005 

50-443         A 

DEVINCENTIS,  J. 

B21  1030005 

50-443         A 

BEVINCENTIS.  J. 

62  11  0404  S3 

50-443         A 

BEVINCENTIB,  J. 

62  110404  S3 

50-443         A 

DEVINCENflS,  J. 

8211100249 

5O-443         A 

DEVINCENTIS,  J. 

B211IOQ249 

90-443         A 

DEVINCENTIS,  J. 

B21  110031  5 

50-443         A 

DEVINCENTIS,  J. 

6211100315 

30-443         A 

DEVINCENTIB,  J. 

6211100396 

50-443         A 

DEVINCEWriS,  J. 

B21  1100396 

30-443         A 

DEVJNCENTIS,  J. 

B211130I32 

50-443         E 

DEVINCENTIS.  J. 

921  1190132 

SO-443         E 

DEVINCENTIS.  J. 

0311150152 

50-443         A 

DEVINCENTIB,  J. 

8211150152 

&0-443         A 

DEVINCENTIS,  J. 

B2I115O157 

50-443         A 

DEVIMCEfJTIS,  J. 

821  1150157 

50-443         A 

DEVINCENTIS.J. 

8211150441 

30-443         A 

DEVINCENTIS,  J. 

6211150441 

90-443         A 

DEVINCENTIS.  J. 

8211150355 

30-443         A 

DEVINCENTIS,  J. 

6211150559 

90-443         A 

DEVINCENTIB,  J. 

6211160163 

50-443         E 

DEVTNCENT1S.  J. 

8211160163 

90-443        E 

DEVINCENTIS.  J. 

8211160266 

50-443         A 

DEVINCENTIS.J. 

0211160366 

30-443        A 

DEVINCENTIS.  J. 

8211160397 

90-443        A 

DEVINCENTIS.  J. 

B21  11  60397 

50-443        A 

DEVINCENTIB,  J. 

8211160406 

30-443         A 

DEVINCENTIS,  J. 

B2I  1160406 

90-443         A 

DEVINCENTIS,  J. 

6211160459 

30-443        A 

DEVINCENTIB,  J. 

B21  1160439 

50-443        A 

DEVINCENTIS,  J. 

621  1  1  70S40 

50-443        A 

DEVINCENTIS,  J. 

821  11  70240 

50-443        A 

DEVINCENTIB,  J. 

5211130319 

50-443        A 

DEVINCENTIB,  J. 

8211190319 

50-443        A 

DEVINCENTIS,  J. 

821  1330013 

50-443        A 

DEVINCENTIS,  J, 

8211230013 

30-443        A 

DEVINCENTIB,  J. 

6211230020 

50-443        A 

DEVIWCENTIS,  J. 

6211230020 

30-443        A 

DEVINCENTIS,  J. 

82  It  230025 

30-443        A 

DEVINCENTIB.  J. 

9211230025 

50-443        A 

DEVINCENTIS,  J. 

B21123005B 

30-443        E 

DEVINCENTIS,  J. 

S2  11  230039 

30-443        E 

DEVINCENTIB,  J, 

B2  11  230069 

50-443         A 

DEVINCENTIB,J. 

6211230069 

50-443        A 

DEVINCENTIB.  J. 

B21123010Q 

30-443         A 

DSVINCENTIS.  J. 

8211230100 

30-443        A 

DEVINCENTIS.J. 

B211230I59 

90-443        A 

DEvrNCENTIB,  J. 

6211230199 

50-443        A 

DEVINCENTIS,  0. 

B2  11  230186 

90-443        A 

DEVtNCENTIS.J. 

6211230186 

50-443        A 

DEVINCENTIS.,  J. 

83  11  230291 

50-443        A 

DEVINCENTIS,  J. 

62112302?! 

90-443        A 

DEVINCENTIB,  J. 

8211230337 

50-443        F 

DEVINCENTIB,  J. 

8211230361 

50-443        A 

DEVINCENTIS,  J. 

8211230361 

SO-443        A 

DEVINCENTIS,  J. 

831  1240179 

50-443        E 

DEVINCENTfS,  J. 

0211240179 

50-443        E 

DEVINCENTIB,  J. 

821  12901  12 

50-443        A 

DEVINCENTIS,  J. 

6311290112 

50-443        A 

DEVINCENTIS,  J. 

82  11290275 

SO-443        S 

DEVINCENTIS.  J. 

8211300051 

90-443        A 

DEVINCeNTIS.  J. 

6211300051 

50-443        A 

DEVINCENTIS,  J. 

8211300156 

50-443        A 

DEVINCENTIS.J. 

B21130015fo 

90-443        A 

DEVINCENTI3,  J. 

8211300161 

50-443        A 

DEVINCENTIS,  J. 

63H300161 

50-443        A 

DEVINCENTIS.  J. 

B21  1300  166 

90-443        A 

DEVINCENTIB,  J. 

9211300106 

50-443        A 

DEVINCENTIS.J. 

831130041*. 

50-443        E 

DEVINCENTIB,  J. 

8211300416 

50-443        E 

DEVINE.  J.  B. 

921  1300436 

XPORTLIC 

DC  VINE-  T. 

6211160274 

50-373        H 

DEHEY,  L.  5. 

8211170132 

90-528        0 

AUTHOR 

ACCESSION 
NUMDER 

SUBJECT 
CflTECHRV 

DEHEV,  U.  S, 

B2I117Q14O 

3O-5E8         0 

DEUEY,  L.  S. 

8211170146 

50-S2ii        G 

DEWEY.L.  S. 

6211170175 

50-528         0 

DEMEY,  L.  S. 

621119012B 

50-529         C 

DEWEY,  L.  S. 

S21  1190129 

50-523         O 

DEWCY.  L.  S 

8211190133 

3Q-52B         Q 

DEWITT,  R.  D. 

82I1O902'1l» 

5O-S33         P 

DEWITT,  R.  B. 

6^1  10TO397t 

50-233         P 

DEYQUNO.R.  C. 

B205  100309* 

FCHA 

DEYOUNO.  R.  C. 

02081  90223 

50-3              O 

DEYOUNG.R.  C. 

B20B23Q174« 

FOIA 

DEYGUN9.R.  C. 

0211010400 

3-0-27D        O- 

DEYOUNO,  R.  C. 

62110I04B70 

50-290          O 

DEVOUNQiR.  C. 

S2I104018B* 

50-275          K 

DEYOUNO.n.  C. 

621  1050046 

50-273          H 

DEYOUNO.  R.  C. 

0211050172 

50-319          Q 

DEYOl/NO.  R.  C. 

8211050I7B* 

50-315         a 

DEYQUNO.  R.  C. 

8311060493 

50-213          O 

DEYOUNO,  R.  C. 

B21  1060503 

50-345          0 

DEYDUNO.H.C. 

H2110605O9 

50-312          O 

DEYOUNO,  R.  C. 

B2110I3Q3I1 

50-269          O 

DGYOUNG.R.  C. 

82HO80318* 

SQ-Bi1?          <* 

DEYOUNQ.fi   C. 

S211  110337 

50-312          Q 

DEYOUNO,  R.  C. 

0311110344* 

SO-312          0 

DEYQUNO.  R.  C. 

821  1  E2QQ73* 

50-373          P 

DEYDUNO.R,  C. 

821115013B* 

FOIA 

DEYQUNO,  R.  C. 

aaill301BB* 

FOIA 

DEYdUNO,  R.  C. 

821iig0195« 

FOEA 

DEVOUNQ,  R.  C. 

S211  190303* 

FOIA 

DHILLON.H. 

B21  1030061* 

CDNTRAC  r 

DIAHDND,  D.  J. 

B21  1030495 

RES 

DIAZ.N.  J. 

6211060057 

50-83              P 

DIAZ.N.  J. 

B2H120501* 

90-B3            F 

DIHERT,  D.  J. 

8211060061* 

30-346           S 

DIBERT,  D.  J. 

B2H16Q175* 

50-346           e 

DICKERBON,  N.  W. 

S2111S049l» 

50-267            Q 

DICKHDNER,U.  H. 

8211150414 

•SO-'JSB           O 

DICKINSON,  A.  C. 

82I12300BKI 

50-211?          S 

DIEDERICH,  0.  J. 

8210130420 

5-0-373            6 

DIEDERICH,  0.  J. 

8211O2QOB1 

50-373            B 

DIEDERICH,  G.  J. 

S3  11020521 

50-373           S 

DIEDERICH,  0.  J. 

B21  1020643 

90-373            B 

DIEDERICH,  G.  J, 

8211060221 

30-373            S 

DIEDERICH,  G.  J. 

8211060236 

50-373           S 

DIEOER1CH,  0.  J. 

B2HO60275 

50-373             B 

DIEDERICH,  0.  J. 

8211090151 

50-373            B 

DIEDERICH.  0.  J. 

8211120342 

5O-373            -O 

DIEDERICH,  0.  J. 

B21  11  20393 

90-373             3 

DIEDERICH,  G.  J. 

8211120417 

30-373            8 

OIEDERICH.G.  J. 

82  11  120448 

DO-  373           3 

DIEDERICH,  0.  J. 

8211120452 

50-373           3 

DIEDERICH,  G.  J. 

821  1150219 

5O-373          R 

DIEDERICH,  0.0. 

B21  1  160394 

50-373           S 

DIEDERICH,  G.  J. 

821  (230037 

50-373           S 

DIEDERICH,  0.  J. 

8211230239 

50-373        -a 

DIEDERICH,  G.  J. 

8211230311 

50-373            £ 

DIEDERICH,  Q.J. 

0211290134 

50-373            [ 

DIEDEHICH,  0.  J. 

821  1290409 

50-373            f 

DIEDERICH,  G.  J. 

8211290374 

50-373           f 

DIEDERICH.O.  J. 

S21  1290641 

s  0-37:1         I 

DIEDERICH,  G.  J, 

B21  1290740 

50-373            i 

DIEDERrCH.O.  J. 

B21  13001  05 

5O-373            1 

DieDERICH,0.  J. 

8211300254 

50-373            1 

DIETCHiR. 

8211090434 

50-206            1 

DIETCH,  R. 

621  1  160309 

30-362 

DIETCH,  R. 

8211160430 

50-362           !, 

OIETERICH,  R.  A. 

8211020557 

TdPflEP 

DIETERICH.R.A. 

B21  1030357 

TOPREP            - 

DIETZrC.  R. 

8211040007 

90-325 

DIETZ.C.  R. 

8211040101 

30-325          ! 

DIETZ.  C.  R. 

8211040155 

50-33-4          '< 

DIETZ/C.R. 

8511040186 

50-324          ' 

DIETZ,  C.R. 

8211040287 

90-33-J          ' 

DIETZ.C.R. 

B31  10B0139 

50-324 

DIETZ,  C,  R. 

831  1090S08 

5O-324          : 

DIETZ.C.R. 

B2  11  090309 

50-324          i 

DIETZ,  C.R. 

8211090329 

50-334 

DIETZ.C.R, 

B21  1100207 

SO-323 

DIETZ,  C.R. 

8211100293 

50-325 

DIETZ.C.R. 

8211100303 

50-32-4         : 

i 

DIETZ.C.R. 

621110030Q 

50-324         J 

DIETZ.C.  R. 

8211120325 

3-0-324        ; 

DIETZ,  C.R. 

821  1150149 

90-3H4        :- 

DIETZ,  C,R. 

B21  11  50380 

50-323 

DIETZ.C.R. 

8211170261 

30-3S-4        f 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION             SUBJECT 
NUMBER                    CATEGORY 

DIETZ.C.  Fl. 

DIETZ.C.R, 

DIETZ-C.fi. 
DIETZ.C.  Jl. 
DIETZ,C,R. 

B31  (170278            90-324         B 
S211  170390            50-334         B 
8211330355            90-325         B 
B31  1220393          30-324        S 
0211230327            50-324         S 

DIETZ.C.R. 
DIETZ.C.R. 
DIETZ.C.R. 
DIETZ.C.R. 
DIETZ.C.F). 

B31  1330312            50-325         S 
0211230432            50-325         S 
B21  1390139            50-325         S 
021  1290156            50-325         B 
021  129031  S            50-325         S 

BIETZiC.fi. 
DIETZ.C.R. 
niETZ.C.B, 
DIETZ.C.R. 
DIETZ.C.R. 

SS\  1290470            80-325         B 
0211390496            50-323         8 
9211270649            90-334         S 
0211270679            90-325         B 
02112906BB            50-324         B 

DIETZ.C.R, 
DIFFERENT,  P,  M. 
RIGOR,  n, 
DIMS,  R.  M, 
DIOQS.R.  H, 

B2112170715            30-329         G 
8211230323*         90-416         B 
0211050062            90-267         P 
(1211010294            90-324         P 
B3I101Q90B            90-341          A 

DlOOSrB.II. 
DICQB.R.  H. 
DIOOS.R.M 

Dtoos.n.ti 
nicoa.R,  H. 

D21  1030339            90-250         P 
0311030363            50-39            P 
0211040060            30-266         P 
G21104QO90            50-2BO         P 
B2I  1040335            90-263         P 

DIQOG,H-M 
DIOOS.Ft.  H. 
BIGGS,".  K, 
DICOSi.R,  H. 
DIOOG.fi,  M. 

B2110405'J<,            30-373         P 
831  1040963            90-219         P 
B2ll0901Cltl            30-361         P 
0211220330            90-367         P 
B2I  1220335            90-2A1?         P 

DI009.H.H 
DIQOB.lt.  H. 
DIQNAN,  T.  0. 
DIUNAN,  T,  0. 
DIGNAN,  T.  0. 

0211230147           30-263        P 
0211  300463            90-336         P 
021  IOOOO53            90-413         0 
B2I  1000O33            30-443         0 
C121  1000097            90-443         0 

D10NAN.T.  0. 
DIGNAN,  T.  0. 
DIQNAN,  T.  0. 
DIOWANi  f.  0. 
QIGNAN,  T.  0. 

(I2110U0097            30-443         0 
Q3110B0139            30-443         0 
021  1000133            30-4flH         0 
OSI1160010           30-443        0 
02111603m           90-443        0 

D1GHAU.T.  0. 
DIQNAN,  T,  0. 
DICNAN,  T.  0, 
DIGNAH,  T,  0. 
DMANNI.D. 

021  IU00340           30-443        0 
0211300340           90-443        0 
OKI  1300363           30-443        0 

oaiiuoo:»i»        90-443      o 

0211160161"        90-202        P 

DtlANNl.D.  C. 
DIIANNI.  D,  C. 
DIHAEiCIO.N.  J, 
DIHENNA.R.  A. 
DIMENNA,  It.  A. 

(WllOAOMt)           80-203        P 
0211070262           30-202        P 
£1311160:1/0"        30~;t22        0 
021  1010476*        30-2H9        P 
021106093.1           REfl 

DIHCK8,  W,  J. 
DIRCKO,  U-  J. 
DIRCKB,  W  J 
nlflCKB.W.  J. 
DIRCKS,  H.J 

OlOSaSOASV"        FDIA 
[1I0329O072*        f-'HIA 
Oil  1  12066?*        30-273        A 
0201  190600K        FOIA 
02090UOOIIO*        FOIA 

DIRCKB,  H,  J, 

DiRCK9,n.  j. 

QUICKS.  U   J. 
CHICKS,  H  J. 
DIRCKQ.U  J 

DaO(il0043n»        FOIA 
030610049S          OGCY 
020037O391*        FCIIA 

n2ito:jni7a       90-341      o 

OHI  1030814           90-373        H 

DIRCKB,  W,  J. 
DIHCKB,  U.  J, 
DIRCKEI.H.  J. 
D1HCH8.H,  J, 
DIRCKB,  H.  J. 

f)im0606M           OKCV 
031  1060671           90-275        H 
03110003-10          SECY 
021IIOOIIA*        FOIA 
Oaill203l9           30-327        3 

DlnCHfi.H.  J, 
DIflCKa,  W.  J. 
DIRCKB.  W,  J. 
DlnCKB.U.  J, 
DIRCK8.H.  J. 

oaittaooso       oo-aa?      P 
oaui3oi3a«      FOIA 

021113017R«        FOIA 

nsuisoaoo"      FOIA 

031  11  30240'        FQIA 

DlfiCKB.  H.  J. 
D[RCM8,H.  J. 
OIRCKa.  W.  J. 
D1HCH8,  U  J 
DIHCKB.W.  J, 

P2insoa4a»      FDIA 

0211130259"        FftA 
0211190371.        FOIA 
B21  1160017           30-362        A 
0311160096           30-279        II 

OIBCKa.H.  J, 
OIHCKfl,W.  J, 
D1RCHB,  H  J. 
DIRCK8,  H.  J, 
OIHCKH.H  J. 

03111&OQ64           80-133        H 
02111/.0133           30-309        H 
031  1  160330           90-443        H 
B311I70I34          NUREO 
B21I170247          NUflEO 

DIRCMB.H.  J, 
DIRCKB-H.  J. 
DIRCKB,  W.  J. 
DIRCKB,  U  J. 
DIRCKQ.U.  J. 

6211170333           50-247        U 
0211170479          COMHIBBION 
021  1170927*        FOIA 
8211180033"       FOIA 
0211100124           30-307        E 

AUTHOR 

ACCESSION     SUBJECT 
NUMBER        CATEGORY 

DIRCKS,  W.  J. 
DincKS.W.  J. 
DIRCKS,  W.  J, 
DIRCKS,  W.  J. 
DIRCKB,  U.  -J. 

8211190316     COMMISSION 
8211190334     50-306    P 
B2H190335     30-313    S 
B211220005     90-341    U 
8211220014     50-537    U 

DIRCKS,  »,  J. 
DIRCKS,  W.  J. 
DIDCKS,  W.  J. 
DISNEY,  R,  K. 
DISNEY,  H.  K. 

8211220017*    50-537    U 
B2H2-JO392     9O-461    H 
8211240433     90-3      F 
a211020363»    50-537    T 
B211020363*    BO-537    T 

DIXQN.O.  U. 
D1XQN,  0.  W. 
DIXOH.  0.  W. 
DIXON,  0.  H. 
DIXON.  0.  W. 

B3110102ai»    SO-39S    Q 
B2I1030121     50-399    R 
B311020701*    50-395    F 
921  1040099     50-395    B 
8211040142     SO-395    S 

DIXQNiO.  W. 
DIXON,  0.  M. 
DIXOM.  0.  W. 
DIXDN,  0.  W. 
DIXON,  0.  U. 

Bail  0501  Oi     50-393    B 
8211060037     90-395    P 
8211060062     30-395    B 
B21  1060103     50-395    B 
0211060255     90-393    P 

DIXON.  0.  M, 
DIXON,  0.  U. 
DIXON,  0,  M. 
DIXGN,  0.  W, 
DIXON,  0.  U. 

B2110£,02t7     50-395    S 
B31  1060299     50-395    B 
B21  1090109     50-395    P 
8211090135     30-39S    J 
B2  11  090466     50-395    S 

DIXON,  0.  U. 
DIXON,  0.  M. 
DIXON,  O,  U, 
DIXON,  0.  W. 
DIXON,  0.  M. 

B311  100295     50-399    S 
3311  100337     90-395    8 
B21  1100407     50-395    S 
B31H00413     30-395    S 
821111012?*    50-395    F 

DIXON,  0,  U. 
DIXON,  0.  W. 
DIXON.  0.  H, 
DIXON,  0.  U. 
DIXON,  B.  U. 

B2H1101SB    50-395   R 
8211130154     50-395    P 
021  1160241     50-393    R 
B3111701B1     50-395    Q 
S21  1170435     50-395    6 

DIXON,  0.  U. 
DIXOM,  0.  H. 
DIXON.O.  U. 
DIXON,  0.  W, 
DIXQN.O.  U. 

BaiU7Q42B     SO-395    S 
B2111901S3    50-393    R 
B311220232     50-393    S 
8211220386    SO-395   S 
B21  1230301     90-399    S 

DIXON,  0.  H. 
DIXQN.O.  W 
DIXON,  0.  W. 
DtXONiO.  U. 
DIXONrO.  W. 

8311230520    SO-393   P 
02  1  1290134     50-399    S 
B2112902B3    50-395    P 
8211290477    90-393   F 
B211290499    50-395    S 

DIXON.  O.U. 
DIXONiO.  U. 
DIXON,  0.  U. 
DIXON,  0.  W. 
DODCE.C  A. 

8311290637    50-395   S 
6211390648     50-395    B 
8311290733    SO-395    B 
0211300146    50-393    P 
8211030013    50-545   A 

DQDD8.  R.  T. 
DODDS,  R.  T, 
DODDB.n.T, 
DODDS,  R.T. 
DODD3.R.T. 

821  1030054*   30-344   0 
8211020392*   90-344   0 
B21  1020499*    50-508    Q 
8311020471*   30-500   Q 
B21  1030627*   90-397   0 

DODDS.  R.  T. 
DODDS,  R.  T. 
DODDS,  R.  T. 
DODDS,  R.  T, 
DODDS.  R.  T. 

8311120346*    30-344    0 
0311130377*    50-508    Q 
8311120390*    90-50B    Q 
8211120464*   50-397   0 
0311130467*   50-397   Q 

DODDS,  R.T, 
DODDS,  R.T. 
DOOOETT,  B.  A. 
DONOOHUE,  D.  J. 
DQNOGHUE,  0.  J. 

8211120474*   50-397   Q 
8211220109*   90-397   0 
8211220211    PRM 
8211180041*    FOIA 
B2111B0137*   FOIA 

DONOVAN.  K.  P. 
DONOVAN,  K.  P. 
DQOLITTLE,  E.  L, 
DOOLITTLE,  E,  L. 
DOGLITTLE.E.L. 

8211110278*   50-354   8 
8211300242*    90-234    B 
8211100553    50-546    Q 
0211160334    50-183   A 
8311190338    50-946    0 

DOOL1TTLE,  E.L. 
DOR  IS,  M.  E. 
DORQU3H,R,L. 
DORSEY.M, 
DOUOHERTY,  D. 

82112402B4    30-546   A 
B30B29D097    90-244   P 
8211230317    PRM 
B21I090117    CONTRACT 
8211010347    REB 

DOUGHTY,  J. 
DOWLINO.d.  H. 
DOWLINO.J,  H, 
DOVLE,  A.  E. 
DOYLE.  A.  G. 

B211220253    PRM 
82111103BO*   FOIA 
B31  11  10397*   FOIA 
8311030139*   90-309   R 
B21  1  100106*   30-309   R 

DOYLErA.  E. 
DOYLE.  A.  E. 
DOZOI8.C.L. 
DRAKE,  J.  H. 
DRAKE.  H. 

B3111Q0110*   30-29    R 
8211100347*   50-309   R 
B31  1060478*   CONTRACT 
8211120338*   50-206   P 
0211220317    PR" 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DRAPER.  D   M. 

0211160425* 

50-315 

S 

DHEV.K. 

82(1040161 

40-6830 

DUA,  S.  S. 

3211010213* 

TOPHEP 

DUBE.R.  J. 

821I1I0470» 

50-537 

T 

DUBINSKI.L. 

82111BOI73* 

70-146 

DUSINBKI.L. 

B3111BOI76* 

FOIA 

DUBINSKI.L. 

021  1180180* 

FOIA 

DUBINSKM., 

B311290026* 

40-6300 

DUBINSKI.L. 

B21I290094» 

40-6300 

DUBINSKI.L. 

821  1290098* 

40-6300 

DUBINSKI.L 

021  1290125* 

40-6500 

DUBINSKI.L. 

8211390130" 

40-63OO 

DUBINSKI.L. 

8211270146- 

4  0-6  SCO 

DUBINSKI.  L. 

B21139017B* 

40-65OO 

DUBOIS,  D.  L. 

B21I  190673* 

50-295 

0 

DUHHEH.O.  H. 

8211010292* 

CONTRACT 

DUNAWAY.F.  R. 

0211230476* 

30-295 

0 

DUNCAN,  C. 

821  10B0074 

90-382 

Q 

DUNCAN,  J.  D. 

02111S04B9* 

50-447 

A 

DUNLAP,  J. 

8211230420* 

50-220 

O 

DUNLDP,  J,  M. 

8211230395* 

50-272 

0 

DUNLOP,  P. 

8210040076 

50-393 

P 

DUNN.C.  A. 

B21  1  160197 

50-5S3 

C 

DUPONT,  S.  0. 

8211060291* 

90-334 

Q 

DUPP.EE.  D. 

8211100389* 

50-327 

R 

DUPREE,  D. 

8211100394» 

50-327 

R 

DURALL,  R.  L. 

8211130094 

NUREC 

DURHAM,  B,  J. 

0211010117 

40-87BI 

DUfIR,  J. 

S211090322* 

90-336 

0 

DURH,  J. 

8311190204* 

5O-2S6 

Q 

DURR.  J.  P. 

B211O90320* 

50-387 

Q 

DUflR,  J.  P. 

8211090901* 

50-336 

Q 

DU1R,  J.  P. 

B3111B0335* 

50-387 

Q 

DURR,  J.  P. 

6211290322* 

30-387 

Q 

DURR,  J.  P. 

8211300163+ 

50-443 

0 

DURR,  J.  P. 

8211300219* 

50-387 

Q 

DURR,  J.  P. 

021  1300370* 

50-243 

Q 

DURST,  J.  B. 

0211220031* 

FOIA 

DOS,  R. 

8211290657* 

90-373 

S 

DUTEMPLE,  0.  J. 

B211O3008B* 

CONTRACT 

DUTTONrD. 

B2  10290226 

50-424 

H 

DUTTON,  D. 

eSlll6QlfT 

50-424 

A 

DUTTON,  D. 

821  117037  1 

50-424 

A 

EAGLE,  J. 

8211390741* 

90-254 

S 

EAPEN,  P.K. 

0211020613* 

50-334 

0 

EAPEN,  P.  K. 

621  1090431* 

50-219 

Q 

EARLE,  T. 

8211090271* 

50-313 

Q 

EARLEY,  A.  F. 

0211190007 

50-322 

O 

EARLEV,  A.  F. 

B21  11  50007 

30-322 

0 

EAflLEY.  A.  F. 

821  1150433 

50-322 

0 

EARLEY,  A.  F. 

8211130433 

50-323 

0 

EASTWOOD.  D. 

0511010200 

RES 

EBERHARDT.L.  E. 

BH1  11  10079 

NUREO 

EBERT,  V.  E. 

0S1  1290209* 

71-4S7 

EBERTi  V.  E. 

821129021S* 

7I-4B7 

EBNETER.S.  D. 

BB1  1090380* 

50-3B7 

Q 

ECCLESTON,  K.  T, 

8211300109 

50-293 

P 

ECKERMAN,  K.  F. 

8311030487 

RES 

ECKERT,  J.  P. 

B2H  130380* 

70-27 

ECONQMOS.  N. 

8211150352* 

30-338 

Q 

ECONOMOS,  N. 

6211150610* 

50-438 

Q 

ED,  D.  D. 

B21I110445» 

27-39 

EDDINSS-M. 

02  111  00285* 

S  0-327 

R 

EDDINOS.  K. 

8211100294* 

50-327 

R 

EDDLEHAN 

0211220179 

PRM 

EDDLEMAN.  M. 

B21US0631 

50-400 

0 

EDGAR,  0.  L. 

821  103031  6 

50-S37 

0 

EDOAR,  0.  L. 

8211030316 

50-537 

0 

EDGAR  ,O.L. 

8311030346 

30-337 

0 

EDOARr  O.L. 

0211030348* 

50-537 

0 

EDOAR.  0.  L. 

8211030332* 

50-537 

0 

GDGARrO.  L. 

B2110303S& 

50-201 

0 

EDOAR,  O.L, 

0211030171 

30-70 

9 

EDOAR,  O.L. 

0211090467 

50-537 

G 

EDOAR.  0.  L. 

8211090467 

SO-M7 

0 

EDOAR.  0.  L. 

B2  111  50009 

SO-  537 

T 

EDOAR,  O.L. 

9311150630 

30-537 

a 

EDOAR  i  0.  L. 

9211130654 

50-337 

0 

EDOAR.  0,  L. 

3211150661 

90-537 

0 

EDOAR.  0.  L. 

3211240316 

30-70 

0 

EDOAR,  O.L, 

9211240316 

50-70 

0 

EDOAR,  0.  L. 

82  11  240321* 

30-70 

0 

EDOAR  iO.  L. 

8211240321* 

30-70 

a 

EDISQNi  0.  E- 

G21I090I&4 

30-483 

F 

EDISON,  0.  E. 

8211080295 

50-183 

F 

546 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESS  I  DN 
NUMBER 

SUBJECT 
CATEOORY 

EDISON.  O.E. 

6211100481 

30-379 

P 

EDISON.  0.  E. 

821  11601  13 

30-483 

0 

EDISON.  0.  E. 

6811240442 

SO-  482 

A 

EDWARDS.  D,  L. 

021106Q&4& 

40-3433 

EHIHOER.C.  H. 

9211300326* 

QA979 

EICH,  E. 

6211030362* 

SO-247 

R 

EKH,  E, 

8211110239* 

90-247 

R 

EICH,  E. 

821123O393* 

50-247 

R 

EICHELDINSER.  C. 

831104O060* 

FOIA 

EICHENHDLZ.  H. 

9211290449* 

50-293 

a 

EISENHUT,  T>.  0. 

6204190039» 

50-313 

P 

EISENHUT,  D.  0. 

a20SlfiOl73* 

50-313 

S 

EISENHUT,  D.  0, 

3209210027 

30-3 

P 

EISENHUT,  D.  0. 

S2092BO34  1  * 

50-1O 

P 

EISENHUT,  0.  0. 

aao9ae»353* 

50-10 

P 

EISENHUT,  D.  0. 

3210040D6Q 

90-3 

F 

EISENHUT.O.  Q. 

9210070015 

30-2 

P 

EISENHUT,  D.  0. 

B2  1007  00  19 

50-3 

F 

eisENHvr.  D.  a. 

B210130019 

30-3 

V 

EISENHUf,  D.  0. 

3210260098 

50-3 

P 

EISENHUT<  D.  Q. 

82  1027  0030 

50-3 

P 

EISENHUT,  D,  B. 

aaioKfOfoa 

SO  -3 

F 

EISENHUf,  D.  0. 

321101  0059 

30-275 

P 

EISENHUr.  D,  Q. 

921101009B 

30-278 

R 

EISENHUT,  0.  0. 

3211010457 

50-366 

F 

EISENHUT,  D.  fl. 

B3110104&2* 

90-266 

F 

EISENHUT.  D.  0. 

S311D1O466 

30-289 

P 

EISENHUT,  D.  Q. 

aaiioaoooi 

30-393 

P 

EISENHUT,  D.  0. 

S2  11  030034 

30-373 

P 

EISENHUT,  D.  0. 

B2I  1030043* 

30-373 

P 

EIBENHUT,  D.  Q. 

3211030075 

5O-373 

P 

EISENHUT,  D.  0. 

B21  10300BO* 

50-373 

P 

EISENHUT,  D.  0. 

Q21  1030354 

30-279 

P 

EISENHUT.D.  0. 

B21  1030421 

50-275 

P 

EISENHUT.D.  0. 

9211030544 

50-305 

F 

E13ENHUT.D.  0. 

921  1040D37 

50-454 

A 

EISENHUT,  D.  0. 

S211O40041* 

50-454 

A 

EI8ENHUF,  D.  0- 

B31  1040054 

50-275 

T 

E1SENHUT,  D.  0. 

0211040034* 

50-306 

F 

EISENHUT1,  D.  0. 

8211040379 

30-3 

F 

EISENHUT,  D.  0. 

B21  104.0503 

50-358 

A 

EISENHUTiD.  0. 

8211040531 

SO-70 

F 

EISENHUTrD.  0, 

8211030083 

30-447 

A 

EIBENHUTi  D.  0. 

BH1  1060330 

50-305 

P 

EISENHUT,  D.  0. 

921  1O6O336*- 

50-303 

P 

EISENHUT,  D.  fi. 

82110604BO 

30-416 

P 

EIBENHUr,  D.  0. 

8211O&04B1* 

&0-416 

P 

EISENHtfT.  D.  G. 

821  1O60676 

50-273 

P 

EIBENHUTrD.  O. 

821  1O60700* 

30-S7& 

P 

EISENHtfT,  D.  0. 

S2I10B0010* 

50-266 

F 

EI3ENHUT.  D.  0. 

S2110B003S 

50-279 

P 

EISENHl/T,  D,  0. 

8211090059 

50-323 

A 

EISENHUT,  D.  B. 

B21  108024  9 

50-528 

A 

EISENHUT,  D.  0. 

B21  109053  2 

90-369 

P 

EIEENHUT-  D.  0. 

8211090547* 

90-369 

P 

EIBENHUT,  D.  0. 

B2  11100149 

50-269 

0 

EISENHUTi  D.  0. 

3211100162 

50-395 

P 

EISENHyr-  D.  0. 

S2111004&9* 

30-133 

J 

EISENHUT,  D.  0. 

9211100470 

50-Sfil 

P 

EISENKUr,  D.  C. 

B21  1  IOOS03 

50-341 

A 

EIEENHUr,  D.  0. 

8211110071* 

50-293 

P 

EISEWHUT,  D.  U. 

B211tt036B 

90-392 

A 

EISENHUT,  D.  G. 

BE1II1O3?B 

30-275 

P 

EIBENKUr,  0.6. 

9211120137 

50-279 

P 

EI8EHHUT.  D.  O. 

8B1  1120144 

50-387 

P 

EISENHUT,  D.  O. 

8211  1*0047 

50-3 

P 

EISENHUF,  D.  O. 

8211190345 

30-275 

P 

EISENHUiT.  D.  O. 

S21  1220473 

30-375 

P 

E1SEHHUT,  D.  0. 

B3  11  220  4  75* 

30-39S 

P 

EI8ENHUT,  C,  0. 

B21IK20493 

30-367 

P 

EISENHUT,  D.  0, 

821  1220497* 

50-3B7 

P 

EISENHUT,  D.  9. 

8211300266 

30-362 

P 

EIEENHUT,  D.  9. 

92  1  1300339 

50-189 

P 

EISEWHUT.  D.  8. 

aait3QQ347* 

30-155 

P 

EISEWHUT.  D.  0. 

BSl  1300438 

50-434 

4 

EISENHUT.  E.  0. 

BSU30044S 

50-456 

A 

EISENHUT.R.  J. 

BSl  1300443 

50-494 

0 

EL-ASHHY,  K.  T. 

e?lll&0194 

50-257 

9 

EL-A.SHRY,  M.  T. 

6211160404 

90-327 

8 

ELDREDrD.  T. 

8211290543* 

30-346 

8 

EL  IN.  J,  0. 

8211120474* 

50-397 

0 

ELLER6HAM.  L.  E. 

8211190271* 

QA977- 

ELLESSHAW,  L.  E. 

82112302&3* 

SA999 

ELLERBHAW,  L.  E. 

8211290923* 

OA999 

ELLIDTT.J.C. 

8211010213* 

TOPREP 

AUTHOR 

ACCESSION 
N  UNDER 

SUBJECT 
CATEQQRV 

ELLIS,  J,  H, 

B21  1040159* 

50-537 

A 

ELLIS,  F.  0. 

B10B2IO296* 

FOIA 

ELLIS,  W.  P. 

SSU270013H 

40-6500 

ELMS.  A. 

8211230189* 

50-213 

R 

EL5A5BER 

B21I06O212 

50-293 

S 

ELSASSER.T. 

9211290449* 

50-293 

Q 

ELSASSER.T.  F. 

B21  1130197 

50-393 

Q 

EL8EN.M.  J, 

8211160270* 

27-48 

EflCH,  R- 

B2  11  060687 

50-189 

P 

EMCH.R. 

B21I160040* 

90-263 

P 

EKERY.C. 

8211160377* 

90-352 

0 

EHDINOfi,  C.  A. 

821112047B* 

50-57 

F 

ENO,  N. 

821  1290349- 

50-263 

Q 

ENO,  N. 

33  1  1290357* 

50-263 

a 

EHOEL.fi.  E. 

8211030641* 

50-245 

P 

ENQEL.R.  E. 

S21I1BOQ34* 

90-366 

P 

EMOELi  H.  P. 

8311230349* 

70-H3 

ENOELKEW.  D.  H. 

831  102037O 

30-344 

a 

EWQELKEN,  D.  D. 

821  1030093 

RES 

EMOELKEN,  H.  H. 

8211120392* 

50-206 

P 

EN8ELKEN,R.H. 

B21U30414.* 

50-306 

P 

EWQELKEM,  R,  H. 

821  11  204  50" 

50-361 

Q 

EN8ELKEM.  H-  H. 

821  1  150239* 

FDIA 

EWSELKEM,  R.  H. 

821  1170352* 

50-361 

P 

EWOLE.L.fl. 

9211070606 

50-339 

P 

ENQLEiL.  9. 

0211110415 

90-336 

P 

ERDNAN,C.  A. 

9211120473* 

50-59 

F 

ERICKBOW,  P. 

B21  11  10511* 

50-937 

T 

ERNST,  H.  D. 

0208390117 

50-293 

P 

ERVIN.N.  £. 

9211300341* 

50-361 

0 

ESHELMAN.M.  R. 

9211230266 

TOPREP 

EUHV.L.  W. 

8210010484* 

50-3A1 

a 

El/RY,  L.  M. 

3211040238 

50-361 

p 

ElfflY.L,  H. 

S2  11070430 

50-26  1 

p 

EUHV.L.  W. 

B21  1130623 

50-324 

p 

EUHV.L.  «. 

821118022? 

90-324 

p 

EVAMS.C.  A. 

8211010577* 

50-367 

0 

EVAMS,  G  .  A. 

921  1230309* 

50-313 

Q 

EVANS.  C.  0. 

8211150264* 

70-1113 

EVANS,  C.  D. 

SEllig0275«f 

70-1131 

EVANS,  L.  J. 

B21117Q372* 

70-143 

EVANS.L.  J. 

821117O375* 

70-143 

EVANS.L.  J. 

S21117O379* 

70-143 

EVANS.  I.  .  J. 

8211170330* 

70-143 

EVANS.L.  J. 

SE1II70394* 

70-M3 

EVANS,  L.  J. 

8211170386* 

70-143 

EVANS,  L.  J. 

B2H1703B9" 

70-143 

EVANS,  L  .  J. 

B21  1170392* 

70-143 

EYANS.L.  J. 

8211170373* 

70-143 

EVANS,  L.  J. 

9211170398* 

70-143 

EVERETT.  R.  J. 

8211020184 

40-6423 

EWALD.P.E. 

B21H10S04* 

FOIA 

FAHNEHj  T.  C. 

B2II12004B* 

50-373 

0 

FAWER,  r.  C. 

8211130071* 

50-373 

Q 

FAWNER,  H.J. 

B2113003B7* 

30-341 

0 

FAIRTILE.M.  B. 

B2111603SB 

50-321 

a 

FALLIN.J.F. 

8211090469 

PROJ 

FALLIN.M.H. 

9S1  1230339* 

30-329 

A 

FARAHZrtD,  P. 

8211010374 

RES 

FARMER,  F.  C. 

821  1020031 

50-2B7 

p 

FA8RELL.H.  D, 

021  1220249 

50-347 

0 

FABAWQ.A. 

B21  1070438* 

50-269 

0 

FA  BANG,  A. 

B21  1290321* 

90-320 

a 

FAULKENHE'RHY.  E. 

BS1  1020372* 

50-344 

0 

FA  V,  A.M. 

9211130143 

50-266 

p 

FAY,C,W. 

831  102099S 

50-246 

p 

FAV,C.  H. 

B21  1010094 

50-266 

p 

FAViC.H. 

821  1020661 

50-301 

5 

FAV,C.H. 

8211020471* 

50-301 

S 

FAV.C.H. 

B21  1030071 

30-266 

Q 

FAY,  C.W. 

921  1040300 

90-266 

p 

FAY.C.H. 

B21  1090  107* 

50-866 

a 

FAY.C.W. 

B211110161 

50-266 

p 

FAY,  C.  U. 

621  1160S23* 

50-366 

R 

FAY.C.W. 

BS1  11  60284 

50-301 

S 

FAY,  C.  H. 

BB1  1160295* 

SO-301 

8 

FAY,  C.  W. 

821  129O35& 

30-266 

P 

FAY,  C.  W. 

921  1270623* 

90-266 

B 

FAY,  0,  W. 

B21  1290739* 

50-266 

S 

FAY,  C,  W. 

8211300179 

50-266 

P 

FAViC.M. 

B21  1300224 

50-266 

P 

FAYr  C.  U. 

8811300359 

90-266 

S 

FAY,  C,  W. 

9211300363* 

50-264 

S 

FEIOHT.C. 

821  1170329* 

40-3493 

FE1L.R.A. 

8211S20109* 

30-397 

Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

FEINDERO,  J.  D. 

02I10S0061 

50-347 

0 

FEtT,  K. 

92  11  220206 

5O-247 

K 

FEITKNECHT.  C. 

BSl  1020665 

50-334 

R 

FEITKtJECHT-C. 

H211020f,fi9fl 

5O-334 

f 

FELDE,  D.  K. 

B21  1120074 

WUREG 

FELDMANi  E.  H 

921  1010300 

RES 

FELTDM.  J.  M. 

aaioo  loooo 

50-235 

P 

PEL  TOW,  J.  H 

S21OOBOI41 

50-259 

F 

FELTON,  J.  M. 

3210120650 

50-267 

F 

FELTON,  J.  M. 

921O17O071 

Fdlrt 

FELTON,  J.  M. 

9211010007 

50-3E37 

F 

FELTON,  J.  M. 

0211010017 

SO-2" 

F 

FELTOM,  J.  M 

92110(0024 

•50-317 

f 

FELTON,  J.  M. 

9211010034 

S  0-295 

f 

FELTON,  J.  M. 

821  1010048 

50-J55 

f 

FELTON,  J.  H. 

BHt  1010057 

50-316 

f 

FELTOM,  J.  M. 

331  1010337 

FOlrt 

FELTDH.  J.  K. 

321  (O1O3:]7 

FOIA 

FELTOM,  J.  H. 

9211010392 

FOI/l 

FELTOM,  J.  M. 

32  1  1  02028  1 

5  0-27  1 

f 

FELTON,  J.  H. 

9211020306 

5O-34B 

f 

FELTOM,  J.  H. 

SHI  1020653 

5Q-253 

F 

FELTOM,  J.  M. 

BSl  1020^7 

50-395 

f 

FELTOM,  J.  M. 

9211020704 

30-340 

F 

FELTOM,  J.  M. 

0211030006 

50-331 

F 

FELTON,  J.  M. 

B21103000B 

FOIA 

FELTON.  J.  M. 

Q21  1030050 

50-27,7 

e 

FELTON,  J.  M. 

9211  030  S77 

50-205 

F 

FELTON.  J.  H. 

0311030609 

SO-2A3 

f 

FELTON,  J.  M. 

8211040009 

50-35H 

a 

FELTON,  J.  M. 

B2  11  04001  9 

5O-2A4 

a 

FELTON,  J.  M. 

9211040051 

FOIrt 

FELTON,  J.  M. 

0211040055 

50-264 

P 

FELTON,  J.  M. 

9211040175 

50-346 

F 

FELTOM,  J.  M. 

921104021? 

50-315 

F 

FELTON,  J.  M. 

0211040280 

50-296 

F 

FELTON,  J.  M, 

0211040296 

5O-EU6 

F 

FELTCM,  J.  M. 

02  11  04031  fl 

50-E05 

F 

FELTOM,  J.  M. 

0211040361 

SO-294 

K 

FELTON,  J.  H. 

821  1040366 

5Q-332 

a 

FELTDN,  J.  M. 

9211050013 

FOIA 

FELTDN.  J.  M. 

821  1050024 

FOIrt 

FELTDM,  J.  M. 

3211050033 

5O-327 

o 

FELTGN,  J.  M. 

821(030041 

FOIA 

FELTOM,  J.  M. 

0211050078 

50-341 

f 

FELTON,  J,  H. 

9211050082 

50-445 

F 

FELTON,  J.  H, 

0211090105 

5O-3Q3 

F 

FELTON.  J.  M. 

0211060563 

5O-34B 

F 

FELTDN,  J.  M. 

921  10S0306 

5O-440 

3 

FELTON,  J.  M. 

921  1  09001  2 

50-339 

A 

FELTON,  J.  H. 

B2110900SO 

50-14& 

II 

FELTOM,  J.  M. 

9211090088 

FOJrt 

FELTON,  J.  M. 

0211090073 

5O-537 

H 

FELTON,  J.  H. 

821  1090102 

4  0-84  H 

FELTOM,  J.  M. 

0211090110 

FOIA 

FELTOI1,  J.  H. 

8211090354 

5-O-334 

F 

FELTON,  J.  M. 

9211090399 

5O-397 

F 

FELTON,  J.  M. 

0211090414 

5O-220 

F 

FELTDN,  J.  M. 

9211090427 

5O-445 

F 

FELTON,  J.  M. 

82  11  070449 

90-367 

F 

FELTON,  J,  M. 

9211090474 

5Q-277 

F 

FELTDN,  J.  M. 

82  11  070622 

go-  IB? 

F 

FELTON,  J.  M. 

8211090624 

50-24  S 

F 

FELTON,  J.  M. 

0211100017 

5O-334 

K 

FELTON,  J.  M. 

821  1  1O0025 

FCJIA 

FELTDN,  J.  M. 

821110002? 

SQ-315 

F 

FELTON,  J.  M. 

8211100031 

50-373 

A 

FELTON,  J.  M. 

821I1O004B 

50-375 

F 

FELTON,  J.  M. 

8211100061 

5O-3IS 

F 

FELTON,  J.  M. 

8211100100» 

FQ1A 

FELTON,  J.  M. 

BSl  1100134 

50-317 

F 

FELTON,  J.  M. 

8211100142" 

FOIA 

FELTON,  J.  M. 

8211100144 

5O-235 

F 

FELTON,  J.  M. 

0211100168* 

FOIA 

FELTON,  J.  M. 

8211100169 

5O-344 

e- 

FELTOd,  J.  M. 

8211100176* 

FQIA 

FELTOM,  J.  M. 

8211100182 

30-367 

F 

FELTON,  J.  M. 

S21  1100400 

50-327 

F 

FELTON,  J.  M. 

S2M  100427 

50-220 

F 

FELTDN,  J.  M. 

8211100464 

FOIA 

FELTON,  J.  M. 

8211100465 

50-295 

F 

PEL  TON,  J.  M. 

821  1  100468 

5O-230 

F 

FELTON,  J.  M. 

8211100477 

5O-H54 

R 

FELTON,  J.  M. 

8211100300 

50-280 

P 

FELTON,  J.  M. 

8211100513 

FOIA 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUHDER 

SUBJECT 
CATEGORY 

FELTON.  J.  H. 

Q21  110051  7 

FOIA 

FELTOtJ.  J.  M 

B21  1100521 

50-205 

F 

FELTOM,  J.  M. 

B21  1100536 

50-331 

F 

FELTON,  J.  K. 

6211100549 

50-330 

F 

FELTON,  J.  M. 

82I110059B 

50-320 

F 

FELTOII,  •)•  H. 

B211  110007 

90-6 

P 

FELTCW,  J.  H. 

0211110029 

50-3B7 

F 

FELTON.  J.  M. 

0211110041 

50-317 

F 

FELTON,  J.  M. 

B2I111O06B 

50-269 

F 

FELTON,  J.  H. 

021  11  10076 

50-309 

F 

FELTON,  J.  H. 

0211110009 

50-399 

F 

FELTOM,  J-M. 

B2I  1110093 

50-320 

F 

FELTTJN,  J.  H. 

B211110I03 

90-3B2 

F 

FELTON,  J.  ». 

0211110107 

50-317 

F 

FELTON,  J   M. 

0211110110 

50-244 

F 

F£LTDN,  J.  M. 

0211110124 

90-399 

F 

F  ELTOM.  J   M. 

H2I1I  IO133 

50-295 

F 

FELTON.  J.  M. 

B21  11  10423 

30-102 

F 

FELTON,  J.  M. 

02111  10438 

90-309 

F 

F  ELTON.  J-  M. 

0211110471 

50-369 

F 

FELTON.  J.  M. 

B21111010B 

50-295 

F 

FELTOII.  J.  M. 

B211I  10544 

50-315 

F 

FELTOH,J,  M. 

H2111  10576 

FOIA 

FELTON  P  J.  M. 

B2I  11  10596 

27-10 

FELTON,  J.  M 

8211110600 

50-274 

F 

FELTON.  J.  M. 

0211120002 

50-276 

F 

FELTON,  J.  M 

B2I  1120010 

50-373 

O 

FELTOH,  J   M. 

B21  1130014 

50-131 

F 

FELTON.  J.  M. 

021  1  120022 

50-341 

F 

FELTON.  J.  M. 

821  11  20036 

SO-  123 

F 

FELTOII,  J.  M. 

B211120I79 

50-206 

H 

FELTCN.J-H. 

0211120271 

5O-321 

F 

FELTCN,  J.  M. 

0211120272 

90-200 

F 

FELTON,  J.  M 

821  1  120433 

90-172 

F 

FELTOfJ,  J.  H. 

8211120492 

50-59 

F 

FELTOM.  J.  M 

0211120499 

50-03 

F 

FELTOW,  J.  M. 

0211  120507 

50-156 

F 

FCLTON,  J,  M. 

021  11203  If! 

90-113 

F 

FELTON,  J.  H. 

0211  120929 

50-166 

F 

FELTON,  J.  M. 

0211120937 

50-27 

F 

FELTON,  J-  M. 

0211120947 

30-303 

F 

FELTON,  J.  H 

021  1  120590 

00-324 

F 

FELTQN,  J   K. 

B21  1150006 

30-29S 

0 

FELTON,  J.  M. 

0211150063 

FCIIA 

FELTON,  J,  M. 

0211  150069 

90-443 

F 

FELTON,  J.  H. 

8211  IU0072 

90-307 

P 

FELTON,  J.  H. 

0211150077 

50-293 

P 

FELTOfl,  J.  M. 

021  11  SOI  70 

50-267 

0 

FELTON,  J.  M 

8211190212 

FOIA 

FELTON,  J.  M. 

0211160010 

50-206 

F> 

FELTON,  J.  M. 

0211160021 

50-33  1 

F 

FELTON,  J.  M. 

821  1160066 

30-206 

F 

FELTON,J.  M. 

0211  [60001 

90-10 

F 

FELTOW,  J.  H, 

0211160093 

90-279 

F 

FCLTCN,  J.  H. 

B2I1160100 

90-433 

F 

FELTON,  J.  M. 

BS11160104 

50-321 

F 

FELTDN,  J.  M. 

021  11601  19 

30-330 

F 

FELTON,  J.  H. 

021  11601  23 

30-293 

F 

FELTONi  J,  H. 

0211160133 

50-307 

F 

FELTOH,  J.  M. 

0211160137 

00-273 

F 

FELTQN,  J.  M, 

0311160387 

FOIA 

FELTOH.J.  H. 

8311160-193 

50-77 

F 

FELTON,  J.  H- 

821  1160-170 

SO-2'14 

F 

FELTOH,  J.  H, 

0211160913 

90-538 

F 

FELTOJ,  J.  H. 

0211160516 

90-290 

F 

FELTON,  J.  M. 

8211160936 

80-252 

F 

FELTOH,  J.  M, 

3211160537 

30-29 

F 

FELTOIJ.  J.  M. 

8211  160540 

30-128 

F 

FELTON,  J.  M. 

0211160556 

50-134 

F 

FELTON,  J,  M. 

0211160560 

30-330 

F 

FELTOM.  J.  M. 

S21U6057I 

50-224 

F 

FELTON,  J.  M. 

0211160579 

90-3i14 

F 

FELTDH.  J.  H, 

0211170001 

90-199 

F 

FELTOH.  J.  H. 

Bail  170004 

90-B77 

F 

FEE.TW,  J.  M. 

821  1  170007 

50-416 

F 

FELTON,  J,  H. 

B21  1170010 

50-321 

F 

FELTON,  J.  H. 

0211170017 

70-143 

FO.TON,  J.  M. 

8211170027 

30-346 

F 

FfLTON,  J,  M. 

8211170030 

FOIA 

FELTOM.  J.  M. 

0211170034 

30-29 

P 

FELT011,  J.  H. 

0211170030 

30-213 

F 

FELTON,  J,  8. 

6211170049 

90-29 

F 

FELTOIJ,  J.  M, 

6211170063 

00-294 

F 

FCLTON,  J.  H. 

0311170072 

FOIA 

FELTON,  J,  H. 

0211170476 

FOIA 

AUTHOR 

ACCESSION 
NUMBER 
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CATEGORY 

FELTOM,  J.  M. 

B311I704B1 

FOIA 

FELTON,  J.  M. 

B2111  7049  7 

FOIA 

FELTON.  J.  M. 

8211170502 

FOIA 

FELTON,  J.  M. 

8211  170905 

4O-1947 

FELTON.  J,  M. 

B211  1705O6 

FOIA 

FELTON,  J.  M, 

8211170510 

FOIA 

FELTON,  J.  M. 

821  117051  7 

FOIA 

FELTON,  J.  M. 

0211170923 

30-440 

A 

FELTGN,  J.  M. 

8211  170529 

50-244 

P 

FELTON,  J.  M. 

8211  170529 

FOIA 

FELTON,  J.  rt. 

B3tl  1B002Q 

50-247 

O 

FELTON,  J.  H. 

B21U00146 

50-528 

A 

FELTON,  J,  M. 

8211100161 

70-146 

FELTON,  J.  M. 

321  1  130262 

50-261 

S 

FELTON,  J.  M. 

82111900O4 

FOIA 

FELTQtl,  J.  M. 

021  1190037 

70-143 

FELTON,  J,  M. 

8211230015 

50-309 

F 

FELTON,  J.  M, 

8311  23001  9 

FOIA 

FSLTDH,  J.  M. 

B21  122031  2 

50-206 

F 

PEL  TOW,  J.  M. 

9311220335 

SO-3 

F 

FELTON.  J.  M. 

9211220330 

50-116 

F 

FELTON,  J.  M. 

821  1220353 

30-326 

F 

FELTON.  J.  M. 

8311220377 

50-124 

F 

FELTON.  J.  M. 

B21I22Q4OO 

50-276 

F 

FELTGN,  J   M. 

8211220434 

30-70 

F 

FELTQN,  J.  M. 

8211220450 

90-243 

F 

FELTON.  J.  M. 

8211230463 

50-131 

F 

FELTON.  J.  M. 

0211240036 

30-72 

F 

FELTON,  J.  M. 

B2l  121004  5 

30-182 

F 

FELTON,  J.  M. 

8311240042 

50-128 

F 

FELTQN,  J.  M. 

B211240Q7B 

SO-  I  37 

F 

FELTON,  J.  M. 

B21I240IOO 

50-148 

F 

FELTON.  J.  M. 

B211210M  5 

90-341 

F 

FELTQN,  J.  M. 

0311240374 

50-170 

F 

FELTON.  J.  M. 

8211240203 

50-223 

F 

FELTDN,  J.  M. 

821124029? 

50-97 

F 

FELTGN,  J.  M. 

831  1240388 

50-139 

F 

FELTON,  J.  M. 

B21  139000  7 

40-650O 

FELTON,  J.  H. 

82I1290Q32 

SO-3B2 

F 

FELTQN,  J.  M. 

6211290040 

50-2R5 

F 

FELTOM,  J.  M. 

6211390053 

50-S97 

F 

FELTOM,  J.  M, 

0211270:29 

30-346 

F 

FELTON,  J.  M. 

BSU  2702QO 

50-373 

F 

FELTON,  J.  M. 

B31I  290208 

50-255 

F 

FGLTOM,  J,  M. 

S21  1290321 

50-269 

F 

FGLTDM,  J.  M. 

B21  13001OA 

FOIA 

FELTON,  J.  M, 

031  13001  19 

FOIrt 

FELTOM,  J,  M. 

021  1300  I4O 

FOIA 

FELTZ,  D.  E. 

B211I6QSSI* 

30-130 

F 

FELT7.  0,  E. 

0211210068* 

90-130 

F 

FERENCI,  D, 

021  1300383* 

50-3-11 

Q 

FERGUSON,  0,  A 

021  1150409 

SO-  46  I 

0 

FERGUSON.  0.  A. 

821  1240267 

30-33B 

0 

FEROUSON.  0.  A. 

0211240271 

90-330 

0 

FERGUSON,  R,  L 

021123CO54 

50-397 

F 

FE.HREI.L.  C. 

821UI04B1" 

50-537 

T 

FIEDLCFt,  J.  S. 

021  1  ibQZbl* 

50-373 

P 

FIEDLER,  P,  H. 

0311030441 

30-219 

R 

FIEDLER,  P.  D. 

021  10H050S 

50-21? 

P 

FIEDLER.  P,  0. 

02  1  IQ7Q202 

50-219 

P 

FIEDLER,  P.  D, 

021111016-9 

50-219 

R 

FIEDLER.  P.  0. 

03111B019S 

30-21  9 

Q 

FIEDLER,  P.  0. 

B21  1230072 

50-219 

S 

FIEDLER,  P,  B. 

B2I  129097  5 

50-219 

a 

FIEDLER,  P.  H, 

8211270433 

50-219 

S 

FIEDLEfi,P.D. 

8211290671 

90-219 

S 

FIEDLER-  11  , 

02111903370 

30-269 

0 

FIELDER,  J, 

02I10402S9 

50-348 

J 

FIELDS.  C. 

821I0401O5M 

50-393 

S 

FIELDS,  C- 

S21I040149» 

SO-395 

5 

FIELDS,  C. 

B2110601IO* 

90-393 

B 

FIELDS,  C. 

8211060300* 

50-393 

S 

FTELDS.  C. 

8211100417* 

50-393 

S 

FIELDS.H.C. 

B211050110* 

50-395 

S 

FIELDS.  H,  C. 

021  1090480* 

50-375 

S 

FIELDS,  H.C. 

8211100299* 

50-393 

S 

FIELDS,  H.  C. 

02III70430* 

SO-395 

B 

FIELDS.  H,  C. 

B2  11  220236" 

30-395 

0 

FIELDS,  H.C, 

B21I2202B9* 

SO-395 

S 

FIELDS.  H,  C. 

0211210164* 

50-395 

B 

FIELDS,  H.C. 

02U290633* 

90-373 

S 

FINAMOHE.  Q.  A. 

921  1090470 

50-537 

0 

FINAMORE.  B.  ft. 

B211I6O35I 

30-537 

T 

FINAMOREiH.  A. 

02  11  1801  79 

50-S37 

0 

FINAMORE.  B,  A. 

8211180179 

SO-  337 

0 

AUTHOR 

ACCESSION 
NUMDER 
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CATEGORY 

FtNKEL,  A.  E. 
FINKEL,  A.  E. 
FINKEL.  A.  E. 
FINLEY.  A.  0. 
TFNN,  R.  S, 

821  1020134* 
B211090222» 
B2I1120351* 
8211020177. 
3211190202* 

30-410         Q 
50-244         fl 
30-412         0 
90-316         Q 
SO-424         A 

riQRAVANTE.  N. 
FIQRAVANTE,  N.  E. 
FIORAVANTE.  N.  E. 
FldRELLI.O. 
FISH.  R. 

9211160040» 
8211100210* 
8211160254* 
B211120333* 
8211120226* 

50-263         P 
50-440         0 
90-440         0 
50-925         a 
30-206         B 

FISH,  R.  F. 
FIShf,  R.F. 
FIEKEFI,  Q. 
FITCH,  W.  L. 
FITTI,  C. 

B21U301B5I 
8211120190* 
821  10302Q9 
8211020973 
8211160119* 

50-206         P 
90-206         P 
40-1341 
50-508         H 
FOIA 

FITTI.  C.  J. 
FITTI,  C.  J. 
FITTI,  C.  J, 
FITTI,  C.  J. 
FITTI.C.  J. 

B2I116040B* 
B21I160411" 
8211160424* 
8211160436* 
S21  1160467* 

FOIA 
FOIA 
FOIA 
FOIA 
FOJA 

F1TZ.C.T. 
FITZGERALD,  H.  J. 
FITIPATRICK.B. 
FLACK.  E. 
FLACKE-R.  F. 

8211300221 
821  1290572* 
8211190219* 
8211340320 
8311010542* 

50-522        0 
50-219         B 
9O-266         Q 
IAE 
State    Prog 

FLAHERTY,  J.  R. 
FLAHERTY,  J.  R. 
FLEENOfi,  C. 
FLEENOR.C, 
FC-EENOR.C.  M. 

8211010172* 
B21  1010175* 
B21  1050057 
8211060477 
8211010003 

3O-29B         B 
90-27B        5 
CONTRACT 
CONTRACT 
CONTRACT 

FLEENGR.C.  H. 
FLEENORiC.  M. 
FLEENOn.C.  H, 
FLEENOR.C.  M. 
FLEENOR.C.  M. 

B21101000B 
821  1O40044 
B21  1040500 
8211040521 
8311040542 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

FLE  ISC  MAKER,  ». 
FLEISKER.Z.  B. 
FLEIBHER-  Z.  S. 
FLEISHEH,  Z.  S. 
FLEISHER,  Z,  S. 

8311110611 
H21  104Q424 
8211300100 
82(1300262 
8211300263* 

90-27S         P 
30-217         0 
30-247         0 
50-247         0 
50-247         0 

Ft.EMINO,A.  J. 
FLEMINO,  T.  E. 
FLEMINO,  T.  E, 
FLETCHER,  W.  D. 
FLETCHER,  M.  D. 

8211290186* 
921  106O633 
621  IK  0597 
0211040337 
0211040337 

fl.0-6500 
40-299 
40-0950 
50-266         T 
30-266         T 

FLIPPO.T.  A. 
FLIPPd.  T.  A. 
FLORY,  C.  A. 
FLOHY.  C,  A. 
FLORV,  C.  A. 

831  1060090* 
0211290343* 
0211010530 
0311010935 
921  1090039 

50-313         Q 
SO-3B2        Q 
40-Q5S4 
40-84S2 
WASTE    HOT 

FLQRY,  C.  A. 
FLYWN,  H. 
FLYMN,  M.  J. 
FLYNN,  M.  J. 
FLYMN,  P. 

921117O36B 
B21  1160402* 
621  1160393* 
6311160405* 
0311230270 

40-0984 
FOIA 
FOIA 
FOIA 
50-454         0 

FLYHM,  P. 
FOECKE.  D. 
FONWER.R.  L. 
F"O.NWER,R.  L, 
FORD,  E.  J. 

0311230270 
021  1220243 
B21109042S 
B2  11  090  589* 
021I19O'167» 

50-454        0 
PRM 
70-143 
40-8037 
BO-327        0 

FOREMAN,  H. 
FORNEY,  W.  L. 
FOKTENflERHY,  R. 
FOSTEf),  D.  0, 
FO3TER.D.  0. 

02110BOOBB 
8211060242* 
B2111004IO* 
0211170360 
Q21117O360 

50-362         0 
50-454        Q 
50-327        F 
50-424        B 
SO-424        B 

FD3TER,  H. 
FOSTER  -  H.  E. 
FOSTER,  W.  E. 
FOSTER.  H.  E. 
FdWINKLE.  E.  W. 

8211150590 
0211320263* 
821  1290436- 
B21  129-0525" 
02  11  060677* 

70-1151 
OA799 
OA999 
OA999 
CONTRACT  . 

FRAHH.  R. 
FRAHM,  R. 
FRAHH-R. 
FRAHH,  R, 
FRAHtf,  R. 

82110200B3* 
8211020092* 
B2I1020114* 
B21I020127* 
B2  11  020  130* 

50-272        E 
50-272        £ 
90-311         £ 
90-31  1         f 
30-311         E 

FRAHH.  R. 
FHAHMiR. 
FRAHM.R. 
FHAHM.R. 
F  RAHrt.  R. 

8211030236* 
S21  1020426" 
0211050116* 
B211060031* 
021  1060149* 

30-311         E 
90-311        .( 
80-311         f 
50-272       '( 
50-311         f 

FHAHM,  R. 
FRAKM,  ft. 
FRAHH,  R. 
FRttHM,  R. 
FRAHH.  R. 

62110i)0273» 
92110[?0164» 
021  1090193* 
021  1090397* 
921  1  120399* 
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50-311       |l 
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6211020305*        30-309         Q 
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8311220093.        FOIA 
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OARRITY,  J.H, 
OARRITY.  J.  H. 

6211020474           50-309         P 
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9211030319           SO-142        C 
B21I19QOOB          50-142        G 

GARRITV,  J.  H. 
OARRITY,  J.  K. 

821  1100306          50-309         B 
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OEHR.A.  C. 
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8211040213           30-336         0 
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•CAD,B.  K. 
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8211040218          50-338         fl 
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GELMAN,  K.  R. 
GELHAN,  M.  R, 
OELHAN,  M,  R. 
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<GA>J  1C.  Z. 
<?Af-Eff.  R.  fi. 

&ALJL:  U   K. 
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8211050119,        50-304        S 
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821  1010062          50-277        p 

8211040033.       50-246       P 

CERDEHAH,  F.  U, 
GERDEMAN.F.  H 
CERDEMAIJ,  F.  W. 
GEROEMAM.F.  H 
GERDEMAN.  F.  W. 
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82110105S0           40-8699 
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8211030530           40-7669 
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0  A*~*-O.  J 

B2I1  160466.        F01A 
03I1I604S2*       FQIA 
82IH60533.        FOIA 
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GERDEMAH,  F.  H 
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CEfiDEMAN,  F.  W 
GERDEMAN.  F.  M. 

9311040005           40-8698 
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BS11040191           40-7869 
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8811180364.       50-454       I 
eZIIie0344«        30-454        o 
B2U220I67         50-133       a 

GERDEMAN,  F.  H 
GERNER,  L. 

8211330395           40-B69Q 
83HI70070*        50-254         F 
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B2H220167         50-195       0 
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GERTHAN,  D.  I 
GERTMAH,  D.  I. 
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^  j^fj-t—O.  0- 
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8211230246         50^45*       Q 

GERTSCH,  A,  J 
GEHTSCH.  A,  J 
OERTSCH,  A.  J. 
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GERWIN,  E.  F. 

Q2[1020;!7A             Ufl  •??,)        4 

OIAWIO.  T.  P. 

EJ21  1  1  7010V.          CllfJIMr  1 

OIUBONS.  T, 

S21H60MI.           SO  •;?'.*         f 

GIDSON,  A.  F. 

B310220'JtiO             /D-im 

GIBSON,  A.  F. 

astU90S07            /(>   liiH 

GIDSDN,  A.  F. 

S2I  1  l&Oifl  I              /•(},!! 

GIDSON,  A.  F. 

H31  1  t30Si'.:t              /(M4J 

GIBSON,  A.  F. 

021  1  tsoarift*        /OH  « 

GIBSON,  A.  F. 

as\  i  iriOL's;?         ro-\\\  T 

GI3SQN,  A.  F. 

921  1  150273             70    11  S  L 

OtQSOIJ,  A.  F. 

0211  IBO:W:I          /o  -ut  i 

OinSDN,  A,  F, 

Hal  1  15053,'!              fft-J:t 

GIBSON,  A.  F. 

BSt  1  (50ri.'l^             7[!    ll'jl 

GIBSON,  A.  F. 

(331  t  150!)77             /(I    H.> 

GIBSON,  A.  F. 

BHiiisoa')-)          nt  i4i 

GIBSON.  A   F. 

Ei2i  i  isoc.as         /a-  HI 

OIDSDN,  A.  F. 

OSI  1  IMOA/,7              /i»    MM 

GIBSON,  A.  F. 

(321  (17()20(,«           /(M4  1 

GIBSON,  A.  F. 

ooi  ir/oar/t        vo  H  i 

OIGSON,  A.  F. 

031  ia:ioi?fl         ti\  MI 

GIBSON,  A.  F. 

aai  ia:H)i7»         /•)  HI 

OIDSON,  A.  F. 

El'dl  lS:!().?.|f,             Til]   ,'M          H 

OIDSGN,  J. 

821  lO,'!Onft!J"           rm     II.",         " 

GIBSON,  J. 

B31  1  tI017:i«           Tin     HA         B 

G1ESEHE,  J.  A. 

D2ii(ii)noj,(i        in  •, 

GIESEKE,  J.  A. 

B21  lOROODi',             fJHUI  v 

QieSEKER.  J.  W. 

021  1  OL'QOIH"           |](|.|r*         3 

GIESLER.C    U. 

Bsi  toaosaa         :n»  ,103       « 

CIESLEH.C.  W 

03-11  1  [OMM              !M>     I'M          f 

GIESLER.C.  W. 

E)2i  i  iii>y;ii:         vii  .MI       B 

OIESLED.C.  W, 

031  I  1  10ar/7»           !nl  '.MB          1 

GIESLER.C.  IJ. 

021  I  lffOfl*)O«           !ID    ,hl-i          f 

OIESLEJI,  c.  U. 

021  1  moo;::"          \,\t  ;h*i       4* 

OIESLEB.C.  W. 

021  1  iuoo;:u          so  >it       .*• 

OIESLER.C.  U. 

021  1  iiior?!)         :m  ^•h'v      P 

GIESLER.C.  M. 

82  1  1.-I3004I              tiU-'HH?          3 

GIESLEft.C.  W 

H2  1  1  i"JryO<1<lrt              'HI    'Mhl          ** 

GIESLER.C.  IJ. 

021  lawH'tA          !i>>  ;H.n       c 

GIESLER.C.  M. 

021  ia(?osnfj        TUP  'hn       a 

G1LDBJT,  E.  C, 

BHl  1  L3007II.          nit    :»M         1" 

GILBERT,  L.O, 

GILBERT,  11,  A. 

8^1  1  1701,'irm       f  IN/. 

OILDREATH.  J.  H. 

B2i  i22fM;.'e         /i  -JL  p.- 

GILOfiEATH,  J,  H, 
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GILLEN.  D.  M. 
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OILLETT.  W.  T. 
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B21111036'>«          1(     'll 
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OILLETT.  H.  T. 
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GILSON.R.  D. 
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9211  I5002  +  *        FtllA 
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OINSBERO,  T.     ' 
fitRARD,  G.  H, 
GIRI.A.  H. 
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C1TNICK.  B.  j 
CLANCY,  J.  E. 
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GLEASON,  J  p 
GLEASON.  J,  P 
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GLEASON,  J.  P, 
GLEASON.  J.  p. 
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Sail  17034'!             DO-i'17          C 
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GLEGHORN,  D.  E 
GLENN,  J 
GLENN,  J.  E. 
GODDARD,R.  J 
GODDARD.  R.  j. 
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021  1010250 
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0311  130071* 

50-373        0 

SOQDIE,  J.  S. 
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0311030102" 

50-109         R 

GOQDI1AH,L.  S. 

021106001B* 

90-409         S 

GOODMAN,  L.  8. 

8211060016* 

50-409         S 

GOODMAN,  L.  S. 

82110/10044* 

50-409         S 

SQQDMrtN,  L,  S. 

021  1060206* 

30-409        B 

GOQDSELL.  L   E. 

0311330435" 

<IA979 

SOODSEUL.L.  E- 

0311330440* 

QA77? 

at)aDUIM,  E.  F. 

03  1101  006! 

90-390         0 

eanTDH.it.  D 

0211010319 

40~(17B1 

etwcn<  j.  E. 

U2L1130196* 

CONTRACT 

eOULD.O.  C 

02  11  220391* 

80-206        P 

QOW.D.B   S. 

0211130094 

NUHEO 

SBAES5ER.K.  L. 

(1211  030520 

71-9ISI 

GKAESSER,K   L. 

0311010073 

SO--E93         6 

ORAEB5EI!.K.  L. 

8211090113 

50-304         S 

GHAESSER.K  L. 

0211030124 

50-395         B 

GRAEGBER.K.  L. 

021  1060305 

SO-299         3 

GRAESSER.tt.  L. 

8211090509 

50-304         G 

GUAESEER.K.  L. 

0211100007 

90-295        R 

ORAES5ER.K.L. 

021  1100252 

50-295        R 

SHAESSEH,  K.  L. 

0211120340 

30-H93        B 

SHAESBER,  K,  L. 

03111.70334 

30-293        S 

SflAESEER.K,  L. 

0311  150140 

30-299        n 

ORAESBER,  K,  L. 

0S1  1190097 

30-304         B 

SBAESSER.H.  L. 

0211190110 

50-295        8 

QflAESSER,  K.  L. 

8211190223 

90-295        S 

QflAESSER,  H.  L. 

0311230299 

50-304        8 

SflAESSER,  H.  L. 

0211290743 

30-293        B 

GRAHAM,  B. 

021  1170423. 

70-143 

QRAWT.J.  T. 

0211130164 

50-247        0 

GRANT,  j,  r. 

8211320200 

90-247        0 

QUAVER  R. 

821  1020297 

90-213        fi 

GHAVES.H.H. 

8311030107 

50-213        S 

GHAVEB:n,H 

8311020933 

50-213        S 

GRAVES,  R.H. 

03111(0336 

50-313        R 

GRAVES,  fl.H. 

0311230107 

50-213        R 

CRAVES,  fl.H. 

03  11  390404 

50-3IJ        9 

(WAVES,  H.H 

0311290662 

50-213        S 

ORAV.  E.  H 

0211090330* 

50-387        Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

OtlAV,  E.  H. 

S21130.01&3* 

50-443 

O 

GRAVSOM.  R.  M. 

8211O902I2* 

50-261 

P 

QRArBON,  W.  H. 

B2  111  6020  5 

40-0014 

ORECO.F.  J. 

0atl300294« 

QA9-99 

ORECQ.F.  J. 

B3t  I300299«( 

QA999 

GRECO,  F.  J, 

82113D0312» 

QA999 

QUEEN,  H.  J. 

S3  1104008? 

30-239 

S 

GREEN.  H.  J. 

B211040122 

90-320 

S 

GREEN,  H.  J. 

021  104019& 

50-359 

5 

CREEN.  H.  J. 

821  1040209 

5O-  327 

B 

QREEN.H,  J. 

8311040336 

50-296 

e 

GREEN,  H  J, 

331  100014? 

50-359 

8 

GREEN,  H.  J. 

82  1  1000  17O 

30-259 

s 

GREEN,  H.  J. 

021  IOB0233 

50-32S 

B 

GREEN,  H.  J. 

S3  1  10B024A 

SO-  360 

B 

GREEN,  H.  J. 

B21  109015A 

SO-  360 

3 

GREEN.  H.  J. 

021I09034S 

50-327 

S 

GREEN,  H.  J, 

021  1090394 

5O-259 

8 

GREEN,  H.  J. 

BSi  1150124 

50-359 

S 

GREEN.  H.  J. 

021  1150301 

30-259 

S 

GREEN.  H.  J. 

8211150215 

50-259 

B 

GREEN,  H   J, 

821  1150304 

SO-  296 

B 

OREEN.  H.  J. 

BSI  122021  9 

SO-  259 

S 

GREEN.  H.  J. 

021  132027A 

3O-396 

3 

GREEN.  H.  J. 

021  122O315 

5O-327 

S 

GREEN,  H.  J. 

621  1390331 

50-259 

S 

GREEN,  H.  J, 

821  122O3B7 

30-259 

S 

GREEN,  H.  J. 

B21  12300B7 

30-328 

s 

GREEN,  H.  J. 

621  1330135 

30-259 

5 

GREEN,  H.  J. 

B21  12303B2 

5O-29i 

S 

GREEN.  H.  J, 

021  1330324 

50-260 

5 

GREEN,  H.  J. 

821123032&* 

5O-260 

B 

GREEN,  H.  J, 

B31  1290319 

50-259 

3 

GREEN,  H.  J, 

021  1390327 

30-296 

B 

GREEN,  H.  J, 

331  1390354 

50-260 

8 

GREEN,  H.  J, 

621  1290365 

50-3S6 

S 

GREEN,  H.  J. 

821  (390571 

50-327 

8 

GREEN,  H.  J. 

831  1290700 

50-327 

8 

GREEN,  H,  J, 

8311290705 

50-327 

B 

GREEN,  P.  K, 

321  I0404S5* 

5O-335 

B 

GREEN,  B. 

021  101G349* 

5O-537 

0 

GREEN,  T,  rt. 

031  10209B1 

3O-140 

M 

GREEN,  W.  J. 

021  109O16H 

9O-260 

8 

GREENB/WM.  0.  D. 

621  1150017* 

FQIA 

QREENDERO,  E.  V. 

021  102O3B9 

9O-S37 

H 

GHEEN13ERO,  E.  V. 

821  1020309 

50-537 

H 

GREENI3ERO,  E.  V. 

B21I0203S9 

50-537 

H 

GHEENQERO,  E.  V. 

Q21  I09047i» 

90-S37 

G 

GREENQERO.E.  V 

031  1090476* 

30-537 

G 

GFIEENBERO.E.  V, 

831  1090476* 

50-937 

Q 

CREGNDERO,  E.  V, 

B21  123Q46S 

SO-537 

G 

GREENBERO,  E.  V. 

031  1330462 

5O-537 

Q 

GREENQEtlO,  E.  V. 

021  1230463 

SO-337 

G 

CREENBLATT,  D. 

621  1100193 

50-400 

Q 

GREENBLATT,  D. 

0311100193 

5O-400 

0 

GREENE,  0,  A. 

621  1060363 

F1EB 

CREENKORM,  R.  A. 

021  118053O* 

CONTRACT 

CREENUEE,  N.  A. 

0311130227* 

70-146 

GHEENLEE,  N.  A. 

021  118O23£« 

70-146 

GHEENLEE,  N.  A, 

031  1180248* 

70-146 

GREENMAN,  E. 

82(1060131* 

70-361 

GREENMAN,  E. 

821  123O13O 

30-307 

8 

GREENMAN.  E, 

SHI  1290373- 

90-277 

Q 

GREENMAN,  E. 

B2I  1290570 

5O-309 

B 

GREENMAN.  E.  0. 

821  1090JSO* 

50-29 

Q 

OHEENHftN,  E.  G. 

021  1120233* 

50-271 

Q 

GREENMAN.  E.  0. 

BSI  1120250* 

5O-334 

Q 

GREENMAN,  E.  G. 

B2112903BO* 

50-271 

O 

CREENMAN,  E.  G. 

8211290440* 

30-247 

Q 

flREENMAN,  E.  G. 

031  130028Q* 

30-386 

0 

GREQER.L  R, 

B21  1010133. 

50-161 

Q 

OREOEH.L,  R. 

621  1020335 

50-295 

B 

OREGER.L.  K. 

0211060034* 

30-341 

Q 

ORECER.L,  R. 

Bail  120433" 

30-6 

Q 

GREODHV,  W.  S. 

B311  030027 

RES 

GREGORY,  W.S. 

B311  130229 

RES 

GREGORY,  H.  8. 

021  1160335 

RES 

GRIMES,  B,  K. 

BZl  1180037* 

FOIA 

GRIMES,  D.  K, 

0211180055* 

FDIA 

GHOCE,  ft.  H. 

021  102O02O 

30-309 

R 

GRDCE.  R.H. 

8211110195 

50-309 

n 

OROE6CH.O.L, 

6211080074 

90  -30S 

0 

QROESCH.O.L. 

8211160214 

30-3B2 

c 

QRdfVEflVER.E.  L. 

8211020033 

NUREO 

OROrENHUIS.  M. 

8211030370* 

50-315 

p 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

GftOFENHUIS,  M. 
QflLJEN,  0.  E. 
GRUSH,  H.  H. 
QUCWA.  L.  T. 
OUCWA.  L,  T. 

3311100001 
8311010217 
B211O10190 
6311  120444 
6211150593 

90-315         P 
RES 
RES 
50-321          0 
50-321         P 

QUCMA,  L.  T. 
QUCWrt,  L.  T. 
QUEDRY.F.  E. 
GUI  DA,  R.  A. 
GUtLSERT,  D.  E. 

8S-11B.30351 
821  12902S7 
0?11  130024» 
021133034B» 
02110^0423* 

50-321          P 
50-321          P 
FOIA 
70-143 
QA999 

QUILBERT,  D.  E. 
GUILDER. 
GUILD,  R. 
GUILD,  R, 
GUItDi  R. 

821i06044B« 
S3  11  0801  58 
03  110801  SB 
62110B0199 
B2110B0199 

QA999 
50-413         G 
50-113         0 
50-413         0 
50-413         G 

GU1NM,  P.  R. 
GUINN,  P,  R, 
GUINN,  P.  R. 
OU1NM,  P.  R. 
GULOEMOND,  W. 

0211110272* 
0211110277* 
621  1300132* 
S31I300135" 
0211230322* 

FOIA 
FQIA 
FOIrt 
FOIA 
50-373         0 

GUPPY.  J.  0, 
OUSTAFSDM.  R.  D, 
GUSTAVE   fl.  P, 
GUSTAVE.fl,  P. 
GUSTAVE.R.  P. 

8211010230 
8211290021 
021  [0803200 
0211010372* 
031  1060479* 

RES 
70-371 
CONTRACT 
C  ON  TRACT" 
CONTRACT1 

OUST  (WE,  R.  P. 
GU5TAVE.  R.  p. 
GUSTAVE.R.  P, 
GUSTAVE.R.  P. 
CUSTAVE.  R.  P. 

B211090024* 
S31  1090578. 
BSK1O0462* 
B21  1100310* 

aai  1100333* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

GUSTAVE.R.  P, 
GUSTAVErR.  P. 
GUSTAVE,  R.  P, 
CUSTAVE,  H.  P. 
GUSTAVE.R.  P. 

6211110131* 
5311110213' 
B211110344* 
8211110259* 
831  1110274* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

GUBTAVE,  R.  P. 
GUSTAVE,  R.  P. 
GU3TAVE,  R.  P. 
GUSTAVE,  R.  P, 
GUSTAVE,  R.  P. 

6211110378* 
B3111103B4* 
6211110456* 
8211110458* 
B311110460* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

GUSTAVE,  R.  P. 
OUST/WE,  R.  P. 
GUSTAVE,  H.  P. 
GUSTAVO,  R.  P. 
GUSTAVE,  R.  P. 

62111105S3* 
031  1110533* 
6211110644* 
62111201S3* 
B21  I12019A* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

GUSTAVE.R.P, 
GUSTAVe,  R.  P. 
GUSTVWe,  R.  P  . 
GUSTAVEiR,  P. 
GUSTVWe.R,  P 

0^11120261* 
Q21  1130391* 
8211120304* 
021  11  5001  A* 
62111500519 

CONTRACT 
CONTSACT 
CONTRACT 
CONTRACT 
CONTRACT 

GUSTAVE.R.  P. 
GUS7AVE,  R.  P. 

Gusrwe-,  H,  P. 
ausTrtve,  n,  p. 

OUSTAVE.R,  P., 

8311150091* 
83111S0332* 
021  116O007* 
6211180066* 
6211180461* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

GUSTAVE,  R.  P. 
GUBTAVE,  H.  P. 
BUSTAVE,  R.  P, 
SUSTAVE.B.  P. 
GUTHRIE.G.  L, 

021  110O470* 
0211100407* 
821  119O03I* 
021I19O310* 
6311  03021  B 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
NUREO 

GUTIERREZ,  J.  H. 
GUTIERREZ,  J.  H, 
GWYNM,  T,  P, 
HACKNEY.  C,  A. 
HAFNER,B. 

021  104006& 
031  1  1  OO079 
S21  1I3OS03* 
8211090271* 
8207160047 

50-309         G 
50-309        0 
50-35B         G 
50-313         Q 
FOIA 

HAQA,  B.  0, 
HAGAM.  T.  F. 
HAGAM,  T.  F. 
4HAGAM,  T.  F, 
HAOAM,  T.  F. 

6211220212 

eaiioiooofiit 

0211040050* 
0211040515* 
6211040520* 

PRM 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HAQAN.  T-  F. 
HAOAM,  T.  F. 
HAOAK,  T.  F, 
HAQAN,  T.  F. 
HAGAN,  T.  F, 

821104O533* 
B211040S4&* 
8211030061* 
8211060478* 
6211060634* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

KAQAN,  T.F. 
HAGAN,  T.  F. 
IWSAN.  F.  F. 
HAGEN.  f.  F. 
HfiQEY,  H. 

321106063B* 
B21106O691* 
831  109O132* 
83(1010011* 
B211030300 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HAGUE,  R.  L. 
HAIQHf,  R.  r, 
HAIRBTON.W.  0. 
HAIRS  TON.W.  G. 
HAIRSTDN.W.  G. 

831119O219* 
6211230062* 
B21  1020360* 
82I102O490* 
831  1020582* 

50-2&6        0 
50-397        F 
50-348        R 
50-364        R 
SO-3&4         R 

550 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION               SUBJECT 
NUMBER                    CATEOORV 

HAIRSTDM,  W.  O. 

8211040174*         50-348         S 

HAIRSTOM,  K  0. 

821  1060053*         50-348         B 

HAfRBTOM,  W.  0. 

62U06QOBS*         50-364         S 

HAIRSTON.  W,  0. 

B3II  100307*         50-364         S 

HAIRSTOM,  W.  0. 

8211170441*         50-364          S 

HAIRSTOM,  W.  O. 

8211320010*        50-34B        R 

HAIRETON,  H.  G. 

B31122O124*         50-364          R 

HAIRSTQM,  H.  G. 

B2JI2905JB*         80-348         S 

HAIRSTOW,  H.  G. 

621  13905391*         50-348         S 

HAIRSTON,  W.  O. 

8211390534*         50-34B         S 

HA1ST,  D.  P. 

8211130390*        50-508        Q 

HALE,  C.  J, 

B211020629*         50-49B         Q 

HALE,  C.  J. 

821  1330390"         50-49B         Q 

MALE,  C.  J, 

821  1230510*         OA999 

HALE,  C.  J. 

S31  1290262*         OA999 

HALL,  B.  L, 

B31  1010289*         50-395         Q 

HALL,  D.  P. 

8211020512            50-461          S 

HALL.  D.  P. 

8211120446            50-461          S 

HALL,  D.  P. 

8311190149            50-461          0 

HALL,  D.  P. 

6211230169            50-461          B 

HALL,  E,  J. 

ESI  1020396            50-263          I 

HALLER.N,  M. 

8211220075*         FOIA 

HAMES.  R.  L. 

831  1300331             90-322         0 

HAMID,  fi.  A, 

6210190151*         50-213          a 

HAMILLA,  D.  J. 

8211240103            71-6601 

HAMILTON,  0.  T. 

B21  1090270            MIBC 

HAMILTON,  J, 

8211230173*         QA99? 

HAMLINj  J,  H. 

821117O345            50-3B2         0 

KAMLIN,  J.  B, 

9311170348            50-333         0 

HAHLIN,  J.  fl. 

B2I1I7034B            50-392         0 

HAHHER  ,  &. 

921104039031        50-263        S 

HAMMER,  S. 

9211190261*        50-363        S 

HAMMONO.  0.  A. 

931102040S*        50-537         T 

tIAMHDNft,  0.  A. 

9311030405*         5O-537          T 

HAMPTON,  M.  L. 

8211010279           RES 

HANAUEH.I  B,  H. 

8511150047*        FOIA 

HANAUEfti  S.  H. 

8211130074*        FQIA 

HANAUER,  B.  H, 

B31115O079*         FOIA 

HANAtJERiS.  H. 

8211130265*        FOIA 

HANAUER,  S.  H. 

82  11  1608  IB            MUREO 

HAM  COCK.  J.  A. 

B31  1090235           90-302         P 

HANDLER.R. 

921  1270076*        40-6500 

HANMEB,  J.  S. 

B2I1290730*        QA999 

HANTlESi  P.  H. 

821  1230501*          50-322          d 

HAMNETT.  D.  A. 

8S11060413            XPORTLIC 

HANNETT.8,  A. 
HANMETT.  B.  A. 
HAMNETT,  B.  A, 
HftNNETTjB.  A. 
HAMNETT,  B.  A. 

6211060501           XPDRTLIC 
8311060502*          KPQRTLIC 
B3110AOS41           XPORTLIC 
8211140474           XPORTLIC 
031  1  1  70457           XPORTL  I  C 

HANNETT.B.  A. 

92U3QOI57           XPORTLIC 

KAKNON,  J-  N. 

B109070099"        FOIA 

HANNDN,  J.  M. 

821106038?           5O-21  7        P 

HANSEN.  L.  E. 

B2112903Ba*         50-316        P 

HANSEN,  L.  J. 

8311010440           71-9139 

HANBEK,  L.  J. 

821  1  190340*        71-91  59 

HANSOM.  D.  J. 

0211010396           REB 

HAHSONi  D.  J. 

BK1  1030078           RES 

HARBIN,  M.R. 

eailSE&319*         90-337         B 

HARDINO.M.  R. 

6311040130*        50-329        8 

HARD1NO.H.  R. 

eait040223*        50-327         B 

HARDrNO.M.  H. 
HARDING.  tl.  R. 

931  IOB0244*        50-323        S 
9211090382*        80-337        B 

HARDIKOj  H.  R, 

3211230091*        50-32H        B 

HAROINO.M,  R. 

931  1390366*         50-338         S 

HAHDINOiH.  R. 

BSl  12.90S79*        50-327         B 

82  1  1  29O703*        30-327        B 

HARDIN*,  M,  R. 

S31IE90711*        50-327        S 

HARDYj  Fi.  L, 

BB110I0041           40-SOB4 

KARIED,  J.  A- 

BSl  1030499          NUREO 

HARINU.  K 

83  11300439           XPORTLIC 

HARK  OH,  D.  f. 

B?l  1290030*        40-6500 

HARMON,  D.  F. 

621  1290099*        40-6500 

HARKOMi  D.  F. 

B2HB.90O66*        40-6900 

HARrtONr  D.  F. 

921  IS90095*        40-6900 

HAHMON.D.  F. 

B21!S?0»133*        40-6500 

HARMS,  N.  I.. 

B211I90007*        FOIA 

HftRMS,  N.  L, 

B21119QQ07-*        FOIA 

KARRANi  &. 

Sail03003l»        30-249        R 

KARRAN,  9. 

BSl  1^301  76*        5O-345        R 

HhHRANr  0. 

821  1030178*        80-243        R 

HARRAHi  0. 

B211  110187*        aO-B4S        R 

HARRINOTON.H,  0. 

621  1030442           80-293        P 

HARRINGTONS.  D. 

saillB0302»        30-293        fl 

HARRIN8TON.W.  D, 

flaiI230419»        50-293        Q 

AUTHOR 

ACCESSION              SUBJECT 
NUMBED                    CATEQdHV 

HARRINGTON,  H.  D. 
HARRIS.  H.  0. 
HARRIS,  J.  A. 
HARRIS-  f.  R 
HARRISOW,  F. 

B311290S84*         50-293         Q 
B210190160*         50-213         Q 
8S1  1170486*         FQIA 
8211300290           50-275         Q 
8211I2O327*         5O-324         R 

HARTHAN,  P.  L. 
HARTMAN.  IJ.  H. 
KARZA.ft.  D. 
KASKINS,  J. 
WASSELL,  D,  F. 

B21  1230476*         50-295         Q 
BS11020344*         5O-537         T 
B.21  1040533"         CONTRACT 
B21110O563*         50-328         F 
6311010247           50-247         G 

KASSELl.,  D.  F. 
HASSELL,  D,  F. 
HASTINGS,  U, 
HATTORI,  H. 
HAVERKAMP.D.  R, 

6311160330            50-275         G 
02I12302H1            50-247         0 
B21119O303            5O-5I4         G 
0211300132           XPORTLIC 
8211O3O613»         50-334         0 

HAWKINS,  F.  C. 
HAWLEY,  W. 
HAVES,  D.  U. 
HAYNES,  F.  R. 
HAVNE9,  R.  C. 

B21101Q136*         5O-454         Q 
B211O9O271*         5O-313         0 
B21I060342*         5O-454         0 
8211090145*        TQFREP 
8211010312           50-277         Q 

HAYNE8,  R.  C. 
HAYNES,  R.C. 
HAYNES,  0,  C. 
HAYWEB,  R.C. 
HAYNES,  R.  C. 

8311010538           State    Prog 
S21106O313            5O-271         Q 
S21  1060532*         5O-271         0 
8311110532           4O-B610 
8211150367*         FQIA 

HAVME9.  R.C. 
HAYNES,  R.C. 
HA  WES.  R,  C. 
HAZLE.A.  J. 
HEAD,  J.  T. 

8211190259           50-273         Q 
BSl  1290464            50-309         0 
B211390493           50-293         0 
8211040422*         WASTE   MGT 
8211  130288*         50-206         P 

HEALV,  J.  W. 
HEALY,  R.  H. 
HEBEt,  C. 
HEFFELFINGER,  H. 
HEFFELFINGER,  W. 

B2110303SB*         50-537         T 
Q21  1060686           S7-37 
B31119036H*         SO-269         S 
8211040150*         5O-537         A 
B21  1040163*         50-537         A 

HEGNER,  J,  D. 
HEHL.  C.  W. 
HEHL,  C.  H. 
HEIOEff.  L.  H. 
HEIDER.  L.  H. 

B311060612            50-213         P 
B21  11  50611            SO-324         6 
8311230306            SO-324         S 
B21I020I74            50-29           R 
8211110167            50-29           R 

HE1NR1CHB.R.S, 
HEISHMAN.R.  F. 
HEIBHMAN.R-F. 
HEITNER.K. 

821  1090  132*        CONTRACT 
B2U150130*        FOIA 
831115013S*         FOIA 
8211060333           50-309         P 
6211100493            50-309         P 

KEITNEfl.K. 
KEITNER.K.L. 
HEITNER.K,  L. 
HEirNER.K.L. 
HELOESON.K.  A. 

6211160046*         90-309         P 
B2HOB0300          90-309        P 
8211110535            90-309         P 
8211190001            50-309         P 
621  1030037          70-630 

HELLER  r  J.  K. 
HELLER,  R. 
HELLER,  fl. 
HELLER.  R. 
HELLER-H. 

0211120425*        50-255        Q 
S211O30126*         50-311         S 
B211O60176*         50-372         B 
B2I  1060305*         90-272         8 
8211060222*         50-311         5 

HELLER.  R. 
HELLER.  R. 
HELLER.  R. 
HELLER  iR. 
HELLER.  R, 

8311060399*         30-311         B 
8311060333*         50-311         S 
9311060344*         30-273         8 
92112903B9            50-272         S 
0211290395*         50-272         9 

HELLER.  R. 
HELLER;  R. 
HELLER  ,R. 
HELMS.  R.  F. 
HELTEMEB.C,  J. 

8211290412*        50-273        B 
B21IS90435*        50-311        B 
B2U300308*        50-311        S 
921  1320370          70-1113 
6202240320          MISC 

HELTEHES,  C.  J. 
HENDERBON.fi, 
HENDR  I  CK80N.  H. 
HENDRICKSON.T. 
H£NDRICKSCN,T. 

6207160284          50-369        B 
8211130023*        FOIA 
8311220341*          50-116         F 
B21  1100386*        OA999 
8211100397-        -OA999 

HENDRICKSON.T. 
HENBfiON.A,  J. 
HENBLEY,K.  D. 
HENSLEY.K.D. 
HENSLEY.K.  0. 

8311100403*        QA999 
8311380416*         CONTRACT 
8311010093          70-143 
8211030375          70-143 
8311170331*         70-143 

HENSL£Y,K.  D, 
HENSLEY.K.  0. 
HENSLEV.K,  D. 
HERDT,  A.  R. 
HERDTrA.  R. 

8211170403*        70-143 
8211170406*        70-143 
S211290019          70-143 
B21  1040275           SO-321         B 
8211290S9S          30-321        S 

HERINQ.R.  F. 
HERINO.R.  F. 
HERMAN.  D. 
HERMAN,  R.  W. 
HERNAN.  R.  W. 

0211020057           50-316        P 
8211180481*        50-315        P 
aZH290I92           XPORTLIC 
6211060635           SO-329        A 
8211060028           50-3B9        E 

AUTHOR 

ACCESSION              SUBJECT 
NUMBER                    CATEQnHY 

HERNAN.  R.  W. 

B21U60050           50-329         rt 

HERNAN,  R.  W. 

0SI1190O94            50-32"?         A 

HERNAN,  H.  U. 

0311190396           50-32-7         A 

HERNAN,  R.  W. 

921  1340172           50-329         F 

HERNANDEJ.G. 

831123043'?*         50-206         Q 

HERR,  R.  K. 

B21115057I*         50-S67         d 

HERRICK.  R.  C. 

aaoaisoiii*      50-409      p 

HERfUCK,  R.  C. 

B20B37O383*         SO-2O6         P 

HERRICK.  R.  C. 

B21  001  0400*         50-269         0 

HEHRINQ,  J.  S. 

0211040032           RES 

HERBCH.  H,  M. 

B21116Q49B           XPQUTUIC 

HERSLQFF,  L.  H. 

0aiiQ3o<isi        40-8697 

HEWITT.  J. 

8211030267*         50-333         E 

HIATT.  S.L. 

B2091  50063           50-440         /I 

HJATT.6.L. 

6209I50O65           FOIrt 

HIATT.  B.  L, 

9311030350           50-440         0 

HIATT.  S.L. 

B211Q40316           50-44Q         0 

HIAT1",  S.  L, 

02I1O40333           DO-44O         0 

HIATT,  S.  U. 

9211040340           5Q--14O         G 

HIATT,  S.L. 

B21  1180270           50-410         C 

HIATT.  S.L. 

83I11B0274           50-44O         0 

HIATT,  S.L. 

B21  1220245           PflM 

HIOBITTS.H.  U. 

B211O2Q336*         50-537         T 

HIQBITTS.H.U. 

83I103O336*         50-537         T 

KICKEY.C.R. 

a2H1602S<1i>         50-44O         0 

HICKEV.C.  R. 

B21  1340067           50-32G         H 

HICKEY,  J.  E 

3211170079"        FOIA 

HIETALA.  J. 

Q2U120433"         50-373         S 

HIOOINBQTHAM-  L. 

B010280024"        71-6678 

H1GOINBQTHAM,  L 

8011100459*         5Q-206         0 

HIGQINQOTHAM,  L. 

B21U20442*        FQlf\ 

HIGalNGOTHAM,  W. 

6211100443           RES 

HIGOINB,  J.  C. 

B21I230501B         50-322         0 

HIQQINS,  J.  C. 

B211300143           50-323         0 

HILF.C.  L. 

83I103O64I*         50-245         P 

HILFiC.L. 

9211180034*         SO-Sfad         P 

HILL,  K.  L. 

8311020066"         50-331          B 

HILL.  K,  L. 

B21  1020499*         SO-331         !i 

HILL.K.  L, 

621  1090130"         5O-331         ii 

HILL,K.  L. 

9311090150"         50-331          E 

HILL.K.  L. 

B311190105*         50-331         C 

HILL,  K.  L. 

B2IH90156"         5O-33I          E 

HILL.  K,  L. 

021H90270*         50-331         f 

HILL.  K.  L. 

B2i  1240254*         5O-331         ! 

HILL,  K.  L. 

B21I210290»         50-331         ! 

HILL.  K.  L. 

8311240363"         50-331         i 

HILL,  H.  M. 

B21  1020628*         SO-'l^a         < 

HILL.  W.  M. 

0311230390"         5O-41hH         < 

HIND.  J, 

0211080201           SO-293         I 

HIND,  J.  A. 

B31  1010079           5O-4O9         1 

HIND.  J,  A. 

6211020396          5O-3A3        1 

KIND.  J.  A. 

B2110B0232           5O-255         1 

HIND,  J.  A. 

B2I10B0277"         5O-S9D 

HIND,  J.  A. 

0211150470           50-409         ' 

HIND,  J.  A. 

8211150409           5O-34& 

HIND.  J.  A, 

621123038Q*         50-293 

HIND,  R. 

9211120399          4O-3OM 

HINFUCHB,  G. 

621101O2fiO*         50-217 

HINTZE,  A.  S. 

6311300010          REVIEW   OR 

HIP6HER.W.  M. 

H21  1030347           37-39 

HIRSCH,  D. 

63110000M           50-113 

HIRBCH.D. 

0211150645           5O~1-1:2 

HIRSCH,  D. 

fl21Ita02BO           SO-1-12 

HIRSCH.  E). 

62K1003H7           5O-143 

HQCKERT,  J.  W. 

8311110470"         5O-537 

HGDGDQN.  A.  P. 

9211180006           50-353 

HODCDON.A.  P. 

8211390577           5O-352 

HODQDON,A.  P. 

92I12903S7*         SO-352 

HODGES,  H  H. 

6311110570*         50-32-1 

HOMES,  H.  W. 

8211110577*         50-371 

HOFFMAN.  D.  P. 

8211030213          50-155 

HOFFMAN,  J. 

8311230496           50-395 

HOFFMAN,  r.  J. 

3211150682          NUFteQ 

HOUAN.  J,  P. 

B21  1040425          TOPHEP 

HOOAN,  J.  P. 

8211060116           9O-S9 

HOQAN.  J.P. 

9211220380          71-30 

HOOAN.  J.  P. 

0211220408          7O-734 

HOOAN,  J.P. 

S211330024            71-6346 

HOQQE,  J.  R. 

02II190034*       FOIA 

HOQQS,  J.  rt. 

9311150037*         FOIA 

HOLAHftN,  0.  M. 

621  1170045*         30-29 

HOLIAN.P.  D. 

8211220381"        5O-124 

HQLLEY,  W,  L. 

8211180439*        30-313 

HQLLQWAYr  E.  R. 

B21  1060347          30-36? 

HOLMES-RAY,  P. 

0211130493»        50-321 

PERSONAL  AUTHOR  INDEX 


AUTHOfl 

ACCESSION 
NUMBER 

SUBJECT 
CATEGOHV 

HOLT.  J. 
MOLYOAK.R.  H. 
HOLZMER.I.  ». 
HDMAN,  F.  J. 
HOOD.  D. 

0211160320 
B21I290204» 
S211  190260* 
0211010223 
821  1060364* 

50-347         0 
50-373         F 
SO-346         0 
RES 
50-339         T 

HOOD.D.  E. 
HOOD.D.  S. 
HOOD.  D.  S. 
HOOD,  D.  S. 
HOOPER,  F.  F. 

821  1000046 
0211100525 
B2111&01IQ 
0211  190361 
6211030447 

50-329         A 
50-329         A 
90-339         A 
50-329         A 
50-S22         0 

HOPKINS,  J. 
HOPKINS,  J.  B. 
HOPKINS.  J.  B. 
HOP*  INS,  P. 
HDRIW.W.  A 

62112303BO" 
821  1000395 
8311240442 
B2I  11  50907* 
Q211000QS4 

5O-373         Q 
50-4B3         F 
3Q-4B2         A 
50-369         0 
5O-443         0 

HOIUtMJ.  A. 
HOR1N.H.  A 
HOKUM'.  A. 
KDHJN.U.  A. 
HQHIHp  W.  A. 

B21  1000004 
021  1O903BO 
B2110903BO 
S3!  1150048 
821  1150040 

30-449         0 
50-445         0 
50-445         0 
50-445         0 
5O-445         O 

HQR1N.U.  1 
HOC  IN,  H.  A. 
HOftrOV,  U   C. 
HORVATH,  J. 
HOKIMTH.  W. 

aauaaosii 

0311220316 
S3]  1  110603* 
021122017b 
Et3110a02IH« 

SO-449         O 
50-445         0 
FDIA 
PRM 
50-155         P 

HDSEV.  C.  H. 

nasnerr,  n.  P. 
HQU3rau,  D. 

HOUSraN,  J   C. 
HOUSTON:  R.  W. 

0211150366* 
82071B0002 
8211090002 
831110051  1 
OIOB34017B* 

70-1113 
ACRS 
3O-416         P 
FOIA 
50-443         C 

HOUSTON,  R,  M. 
HOUSTON,  R.  W. 

Housrow,  R.  u 

HQUSrON,  R-  M 
HOUSTON,  R.  H. 

S109030359" 
S112I  10164" 
B209340492* 
8210130434" 
Ei211O20537i" 

50-443         C 
5O-443         D 
30-443         D 
50-373         B 
90-373         S 

Housmu,  R.  u, 

HOUSTON,  fl,  H. 

HOUSTON,  n.  u. 

HOWflFJD,  J   E. 
HOWE,  P.  U 

B21  1060244" 
0311230040* 
8211H40339 
0311290667 
031IO40327 

30-373         8 
50-373         S 
TOF-HEP 
90-393         K 
50-324         F 

HM.ETT.O.  H. 

naxiE.c.  L. 

HOVLE,  fl, 
HOVLE,  J. 
HOVLE,  J. 

B21  1030259* 
B211230349" 
H2I  1060425 
821  1160429" 
0311160440* 

50-336         R 
90-339         A 
CONTRACT 
FOIA 
FOIA 

UDYLG,  J. 
HOVLE.  J.  C. 
HOVLE.J.  C. 
HOVLE.  J.  C. 
HOVLE,  J.  C  . 

0311230498 
Q21HS0394 
aai  1160350 
B2t  Ili03?2 
8211160432 

50-309         P 
30-437         0 
State   Prog 
30-358        0 
50-2B9        0 

HOVLE.  J.  C. 

ttOrtEi  J.  C. 

HQVLE.  J.  C 
HOYLE.  J.  C  , 
HOYLE,J,C. 

8211170346 
B21  1190220 
0211220214 
8211230373 
0211230423 

30-273        0 
50-537         0 
PUM 
40-2061 
SO-209         0 

HOVT.H.F- 
JBVT.H.F. 
WMQ.  T. 
WBACEK.U.  0. 
HUBACEK.W,  0. 

0311030330 
0211100371 
B3042H0377" 
0311020620* 
821  1230390" 

50-170         0 
50-443         0 
NUREO 
SO-490         fl 
50-493         Q 

numno,u.  B. 

KUDBLE.M,  H. 
HUBEflprt. 
HUDSON,  S.  D. 
1WDSOW,  S.  D. 

021  1150642" 
83111604B9 
0200030506* 
B211090417* 
0211300323" 

50-537         0 
NUHEO 
90-209         H 
50-320        0 
50-220        Q 

WE.1EH,  L.  J. 
WSHt3,  P  .  C, 
HUSHES,  P.  0. 
WWHES,  P.  0. 
HUdHES,  P.  0. 

0211060034* 
8211060293" 
0211060424* 
0211080261* 
B21  1  170270* 

50-341         Q 
50-302        S 
50-302        6 
50-302        B 
50-302        S 

BUSHES,  P.O. 

wanes,  p,  o. 
twonea,  p.  o, 

HUSHEa,  P.  0. 
HUKILL,H.  D. 

B211170316* 
021  1230367* 
0211330133" 
8211330*49" 
83102B0239 

50-303        B 
90-303        B 
30-30B        8 
50-302        S 
90-209        P 

HUKILL.H.  D 
HURILL,  M.  D. 
HJRtLL,  H.  D. 
HURILL,  M   D. 
HUKUL,  W.  D. 

8211020419 
0211040241 
0211040267 
0311040305 
S3  11060066 

50-289        P 
90-209        P 
90-309        fi 
90-309         R 
50-309        B 

HURILL,  «.  D. 
1MILL.H  D. 
HUKILL,  H,  D. 
MJKILL.H.  D. 
HUKILL,  H.  D. 

0211100044 
0211110320 
SSI  118031  3 
8211  19014  J 
82111901S& 

90-209        R 
30-289        R 
50-389        S 
50-289        F 
30-209        R 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

HUKILL,  H.  0. 
HUKILL,  H.  D. 
HULL.D.  A. 
HULMAM,  L.  0. 
HULMAfJ,  L.  0. 

62111*70331 
6211390403 
821  1120240" 
B2I  1100569 
8311110449* 

90-289        P 
SO-2B9         F 
CONTRACT 
MISC 
50-337         V 

HULSEY,  D. 
HULSEV,  D. 
HUMPHREY.  T.  0. 
HUNNICUTT,  D.  M. 
HUNNICUTT,  D.  M, 

B21117Q477* 

0211  180035" 

8311010490 
0311  020638* 
3311060090" 

WASTE   MOT 
HASTE    HOT 
30-323         ft 
50-498         Q 
50-313         a 

HUNNICUTT.D.  M. 
HUNNICUTT,  D.  M, 
HUNNICUTT,  D,  K. 
HUNNICUTT.  D.  ft 
HUNNICUTT,  D.  M. 

8211060214* 
8311O6O2BI* 
331  1O60404* 
SSI  10901  90* 
83  11  09  0374* 

90-3  1  3         Q 
50-44.5         a 
50-3B2         O 
50-180         Q 
50-492         a 

HUNNICUTT,  D,  M. 
KUN8TAD.A.  A. 
HUNT,  M.  D. 
HUNTER,  D. 
HUNTER,  D.  R. 

B2  11  230390* 
6211290371* 
6211  150392" 
6211010134 
8211040306* 

50-49B         Q 
50-2-92         B 
50-335         0 
50-33B         S 
3G-33B         A 

HUNTER.  D.R. 
HUNTER,  P.  8. 
HUNTER,  B.  S. 
HUNTER,  fi.  8. 

HUNTER,  n,  a. 

B21U2Q5O3* 

S211O90146 
8311120337 
831112O4B3 
821  11  906-1  7 

50-333         Q 
30-315         P 
30-313         P 
30-313         P 
50-31  3         P 

HUNTER,  B.  B. 
HUNTER,  R.S. 
HUNTER,  R.  8, 
HUNTER,  fi.  S. 
HURT,  fi.  D. 

B3H19O273 
6211230010 
B21  12301  31 
3211300216 
6211  1  10470* 

30-315         Q 
71-91S1 
90-313         P 
50-315         P 
50-937         T 

HUSEBY,  D.  E. 
HUTTON,  P.  H. 
HWANQ,  H. 
HWANO,  T. 
IDEM,  C. 

8211O60329* 
621  1  16O503 
6211010549 
9311190312 
a211Q80172» 

5Q-31B         B 
50-39O         A 
RES 
XPORTL1C 
30-254         S 

ICHIKAHA,  V, 
TCHIKAWA,  V. 
IDEM,  D.  C. 
TONftTONIS,  A. 
IMHROiE. 

8211290187 
B211270109* 
0211300290" 
02  1  1330294 
0203220040* 

XPORTUC 
XPOHTLIC 
50-219         P 
50-207         8 
90-233         P 

IMDRO,  E. 
IMBRO,  E.  V. 
tMDRO,  £-,  V. 
IHDRO,  (T,  V. 
IHMERMAN,W.  H. 

eao?  i  40223 
aio7O605Qa» 

83031301.24* 
6207070037 
B21  12201  ID* 

30-313        B 
50-317        P 
90-293         P 
50-361        B 
FOIA 

INCERSOLL.  C,E. 
IRBV,  D,  J. 
IRBV,  B,  J. 
IRBY.  B,  J. 
IRVINQ,  B,  A. 

aai  1030033 

0211  150303* 
021  13301  41* 
6211230204* 
0211020100 

htUREO 
50-276        B 
30-259         B 
30-276        B 
WASTE  HOT 

tnwiN,  D.  P, 

IRWIN,  D.  P. 
IRWIN,  0.  R, 
IRWIN,  0,11. 
IVER,  J.  8. 

0211190327 
0311190227 
82071.00079 
83071B0079 
6211020359* 

50-332        O 
50-323        0 
ACRB 
ACRE 
50-361        R 

JADDOUa.K.  N. 
JAHBOUR,K,  N. 
JAHBOUR.K.N. 
JABBOUR.K.iN. 
JACK,  H.  A. 

BS110A034B 
03  11  060  390 
021  UBO522 
021  1220242 
821  1030376* 

50-413        A 
50-413        A 
50-413        A 
50-413        E 
30-K01        0 

JACKIH,  I. 
JACKIW,  I,N. 
JACK1W,  I.N, 
JACK  I  H-  I.N. 
JACK  I  H,  I.N. 

821  1230380* 
0211020153* 
B2I1  120255* 
8311160304" 
021  1  160-452" 

50-373        Q 
BO-34I        Q 
30-483        0 
50-329        Q 
50-34  1        Q 

JACKSON,  C.  H. 
JACKSON,  E.  W. 
JACKSON,  0. 
JACKSON,  0. 
JACKSON,  J.  0. 

5311230043 
B21  1100020 
8211O8QI97* 
B21  11201  11 
821  1  190202* 

50-S47        B 
50-271        B 
71-9168 
71-91SI 
50-424        A 

JACKSON,  K. 
JACKEON,  K. 
JACKSON,  L.  H. 
JACKSON,  P.  0. 
JACKSON,  P.O. 

0211100461 

9211110028 
821  1150334" 
821  1050220 
SHI  1QB0040*- 

WASTE  MOT 
WASTE  MOT 
50-302        fl 
WASTE  MOT 
HASTE  MOT 

JACKSON,  P.O. 
JACOB  I,  H. 
JACOBS,  A. 
JACOBS,  A. 
JACOBS,  A. 

8211000041* 
0211I104S6* 
0311010290 

aai  109000V 

8211120188 

WASTE  MOT 
WASTE  MOT 
CONTRACT 
CONTRACT 
CONTRACT 

JACOBS,  A. 
JACODSr  A. 
JACOBS,  A. 
JACOBS,  A. 
JACOBS.  A. 

8211  120249 
B211  130006 
B211  160003 
B211ia0469 
021  1190300 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOWV 

JACOBS,  R. 
JACOBS,  R.H 
JACOBS,  n.  H. 
JACOBS,  S.  S. 
JACOB80N.N, 

6211010552 

fl211OlO559 
S211O&O&13 
B  21  03  5029  5* 
621(220195 

SO-2B? 
50-287 
30-287 
TOPnEP 
PRH 

P 
P 
P 

JACQUES.  P. 
JACGl/ES.  P. 
JAECH,  J.  L. 
JAFFE,  D.  H. 
JAFFE,  D.  H. 

8211190221* 
02  f  130Q3O4* 

oatiiTOOo?" 

0211010376 
8211060577 

50-3  1  5 
50-315 
FOIA 
50-317 
50-317 

B 
S 

P 
P 

JAFFE.  D.  H. 
JAIN,  H. 
JAMES.  J. 
JANOj  J.  C. 
JAPE.  F. 

02U1SOOBO 
8211O3O47S 
9211030224 

8211300291* 
821115O333* 

50-317 
RES 
90-112 
50-213 
50-3B9 

P 

H 
Q 
Q 

JAPE,  F. 
JAPE,  F. 
JAPE.  F. 
JAHBIM,  A,  K. 
JAUDOM,  J.  P. 

921  11  30187" 
8211150629" 
8211130653* 
821  llSOtSH* 
8211290343* 

50-2(,7 
30-375 
30-389 
50-13 

so-a&a 

Q 

a 

Cl 
Q 

Q 

JENKINS.  0.  R, 
JENKIMB.C.  R. 
JENNINOS.  P.  C. 
JENSEN,  S,  E. 
JENSEN,  W.  L. 

&21115O5O1* 
8211150613 
6211110622" 
e2I1290375» 
9311240124* 

50-259 
27-47 
FOIA 
90-31  b 
50-2B9 

Q 

P 
O 

JERMAN.P.C. 
JERMAN,  P.  C, 
JDHANBEM,  J. 
JOHNSON.  A.  D, 
JOHNSON.  B.  D. 

BOQ5070B44* 
0211110032" 
8211020309* 
as  11  02039  2- 
B211O2O4A5 

FOIA 
FOIA 
40-B6 
50-344 
50-255 

Q 
P 

JOHNSON.  B.  D. 
JOHNSON.  B.  D. 
JOHNSON,  D.  D, 
JOHNSON,  B,  D, 
JOHNSON,  D.  D. 

S;mO2O493 
32110S01<?B 

9311120394 
B21  1130199 
921  1160127 

50-25D 
50-253 
50-S55 
50-255 
50-253 

a 

8 

a 
n 

8 

JOHNSON,  B.D. 
JOHNSON,  B.  D. 
JOHNSON;  B.  D. 
JOHNSON,  B.  D. 
JOHNSON,  B.  D. 

B21  122OOO& 
921  1240346 
B21  127024  5 
3211290753 
3211300213 

30-255 
50-253 
50-555 
50-3!13 
50-293 

Q 
fl 
H 

0 
P 

JOHNSON,  B.  D. 
JOHNSON.  C.  E. 
JOHNSON,  C.  J. 
JOHNSON,  C,  R. 
JOHNSON,  D. 

92113D03O9 
821  1090374* 
S211O3O317H 
B2  11  240403 

B3U290316- 

50-253 
50-432 
30-537 
71-6490 
30-377 

B 
(1 

T 

0 

JOHNSON,  E.  H. 
JOHMBON,  E.  H, 
JOHNSON,  E.  H. 
JOHNSON.  O.  A. 
JOHNSON,  0.  E. 

B211130B71" 

aanteo45s« 

S21127034<3i> 
B31  11702731. 
EJ2K000138 

9Q-2fa7 
50-313 
30-332 
50-416 
90-413 

a 

Q 

a 
e 

0 

JOHNSON,  0.  E. 
JOHNSON,  0.  E. 
JOHNSON,  0.  E. 
JOHNSON,  0.  E. 
JOHNSON,  0.  E. 

B211O703B0 
BSII1SO17S 
B21116O231 
B21124OQOG 
B21134OO2S 

30-413 
50-413 
30-440 
90-413 
50-413 

0 

a 

0 

a 

0 

JOHNSON,  J. 
JDHNSOM,  J.  A. 
JOHNSON,  L. 
JOHN60M,  L. 
JOHNSON,  L. 

B21IQ90449* 
0ailOtO4O1 
B2111S0173* 
0211100S430 

Baiiamota- 

90-273 
REB 
70-14& 
70-146 
40-A500 

Q 

JOHNSON,  L. 
JOHNSON.  L. 
JOHNSON,  L. 
JOHNSON,  L. 
JOHWSOM,  L. 

0211390169* 
821129017S* 

S2J  1290334* 
B2  11  290328* 
0211290332* 

40-450O 

40-6300 
40-iSQO 
40-fiSOO 
40-65OO 

JOHNSON,  P.  H. 
JOHNSON,,  R. 
JOHNSON,  H.  D. 
JQHNSOM,  R.  J. 
JOHNSON,  R.  L. 

B21112034&* 
8211110094 
B21I1&026O 
8211150094* 
B2  11  090079 

90-34.4 
NUHEO 
50-313 
CONTRACT 
WASTE    MQ1 

0 

S 

r 

JOHNSON,  T.  L. 
JOHNSON,  T.  L. 
JOHNSON,  T.  L. 
JOHNSON.  T.  L. 
JOHNSON,  T.  L, 

O211010&3I* 
B2  1  1060032 
B2I11703B3* 
B21  119031S 

B2U2402B9 

4O-7BA9 
40-0BB4 
40-06B1 
40-3433 
40-B432 

JOHNSON.  W.  D. 
JOHNSON,  M.  D. 
JOHNSON.  H.  D. 
JOHNEONr  M.  D. 
JOHNSON,  M.  0. 

B2  11010073 
0211050207* 
a2Il060-214«- 
B21  1090271* 
021  109O4S4* 

B  0-289 
50-313 
50-313 
50-313 
80-131 

Q 
Q 
Q 

a 
a 

JOHNSOM,  H.  D. 
JOHNSON,  H.  D. 
JOHNSON,  W,  P. 
JOHNSON,  W.  P. 
JOHNSON,  W.  P. 

B21110O2am- 
821I23O123 
S2103Q02S2 
B21Ili031fl 
B2I1  180324* 

30-235 
30-369 
fl  0-443 
50-443 
30-443 

Q 

e 

R 
0 

a 

5S2 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
HWBER 

SUBJECT 
CATEOQR1 

^ 

JOHNSTON,  0. 

S21I100197* 

50-361 

0 

JOHNSTOM.  0. 

3211120353* 

SO-52B 

0 

JOHNSTON,  J.  M. 

821  1040167* 

50-537 

A 

JONES,  B.  W, 

Q21IOE0226 

50-537 

0 

JONEa.B.H. 

9211240017 

30-275 

0 

JDNeS.C.H. 

BS112901B9 

90-298 

Q 

JONES,  C.  R. 

B21  13002  15 

50-39S 

P 

JONE3j  D.  M. 

B3111S021O* 

70-1201 

JONES,  D.  M. 

B211160517* 

50-538 

F 

JONES,  0. 

B3  1  1  02034  5 

50-259 

R 

JONGS,  O.T. 

02111(0292 

50-239 

R 

JONES,  H.  B. 

B211110470* 

50-537 

T 

JONES,  J.  0. 

B2111B0026* 

FOIA 

JONES,  A.  A. 

8211050090* 

SO-445 

F 

JflWES,  B, 

8211120596 

40-3102 

JO.WES,  s.a. 

8211010356 

40-8781 

JONES,  6,  Z. 

3211010517 

40-B1O2 

JDNES,  S.  Z. 

8211010537 

40-6  IO2 

JONES,  3.  ^. 

BH1  1010332 

40-8102 

JONES,  S.  Z, 

S2H030B68 

40-8102 

JUNES  ,  S.  I. 

8211040073 

40-B102 

JONES,  S.  Z. 

3211240423 

40-AA59 

JDNE8,  V.  H, 

B2  1  1O3Q639<> 

50-2SO 

R 

JONES,  V.  H. 

SS1I11O39DH 

50-280 

R 

JONES,  M.  C. 

0211O101B5 

50-3Q5 

P 

JUNES,  H.  C, 

8211O20039 

50-265 

F 

JONES,  H.  C, 

9211020043 

30-233 

P 

JONES,  M.  C. 

8211030144 

30-363 

F 

JONES,  M.  C. 

H2  11  02042  3 

50-239 

F 

JONES,  M,  C. 

8211040214 

50-235 

P 

JONES,  U,  C. 

B2  1  1  040247* 

50-235 

Q 

JONES,  W.  C. 

SB  11  050  194* 

50-395 

F 

JONES,  M.  C. 

82110SDf64 

30-285 

P 

JONEB,  M.  C. 

9511090326* 

50-S85 

F 

JQNEB,  M.  C. 

B2  11  090272 

50-299 

Q 

JONEB,  H.  C. 

9211100533* 

90-2B5 

F 

JONES,  M.  C. 

B21  11  50307 

50-235 

P 

JONES,  H.  C. 

6211160172 

50-283 

R 

JONEB,  U.  C. 

6211190179* 

90-235 

P 

JONES,  M.  C. 

821  1230144* 

50-3S5 

0 

JONES,  M.  C. 

B21  1230344 

90-333 

0 

JONESi  M.  C. 

62II230SOA 

50-2B5 

P 

JONES,  M.  C. 

821  13900429 

90-285 

F 

JONES,  M,  C. 

8211300211* 

50-3B5 

P 

JORDAN,  E. 

BZaBl<;0230 

50-3 

0 

JORDAN.  E.  L. 

8209  190222 

50-3 

a 

JORDAN,  E.  L. 

820B190Z27 

50-3 

a 

JORDAN,  E.  L. 

6208190232 

BO-3 

a 

JDRDANr  E.  L. 

BZOB1W237 

50-3 

a 

JORDAN,  E.  L. 

6208190248 

50-3 

a 

JORDAN,  E.L. 

S20B  190Z53 

50-3 

a 

JOHDAM,  E.  L. 

6211040031* 

50-2&& 

a 

JOBDAM,  L.  V. 

82111S0177 

70-27 

JORDAN,  M.  J. 

82110£O071* 

30-10 

a 

JORDAN,  U.S. 

83(1020969 

50-443 

Q 

JORDAN.  H.  B. 

821  1020569 

50-443 

0 

JORDAN,  H.  S, 

8211290724 

50-443 

0 

JORDAN,  M.S. 

8211290724 

50-443 

0 

JOmJENBEN.B.  L. 

B21  1130435* 

50-233 

Q 

JOUSE,  H.C. 

8211010560 

50-259 

P 

JOYCE.  S.  P. 

B211220175 

PHM 

JOYMER,  J.  H. 

9211230301 

30-317 

S 

JULIAN,  C. 

9311150336* 

50-2SO 

Q 

JULIANrC. 

S21  11  50407* 

50-338 

Q 

JULIANA  C.  A. 

8311330424 

50-404 

8 

JUUANrC.A, 

B211E3032B 

50-338 

S 

JUWOE.  H.  A. 

B211O30317* 

50-317 

S 

JUWOE,  H.  A. 

8211050477* 

50-317 

S 

JUNOE.  M.  A. 

a2HO4oiei» 

50-310 

3 

JVN0E,  M.  A. 

B21I2705B3* 

90-318 

B 

JIWOE,  H.A. 

9211290634* 

50-317 

B 

KADAMBI,M.  P. 

B211O30438 

90-400 

Q 

HAEPPEU.F. 

9211090187* 

50-365 

S 

KAHLE,  J,  B. 

B211190412* 

70-27 

KAHte.J.  B. 

B21J150S94* 

70-143 

KAHLE.J.B. 

Bali  17034A* 

70-143 

KAISER.  H.  W, 

9211  150161 

50-397 

8 

KALrVIAWAKIB.W. 

9311020066 

90-265 

S 

KA.LWIANAKIB.N. 

S21  104  0253 

50-H34 

R 

KALIUIiMMKlS.U. 

8311040259 

30-254 

R 

KALIV1AKAKI8.N. 

B21  104  0367 

50-2B4 

R 

KAtlVIANAKIS.W. 

9311040374 

30-254 

R 

KALIVIANAKI5.N. 

33  li  0+0437 

50-234 

R 

KALWIANAKISrN. 

8211090166 

30-245 

8 

KALIVIANAKI8.  N. 

9211090169 

30-234 

S 

AUTHOR 

ACCESSION 
NUM9ER 

SUBJECT 
CATEOORV 

KALIVIANAKIS. 

M. 

0311070347 

50-354 

n 

KALIVIANAKIS, 

H 

821110011! 

50-254 

R 

KAL.IVIANAKI8, 

H 

9211110270 

50-294 

8 

KALIVIANAKIS, 

H 

6311190114 

50-265 

G 

KAL1VIANAK1S, 

N. 

8211190126 

SO-2iS 

B 

KALIVIANAKIB, 

N. 

8211190266 

50-265 

S 

KALIVIANAKIB. 

W. 

S2  11  290390 

50-365 

S 

KALIVIANAKlSp 

N. 

8311290734 

50-254 

8 

KALIVIANAKIS, 

N. 

6211300240 

SO-S54 

S 

KALMAN,  K.  L. 

B21119012S 

40-8044 

KALMAN,  K.L. 

821  1190373 

40-Q3QO 

HAMMER,  D,  8. 

8311130440* 

50-327 

0 

KAMMEflER.C. 

B211I20132* 

50-373 

P 

KAHHEYEft.D.  J. 

8211030520" 

50-344 

n 

KANE.fl,  S. 

8311030106 

50-199 

F 

KANE,  ft.  S. 

8311170002* 

50-199 

F 

KANE,  W.  F. 

821101036B 

30-395 

P 

KANE,  H.  F. 

8211O1O502 

50-395 

P 

KANE,  H.  F. 

B21101O307 

TOPHEP 

KANE,  U.  F. 

B21109O100 

TdPREP 

K.ANE.H.  F. 

B2iii£QioB 

50-395 

P 

KANEM.  A.  C. 

3211230335* 

50-323 

0 

KANEM,  A.  C. 

G2  II  23  039  5* 

50-323 

0 

KANOA,  B.  K. 

8211020148 

50-320 

S 

KANQA.  O.K. 

8311040007 

50-320 

B 

KANQA.,  B.V.. 

8311040015* 

50-320 

Q 

KANGA,  B.  K. 

B2110A0303 

50-320 

P 

KANGA,  B.  K. 

9211070473* 

50-320 

B 

KANOA,  B.  K. 

8311090516 

50-320 

P 

KANSA,  B,  K. 

B21116033B 

50-320 

P 

KANOA,  D.  K. 

B21  11  60378 

50-320 

P 

KANOA,  D.  K. 

G21  1160270 

50-320 

R 

KANOA,  0.  K. 

8311170149 

50-320 

P 

KANQA.  B.  K. 

3311170210: 

50-320 

P 

KANQA,  C.  K. 

821I1B0497* 

S  0-330 

Q 

KANOft,  [).  K. 

8211230327 

50-320 

P 

KANOA,  B.K, 

B2  11  270220 

50-320 

3 

KANQA,  D.  K. 

8211  290337 

30-320 

P 

KrtNGA,  B.  K. 

8311390437 

90-320 

0 

KANQA.  B.  K. 

8211290517 

50-320 

S 

HANOA.  B.  K. 

8211290607" 

90-3SO 

Q 

KAHOA,  B.K. 

B21I30Q364* 

50-320 

0 

KAPLAN,  R. 

02111005711. 

MISC 

KAPLAN.  8.  N. 

821  11  60574* 

50-224 

F 

KARAN.  T.  0. 

8311010212* 

30-397 

A 

HA  TO.  W.  J. 

B21111D109 

HUREO 

KATZ.  B. 

6210150294s 

50-206 

P 

KAUFFMAN,  J.  T 

821  1  160296 

50-307 

F 

KA.UFFMAN,  J.  T 

8311160301* 

50-397 

F 

KAUFMAN.  J.  t 

B21  12301  75 

PfiM 

KAUFMANN,  M. 

B31  1140377* 

50-333 

G 

KAUL.  D.  C. 

821  I22Q04O* 

FOIA 

KAU5H*VL.  N.  N. 

8211020412* 

30-337 

T 

KAVANAUOH,  P. 

F. 

921  1040546* 

CONTRACT 

KAY,  D.  L. 

8211130345* 

50-373 

& 

KAY.  D.  U, 

821  133031  S* 

50-373 

B 

KAYrD.  L. 

631  1290  143* 

30-373 

8 

KAY,  J.  A. 

9211060411 

30-29 

P 

KAY,  J.  A. 

B2  11  090231 

30-39 

P 

KAY,  J.  A. 

8211100305 

50-H7 

P 

KAYr  J.  A. 

B211  240031 

30-29 

P 

KAY,  J.  A. 

821  130  0238 

50-29 

P 

KA/SEB.W.  V. 

93US90375" 

BO-316 

P 

KGATINO.  D-E, 

82111SOSQ3* 

50-359 

Q 

KECKEISENrT. 

S3II09017B* 

50-260 

S 

KEimo.R. 

B3110A013B 

50-289 

S 

KEISCH.R. 

821  1160443 

REE 

KEIBEft,  H.  V, 

83I10101B9 

50-387 

B 

K.EIBER,  H.  H. 

821101024A 

50-387 

8 

KEISER.H.  W. 

8211010293 

50-397 

a 

KEIBER.H.W, 

8211020106 

50-397 

a 

KEISER.H.  H, 

8211040001 

50-397 

B 

KEIBER.H.  W. 

B2I  1060127 

30-3B7 

B 

KEIEEH.H.  U. 

B211O60346 

50-3B7 

B 

KEIE£R,H.  H, 

821  1060343 

SO-387 

8 

KEIBER.H.  w. 

B211O604.03 

50-387 

a 

KEISCR.H.  H. 

821  1  1  90284 

30-387 

B 

KElBEfl.H.  H. 

8S111B0314 

50-397 

8 

KEISER.H,  H. 

9211180351 

9Q-3fl7 

B 

KEISER.H,  M. 

821  1330235 

50-387 

B 

KEIBER.H.  W. 

9311230242 

50-DB7 

S 

KEI8£R.  H.  H. 

821  1290249 

50-387 

B 

KEIBEH.RW. 

9311270273 

BO-3B7 

8 

KEISER.H.  W. 

8211270397 

50-387 

3 

KE16ER,H.  M. 

8311270392 

50-3B7 

a 

AUfHOJJ 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOF1V 

KEISER.  H.  W. 
KEISER.H.  M. 
KEISER.H,  W. 
KEISEHrH.  H. 
KEITH,  E.G. 

B2  11  290  337 
8211290683 
9211290743 
82113003B1 
8211130094 

3O-3B7        S 
50-337        S 
3O-337        S 
50-337        A 
NUREO 

HELUER,0.  R. 
KELLEV,  D.  L. 
KELUEV.  F. 
KELLEV,  J.  L. 
KELLEV,  J.  L, 

8211100487 
831115066i« 
Q21  1220203 
8211030437 
B2  11  290702 

RES 
5O-445         0 
PRH 
5Q-361         0 
5O-361         0 

KELLEV,  H.  0. 
KELLEV,  W.  D. 
KELLOOO.  P.  J. 
KELUaOO,  P.  J. 
KELLY.  J. 

8311110221* 
8211160336* 
8211170048* 
8311170086* 
9211230303* 

QA999 
QA999 
70-143 
7O-  143 
50-313         0 

KELLV,  J.  A.  F. 
KELLV.  J.  A.  F, 
KELLV,  J.  W. 
KELLV,  J.  W. 
KELLY,  J.  H. 

8211010977* 
8211060143* 
8211120133 
8211130348 
8211120551 

5O-2f.7         0 
5O-3B2         0 
7O-27 
7O-27 
7O  -27 

KELLY,  J.  H. 
KELLY,  J.  W. 
KELLY,  J.  M. 
KELLY,  M.  J. 
KELLV,  R.  E, 

8311130102 
8211170492 
82  1  122038  El 
B2I1010316 
8211090212* 

7O  -27 
70-37 
70-27 
RES 
5O-261         P 

KELLY.  R.  E. 
KELLV,  H.  J. 
KELLY,  H.  J. 
KEMPER,  J.  S, 
KEMPER,  J.  B. 

B2U090296* 
83111103491 
8211230193* 
831O20010K 
B21  1300367 

50-361          P 
50-275         R 
5O-375         S 
50-352         K 
50-352         ft 

KEMPIAH.A.  J. 
KENNA.W.  8. 
HENNA,  W,  0. 
KENNA,  W.  D. 
KENNA,  U.  B. 

Q311160369* 
8211170093* 
0311170101* 
9211170287* 
8211170309* 

50-373         P 
7O-143 
7O-143 
7O-:H3 
7O-143 

KENNA.W.  B. 
KENNEDY,  D.  M. 
KENNEDY,  H.  E. 
KENNY,  T.  J. 
KENT,  0.  J. 

B2H19004B* 
8311160438 
B21  11  10079 
8211090458* 
8211100059* 

70-143 
5O-255        R 
NUF1EG 
50-236         0 
50-344         H 

KENYON,  B.  D. 
KGNYON.  B.  D. 
KENYON,  B.  D. 
KEN  VON.  B.  D. 
KENYON,  B.  D. 

8211010182 
8311010187* 
8311030186 
8311020443 
B211020451* 

5O-387         P 
50-337         P 
SO-3B7         R 
50-387         P 
5O-337         P 

KENVDN.  B.  D. 
KENYON,  B.  D. 
KENYON,  B.  D. 
KENYON,  T.  J. 
KENVON,  T.  J. 

0311080316 
9211110176 
921  1290704 
8211060354    , 
8211160070 

7  1--90Q9 
3Q-3B7         fl 
5O-3B7         B 
30-390        F 
5O-390        A 

KEPPLER.J.  0. 
KEPPLER,  J.  0. 
KEPPLER.  J.  0. 
KEPPLER.  J.  0. 
KEPPLER,  J.  0. 

8311010098 
8211O1046B* 
8311020053 
821  1O60356* 
9211090231 

3O-44.1         A 
5O-266         F 
9O-329         A 
5O-329         T 
3O-409         Q 

KEPPLEfi.J.  0. 
KEPPLER.  J.  0. 
KEPPLGR,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 

8311090274 
8211080377* 
8211090041* 
8211120136* 
8211150228* 

90-295        Q 
5O  -295         0 
FQIA 
5O-373        5 
5O  -295         P 

KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLEH,  J.  0. 
KEPPLER,  J.  0. 
KEPPLEfl,  J.  0. 

S21115Q243* 
B211I50294* 
9211150347* 
821  1190171 
831  1230378 

FDIA 
FOIA 
FOIA 
4O-EOAJ 

5O-295         0 

KEPPLER.J.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KERCH,  H. 

8311230388" 
8211240343 
B2  11  240361 
8211290395 
8211290322* 

50-293        0 

50-354      a 

5O-293        0 
SO-4M         F 

5O-387        0 

KERR.  0.  W. 
KERR,0.  H. 
KEBR.V.  8. 
KERR,  V.  B. 
KERR,  W.  B. 

8211010384* 
S211O20&62 
8311180023* 
8211180049* 
8211160457* 

FOIA 

State    Pray 
FOIA 
FOIA 

FOIA 

KERR,  M.S. 
KERHIOAN,  J. 
KERR  I0AN.  J. 
KERRIQAN,  J. 
KERRIGAN,  J-  D. 

8211160462* 
8211010516 

6211030389 
921  1030394 
8211010067 

FOIA 
50-493        A 
30-361         P 
50-361        P 
5O-S2B        £ 

KERRIOAN.  J,  D. 
KERRIGAN,  J.  D. 
KERfilOAN,  J.  D. 
KERRIOAN,  J.  D. 
KERRIGAN,  J.  D. 

82110103B9 
831  10304  IB 
8211040300 
8211030107 
B21  1050140 

30-275        F 
5O-399        A 
30-503        C 
S  0-339        E 
SO-  SOB        M 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

KERRICAN,  J.  D. 

9211050141* 

50-508 

M 

KERRIGAN,  J.  0. 

S21  105021  9 

50-400 

O 

KERRIGAN,  J.  D. 

8211060673 

50-275 

P 

KERRICAN,  J.  D. 

B21  1060683 

50-400 

A 

KERRIGAN.  3.  D. 

8211040969 

50-508 

A 

KETZLACH.  M. 

9211090247 

70-37 

XETZLACK.  M. 

8211120086* 

70-27 

KETZLACIfi  N. 

8211120315 

70-27 

KEY.H.  0, 

8211020310* 

50-374 

0 

K€¥,H.  J. 

B2  11  020326* 

5O-373 

0 

KIEL,  OR 

8211300094 

XPORTL.IC 

XIEL.O.fl. 

B21  1300097* 

XPOHTL1C 

HIEL.C.fl. 

8311300427 

XPQRTLIC 

K1EL.G.R, 

8211300430* 

XPORTLIC 

KJEL.O.fl. 

8211300433 

XPOflTLIC 

KIH,D. 

8211060109* 

50-237 

8 

KJNDEfl.E,  T. 

8311190193 

50-443 

O 

KINDEfi.C.  T. 

8211190196* 

30-443 

fi 

KlUQSLEV,  0,  D. 

8211300324 

5O-  364 

P 

KINflSCEY,  0.  D. 

821  1300324 

SO-364 

P 

KINNEdftN,  J. 

8211230191 

It-E 

KlfJNEHAH,  J.  D- 

8103040462' 

MISC 

K1NN£H*M,  J-  D. 

8211020293 

40-86 

KINNfMAM,  J.  D. 

821  1030309" 

40-86 

KIUWEHrtM,  J.  D. 

821  1090375 

70-2449 

K.1NNEMAH,  J.  D. 

B2tlQ9092fc 

70-2467 

HINSLE^H.  T. 

0311160570 

RES 

XINTNER.L.  L 

8211050159 

50-35B 

A 

KIHTWEH.L.  L. 

8211080281 

50-341 

A 

KlNrMEfl.L.  L. 

8311080290 

50-338 

A 

KINTMERiL,  L. 

8311190335 

50-341 

Q 

KlHrNFR,  L.  U. 

8211240248 

50-341 

A 

KfREIt,  K.  L. 

8211010512 

50-454 

A 

KfRBV,  J 

821  1240164* 

50-306 

V 

HIRBY,  L.  J. 

8211010273 

RES 

KIRBY,  rt.  J. 

8311240169* 

30-206 

V 

KCflCKNEflpH.  L. 

8211  I1065O 

NUREO 

K!M,0,  D. 

8211000244* 

30-338 

8 

KlWHftM,  R.  W. 

821  1290099* 

40-6500 

KIRKHAH,  R.  W. 

B21129012B* 

40-6500 

K1RHHAH.  H.  H. 

8211290149* 

40-6500 

KlfiSCH,  0, 

8211100197" 

50-361 

0 

HlflSCH,  D. 

821  1190131 

50-361 

8 

K1RSCH,  D. 

821  1230393" 

50-361 

0 

KtRSCH,  0.  F. 

8211030331" 

50-306 

0 

HIHSCH,  D.  F. 

8211020333" 

50-206 

0 

KlflSCIt,  D.  F. 

8211180357 

50-361 

S 

KIHSCII,  D.  F. 

8S112303B7* 

50-3&1 

0 

HTRSCH,  D.  F. 

B21  1230439" 

30-206 

0 

K1HSCU,  D,  F, 

8211230484* 

90-206 

a 

KIRSCH,  D.  F. 

8211230491" 

50-206 

Q 

MIFWfiN,H.  E, 

8311120532* 

30-166 

F 

KISIEB.H. 

8211090438* 

30-2B6 

0 

KISTER.H  fi. 

8211020134* 

30-410 

0 

KI8TEH,  H.  B, 

8211090417* 

30-220 

a 

KISTEH.K  B, 

0211120443. 

50-410 

a 

KISIEB,  H.  D. 

8211300323* 

30-220 

a 

HI9TER,  H.  B, 

831  1300403* 

30-244 

a 

KniS,R.  J. 

8311100410* 

50-327 

F 

KLAOE9,  J. 

8211030319 

RES 

KLWPRQTH.J, 

8311010495* 

CONTRACT 

KLEIN,  J. 

8211030219 

RES 

KLEIN90HOE.  U.  P. 

82111S029Q* 

50-259 

Q 

KE.EINSQRG-E.U.  P. 

8211190518* 

30-424 

Q 

tiLlflA.D,  L. 

8211320198 

30-443 

A 

HL1NE.J.  R. 

8211030300 

50-440 

0 

KtltJE.J.R. 

8311100217 

90-440 

0 

KLIUE.J.R. 

8311170340 

30-440 

0 

KLIHE.J.fl. 

831  1240267 

50-338 

0 

KL1NE.J.R. 

8311240271 

30-333 

0 

KNAUTS.H.  E. 

821  1030098 

REB 

KKICELEY,  J.  R. 

821  1020063* 

90-263 

Q 

KtflQHTON.  0. 

8211060703* 

30-275 

P 

KW1CHTOH.  0. 

8211120199 

30-361 

P 

RWIOHTOH.  0, 

821  1120302* 

30-361 

P 

WWHTON,  0. 

8211130208* 

50-361 

P 

KHICKTON.  C.  W. 

8211030227 

30-206 

F 

KHIOKroN.0.  U. 

821  1120536 

30-443 

A 

KNICKTON.  0.  H. 

8211300276* 

SO-3A2 

P 

KHKSPEL.F. 

8311190130* 

50-263 

B 

KNOP.R.C. 

62  11  060234 

50-454 

Q 

WW.ft.C. 

8211290752 

50-440 

a 

KHWJ'.L, 

8211160189* 

30-309 

p 

wm,  j, 

8211240138 

30-219 

p 

WXlf.L.J. 

9211010099 

30-461 

K 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOnY 

KOCH,  T. 

821  1  100371* 

MISC 

KQDNER,  J.  L. 

B31  1030377 

5O-461         0 

KQDNER.  J.  L. 

8211020377 

5Q-461         0 

KQESTER.O.  L. 

8211020077 

5Q-4B3         8 

KOESTER,O.  L. 

H31  1020339 

50-4H3         O 

KQE8TEH.O,  L. 

8311O304B7 

50-493         8 

KQESrER.C.  L. 

8311130238 

50-482         5 

KDESTER.O,  L. 

S31I130SS9 

3O-4BS         S 

KQESTER.O.  L, 

8211160178 

50-4Ba         S 

KOIZUMI,  V. 

821I01019O 

RES 

KONKLIN,  0.  E. 

B3H010222" 

SO-440         0 

KQNKLIN.  J.  E. 

G311120465* 

5O-4H3         d 

KONKLIN,  J.  E. 

8211290761* 

SO-44O         0 

KODN,  A.  R. 

8211060070* 

5Q-395         B 

K.OQN.  A.  R. 

B21  1100344* 

9O-395         B 

KOQN,  A.  R. 

B21  1100409" 

3O-395         S 

KODN,  A.  R, 

BS1  1:1  70429* 

50-395         B 

KDON,  A.  R. 

831  1230302" 

50-395         S 

KOQN,  A.  R. 

621  1290659" 

3-0-395         3 

KOON,  A.  R. 

82112-90744* 

50-393         S 

KDSCHJIK.M.  0, 

B211O60177 

50-337         B 

KOBLA,  B.  H, 

8311240314* 

1  0-6027 

KQTTAN,  J.  J. 

82II3O0291" 

9O-213         fl 

KOUTB.H.  J.  C. 

8211  11010? 

NUREH 

KRAMER,  J.  J. 

8211030533* 

50-291         P 

KRAUBS,  0.  H, 

B211010212* 

5O-3B9         A 

KRAUTH,  M, 

3211170477* 

WASTE    MOT 

KHAimi.  M, 

8211190035. 

WASTE   HOT 

KRECHTINO,  J.  E. 

0211170365 

30-275         R 

KRICH,  R.H. 

B211O60253 

50-235         S 

KRIEOER.fl.W. 

8211010132 

50-206         F 

KRIEOER,  R.W. 

03H040097 

50-2O6         P 

KRIEOER.  R.W. 

B211O4042B 

50-2O6         P 

KRIEOER,  R.W. 

821  1  100232 

50-206        P 

KRIEOER,  R.  U. 

8311  1OQ263 

5Q-2OA         P 

KRIEOER,  R.  U. 

82I123Q33B 

50-20i         P 

KRIMM,  R.  W. 

B31  1090090 

3O-4B2         F 

KRIMM,  R.  W. 

B21  1230307 

9O-3SB         F 

KR1PPS.L.  J. 

B21  1020329 

30-937        I 

KHIPP8,  L.  J, 

B211O20339 

50-S37        T 

KROES.R.  J. 

D21116.0103* 

50-433        F 

KHU8KA.  H.  J. 

0211220132 

PRM 

KRYBINSKI.T.L. 

92112.90388" 

SO-31i         P 

KUCZVNSK1.L.  A. 

BBHOa0192* 

50-387         Fl 

KUCZYNSKIiL.  A. 

02111  1018-4* 

50-307         R 

KUHNER.  P.R. 

9211240164* 

SO-2O&         V 

KUHNER,  P.  R. 

0211  310167. 

50-206         V 

KUKIELAHA,  C. 

8211O30499 

NUREO 

KULLBERO.  C.  M 

8311Q30446 

RES 

KURKCHEE,  J.  H. 

0209150069 

50-241         P 

KURTZ.  R.  J, 

8211160303 

3O-37O        A 

KUZMYCZ,  0. 

OS  1  1030467 

5O-247        P 

KUZMYCZ,  0. 

9211150100* 

5O-267        0 

LACEWELL.J.  R. 

8311220175 

PBM 

LACEV.W,  B. 

9211010104 

50-334        8 

LACEY,  W.  8. 

9211010190" 

5O-33<1         B 

LACEY,  U.  B, 

S3  1  1020404 

50-334        B 

LACEY,  14.  3. 

0211O2047S 

SO-334        fi 

LACEY,  H.  B. 

821102043?* 

SO-334        S 

LACEY,  M.  B. 

B2110A01S3 

SO-33-)        B 

LACEY,  U.  B. 

B2  11  33004  4 

50-334        B 

LACEY,  H,  3. 

8211230222 

50-334        B 

LACEY,  W,  8. 

0B11E30224* 

50-334        H 

LACEY,  W,  8. 

531  {270406 

30-334        B 

LACEY,  H.  fi. 

0211290423* 

50-334        S 

LACEY.  M  8. 

0211290593 

3O-334        B 

LACEY,  W.  S. 

8211390962* 

50-334        8 

LACEY.W.  8. 

H2112907O7 

30-334        S 

LACEY,  H.  S, 

8211290714* 

5O-334        8 

LACEY,  W.  8, 

8211390735 

30-334        8 

LACEY.  W.  B, 

B211290762* 

90-334        B 

LACEY,  M.  B. 

S2  11290760 

50-334        8 

LACEY.  M.  8. 

0211290770* 

30-334        B 

LACEYi  H.  8. 

B2  11  300333 

50-334        B 

LAOIEHSKI,  J.  B. 

821  1020043* 

30-317        S 

LAQIEWBK1,  J.  8. 

8211020132* 

3  0-3  IS        5 

LAOIEWSKI.  J.  8. 

B21I230I39* 

50-317       S 

LA5IEHBKI,  J.  8. 

021JK90538" 

30-317       a 

LAQOHARBINO,  R. 

0ao9isooos» 

50-273       H 

LAINAS.Q.  C. 

8009090033* 

30-206       P 

LAINAB.C.  C. 

B2Q41301B8* 

FOIA 

LAINA8,  0.  C, 

831IO104&5 

30-289        P 

LAINAS.  0.  C. 

8211010476 

50-133        H 

LAINAS.  Q,C. 

82  11  03053  5 

80-237       P 

LAINAS.  0.  C. 

B21IOSQ109 

50-249        P 

AUTHOR 

ACCESSION 
NUMBER 

BU3JEC  T 
CATEGORY 

LAINAS.  O.  C. 

B21  11  60054 

50-302         P 

LAINAS.  0.  C. 

8211300032 

30-247         0 

LANDAU.  R. 

821  10tO42S» 

CGNTHAC  T 

LANDERS,  D.  F. 

82J  1010070 

50-3B7         P 

LAND'        '.  D.  F, 

8311170131 

90-3B7         P 

LANDla.K.D. 

82  11  33033  B 

30-33B         S 

LAND-IS,  e. 

0211160377* 

50-352         0 

LANDSMAN,  R.  S. 

B21  1060393* 

50-329         T 

LANE,  J,  R. 

Q211010315 

40-4492 

LANOaTON,  N.  E. 

B21109Q053 

50-313          f 

LANHFQRD,  J.  B, 

8211150&0<4* 

70-143 

LANKB8UII  V,  R. 

8211330380* 

50-373         Q 

LANMINQ.  W.  0, 

83O91  7042-0 

50-327         S 

LANNINO,  H.  D. 

8209190441* 

50-327         S 

LANWINO,  M.  D, 

821  100033-4* 

90-327         8 

LANNINO,  W.  D. 

8311120323" 

90-327         8 

LANPMER,L.  C. 

0211040324 

50-322         0 

LANPHEJ1.L.  C. 

8211090443 

50-322         0 

LANPHER.L,  C. 

8311090443 

SO-322         0 

UANPHER.L.  C. 

8211240337 

50-323         0 

LANPHEFt.  L.  C. 

821124O337 

50-322         0 

LAMTRIPi  M.  E. 

82111804OI 

30-537         0 

LANTRIP.W.  E. 

B2111B04O0* 

50-537         0 

LARSON,  C.  E. 

8211090303* 

SO-3BS         0 

LARSON.  C.  E. 

0311290335 

50-263         Q 

LAFtBON,  T.  K. 

B21  103017  5 

RES 

LASUK,  S.  H. 

8211090306 

IfcE 

LATHAM,  fl.  B. 

8211220157 

50-322         0 

LATHAM.  B.  B. 

8311320157 

SO-322         0 

LATHAM.  S.  B, 

8211220160* 

50-323         0 

LATHAM,  fl.  B. 

B3112201AO* 

50-322         0 

LATHAM.  S.  B. 

0211320164 

50-323         0 

LATHAM.  B.  B. 

fl,?l  1220164 

50-322         0 

LATORRE,  V.  R. 

B21129049B" 

90-206         P 

LAUER,  R.  J. 

8211  0802  1O 

50-329         Q 

LAUER,  R.  J. 

8311080310 

90-329        0 

LAUfl,  S. 

821129061  1* 

50-333         S 

LAUflENSDN,  J.  A. 

B3110B0173 

30-322         0 

LAUflENSQN,  J.  A. 

8211100214 

90-233         0 

LAWSON.  B.  A. 

8211030051 

40-8745 

LAWS  ON.  L.T, 

B2  11  04024  9 

TOPREP 

LAUTON.M.  0. 

821  106063  I 

40-QOB4 

LA2ARUS,  M.  J, 

8211020613" 

90-334         Q 

LfilO,  R,  M, 

0211030323 

30-538         0 

LEACH,  L,  P. 

0211010366 

RES 

LEACH,  L,  P. 

B31  1010573 

RES 

LEACH.  L,.  P. 

8311130167 

RES 

LEAR,0. 

8309100386* 

50-443        D 

LEA30URO.  R. 

821  1020209 

30-33B         R 

LEASQUHQ,  R.  H. 

asuosoooa 

50-33B         P 

LEASBURQ.  R.H. 

B3110204AO 

30-280        P 

LEABHURG,  R.H. 

8B11O30594 

SO-33B         R 

LEABBURG,  R.  H. 

8311  0306  IB 

50-338        ft 

LEABBURO,  R.H. 

B21102063O 

30-280         R 

LErtBBURQ,  R.H. 

8311030164 

30-33B         R 

LEASDURO,  H.  M, 

B211100471H 

90-280         F 

LEASBURO,  R.H. 

8211100303* 

30-2flO         F 

LEA5BURG,  H.  H, 

021111014B 

90-338         H 

LEASBURO,  R.  H. 

831111O339 

so-aao      R 

LEABBURO,  R.H, 

G2111202-7B* 

so-aao      F 

LEASDURO,  R.H. 

BH  11  230420 

30-280        P 

LEASBURO,  R.H. 

8211290399 

30-280        F 

LEASER.  J.  D. 

83110S064I* 

50-249        P 

LEEK).  C.  D. 

8211160402* 

FOIA 

LEBO,  C.  D. 

8S11160417* 

FOIA 

LEDDICK.  R.  B. 

0211O20118* 

50-508        Q 

LEDDICK,  R.  B. 

B21  1030470* 

50-508        Q 

LEDDICK,  R.  8. 

B2110204SQ 

SO-30S        8 

LEDDICK,  R,  B. 

B21102OSO6 

50-508        8 

LEDDICK,  R.  8. 

8211020673 

50-308        B 

LEDDICK,  R.  8. 

6211020676* 

SO-30S        S 

LEDDICK.R.  8. 

6211100533 

30-308        A 

LEODICK.R.  S, 

821  11  30335 

SO-SQS        B 

LEDDICK,  R.  B. 

B31113O473 

30-397        B 

LEDDICK,  R.  8. 

8211160300 

SO-30B        B 

LEDDICK.R.  B. 

8211100210 

30-309        0 

LEE,  A. 

831  1  170O35* 

30-322        A 

LEE,  B.  8. 

0211100476 

HEB 

LEE,  B.  S. 

821  11  80S  15 

RE8 

LEE,  J.  C. 

820  7  1800  69 

ACflS 

uee,  J.F. 

821  10105&4 

XPOBTLIC 

LEE.  J.  F. 

8311010597* 

XPOHTLIC 

LEE.  T.  D. 

821  1  190637* 

70-143 

LEECH,  P. 

8211110507* 

30-337        T 

LEECH.  P.M. 

0211110503* 

50-537        T 

554 
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AUTHOR 

Accession 

NUMBER 

SUBJECT 
CATEGORY 

LEECH,  P.  H. 

B21  1160900 

SO-537          D 

LEECH,  M.  H. 

B21I150642* 

SO-537         0 

LEE9.fi.  J. 

B21130O372* 

50-332         A 

LEHBEflOER,  N. 

82  1  1  0600  1  1  * 

50-327         Q 

LEHMAM,  J. 

8211Z3O363* 

70-143- 

LEMPCE8,  T.  E. 

8211080174 

90-22O         F 

LEMP-OES,  T.  E. 

B311100435* 

90-220         F 

LEHPGES.  T.  E. 

8211190217 

90-220         R 

LENAHAW.  J--J- 

a21HS0390» 

50-413         d 

LENAKAN,  J.  J. 

8211150552* 

50-39-5         O 

LENTINEfF.O-, 

B2HOt0595 

71-9010 

LENTINE,  F.  0. 

8211140134 

50-273        P 

LENTINE.F.  0. 

B21129Q6BQ 

5O-295         P 

LEO  HARD,  J.  0 

B21IO20332 

50-333        R 

LEONARD.  J.  D. 

8211020340 

5O-333        B 

LEOHABD.M.  T. 

821  106O575 

RES 

LeOMARD.H,  T. 

821(1004.92 

RES 

LES90H,L. 

821102O220 

90-29B        H 

LESSOR.  L.  C. 

821101O15S 

50-293         S 

LESSOR,  L.  C. 

aauoioiTo 

50-29E-         S 

LESSOR.  L.C. 

B2111  10260 

50-293         R 

.ESSOrtjL.  C. 

821111032? 

5O-29B         R 

.ESSdRjJ-.  C. 

3211110342 

50-29B         R 

.EB50R,  L.  C. 

B3113004O1 

50-293         S 

.ESSOR.L.  C. 

821  1300402 

50-298         B 

.ES8V.  R.  P. 

8211020011 

50-443         0 

.ESBYifl.  P. 

8211020049 

80-443         fi 

.E8SY,  R.  P. 

B2111001B3 

SO-313         0 

.E9SV,  H  .  P. 

8211120195 

30-443         0 

-ESSY.  R.  P. 

8211120205 

50-443        0 

-EBSY.  ft.  P. 

BS111202O9 

50-443        0 

-E6SV,  R.  P- 

831U3O31B 

50-443        0 

-ESTEft.  B.  K. 

8211  150029* 

FQIA 

.EBTER.  B.  K. 

8211150031* 

FOIA 

_EVESQUe.  K,  0. 

8211070974 

40-8320 

LEVESQUErR,  0. 

B2  11090  976 

40-8920 

LEVIN,  H. 

8105390046* 

50-219        P 

LEV  I  ME,  J.  H. 

B21  10200B9 

50-363         3 

LEV  I  HE,  J.  (f. 

6211150017* 

FOIA 

LEVINE,  J-  M. 

aaiI150360* 

50-313         P 

LEVIHEi  J.  P. 

B2111106K7* 

40-2061 

LEmSrD. 

82  11  230B07 

50-400         O 

LEWIS.  J.  R. 

8211090(38 

70-364 

LEWIS,  H,  I. 

BSI10A0033 

REOOD 

LEHIS.M.  I. 

8211220203 

PflM 

LEHlS.h.  I. 

3211300245 

50-BB9        0 

LEUIBrN.  D. 

B2111505B2« 

50-922        0 

LEUI8.N.  D. 

821  1  190174 

S  0-440        0 

LEWIS.  P. 

flailI60377* 

SO-35B        0 

LEUIB.fi.  C. 

B210010354* 

90-261         Q 

LEHIB,R,C, 

B210010439» 

50-261          Q 

LEWIS-  R.  C. 

8211040009 

50-424        B 

LEUIBiR.  C. 

B21  10S0241 

50-327        Q 

LEWIS,  R,  C. 

8all080B43» 

SQ-3S7        0 

LEWIE,  R.  C. 

BS1  1150121 

50-38?        F 

-  c. 

B21  1150209 

50-260        Q 

8211150363 

30-249        0 

B21  11  50263 

50-267        0 

S21IlSO27a» 

50-250        0 

621.1150311 

30-400        0 

B211150317* 

30-400        fl 

aaiiiso322 

50-302      a 

qaii  130328* 

50-302        0 

211150339 

50-239        0 

LEWIS.H.  C. 
LEWIS,  R,  C. 
LEWIS,  R.C. 
LEWIS,  R.C. 
LEU  IB.  R.C. 

LEWIS,  R.C, 
LEWIB-R.C. 
LEWIS,  R.C, 
LEMISiR.C. 
LEMIS-R.C. 


82111.50922 

8211130531* 

3211150532 

8211190S3B* 

8211150948 

B21U90961 


B211150ja7« 
B2LI1S040& 
flat  11  90620 


50-43B 

90-249 
50-416 
50-116 
50-393 

50-250 
90-321 
30-438 

50-299 
90-416 


AUTHOR 

ACCESSION           SUBJECT 
NUMBER                   CATEGORY 

LEMIB.fi.C. 
LEWIS,  R,  C. 
LEUIS.R.H. 
LEWIS,  S,  H. 
LICITRA,  E.  A. 

8211150632         50-327        0 
3211150641           90-395         F 
821  1290439*        50-244         S 
B211300415          30-35B        A 
821103044B          50-538        A 

LICITRA,  E.  A, 
LtCITRA.  E.  A. 
LICITRA,  E.  A. 
LIDEN.E.  A. 
LIDEN,  E.  A. 

8211030455          50-52B        A 
B21  1120187           50-53B         A 
82U150070           SO-52B         A 
B21S04Q359           50-273         F 
B31  1100205           50-272         H 

LIDEN,  E.  A. 
LIDEN.  E.  A. 
LIDEN,  E.  6. 
L1DIAK,  E.  0. 
LIEBEN,  J. 

B21110026B           50-272         P 
B21  1130344           30-272         R 
B21  1300252           50-311         P 
B2111004B7           RES 
3211390301*        40-6900 

LIEDERMAN.E. 
LIEBERKAN,  E. 
LIEBERMAN,  J. 
LIEBERMAN.  J. 
LINDER,F. 

8211160382*        50-322         0 
B2111603Ba*        50-333         0 
eSl  1030365*         50-498         A 
8211150276*        FOIA 
8211010081           50-409         Q 

UNDER,  F. 
LINDER.F, 
LINDER.F. 
LINDEfi.F. 
LIMOER.F. 

8211010146           50-409         Q 
B2110202B5           50-409         R 
8211020547           50-409         R 
8211020366           50-409         F 
B21I030180          30-409        R 

LINDER.F, 
LINDER.F. 
LINDER.F. 
LINDEH.F. 
LINDEH,  F. 

B21106QOOB          50-409        8 
B2  11060038          SO-409        S 
B21  1060196           50-409         S 
BS110B0235*        50-409         Q 
8211110149           30-409         R 

LIHDER.  F. 
LIHDER.F. 
LINDER,  F. 
LINQSEV.  I.  D. 
LINDSEV,  I.  D. 

3211130476*       50-409        Q 
B3111W20B           50-409         P 
B21132020B           50-409         P 
8211100186          50-416        0 
S3!  1270723           50-382         0 

LINDSEV,  I.  D. 
LINEMAN.  J. 
LINEHAM.  J. 
LINEHAN.  J.  J. 
LINEMAN,  J.  J. 

B3I1300263           50-458         0 
8311040075           40-8793      ' 
821  11  70396           40-B681 
3811010924           40-1341 
B211030407"        40-8768 

LINEHAN,  J.  J. 
LINEHftN.  J.  J. 
LINEMAN,  J.  J. 
LINEMAN,  J,  J. 
LINEMAN.  J.  J, 

9211QS0215          40-1341 
a31  1060639         40-B7B1 
B21  1090059           40-4492 
8211170371          40-B7H6 
821  1170374           40-8681 

LINEHAN.  J,  J. 
LINEHAN.  0.  J. 
LINEHAN.  J.  J. 
LINEHAN.  -J.  J. 
LINEHAN.  J.  J. 

8311170379*       40-8681 
82111703B3*       40-86B1 
a3IU7038B»        40-B200 
B211170391           40-8768 
8211170393         40-8745 

LINEHAN,  J.  J. 
LINEMAN.  J.  J. 
LINEHAN.  J,  J. 
LINEHAN,  J.  J. 
LINEHAN,  J.  J. 

aaill70417»       40-8681 
B21I1709B4           40-8302 
0H11170365           40-8503 
3211190190         40-8502 
8311190321           40-B302 

LINEHAN,  J.  J. 
LINEHAN,  J.  J. 
LfNEHAN,  J,  J. 
LINENBEROER.Q. 
LINENS  ERQER.G. 

8211190357          40-8771 
8211190373          40-83BO 
6211220067           40-8714 
8311020447          90-522        0 
B21103039S           50-466         0 

LINK.R.E. 
LINK..R.E. 
LINK,  R.  E. 
LINK.  ft.  E, 

•?,  j.  c. 

B2110602B4          50-266        8 
B2110B0240         90-266        8 
821  1090207         50-266        5 
aai!230289          50-266        B 
B2U290316*       90-277        Q 

8205290111          FOIA 
B21  1060149*       50-333        9 
S211290209*       40-6500 
8211290237*       40-6900 
821  1290244*       40-6900 

8211290260*       40-6500 
8211290277*       40-6500 
8211S902B1*       40-6500 
B21  1290289*       40-6SOO 
B211290314*       40-6900 

LITTELjE.  0. 
LITTEL.E.  0. 
UITTEL.E.  0. 
LITTEL,  E.  0, 
LITTLE,  H, 

8211290320*       40-6500 
6211290337*        40-6900 
e2112f0342»       40-6SOO 
8211290346*       40-4500 
93  i  1010493         50-483        A 

LITTLE,  M. 
LITTLE,  H. 
LITTLE,  H. 
LITTLE.  M. 
LITTLE,  H. 

8211010439         CONTRACT 
9211010491          CONTRACT 
B2110200SI          CONTRACT 
S21  1030982         CONTRACT 
8211300100         CONTRACT 

AUTHOR 

ACCESBION 
NUMBER 

SUBJECT 
CATEGOflV 

LITTLE,  W.  S. 

8311010145 

50-154        0 

LITTLE.  U,  S. 

B2M010149* 

•50-454        Q 

LITTLE,  M.  fi. 

B21  1010239 

30-331        Q 

UITTLE,  W.  S. 

82II03O142 

5O-34  1        0 

LITTLE.  W.  S. 

B21  1020149* 

50-3-11         0 

LITTLE,  U.  S. 

8211020301 

50-374        0 

LITTLE-M.5. 

8211020317 

5O-373        0 

LITTLE,  W.  8. 

82  11080263 

50-237        0 

LITTLE.  W.  S. 

02  11  060266* 

50-237        G 

LITTLE,  U.S. 

B31  1  120242 

90-403        0 

LITTLE,  U.S. 

821  1  1203:12 

5O-4B3         d 

LITTLE,  W.  S. 

8211  120427 

50-34  1         & 

LITTLE.  U.  S, 

3211160185 

5O-&44        0 

LITTLE,  U.  S. 

H21  1160191 

5O-44G         0 

LITTLE,  H.  S. 

8211160255 

SO-546         Q 

LITTLE.  W.  8. 

8211160301 

so-aa?     o. 

LITTLE,  W.  S. 

8211  160444 

50-311         a 

LITTLE,W.  S. 

8211230371 

50-373        a 

LITTLE,  U.  8. 

82112303740 

50-373        0 

LITTLE.  U.  S, 

S2  11  300063 

50—  3(,7        0 

LIU,  U. 

821  11  50699* 

50-390        Q 

LIU,  U.  C. 

B21115051B" 

5O-121         G 

LIVlNSSTaN,  M,  S 

B211  1O0214 

5  0-353        G 

LOCKE,  R.F. 

8211150439 

5O-275        G 

LOCKE,  R.  F. 

fl21  11  50644 

50-275         0 

LOQSDQN.M.  J, 

B2U  170524 

flO-BS02 

LOGSDON,  H.  J. 

8211190066 

4O-S503 

LOOSDDN.  H.  J- 

8211I9013O 

40-B502 

LDHAUS.  P.  H. 

B21  1090  101 

P" 

LOWNACO.  L.  K, 

B2ll04Q3U9a 

50-266        F 

LOMANACO,  L.  H. 

8211O40301" 

50-E04         F 

LDMBAR110,  J. 

821104019211 

30-219        P 

LONG,  C.  D. 

B21I23033E) 

50-305         a 

LQNO.  J,  K. 

8311110449* 

5O-S37         T 

LONG,  J.  K. 

B2111I0503* 

50-537         T 

LQNQ,  J.  U. 

0211090463" 

9Q-3flh         S 

LONCENECKER,  J. 

8210280162 

50-5CI7         C 

LONQENECKER,  J, 

8211010074 

50-537         « 

LONQENECKER,  J. 

8211010121 

50-537         A  - 

LONOENECKER,  J. 

8211010151 

50-537         B 

LONQENECKER.  J. 

8211020413* 

50-537         T 

LdNQENECKER,  J. 

831  1020412* 

5O-53/         T 

LQNQENECKER  ,  J. 

B21  1060124 

SO-537         A 

LQNQENECKER,  J. 

82MOBQ160 

30-537         B- 

LONQENECKER.  J. 

8311080182 

50-537         A 

LQNOENECKER,  J. 

8311080214 

50-537         C 

LQNQENECKER,  J. 

8211060336 

30-537         A 

LONGENECKER,  J, 

8311220422 

g  0-537          A 

LONOENECKER,  J. 

B31  1300405 

50-537          B 

LONCENECKER.J. 

821130042(1 

50-537         A 

LOREK,  M.  J. 

9211100410* 

30-337         f 

LOTCHIM.  P- 

B2  11  090376 

50-100          Q 

LOTITQ,  E. 

82  11  33005  7« 

50-317          R 

LOTITO.  E.  M. 

8211230053 

50-317          R 

LOTTS,  A.  L. 

B2t  1010223 

REG 

LOUDERBACK,  T.  E. 

9311180541 

40-8714 

LOUDERBECK,  T,  E. 

3211040451 

40-0200 

LOVE.  R.  8. 

831  1160190* 

50-546         O 

LOVENDALE.  P.C. 

931  1030535 

50-395         S 

LOH.  J.  0. 

8211010215 

RES 

LOWE,  A,  L. 

S31  1090286* 

50-313         f 

LOWE,  M.  F. 

B21HOOI9H 

SO-413           C 

LQWENBERG,  H. 

8211110473" 

30-537           T 

LOWENBERQ.  H. 

B2111I04BHt 

50-537          1 

LOHENBERO,  H. 

821  It  10498* 

SO-537          1 

LUEHKE,  E,  A. 

BSt  103031  9 

50-142           I 

LUETTr  W. 

B2I109Q1S4* 

50-373          { 

LUNDVALL,  A.  E. 

02  1  OOB0072 

50-317           f 

LWNDVALL,  A.  E.. 

8210080074" 

SO-317         } 

LUNDVALL.  A.  E, 

B2100B007A* 

50-317         J 

i 

LUNDVALL.  A.  E, 

B211090QB6 

71-90M       i 

LUNDVALL.  A.  E. 

821  10904  10 

50-317         J 

LUNDVALL,  A.  E. 

B21  1090494 

&0-317          1 

LUNDVALL,  A.  E. 

8211100211 

50-317          1 

LUNDVALL.  A.  E. 

HB11  160177 

go-as  7       'i 

; 

LUNDVALLr  A.  E. 

BH11  17021  9 

50-310        "l 

LUNDVALL.  A.  E. 

B21  1170244 

go-3ie       :i 

LUNDVALL,  A.  E. 

8211230005 

50-317 

LUNDVALL.  A.  E. 

SZ1  1230211 

50-317        ] 

LUNDVALL.  A.  E. 

82  11  230274* 

50-Pl?         ! 

LUNDVALL.  A.  E. 

S3  11  290283 

50-3  1  7        j 

LUNDVALL.  A.  E. 

S21  1300060* 

50-317         f 

LUN8FORD.R.C. 

821  1060367* 

CONTRACT  i 

MACDONALD.  G.  E. 

82.11010042 

7i-4tO        ; 

MACDONALD,  C.  E. 

8211010044* 

71-4AO       j 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOfi1 

V 

HACDONALD,  C.  E. 

8211010083 

71-5805 

HACDDNALD,  C.  E. 

0211010085* 

7I-5S05 

HACDONALD,  C.  E. 

831  1010304 

71-9910 

HACDBNALD,  C.  E. 

8211010346 

71-9006 

MACDCNALD,  C.  E. 

0211010354 

71-9166 

MACDOUALD,  C.  E. 

331  1010353 

71-5957 

MACDONALD,  C.  E. 

3211010366 

71-5926 

HACBDNALD,  C.  E. 

0211010370 

71-9073 

MACDOWALD,  C.  E. 

8211010377 

71-9099 

MACDOWALD.C.E. 

H2I1010459 

71-9032 

HACDONALD,  C,  E. 

0211010164 

7  1  -9006 

MACDOWALD,  C.  E. 

B211010473 

7  1  -67  1  7 

MACDDWALD,  C.  E. 

821101O4B1 

71-3939 

MACDDNAL.D,  C.  E. 

0211010919 

71-5939 

HACDQNALD,  C,  E. 

0211030324 

71-5939 

MACDONAUD.  C.  E. 

B21103Q06S 

71-30 

MrtCDOWALD,  C.  E. 

EJ211030O74" 

71-30 

MACDDNALD,  C.  E. 

021103O6O5 

71-3397 

MACDOWALD,  C,  E. 

0211050050 

71-5820 

MrtCDONALD,  C.E. 

0211O50063* 

71-3Q2B 

MACDONALD,  C,  E. 

B2110S0066, 

71-6574 

MACDONALD,  C.  E. 

02II05006H 

71-5607 

MACDONALD,  C.  E. 

021  1050072 

71-9151 

MACDQfMLD,  C.  E, 

0211050073* 

7I-56B7 

HACDDWALD,  C.  E. 

021  [050O74 

71-597? 

MACDDNAUD,  C.  E. 

0211050076 

71-9094 

MACCOWALD,  C.  E. 

B2110S0080 

7  1  -9033 

MACDOWALD,  C.  E. 

0211060313 

7I-97O4 

MACDOWALD,  C.  E. 

821106031E)» 

71-9704 

MACDONALD,  C.E. 

8211060600 

7I-90B1 

MACCO-NALD,  C.  E. 

Q211O60676 

71-9151 

MACOONALD,  C.  E. 

O211O60677 

71-4906 

MACOONALD,  C.  E. 

8211000036 

71-6574 

MACDCNALD,  C.E, 

8311080047 

71-5930 

MACDONALD,  C.E, 

H21  100004'? 

71-5492 

HACDDWAUD,  C.  E. 

82  11  000050 

71  -6679 

HACDONALD,  C.  E 

021  10(30091 

71-9131 

HACDOWALD,  C.  E. 

I32M09O04S 

71-9001 

HACDGNAUJ,  C.  E. 

B2  11  09006  5 

71-9167 

HACDONALD,  C.  E. 

0211120203* 

7  1  -6690 

HACDONALD,  C.  E. 

Q211I20213. 

71-6698 

HACDONALD.  C.  E. 

02U1B0404" 

71-6690 

MCDONALD.  C.  E. 

8211120544 

71-9131 

HACDOWALD,  C.  E. 

8311170416 

71-52 

HACDONALD.  C.  E. 

0211170419" 

71-52 

MCDONALD,  C.E. 

8211170133 

71-485 

HACDDNALD.  C.  E. 

0211170430* 

71-409 

WACDONALD,  C.  E. 

Q211IV0332 

71-9139 

KACDONALD,  P.  E. 

0211010197 

HE8 

KMDOKALD,  P.  E, 

8211010217 

flE8 

HACDUFF.R,  B. 

8211100101* 

TOPREP 

HAC1A8,H. 

0211010467* 

CONTRACT 

MACKENZIE,  D.  R. 

B2I10I0347 

RES 

HACXEV,  J,  C, 

0211030200 

NUHEO 

HACKLIW,  L. 

0211110005 

FOIA 

MDDEN.U, 

0211230420* 

90-320 

a 

HUDDEIf,  M. 

0211290401* 

90-293 

a 

MADDEN,  H. 

0211300390* 

50-337 

a 

HADDEtf,  M. 

0211300391* 

50-333 

a 

MAOEDA.  I. 

8311020101 

50-10 

8 

MADEDAiT.  J, 

0211020177* 

50-346 

a 

MAM  DA,  T,  J. 

8211040110* 

90-234 

a 

KAECTA.T,  J. 

8211160219* 

30-123 

a 

MA&IOAM,  E. 

(]21134039<l« 

50-461 

H 

HADieOM,  A. 

021  1330322* 

SO-373 

a 

HW5EN.O,  L, 

Q2t  1010439 

30-267 

a 

HADSEH,  0,  L. 

821102008Q 

30-59 

a 

KADSfH,  0.  L. 

8311020098 

30-498 

a 

HAOSEM,  0.  L, 

0211020110 

30-498 

a 

WSEM,  0.  L. 

8211020593 

50-49B 

a 

MAttSEH,  a.  L. 

B21106013& 

90-382 

Q 

HABSEH,  0.  L. 

BS  It  060280 

30-445 

a 

MADSEfl,  0.  L, 

0211060395 

90-382 

a 

HUBBEM,  0.  L. 

0211090184 

90-188 

Q 

HAUSEH,  0.  L.. 

B21  1090425 

90-298 

Q 

HOMED,  0,  L. 

8211100526ft 

30-205 

F 

NAD5EH,  0.  L. 

0311190133* 

FOIA 

HAD9EH,  0.  L. 

021  1  190369 

30-498 

a 

"ADSEM,  0.  L. 

821  II  50428 

30-298 

a 

HAQSEN,  0.  L, 

021  11  90479 

50-S67 

0 

KAD5EN,  1).  L. 

8211150919 

90-128 

Q 

MDSEH,  o,  L. 

8311150964 

30-267 

0 

MBSEH,  0.  L. 

621)130644 

90-443 

0 

MD8en,0.  L. 

821  11  50671 

90-B98 

a 

H*DSEH,  0.  L. 

82  11  230381 

90-498 

a 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

(1ADSEW,  0.  L. 

8211390230 

90-298        Q 

MAQSEW,  0.  L. 

02  1  1290334 

50-3B2         Q 

MAD5EW,  0.  L. 

8211390352 

90-267         P 

MADSEM.  Q,  L. 

821  1290345 

90-449         Q 

NADSEN,  0.  L. 

8211290360 

50-445         Q 

HADBEN.O.  L. 

B21  1300334 

50-296         Q 

MA.QNUSGN,  (,. 

021  1060453 

XPDRTLIC 

MAIEF!,  J.  E. 

821  1O1O23S 

50-244          B 

MAIER,  J.  E, 

02i  1110122* 

SO-244         F 

MA.IER.  J.  E. 

021  11  901  93 

50-S44         P 

MAIER,  J.  E. 

B2  11  150374 

50-244         P 

MAIER,  J.  E. 

021  1160474* 

50-244         F 

MAIER,  J.E. 

021  1  1  80283 

50-244         P 

MAIER,  J.  E. 

52]  1330483 

50-244         F 

MAIER,  d.  E. 

82  1  1290238 

SO-244         S 

MAIER,  J.  E. 

6211290410 

50-244         S 

MAIER,  J.  E. 

031  1290749 

50-244         S 

MATER,  J.  E. 

821  1300185 

50-244         S 

MATER,  J.E, 

B21  1300303 

50-244         S 

MAILEN,  0.  S. 

02]  1120094 

NURBS 

hALARO,  J.  C. 

B211110199* 

F01A 

MALARD,  J.  C. 

B21I1I0201* 

FOIA 

MALLDriY,  C,  H. 

B3K03037H 

71-9036 

HALLCRY.C.  H. 

B211030191 

71-6974 

MALMRDS.M.  H. 

B21102Q094M 

50-344          Q 

MALMF10S,  H,  H. 

021  1020393* 

50-344         Q 

MALQDY,  C.  W. 

8211030501 

70-1237 

MANQrtN,  C.  V. 

821102D349" 

DO-410         H 

MANQflN,  C.  V. 

831  10202370 

50-410         Q 

MANQAN,  C.  V. 

821  11Q019B 

50-410         S 

MAWGAN,  C.  V. 

B21123033O 

50-220         P 

MANGAN,  C.  V. 

G2I  1330450 

50-410         B 

NANKINS,  H,  D. 

821  1160099* 

50-275         F 

MANNWQ,  H, 

021  106Q30B* 

50-295         3 

MANNO,  8.  F. 

821  102052B 

50-410        B 

MANRV.H. 

021  1020141 

50-366        R 

MANSER,  H.  C. 

02(1130230" 

70-143 

MANSER,  W.  C. 

f!2IH7O106» 

70-  143 

MANSER,  W.  C. 

821117O110H 

70-143 

MANSER,  H,  C. 

B311170116N 

70-143 

MANSER,  W.  C, 

S211  170189* 

70-143 

MANSER,  H.  C. 

B211170H3" 

70-143 

MANEEfl.W,  C, 

B31117O147* 

70-1  43 

MANSER.  W.  C. 

Q21I17O13Q* 

70-143 

MANBOT,  H.  0, 

021  1170195* 

70-  MS 

MANEiER.W.  C, 

0311170160" 

70-143 

MANSER,  H,  C. 

02]  117016*4* 

70-143 

MANBEfl.H,  C. 

B21II70169* 

70-113 

MANSER,  W.  C. 

0311170171" 

70-1  43 

MANSER,  H,  C. 

0311170180* 

70-  M3 

MANSER,  W,  C, 

Q2H17O1B3" 

70-143 

MANSEfl,  H.  C. 

8211170107* 

70-143 

MANBEfl,W.  C. 

021  11701931. 

70-143 

MANBEfl,  H.  C. 

031  1170197* 

70-143 

MANSEfl,  H.  C. 

8211170301* 

70-  143 

MANBER.H.  C. 

021  1170325* 

70-1*3 

MANSER,  U.  C. 

SSI!  170329* 

70-143 

MANSER,  H.  C. 

8211170337* 

70-143 

MANSER,  W.  C. 

821117O34I* 

70-143 

MANSER,  H,  C, 

0211170349" 

70-143 

MANBER.U.  C, 

8211170352* 

70-143 

MANSER,  W.  C. 

021  1170333* 

70-143 

MANSER,  H.  C. 

B21  1170361" 

70-143 

MANSER,  H.  C, 

B2I  I17O364* 

70-143 

MANSER,  W.  C. 

B31  1170367* 

70-143 

MANBER.U.  C. 

0211190039" 

70-143 

MANSER,  W.  C, 

8211330183* 

70-143 

MANTROB0.  R.  W. 

831  1290213* 

50-235        F 

MARCHAL.  J. 

831  1010969 

XPORTLIC 

MARCNAL,  J. 

021  1060937 

XPQRTL1C 

MARCHAL.  J. 

B21  11  70460 

XPORTLIC 

MARCHAL.  J. 

82113204*5 

KPORTLIC 

MARCHANf.  H.  R. 

821  1290902* 

30-393        S 

MARCHESB.  A.  R. 

91041A0723* 

FOIA 

MARCIfl.M.  L. 

B21  1120534* 

90-303        F 

MAFWEY.E.  J. 

6309150001" 

50-337        LJ 

MARKT.  0, 

8211010021* 

BO-29          F 

HARKT.  D, 

8211170091* 

90-29          F 

MARKT,  C.  1. 

821  1030290* 

90-271         F 

MARKT.  D,  J, 

8211020290* 

90-271         F 

KARKT.D,  I. 

8211160339* 

50-29          F 

MARLOWE,  0,  H, 

8311190018* 

FOIA 

MARBHALL.J  R. 

8211080117 

90-313        Q 

MARSHALL.  J,  R. 

B21  1020130 

90-313        P 

MARSHALL.  J.  R. 

021  1  030133 

30-368        P 

AUTHOR 

ACCESS  I  DM 
NUMBER 

SUBJECT 
CATEGORY 

(1A.RSKAL.L,  J.  R. 

B211O201&9- 

50-313 

Q 

MARSHALL,  J.  R. 

8211020179 

50-313 

F 

HARSKALL.  J.  R. 

(321  IO20222 

50-313 

R 

MARSHALL.  J.  R. 

0211030266 

50-3iB 

S 

MARSHALL.  -J.  R. 

351  EO20421 

50-313 

P 

MARSHALL,  0.  R. 

8211O204&& 

50-368 

n 

MARSHALL,  J,  f), 

0211020598* 

50-313 

a 

MARSHALL.  J.  R. 

B2  11  030592 

71-5930 

MARSHALL.  J.  R. 

B311O3099A 

71-9151 

MARSHALL,  J.  R, 

B211Q60"»34 

50-313 

R 

MARSHALL.  J.  R. 

3311090011 

90-313 

F 

MARSHALL.  J.  R, 

82II090O31 

50-313 

P 

MARSHALL.  J.  H. 

B2111COO&S 

SO-3I3 

P 

MARSHALL.  J,  R. 

B21110023S* 

30-313 

P 

MARSHALL.  J,  R. 

8211110182 

50-3AB 

ft 

MARSHALL,  J.  ft. 

B211110192 

3Q-3t>B 

P 

MARSHALL,  J.  H. 

B21  11  103-00 

30-313 

R 

MARSHALL.  J.  R. 

B2  11  160  172 

30-313 

P 

MARSHALL,  J.  R. 

021  1160263 

50-313 

Q 

MARSHALL,  J.  R. 

621  11  60299* 

90-313 

a 

MARSHALL.  J.  R, 

B2111703B7 

50-313 

F 

MARSHALL.  J.  fl. 

B211  190246 

30-313 

r 

MflRSHrtLL,  J.  R, 

S2112203O9 

50-313 

P 

MARSHALL,  J.  fi. 

82)1230031 

50-313 

P 

MARSHALL,  J,  R. 

321123050-) 

30-313 

Q 

MARSHALL.  J.  R. 

B21129042S 

50-3  1  3 

R 

MARSHALL,  J.  H. 

9211300299 

30-313 

P 

MARSHALL.  J.  R. 

B2  11  30027  5 

30-3  1  3 

P 

MARSHALL,./.  R. 

0211300297 

30-313 

P 

MARTIN.  D.  E. 

32110-6061  1 

40-B4S1 

MARTIN,  J.  B. 

asiio2oioa 

WASTE   MOT 

MARTIN.  J.  B, 

0211040030- 

FOIA 

MflRTIN.  R.  A. 

8211120229 

RES 

MAftTfN.  T.  J. 

B21IO101&5 

50-394 

a 

MARTIN,  T.  J. 

9211010181 

&0-394 

Q 

MARTIN.  T.  J. 

S21  11  804.99* 

30-334 

a 

MflRTTN.  T.  J. 

aai!300197« 

30-334 

Q 

MARTTN.  T.  T. 

32110-1035:2 

70-371 

MARTIN.  T.  T. 

S2I1020O74 

90-320 

a 

MARTIN.  T.  T. 

0211030139 

40-HA 

MARTIM,T.  T. 

B911  0201  93 

S  0-33  4 

Q 

MARTIN,  T.  T. 

6211020261 

50-333- 

a 

MARTIN.  T.  T. 

B311O20612 

S  0-277 

a 

MARTIN.  T.  T. 

B2  1  1060083 

70-1100 

MARTIN,  T.  T. 

0211O601ZO 

70-364 

MARTINtT.  T. 

82U06015O 

70-1362 

MARTIN,  T.  T. 

O21  10A02I6 

40-5577 

MADTIN,  T.  F. 

821  1060271 

50-354 

a 

MAFiTIN,  T.  T. 

H3110TOI73 

90-29 

a 

MARTIN,  T.  r. 

8211090214 

30-244 

Q 

MARTIN,  T.  T. 

B21  10-7022B 

50-24  S 

a 

MARTIN,  T.  T. 

eat  io-?023i4 

90-387 

a 

MARTIN,  T.  T. 

621  109027& 

HO-333 

o 

MARTIN,  T.  T. 

BSl  lOtOSBt 

SO-443 

o 

MARTIN.  T.  T. 

B31  1090294 

SO-3B7 

a 

MARTIN.  T,  T, 

BH  11  09031  9 

5O-3B7 

a 

MARTIN,  T.  T. 

G2  11  090321 

30-33* 

a 

MARTIN,  T.  T. 

B2  11  090344 

90-S71 

Q 

MARTIM.  T.  T. 

8211  070370 

30-29 

a 

MARTIN.  T.  T. 

B21  1090413 

30-S11 

0 

MARTIN,  T.  T. 

B2  11  0904  30 

50-277 

Q 

MARTIN,  T.  r. 

8211090452 

70-364 

MARTIN,  T.  r. 

SBI  1O70455 

30-272 

Q 

MARTIN,  T.  f. 

B2I  1090461 

70-BHO 

MARTIN.  T.  r. 

8211090497 

50-336 

a 

MAHTIN,  T.  T. 

B211L002B6 

50-2B6 

0 

MARTIN,?,  r. 

8211100323 

50-323 

0 

MARTIW,  r.  r. 

S211  100346 

50-309 

a 

ttARTIN.  T.  T. 

831  1  100380 

50-213 

0 

MARTIN,  T.  T. 

B2  11  120224 

50-271 

o 

MARTIM,  T.  T. 

B21US0243 

50-334 

Q 

MARTIN,  T.  T, 

B2  1  1  IS0343 

30-4IB 

a 

MARTIN.  T.  T. 

8211130471 

90-243 

Q 

J1ARTIM.  T.  T. 

8811120476 

90-247 

0 

MARTIM.  T.  T. 

9211190293 

SO-Z93 

0 

MARTIN,  T.  T. 

B2IUB0301 

90-247 

0 

«ARTJN.  T-  T. 

82(1180303 

30-271 

a 

MARTIM,  T.  T. 

B2111B0310 

30-296 

Q 

MARTIN,  T.  T- 

B21I1B03ZO 

50-3S7 

a 

MAHTitN.  T.  T. 

BHJ1  180321 

50-443 

a 

MARTIN,  T.  T. 

9211100329 

50-3  1  7 

a 

MARTIN.  T.  T. 

821  1  180369 

30-410 

Q 

MARTIN1.  T.  T. 

82111B03?0» 

50-317 

Q 

MARTIM.  T.  T. 

8311190144 

90-29 

Q 

MARTIM.  T.  T. 

BB111901BB 

50-311 

Q 

656 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
HUHDER 

SUBJECT 
CATEGORY 

HART  IN,  T.  T. 
MAflTIN,  T,  I. 
MARTIN,  T.  T. 
MAflTIN,  T.  T. 
MARTIN,  T-T. 

021  1190  190 
0BII190.I74 
SE  IE  190201 
S21I1'?0'209 
B21123Q071 

30-245         0 
50-317         Q 
50-286         Q 
50-164         Q 
50-333         Q 

MAflTIN,  T.  T. 
MARTIN,  T.  T. 
MARTIN,  T.  r. 
MARTIN,  T.  T. 
MARTIN,  T.  T. 

B211H30132 
62  11  23  0259 
821  1530272 
82112304:09 
BB1  1230458 

90-336         Q 
50-317         0 
50-272        Q 
50-220         Q 
70-371 

MARTIN,  T.  T. 
f-WRTIN,  T.  T. 
MARTIN,  T.  r. 
MARTIN,  T.  T. 
MARTIN,  T.  T. 

B21  1290306 
8211290351 
821129-0376 
£2112?Q44£ 
B21  1270469 

50-387         Q 
5O-S77         6 
50-271          0 
50-247        Q 
50-393         G 

MARTIN-  T.  T. 
MARTIN.  T.  T. 
MARTIN.  T.  T. 
WARTIN.  T,  T. 
MARTIN.  T.  T. 

6211300073 
8211300149 
8311300147 
9211300153 
821  1300194 

50-249         0 
70-371 
50-443         0 
50-245         Q 
50-354         -0 

MARTIN,  T.  T. 
MARTIN.  T.  T. 
MARTIN.  I.  T. 
HARTIN.  T.  T. 
MARTIN.  T.  T. 

9211300204 
3211300210 
8211300223 
9211300274 
8211300294 

50-333         -ft 
50-387         Q 
30-97            0. 
50-245         Q 
50-386         a 

MARTIN.  T.  T. 
MAFITIN,  T.  T. 
MARTIN.  T.  T. 
MARTIN,  T.  T. 
MARTIN-  T.  T. 

0311300285 
B21  1300337 
82  11  30037  B 
8211300336 
82  11  30038  8 

50-213         a 
50-20            Q 
50-333         0 
50-397         0 
50-322         Q 

MASON.  C.C. 
MABON,C.C. 
MASON,  C.C. 
MASON,  C.C, 
WiSON.C.C. 

02  11  02050  S 
e211020517« 
821  1  100294 
82111002850 
821  1  100290 

50-327        R 
50-327         R 
50-327        R 
50-327         R 
50-337         R 

MASON.  C.C. 
MASON,  C.  C, 
MASON,  J.  M. 
MASSEV,  F.  K. 
MASTER  BON.  V. 

6211110391 
S21  11  10296* 
921  1060240* 
621  1030329 
8211300112* 

50-327        R 
50-327        R 
50-359         H 
50-306         C 
50-373        8 

MASTER  SON.  V. 
MATEEft.R.  0. 
MA  THEWS,  E.  R. 
MATHEHSiE.  K. 
MATHEWB.E.R. 

aat!30029S* 
6211290675* 
B21IO2Q350 
0211020961 
G2  1102:0660 

50-373        5 
50-219         8 
SO  -308         fl 
50-305         R 
50-305         Fl 

MATHIS.C.  J. 
MATHI9.  C.  J. 
MA  THIS.  C.  J. 
MATHIS.C.  J. 
MATHIS,C.  J. 

6311010164 
8211020264 
821106O126 
8211V60146 
8211060351 

50-293         B 
g  0-293         FI 
30-393         8 
50-393        S 
50-293        S 

MA1H1S.C.  J. 
MATHIS,  C,  J, 
MATHIS,  C.  J. 
MA  THIS,  C.  J. 
HAT4HIS.C.  J. 

8211060393 
8211110293 
B2111301S9 
9211150249 
BB!  116039  5 

•90-393        S 
SO-293        R 
30-293        B 
50-293        S 
50-293         S 

MATHIB.C.  J. 
MATHIS,  C.d. 
MATHIS.  C.  J. 
MATHIS,  C.  J. 
MATLOCK.H.O, 

B2  11  22023  B 
8211290305 
83J  1390341 
8S1  1290391 
821  1  02049  1 

71-9111 
50-293        S 
50-293        S 
50-293        S 
50-397         S 

t1ATLQCK,R.O. 
MATLOCK.  R.  0. 
MATLOCK,  R.  0. 
MATLOCK,  H.  C. 
MATLOCK,  R.  0. 

B2  11  02052  7 
SB  1  1  220273 
8211220374 
831130039-1 
92  11  3003  90 

50-397         0 
30-397         S 
30-397        Q- 
50-397        S 
SO-3?7        S 

fliVTOQLE.J.  J. 
MATTHEWS,  S.  P. 
MATTIA,  M.  J. 
MATTIA.M.  J. 
MATTIA,  M.  J. 

BE  11  1200  IB* 
82  1  1  020O33 
B511O10O52» 
821  1090137* 
0211160530* 

50-131         F 
NUREO 
CONTRACT 
CONTRACT 
CONTRACT 

HATTIHOGrJ. 
MAITIWDE.  J.  J. 
MATTIMOE.J.  J. 
MftTTIMOE.J.  J. 
MATTIMOE,  J,  J. 

B2t  10E0407 
821  10200  70 
82UOS0609 
S2I  1090509 
621  1O902B4 
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MCGURREN.H,  J. 
MCINDQE,  D.  W. 
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FOIA 
FDIA 

MCINDOE,  D.  W. 
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MCINNI9.D. 
MCINTYRE,  T.  R. 
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B211110517" 
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9811150196* 
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TCPHEP 
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MCKEE.K.  R. 
MCKENHE,  D.  H. 
MCKEOWN.  L.  H. 
MCKEOWN.L.  M. 
MCKEOHN.  L.  M. 
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H21  11  10079 
8211180409* 
821  1190265* 
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50-273            0 
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MCHEQUN.L.  ft. 
MCKIODEN,  J.  C. 
MCLAUGHLIN,  M.  J. 
MCLEAflEN,  T. 
MCLEAREN,  T.      ' 
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MCNEILL.C.  A. 

8211230150* 

50-333 

Q 

MCNEILL.C.  A. 

821  12301  53« 

50-333 

a 

HCNEILL.W.  M. 
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021  1150383* 

50-315 

R 

MIGHT.  A. 

8211120403* 

90-316 

H 

MIGHT,  A. 

B211130035* 

90-319 

R 

MIGHT,  A. 

B2I1I3OI37*- 

30-316 

R 

MIGHT,  M.  A. 

021  112031  7> 

90-313 

n 

MIGHT,  M.  A, 

8211  120400* 

9O-316 

R 

M1LHDLLIN,  G,  L. 

8211030393 

90-341 

0 

MILLAflO.H.  T, 

821  11  10606* 

50-274 

F 

MRLEfi.C.F. 

0211I6O407 

NUREQ 

MILLER,  0.  E. 

0211  320359- 

50-326 

F 

MILLER,  0.  E. 

0311220366* 

50-326 

F 

MILLER,  0.  P. 

6211160267* 

90-389 

0 

MILLEH,  0.  P. 

0311160287* 

SO-  28  9 

a 

MILLER,  H. 

8311060265* 

50-35-9 

H 

MILLER.  H.  H. 

8211230018 

50-317 

a 

MILLER,  J. 

8211030101 

50-10 

B 

MILLER.  J.  0. 

8311O2O476« 

9O-2BO 

p 

MILLER,  J.  «. 

8211O1O11B 

9O-4il 

Q 

MILLER,  J.  R. 

8211020060 

30-26,3 

a 

MILLER,  J,  R. 

0211020167 

50-346 

Q 

MILLER,  J.  R. 

8211030544 

50-366 

Q 

MILLER,  J.  R. 

8311040102 

5O-234 

a 

MILLER,  J.  H, 

B211O6OO24 

30-341 

a 

MILLERr  J.  H. 

B31  106031  7 

70-130B 

MILLER,  J.  R. 

B21  1090349 

50-106 

0 

MILLER.  J.  R. 

8211110234 

90-3Q5 

Q 

MILLER.  J.  R, 

£3211130426 

50-6 

a 

MILLER.  J.  R. 

9311160207 

30-123 

Q 

MILLER,  J.  R. 

8211160211* 

50-123 

0 

MILLER,  J.  R, 

82  1122005  4* 

FOIA 

MILLER,  J.  R. 

B2U29052Q 

30-331 

0 

MILLER,  J.  R. 

8211290646 

50-10 

B 

MILLER,  J.  V. 

B31  1220438* 

50-337 

A 

MILLER,  L. 

9311020339* 

90-B06. 

Q 

M!LLER,L. 

8211230491* 

90-206 

0 

MILLER,  L.K. 

S2UO1O112 

90-272 

R 

MILLER,  L.  K, 

931IO-4O207* 

SO-272 

R 

MILLER,  L.K, 

S21104Q224* 

90-311 

R 

MILLER,  L.K. 

B21  I04Q342* 

50-311 

R 

MILLER,  L.K. 

B21  1040390* 

50-311 

ft 

MILLER,  L.K. 

B21104O344M 

90-311 

R 

MILLER.  L.K. 

5211160292* 

50-272 

R 

MILLER,  L.  K. 

8211160319* 

30-311 

R 

MILLER,  L.K. 

B2  11  290374 

80-272 

R 

MILLED,  L.  K, 

B211270381* 

90-272 

R 

MILLER,  M.  E. 

BE  11030339 

90-5.37 

0 

MILLER,  M.  I. 

B2111506SI 

50-3H9 

0 

MILLER,  M.  I. 

8211190651 

50-329 

0 

MILLER,  R. 

821  H  70446 

PRM 

MILLER,  R.  0. 

B21  11  70485* 

40-299 

MILLER,  V.  L. 

B21  1050010 

REOOD 

MILLEfi.W.  H. 

621  11  SOil  S« 

50-390 

a 

MILLER,  W.  0. 

621  1010302 

TQPHEP 

MILLER,  W.  0, 

321  1010322 

TOPREP 

MILLER,  W.  0. 

B21  1010415 

30-513 

A 

MILLER,  W.  0. 

8211010522 

TOP  HEP 

MILLER,  M.  0. 

Bail01O533 

TOPBEP 

MILLER,  H.  0. 

£21  1010533 

70-143 

MILLER,  W,  0, 

B311O4O065 

TOPREP 

MILLER,  W.  0. 

8211040104 

50-443 

A 

AUTHOR 

ACCESSION 
NUMBER 
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CATEGORY 

MILLER.  W.  0. 
MILLER.  W.  0. 
MILLER.  M.O. 
MILLEH.H.  O. 
MILLER.  W.  0. 

SZ  1  10401  20 
8211050231 
021  1  1  70364 
8311190085 
8211190QBB 

50-293 
TOFREP 
50-33  1 
TQPREP 
TOPREP 

P 
P 

MILLER.  W,  0. 
MILLER,  W.  D. 
MILLER,  M.  O. 
MILLERiW,  D. 
MILLlOftN,  M.  H. 

B2  11  240370 
8211300460 
8311300461 
0211300463 
8211150413 

30-30-2 
50-327 
90-337 
50-309 
50-322 

P 

P 
P 
P 
8 

MILLS.!.,  M. 
MILLS.  L.M, 
MILLS,  L.  M. 
MILLS,  L.  M. 
MILLS.  L,  M. 

B210QB0147* 
8211010142 
821  1010201 
821  1030040 
8311040117 

50-259 
50-327 
90-317 
50-390 
30-370 

F 
P 
A 
A 
B 

MILLS,  L.  M. 
MILLS,  L.  M. 
MILLS.  L.  M. 
MILLS.  L.  M. 
MILLS,  L.  M. 

8311040126 
S31  1040136 
0211040176 
Bai  104010] 
8311040190 

50-370 
30-438 
50-390 
50-437 
50-390 

B 

B 
3 
8 

a 

MILLS,  L.  M. 
MILLS,  L.  M. 
MILLS,  L.  M. 
MILLS.  L.  M, 
MILLS,  L.  M. 

82  11  0401  9B 
821  1040208 
S21  1040274 
B2  11  040399 
8311040393 

50-328 
50-438 
50-327 
50-438 
30-390 

S 
B 
P 
B 

S 

MILLE,  L.  M. 
MILLS.  L.  M. 
MELLS,  L.  M. 
MILLS,  L.  M. 
MILLS,  L.  M. 

S3  11040409 
8211040461 
B2  11  050205 
8211060005 
8311060314 

90-390 
50-390 
50-259 
SO-327 
50-239 

S 

e 

F 
C 
P 

MILLS,  L,  M. 
MILLS,  L.  K, 
MILL3,  L.  M. 
MILLS,  L.  M. 
MILLS,  L.  M. 

8311080141 
B2110B0147 
B2110B01S6 
B3110B0169 
0211080167 

30-390 
90-390 
90-438 
50-43H 
S  0-390 

E 
E 
£ 

e 
E 

MILLS,  L.  M. 
MILLS.  L.  M. 
MILLS,  L.  M. 
MILLS,  L.  M. 
MILLS,  L.M. 

8311080196 
82110B0211 
B21IOBQ331 
8311060332 
8211080236 

50-430 
50-390 
3O-370 
90-438 
S  0-390 

E 
E 
E 
£ 
E 

MILLS,  L,  M. 
MILLS.  L.M. 
MILLB.L.  M. 
MILLS.  L.M. 
MILLS.L.M. 

8211080243* 
B211QB0254 
B31  1090103 
8211090137 
9E1  1090149 

50-327 
90-390 
50-390 
90-430 
50-390 

( 

MILLS.  L.M. 
MILLS,  L.  M. 
MILLS.,*.,  M. 
MILLS.,  L.M. 
MILLS,  L.M. 

8211090157 
83  11090332 
8211090323 
82  11  090336 
fl21  1090403 

50-390 
50-390 
90-430 
30-43B 
90-390 

MILLB.L.  M. 
MILLS,  L.M. 
MILLS,  L.M. 
MELLB,  L.  M. 
MILLS,  L.  M. 

B21  1100202 
8311100334 
831  11  00397 
8211100403* 
8211100431 

90-390 
90-327 
30-327 
50-327 
50-430 

rtlLLB.L.  M. 
MILLS,  L.M. 
MILLS,  L.  M. 
MILLS,  L.  K. 
MILL6,  L,  M. 

821  11  00426 
8311100540 
8311110257 
B31IUG3H4 
3211110464 

90-43B 
40-1341 
90-259 
30-257 
30-239 

MILLS,  L.M. 
MILLS,  L.  M. 

MILLS,  L.M, 
MILLS,  L.M. 
MILLS,  L.M. 

8211120032 
8211  150221 
B21U902SB* 
8211150344* 
B2111S046I* 

40-1341 
50-390 
SO-370 
50-259 
50-370 

i 

MILLS,  L.M. 
MILLS,  L,M. 
MILLBiL,  M. 
MILLS,  L.M. 
MILLS,  L.  M. 

82111504630 
B211I9057S* 
B3I115060S« 
B2  111  50617* 
8211150636* 

50-390 
30-438 
30-390 
50-259 
50-438 

! 

MILLS^L.M, 
MILLS.  L.M, 
MILLS.L.  M. 
MILLHiL.  M. 
MILLS,  L.M. 

8211150630* 
B31  1  160337 
B31  I  1602BB 
8211170332 
8211170300 

50-370 
30-390 
90-390 
90-438 
70-2738 

MILLS,  L.M. 
MILLB.L.  M. 
MILLS.  L.  M. 
MILLS,  L.M. 
MILLS,  L.  M. 

B211S2Q196 
8211330229 
8211220231 
8211220257 
82  11  320264 

50-43B 
50-918 

90-239 
SO-43B 
50-438 

MILLS,  L.  M, 
MILLS,  L,  M. 
MILLS,  L.  M. 
MILLS,  L.  M. 
MILLS,  L.M, 

0211230269 
B2112202Ba 
8311  83030  3 
8211330036. 
82  11  23006  9 

50-390 
50-390 
30-390 
30-438 
30-390 

G58 
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MILLS,  L.M. 

B21123O073 

SO-43B 

e 

MILLS,  L.  M. 

8311230078 

30-390 

B 

MILLS,  L.  M. 

02L123-OOB5 

30-370 

S 

MILLS,  L,  M. 

921123-0128 

30-390 

S 

MILLS,  L.  M. 

9211230160 

30-259 

P 

HILLS,  L.  M. 

8211230171 

SO  -390 

S 

HILLS,  L.  M. 

0211230(79 

50-39O 

B 

MILLS.  L.  M. 

B211B30SSS 

SO  -327 

P 

MILLS,  L.  M. 

B2  11  230231 

50-43B 

B 

MILLS,  L.  H. 

021123D30B 

50-436 

B 

MILLS,  L.M. 

8211230315 

50-260 

P 

MILLS,  L.  N, 

9211230373 

50-390 

A 

HILLS,  L.  M, 

83IIS30447 

50-259 

P 

MILLS,  L.M. 

8SI  1240002 

70-292B 

MILLS.  L.  H. 

B2I  1240209 

80-390' 

ri 

MILLS.  L.M. 

621139-0016 

70-E74-1 

MILLS,  L.K 

821  1290244 

90-433 

A 

MILLS,  L.  H. 

9211290236 

30-327 

P 

MILLS,  L.  H. 

821  1590383 

5-0-433 

B 

KJLLS,  L.  n. 

Q2I12?0397 

&0-390 

S 

HILLS,  L.M. 

82113?0fl63 

50-239 

f 

MILLS,  L,M. 

8211290506 

30-390 

a 

MILLS,  L.M. 

9211270324 

30-390 

s 

MILLS,  L,  M. 

B21129O346 

90-439 

s 

MILLS,  L,W. 

0211290580 

50-390 

s 

MILLS,  L.M. 

02  11  29059  S 

50-390 

B 

MILLS,  L.  H, 

921  1  27062  B 

50-371 

s 

MILLS,  L.  M. 

8311300038 

90-390 

E 

MILLS,  L.M, 

8211300077 

30-327 

P 

MILLS,  L.  H. 

8211300173 

50-337 

P 

MILLS,  L.  M. 

B211300EfrB 

50-370 

E 

MI  NECK.  D.  L. 

0211020041 

30-331 

S 

MIHECK,  0.  L. 

0311020430 

50-331 

3 

MINECK,I>.  L. 

8311090123 

30-331 

S 

ftlNECK.D.  L. 

8211090147 

90-331 

S 

MINECK.D.  L. 

8211190101 

50-331 

S 

MINECK.D.  L. 

9211190154 

50-331 

S 

MINECK.O,  L. 

Q31119O1B1 

30-331 

R 

MINECK.D,  L. 

B2HI'9034>7 

50-331 

S 

MINECK.  D.  L. 

0211240336 

5O-33I 

S 

MINECK.Q.  L. 

8311210285 

50-331 

3 

MINECk,  D.  L. 

8211240360 

50-331 

S 

HI  NECK,  D,  L. 

8311290077 

30-331 

S 

Ml  HER,  S. 

9211240-17B 

50-312 

P 

mNOOUE,  R.B. 

8211150269* 

FOIA 

WINNERS,  W. 

0207150237* 

FOIA 

rtlNOCK,  J.  ft. 

8211190028 

SO-341 

0 

MINDCK.  J.  W. 

8211130038 

30-341 

0 

MINDCK,  J.  D. 

8211150033* 

5O-34  I 

0 

MINOCK,  J.  R. 

03inS003Sfl 

30-34.  1 

0 

HINOCK,  J.  R- 

8211290656 

50-341 

e 

MINSCK.  J.  R. 

821IS70686 

SO-311 

a 

MINOCK,  J.  R. 

8211270696* 

5O-34  1 

Q 

MINOCK,  J-B. 

8211270493* 

5O-341 

0 

MINOffU£,R,  B. 

620  12  50024" 

FOtA 

HINOOUE.R.H. 

9202050444* 

FOIA 

HIHOOUE.R.B, 

BS!  10  10320 

FHM 

MINOOUE.R    D. 

021I1000A7* 

Far  A 

MINOGUE,  R.  B. 

92111001^5* 

FQIA 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEQ0RY 

MITCHELL.  D.  0. 
MITCHELL,  D.  0. 
MITCHELL.  D.  0. 
MITCHELL,  D.  0. 
MITCHELL.  D.  0. 

921  1290298* 
82  1  1290400* 
9211290544* 
9211390491* 
B31129075H- 

50-387         S 
30-397         3 
30-387         S 
90-387         B 
50-387         S 

MITCHELL,  H.  0. 
MfTCHEU-rH.  D. 
MITCHELL,  H.  B. 
MITCHELL.  H.  D. 
MITCHELL.  H.  D. 

B311110013* 
021111Q040K 
9211110162* 
82I1110I7S" 
H21I1  10103» 

FOIft 

porA 

FOIA 
FQIA 
FOIA 

MITCHELL.  H.  0. 
MITCHELL,  H.  B. 
MITCHELL,  H.  B. 
MODFtO,  9,  M. 
MONSHOR,L.  F. 

8311110189" 
8211110281* 
9211110293* 
0211010221 
9211110365 

FdlA 
FQIA 
70-769 
RES 
50-135         R 

MONTGOMERY.  D.  M. 
KONTOOMEBV,  D.  M. 
MONTGOMERY.  D.  M. 
MONTGOMERY,  D.  M, 
MONTGOMERY,  J.  L. 

0211150244> 
9211130275* 
9211130343* 
9211220419 
8211300344* 

70-1113 
70-1131 
70-1191 
70-27 
30-298         0 

MONTY.  U.S. 
MOODV,  D.  E. 
HaoDV.  D.  E. 
MOODY,  D.  E. 
HOODY.  D.  E. 

9211290457* 
021  1030129 
6211030143 
B21  1090379* 
0211100107 

50-244         8 
50-309        R 
50-30?         n 
50-29           0 
50-29           H 

MOODY,  D.  E. 
MOON.C.W. 
MOONEY,  J.  P. 
MOOWEY.  J.  P. 
MOONKA,  A.  V. 

0211190146* 
02  IU  £0024 
9211010235* 
B31  1060296* 
03110B0303* 

50-29           Q 
50-466         A 
50-247         8 
30-247         5 
30-373         P 

MOORE,  D.  E. 
MOORE.  D.  E. 
MOORE,  D.  E, 
MOORE,  J.  E. 
MOORE,  J.  E. 

B2110B0249* 
82111S01B9 
9211220230* 
9211010205 
H31  1090132 

50-337         0 
30-393         S 
30-302         0 
50-247         0 
30-247         0 

MDDRE.  J.  E. 
MOORE,  P.  H. 
MOORE,  R.  0. 
MOORE.fi.  L. 
MOORE,  R.  H. 

8211230454 
S211110494* 
B21  1120470 
BS1  1010210 
0211010142 

30-247         0 
70-769 
30-261         S 
RES 
XPORTLIC 

MOORE,  R.N. 
MOORE,  R.  H. 
MOORE,  R.  N. 
MOORE.  H.  N. 
MOQREiR.N. 

B311QI0146 
021  1010296 
9211170303 
9311170442 
9211170490f 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

hOQRE.R.N. 
MOORE,  R.  N. 
MOHOAN,  C. 
MORGAN,  C. 
MORGAN,  C. 

B21  1170367 
9211240309 
8211190376 
9211190374 
B21  1300393 

XPORTLIC 
XPORTLIC 
90-347        0 
30-247        0 
50-247        G 

MORGAN.  C. 
MORGAN,  W. 
HOB  IN.  E.  M. 
HORIBI.A.V. 
MQHISI,  A.  V. 

0211300353 
9211140439* 
8211160325* 
3211060244 
0211190130 

50-247        0 
30-249        B 
50-493        A 
30-393         Q 
50-293        Q 

MQRI81.  A.  V. 
MORIS!,  A,  V. 
MOHKEM,  D.  J. 
MOHKEN,  D.  J. 
KORKEM.  0.  J. 

0211190157 
9211390660 
821  1020010 
9211030327 
B21  1030236 

30-293        P 
30-293         Q 
30-313        P 
30-219       P 
50-135        P 

B21  112031  9 
0311230403* 
9211110449* 
B2  11  030333 
0211230267 

50-183        P 
50-273        0 
50-537        T 
50-341        0 
50-335        0 

02H24022B 
821  1220404 
B2  11  33022  1 
9211300361* 
82  11030394* 

50-352        G 
71-52 
50-275        S 
50-361        0 
CONTRACT 

82110500B3* 
9211120217* 
021112034B* 
9211120233* 

eai  1120275* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

82111500B9* 
8211150113* 
9211130141* 
8210230040 
B2110901B3 

FOIA 
FOIA 
FOIA 
71-6115 

71-6272 

B21U  50023* 
8211290321* 
8311050229 
8211090099 
B2H1104B5* 

FOIA 
50-320        a 
HASTE  MOT 
40-6900 
WASTE  MOT 

AUTHOR 
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NUMBER 

GUQJEC1 
CATEGORY 

MOHRY,  M.  H. 

B21110002B» 

XPOHTL1C 

MOURY.  U   R. 

321  1290036 

XPORTLIC 

HOWRY,  W.  R, 

B21  1290037" 

XPOHTLK 

HCWOY.  W.  R. 

S2  11390207 

XPORTLK 

HOWRV,  W.  R. 

B211290214* 

XPORTLIC 

HOWRY,  U.  R. 

H2  11  300464 

XPURTLIC 

MOVER,  H.  F. 

831  11  90242 

neooD 

MrtOCZKA,  E.  J. 

8311030029 

50-349 

n 

MJJOCZKA.E,  J. 

S21102002B 

30-219 

R 

MROCZKA,  E.  J. 

aailO205S6 

50-336 

a 

MROCZKA.  G.  J, 

S3  11020556 

BO-33A 

n 

MROCZKA,  E.  J. 

B21  10301  74 

50-B43 

R 

KflQCZKA.  E.  J. 

S3!  10301  74 

50-2-13 

n 

MROCZKA.  E.  J. 

821(030339 

30-2-Jfl 

n 

MROCZKA.  E.  J. 

8211030239 

50-243 

n 

MROCZKA,  E.  J. 

9211030253 

30-33A 

R 

MROCZKA,  E.  J. 

B21  1030253 

50-:o;> 

a 

MROCZKA.  E.  J. 

B21  1060147 

30-243 

a 

MROCZKA,  E.  J. 

G21  1060147 

90-249 

!5 

MROCZKA.E.  J. 

021(110181 

50-243 

n 

MRQCZKA.E.  J, 

8311110151 

50-243 
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0  'CONNOR,  W, 
O'NEILL,  B. 
O'REILLY,  J.  P. 

3311130160 

8211060399 
8211040311* 
0211390321* 
8210010331 

NUREO 
5D-H37         1 
SO-346         1 
90-320        ( 
50-361        I 

O'REILLY,  J.  P, 
O'REILLY.J.P. 
O'REILLV.J.  P, 
O'REILLY.  J.  P. 
O'REILLY.J.P. 

B21101O377 

8211010203* 
8211130122 
0211190126* 
B2I1150I2B 

30-393         1 
5O-395         i 
30-302        1 
FDIA 
5O-41&        1 

O'REILLYiJ.  P- 
O'REILLY.J.P. 
O'REILLY,  J.  P. 
O'SEILLY.J.P. 
O'REILLY,  J.  P. 

8211190155 
B2111501S3 
02111501B7 
0211150197 

9211150202 

50-280        1 

3O-34B        1 
SO  -395         1 
SO-2S9        < 
SO-26I         1 

O'REILLY.J.P. 
O'REILLr.J.  P. 
O'REILLY.J.P. 
O'REILLY.J.P. 
Q'flEILLY-J.  P. 

8211150309 
6311190333 
8211150257 
B2M1902B7 
8211130323 

5O-ESO        ! 

7o-ieoi 

SO-BSO         < 
30-399        1 
3O-3O2        i 

O'REILLY.J.P. 
O'HEILLY.J.P. 
O'REILLY.J.P. 
O'REILCY.J.P. 
O'REILLY.J.P. 

B31  11  30367 
B2111S0400 
9211150415 
821119-0424 
B3I  1150997 

30-269        1 

atj*t«    PrOi 
SO  -230        ( 
5O-BSO        1 
30-331        ' 

Q'REILUY.J.P. 
O'REILLY.J.P. 
O'fiEILLY,  J.  P. 
O'REILLY.J.P. 
O'REILLY.J.P. 

8311150614 
9211170091* 
3211170093* 
8311170218* 
8211170329* 

50-324        1 
70-143 
70-143 
70-143 
7O-143 
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Q'flEILLY,  J-P, 

aai!I7O23S*         70-143 

O'-REILLY,  J.  P. 

3311170339*         70-143 

O'REILLV,  J.  P. 

B2I1  170244*         70-113 

D'REILLV,  J.P. 

Q311I70252*        70-143 

O'REILLY.  J.  P. 

3311170357*         70-143 

O'REILLY,  J.  P. 

9211170273*        70-143 

O'REILLY.  J.  P. 

B21I17O277*-         70-143 

O'REILLV,  J.  P. 

0aill7O2BO*         70-143 

O'REILLY.  J.  P. 

B2II1702B4*-        70-143 

O'REILLY,  J.  P. 

8311170292*         70-143 

O'REILLY,  J.  P. 

Baill70301»         70-143 

O'HEItJLV.  J,  P. 

8311170305*         70-143 

O'HEILLY,  J.  P. 

B211190047*         70-143 

O'REILLY,  J.  P. 

B311  1  9004  B*        70-143 

O'TOOLE.E.  J. 

BailO20356           90-247        R 

O'TODLE,  J.  D. 

B2  tO  070343*        90-247        0 

O'TODLE,  J.  D. 

8211010233            90-247         B 

O'TOOLE,  J.  0. 

8311010253            50-347         8 

O'TCJOLE,  J.  D. 

0211060232            50-247         fi 

O'TGOiLE,  J.  D. 

B2IU10233            90-247         H 

D'TDDLE,  J.  D. 

B211130506-         30-247         <1 

O'TOOLE.  J.  D. 

82112S0339<i         90-3               *" 

O'TOOLE,  J.  D. 

0211230SI3            30-247         S 

O'TOOLE,  J.  D. 

OS1123036S            30-3               R 

O'tOOLE.  J.  D. 

8211230389            90-247         R 

Q'TODLE.J.  D. 

83113002BI            50-247         P 

GBERU,  C.  T. 

0211020125            I1.E 

OESTKANN.  M,  J. 

BatIOfi0377-         30-491         O 

OEBTIWW.  H.  J. 

Bail  1901A7*        30-440        0 

OEBTMANN.M.  J. 

821  1300067*        50-367        0 

QLLER.R.O. 

Baillfi0233*        OA999 

OLLIKKALA.H. 

e2110-I003&          RES 

OLMSTEAD.C.  A. 

821  1  120029*        90-344        F 

OL8IIAM,  L. 

B211  170-236           30-4.34        F 

QLSmNSKI,  J, 

B2111S0602           I9.E 

OLBHINSKI.  J. 

B21117Q-035*        FOIA 

GLSHINSKI,  J.  A. 

6211130372           70-27 

OLEHINSKI,  J.A. 

6211150396*        70-H7 

QLSHINSK1.  J.  A. 

8311170033*        70-143 

OL6QM,  I  .  ti. 

0211230411           90-352        0 

OtaQH.  I  .  »- 

6311230411           90-332        0 

OLSQN.O.  L. 

821J0703S9*        90-1BA        0 

OLSON,  R.  C.  L. 

82U10037A          30-317        F 

0L30N.R.C.  L. 

B211H:401B&            5-Q-3J0         P 

GPEKA.  J.  F. 

831  1090627*        30-H4S        F 

OP-EM,  J.  F, 

[121  1090&27*        30-245        F 

OPREA,  O.  W. 

8311010348           90-49S        B 

OPREAi  4.  H. 

82112304BI           50-49B        3 

OPHEAiO.  M. 

aail240193           30-493        8 

ORDERS,  \t. 

B21llS0339lt        SO-269        0 

ORNBTEIH,  P.M. 

821  104001  1           HASTE  MOT 

OSQOOD,  M.  L. 

8211110627"        40-2061 

OTT.L.  J. 

82111K0094          NUREO 

OUDRE.  ft.  P. 

82111A0202           50-31H        P 

OUELLETTE.  H.W. 

8211020323*        30-369        B 

OW8LEV.  0.  F. 

0211290369          50-316        P 

OMSCEYf  0,  F- 

8311290377           50-316        P 

PACE.  P, 

B211I2O373*        SO-333-        R 

PrtCErP-L. 

821102022  1  «        50-230        R 

PACE.  P.  L. 

B2110701EO*        90-2S1         S 

PACE,  P.  L, 

B211090200*        &0-339        8 

PACE.  P.  L. 

B21109037S*        30-335        B 

PACE,  P.  L. 

821111019B*        90-250        R 

PAQANCb  F.  O. 

8303120049*        30-413        » 

PAOE.  R  .  0. 

B21IO40015          7O-2743 

PAOE.  R.O, 

83  11  010017*        70-E94S 

PAOE.R,  0- 

82IL090021           70-69H 

PAOE,  B.  0. 

8211090023*        70-69B 

PAOE,  P.O. 

B211iaOOB2          70-27 

PAOE;  R.  0. 

8211160057          70-2943 

PAOE,  R.  Q. 

82111A0271           70-1113 

PAOE.  R.  0. 

0211170307          40-8027 

PAOErR.  O. 

8211840313          40-8027 

PAOE,  R.  0. 

621  129O103*        4.0—  &500 

PAGE.  R.  O. 

821129011  I*        40-6300 

PAOE.  R.  0. 

6211290140*        4O-6SOO 

PACE'  R-  O. 

821  1290166*        40-6300 

PAOE.  R.  O. 

8211300447          4O-3392 

PAJQWSKIi  J,  E, 

8B1116013I*        gO-2«)S        F 

PALLADINQ,  N,J. 

B20ia700S7          COMMISSION 

PALLADIKO'N.  J. 

B21U70479*       FOIA 

PALLADINOiN.  J. 

B211230B13          30-3SZ        Q 

FALLADIMd,  N.  J. 

B211300040          COMMI8B1CN 

PALMER  j  R.  A. 

8211060033*        50-319        8 

PALMES.  R-  rt. 

8211060063*        90-313        S 

AUTHOR 

ACCESSION               SUBJECT 
NUMBER                     CATEGORY 

PrtLMER.fi.  A. 
PALMEn.fi.  A. 
PAWTEL,  6.  E. 
PAP  AY,  L.  f. 
PAPAY,  L,  T, 

8211060073«        50-316        S 
021  124O371*         50-316         S 
BKI  103O536-*         40-299 
8211120399*         3O-306         Q 
0311230304            50-361         S 

PAPERIELLO,  C-  J. 
PAPERIELLd,  C.  J. 
PAPERIEt-LO.  C.  J. 
PAPERIE4-LQ,  C.  J. 
PAPERIELLO,  C.J. 

8211010340           50-341        F 
B2H06039I             90-454         0 
0211110204            30-153         0 
8211110372            90-235         Q 
B2U1IO377*          50-295         O 

PAPERIEtLD,  C.  J, 
PAPERIELLO,C.  J. 
PAPEHIELLO,  C.  J. 
PAPERIELLQ.  C.  J. 
PAPPAB,  JT,  A, 

B2U190166.            50-440         Q 
02  11  23034  Q            30-331         0 
92I137Q4O3            &0-373         Q 
8211300235            30-483         F 
B21116Q303            50-390         A 

PARIB.O.  H, 
PARIS-  0.  H. 
P  A3  IS,  0.  H. 

PARIS,  p. 
PARIS,  W.  C, 

B21103Q319            50-142         0 
8311130409            30-461         0 
B21II7O344            30-247         0 
031  11804*6*         50-409         P 
H2102I04BB*         30-32?         T 

PARKER,  L,  H. 
PARKEff,  M.  E. 
PARKER,  H.  A. 
PARKER,  R.  A. 
PARKER,  R.  A. 

821  122O263B         OA999 
aallOfiOOOfl*        90-155        Q 
B01002O422*         FDIA 
B01114Q175<>         FQIA 
S21115Q07H*         FOIA 

PA1WER.W. 
PARKER.  W.  O. 
PARKER,  H.  0. 
PARKER,  H.O. 
PARKER.  W.  Q. 

BKI  1020313           90-269        H 

eaiioaosso        50-369      s 

B2t  1020524           50-269        R 
6211030111             50-269         H 
0211030263           50-269        R 

PARKEfl.W.O. 
PARKS.  H.M. 
PARRIN.R.  L. 
PARBDMS,  H.  M. 
PARSONS,  R.  M. 

B21110018O            90-269         R 
8311170438*         30-333         S 
8311040116            90-145         S 
821IQS023B            50-400         8 
OailOBO259            90-400         8 

PAR80N9,R.  M. 
PARSONB,  R,  M, 
PAJIEOKS,  R.  H. 
PASEDA9.  W. 
PASQUALONE.  R. 

B211150319*        90-100        Q 
0311220230            90-400         B 
B2  1  1  S2D342            80-100         S 
8211iaOOB4»         30-461         D 
B21130O31B»         QA999 

PASOUALONE,  R. 
PASTERNAK,  H. 
PASTERNAK,  R.  J. 
PASTERNAK  ,  T. 
PASTVA.  M.  J. 

6211300321*        QA999 
021JOZ040B           90-333        R 
6311020497            90-333         R 

9211190007*      FOIA 

62:11040109*         90-329         B 

PASTVA.  M.  J. 
PASTVA.  M.  J. 
PASTVA.  M,  J. 
PAST.  VA.  rt.  J. 
PABTVA,  H.  J. 

8211040164*        SO-324        B 
BBI  104O297*         90-324         B 
82110B0144*         30-324         S 
gZllO9O215»         50-334         S 
9311090310*         90-324         8 

PASTVA,  M,  J. 
PASTVA,  M.  J. 
PASTVA.  M.  J. 
PASTVA,  M.  J. 
PASTVA,  M.  J. 

B21  11  00213*         50-323         8 
B211100277*         50-335         S 
S2U  100304*         30-324         B 
8211100307*         90-324         S 
8311130171*         50-324         S 

PASTVA,  M.  J. 
PASTVA,  M.  0. 
PABTVA,  M.  -J. 
PASTVA,  M.  J, 
PABTVA.  M.  J. 

6211170233*        50-324        S 
H31  1  170353*         30-324         8 
B21  1220239*         90-325         B 
0ai  122O2.94*         90-334         B 
BB1  123033B*        30-324        S 

PASTVA,  M.  J. 

PAarw,  M.  J. 

PASTVA.  M.  J. 
PrtSTVA-M.  J. 
PASTVA.  «,  J. 

aSl  123O330*        50-325       B 
8211330430*        30-329        S 
S21  £29014.1*        50-325        S 
B2tl290I5S»         30-325         S 
fl21139O3I8*        50-325        B 

PABTVA.H.  J. 
FABTVAi  M.  J. 
PASTVA.  M.  J. 
PASTVrtj  M.  J. 
PABTVA,  M.  J. 

6211390489*        50-325        8 
0211290904*        50-3SS        S 
9811290462*        90-325        S 
821IB90&9B*        50-324        S 
B21  129072-6*        30-325        S 

PATTEN,  T.  M. 
PATTERSON.  A,  H. 
PATTER  BOM,  A.  R. 
PATTERSON.  J.  P. 
PATTI80H.R.  9. 

asmooiot*     TOPHEP 

B2I1090079          71-9137 
SSI1130163          71-9136 
S211  11021  5*         50-139         0 
B2I1Q1O32S          40-BOB4 

PAUL.R.  A. 
PAULX,  0.  L. 
PAULS  ON,  H. 
PAULSON.  W. 
FAUl.aGNi«. 

B2110101S3*        50-441        Q 
8811130353*         30-239         Q 
B2UOBQI63           30-206         P 
8211100-330          30-206        P 
B2111S03I1           50-206       P 

PAULSON.  W. 
PAULSON.  H. 

PAULSON.  M. 
PAULSON,  W. 
FAULBDN.H. 

B211IB0331           30-206        P 
B2  1  1180492          90-206       P 
B21I190230            50-206         P 
8?1  1240324          50-206       P 
62(1300331           90-306       P 

AUTHOR 

ACCESSION            SUBJECT 
NUMBER                    CATEQOHV 

PAULSON,  W.  A. 
PAULSON,  H.  A. 
PAULSON,  W.  A. 
PAULUS,  R.  C. 
PAVINICH,  W.  A. 

S31  1030066            50-20*        P 
B211O60S94            90-206        P 
S21  1240376            90-306        P 
831  1100235*         70-146 
B2IIO903H6"         50-312        P 

PAVIS.O.  B. 
PAVIB.O.S, 
PAV1S,  0.  S. 
PAVLOVSKY,  R. 
FEADODYiC.  D. 

B211060174*        50-310       S 
0211O6O329*         50-310        8 
9311290315"         30-317        B 
B2I10I02I2H         30-399        A 
821  1010064            71-5979 

PEABODY.C.  D. 
PEARICENpM.  0. 
PEAHIOEN.M.  0. 
PEAftlCEN,  M.  D. 
PECK,  C.C. 

0311010232           71-3979 
S21  1030336            50-537        0 
831119063H            30-537        0 
B21  1  130642*         SO-S37        0 
B311120433"         50-6            a 

PECK,  R.  Q. 
PEDERBEN,  L.  T, 
PEEBLES,  T.  A. 
PEERY,  W.  W 
PEERY,  H.  W. 

82111B035i»         50-329        T 
6211080192           NUREO 
B21123O127*         50-346        Q 
B211150490"         30-310        0 
8211180173*         70-146 

PEERY,  W.  W. 
PEERY,  H.  IJ. 
PELIZZA,  M.  B. 
PELIZZA.M.  S. 
PELIZZA,  M.  S. 

82111B0176*         FQIA 
821118018011         FOIA 
8211100160           40-8786 
0211120044            40-87B6 
B2I1I9033I            40-B786 

PELKE.  P.  R. 
PELLET,  J.  L. 
PELLETIER.  J.  P. 
PELLET1ER,  J.  P. 
PELLETIER,  J,  P. 

8311290761*         50-140        fl 
B204200404*         90-313        P 
S2M1B0476            50-371        S 
B2111B04BO*         30-371         B 
021  1290578           SO-271         S 

PELLETIER,  J.  P. 
PELOQUIN,  R.  A. 
PENDERORAFT.fi. 
PEN1CO.E.  F. 
PENICO,  E.  F. 

8311290391*        50-371        S 
B31  1110079           NUREO 
821  1190366*         30-360        fl 
B21  1030-105*        50-337       T 
B21  1020405*         50-537         T 

PENTELL.  S.  E. 
PEPPINO.R.  E. 
PEPPINO,  R,  E. 
PERCH,  R.L. 
PERCH,  R.  L. 

0211060611            40-0681 
Q2110206B6          RES 
B21  1030377           RES 
B2I1010432           30-45B        A 
B21  1010509           50-3Q7        P 

PERCH,  R.  L. 
PERCH,  R.  L. 
PERCH,  R.  L. 
PERCH,  R.L. 
PERCY,  C.  H. 

aaiiofcosia        go-isa      f 

0211030205           30-3B7        P 
8211190092            50-307        F 
B21  1240240           90-307         F 
H20B010020*         50-373        f 

PERKINS.  R.W, 
PERLIS,  R.O. 
PERLISiR.G. 
PERHS,  R.  G. 
PEfiLIS.R.  0. 

8211000040*        WASTE  MOT 
8311O2O011           30-443        f 
Q211120J95          30-443        < 
8211120203          50-443        ( 
B21  1120209          90-143        I 

PERLIS,  R.  0. 
PERLI8.R.  0. 
PEBLIS,  R.  0. 
PERLMANi  J, 
PEHNICK.N. 

S21M202ia          90-443        < 
B21  1160336          50-443        I 
8211240020          90-403        ^ 
S211170182          CONTRACT 
8211320312           PRM 

PERN.¥,C.C. 
FERRYMAN.  J.  L. 
PEBCHEL,  J.  n. 
PES3E8.M. 
PETERBEN.  R.  J. 

6211S30183*        70-143 
8311010214           RES 
B211010156*         30-454 
8211120172          40-040* 
8211110636           NUREO 

PETERSON,  D. 
PETERSON,  D.  A, 
PETERSON,  M.  R. 
PETRICK.  N.  A. 
PETRICK.tJ.  A. 

8211030593           27-10 
8211160416*        50-293 
S2110604B2           XPORTLIC 
B2H04025B           90-402 
S211060261            30-492 

PETRICK.  N.  A. 
PETRCWE,C, 
PETRONE,  C,  D, 
FETTENQILL,  H.    , 
PETTENOILL,  H. 

8211170322          90-102 
S211090361*         30-387 
821109023B*         90-307 
B2110I0333          40-8102 
831  1010536          40-3453 

PETTENOILL.H. 
PETTENOILL,  H. 
PETTENOrLL.H. 
PETTENOILL,  H. 
PETTENOILL,  H. 

8211060530          10-BOB4 
0211090063          40-9743 
S211  160095          40-07B1 
821  1160075          40-3433 
0211240229          40-0432 

PETTENOILL.H.  J. 
PETTENOILL,  H.  J. 
PETTENOILL,  H.  J. 
PETTENOILL,  H.  J. 
PETTENOILL,  H.  J. 

8211010517          40-0102 
821  1010527          40-0102 
8211010531*        40-7869 
821  1030265          40-1143 
B21  1030268          40-0103 

PETTENQILL,  H.  J. 
PETTENOILL.M.  J. 
PETTENOILL,  H.  J. 
PETTENOILL.  H.  J. 
PETTENOILL,  H.  J. 

831  1030396          40-1163 
821  1030303           40-BOS4 
8211030310           40-0084 
0811030493          40-11621 
6311030313*        40-1163 
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ACCESSION            SUBJECT 
NUMBER                    CATEGORY 

PETTENOILL.H.  J. 
FETTENQILL.  H.  J, 

8211030536           40-299 
021  1030536*         40-399 

8211040078           40-B102 

PETTENCILL.H.  J. 

821  1060353           40-B5B4 

PETTENGILL.H.  J. 

B21  1060559           40-299 

PETTENGILL,  H   J. 
PETTENOILL.H.  J. 
PETTENOILL.  H.  J. 

B31  1060607           40-3453 
8211060633           40-299 
B21  1040433           40-6623 

PETTENOILL.H    J. 
PETTENOILL.H.  J. 

B2H11000B           40-9768 
B3111I0049           40-8698 

PETTENGILL,  H.  J. 

0211110593           40-B743 

PETTENOILL,  H.  J. 
PETTENOILL.H.  J. 

0211110599           40-0530 
021  H20I  I  4           40-3453 

PETTENOILL,  H.  J. 

H21I120546           40-8004 

PETTENOILL,  K.  J. 

0211120963           40-6632 

PETTENGILL,  H.  J. 

Q21U70360           40-B3B4 

PETTENGILL,  H.  J. 

B311190152           40-299 

PETTENGILL.  H.  J, 

8211190315           40-3453 

PETTENGILL,  H.  J. 
PETTENOILL.H.  J. 

0211240163           40-6622 
8311240400           40-3493 

PETTENGILL,  H.  J. 
PETTI  JOHN.  S.  L 

B21  1240425           40-6659 
8104130417*        State   Prog 

PETTIJOHN.  3.  L. 

B202230318*         MISC 

PETTIJOHN.  S.  L 

B209020231          MISC 

PETTIJDHN,  S.  L. 

B211010039*         MISC 

PETTY,  J.  C. 

8211100231*        50-370        B 

PETTY.  J   C. 

0211  100263*         50-207         8 

PETTV,  J.  C. 

821  1100310*         50-369         S 

PEVEY.  L.  E. 

021  1290121            XPORTLIC 

PFAFF,  3.  J. 

B21101031B           40-6659 

PFEFFERLEN.  H.  C. 

B211Q4039S          TOPREP 

PFEFFEflLEN.  H.  C. 

8211190192           TOPREP 

PFEFFERLEN,  H.  C. 

0211130301            TOPREP 

PFEFFERLEN,  H.  C. 

B3112906B4           TOPREP 

PHILIPS,  M.  H. 

82071H0036           FOIA 

PHILIPS,  M.  H, 

B20B290107           FOIA 

PHILLIPPE,  J.  T. 

8211160377*         50-352         0 

PHILLIPS,  H,  S. 

B211160244*         OA999 

PHILLIPS,  H.S 

8211160257*         QA999 

PHILLIPS.  H.  S. 

B211IB03I6*         OA999 

PHILLIPS.  J. 

621  1020033*         50-309         H 

PHILLIPS,  J. 

02110201BO*         50-29            H 

PHILLIPS.  J. 

8211110174*         30-39           R 

PHILLIPS.  J. 

8211  110300*         50-309         R 

PHILLIPS,  J.  R. 

B2I1H061I            50-375         P 

PHILLIPS,  R.  E. 

B21101047B           RES 

PIEHL,  R.  H. 

8311060038*         30-315         S 

PIEHL.R.H. 

8211300070*         30-315         S 

PIETRZAK.  R.  F. 

B311160H70          DEB 

PIETR2AH.fi.  F. 

8211180453           RES 

PIGOTT,  D.  R. 

B21  1030306          30-361        0 

PIGOTT,  D.  R. 

8311030306            90-361         O 

PIGOTT.  D.  R. 

B21  1030333            50-361         O 

PIOOTTiD.  R, 

6211030333            30-361         0 

PILANT.  J.  M. 

8311060238            30-39B         P 

PILANT,  J.  H. 

B2110B0119           71-484 

PILANT,  J.  M, 

B21  1090159            30-298         P 

PILANT,  J.  M. 

8311130444*         30-29B         Q 

PILANT,  J.  M, 

021  1390336*         50-29S         0 

PILANT,  J.  M. 

8311290424            30-298         V 

PIRTLE,  G.  L. 

0211150437*        30-315        Q 

PLATT,  W.  E. 

8211230275            30-528         O 

PLATT,  W.  E. 

6211230275          50-328        0 

PLIML.  0. 

8211010036*        50-295        F 

PLIML.  0. 

B21  1100051*        50-293        F 

PL1ML.O. 

8211100473*         30-299         F 

PLIML,  0. 

8211110091*        50-299        F 

PL  I  ML.  0, 

B3I1110I3S*         50-295         F 

PLIML,  O. 

0211110491*        50-295        F 

PLQNIS.  T.  R. 

9211100461*         CONTRACT 

PLOSK1.T.  J. 

B21H10215*        50-155        O 

FLOSS.  J.  E. 

0211150010*         FOIA 

PLUMLEE.  0.  L. 

0211150491*        30-267        O 

PLUMLEE,  K.  E. 

821  13002HB*         50-286         Q 

POCHAL,  W.  F. 

0211060472            XPORTLIC 

POCHAU,  W.  F. 

0211060344           XPORTLIC 

POCHAL,  W.  F. 

83I1I7020B            XPPRTLIC 

POCHAL,  W.  F. 

8211170293            XPORTLIC 

POCHAL.  W.  F. 

8211170454            XPORTLIC 

POCHAL,  W,  F, 

0211300491            XPORTLIC 

POHL.  L. 

B21  1010103          40-2061 

POHLE,  J. 

8311230067          40-B714 

POHLE.  J.  A. 

B2111703aB«         40-8200 

POLK,  P.  J. 

9211120170          50-220        F 

POLLARD.  R.D. 

B20B030S14*         SO-2B9         H 

AUTHOR 

ACCESSION             SUBJECT 
NUMBER                    CATEGORY 

POLLOCK,  M.  S. 
POPPE.  L.  K. 
POPPE,  L.  K. 
POPPE.  L.  K. 
POPPE.  L.  K. 

a21110O327»         30-323         0 
S21I030367            71-5S09 
B211Q-30t07            71-916B 
B211OaO19S          7I-916B 
B211120iai»         71-T1S1 

PQPPE.L.K. 
PQKTER.M. 
PQSNER-P. 
POSPISIL.  J.  V. 
POTrtPOVS.  U. 

B31113O136          71-9096 
821  1040244*         30-2*6         S 
B211220206            9O-347         H 
02I130O299*         QA9?9 
B2110S0194            QA999 

POTAPOVS.  I). 
POTAPOVS.  U. 
POTAPOVS.  U. 

porApava,  u. 

POTAPOVS.  U. 

021106O4I5           OA999 
B211060-V45*         OA999 
B211IOO219           OA.999 
0211100202          OA999 
8211100316           OA999 

POTAPOVS.  U, 
POTAPOVS,  U. 
POTAPdVa,  U, 
POTAPOVB.  U. 
POTAPOVS.  U. 

B211  100339          QA999 
Bain00332*         OA999 
B21  1100361*         QA999 
B211I003B3           QA999 
0211100337-         OA99? 

POTAPOVS,  U. 
POTAPOUS.  U. 
POTAPOVS.  U. 
POTAPDVS,  U. 
POTAPDVa.U. 

B2U10O401*         QA991? 
8211110205           QA999 
B2I1160231            QA997 
0211  1AO232           OA997 
B211160B43           O.A-J99 

POTAPOVB,U. 
POTAPOVB.  U, 
POTAPOVS.  U. 
POTAPOVB.U. 
POTAPOV8.  U. 

6211160230           OA999 
B2111602B9           OA999 
B2II  100212           QA999 
a2111BO26<l           QA999 
021  12301  51            OA999 

POTAPQV8.U. 
POTAPOVS,  U. 
POTftPOVS,U. 
POTAPOVa.U. 
POTAPOVS,  U. 

821123016E          QA999 
0211230426           OA999 
B211330503           OA999 
B211290257           OA9991 
8211290418           OA999 

POTAPOV5,  U, 
POTAPOVS.  U. 
POTAPQVS,  U. 
POTAPOVB.  U. 
POTAPOV9.  U. 

B21  1290420          OA997 
821129051?           O.A999 
8311290713           OA991? 
D21  1290746           QA999 
0211300272           QA-999 

POTAPOVS.U, 
POULK.R.  M. 
POULK.  R.  H. 
PQULTON,  0.  R. 
POWERS,  J.  A. 

8211300302*        GA999 
821  1040194*         50-334 
B211  170265*         SO-334 
B211  290061*         5O-397 
8211HS0100t         FOIA 

a 

B 
F 

PRATT,  T.E 
PRATT,  T.  E. 
PRENDEROrtST.H. 
PRESSLEY,C. 
PRESTON.  J. 

82111*0098*         71-«33 
8211160092           71-463 
BH071G003Q            30-329 
S311220195           PRM 
82110203581        50-537 

A 

T 

PRESTON,  J. 
PREVATTE.fi. 
PRICE.E.R. 
PRICE.  E.R. 
PRICE,  E.R. 

eaii02039a»      50-537 

B211  160161*         50-2B2 
B3112901B2*        40-4500 
£}21  1290242*        40-6500 
B211H9026B*         4O- 

T 
P 

PRICE.  E.R. 
PR  ICE,  E,  St. 
PRICHARD.R.  P. 
PRIO3CO.8.  C. 
PROFIO.  A.  E. 

PUGL1A.  A.  D. 
PULLANI.S.  V. 
PURCHASE,  M.  C. 
PURPLE,  R.  A. 
PURPLE,  ft.  A. 

PURPLE,  R.  A, 
PUZEY.A.  M. 
PUZEV,  A.  M. 
PYLE,  R.  B. 
QUAIN.B. 

QUICK.  D.  R. 

ouroo,  c. 

OUIOO.  C. 
GUIOLEV,  T.W. 
QUIOLEY,  T.  W. 

QUINN,  H.  D. 
QUIRK,  J.  F. 
OUIRK,  J.  F. 
HABFQRD.e.  P. 
RADFORD.E.  P. 

RAHE.E.  P. 
RAHE,  E.  P. 
RAHE.E,  P. 
RAHE.  E.  P. 
RAHE,  E.  P. 

AUTHOR 

ACCESSION             SUBJECT 
NUMBER                     CATEGORY 

RAHE.  E.  P, 

621  1300203           TCPREP 

RAHE,  E.  P. 

BS1130O377            TOPREP 

RAINEY,  J.  L. 

B21123O34I           40-2061 

RAMIREZ.  S. 

0209150060          FOIA 

flANDAZZA.  J-  B. 

82UO20300"        30-309        Q 

RANDAZZA,  J.  B. 

8311120412           90-309        P 

RANDAZZA,  J.  D. 

02I123003S            50-309         P 

RANDAZZAr  J,  B. 

3211300200            50-309         P 

HANSOM,  C.  D. 

B211040049            30-333         P 

RANSOM.  V-  H. 

9311030568           RES 

RANV,  J.  S. 

B21  1020666*         50-253          F 

RAPKIN,  A. 

fl2071B004B           FOIA 

RASTt-ER.D,  M. 

0211130489*         50-447          A 

HATHBUN,  0,  J. 

82111704B5*         40-299 

RATKA.  R. 

8311100371*         MI8C 

R  ATT  ft.  A.  D-. 

8211060098*        70-1100 

RAUSCH.  T.  J. 

8211090155            30-265         P 

RAUSCH.  T.  J. 

B21IO9024O            30-234         F 

RAUSCH.  T.  J. 

B2  11  090235            30-337         F 

RAt>3CH.  T.  J. 

B21  1090493            30-237         P 

RAUSCH.  T.  J. 

B21  1330293           50-S37        F 

RAUSCH,  T.  J. 

8311230306            30-237         F 

RAUSCH.  T.  J. 

O21  1230366            SO-S37         f 

HAVENS.  F.  J. 

0211170390           50-213        ( 

RAWSON,  R.  J. 

8211080150            90-454         < 

RAUSON.R.  J. 

B31109Q454            90-416         ( 

RAWSON,  R.  J. 

B211O90464            50-259         1 

RAWS  DM-  R.  J. 

83110904B2            30-416         1 

RANSOM,  R-  J. 

B31  110021  5            30-S39         < 

RAUSOH.  R.  J 

B21110033I             30-239         ' 

RAWSQNrR.  J. 

B211160239            50-2B9 

HAHSON.  R.  J, 
RAWSdN.  R.  J. 

B21123027B          50-4t6 
8211240010            50-434 

RAY.  H.  D. 

0211020240            30-206 

RAY,  H.  D. 

H21102033B            30-361 

RAY.  H.  B  . 

B21  1030265*         50-361 

RAY,  H,  D. 

fi311O20-29B            50-361 

RAY.  H.  B. 

8211020294*         50-361 

RAY.  H,  B. 

aanoaosiB        50-361 

RAY,  H.  D. 

031102O3B8            90-361 

RAY,  H.  K. 

3311020390*        90-361 

RAY*  H.  H. 

BEUOa0954            30-361 

flAV>  H.  B. 

921  lOaOS64»         30-361 

RAY.  If,  B. 

0211110141            30-361 

RAV.  H.  B. 

8211110165            50-206 

RAY.  H.  D. 

B211160078*        30-BOfa 

RAY.H.  Q. 
RAY.  H.  8. 

B21  1  190100           50-361 
8311  1901  11            50-206 

RAY.  H   0. 

831  11901  14"        3Q-20A 

RAY,  H.  B. 

0211190110          50-20A 

RAYi  H.  D. 

B21  1  1*JO1  53*        30-206 

RAY,  H.  D. 

EJ.21  11*70  138            90-361 

RAYi  H.  B. 

821  1  19Q160*        50-361 

RAYi  H.  B. 

6211190173          50-206 

fiaill9Q17S*         30-204 

562 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

REAVIS,  J.  A. 
REiAVIS,  J.  A. 

REAvrs,  j.  A. 

REAVIS,  J.  A. 
REDELLa-  J.E. 

821103027B 

BaillOOlBi* 
B2t  1230  235* 
6211230234* 
BailOIQ^?* 

80-287         R 
30-369         R 
90-369         R 
50-269         R 
CONTRACT 

RECEILQ.  J.  E 
REBELLD,  J.  E. 
REDflMO,  R.  T. 
REDD,  W.  L. 
WEED,  C. 

82  11040490* 
S2113C01Q4* 
9211090190* 
031(090286* 
82(1150296* 

CONTRACT 
CONTRACT 
50-1  SB         0 
30-312         P 
FOIA 

REED,C. 
REED.  J,  0. 
REED,  J.  Q. 
HEED,  J.  Q. 
HEED,  J,  0. 

321124034,6* 
B21  1020-425 
B21  1020427* 
8211030341 
921  I09Q4B3 

50-354         0 
50-493         6 
50-493         H 
50-403        0 
50-483         0 

REED,  J.  0. 
REED,  J.  0. 
REEBY,  R.  F. 
REEDY,  R.  F. 
KEEP,  A.  9. 

8211170333 
82  11  300  170 
e2  1  1  OBO  1  1  7 
B21  1170330 
6211O20O59* 

50-493         0 
30-4B3         0 
50-275         P 
50-273         R 
CONTRACT 

REEVES,  E.  A, 
KEEVES,  E.  A, 
REEVES,  E.  A. 
REDAN.  H.  II. 
11EHH,  T,  A. 

aalioiosli 

a2  11  070040 
B2U190346S 
B203100061* 
B2  11  09006  9 

50-344         P 
5O-36S         P 
50-364         P 
50-443         D 
NUREO 

REHM,  T.  A. 
flEHNSTfltlH.  J.  D. 
REICH,  H. 
DETMANW,  F.  H. 
REIHANH,  F.  H. 

0211100139 
62:0330311 
821  101054V 
£321(020153* 
S21  1160452* 

COMMISSION 
Pit 
RES 
80-341          0 
50-341         0 

REIS,  E.  J, 
RE  1  3,  E.  J. 
REfSNER.A. 
REfiLEV.  H.  E. 
REHLEY.  W.  E. 

8211010255 
8211230443 

821(230306 
821(29001.2 
82I[3Q01Ai«i 

5  0-528        0 
50-155        0 
3  0-247         H 
70-S5 

7O-2B 

KENNELS-  A.  E, 
REPKA,  D.  A. 
REPKA,  D.  A. 
HEPKA,  D.  A. 
flEPKA.  D.  A. 

B2H16Q083 

9211010343 
9211030094 
S21  104005  7 
8211040061 

40-2061 
30-322         0 
S  0-322         0 
30-322         0 
50-322         0 

REPKA,  D.  A. 
REFKA,  D.A. 
REPKA,  D.  A. 
REPKA,  D.  A. 
REPKA,  ».  A. 

921108.0142 

9211100095 
8211150092 
B2HI70IS6 

aau3ooi93 

5O-322         Q 
50-322         0 
SO  -322         0 
30-322         0 
50-322         0 

REGUA,  0. 
REQUA,  0. 
REOI/A,  0. 
RES-CII,  S.C. 
RESWfER,E.P. 

G211  100338 
B21  11  10133 
6-211  12O540 
£311010227 

02IJ3901I9* 

50-361         P 
SO-261          P 
50-361          P 

RES 
40-6500 

REVELEV.U.  T. 
REVeLEV,  H.  T. 

neveuEV,  H.  r. 

HEVE-LEY,  H.  T. 
REVELEY,  W.  T. 

6211020373 
8211020372 
62111603-33 
B211160343 

821116034B-* 

50-322        0 
50-322         0 
SO-322        0 
SO-  323        0 
50-322        0 

REUELEY,W.  T. 
REYES,  L. 
REYES,  L. 
REYES,  L.  A. 
HEY£3,  L.  A. 

821  1160-348* 
6211150244 
B211  230-476* 
6211130435* 
82111910219* 

50-322        0 
50-266        S 
50-293        Q 
30-235        O 
30-266        0. 

R. 

821  1190260» 
8211230127* 
851  1190204* 
821  111041  1 
B21  11  30391 

50-346        G 
30-346         0 
90-2S6        d 
50-273         P 
50-275         0 

B3i  11303?! 
eai  iiaoa34» 

8803310074* 
8208010040* 
8209290  120 

50-875         0 
30-1S5         P 
FOIA 
FOIA 
fQlA 

BS  11080084 
B2i  10B0034 
6211150043 
8211150049 
821119023d. 

50-445        0 
50-443        0 
50-443        0 
30-445        0 
50-460        0 

82IU9023& 
8211  2202  1  6 
6211330216 
8211060067 
021  1060067 

50-460        0 
50-448        0 
5O-445        0 
50-423        H 
5  0-423        K 

8211060067 
82  11  090322* 
8211090901* 

0211030004* 
8211290492* 

90-423        K 
30-336         Q 
S  0-336         fl 
S  0-249        S 
30-247        8 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATECORV 

RHQADES,  H,  J. 

8211040312* 

50-387         G 

RHQADS,  0.  O. 

8211180335* 

50-3S7         Q 

RHODE,  0.  K. 

0311090421- 

SO-2SO         F 

RHODE,  (S.  K. 

8211IB0375* 

50-410         Q 

RHODE,  O.  K. 

Q2111B030I* 

50-410         0 

RICE,  D.  A. 

B211060154* 

50-2?           S 

Ft  ICE.  H.  A. 

6211230207* 

50-29           S 

RICHARDS,  B.  L. 

SBlllSOSlO* 

70-1201 

RICHARDS,  E.  A. 

921  1090273* 

50-443         Q 

RICHARDSON,  J.  D. 

8211010202 

TOPHEP 

RICHARDSON,  J  D 

B21101020a 

TOPREP 

RICHARDSON,  J.  0, 

B2  11230374* 

50—516         B 

BICHARDSON,  M, 

Q20B29013H. 

50-275         H 

R1CKARO.  D.  C. 

82  1  130024  1 

50-170         0 

RICKARD,  U.  H, 

B31  1010273 

nes 

R1DOUT,  E.  F. 

0104130419* 

StatP   Prog 

RIEOLE.  D.  W. 

8206010056* 

50-341         0 

ft  I  MO,  M.  A. 

8211010245* 

50-33?         Q 

RIHO,  M.  A. 

BB11I2Q255* 

SO-1B3         Q 

RirSHER,  J.  A. 

3211040252 

50-443         A 

RIVERS,/!.  D. 

B2110603B2* 

SO-309         S 

RIVERS.  A   D. 

82111004440 

50-309         B 

RIVEHS,A.  D. 

Q21127066S* 

30-309         S 

ftJZZO,  J.  J. 

8211290014* 

40-6500 

RIZZO,  P.O. 

031  1020330m 

50-318         8 

ROBER80N.M.  E. 

Q2  11  020  132* 

50-318         S 

ROBERTS.  J.  O. 

8211040579* 

50-244         S 

ROBERTS,  J.  P. 

3211010442 

PROJ 

ROBERTS,  J.  P. 

8211230007 

PROJ 

ROBERTS.  J.  P. 

8211340391 

PROJ 

ROBERTSON,  C. 

B21  1160536* 

50-232         F 

ROBERTSON,  J.  C. 

B21116053B- 

50-253         F 

ROBIWSDN,  D, 

B31I0600?3« 

50-316         S 

ROD  IWSON.  D- 

S3110i0242» 

50-454         0 

HQDIW30H,  D. 

D2111S0341* 

50-315         S 

ROBINSON.  D. 

851  1530380* 

50-373         Q 

ROBINSON.  D.  L, 

8211010245* 

30-329         Q 

ROBINSON.  D,  L. 

B21H603B4H 

50-339         0 

RDS  INBOM.  J. 

82  11  22021  7 

PRM 

fiOOR!CUEZ,P. 

B2  11  22020  6 

50-247         H 

RODRIGUEZ,  R.  J. 

6211110229 

50-313         n 

ROEBER,  J.  n. 

8211010340 

71-6639 

ADEDER,  J.  R. 

H21  1290009* 

40-6500 

flOEDER,  J.  R. 

B2112700I6* 

40-6500 

HOEDER,  J  R. 

32  J  1290089* 

40-6500 

ROGERS,  D. 

B21  1050190 

50-12B         8 

ROGERS.  D. 

B3  11060  122 

50-1HB         S 

ROGERS,  H.  R. 

8211O40223* 

50-327         S 

ROGERS,  H.  R. 

B21109033S* 

50-337         3 

ROGERS,  K.  R. 

6211320319* 

50-327         3 

ROGERS,  H.  R. 

8211230091* 

50-328         S 

RGQEfiS,  H.  R. 

821  1290379* 

50-327         S 

ROUERS,  H,  f). 

8211290700* 

30-327         0 

ROOER9.  H.  R. 

B21129071I* 

30-327         S 

ROffERS-L.  L. 

B21i020403t 

50-338         R 

ROGERS.  L.U. 

821  1020623* 

50-338         R 

ROGERS,  L,  L. 

621  1030166* 

50-338         R 

ROOER8r(..  L. 

0211030169* 

50-338         R 

&OQEHS,  P. 

8211020275* 

50-368         S 

RQOEHS,  R,  F. 

8211150493* 

50-321        Q 

HQOER3,  U.  0. 

BQ1I23D127* 

50-346        Q 

HOOEftS,  W.  H. 

82I11S0335* 

30-321        F 

naoEita.  w.  H. 

6211140115* 

50-321        F 

HOOER3,  W.  H, 

B21117003S* 

50-321        F 

ROGERS,  W.  H. 

8211170347 

50-322        0 

ROHRER,  M.  V. 

9211290196* 

50-416         Q 

HOHRER,  M.  V. 

BS  1  129032  5* 

50-416        B 

HOHRER,  M.  V. 

S21139031S* 

BO-416        S 

HC-HRER,  M.  V. 

8211290393* 

50-416        S 

HOiaWAM,  A. 

8211300104* 

CONTRACT 

ROMAN,  T.  H. 

8211190218* 

50-280         R 

ROM  me,  w.  0. 

8211040130* 

50-32S         S 

ROOD,  H- 

8211030458 

30-361         P 

HOOD.H 

B21  106061  7 

30-362         A 

ROOD,H. 

8S1  1160127 

50-361         P 

RQDT.L.D. 

8211040001 

50-331        F 

ftOOT.t.  D. 

8211040263 

50-331         P 

ROOT^L.  D. 

8211030139 

50-331         P 

ROQT.L.  D. 

8211110315 

30-331        P 

ROOT.L.D, 

8211110429 

30-331         P 

flOOT-L.  D. 

9311120357 

SO-331         P 

ROOT.L.  D. 

B21  11  70137 

50-331         P 

ROOT.L.D. 

SC  11  2301  03* 

SO-331         Q 

flOOT.L.  D. 

B2  112301  68 

50-331         P 

flOOT.L.  D. 

BS  11  230300 

50-331        P 

AUTHOR 

ACCESSION 
NUMBER 
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cAiecoflv 

ROOT,  L.  0. 

B2I  1230333* 

50-331          0 

ROOT,  L.  D. 

B211230457 

SO-331          ? 

ROOT,  L.  D. 

8211290543* 

50-33!          3 

ROOT,L.  D 

8211290754 

50-331          P 

ROOT,  R,  W. 

B2I  1020269= 

50-4iO         0 

ROQT.R.  W. 

B21  1220299 

50-440         S 

ROREM,  B,  L. 

5207140503* 

50-373         C 

nose,  B. 

6211150061 

30-454          0 

ROSE,  B. 

0211(50041 

50-451          C 

ROSE,  B. 

B3111G01B4 

50-454          0 

HOSE,  B. 

B2111B01B(, 

50-451          G 

ROSE,  D. 

921I!a019fl> 

50-454          0 

ROSE,  B. 

8211180198* 

50-454          0 

ROSS.  0.  F. 

S21110007S* 

FOtrt 

nass.o.  F. 

821(100088* 

FOlrt 

RDSS,  F.  U. 

Bail  170393 

40-Q745 

ROSS.F.  W. 

B21  1170565 

40-0503 

ROSS.  F.  W. 

8211190321 

40-B502 

ROSS,  W   J 

5211040115 

50-272 

ROSS.  W.  J. 

821(0001  OH 

50-31! 

RDSS.  W.  J. 

S211070S12 

50-311 

ROSS,  1J.  J. 

82M16015S 

50-272 

flOSSMAN,  R.  J. 

8211300(71* 

30-309 

flOSZTCCZV,  Z.  R. 

8104070048* 

FOIA 

ROSZTOCZV,  Z.  Fl. 

B2111O0067* 

FOIA 

ROTHSCHILD,  M.  U. 

B2  110600  10 

50-44'J          G 

ROTHSCHILD,  M.  U. 

B311O6O19( 

50-413          0 

ROTHSCHILD.fi   U. 

8211  (SOU  7 

SO-1115          Q 

ROTHSCHILD,  H.  U. 

821(170327 

50-443         G 

RQUHANI.S    Z. 

521(040032 

ItEG 

ROUSE,  L.C. 

821  1030453 

50-259          X 

ROUSE,  L.  C. 

021  1060674 

70-3i4 

RDUSE,  L.  C. 

8211100151 

70-R 

ROUSE,  L.  C. 

82IO40364 

70-13QS 

ROUSE,  L.  C. 

S211240367* 

7O-130S 

ROUE,  C. 

B2IH10143* 

FD(A 

ROUE,  C.  A. 

Bail  130250* 

50-334          Q 

ROWE,  C.  A. 

Sail2903BO» 

50-371          Q 

RUBENSTEIN,  L. 

B007010771 

50-S<!7         P 

RUBEMSTEIN.  L.  S. 

B2O2090445* 

FDIA 

RUBENSTEIN,  L.  S. 

B20A1000B8* 

FOIA 

RUBIN,  K. 

8211270419* 

SC-aiH          S 

RUBIN,  S,  D. 

8308310016 

50-311          P 

RUDV,  0.  T. 

S211050D13B 

50-M3          S 

RUDEH.H.  T. 

3211390035* 

40-6300 

RUDER,  R.  T. 

8211290050* 

10-650O 

RUDER.  R.  T. 

8211290218* 

4O-A50G 

RUDER,  R.  T. 

B211290225* 

•50-6500 

RUDER,  R.T. 

B21  1290339* 

40-4SOO 

RUDER,  R.  T. 

8911290253* 

40-6SOO 

RUDER,  fi.T. 

B311S9026SS 

40-6-500 

RUDOLPH,  A.  H. 

8211080011 

NUREO 

RUITER,  0.  H. 

8311030354s 

50-305         R 

RUITER,  0.  H, 

821  102052  5* 

50-305         R 

RUITER,  0,  H. 

8311030567* 

50-30S         R 

RUITEH.G.  H. 

8311020663* 

50-305         R 

RUrrER.G.  H. 

821(110231* 

50-305         R 

RUMBLE,  E.  T. 

82111(0449* 

50-537          T 

RUMBLE,  E.  T. 

831  11  10449* 

50-537          T 

RUMBLE,  R.  P. 

8211040504* 

50-219         P 

RUNKLE,  C.  E. 

8211020689 

RES 

flUNKLE,  0.  E. 

8211030402 

RES 

RUPP.W.  A. 

8211170189* 

CONTRACT 

tUSLINQ,  D.  H. 

8211110606* 

50-374         F 

JUBSELL,  L.  B. 

8311030038 

50-317         3 

RUaSELL.L.  B. 

SB  11020069 

50-318         5 

RUSSELL,  L.  B. 

B2  1(020080 

SO-31B         S 

RUSSELL,  L.  B. 

8211030138 

50-318         3 

RUSSELL,  L.  B. 

8211020306 

50-317         G 

RUSSELL,  L.  D, 

8211020315 

5  0-31  B         S 

RUSSELL,  L.  D. 

8211020473 

5O-317         S 

Rt/aSELL,  L,B. 

8311020502 

50-3(8         S 

RUSSELL,  L.  B. 

82  11  02054  5 

30-317         S 

RUSSELL,  L.  D. 

8211030636 

5O-3I7         S 

RUSSELL,  L.  fl. 

8211060164 

5O-31B         3 

RUSSELL,  L.  B. 

8211060179 

50-318        & 

RUSSELL,  L.  B. 

B21  1060(80 

50-317        S 

RUSSELL,  L-B. 

8211060(87 

50*318         3 

RUSSELL,  L.  B. 

8211060269 

50-3(8         S 

RUSSELL,  L.  B. 

8211060319 

50-3(9         5 

RUSSELL,  L.  B. 

9211130112 

50-319         S 

RUSSELL,  L-B. 

8211230134 

50-317         S 

RUSSELL-  L.  B. 

8211290360 

30-3(7         S 

RUSSELL,  L.  B. 

S3  11  290901 

50-3(9         3 

RUSSELL,  L.  D. 

8211290503 

50-317         B 
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RUSSELL,  (..  D. 
RUSSELL.L.  D. 
BU5SELL.L.  fl. 
RUSSELL,  L    0. 
RU35ELL.L.  H. 

B21  1390532 
0311290510 
8211290566 
021(290509 
3311290619 

50-317          S 
50-3IB          S 
50-3IB          S 
50-31B          S 
50-317          S 

flUTBEfiG,  J. 
RUTLEDQE.  C. 
RYAN.  A.  F. 
HYAN,  F.  J>. 
SABAOOS.C,  H. 

B3112905B7» 
021  1030700* 
0211110017* 
8311090490. 
S211I5O547* 

50-352          0 
40-05SS 
FOIA 
50-322          a 
70-27 

SAHA,  P. 
SALLEV,  J.  J. 
SAtTAREU-I.E, 
SALTZMAN,  J 
SrtNCMEZ-POPE,  A. 

0311010276 
B211  J7O096. 
9211  1101  77n 
02IIO-JQ432* 
0211010386 

RES 
F01A 
FOIA 
30-335          J 
!>ES 

BANDEL,  P.G 
SANDERS,  K.  E. 
SAN.OQUIST,  Q.  M. 
SANrOflE.M.  P. 
SflPIRlE.S   R. 

B3111B034L* 
0211190007. 
B21  124O04D* 
031  1080100 
Q2111B0169* 

40-1478 
FOIA 
50-72            F 
71-9006 
70-116 

5AREOUR,  B. 
SAFISOVR,  B, 
SAflSCl/ft,  D. 
SARSCUR,  D. 
SARSOUJf.  D 

031  1030500* 
0211110269* 
03111  10376* 
Q21  1II03QO* 
021  111O290* 

50-316          H 
50-316          fl 
50-346          R 
50-346          fi 
50-346          R 

SAFtSDUR.B. 
SAHSOOR.fl. 
SA8SOUR,B. 
SARSOUR.B. 
SARSOUn.B. 

BB11I10301" 
B21  11  10303* 
0311!  10305* 
031  1  110310* 
Q2I  1110313. 

00-3fl(,          n 
50-3fl6          R 
50-346          R 
50-346          R 
50-346          R 

SftRsoijn.B. 

SARSDUfl.B. 
SABSOUfl.H. 
SARSdUn.B. 
SAR90UR,D. 

B21I  1  I03M* 
03111  10316* 
H2I  1110317" 
B211110319" 
0211110367" 

50-346          R 
50-346          n 
50-346          R 
50-346          fl 
50-346          R 

5MISOUR.B. 
SARSOUR.B. 
SAJIBOUR.,  B. 
SAftSTEN.O.  E. 
BAUNDER6.0.  A. 

021  1110373* 
0211110379. 
821  1  1  1Q307» 
021116029:1 
B31103053B 

90-346          H 
50-346          R 
50-346          R 
90-460          !i 
40-8713 

SftUNDEDB-0.  A. 
SMINDEF16.  0,  A, 
SrtVfO,  fi. 
SfiVIO,  R. 
SrtHHILL.  J.  C 

0211040514 
0211060162 
0311040010* 
021  1100070* 
021  1040151* 

40-0745 
40-0743 
90-330          0 
FOIA 
30-337         j\ 

SAU1CKI.8.  G. 
SCAftMJO.n.  A, 
KARANChfi.  A. 
SCARANQrR.  A. 
SCARANO,  H.  A. 

13300290071 
B3110303B3 
0211040416 
021106070-1 
H2IIOB003U 

90-440          G 
HA3TE    HOT 
WASTE  MOT 
WASTE  MOT 
HASTE  MOT 

EC  AH  AND,  fl,  A, 
SCARrtND,  F).  A. 
SCAflANO,  R.  A. 
ECARANO.  n.  A. 
SCARANO,  R,  A. 

B2  11  03023  H 
0211070030 
031109006-1 
0311110412 
0311110439 

UA'JTE  MOT 
HABTE   MOT 
WASTE  MOT 
WASTE   HOT 
27-39 

6CA-RANO.fi.  A. 
BMRANQ,  fi.  A. 
GCHftEFEIt.D.  W. 
SCHJWKER,  J.  U. 
MHtflfiEB.  J,  8. 

0211110470 
0311110400 
1)211300361* 
3211  130303* 
Q200030090. 

WABTE   HOT 
WASTE    MOT 
80-361          Q 
50-338         0 
50-153         P 

SdllEJtLlNQ,  H.  E. 
SCHIEflLIUO,  H  E. 
SCHWH.D.  R. 
SCIIftlDlMV  D, 
SCHMIDT.  A,  0 

031  1  060661 
1)311060666* 
H21  1030393 
0311100210 
0311100294 

50-S75         P 
30-375         P 
BO-C141         0 
90-33S        H 
30-335        I) 

SCHMIDT,  A  D. 

Bower,  c. 

SCHMIDT,  E.H. 
SCHMIDT.  H,  C. 
SeHmTE«DHRF,  O, 

0211100274 
02  II  030601! 
82  11  000006 
82  113300-1  9 
0311020216* 

50-333         R 
40-Q7D3 
NUREO 
30-44!i         0 
80-338        R 

SCHMITENDQRF.O 
SCWftUTZ.C. 
SCHNAtm,  C.  E, 
SCHNEIDER,  R.  A. 

BCHNeue..  D.  F. 

0211110131* 
B31  1060337 
0211040544 
8311040167. 

naiioioi4Q» 

50-330         ft 
XPORTLIC 
XPOnTLIC 
30-s:i7         A 
30-403         a 

SCHMELL.D,  F. 
SCHNELL,  D,  F. 
iCHVEU..  0.  F, 
SCHNELL.1  D.  F. 

senneu.1  D,  F. 

B21  1040360 
0211090206 
eS1106Q33B 
B311Q9031Q» 
B3I  11  10340 

SO-4B3        3 
70-2943 
PR 
50-403        0 
30-4B3        8 

SCHNEUL.D.  F, 

scnsEi0en,A,M, 

SCtMOCK,  V,  E. 
SCWIOCK.  V.  E. 
SCtflOEDER,  D,  A. 

0211160319 
8311000011 
B2071B006B 
0207100060 
8211100121* 

50-483        A 
NUREO 
ACRB 
ACRS 
30-10           R 

AUTHOR 
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SCHROEDEfi,C.  H. 
SCHROEDER,  C.  W. 

62111302-09" 
B21101O192 
S3I  IOBOOS9 

90-  1  0            H 
90-373         P 
50-373         p 

ECHROEDER,  C,  w! 

02  11  03026  B 
021  10B02e? 

50-373         P 
50-373          p 

BCHFIOEDEF1,  C.  W. 
SCHROEOER,  C.  W. 

S21  1090304 
021  1130139 

30-373         0 
50-373         P 

SCHROEDER,  C,  H. 
SCHfiOEDER.C.  W. 

6211150247 
8211190306 
H2M  190226 

50-373         Q 
50-373         Q 
50-373         S 

SCHFiOEDER.C,  U 
SCHROEDEH,C.  W. 

Oaill'902A9 
321  123051  4 

50-373         B 
50-373         P 

SCHROEflEnVji 

8211240333 

50-373         S 

SCJIROEDER,  D.  J, 

O2ttl50043* 

FDrA 
FQfA 

SCHROEDEn.F. 
SCHUELKE.  D.  A. 
SCHUELKE,  D,  A. 
SCKULTZ,H    D. 
BCMULTZ.H,  R. 

8010020099" 
fiail03060A« 
B2I  11  10112) 
1331  1020134" 
021  E01096D 

SO-347        P 
50-SB2        F 
50-2S3         F 
30-410        Q 
50-SS9         P 

BCHULTZ.R.R, 
SCHULZ.R,  D. 
SCHUM,  W.  B. 
SCHI/MACHER,  M, 
SCHUMACHER,  M.  C. 

S3  11060471 
021  I  120443« 
B21  1090190* 
0211060397- 
0211110434* 

90-359          B 
30-410         0 

so-iea       o 
SO-4S4      a 

30-255          Q 

SCHUMACHER,  M.  C. 
SCHUMACHER.  H.  C. 
SCHUSSMAN,  K. 
SCHUSTER.  M,  0. 
SCHUSTER,  M.  D. 

B21  11  10625 
6211  1901  67» 
0211230212 
Q2  11  290243 
0311300361- 

40-21061 
30-440         0 
PI!M 
30-  143         B 
50-36  1           Q 

3CHWAN,  C.  -A 
SCHWARTZ-  S.  A. 

B2  11  230221 
H21117053C. 

30-275         S 
FOIA 

SCHWARTZ.  3.  H, 
SCHWARTZ,  S.  H, 
SCHWARZ9CHILD 

0311190034. 
821  1130037" 
821  1040226 

T01A 
FOIA 
90-33!)         0 

GCHWARZ8CIULD 
RCHWEIQINZ.E.  R. 
GCHUE1KERT-THUL 
SCHIJEITZER.D.  0. 

021  [120303* 
021  127062  1  • 
82  102900  14 

so-sae      o 

50-353         0 
90-245         E 
J'fl 

SCHWElrZEIt.D,  0. 

Q311Q10S80 

JfEB 

GCI1WELLEH.D. 

B21122Q044* 

FU1A 

SCHWELLEn.D. 

O21  lB200Sa» 

ror  A 

GCHWEMCER.  A, 
SCMHEHCER.A. 
QCHHENCER.A, 

0211010086 
8211010333 
82U010fl-)7 

50-440         E 
30-352        F 
30-367        A 

SCHWENCER.A. 
SCHWEHCEH.A. 
GCHWENCER.  A, 
HCHWEtJCER.A. 
fiCHWENCER,A. 

D211010494 

#211010326 
0311010529 
flat  102069  5 

30-334         A 
nQ-323        A 
flO-332        A 
BC--322        A 
50-4SB        A 

8CHWENCER,  A, 
fiCHUeNCEft.  A. 
SCIIWENCEfl,  A, 
BCHWENCEH.A. 
GCHHENCER,  A. 

0311030046* 
R211  030083* 
8211040405 
031  103C-067 

aai  1060*07. 

50-373        p 
SO-3V3        P 
50-318        A 
50-440        A 
50-416        P 

BCHHENCER,  A. 
GCHWENCEH,  A. 
SCIIWENCER.  A. 

R21L06C48Q 
0211060531 

50-373        P 
50-392        F 
50-458         F 

GCIIMENCER,  A. 
HCHMENCER,  A. 

ftai  1060373 
DSi  10B0322 

00-397        0 
00-322        E 

BCHWENCEH,  A 
SCHWeNCEft,  A. 
BCHWEHCER,  A. 
SCHHENCER.A, 
GCHWENCEB.  A. 

D31I11017B 
02  11  1201  ft 
021  1  190033 
0311190090 
0211220043 

30-440        F 
30-440        E 
30-323        A 
30-352        D 
50-352        F 

BCHHENCER.  ft. 

0211340170 

50-4  1  6        l> 

SCHWENCER,  A. 
GCHW£NCER,  A, 

3211240283 
6211300120 

30-416        F 
30-373        p 

•SCHWENCEM.A. 
SCHWEMCEn,  A. 

0211300131. 
02113001280 

30-373        P 
30-373        P 

BCHHINKiH. 

0511090237 

REVIEW  ORP 

SCINTO,  J,  F, 

02  1  1040025* 

FOIA 

BCOTT,  D.  E. 

0211190549* 

30-416         Q 

SCOTT,  B,  J, 

0211010193 

30-237        S 

SCDtT,  D.  J. 

B21  10400  12 

30-237        S 

ECOTT,  D.  J. 

0211030331 

30-B37         B 

BCOTT,  D.  J. 

B21  1030001 

SO-241?        S 

SCOTT.,  D.  J. 

321  1060161 

DO-  237        B 

BCOTT.  0.  J. 

831  11  001  14 

30-10           R 

BCOTT,  D,  J. 

0211110139 

30-349        S 

8COTT.  D.  J. 

0311110190 

SO-H37        a 

SCOTT.  D.  J, 

8311190206 

50-10           R 

SCOFT,  D,  J. 

821  9  IA0006* 

90-10           F 

scan,  o,  j. 

821)160324 

00-10           B 

SCOTT.  B.  J. 

8211160423 

30-349        B 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

SCOTT,  D.  J. 

9211340300 

50-249         S 

SCOTT,  C,  J. 

0211370440 

190-249        a 

SCOTT,  J.  H. 

621  1  170334 

NlfflEG 

SCOTT,  L.  M. 

82111301&3* 

FOIA 

SCOTT,  U.  D. 

0311020315* 

S-0-275         R 

SCOTTON.L.  H. 

O211390393 

SO-293         R 

BCUfiRV.M. 

B21IO40-477 

DFlft 

SCURdV.M. 

B?l  11  10302 

ORO 

SCURRV.N. 

0211110505 

ORO 

SCURRY,  N, 

B31  111O90Q 

ORC 

SEACREN.Fl.  D. 

£)2  11030  499 

HUIiEO 

SEAMAN,  (J,  K. 

021  1120191* 

70-122D 

OEAKAN,  H.  H. 

B211120191» 

70-1220 

SEAMAN,  W.  H. 

G211  13021  0» 

50-206         p 

BEIDLE,  W.  C. 

031  1020596 

30-313          Q 

BEIDUe.W.  C. 

0211040349 

50-235         0 

SEIDLE,  W.  C. 

G2]  1040319M 

go-caa      F- 

SEIDLE,  W.  C. 

621  1O5O1-9B 

9O-313         a 

S-EIOLE,  w.  c. 
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SMITH,  R.D. 
SMITH,  R.  D. 

B31  1120343 
8211120555 
B3H16OO49 
B2  111  70376 
82111703B1 

4O-A&23 
4O-B084 
4O-6622 
40-BA81 
4O-868  1 

SMITH,  R.  D. 
SMITH,  R.  D. 
SMITH.R.  D. 
SMITH.R,  H. 
SMITH,  H.  H. 

6211170395 
821I17O41O 
8211230028 
9211  190197* 
8211290349» 

40-B200 
4O-866  1 
HrtSTE  HOI 
50-3  1  7 
5O-3A3 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

SMITH,  R.  H. 

0211290357* 

50-363 

a 

SMITH,  R.  L 

0211110636 

NUHEO 

SMITH,  a.  (-. 

0211240131 

50-371 

F 

SMITH,  R.  0. 

0211120118 

40-8786 

SMITH,  H. 

S211100041* 

50-315 

F 

SMITH,  U.  0. 

8211020231 

50-313 

R 

SHITM,  W.  0, 

8211020334 

50-316 

R 

SHITH,  H.  0, 

8311050133 

50-316 

S 

SHITH,  M   0. 

0211060029 

50-315 

S 

SMITH.  W.  C. 

0211060051 

50-315 

S 

SMITH,  W.  0. 

0211060068 

30-316 

S 

SMITH,  W.  0. 

0211060266 

5O-315 

S 

SHITH,  W.  0. 

8311110273 

50-316 

R 

SMITH.  W.  0. 

8311110331 

90-315 

R 

SfllTH,  W.  0. 

0211120316 

90-315 

H 

SHITH.  H.  0. 

8211120330 

50-315 

B 

SmTM,  W.  Q. 

0211120359 

30-315 

S 

SrtlTH,  W.  C. 

0211150060 

50-316 

R 

SHITH,  W.  0. 

8211160401 

50-315 

3 

SMITH,  W.  0. 

8211190145 

90-316 

3 

SMITH,  W.  0. 

8211190217 

50-315 

S 

SMITH,  U.O 

8211240365 

50-316 

S 

SMITH,  W.-O. 

8211300054 

90-315 

8 

SMITH,  W.  O. 

S2U3002S7 

50-315 

S 

SMITH,  H.  0. 

021  1300305 

50-316 

E 

SMOKER.  R.  R. 

8211110153* 

FQ1A 

SK/TH-C.  H. 

8311040269" 

50-209 

R 

Srt/TH.  C.  W. 

8311040310* 

50-289 

R 

SMYTH.  C.  W. 

8311100047* 

50-289 

R 

SMYTH.  C,  W. 

0211110335* 

90-209 

R 

SHYTH.  C.  M. 

B3111901B7* 

50-289 

R 

SMEAD.  C.  L. 

8311030021 

RES 

SHELLIKO,  R-  A. 

0211170400* 

TOIA 

SMIEIEK,  J.  ". 

0211100037* 

F01A 

SNCEZEK,  J.  H. 

02111501  23* 

FOIA 

SHOW.  B.  A. 

0211020432 

50-344 

R 

STOW.  fi.  A. 

B21  1030624 

50-244 

R 

5MVDER,  B.  J. 

B31104012B 

50-330 

F 

SNVDER-  B.  J. 

0211  180200 

90-330 

F 

SMVDER.H   L. 

0201190512« 

4O-B904 

SMVDER..H.1-. 

3311010330 

40-3534 

SNVDER.H.  L. 

0211040133 

40-B5B4 

SfJVQER,  H.  L. 

821  1  12021  7* 

CONTRACT 

3QFFER  ,  L. 

8211110431* 

30-537 

T 

saFFER.L. 

8211!  10498* 

30-537 

T 

SDLBEfiO.M.  E. 

B010090311* 

FOIA 

SOLLENBEROER,  0. 

B21  1030463 

rtO-6632 

SOLI-END  EROER,  D. 

0211060635 

40-6622 

SOLLENDEROER,  D. 

B3  11  060641 

40-0602 

SOLLENBERGER,  D. 

8211120563 

40-6622 

SOLUEUB  EROER,  D. 

B31  13004  14 

40-2259 

SDLOMITO,  M. 

021  13001  14 

FOIA 

SQHIT,  J. 

8211230421* 

50-70 

0 

SDHIT,  J. 

8311230513* 

30-70 

0 

500.  P. 

8211110647 

NUfiEO 

500.  P  . 

8311180313 

RES 

SORREtL,  E.  C. 

8211120380* 

50-331 

F 

SOROEH-L,  E.  C. 

S211160109* 

30-321 

F 

SOftfiELL,  E.  C. 

8211170020* 

50-321 

F 

SOUTAR,  C.  F. 

H21  1290  173 

50-3 

F 

SOIEN,  K.  A. 

0211130350* 

50-329 

T 

SDZEN,  H.  A. 

8311180330* 

50-329 

T 

SPAFW9,0.  S. 

0211150318« 

30-416 

8 

EPEERrH. 

8311020253* 

50-306 

R 

SPEIS,T.  P. 

8204220126* 

FOIA 

SPE19.T.  P. 

3206020109* 

FDIA 

EPELMAM,  H,  J. 

8211330524* 

•10-2061 

SPEtMAM,  H.  J. 

03  11  230339 

40-2061 

SPELHAW,  H.  J. 

0211230339 

40-2061 

SPEWCEH,  D.  A. 

0211120424* 

50-373 

B 

SPENCER,  0.  S. 

8311020248 

70-23 

SPENCER,  0.  B, 

8311300139 

70-25 

SPESSARO,R.  L, 

0211020147 

30-237 

0 

SPESSARD.R,  L. 

0311060042 

50-10 

0 

SPESSAflD.R.L. 

8211060036* 

50-10 

a 

SPESSARD,R,L, 

8211060233 

50-S34 

0 

EPCS3ARD,  R.  L, 

0311090103 

50-266 

a 

SPESSARD.  R.  L. 

8211090316 

90-483 

a 

SPESSABD.fi.  L. 

831  1090409 

50-237 

a 

SPES3ARD,  R.  L. 

8311120035* 

50-373 

a 

EPES9AKD,  R.  L. 

8311120457 

50-483 

Q 

SPESSARD,  R.  L. 

S211120'I6I* 

30-463 

a 

SPESSARD,  R.  L. 

8311190139 

50-341 

0 

SPESSARD.R.  L. 

8211190168 

30-253 

Q 

SPeS8ARD,R.L. 

8211190272 

50-295 

a 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

SPES84RD,  R.  L. 

B21I33005O 

30-496 

Q 

SPESSARD.  R.  L. 

031  12301  14 

90-346 

0 

SPES8ARD,  R,  L. 

6211330121* 

30-346 

Q 

SPESSARJ),  R.  L. 

621  1  23031  a 

30-373 

0 

SPESSAUD,  fi,  L. 

S211230311?* 

90-373 

a 

SPESSARD,  R.L. 

8211230464 

30-295 

a 

BPE9SARD,  R,  L. 

B21123Q47O* 

30-293 

a 

SPESSARD,  R.  L, 

3211240310 

50-237 

a 

SPICKLER.  I. 

S21H104B1* 

50-537 

T 

SP1CKLEH,  I. 

32111501  14* 

50-443 

F 

SPIEGELHAN,  IV 

82ii2ao206 

50-247 

H 

SPIELE8.P,  fl. 

8311130033 

40-93BO 

SP1ELES,P.  R. 

B21H300BO 

40-9697 

BPI£LES,P.R. 

9211230061 

40-9300 

SPIELES.P.R. 

821  1230196 

40-8697 

SP1!)Q,H. 

821  10-10125 

50-537 

A 

SPRINOS,  D.  A, 

8211060634* 

CONTHAC  T 

SPROAT,  E.  F. 

B21  1300372* 

50-332 

A 

SRENIAU5KI,  D.  J. 

B2110B0225 

70-14B9 

SRENIAWSKI,  D.  J. 

821  1090304, 

HE 

3T  LAURENT,  H.  N. 

B3111B0326* 

50-29 

B 

STADN1CK,  S. 

821  1290239" 

50-336 

S 

STAHLE,  C. 

821  1060372 

30-327 

P 

STAHUEiC, 

031  1080022 

50-337 

P 

STAHMER.F.  H. 

821  10501301 

30-293 

S 

STAMIRI8,  B. 

0209190061 

50-339 

0 

STANCAVAQE.  P.  P. 

0211000145* 

TOPREP 

STANFORD-  R.  E, 

B31  1060675 

WASTE   M07 

5TAN5BERRY,  E.  R. 

0211110-123" 

50-1B2 

F 

STAN5DERRY,  E.  R. 

8211240030" 

50-1B2 

F 

STANSBERRY,  W.  W. 

8211150199 

50-395 

B 

STANSBERRY,  W.  U. 

821  1290640* 

50-331 

a 

STAPLETOH,  0.  M. 

831  10401  10* 

50-254 

a 

STARK,  R.  H. 

021  1030014 

50-537 

A 

STARK,  R.  H. 

821  1030O32 

50-537 

A 

STAHK.R.M. 

8211030105 

50-537 

A 

STARK,  R.  M. 

8211060614 

50-537 

A 

STARK.  R.  M. 

8311090604 

50-937 

A 

STARK,  R.  M. 

821  1  160OBB 

50-537 

A 

STARK,  R.  M. 

8211160101 

50-537 

A 

STARK,  R.  M, 

B211  170230 

50-537 

A 

9TARK.R.  M, 

B211IB0143 

50-937 

A 

STARK  iR.M. 

031  11  BO  320 

50-537 

A 

STARK  :ll,  M. 

8211340432 

BO-537 

A 

STARKEY,  R.  a. 

021  1100379 

SQ-261 

8 

BTAHKEY,  R.  B. 

051  1130354. 

50-2&1 

Q 

STARKEY,  R.  B, 

B2i  1150909* 

30-261 

a 

STARKEY.  R.  B. 

821  1160343 

50-3A1 

R 

STARKGY.  R,  0, 

B211170307 

30-361 

8 

STARKEY,  R.  B. 

B211I7O30V 

50-S61 

3 

STARKEY,  R.D. 

3211290415 

50-261 

B 

STAIMEV,R.B. 

0311290507 

90-261 

B 

STARKEY,  R.  B. 

021(390677 

50-261 

B 

STAROSTECKI.R. 

021  1010360* 

50-277 

a 

BTARaBTECKl.R, 

021  1020050 

50-372 

0 

STAR09TECKI.R. 

B2L  1020129 

50-410 

Q 

STAROSTECKKR. 

83  H  02024  4 

50-410 

Q 

STAftDBTECKI^. 

B21  1  02039  3 

50-309 

0 

STAROBTECKI.fl. 

8211020371 

50-413 

a 

STAROBTECKI,  R, 

B2I  1020609 

50-334 

a 

STAROBTECK1-  R, 

3211060009 

DO-320 

a 

STAROBTECKI,  R, 

82  11  06009  H 

SO-317 

0 

STARCJSTECKI,  R, 

8311060130 

IfeE 

STARQSTECKI.R. 

021106035? 

50-334 

Q 

STAROaTECKI  ,  H. 

8211090331 

50-33-3 

a 

STAROBTECKI,  R. 

B21  109041  3 

50-220 

a 

STAROSTECKI.R, 

8211070423 

go-aa9 

a 

STAHOSTECKJ,  R, 

83H090447 

90-286 

0 

STARQBTECKI.R. 

82110704-19 

50-371 

0 

STAROSTECKl.R, 

821109050-0 

50-443 

Q 

STARQSTECKl.fl, 

8211150419 

50-354 

0 

gTARDBTECKI.Ii. 

8311120435 

50-410 

Q 

STAROaTECKI.R. 

8211130460 

90-31  1 

a 

STAROSTECKI,R. 

0211180317 

50-293 

Q 

STAROSrECKI.R, 

8211160134 

50-372 

0 

STAROBTECKI,  R. 

8211100435 

50-320 

Q 

STAROBTECKI,  R. 

0211130493 

SO-3S4 

Q 

STAROBTECK1.R. 

B2UI9O233 

50-412 

a 

STARaBTECKI.R, 

8311330144 

50-333 

a 

STAROSTeCKI.R, 

82  11  2303  74 

50-273 

0 

STAROBTECKI,  R. 

8211330493 

50-322 

0 

STARO3TECKI.R. 

8211290302 

50-277 

Q 

STAROBTECKI.R. 

B2  11  29031  2 

50-3SO 

Q 

STARQSTECKI.fi. 

B21  1290414 

90-293 

Q 

STAROSTECKI.fi. 

0211290360* 

30-293 

a 

AUTHQfl 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

STAROSTECKI.R. 

321  1290603 

50-320         0 

STAROSTECWI,  R. 

B21  1300042 

SO-354         0 

STAROSTECKI.R. 

B2113QOO49 

50-423         0 

STAROSTECKI.R. 

B21  1300053 

50-317         fl 

STAROBTECKI,  R. 

0211300316 

50-220         Q 

STARQSTECKI,  R. 

B21  1300354 

50-330         0 

STftROSTECKI,  R. 

821130O39S 

50-244         a 

STASEK,  S, 

921123Q332* 

50-373         0 

STATDN,  0.  K. 

BS1110O317* 

QA999 

STECKEL,  A. 

8211130142 

FDIA 

BTEELE,  K   E. 

3104130-421* 

Btate    Pros 

STEELG,  R.  L. 

QBllia0189 

50-344         G 

STEFANO,  J. 

B21105O154 

50-337         P 

BTEFANd,  J. 

8211340404 

50-440        A 

STEFANQ,  J.  J. 

B21I01O445 

50-3B7        P 

STEFAHO,  J.  J. 

S2110SO2B& 

30-439         A 

STEFANO,  J.  J. 

B2110BO29B 

5-0-3B7         P 

STELLAVATO,  J.  M. 

Q21103Q20B 

N-UREO 

STELLO,  V, 

31031AO197* 

FOIA 

STELLO,  V. 

S21117O300 

nsyiEU  ORP 

STELLO.  V. 

9211180137* 

FOIA 

BTELLO,  V, 

B21123O165 

neuiEU  ORP 

STELLO,  V. 

B21  1230290 

REVIEW   ORP 

STELLO,  V. 

021  1240064 

REVIEW   ORP 

STELLO,  V. 

021139040B 

REVIEW   ORP 

STEMPLE-P.  J, 

B21103O3S4* 

CONTRACT 

STEPHENS,  A    Q. 

921103O446 

RES 

3TEPHENSDN,  C.  J. 

B21I060073* 

50-387         S 

STEPHEWSON,  C  .  J. 

0211180316* 

50-387         S 

STEPTQE.P.  P. 

B2110904B7 

50-329         G 

STEPTQE.P.  P. 

B21  1130060* 

50-373         0 

STEPTOE.P.  P. 

B21115044& 

SO-329         0 

STEPTQE.P.  P, 

6211150416 

50-327         Q 

STERN,  A. 

B211I7049B 

FCIA 

STERNBERO,  D. 

OS11D20414 

50-50H         0 

STEFiKDERO,  D,  H, 

B21  1020047 

50-34-V         a 

STERNBERO,  D.  M. 

B21102O113 

30-50Q         0 

STERMQERO,  D.  h. 

aanoao242 

50-46O         0 

STERNQERO,  D.  M. 

S31  1020263 

50-538         Q 

9TERNBERG,  D.  H. 

B21  1020323 

50-312         Q 

STERNBERO,  D.  M. 

GaU02O392« 

50-344         Q 

STERN0ERO,  D.  K. 

0211030446 

50-90B         a 

STERNBERO.  D,  K, 

6211020621 

SO-397         Q 

STERMBERO,  D.  K, 

621  11  20336 

50-344        0 

STERNQERfi,  D.  M. 

6311120349 

50-53B         0 

STERNBEHQ,  D.  M. 

aa  11220105 

90-397         0 

BTERNDERO,  D.  M. 

B31  1230129 

&0-344        0 

STEVENS,  J.  A. 

B21  1050169 

50-36H         P 

STEVENS,  J.  A. 

B3110SOI60 

30-36B         P 

STEVENS,  J.  A. 

92111  BOO  15 

50-36B        P 

STEVENSON,  H.  0. 

B21  11  30047 

NUHEO 

STEVERSDM,  J.  A, 

B21KHQ470 

50-261          P 

STEWART,  H.  L. 

S211O20152 

5O-2BO         H 

STEWART.  M.  L. 

9211030109 

50-3BO         F 

STEWART,  W.  L. 

B21I040075 

50-339         P 

CG6 
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STOLl,  J.  F. 

B3I10301O6 

50-321 

P 

STOLZ,  J.  F, 

331  1030131 

50-316 

P 

ETOLZ,  J.  F. 

921  IO3O210 

50-313 

P 

STOLZ,  J..F. 

3311030221 

50-303 

P 

STOLZ,  J    F. 

321  103Q269 

50-277 

P 

STQLZ.  J.  F. 

8211030569 

SO-3O2 

P 

STOLZ,  J.  F. 

92I1O3O612 

50-269 

P 

STQLZ,  J.  F. 

321104005B 

5-0-313 

P 

STOLZ,  J.  F. 

3311040133 

50-313 

P 

STOLZ,  J.  F. 

9311040143 

50-399 

F 

STDLZi  J.  F. 

321  1050049 

50-321 

P 

STOLZ,  J.F. 

3211050050* 

90-321 

P 

5TQLZ,  J.  F. 

82110S0053* 

50-321 

P 

STOLZ,  J.  F. 

9311050(51 

50-313 

a 

STOLZ,  J-F. 

9211050106 

50-299 

p 

S7CLZ,  J.  F. 

9211050197* 

50-SS9 

p 

STOLZ,  J.F. 

02110503000 

50-209 

p 

STOLZ,  J.F. 

9211060494 

50-S69 

a 

STQLZ,  J.F. 

9211060496 

50-346 

p 

STOLZ,  J.F. 

32110605071" 

50-346 

p 

STOLZ,  J.F. 

B21106051  1« 

50-346 

p 

STOLZ,  J.F. 

32110606341" 

50-S69 

p 

STOLZ,  J.F. 

8211060629* 

50-269 

p 

STOLZ,  J.F. 

BH11060651* 

50-269 

p 

STOLZ,  J.F. 

9211060656 

50-209 

p 

STOLZ,  J.  F. 

0211060667* 

50-269 

p 

STOLZ.  J.F. 

92110-60675 

50-269 

p 

STDLZ,  J.  F. 

82  11060708 

50-269 

p 

3TGLZ,  J.  F 

B2UOS0070 

50-303 

Q 

STDLZ,  J.  F. 

9aiioaoo9s 

50-302 

P 

STOLZ,  J.  F. 

B2  11  080099" 

50-302 

P 

STOLZ.  J.  F. 

0211030104* 

50-302 

P 

STOLZ,  J.  F, 

9211110003 

50-312 

P 

STOLZ,  J.  F. 

931111021(1 

50-312 

P 

STOLZ.  J.  F. 

8211110402 

50-277 

P 

EiTOLZ,  J.  F, 

B21  11  10556 

50-331 

P 

STOLZ.  J.  F. 

9211130158 

50-312 

Q 

STOLZ,  J.  F 

9211120500 

50-299 

P 

STOLZ,  J.F. 

3211160079 

50-336 

P 

STOLZ,  J.  F. 

3211160097 

50-277 

P 

STOLZ,  J.  F 

9211170042 

50-321 

P 

STOLZ,  J.  F. 

321  11  70442 

50-313 

P 

BTOLZ,  J.  F. 

9211170449 

50-313 

P 

EiTOLZ,  J.F. 

92111^0366 

50-312 

P 

STOLZ,  J.  F, 

3211190371 

50-209 

P 

STOLZ,  J.  F. 

oaiiaaooQB 

50-321 

P 

STOLZ,  J.  F, 

9211220071 

50-30S 

P 

STOLZ,  J.  F. 

S2M240I77* 

50-312 

P 

STOLZ,  J.F. 

B2112401S4* 

50-3S2 

P 

MTQLZ,  J.  F. 

9211240351 

50-2B9 

P 

STOLZ,  J.F, 

0211240352 

50-377 

P 

STOLZ,  J.  F. 

321124035-1 

50-312 

F 

STOLZ,  J.  F. 

3211340355 

50-312 

P 

STOLZ,  J.  F, 

3211270030 

50-312 

P 

BTOLZ,  J.  F. 

9211210033 

50-2B9 

P 

92  11  29067:) 

TO  PREP 

9211150159* 

50-295 

B 

aai.1020374* 

50-337 

T 

821JO20374* 

50-537 

T 

Q2no2QiB6 

50-249 

S 

9211120436 

50-331 

g 

Q2I1IS0244 

50-266 

s 

82I11T009G 

SO-  265 

s 

a211190£99 

50-263 

s 

02UO6Q003 

50-155 

a 

9211090296 

50-202 

a 

S3  111  20406 

50-235 

a 

02111-90206 

50-366 

a 

3211190253 

50-346 

a 

asttivaasB* 

50-346 

a 

9211290443 

50-331 

•a 

3211110075* 

FOIA 

821111008J* 

Ft)!  A 

8211I1Q084* 

FOIA 

3211110092* 

FDIA 

aannoioa* 

FOIA 

9211110434* 

FDIA 

8211110441* 

FOIA 

8311110440* 

70-769 

3211110453* 

FOIA 

9311  11  0472* 

FOIA 

8211110492* 

FOIA 

9B1111O4B7* 

30-i 

p 

3S1  131  OZ05 

SO-  289 

a 

32  11  290729 

50-361 

a 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORV 

SU,  T.  M. 

32  11030504 

NUREO 

SUSARMAW.R.  J. 

B21  1150393 

50-352 

0 

SI/BARMAN.  R.  J. 

S21  I15039B 

50-352 

0 

S<J3ARMAN,R.  J. 

SSI  1160307 

50-353 

0 

61/IMRMAN.H.  J. 

B21  1160307 

30-352 

0 

SUGARMAN,R.  J. 

S211160364* 

SO-352 

0 

Bl/SARMAN,  R.  J. 

S211160364* 

50-352 

0 

SI/OABHAN,  R.  J. 

621  1190231 

50-352 

0 

SUOARMAN-R.  J. 

SB!  119033  1 

30-352 

0 

SUQARMAN,  B.  J. 

8211290531 

50-352 

0 

SUBftHHAH.R.  J. 

9211390531 

30-352 

e 

SUITS,  j.  B. 

8211300418* 

50-358 

A 

SULLIVAN.  D.  F. 

3202090416* 

FOIA 

SULLIVAN,  D.  F. 

8211100060* 

FOIA 

B<JLLfVAN,  0.  M. 

8211030203 

HUREQ 

SULLIVAN,  E.  J. 

B1O51DOQ33* 

FOIA 

SULLIVAN,  J.  fl. 

B211160216* 

50-341 

A 

SULLIVAN,  J.  ft 

B21114Q221* 

80-341 

A 

SULLIVAN,  M. 

851  1120333* 

50-206 

P 

SULLIVAN,  R.  L. 

821  1160561* 

50-344 

F 

SULLiVAH,  T.  J. 

831UBQ204 

50-329 

K 

SUMMERS,  R. 

8211  120476* 

50-311 

Q 

SUMMER,  H.  L. 

9211040QB3* 

50-366 

B 

SUMMER,  H.  L. 

8211170263* 

50-366 

Q 

SUMMER,  H.  L, 

821I170S75* 

50-321 

B 

SUMNEfl.H.  L. 

82  111  70326" 

50-321 

B 

SUMMER.  II.  L. 

9211170354* 

50-366 

3 

SUMMER,  H,  L. 

S2112202B1* 

50-331 

S 

SUMMER,  H,  L. 

9211290183* 

50-366 

S 

SUN,  S.  H. 

9211060157* 

50-440 

0 

StJHTHARALlHQHAM 

B10304046Q* 

nisc 

SURHEiER,  J.  J. 

8311060701 

WASTE  MGT 

SUSSMAN.E.  D. 

3211150020* 

FOIA 

EUTTON.A.  0. 

9211120074 

NUREO 

BUTTONi  J.  M. 

9211160597* 

QA979 

SV£NS30N,n.  A. 

B2111102B2* 

30-316 

R 

SVENSSON,  B.  A. 

B311110360* 

30-313 

R 

EVENBStJN,  B.  A. 

B211IS0317* 

30-315 

It 

SV£NSSON,B.  A. 

B21112O43S* 

30-316 

fl 

SHAN5QN,  D.  T. 

B31101OS31* 

BO-S37 

S 

SWANSON.D,  T, 

921  1110443 

50-537 

T 

SWANSON.D.  T. 

BS1116O359 

50-33B 

0 

SMANSON,  D,  T, 

B21116O26B* 

SO-333 

0 

SHANSON.  N,  E. 

BSt  129O790* 

QA999 

BHAflTZ.E.  D. 

B2110HO651 

30-10 

P 

SWARTZ.E.  D. 

021  1020664* 

50-10 

P 

SWAflTZ.E.  D. 

BZ  11  060357 

50-234 

0 

SWARTZ.E.  D. 

BSi  1090420* 

30-237 

Q 

SWARTZ.E.  D. 

BH1  1150303 

50-10 

P 

SWARTZ.E.  D. 

0311230119 

30-237 

P 

SHIFT,  J.  J. 

0211110449* 

30-537 

T 

BUVLER.K,  J. 

B21  1190353 

80-330 

P 

TAfiA.  H, 

32111  50466* 

50-409 

P 

TALLV.C.M. 

831  1290036* 

30-329 

E 

TOHiP.B. 

8211010362 

50-334 

F 

TAM.P.S. 

Q2JU202B4 

30-334 

P 

MK,  P.  9. 

021  122O363 

50-334 

P 

TAW,  P.  S. 

021  1340429 

50-334 

F 

TANO,  J.  S. 

8S111S068B 

NUREfl 

TANNER,  0.  F. 

8S1  1030208 

NUREO 

TANVILI.T. 

821  1  29037  S* 

50-316 

P 

TARAB,  D.  N. 

B2  11  290202 

71-407 

TAt/BEfi,  H. 

B31  0370338 

50-341 

A 

TAt/GER,  H. 

BSI  10200  14 

50-341 

A 

TAUDER,  H. 

8211020120 

50-341 

F 

TAUBEH.H. 

B2  11020  136 

50-341 

F 

TAUDER.H. 

8211020397 

50-341 

F 

TAUEER.H. 

BSI  1020599 

BO-341 

F 

TAUDER..H. 

8211130225 

50-341 

A 

TAUBER,  H. 

SSI  1190321 

50-341 

X 

TAUBER,  H. 

8211160213 

50-341 

A 

TAUBER.H. 

821  1160234 

30-341 

A 

TAUBER.  H. 

BSI  1230345 

50-341 

A 

TAUBER,  H. 

B2H24O119* 

50-341 

F 

TAYLOR,  B. 

BSI  I0303B3 

40-4492 

TAYLOR,  D. 

8811390331* 

30-296 

B 

TAYLOR,  0.  J. 

BS1IOS0123* 

50-393 

R 

TAYLOR,  0.  J. 

B211U0143* 

30-393 

R 

TAYLOR,  8.  J. 

BS11190184* 

30-395 

R 

TAYLOR,  J. 

SSI  1090444 

50-461 

H 

TAYLOR.  J.  H. 

8211290294 

TOPREP 

TAYLOR,  J,  H. 

BSI  1100355* 

QA999 

TAYLOR.  J.  H. 

BSI  1020390 

30-409 

P 

TAYLOR,  P.  ft. 

S3  1  1  1  90333* 

50-309 

a 

TAYLOR.  P.  A. 

S211  150433* 

•    50-399 

a 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

TAYLDR.T.  T. 
TEITT.  T.  R. 
TEITT,  T.  R. 
TERRY.  M.  E. 
TERRY,  R.  D. 

0211160303 
B21  1240073* 
B21  1290069 
3211160316 
B211300441* 

30-390        A 
30-330        R 
50-299       R 
50-537       C 
XPdHTLlC 

TERUILLIOER.L. 
TEST,  R.  Z. 
TETZLAFF.  A.  L. 
TETZLAFF,  A.  L. 
TETZLAFF,  A.  L. 

8211240449 
9211290669* 
B21  11  10282* 
BSI  11  10360* 
B21  11  10369* 

XPORTLIC 
50-213       B 
50-316       ft 
30-313       R 
50-316        R 

TETZLAFF.  A.  L. 
TETZLAFF,  A.  L. 
TETZLAFP,  A.  L. 
TETZLAFF.  A.  L. 
THADAW.H.  C. 

8211110331* 
B21  11  10399* 
B21  11  20323* 
8211120539* 
0211110449* 

50-316        R 
50-316       R 
SC--313       H 
50-315       H 
30-337        T 

THADANI.M.  C. 
THADANI.M.  C. 
THAMM.  E.  0. 
THOM,  T. 
THQM,  T. 

S21111049B* 
021  1220311 
02111B0066* 
8211020369* 
8211110292 

50-337        T 
WJffEQ 
CONTRACT 
50-259        R 
30-259       H 

THOM,  T. 
THGMA,  J, 
THOMAS,  C.  0. 
THOMAS,  0.0. 
THOMAS,  C.  0. 

82111303040 
0211060495 
8211010344 
S21  101  0537 
9211010545* 

90-259       H 
30-247        P 
50-70          P 
50-102        P 
30-103        P 

THOMAS,  C,  0. 
THOMAS,  C.O. 
THOMAS,  C.  0. 
THOMAS,  C.O. 
THOMAS,  C.O. 

0211020300 
BSI  1030061 
B21  1030203 
0211030927 
3211050055 

TOPREP 

so-iaa      P 

TOP  HEP 
TOPHEP 
50-461        Q 

THOMAS,  C.O. 
THOMAS,  C.O, 
THOMAS,  C.O. 
THOMAS,  C.O. 
THOMAS,  C.O. 

0211050333 
9211050228* 
B21  1060455 
B21  1060457* 
9211090303 

50-193        P 
50-193        P 
30-70          P 
30-70          P 
50-O7          P 

THOMAS.  C.  0, 
THOMAS,  C.  0, 
THOMAS.  C.  0. 
THOMAS.  C.  0, 
THOMAS,  C.  0. 

8211090593* 
0311160025 
8211160306 
8211160512 
0211160522 

5O-B7          P 
TOPREP 
TOP  REP 
TOPREP 
TOP  REP 

THOMAS,  C.O. 
THOMAS,  C.O. 
THOMAS,  C.  0. 
THOMA3,  C.  0. 
THOMAS.  C.  0. 

0211170512 
8211160111 
S2If  190073 
S211  190093 
8211190363 

30-142        0 
30-461        A 
5O-143        £ 
50-34           P 
TOPREP 

THOMAS,  C.O. 
THOMAS.  C.  D. 
THOMAS,  C.  0. 
THOMAS,  C.  0. 
THOMAS.  C.  0. 

B21  1190363 
S2  It  220336 
8211230553 
8311240204 

8211240444 

TOPREP 
50-97          P 
TOPREP 
TOPREP 
TOPREP 

THOMAS,  C.O. 
THOMAS,  C.O. 
THOMAS,  C.  0. 
THOMAS,  C.  0. 
THOMAS,  L.  H. 

9911300023 
8211300029* 
B21  1  300032* 
821  1300434 
821  1010375 

50-70          P 
BO-70          P 
90-70          P 
30-134        E 
30-3            F 

THOMAS,  L.  M. 
THOMAS,  H. 
THOMAS,  R,  D, 
THOMASi  R.  D. 
THOMAS,  R.  D. 

0211100311 
821  1150629* 
8211020256* 
QE  11  020268* 
0311160212* 

30-333        F 
30-393        a 
70-23 
70-25 

WASTE  HOT 

THOMAS.  R.  D, 
THOMAS,  R.  0. 
THOMAS.  R,  D. 
THOMA9,  H. 
THOMPSON,  H.  L. 

821  1160270* 
0211830270* 
8211220S97* 
6211090271* 
8309230179* 

27-48 
7O-9B4       ' 
70-1237 
30-313        Q 
FOIA 

THOMPSON,  H.  L. 
THOMPSON.  H,  L. 
THOMPSON,  R.  C. 
THOMSEN,  F.  T. 
THOMBEfJ,  F.  T. 

8211160285 
8211240318 

8211020386* 
8211120413 
8211150569 

SO-2B9        0 
COMMISSION 
50-337        T 
50-322        B 
SO  -522        D 

THOMSEN,  F.  T. 
THOMSEN,  F.  T. 
THOMSEN-  F.  T. 
THOMBEN-  F.  T. 
THDMSEN,  F.  T. 

0211150569 

9211190376 
8211130376 
821  1180010 
8211190010 

30-532        C 
50-352        Q 
SO-  992        0 
50-322        0 
30-323        0 

THOMSEN,  F.  T, 
THOMSEN,  F.  T. 
THONUS.  L, 
THORNBERRYi  R.  C. 
THORNBERRY,  R.  C. 

0211300267 

9211300267 
8211290321* 
0211020212 

9211110333 

SO-3SS        Q 
50-322        0 
30-330        -0 
30-273        S 
30-275        K 

THORNBURO,  K,  D, 
THORNBUnO,  H.  D. 
THORNTON,  P. 
THORNTON.  P, 
THORNTON.  P. 

8211120418* 
9211130109* 
8211220167 
0S1  1320167 
8211220170V 

30-206        0 
FOIA 
30-133        0 
90-133        fl- 
90-199        It 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

THQRHrON-  P. 

8211220170* 

50-155 

0 

THGRNTON.  P. 

0211300169 

50-133 

0 

TUQBMTON,  P. 

0211300169 

50-155 

a 

THORNTON,  P. 

821  1300175- 

30-155 

fi 

THORNTON.  P. 

B211300175* 

50-153 

0 

THOHPE.  D. 

82110B0252" 

90-260 

s 

THORPE.  D. 

8211220221" 

50-359 

B 

THORPE,  D. 

B21122Q403* 

50-239 

B 

THRALL,  V.  D. 

D21104052H* 

CONTRACT 

7HULL,  T,  3. 

8211060155* 

30-215 

B 

IHULLr  T,  B. 

B2lH204i,6« 

30-345 

S 

THULL.  T.  S. 

B21112046&* 

90-245 

S 

TIERSCH.C.O. 

021  11  70230 

90-213 

Q 

TIETZ-0. 

8211190120» 

50-245 

3 

TILLHAN,  A. 

8211090444" 

90-416 

Q 

T1LLHAH.A. 

0211130513* 

50-369 

Q 

T1LLHAK.  A. 

821  1290294* 

30-300 

a 

TIPPIN,  fl.  Q. 

621  1  160390* 

4O-S950 

riPPS.S.  B, 

8211040093* 

30-321 

S 

TIPPS.B.  Q. 

0211040094* 

90-366 

8 

TIPPSiB.  B. 

8211040200* 

50-321 

3 

T]ppa,s.  a. 

B211040414* 

90-366 

a 

TIPP3.S.  B. 

B21  1090343* 

30-321 

a 

TIPPSiS.  fl. 

S2  11  090349- 

90-366 

s 

TIPPS.S.  B. 

B211150300* 

90-321 

B 

TIPPS.S.B. 

82U150439» 

90-321 

B 

TIPPB.S.  B. 

8311170281* 

50-366 

8 

TIPP9,  S.  B. 

0211170299* 

50-321 

S 

TIPPSiS.  fl. 

S211I70306" 

30-321 

8 

TIPPS.B.  B. 

S2I1170334* 

30-366 

B 

TIPP8.5.  B. 

B211i7033B* 

50-321 

B 

TIPPB.  S.  B. 

B2111703B2* 

30-364 

B 

TIPPB,  S.  B. 

8311170394* 

BO-321 

8 

TIPPB,  S.  B. 

8311170427* 

30-366 

a 

UPPS.S,  B. 

0211220190* 

30-321 

a 

TIPPB,  3.  B, 

S3H2aQ227« 

50-331 

8 

npps,a,  B. 

0211220334* 

90-366 

a 

TIPPS,  S   B. 

B2  11  230277* 

50-366 

B 

TIPPS.  S.  B. 

82113302B3* 

50-366 

B 

npps,  s.  B. 

8211330012* 

50-366 

B 

riPPS.  B.  B. 

8211230104* 

50-366 

B 

TIPPSiS.  B. 

0211290142* 

50-366 

a 

TIPPS,  B.  B. 

0211290143* 

50-366 

B 

TIPP9,  S,  B. 

B211290721* 

90-366 

G 

TfPTON,  T. 

0211110379" 

FDIA 

TOALSTDN.  A, 

8311020703 

50-3fl2 

» 

TOAL3TON'  A. 

8311020705" 

90-302 

M 

TDAL3TONV  A. 

0211150(20* 

30-443 

D 

TOAL8TON,  A.  L. 

B21106047S 

90-346 

M 

TOAL8TON,A.  L. 

B2  1  1290077 

30-389 

M 

TOftL3TD«,A.  L. 

B211290110« 

30-309 

M 

toaiw,  H.  J. 

B211170433» 

90-324 

Q 

TOaiN,  let.  J. 

82113301B2K 

70-143 

TOatN,  M.  J, 

831  1290330 

70-1131 

TCHAD,  M. 

82111901BD* 

30-267 

a 

TOLBERT.  R. 

B2111203BB" 

30-373 

8 

TOmiUS,  0.  L. 

0211190334 

NUREO 

TOMLIH.O.  K. 

Q211320027* 

FOIA 

TDHLrH.O.K. 

0211220030* 

FOIA 

IOI1UNSQM,  D  P. 

B'l  11  020628* 

30-498 

0 

TOMLINBON,  D.  P. 

aauoioaau 

90-443 

a 

TOKLINSDM.  D.  P. 

82  11  23U390« 

90-498 

o 

TOKPKINB.  B.  A. 

831  10304  10 

30-522 

0 

TOMPKIN8.D.A. 

8211090259 

90-289 

0 

TOHPKJHB.fl.A. 

0211190403 

30-341 

0 

TOMER.  K.  A. 

aaiGEBOoai 

50-155 

p 

TONER,  K,  A. 

831  1120422 

50-253 

p 

TONER,  K,  A, 

8211140369 

30-253 

p 

TCNOUE,  f. 

eauoaoiBo 

90-249 

B 

TONGUE,  T.  H, 

0211060071* 

90-10 

a 

TOOLE.R.  J. 

B21  11  10450* 

50-289 

F 

TOPP.A.A. 

B21  1010379" 

FOIA 

TORRESj  H.  R. 

B2  11  030397* 

30-373 

p 

TORRES,  H.  R. 

8211080303* 

90-373 

p 

TORRES,  M.  R, 

821  1080307H 

30-373 

p 

TflSTE^A.P. 

8211010273 

RES 

TOTH.A.D. 

02112S0109" 

50-397 

a 

TDTH,  K.  J. 

0211230349* 

80-329 

A 

TOURTeCLQTTE.  J. 

B211  160547 

BECV 

TOUBLEV.  D,  R. 

82  11  00020  7 

30-537 

0 

TOU8LEY,  D.  R. 

B2110BOB07 

90-337 

0 

lOUBLE'i',  D.  B. 

B2110B0207 

90-537 

0 

KHJ6LCY,  D.  R. 

8211190019* 

70-143 

TflUBLEV,  D.  R, 

8311150019* 

70-143 

TOWJLEV,  E.  L. 

BS  11  040240* 

30-315 

F 

AUTHOR 

ACCESSION 
MJMSER 

SUBJECT 
CATEGORY 

TRACER.  E.  A. 
TRACER,  E.  A. 
TRAfleH.E.  A. 
TRAQER.E.  A. 
TRACER.  E.  A. 

81Q3260C-96 

B1Q4320027 

S  1O5Q70  204 
B1Q602C13B 
B109!BOa30 

MISC 
4O-B384 
40-3433 

40-9394 
MISC 

TRACER,  E.  A. 
TRACER,  El.  A. 
TRADER.  E.  A. 
TRACER,  E.  A. 
TRAHEV.  0.  M. 

B2O1  190505 
B  209200*  1S» 
BS1  10B0037 
B3UI70107* 
B21130C-37H' 

40-9504 
MISC 
MISC 
FOIA 
50-341          0 

TRAKM.T.  R. 
TRAMM.  T.  R. 
TRrtMM,  T.  B. 
TRAMM,  T.  R. 
T.RAHM,  T.  R, 

Baiioaoa?? 

eai  1020347 

flat  1020399 
£211020490 
3211020633 

50-454         A 
S  0-454         A 
50-454         E 
50-454        A 
30-434        A 

THAMM,  T.R. 
TRAMM,  r.  R. 
TRAMH,  T.  R. 
TRAMMELL-C.  M. 
TRAMMELL.  C.  M, 

921  109021  6 
3211090249 
B21  1  2303B3 
9211030271 
8211160080 

SO-4B4         A 
50-454         E 
50-454         A 
S  0-213         Q 
30-195         Q 

TRAMMEL!-.  C.  M. 
TRAMHELL.C.  M. 
TRAPP,  J.  A. 
TRAPP,  J.  A. 
TRAVIS.  U.  H. 

8211240225* 
(3311300434 
B2  11  03054  3 
021  1  04002? 
031  1010351* 

•50-344         P 

50-344      P 

REB 
RES 

71-5507 

TREHY.3.  A. 
TREBV,  S.  A. 
TREIfAN,  N.  K. 
TRIMBLE.  D.  C. 
THIMBLE.  D.  C. 

SSI  10401  11 
B2  1  1  G9027  7 
8209210021 
821  10601G5* 
8211150144 

5O-400         O 
SO-  400         0 
30-327         S 
50-317         -U 
50-313         R 

TRIMDLE.D.  C. 
TRIMBLE,  D.  C. 
TRIMBLE,.  D.  C. 
TRIMBLE,  D,  C. 
TRIMBLE.  D.  C. 

B2  11  190  154 
G3  11130283 
821  1150326 
B2  11  150340 
821(190341 

50-313         R 
50-313         R 
90-340         ft 
50-366         R 
50-349         H 

TRIMBLE.  D.  C. 
TRIMBLE,  D.  C. 
THIMBLE,  D.  C. 
THIMBLE,  D.  C, 
TFI1PP,L. 

B21  1150434 
B21US0562 
B21  1130649 
821  1150681 
S211190239* 

50-34B         R 
SO-368         R 
SO-313         R 
50-313         H 
BO-413        Q 

TRIPP.U.  E. 
THtPP.L.  E. 
TRIPP.L.  E. 
TRIPF.L.  E. 
TRIPP.C.  E. 

B21  1020613* 
021  10&0272<> 

eat  1090084 

SSI  1130192 

B21H2042B'' 

50-334          0 
50-334          Q 
50-27S         O 
50-273         Q 
3Q-394          Q 

TRH'P.l..  E. 
TRIPP.L.  E. 
TRIPP,L,  E, 
TROJfWflKV,  M. 
TRQSKOSKI.H.  M. 

B21tia047i» 
SHI  124037S 
Q21  1300047* 
BaiH4Q4H9 
B21106027?* 

30-311          Q 
90-272          0 
SO-354          0 
WUREO 
50-334         fl 

TRQTT.D.  D. 
TROUBRtDOE,  0.  F. 
TRQUBHIOQE,  0.  F. 
TROWBRIDQE,  0.  F. 
TROHBRIDOE.  0.  F. 

921  lOBOOOb 
B2I  1100133" 
B21l[OOI33)t 
8211100235 
B211  10023  3 

NUREO 
SO-389        0 
50-289        0 
50-320        0 
90-330        0 

TROWB»IDOE,O.F. 
THQWURIDOE.  0,  F, 
TRQUHRIDOEi  0.  F. 
TRQHflfUDOErQ.  F, 
TROW0RIDQE»O.F. 

B21UG0244" 
B211  100244" 
B21  1130373 
821  1130373 
8211240323 

30-320        4 
90-320         0 
SO-3B9        P 
30-289        P 
50-289        0 

TROWBRIDOE,  0.  F. 
TSUKUDA,  T. 
TSUKUDA,  T. 
TSUKUOA.r  H, 
TUBBSrR.C. 

02  11  240323 

83111*0491 
SSI!  160495 
8211820436 
B2U0403S.B* 

30-M9        0 
XPORTLIC 
XPDRTLIC 
KPGRTLIC 
50-234         R 

TUCKER,  H.  B. 
TUCKER,  H.  U. 
TUCKER,  H.  B. 
TUCKER.  H.  B. 
TUCKER.  H.  B. 

BS101S0652» 
8211010144 
821101014S 
8211010229 

S2iioaos39 

50-269         F 
50-369        P 
50-369        P 
30-2i9         P 
50-249        R 

TUCKER  iH.  B. 
TUCKER,  H.  B. 
TUCKER.  H.  D. 
TUCKEfi,  H.  B. 
TUCKER,  H.  fl. 

B21J040I37 

B211040M1 
92U040O22 
82I1O60153 
9211040210 

50-369        P 
S  0-369         B 
5O-349        P 
£0-413        A 
80-369         S 

TUCKER.  H.  B. 
TUCKEfi,  H.  D. 
TUCKER,  H.  S. 
TUCKER.  H.  B. 
TUCKER,  H.  0. 

921  IQ&023-S. 
S3  11  06030  6 
8211050173 
S2I1O90133 
8211090134 

30-413         A 

50-269        P 
30-H69         B 
50-4(3        A 

50-413        A 

TUCKER-  H.B. 
TUCKER,  H.  B. 
TUCKER.  H.  B. 
TUCKEBhH.  B. 
TUCKER,  H.  B. 

B211  090  17* 
8211090102 
82I1O9023& 
B2110<)04iO» 
821  1  100242 

90-413        B 
30-367        6 
30-BB7        P 
50-349        F 
50-270        fl 

AUTHOR 

ACCESSION 
NUMBER 
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CATEGORY 

TUCKER,  H.  B. 

831  1  100256 

50-2B7 

S 

TUCKER,  H.  D. 

021  1100300 

50-267 

S 

TUCKER,  H.B. 

821  11E0074* 

30-269 

F 

TUCKER,  H.  P. 

B2I  1190136 

50-269 

f 

TUCKER.  H.  B. 

82  1  1  1  503-64 

50-37O 

a 

TUCKER,  H.  D, 

B21115Q36H 

50-269 

p 

TUCKER.  H.  B. 

021  1  150375- 

50-249 

F 

TUCKER,  H.  D. 

B2I  1190399*1 

50-269 

Q 

TUCKER.  M.  D. 

B21  1150511 

50-269 

P 

TUCKER,  H.  B. 

621  I  150556 

50-369 

O 

TUCKER,  H.  B. 

621  It  50567 

50-269 

O 

TUCKER,  H,  Q. 

8211  130615 

5O-269 

P 

TUCKER,  H.  B. 

B21  [  150635 

50-369 

a 

TUCKER.  H.  H. 

821  1150668 

SO-249 

p 

TUCKEH.  H.  B. 

8211  190674 

5O-370 

a 

TUCKES,  H.  D. 

B21  1160203 

5O  -  269 

p 

TUCKER,  H.  0. 

6211160363 

50-369 

p 

TUCKER.il.  B. 

B211I60375 

5O-26V 

p 

TUCKER,  H.  B. 

B21  116O395 

SO-37O 

A 

TUCKERrH.  B. 

6211170210 

30-269 

F 

TUCKER,  K.  B. 

621117026B 

50-369 

S 

TUCKER,  H.  Q. 

8311170205 

50-413 

15 

TUCKER.  H.  fl. 

831  C19O123 

50-269 

P 

TUCKER.  H.  B. 

B31  122O199 

50-369 

a 

TUCKER,  H.  B, 

B2I  1220230 

50-369 

R 

TUCKER,  K.  B. 

E2  11220353 

50-369 

P 

TUCKED,  H.  D. 

821  1220261 

50-369 

a 

TUCKER,  H.  fl. 

021  1320332 

5O-249 

ft 

TUCKER.  H.  B. 

621  1230337 

50-413 

s 

TUCKER,  H.  B, 

021  12901  51? 

50-369 

F 

TUCKER.  H.  B. 

B21129Q227* 

50-269 

r 

TUCKER,  H.  fl. 

3211370272 

5  0-34'/ 

a 

TUCKER,  H.  B. 

aai  1290308 

SO-26V 

i1 

TUCKER.il.  B. 

92(1290490 

50-413 

D 

TUCKER.  H,  B. 

B2I129Q637 

50-36^ 

'' 

TUCKER,  H.  D. 

83  >  129-066  6 

50-413 

n 

TUCKER,  H.  fl. 

321  1290601 

50-269 

i* 

TUCKER,  H.  fl- 

831  1290696 

50-369 

3 

TUCKER.H.  D. 

3311.100101 

50-249 

P 

TUCKER,  H.  D. 

B21130O22U 

50-269 

P 

TUCKER,  H,  D, 

B211  300370 

50-P4-; 

P 

TUCKER,  H.  H. 

32  1  1300319 

50-2AV 

P 

TUPPER,K.  F. 

B3I  13004  52 

XPORTL1C 

TURCDTTE.W.  L. 

0211120016- 

50-131 

F 

TUflCOTTE.  R.  L. 

021  1  12OO1B» 

50-131 

F 

TURh.a.  E. 

821  1040114 

50-3HS 

0 

TURK,  3.  E. 

8211090269 

50-  3  Hi! 

0 

TUflK.S.  E. 

G211I70.-HO 

50-  3  o:> 

0 

TUflK,S,  E. 

621  1  170-142 

50-302 

0 

TURK.  S.  E. 

8211  190139 

50-445 

0 

TURK.S.  E. 

0311190142 

50-fl4Li 

0 

TURK,  B.  E. 

BSI  1290601 

50-3B2 

0 

TURNOUEBT,  L, 

8311310306" 

50-249 

B 

TYLER.  P.  E. 

BOO5E3090H* 

FOtft 

TYLER.  P.E. 

6211  110116* 

FOIA 

TYLER,  P.  E. 

0211  110545* 

FOIA 

TVLEH,  P.E. 

821  1  1IO548* 

FDIA 

TVLER,  P.  E, 

831  1  1  1O931  • 

FOIA 

TVLER,  P.  E. 

821  lllGSfiB* 

SO-6 

P 

TYLER,  B.  E. 

B2I  1110364* 

50-6 

P 

UDW-L,  «,  K. 

62023601.46* 

50-214 

P 

UDERET2,  R.  A, 

821  1020055" 

50-272 

a 

UDERITZ.R.  A. 

fl2  1  1  1  1  0207 

50-273 

i 

UDEHITZ.R.  A. 

B2111E9D4B6* 

SO-272 

'0 

UDERITZ.R.  C. 

H211Q6O304 

50-273 

r 

UDY,  A,  C. 

82101203)8 

50-347 

F 

UDY,  A.  C. 

B210  120456 

50-2Ofj 

'F 

UDY,  A.  -C. 

Ef21O2flO394 

5  0-309 

F 

UDY,  A.  C, 

92110200)0 

S  0-2  1,1 

j 

UDY,  A.  C. 

82I1O30IB6 

50-267 

!f 

UDY,  A.  C. 

aaiio30E06 

5O-330 

UDY.  A.  C. 

B21  103O2I6 

90-B5S 

UDY,  A.  C, 

821  103O296. 

90-3OS 

UNRIG-  R,E. 

821101O204 

50-3.^9 

\ 

UHHIO.R.E. 

BK1HHOK07 

50-389 

UHRIO.R.E- 

B211O10242 

&0-3H<) 

l/HRIO,  R.  E. 

821  I02O449 

50-250 

] 

UHFtIO,  R.  E. 

8311020573 

90-339 

• 

UHRIO,  R.  E. 

S2J1O30OQ3 

30-330 

UHRIO.  R.E. 

B211030O32 

30-250 

UH.RIQ.R.  E. 

02  11030099 

5O-25O 

\ 

UHRIO,  R.  E. 

8211040158 

30-3B9 

UHRIO.  R.  E, 

8211040165 

SO-3B9 

\ 

UHRIO.  H.  E. 

02  1  1  040248 

50-3H9 

'< 

UHRJO,  R.E. 

B3  11  040337 

50-389 

i 
1 

588 
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AUTHOR 

ACCESSION 
NUMBER 
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CATEGORY 

l/HRIO,  R,  E. 

9211010306 

90-3B9 

A 

I/KB  10,  R.,  E, 

92  110  40389 

50-389 

A 

UHRIQ,  R,  £. 

9211040401 

S  0-389 

A 

l/HRIO,  R.E. 

9211040407 

50-339 

A 

UHRIO,R.  E. 

B21  104041  5 

3O-389 

A 

UHRIO,R,E. 

9211040427 

50-333 

J 

UHfllQ,  Fl.  £, 

83110,40432* 

50-335 

J 

UHfllQ.R.E. 

621  1  070406. 

30-38"? 

F 

UHfllQ.tt.  E. 

821109049? 

50-389 

A 

UHflTQ.  R.  E. 

921  10905  IB 

5O-389 

A 

UHRIQ.R.E, 

321  1  100B50 

50-389 

8 

UHRIO.R.  E. 

0211130403 

50-S50 

P 

UHRIO.R.E. 

B21  11  20440 

30-333 

P 

UHHIO.B.E. 

3211150134 

50-250 

P 

UHRIO.R.E. 

821US0182 

30-231 

P 

<JHaiO,R,E. 

8211150262 

SO-33& 

P 

UHRJO.R.  E. 

B21  1190350 

50-3B9 

E 

UMHJQ,R.  E. 

B2111504S2 

30-369 

a 

UHRIO.R.  E. 

8211160179 

30-250 

F 

UHHIO.ft.  E. 

8211  140246 

50-250 

F 

UHRIG.K.  E. 

821U&0272 

30-250 

f 

l/HRIO.R.E. 

B3itfAQ323» 

50-230 

F 

UHKIO,  R.E. 

B21122O119 

90-B50 

P 

UHRIO.R.  E- 

B2112300DI 

50-3O7 

F 

l/HRIO.R.E. 

S21  1230027 

50-250 

P 

UHEJIO.R.E. 

02112300-56 

50-399 

S 

UHRIC,  R.  E. 

8211230194 

30-389 

a 

UHR  10,  R.  G. 

8211230214 

30-339 

9 

UHniO.H,  E. 

B21  1230323 

30-399 

S 

UHRIO.R.  E. 

B21  1230253 

50-250 

P 

UHRIO.R.E. 

B21  1230408 

50-399 

A 

UNR10.R.  E. 

6211230412 

90-230 

a 

UHR  IS,  R.  E. 

8211240315 

50-3B9 

R 

UHRIO,  R.  E. 

8211240345 

50-389 

A 

UHfllO,  R.  E. 

B21  129001  S 

7O-  2937 

UHRIO.R.E. 

B21  1300306 

50-335 

F 

UHR  JO-  T.  E. 

8211300090 

SO  -250 

P 

ULLRICH.  J. 

831  11  50222* 

5O-373 

R 

ULLRICH.W.T. 

S311  0601  30 

50-277 

B 

ULLRICH,  H.  T. 

921106034? 

30-277 

8 

ULUUCH.H.T. 

9211150365 

50-278 

B 

ULLRICH.  W.  T. 

B21  11  30572 

50-278 

B 

UMDERWODD-P,  R. 

8211030146* 

8  0-344 

ft 

UHIKEUICZ,  5. 

B211H0339* 

30-213 

R 

UPRIOHT.  C.  M. 

9211150334* 

50-302 

Q 

UPRIOHT,  C.M. 

B3111S03B2* 

50-349 

Q 

UPRISHT.  C.H. 

9211150479* 

30-259 

Q 

UPRIGHT1,,  C.  M. 

g2I1130524» 

80-413 

0 

UROANOWSH.!-  S.  F. 

9211300171* 

80-309 

F 

UTLEY,  E.  E. 

9210010422* 

S  0-241 

Q 

UTLEYi  E,  E. 

B2110L0325 

71-9001 

VA-QLIENTE,  V.  H. 

B2110B0303* 

&0-373 

P 

VAN  BRUNT,  E.  E. 

8211010143 

50-520 

A 

VAM  BnUHT.  E.  E. 

82110I01B3 

90-528 

E 

VAM  DRUNTrE.  E. 

B21  102036  7 

SO-5SB 

E 

VAN  BRUNT-  E.  E. 

B21  1020B3  * 

90-528 

B 

VAN  BHUMT.E.E. 

BS  11  040330 

50-328 

E 

VAN  BRUW.E.E, 

82  11  0404  IB 

50-320 

A 

VAN  BRUNT,  E.  E. 

821  1040426 

90-528 

A 

VAM  BRUNT,  E.  E. 

B2  11  0301  43 

30-B28 

A 

VAN  BRUNT.  E.E. 

BE1  10901  40 

90-528 

E 

VAN  BRUNT.  E.  E. 

82  1  1  090203 

go-saa 

E 

VAN  BRUNT,  E.E. 

82  1  1  090290 

30-B2B 

E 

VAN  BRUNT.  E.E. 

8211100009 

50-52B 

B 

VAN  BRUNT,  E.E. 

B2  11  1000  76 

90-52B 

8 

VAN  BRUNT,  E.E. 

B2H  100087 

30-32  B 

S 

VAN  BRUNT,  E.E. 

82  11  100478 

30-B28 

S 

VAN  BRUNT-  E.E. 

8311120313 

30-523 

a 

VAN  BRUNT-  E.E. 

S3  1  [120363 

50-530 

s 

VAN  BRUNT,  E.E. 

8211120430 

50-528 

S 

VAH  TJRUNT.E.  E. 

6211120441 

30-52B 

A 

VAN   BRUNT.  E.E. 

6211120449 

so-ssa 

B 

VAN  BRUNT-  E.E. 

8211190142 

30-328 

E 

VAN   BRUNT,  E.E. 

8211150177 

30-323 

8 

WAN   BHUNT,  E.  E, 

82[11S0669 

30-52B 

S 

VAN   BRUNT,  E.  E. 

8211220026 

SO-93B 

A 

VAN  BRUNT,  E,  E, 

8211920218 

30-5B8 

a 

VAN   BftUNT,  E.  E. 

6211220296 

go-Ma 

a 

VAN   BRUNT,  E.  S. 

8211230280 

30-52B 

a 

VAN  flRUNT,  E.  E. 

8211220383 

90-32B 

a 

VAN  BRUNT,  E.  E. 

S21  1230092 

9O-  328 

E 

VAN  BRUNT,  E.  E, 

8211230149 

90-528 

A 

VAN  BflUMT,  E.  E. 

8211230364 

30-528 

E 

VAN  BRUNT,  E.  E, 

82  11270609 

30-928 

F 

VAM  BRUNT,  E.  E. 

S211  300244 

30-92B 

8 

AUrHdR 

ACCESSION 
NUMBER 
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CATEOORV 

VAN  BRUNT.  E.  E. 

B2SI30O247 

5-0-523 

B 

VAN  BRUNT,  E.  E. 

881  1300360 

50-52B 

E 

VAN   BRUNT.  E.  E. 

B21  1300329 

50-529 

3 

VAN  DRUNT,  E.  E, 

B31  13003B9 

50-528 

3 

VAN   BRUNT,  E,  E. 

831  130036? 

50-523 

S 

VAN  DE   STEED,  G, 

931  1060693* 

WASTE   HOT 

VAN   DVHEN,  0. 

02091  500S1 

40-1947 

VAN  HOOYEN,  D. 

B009I70093" 

50-219 

P 

VAN  VLIET,  J. 

831  1010361 

30-269 

F 

VAN   VLIET,  J.  A, 

921130042S 

30-2B9 

F 

VANDERDECK,  R. 

B211!a0319 

SO-135 

P 

VANDER8EEK,  R. 

B21104O277- 

30-213 

P 

VANDERBEEK,  R. 

821  1050043 

30-213 

P 

VANDEWALLE,  D.  J. 

H21  I04O413 

50-253 

a 

VANDEUALLE,  D.  J. 

8211030212 

30-159 

S 

VANDEUALLE,  D.  J. 

B2  11060277 

50-255 

3 

VANDEHALLE,  D.  J. 

82  1  1090237 

30-255 

P 

VANDEHALLE.  D.  J. 

BZ1  1090393 

30-235 

P 

VANDEWALLE-  D.  J. 

021  1100005 

50-155 

F 

VANDEWALLE,  D.  J. 

B2IHS0259 

30-133 

F 

VANDEUALLE,  D.  J. 

8211100232 

30-155 

P 

VANDEWALLE,  D.  J. 

8211190113 

30-I5S 

a 

VANDEUALLE.  D.  J. 

821U90170* 

50-253 

0 

VANDEHALCE,  D.  J. 

8211190243 

SO-1S5 

5 

VASACALLE,  D.  J. 

B21103O434 

RES 

VAJiACALLS,  D.  J. 

8211060467 

RES 

VARELA.A,  A. 

BS1112042S* 

50-334 

0 

VAROrt.S. 

8211010390 

30-393 

P 

VAftOA.S. 

B2110103B3 

30-261 

P 

VARGA,  8,  A. 

8211010005* 

50-293 

P 

VARGA,  S,  ft, 

82L101001B* 

30-295 

P 

VARGA,  S.  A. 

8311010274 

80-334 

P 

VAROA,  S.  A. 

B211010311 

30-286 

P 

VAROA,  8.  A. 

6211010317 

50-313 

P 

VAROA,  S.  A. 

631  1010326 

50-34B 

P 

VAROA,  S.  A. 

021  1010375 

50-200 

Q 

VAROA,  S.  A. 

82I101O37B* 

50-2BO 

Q 

VAROA,  8.  A. 

B3110IO407 

30-313 

P 

VAflQA,  3,  A, 

£211010486 

50-290 

F 

VAflGA,  S.  A. 

8211010371 

30-247 

0 

VAROA,  S.  A. 

&2I  1010578 

80-SQO 

P 

VAROA,  3.  A. 

8211020159 

50-315 

F 

VAROA,  a.  A. 

0311020675* 

SO-2BO 

P 

VAROA,  S.  A. 

SaU020685* 

50-E80 

P 

VAROA,  3.  A. 

3211030254* 

50-315 

P 

VAROA,  B.  A. 

3211030468 

30-261 

P 

VAROA,  8.  A. 

B2  11  03046  f 

50-295 

P 

VAROft,  S.  A. 

0211030471 

50-206 

F 

VAROA,  8.  A. 

B2  11  03053  7 

90-334 

P 

VAROA,  8,  A. 

8211030990 

30-250 

a 

VAROA.  8.  A. 

B211  03057  4 

30-S50 

F 

VAnQA,  B.  A. 

8211040121* 

50-E72 

P 

VAROAi  3,  A. 

82110401310 

SO-27S 

P 

VAROAi  a.  A. 

B21  1050136 

50-250 

P 

VAROA,  S.  A. 

B31  109021  7 

30-B47 

P 

VAROA,  B.  A. 

9311060392* 

50-247 

P 

VAROA,  B.  A. 

B21  106040  0* 

50-247 

P 

VAROA,  3.  A. 

B21  106016  3 

50-2B6 

P 

VAROA,  9.  A. 

B211  0605  19* 

30-364 

P 

VAROA,  B,  A. 

6B11060530H 

50-364 

P 

VAROA,  B.  A. 

B3110f>05B4 

50-372 

Q 

VAHCA,  S.  A. 

8211060371 

30-261 

P 

VAROA,  S.  A. 

S21  1060393 

30-305 

P 

VARQA,  B,  A. 

02  11  040597 

so-aai 

P 

VAROA,  B,  A. 

821IOB011  1* 

50-311 

P 

VAROA,  S,  A, 

aauoBOiis* 

50-311 

P 

VAROA,  S,  A. 

B2110B0275* 

50-313 

P 

VAROA,  8.  A. 

B211QB02B3* 

90-315 

P 

VAROA,  B.  A. 

aano9oo*fl# 

50-364 

P 

VAROA,  9-  A. 

8211090133 

50-272 

F 

VAROA,  S.  A. 

B211090StS« 

50-3  It 

P 

VAROA,  S.  A, 

BE1I09032S. 

50-311 

P 

VAROA,  8.  A, 

8211100002* 

30-315 

P 

VAROA,  8.  A. 

£211100004* 

30-315 

P 

VAROA,  S.  A. 

B2111O0418 

90-247 

P 

VAROAr  B.  A. 

B2111O043E* 

30-247 

P 

VAROA,  S.  A, 

9211100432* 

SO-247 

P 

VAWOA.  B.  A. 

fl2ll  1004<7S 

30-272 

P 

VAROA.  6.  A. 

eaiuoosis 

30-2Bi 

f 

VAROAi  S.  A, 

61211100519 

90-247 

P 

VAROA,  B.  A. 

B2111O0334 

30-250 

P 

VAROA.  9.  A. 

9211110050 

30-303 

P 

VAflGA.  8.  A. 

£•211110052 

30-3GS 

P 

VAROAi  B.  A. 

SHU  1  10057 

90-305 

P 

VAROA,  S.  A. 

9211110061 

90-272 

P 

.AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

WRQrt.  S.  A, 

82M110O63 

30-311        P 

VAROA,  S.  A. 

S2(  1110331 

5O-272        P 

VAROA,  S.  A. 

B211110S42 

30-250        P 

VAROA,  S.  A. 

B2I112026H 

50-331        P 

WtRGA,  B.  A. 

8aill2026(,B 

SO-334        P 

VARGA.S.  ft. 

G21  11  50059 

50-295        P 

VARQA,  S.  A. 

B3tllSQOh3* 

50-295        P 

VAROA.  S.  A. 

B2iiisoo6<b* 

30-293        P 

VARQrt,  S.  A. 

B2I  1160136 

30-364        P 

VAftCA,  8.  A. 

0211160147" 

50-S50        P 

VARQA,  8.  A. 

B211160153* 

50-250        P 

VAROft,  S.  A. 

8211I6015B» 

50-272        P 

VAROA.  S.  A, 

B2I1160162» 

50-272        P 

VAROft.  S.  A. 

821  1160544 

50-315        F 

VftRGA,  S.  ft. 

(3311160580 

50-334        P 

VARGA.  3.  ft. 

8211170052 

50-350        P 

VAROft,  8.  A. 

0311  17000S 

50-34B        P 

VAROA.  S.  A. 

0211170098 

50-247        F 

VAflGA,  3.  A, 

Q2  111  00063 

50-247        P 

VftRGA,  3.  A. 

821  1190084 

50-206        P 

VAROA,  S.  A. 

8211190309 

50-250        P 

VAROA.  8.  A, 

0311190344 

30-364        P 

VARGA.  S.  A. 

Q21  13301  13 

3O-Z60        P 

VAROA,  S.  ft. 

B211220369i> 

50-334        P 

VftRGA,  S.  ft. 

9211220379* 

50-331        P 

VAUGA.  S.  ft. 

82  11  200060 

50-2<?5        P 

VARGA,  B.  A 

0211240419 

50-3  as-     P 

VARGrt.  S.  A. 

021  1210448 

50-250        P 

VAROA  i  S.  ft. 

B21124045O 

50-347        Q 

VftRGA,  S.  A. 

021  1  39003  1 

50-315        P 

VftRGA,  S.  ft. 

S21  12900B3 

50-33*        P 

VAROA,  S.  A. 

B21  1300426 

50-596        P 

VARGA,  3.  ft. 

0211300429* 

50-336        P 

VAHGA,  S,  ft. 

B21I30Q432" 

50-296        P 

VftRGA-  B.  ft. 

B2113O04371 

50-230        P 

VARGft.  5.  A. 

Q21  1300442» 

SO-2BO        P 

VARDN.M.  I. 

8211  110032" 

FOIA 

VARON,  M,  I. 

031  1  1  10306" 

70-769 

VARON,  M,  I, 

0211110318* 

FOIA 

VARON,  H.  I  . 

B211U0327" 

FDfrt 

VftRDN,  H.  I. 

831  1  110330* 

70-7A9 

VARON,  M.  I. 

0211110341" 

FOIA 

VARON.M.  I. 

B21  11  10366" 

FOIA 

VARdNiM.  I. 

021  1  1  10396« 

FdtA 

VARON,  H.  I. 

0211110404* 

FOIA 

VAHON,  M.  I. 

0211110406* 

FOIft 

VARON,  M.  I. 

BH1  11  10409" 

FOIA 

VARON,  M.  I, 

0211110414* 

FOIA 

VARONiM.  I. 

B211110417" 

FOIA 

VAHGN,  M.  I  . 

8211II04I9S 

FDIA 

VARON,  M.  1. 

8211110431* 

FOIA 

VA8LOW.  F. 

0211010317 

RES 

VASSALLO.  D.  D. 

0211030112 

50-33-1         P 

VASSALLO,  D.  B. 

B21  10301  16 

50-293         iP 

VASSALLO.  D-B. 

8211030400 

50-263         P 

VASSALLO.  D.  B. 

B2  110304  15 

SO-293         P 

VASSALLO,  D.  a. 

821  10304BO 

50-271         P 

VABSALLO,  D.  0. 

S21  1030577 

50-333         P 

VABSALLO.  D.  B. 

0211040100 

50-B9B        P 

VASSALLO.  D   0. 

0211040456 

50-363        P 

VASSALLd,  D.  B. 

0211040459" 

30-263        P 

VASSALLO,  D.  fl. 

8211040466* 

50-263        P 

VASSALLO-  D.  B. 

8211030092 

S0~2?3         P 

VASSALLO,  D.  B. 

0211030094" 

50-293         P 

VASSALLO,  D.  B. 

8211050097" 

50-293         P 

VA8SALLO.D.  B. 

0211050100 

90-324        P 

VASSALLO,  D.  B. 

0211060407 

30-aao      P 

VASSALLO,  D,  1). 

0211060409" 

50-220        P 

VASSALLO,  D.  B. 

0211060426* 

50-220        P 

VASSALLO,  D.  D. 

8311060479 

50-271        P 

VASSALLO-  D.  B. 

8211080026 

50-298        P 

VAS9ALLO,  D.  Q. 

8311000323 

30-271        P 

VASSALLOiD.  B. 

6211090096 

50-331        P 

VABSALLO,  D.  fl. 

S21  1090111* 

50-331        P 

VASfiALLQ,  D.  Q. 

B21  1090136* 

50-331        P 

VAS8ALLQ,  D.  B. 

0211100159 

30-271          P 

VAB9ALLO,  D.  B. 

flail  1  00445* 

50-234         P 

VASSALLO,  D.  B. 

021  1100460* 

50-25*         f 

VASSALLO,  D.  B. 

821  1  100463 

50-220        F 

VAS9ALLO,  D.  B. 

8211100466 

50-133        J 

VASSALLO-  D,  B, 

021  1100324 

30-334        P 

VABSALLOiD.  B. 

821  11  10069 

3.Q-29B         P 

VASSALLO,  D.  B. 

8211(10113 

&0-29B         P 

VASSALLOr  D.  B. 

6211110123 

50-239        P 

VASSALLO,  D.  B. 

8211110336* 

30-133         J 

PERSONAL  AUTHOR  INDEX 
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f 

WSSAH.O.  D.  B. 

82I11104OO 

50-398 

F 

VASSAL4-D,  0.  fl. 

821I110-10B 

50-359 

F 

VASSALI.O,  D.  B. 

eai  11  10410 

50-133 

F 

VASSAU.O.  D.  D. 

6211110346 

50-324 

P 

VASSAL  LO,  D,  0. 

8211110573 

50-271 

P 

YASSALtD,  D.  B. 

021  11  10374 

50-29B 

P 

VASSALLQ,  D.  B. 

0211120110 

50-393 

P 

VASSAL  LO,  0.  0. 

8211  130120* 

90-293 

P 

VASSALLO,  D.  D. 

S2I113012B* 

50-293 

P 

VASSALLO,  D.  B. 

8211120I3B 

50-331 

P 

VASSAL  LO,  D.  B. 

B21  1120143 

50-299 

F 

VASSALLO.  0.  B. 

8211120146 

50-293 

P 

VASSALLO.  D.  fl. 

8211130336 

30-320 

P 

VASSALUO,  D.  fl. 

8211120333 

30-333 

P 

VAESALLO.  D.  D. 

B211I2053B* 

50-333 

P 

VflSSALLQ,  D,  D 

0311120553* 

SO-333 

P 

UAS5ALLD.  D,  0. 

031II60O3I 

30-271 

P 

VASSALLO,  0,  D. 

S21II6Q03B 

50-263 

P 

VASSrtf-LO,  D,  D. 

8211160041 

50-259 

P 

VAS5ALLO.  D.  D. 

8211160071 

30-263 

P 

VASSALLQ,  D   fl. 

B2  11  140074 

50-333 

P 

VASSALLO,  D,  B. 

821  1  1400B7 

50-263 

P 

VASSALLO,  D.  B. 

0211160440 

50-271 

P 

VASSALLO:,  D.  B. 

8211160481 

50-334 

P 

VASSALLO'  D.  B. 

8211170133 

50-371 

P 

VASSALLO,  D.  B. 

Q21  1190044 

50-320 

F 

VASSALLO,  D.  B. 

0211190347 

50-239 

P 

VASGALLQ.  D,  B. 

0211I9034H 

30-359 

P 

VASSALLO,  D.  B. 

B3  11  32005  3 

30-331 

P 

VASSALLO.  D.  B. 

B2112201O3 

30-263 

P 

VASEALLO,  D,  B. 

B2  11220471 

50-324 

P 

VASSALLO,  D.  B. 

BS  11  2204  7  6 

50-333 

P 

VASSALLO,  D,  B. 

B3112204S2 

50-271 

P 

VASEALLO,  D.  B. 

031  1230052 

50-359 

P 

VASSALLO.  D.  B. 

B3  11  23007  4 

50-359 

a 

VAESALLO,  D.  H, 

8211330106 

90-290 

p 

VASSALLO,  D.  D. 

8311330166 

30-259 

F 

VASSALLO,  D.  B. 

0311230943 

50-324 

P 

VASEALLO,  D,  fl. 

821  1230549* 

90-334 

P 

VASSALLO,  D.  D. 

0211230553* 

50-324 

P 

VABBALLO,  D,  B. 

0211240410 

50-259 

P 

VASEALLO,  D,  B. 

021  1340435 

50-29B 

P 

VASSALLO,  D.  B. 

821  1290044 

90-B20 

P 

VASEALLO,  D.  D. 

821  13001  10* 

90-293 

P 

VABSALLOp  0.  B. 

031I300I15* 

50-293 

P 

VASSALLO,  D.  D. 

8211300412 

90-290 

F 

VAUOHAN.  C.  M. 

021I150I47 

70-1113 

VECCHIO,  A    J. 

031  1230347* 

3Q-2H6 

P 

VECCHIO,  A,  J. 

8211220351* 

50-236 

P 

UECCHIO.A,  J. 

82112203540 

50-306 

P 

VECCHIO,  A.  J 

8211220360* 

90-2B6 

P 

VECCHIO,  A.  J. 

8211330364* 

DO-2B6 

P 

VECCHIO,  A.  J. 

0211330367* 

30-286 

P 

VECCHIO,  A.  J. 

B21133037B* 

SO-2B6 

P 

VECCHIO,  A.  J 

0211220397* 

30-206 

P 

VERRELLI,  D. 

8311090437 

50-4  14 

0 

VERRELLI,  0. 

0211070443* 

90-416 

0 

VEftRELLI,  D. 

021  1170448 

30-334 

0 

VEBBEIL1,  D.H. 

0211150186 

30-364 

s 

VEflRELLI,  D.  M, 

02  1  1  1  5023  1 

50-390 

a 

VERRELU.D.M, 

831  11  50293 

50-239 

a 

UERRELLI,  D.  M, 

B21  11  50309 

30-387 

a 

UERFIELLI,  D.H, 

821  11  50339 

50-417 

a 

VEflBElLIrD.M. 

Bail  150430 

90-327 

0 

VEBRELL1-D.  M. 

e211130447» 

50-327 

a 

VEflHELLI.O.M. 

8211190450 

50-390 

a 

Vt'BfiELLI-D.  M. 

8211130457 

50-390 

0 

VEBRELLI.D.  M. 

8211  130469 

50-259 

a 

VERflELLI.D.  H. 

eat  11  30494 

90-239 

a 

VERflELLI,  D.  H, 

E2I1  150397 

90-390 

0 

yEBRELLl.D,  M. 

8211150407* 

50-370 

a 

VEflRELLI.  D.  H. 

8211130611 

30-324 

B 

VEflflELLI.D.  M. 

8211130636 

30-438 

a 

VERRELLI.D.  M. 

B21  11  30630 

30-13 

a 

VERfiELLI.D.  M. 

8211150672 

30-390 

a 

VERRELLI.D.M. 

B2IU306B5* 

30-390 

a 

VEflflELLI-D.  M. 

8211230386 

30-334 

s 

VEIERE.F.  S. 

8S  11040096 

30-483 

K. 

VILLFORTH.  J  C 

8211010416 

40-87B1 

VILLFOHTH,  J.  C. 

0211290144* 

40-6500 

VISBIWQ.Q. 

8211030255 

30-206 

P 

VISSINQ-,  0.  s. 

S2061S0017 

TOPBEP 

VITTUH,  B. 

831111QI4S* 

30-361 

R 

VITTUH,  S. 

8311110170* 

50-206 

R 

WEL,  L,  J. 

0311010470 

50-BAI 

P 

AUTHOR 

ACCESSION 
NUH&ER 

SUBJECT 
CATEOORV 

VOGLER,D.  H. 

B2I11000H3 

PROJ 

TOOLEfl,  B.  H. 

B2U110436 

50-373 

H 

VOQLER,  D.  H. 

8211170162 

30-443 

H 

VOIOT.R  H. 

021116037? 

50-34  1 

0 

VOIOT.  H.  H. 

92111B037S 

30-341 

0 

VOIQT,  H,  H. 

8211270530 

30-341 

C 

VOIOT.  H.  H. 

J321127092O 

S  0-341 

o 

voior,  H.  H. 

8311390410 

50-341 

0 

voior,  H.  H. 

8211270610 

50-341 

0 

VOLK,  W.  O. 

8311120030 

40-6348 

VOLUMER.B.H. 

B20521O465" 

50-373 

p 

VOLLMEfl.H.H. 

B21I100I3S* 

FOIA 

VOLHER.C.  J. 

e21M0034S* 

QA999 

VOLMER.C.  J, 

8211100368* 

QA997 

WJLiHER.C.  J. 

BH1  1100372* 

OA999 

VOLPENHEIN.E. 

B21  1290419* 

50-244 

B 

VQLPENHEIW.  E.C. 

D21139O429* 

50-244 

B 

VOLPENHEIN.  E.  C, 

821129O450> 

50-344 

B 

VOW    ZELLEN,  H,H, 

B31122O1S5 

P.BM 

VORflERnRUEQOEN 

B2I  102O270* 

SO-  328 

a 

VOSDURV^F. 

820923021  0» 

30-312 

Q 

VOSDURY.  F.  W. 

B30923O367* 

30-302 

0. 

VOBBURY,  F.  W. 

8SQ93B03B1* 

30-327 

Q 

VD5BURV.  F.  H. 

G2-1QOJ0039* 

30-372 

Q 

V05BUHY,  F.  W. 

BSI0010315* 

30-313 

0 

VOSBURY.F.  M. 

821001D400* 

50-B69 

a 

VQTH,  M.  H, 

B21  1090336 

70-6H7 

WAGNER,  A.  0. 

BZ1  1  1503*9* 

50-416 

a 

WAQNEfl,  K.  C. 

821  1  120  122 

RES 

WAGNER,  P.  C. 

S3  11  06061  9 

30-269 

p 

WAGNER,  P.  C. 

0311060644 

50-2t9 

p 

WAGNER,  P.  C. 

8511140(132 

30-369 

p 

WAONER.H.  J. 

0211030549 

RES 

WAGNER,  W.  J. 

821133043911 

SO  -206 

a 

WACDMER.G  n 

8211060471 

50-359 

s 

WAHL.K.  W. 

0211100289* 

QA"?99 

WAITE,  J,  A. 

8211030033 

NUflGO 

WALKER,  H. 

8311E205I6 

40-17 

WALKER.  B. 

031  1320254 

40-17 

WALKER,  K- 

Q3H390330* 

50-416 

8 

HALKeR,  K.  L, 

031  1010331* 

30-416 

B 

WALKER,  K.  L, 

0^1  1330342* 

90-416 

8 

WALMCH,  n. 

021  1030180 

50-249 

B 

WALKER,  F). 

0211020470 

30-354 

S 

WALKCHi  R. 

021  1120115* 

30-373 

Q 

WALKER,  R. 

Q2111H0434 

50-331 

B 

WALKER,  R. 

O2  11  190090 

50-263 

B 

WALKER,  R. 

8211  190199 

90-263 

B 

WALKER,  R,  D. 

S2110fi0001n 

30-135 

a 

WALKER,  Fl.  0. 

8211060071" 

30-10 

a 

HALKEft,  R.  &. 

0311060291* 

50-254 

a 

WALKER,  R.  D. 

0311230322* 

30-373 

a 

WALKER,  H.  0. 

821129049411 

50-331 

a 

WALL,  1..  B, 

0211030375 

40-86BI 

WALLACE,  E.  0. 

0311340319* 

SO-209 

Q 

WALLACE,  T, 

0211090217 

F 

WALLACE,  T.  J. 

031124027U 

• 

WALTERS,  H,  A, 

02  11  000006 

WALTON-  B. 

S311190a39» 

WAHBACH,  T,  V, 

8211060432 

WANDKE,  N.  £.. 

82111)0444 

WANS,  C.  H. 

8511230021 

WANO.J-,  C. 

8211010549 

WARD.  £.  C. 

D2  1  1030603 

HARD..E..  C, 

82  1  1  0306  1  1 

UftRD.G.  C, 

B2  11  0306  13* 

50-H63 

F 

WARD.  E.  C. 

S211HOIO5" 

50-2P2 

F 

WARD.K.  D, 

021  1120334* 

90-403 

a 

WARD,  K.  D, 

821  1  130434* 

30-34  £ 

a 

WARD,  K.  D, 

031  1120303* 

50-339 

a 

WARE.  A.  0. 

S2  11  03004  7 

HEB 

UAREHBODRO,  D. 

B2  1  1  020333 

50-267 

s 

UAREMBOURO'  D. 

3211060021 

30-267 

R 

WAREHJ10URO,  D. 

8211090163 

30-267 

B 

HAREHBOURO.  D. 

0211090245 

30-267 

B 

WAREMBDUflO,  D. 

8211130174 

30-267 

3 

WAREHBDURO,  D. 

821  11  506A5 

30-267 

R 

WAREMBOURO'  D. 

02  1  1  1  8003? 

30-267 

B 

WAREnO-OURO,  D. 

0211180220 

30-267 

S 

WAREMBDURO,  D.  H. 

0211100185* 

30-267 

F 

WAREMBQURQ.  D.  W, 

B21  12903641 

90-2&7 

P 

WAREMBOURO,  D.  H. 

821I2?03B2* 

30-267 

P 

WAREMBOURO,  D.  W. 

8211300368 

30-267 

F 

WARNER,  D.  L. 

82110303871* 

CONTRACT 

WARNICK,  R. 

Q21IO1OI34 

30-359 

S 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

WARWICK,  R. 

BZ11O2O648 

30-329 

S 

WARWICK,  R. 

9211150159* 

50-299 

B 

WARWICK,  R.  F. 

BSlil  1Q473» 

50-329 

8 

WARWICK,  R.  F. 

fi21  1  1  HOflB? 

50-35B 

tt 

WrtBWtCK.R.  F. 

B21112O495* 

30-350 

0 

WARWICK,  R.  F. 

0311150278* 

FDIA 

WARWICK,  R.  F. 

fl211  190275 

50-33"? 

0 

WARWICK,  R.  F. 

8211190273* 

30-329 

Q 

WASHINGTON,  K. 

838  10?027  1* 

50-3  1  3 

a 

WATERS,  J.  R. 

8211230476* 

50-295 

a 

WATKINSGN,  J.  A. 

8211O30474 

40-8724 

HATE  ON,  K. 

8211190182* 

30-331 

K 

WATfiONr  H. 

821127O573* 

5  0-363 

p 

WATT,  J. 

C2111000420 

FOIA 

WATT9,  K. 

S21101O315 

40-4492 

WATTSON,  P. 

B21  1100167* 

90-206 

R 

WEAVER,  L.  W. 

B21  1  OS  0384* 

SO-334 

R 

WEAVER,  L-  H. 

eai  t  i  1O295* 

50-334 

K 

WEAVER,  L.  H. 

B31111O31B* 

S  0-334 

R 

HEAVER,  L.  M. 

8211110323* 

50-334 

R 

WEBB,  D,  F. 

B2U09O2SO 

5-0-350 

0 

WECKBAUOH.L.  L. 

021  1030363* 

50-317 

B 

WEE,  D.  T, 

821  1O2-O019* 

50  -S3? 

B 

WEE,  fl.  T. 

B21I110157* 

50-237 

E 

WEEKS,  E,  D. 

021  IO2O237 

50-833 

It 

WEEKS,  E.  D. 

B211110243 

50-133 

R 

WEHNER,  T.  R, 

021117O334 

WflEQ 

WEI[)EMMAP1ER,0. 

B  1  1  2O3O370* 

FOIA 

WEIOHTIWJ,  R.  T. 

B2O829O102 

FOFA 

WEIL,  C.  H. 

021U3O14'?* 

50-373 

P 

WEINHAM.E.  J. 

82110S0335 

50-332 

A 

UEINKAM'E.  J. 

8211170137 

50-322 

A 

WEINKAM.E.  J, 

8211170165 

30-322 

A 

WEINKAM,  E.  J. 

S31124O395 

50-322 

O 

MEIN5TEIN,  A.  A. 

H21  1020363* 

50-537 

T 

WEINSTEIN,  A..  A, 

B2  1  1  020363* 

30-537 

T 

HEIR,  P.  J, 

0211270347* 

30-310 

8 

WEI8E,  B. 

B21  1  E  BO361* 

30-261 

a 

WEISS,  D.  H, 

0211180046* 

FOIA 

WEISS,  B.  H, 

8211IB0059* 

FOIA 

WEISS,  D. 

nail3204BEi 

40-8027 

WEISS,  E.  R, 

8200270109 

70-143 

WEISS,  E.  R. 

OS03290109 

70-143 

WEISS,  E.  R. 

8208290113 

7O-  1  43 

WEISS,  E.  R. 

821  1020303 

50-209 

0 

WEI9S.E.  n. 

921102D3D3 

50-2B9 

0 

WEISS,  E.  R. 

0211090433 

30-239 

o 

WEISSr  E.  R- 

8211090493 

30-207 

0 

WGISS.E.  fl. 

82I11S0003 

90-209 

0 

WEISS,  E.  fl. 

8211150003 

30-209 

0 

WElBSj  EC.  R. 

fjaiusoota 

70-143 

WEISS,  E.  R. 

B2  1  1  L  BOO  1  3 

70-143 

WEIBSj  E.  R. 

0211170014* 

70-143 

WEISS.  E.  R. 

BS  11  170401 
O3i  i  I  -ii\ar\i 

SO-2O9 

0 

WEISS.E.R. 
WEIBB.H.  L. 
WEU.ETT,  S. 
HELLS,  D.  A. 
WELLS.  D.  A. 

WELLS.  D>.  A. 
WELLS.  D.  A. 
WELLS,  D-.  A. 
HELLS.  D.  A, 
WELLS.  O.  A. 

WEt-LB.  D.  A. 
WELL8.  I>,  A. 
HE4.LB.fl.  A. 
WEtLB.  B.  A. 
WELLS,  R .  W, 

UELLB.R.U. 
WENDERMCH.R. 

WEWDERLICH.R,  L. 
WENDERLICH.fl.L. 
WEWDERl-ICH.R,  L, 


021123O4&9 
8211090024* 
8211110374 
S2J 1020S23 
831102066S 

9211110199 
8211190161* 
82I133O146 
821 1  230471 
8211240347 

0211290632 

8211300371* 
0211300333* 
031I30O372* 
BS 11 020432 

8211020432 

B2110S033O* 

8211020079* 

8211060279* 

8211130118* 


50-2B9  0 

CONTRACT  , 

CONTRACT  . 

30-341  S 

30-341  S 

50-341  S 

50-341  a 

30-341  S, 

50-341  S 

90-341  B. 

30-341  B: 

30-341  0: 

30-341  Q 

30-341  C» 

TOPflEP  : 


570 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION            SUBJECT 
NUMQER                  CATEGORY 

HENDERl.rCH,N.  L. 

82)1390313*         30-318         B 

WENDERLICH.R.  L. 

821  J290349*         50-318         5 

•HENSLrtWSKI,  F.  A. 

8211030071*         50-70            0 

UENSLAW3KI,  F.  A. 

8211030301*         50-298         0 

KENELAWSIU.F.  A. 

831  1  100085*         50-133         Q 

WEMSLAHSKI,F.  A. 

G2ri3£OQ3£,t>         50-328         0 

WeW3LAHSKI,F.  A. 

Ba£1230214»         5O-273         Q 

WERNER.  J. 

8211290383*         30-346         S 

WERNER.  R.  P. 

BSt  (300080*         30-243         0 

WERNER,  R.  P. 

621(300080*         90-345         0 

WEST,  J.  M. 

B31  1160249            90-526         S 

WeSTDRQGK.K.  B. 

B3I  I030-J09B         40-B76B 

WEBTDROOH,  K.  B. 
WEBTERHAN,  T,  F. 
WESTERHAN,  T.F, 

B31  1170371            40-37B6 
8211O602BI*         50-443         Q 
S2K090190*         50-ISB         Q 

WESTEflHAN.  T.F. 
WESTEfiMAN.  T.F. 

B21  1090W2*        50-398        Q 
8211150491*         30-367         0 

WESTERMAN,  T.  F. 
WESTERMAN.  T.  F, 

831  11  5066,6.*         30-443         Q 
8211130673*         SO-298         0 

WESTERHAH,  T.  F. 

8211300344*         30-398         0 

WETHINOTQH,  J.  A. 

8211120301*         30-83            F 

WETHY.C.M. 
WETTERHAHN,  M.  J, 

82II16O364*         30-333         F 
B3110203B7            3O-3S2         0 

WETTERHAHW,  H   J. 
WHEATLEY,  P.  D. 

82110303B7            50-332         0 
B2II140519           RES 

WHEELER.  L. 

8211030443            30-503         A 

WHEELER,  L. 
WHEELER,  L.  L. 

8211060660            50-503         A 
BZil  100045            30-443         A 

WHEELER,  L,  L. 
WHEELER.  L.L. 

B2111  10590            50-SOS         A 
8211120333            90-308         A 

WHEELER.  L.  L. 
WHEEL  ER,R. 

8211190293            50-30B         A 
S2111B0362*         30-339         T 

WHEELER,  T.  C, 

8208390116           FOtA 

WHICKER,  J.  H. 
WHICHEfl,  J.  M. 

S21I2303??           90-454        0 
82  1  1  2305O3*        30-454        0 

WHICHER,  J,  M. 

6211330503*        90-434        o 

WHICHER,  J.  M. 
WHITE,  A.  L. 
WHITNEY,  0,  0. 
WHITNEY.  0.  0. 

331  (230503*        50-434        o 
821  1040077"         30-416         S 
8H1101O167*        50-293        B 
821  1O20276*         30-293         R 

WHITNEY,  0,  0, 

B21106O141* 

WHITNEY,  0.0. 

B211O6015B*         BO-293         S 

WHITNEY,  0.  0. 
WHITNEY,  0.0. 
WHITNEV.O.  O. 

B2110603BB*         30-293         8 
821  1060399*        30-293        S 
9211110386*         30-293         R 

WHITNEV.G.  0, 

621115023411        30-S93        a 

WHITNEV.O.  0, 

B211  JB0299*         50-293         8 

WWTMEY.O.  0. 
WHITNEY.  G.e. 
WHITNEY.O.  0, 

Ba(l2903Iln         SO-393         8 
821  1290343*        SO-393        s 
821  1390396*        30-293        a 

WHITNEY,  Q.Q. 
WHITTLESEY,  K,  A. 

8311390978           5O-293        B 
8^1  1020638*        9O-49B        0 

WHVTEi  R.A. 
WICHMAW.H.  fl. 

G^  11290363          30-463        8 
B30SIOOOS4*        FOIA 

HICHKAW.K.  R. 

83O92  10236*         FD1A 

HICHMAM.K.  R. 

B30921038a»        FDIA 

WECK.R.  L, 

B211ISOOI4*        FOIA 

WIEBE,  J. 
WIEDEMAN.  D.  0, 

82  1  1  29032  1  *        50-320        0 
S2110SQJ25           IJ.E 

WIEDNER.K. 

8S111B034S          30-329        T 

«IEDNEK,K. 
WIESEMANN.R.  A. 
HtESEMANN,  R.  A. 
W1ESEMAWI,  R.A. 
W1ESEMAWN,  R.A. 

92111B034B          30-329        T 
821022033S.         50-286         P 
8311030220*         JOP-REP 
Bai  1O60036*        50-393        p 
8211160210*        TOP  REP 

WIEBEMANN,  R.  A. 
HI  COINS,  £. 

wioerws.j. 

WIC9INS,  J. 

82111B030B*        TOPREP 
8211010043          CONTRACT 
S2I  1330130           30-30?        s 
B2I1S90370          50-309        8 

WieOINS.J.  T. 

B31101O264            90-30?         Q 

WIOOINTQH,  D. 
WICOINTON,  D. 
WlflOIMTOH,  D. 
WILBORM,  L. 
WILBUR,  L.C. 

B21  1010002          90-295        f 
B2I  1060648          50-316        P 
821  10B0373          90-31  S        p 
B21IlB04S5it        50-313        fl 
B211I609S-7»        50-134        F 

WILCOVE,  H.  M. 
HILCDl/e,  H.  H. 
WILCOl/E,  H.  H, 
WILCOVE,  H.  M. 
WILKIH80N,  B.  W. 

B3  11  0300  5  4           30-32"?        O 
631  1040106           50-339        fl 
BB11O60345          40-339        f 
S2J1160273          50-32"?        0 
BB1  1040363*        30-294        F 

HILLETT.  D,  J. 
WILLIAMS,  C.  C. 
WILLIAMS,  C.  C. 
WILLIAMS.  C.  C. 
MILLIAM3.C.C. 

621  1  1  2O346*        30-344        0 
621  1010223*        SO-440        O 
B211160190*        30-S46        Q 
B21J16023B*        30-946        0 
8.81  1K3031B*        50-346        a 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

WILLEAMS,  C.  C. 

82  11  30006  7» 

50-347        Q 

WILLIAMS..  C,  C. 

0211300229* 

50-454         Q 

WILLIAMS,  H.  L. 

BSt  1150029* 

FOIA 

WILLIAMS-  H.  L. 

sain  goosn 

FOIA 

WILLIAMS,  J.  H. 

B2O7030402* 

30-461         A 

WILLIAMS,  J.  H. 

B2  11  090022* 

30-461         A 

WILLIAMS.  J.  U, 

8211030219 

50-350       H 

WILLIAMS,  J.  W. 

B2I  1040*50 

30-335         B 

WILLIAMS.  J.  U. 

B21  10701  14 

50-351         8 

WILLIAMS,  J.  U. 

821  10901  96 

50-335        S 

WILLIAMS.  J,  U. 

92110903iO 

50-335         5 

WILLIAMS.  J.  H. 

8311110191 

50-250         R 

WILLIAMS.  J.  H. 

82I112026B 

50-339        R 

WILLIAMS,  J.  U, 

B-2II170453 

50-335        S 

WILLIAM3.  J.  H, 

B3I1290605 

50-335         S 

HILL  JAMS,  J.  U. 

6211290467 

50-E30        8 

WILLIAMS,  K.  A. 

8211110650 

NUREO 

WILLIAMS.  H.  E. 

6211010299 

40  -80S  4 

WILLIAMS,  R.E. 

flat  1030271 

40-8745 

WILLIftHS,  R.£. 

831  1100479 

40-6330 

WILLIAMS,  y.  5. 

B21  1230301* 

50-304         S 

WILLIAMS,  H.  A. 

6211020702* 

50-395         F 

WILLIAMSON,  B. 

B21  1040202* 

90-259         S 

HILLIAWSON,  H.  E. 

821  12903SB* 

50-316         P 

WrLLITS.B.  L. 

B51112049B> 

50-59           F 

WILLMOBE,R.L. 

8211020577 

50-440        0 

WILLMORE,  R.  L. 

BE  1  1  020577 

50-440         0 

UILLMORE,  R.  L. 

8211040329 

30-440        0 

WILLMOfiE,  R.  L. 

8211040434 

50-440         Q 

UILLMGRE,  R.  L. 

82  11  04043  4 

30-440         0 

UILLSEY.W,  D. 

8211030103 

50-277         R 

WILLSEY.K.  Q, 

B2  1  118028? 

50-377         R 

WILSON,  B.  D. 

8211160309 

XPQRTLIC 

WILSON,  B.  D, 

821117046B 

XPORTLIC 

MILSON.fi.  D. 

8211340452 

XPOHTLIC 

WILSON,  B.  D. 

831  1300422 

XPORTLIC 

WILSON.  D.  A. 

B21  1090034* 

C  ONTRAC  T 

WILSON,  J. 

8911110370* 

S  0-230        R 

WILSON,  J.  E. 

8211100463* 

CONTRACT 

WJLSON,  J.  iL. 

82110B0193 

30-280         S 

WILSOH.  J.  L. 

B2110SOSOS* 

50-2BO         B 

WILEOW,  J.  L, 

BailOS0256 

SO-2BO         S 

WILSON,  J.L. 

B2UOS025D* 

S  0-380         S 

WILSON,  J.L. 

B2110S0362* 

S  0-380         S 

WIL90M,  J.L. 

B2I1(,80264* 

SO-2BO         B 

WILSON,  J.  L. 

821  J  100508" 

5O-2BO        F 

WILSON,  J.L. 

B211  170400 

30-3BO        S 

WILSON,  J.  L. 

8311170412* 

50-2SO        S 

WILSON,  J.  L. 

8211170420* 

SO  -280         S 

WILSON,  J.L. 

8211230215 

SO-2BO        S 

HILSON,  J.  L. 

3211220223* 

BO-2BO       S 

WILSON,  J.  L. 

821  1220233 

30-380        B 

WILSOH,  J.  L. 

821  1220340* 

SO  -280         S 

HILSON,  J.L. 

Bail  22024  4* 

50-2BO         S 

WILSON,  J.  L. 

62  11  83031  4 

50-2BO         S 

WILSON,  J.L. 

B21  1220317* 

50-280         S 

HILBQN,  J.  L. 

B21  1220320* 

50-380         B 

WILSON,  J.  L. 

B21  1320323* 

30-230         S 

WILSON.  J.  L. 

821  1330444 

30-300         B 

WILSON,  J.  L. 

8211230451* 

30-3BO         S 

WILBQN,  J.  L. 

8211330461* 

50-280         8 

HIL80N,  J.L. 

82112907B7 

50-230        B 

WILSON,  J.  L. 

82  1  1  390730* 

50-280         B 

HILBQN,  K.L. 

8211120077 

40-1341 

HILSON,  T.  A. 

821  1040406 

40-7077 

WILSON,  U.E. 

8211120941* 

90-27          F 

WILr,D.  D. 

B21  1020600 

50-440        0 

HILT.D.  D. 

9211020600 

30-440        0 

HILT,  D,  D, 

8511190379 

30-440       S 

WILT,  D.  D. 

8211150379 

50-440        0 

WILT.D.  D. 

B211  150420 

50-440        0 

WILT,  D.  D. 

B21  11  50420 

SO-440        0 

WKT.D.  D. 

83J  1  150431 

5O-440        0 

WILT.D.  D. 

8211150431 

50-440        0 

WILT.O.  D. 

821  1  15043B 

90-440        0 

MILT,D,  D. 

B21  11  50438 

30-440        0 

WILT.D.  D. 

S21129066B 

30-440       0 

WILT.D.  D. 

821  1  890668 

50-440        0 

MINTERHOFF,  D. 

B2I  1060239* 

50-373        S 

WINTERHOFF.  D. 

SSI  11  20462* 

50-373        S 

WINTERS,  C.  E. 

SSI  1090044 

70-1062 

WIRTH,  W.  F. 

SSI  10703B1* 

5O-334         F 

WITHERS,  B.C. 

aai  1010174 

50-344        P 

WITHERS,  B.  J). 

821  1030332 

90-344        P 

HITHEBS,  B.  D, 

3311120370 

90-344        F 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

WITHERS.  0.  D. 

B21  1330430* 

50-314        (3 

WITHERS,  D,  0. 

8211300349 

SQ-344        F 

WITHERS,  B.  D. 

S21  1300411 

30-344        f 

WrTTENOURO,  K. 

Bail  160400* 

5O-373        S 

WITTENBURO,  K. 

8211390426* 

50-373        S 

WIZNER.D.  0. 

B2110600B1* 

50-3IA        S 

WDEUS,  R,  A. 

B2  1  10600  52 

30-423        K 

WODUS,  ft.  A. 

8ail060O32 

30-423        X 

WOBU5.R.  A. 

8211060052 

5-D-433        K 

WODEK,  D,  J, 

B2J1240O47 

4O-67I4 

WOQMAN,  K.  A. 

8211050040* 

UASTE   HOT 

WOQMAtJ,  N.  A. 

S3110B004CB 

WASTE   HOI 

WOHLD.P.R. 

6211120355* 

50-463        0 

WOJCHOUSKI,  A.  V, 

02110500120 

SO-263        S 

WOJCHOUSKI,  A.  V. 

8211050017* 

SO-  363        S 

HOJCHQU3KI,  A.  V, 

8211050020B 

50-363        S 

WOJNAS.  E.  J. 

8211190169* 

30-an      a 

WOLF,  J.  F, 

B211O304A7 

S  0-533        0 

WOLF,  J.  F. 

0211030320 

5  0-  523        fl 

WOLF,  J.  F. 

8311070261 

SO-  522        8 

WDLF,J.  R. 

82110301,75 

RES 

WOLF,  J.  R. 

B21  11  10130 

ffES 

WOLFE,  J.  E. 

821  1  120O94 

NUREO 

WOLFE,  S.  J. 

821  1  020439 

5O-3(f2        fl 

WOLFE,  8.  J. 

B21103039S 

5O-4fift.        fl 

WOLFE,  8.  J. 

B2i  loaooaa 

5O-393        0 

WOLFE,  S.  J. 

B2I  1  190212 

SO-3Q2        0 

WOLFE.  S.  J. 

8311320184 

30-322        0 

WOLFE,  8.  J. 

B3  11  340367 

30-330        0 

WOLFE,  S,  J, 

83  11  340271 

3O-333        0 

WOLFE,  5.  J. 

B21129O71B 

so-ana      o 

WOLLETT.  S. 

8211060672 

CQNTJJrtCt 

WOLLETT,  8. 

0211080319 

CONTRACT 

WDLLETT,  S. 

B311090R70 

CQNIWiCI 

WOLLETT,  S. 

8311100455 

COMTflAC  T 

WOLLETT,  S. 

8311100457 

CCNTflACT 

WOLLETT,  S. 

8211100506 

CONTRACT 

WOLLETT.  S. 

8211100529 

CCNTHACT 

WOLLETT,  S. 

8311110308 

CONTRACT 

WOLLETT,  S. 

B31  11  10236 

CONTRACT 

WOLLETT,  S. 

8311110353 

CONTRACT 

WOLLETT,  S. 

821  1  1  10267 

CONTRACT 

WOLLETT,  S. 

8211110322 

CON  TRACT 

WOLL6TT,  S, 

82111103B3 

CONTRACT 

WOLLETT,  S. 

821111039-3 

COW  TRACT 

WOLLETT,  S. 

B21  1110447 

CONTRACT 

WOLLETT,  S. 

8311110451 

CONTRACT 

WOLLETT.  S. 

82111(0452 

CONTRACT 

WDLLETT,  3. 

8211110516: 

CONTRACT 

WOLLETT,  S. 

3211110520 

CON  TRACT 

UOLLETT.S. 

SHI  111064  1 

CONTRACT 

WOLLETT.  S. 

82111201B0 

CONTRACT 

WOLLETT,  S. 

S31  1  120379 

•CONTRACT 

WOLLETT.  S. 

B21  1  130294 

CONTRACT 

WOLLETT,  8. 

B2I  112029  7 

CONTRACT 

UOLLETT,  S. 

8211150013 

CONTRACT 

WOLLETT,  S. 

8211150075 

CONTRACT 

WOLLETT,  S. 

8211150234 

CONTRACT 

WOLLETT,  8. 

8211180456 

CO  NTH  ACT 

WDLLETT,  S. 

B2111B0477 

CONTRACT 

WQLLETT.  S. 

B21H90029 

CONTRACT 

WOLTNER,  E. 

8211010259* 

70-371 

WOLTNEH.E. 

8211030267* 

&0-333         0 

WOLTNER,  E, 

B21  1090465* 

7O-HEO 

WOLTNER,  E. 

8311330468* 

7O-37  £ 

HOLTNER,  E. 

8211300162* 

5O-24S         Q 

WONO,  T. 

821  1  120025 

4O-299 

WOKO,  T. 

8311130034 

4O-299 

WONO,  T. 

S31  11  70483 

40-297 

WOOD,E.  C. 

8310260438 

5O-301         B 

WOOD.  E.  C. 

8311O10t77 

50-309        S 

WOOD.  E.  C. 

B2  11  010244 

5O-309         E 

WOOD,  E.  C. 

821  1030379 

50-30?        S 

WOOD,  E.G. 

B31  10601  13 

50-309        S 

WOOO.E.  C. 

821  106031  8 

30-30?        S 

WOOD.E.  C. 

8211060379 

50-3O9        S 

WOODHEAD.  C.  P. 

B3110I020-O 

5O-142         0 

WOODHEAO,  C.  P. 

8311230519 

3O-142        0 

WOODHEAD,  C.  P. 

881  1390072 

50-341        0 

WOODRUFF,  R.  L. 

8211150403 

State   Pro; 

WOODRUFF,  R.L. 

Bail  150602 

I&E 

HOODS,  L.  A. 

8211170091* 

FOIA 

WOODS,  R.  D. 

8aioaio<i9i* 

50-329         T 

WOODWARD,  J. 

8211100496 

HES 

WOODV,  C.  0, 

8211160528* 

9O-35O        F 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUDJECT 
CATEGORY 

WODLEVER.E.  J. 

021  1020375* 

30-413 

0 

WQOLEVER.E   J, 

0311100437 

50-412 

S 

HOOLSEV.n. 

6211060530 

40-6004 

UQOLSEV,  R. 

021  1160055 

40-6701 

WOCLSEY,  n.  T 

32(1030303 

40-S064 

UOOLSEV,  R.  T. 

B31  1030310 

40-6004 

UaOLSEY,  Fl.  T. 

02J1O90062 

40-0743 

UQQLSEY,  0.  T. 

02iiuoooa 

40-8768 

UQQL5EY,  R.  T. 

03  1  1120546 

40-SO84 

UDOLSEV,  R.  r. 

0211180108" 

FOIA 

UORBY,  L. 

B21  1300450 

WASTE    MOT 

UftAY,  J   0. 

021IO4O20S 

70-27 

HRAY.  J.  R. 

0211130330* 

50-321 

a 

WRAY,  J.  R. 

(12111504121 

70-27 

HRICHT,  D, 

B21  1060429* 

CONTRACT 

UFUCHT,  E.  0. 

6211H053I* 

70-769 

NHICHT,  E.  0. 

8211170121" 

FDIA 

HNICHT,  0. 

021  1230322* 

30-373 

0 

HRICHT,  0    C. 

0211060004" 

30-133 

a 

HNIOHT.  J. 

021  1160552" 

50-445 

H 

WRIGHT,  N.  A 

02  11  090260 

50-440 

0 

MB  [CUT,  R.  W. 

031  1150524* 

50-413 

a 

HULFF,  W. 

0211010272 

RES 

HULLEIf.O.  E. 

0211060209 

50-461 

A 

MH.LEO.  0.  E. 

0211160204 

50-461 

a 

UULLER.O.  E. 

B21  1230033 

50-461 

A 

MJU.EB,  0.  E. 

0211300103 

50-461 

A 

YHWDELL.  L.  A. 

0211090424" 

50-131 

a 

V^HOELL.L.  A. 

0211100231" 

SO-2H9 

a 

YdNIV,  S.  S. 

0211220038" 

FDIA 

YARDRQi  0.  0. 

0211020344* 

50-537 

T 

YAF1CER.  K. 

0211020932" 

50-346 

8 

VflUCER,  K. 

02I13OOIQ7* 

30-346 

S 

YAIWICK,  T.  P. 

B21  11  70491 

40-0102 

YAFES,  H.  R. 

0211030011 

NUIiEQ 

YIN,  I.  T. 

8211000272* 

BO-237 

a 

YIN,  I.  T. 

021  1160198" 

30-440 

0 

YORK.  J.  H. 

021119060?' 

50-390 

a 

YOST,  11.  H. 

0211010490 

50-322 

A 

YOST,  tt.  If 

82  11  060547 

30-309 

A 

YOUH8.  F. 

821  10601  30 

50-209 

S 

YOUNO,  F. 

B2I1090430* 

50-289 

a 

YOUN9,  M.  A. 

0211160201 

90-133 

0 

YOUHQ.  M   A. 

0211170179 

30-4S4 

0 

YOUN3.  11   A. 

02  11  180393 

30-460 

0 

YOUNS,  M.  ft. 

0211340018 

30-451 

Q 

VCUNO,  M   A. 

021  1300172 

90-460 

0 

YClrtlQ,  T. 

B21  1020270* 

SO-520 

Q 

YOUNQ,  T. 

0211020320" 

50-312 

0 

YOIMS,  T. 

821I120353* 

50-320 

Q 

YGtWe,  T. 

0211  190131 

50-361 

9 

YOUN8,  V. 

02  1101007  5 

40-O793 

YCUWOi  V.  rt. 

0211090053 

40-0771 

YOUHO.  V.  A. 

031  1090071 

40-0771 

YCI/N9,  V.  A. 

021  11  90372 

40-0745 

YOUNSBLOOD.  D   J. 

0211010450 

30-423 

A 

YOUNSHLOOD.n.  J. 

0211030275 

30-393 

F 

YQUMOBLQQD.B.  J. 

02IIO3020I 

30-483 

E 

YOUWSaLQGD,  0.  J 

02110400420 

30-454 

A 

YflWOBl.OQO.fl.  J 

0211060430 

50-395 

P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

VOUNQBLOOD,  D    J. 
YOUWOBLOOB,  B.  J, 
YCUNODLODB.  0.  J. 
YDUNOBLaOD.  D.  J. 
VOUNOBLODD,  0.  J. 

S3  11060437* 
8211060444* 
S2  11  0604  SO 
S2110&0452» 

£3110&0456» 

30-393         P 
50-393        P 
SO-39S        P 
50-395        P 
50-395        P 

YCUNUBLOOD.  D.  J. 
YOUNOBLOOD,  &.  J. 
YOUNODt-QOD,  B.  J, 
YOUWCBLaDD.  B.  J. 
YDUNSBt-ODD.  0.  J. 

8211090112 
331109011** 
3311090122+ 

S2111O0509 
a2111OOSi2 

5Q-3B7          P 
SO-3B7        P 
30-3B7        P 
50-454          A 
50-395          E 

VQUNQOLOOD,  0,  J. 
YDUNOOLOaD.  B.  J. 
YOUMODLOOD,  0.  J, 
VaVHOBLOOD,  B.  J, 
VDUNODLOOD,  D,  J. 

6211110104 
B2E  11  10405 

3211160060 

eaiiuiHos 

6211140106 

30-393          P 
50-307          F 
30-393          P 
30-423          C 
SO-393          P 

YOUMOBLODD.  B  .  J. 
VOUMOBLOOD.  B.  J. 
VOUNGBLOOD.  B.  J. 
VOUNfiQLQDD.  B,  J. 
VOUMOIILOOD.  D.  J, 

0311160122 
6311160940 
B3U  160343 
B2  11  2200^3 
0211220478* 

50-398          F 
30-424          A 
50-482          A 
50-387          E 
50-395         P 

YOUNODUOOD.  B.  J. 
vouMooc.aao.fi,  j. 

YOUHOBLOaD.  B.  J. 
VUHABr  0.  P. 
VUHASrO.  P. 

B2U2B0499* 
621  1300420 
B21  1300424 
631  1020071* 
621  IIOOOBS* 

30-337          P 
50-387         E 
80-346        A 
5  0-70            Q 
50-133          Q 

VUHUS,  0.  P. 

vuiMor.  c.  P, 

VUNDT.  C.  P. 
VUflD-T.  C.  P. 
VUNOT:  C.  P, 

BS1  1120369* 
3211020309 
0211010345 
821  1  100015 
8211100037 

50-206          0 
30-344          R 
BO-344         R 
50-344          R 
30-3S4          R 

YUNDT,  C.  P. 
VUNDT,  C.  P. 
ZIBl/LSKY,  H. 
Z  IDVLSKV,  H, 
ilMMGR.  J,  P. 

B£  11  110253 
021  1100109 
821  10600B8* 
021  1300226* 
021  1230348" 

30-344          R 
50-344          9 
7O-E100 
5O-97            Q 
70-143 

ZIMMERMAN,  J. 
ZIMMERMAN.  J. 
ZIMMERMAN.  J. 
Z  IMWERMAN.  J. 
ZIMMERMAN,  J. 

0211340237 
B21I2402B9 
8211240293 
0211240296 
8311240397 

xpo.nn.ic 
KPonruic 

XPOHTLIC 
XPOflTLIC 
KPORIL1C 

ZIMMERMAN,  J. 
ZIMMERMAN,  J. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J,  V. 
ZIUMERMAN.  J.  V. 

93  11240301 
83  11240302 
B21  1060446 
0211060449* 
BS  I  106043S 

XPQKTLIC 
XPORTL1C 
XPORTLIC 
XPPRTUC 
XPORTLIC 

ZIMMERMAN,  J,V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J,  V. 
ZIMMERMAN,  J,  V. 
ZIMMERMAN,  J,  V, 

82110&04&4 
021  1060  90S 
BS1  1060306 
D211060SIO 
0211060312 

XPPflTLIC 
XPORTLIC 
XPDRTUIC 
XPOHTLIC 
XPORTLIC 

ZIMMERMAN.  J.  V. 
21MMERMAM.  J.  V 
ZIMMERMAM.  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN.  J.  V, 

92  11060514 
B21  106091  7 
B21  1060  3SJ 
B21  1060923 
821  E060927 

XPDBTLIC 
XPORTLIC 
XPORTLIC 
XPORTLJC 
XPORTLIC 

ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V, 
ZIHMEflMAN,  J,  V. 

621  1060SS9 
BZ1I06054B 
8211160403 
821  1160510 
8211160311 

XPORTLIC 
XPORTLIC 
XPORTLJC 
XPORTLJC 

XPORTL1C 

AUTHOR 


ACCESSION 
NUMBER 


ZIMMERMAN,  S.  R. 
rUDAHS,  2. 
HJDAKS,  2. 
ZUFELT,  E. 
ZUFEt-T,  E. 

IUFELT,  E. 
ZUFEi-T,  E. 
ZUFELT.  £. 
ZURrtKOWSKI.P.  R. 

i,  p.  it. 


IURAV,QWS^.I,  P.  R. 
I,  J. 

.  J.  A. 
IHOLIWSKI,  J.  A. 

1IMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V. 

ZIMMERMAN,  J,  V, 
ZTMMEHMAN.  J  V. 
Z  rMM-ERMAN;  J.  V, 
Z  TMM.ERMAN,  J.  V, 
I  TMMERMAN,  J.  V. 

ZIMMERMAN.  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN.  J.  V. 
ZIMMEflHAN.  J,  V. 
ZtMMEKMAN,  J,  V. 

ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN.  J.  V. 
ZIMMERMAN,  J.  V. 

ZIMMERMAN.  J.  V. 
ZIMMERMAN.  J.  V. 
ZIMMERMAN.  J.  V. 
ZIMMERMAN.  J,  V. 
ZIMMERMAN.  J.  V. 

ZIMMERMAN,  J.  V. 
ZIMMERMAN.  J.  V. 
ZIMMERMAM,  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V. 

ZIMMERMAN,  J,  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J.  V. 
ZIMMERMAN,  J,  V. 
ZIMMERMAN.  R.  P. 

ZIMMERMAN,  B.  H. 
ZtJIMERMAM,  S.  II. 
ZIMMERMAN,  S.R. 
ZIMMERMAN,  S.  H. 
ZIMMERMAN,  S.  R. 

ZIMMERMAN.-8.H. 
ZIMMERMAN,  B.  R. 
ZIMMERMAM,  B.  R. 
ZIMMERMAN,  S.  R, 
ZIMMERMAM,  B.  H. 

ZIMMERMAN,  B.  R, 
ZIMMERMAN,  S.  R. 
ZIMMERMAN,  S.  n. 
ZIMMERMAN,  S,  H, 
ZIMMERMAN.  S.  R. 


0211300376 
8ZO0290O1 4 
0208S90014 
0211020337* 
6211020345* 

02110S0414* 
621 1O2O501* 
021 1030656* 
Q21 1O2O26B* 
0211220270* 

B21122O297« 
0203040497* 
B2O3O9O660" 
021115O19I* 

B21  U7O297 
821 1 170433 
0211170437 
B21117Q439 
B21117O436 

8211170461 
0511170464 
821 1 170463 
821I17O466 

B21U7O467 

021 117048B 
021 1170544 
021 1170969 
8211 100021 
0211190336 

B2 11 190 337 
02 1 1 2SO 1 97 
021 1220441 
9211220444 
3211220447 

0211230449 
021 1220451 
02 1 1240707 
OS  113000-90 
0211300103 

0211300109 
8311300116 
021 13001  IB 
021 1300124 
B2J 13OO131 

8311300144 
821 1300194 
0211300460 
9311300472 
9211300403* 

B2I 1010109 
8211010176 
8211040134 

0211090210 
3211090275 

B21109030B 
92IU0001S" 
021 112O399- 
9211130436 
92111504V9* 

Q311 170423 
B2U23Q101 
021 13901 &1 
B2 11 270298 
0211300342 


70-1337 

FOIA 
FOIA 
FQIA 


The  subject  category  column  in  this  index  gives  the  docket 
l»mhar  and  the  symbol  for  the  category  of  information 
SSKdocket;  for  example,  50-320  P.  The  docket  subject 
categories  are  defined  in  Appendix  A. 

Q.ihinrt  cateaories  for  nondocketed  items  are  also  entered 
fn  fhte  crtumn  K  symbol;  for  example,  ACRS.  These  cate- 
gories are  defined  in  Appendix  B  and  listed  in  the  Contents. 


An  asterisk  following  the  accession  number  in  this  index 
indicates  that  the  document  is  an  enclosure  to  another 
document.  To  obtain  the  accession  number  of  the  principal 
document  under  which  the  enclosure  is  listed,  refer  to  the 
index  entitled  "Cross  Reference  of  Enclosures  to  Principal 
Documents." 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOHY 

3H  Co,.    Hinneiota    Mlnlna   b  Mfo,     Co, 

0211170127" 
8211110117 

FOIA 
40-BD20 

AHftX.    Ire 

B211090S76 

40-eioao 

AieOR 

8211230090 

TDPE1EP 

BS1  1220173 

PRH 

AtJiom   Alliance 

8211290790" 

OA999 

AtBt-C  levBlana  <jO.               t.irlc    preservat 

;ion    0211030372 

40-B6BI 

ftdvliorv  Council    on 

031  1220190 

90-443 

A 

, 

8311100963" 

50-230 

P 

Acratlit  Operations,     Inc. 

0311100566* 

30-220 

r- 

B2U1701tl9M 

CONTRACT 

Air  Forte.  Deot.  of 

aaii06oao3M 

QA999 

Alrco,    Inc. 
A1  Stern  Ai»ocfate» 

B21117049B 
B211020312" 

FOIA 
SO-31B 

F 

Alabama  Power  Co. 

0211020310" 

90-340 

F 

O2U02O359           30-348  R 

8211030360*        30-340  H 

D2110BO440           30-361  " 

30-364  n 

30-361  H 


831  lOaOSEtK" 

bo-364 

n 

B311020706" 

30-310 

F 

821  10B070fa» 

30-34B 

F 

0211020707* 

HO-31H 

F 

0211020707" 

30-340 

F 

Bail04016D 

30-310 

B 

0211040174* 

90-340 

13 

B31  104O3S11 

30-364 

I1 

B3II040:)S&* 

30-361 

P 

8311060049 

30-34B 

Q 

B21106QQ33H 

30-340 

a 

8211060076 

30-364 

8 

021t06000S» 

30-361 

n 

0211060241 

50-310 

p 

G31106024G» 

90-340 

p 

B2HQ603t>7» 

30-340 

F 

50-34B 

F 

OBH000230 

90-34B 

P 

0311080234" 

30-340 

P 

6B11090177 

90-34O 

F 

8211100333 

50-364- 

B 

03I11003H7* 

50-364 

Q 

0211130KA6 

30-343 

P 

B211H502A6 

30-348 

P 

0211170434 

30-364 

F) 

B2111704A1* 

30-344 

B 

8211220009 

30-34B 

n 

oaiiaaooioo 

30-34B 

n 

B2113COMO 

SO-340 

p 

6211320110 

BO-340 

p 

B2iiaaoii5" 

SO-34B 

p 

8211320119* 

BO-34B 

p 

8211220121 

30-364 

R 

B3II220124* 

30-364 

It 

B31  IZ90  30B 

50-348 

S 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMDER 

SUBJECT 
CATEGORY 

021  129Q50B 

SO-34B 

S 

B21  13*70510* 

50-3-18 

S 

8211290529* 

50-34B 

B 

B21I290531' 

SO-346 

S 

63U3906BB 

50-361 

P 

a31l290i>(!,3» 

SO-3&4 

P 

B3i  1300174 

50-34B 

P 

Bat  1  3  002B2 

90-364 

0 

8311300321 

50-364 

P 

Ald»rmn   Reporting 

3211230355 

50-322 

T 

Allegheny   Electric    Coaporat  1  ve.     Inc. 
Allegheny    International 

B21104O30B 

aanoao-174 

3O-3B7 
4O-B724 

0 

Al  lletf   Comical   Carp. 

aBO^aooioa 

40-3372 

6209300404" 

40-3392 

AllUd    Engineering 

B21  1010159" 

SO-  537 

A 

Alll«d-Cro»ivoada    Nucloar   Corp. 

92112900391" 

40-fc500 

02  n  390052" 

40-i500 

8311290332* 

40-6500 

B2ii29oa34> 

40-6500 

American  Electric    Poynr  Bui-vice   Corp. 

B31lia0477 

50-315 

P 

A-mnrUan   Inilltute-    for   lloaoorch    in    the 

B21U5Q017* 

FOIA 

Doha  v  1  oral    3d  en  <rei 

Amorlcan  Nuclear    Society 

B2O91  30015 

eano30oaa« 

PR 
CONTRACT 

6SH  190380 

FR 

American  Rviourcei   Group.    Ltd, 

aai  1  1  t,Q322» 

50-403 

rt 

Rani6o:)35» 

BO-4B3 

A 

American  Harming    6   Ventilating.     Inc. 
Annriham  Corp. 
Amotuk,  Inc. 
AnePco.  Inc. 

OBllS'}OA27<t 
931  tS  303m 
921  1120S7O 
D211O&0334 

QA999 
71-370 
30-261 
71-9074 

S 

Arliona   Public  Service  Co. 

B211O10I43 
92110I01B3 

30-528 

so-ssa 

A 
E 

021  10303A7 

50-523 

E 

Q211O20S34 

50-538 

•B 

B3110H0534 

50-529 

S 

Q211  0-10330 

50-52B 

E 

B211O40330 

50-S2B 

E 

3211040330 

50-52S 

E 

BE1  10-10418 

5O-53B 

A 

021  1040419 

SO-S2B 

A 

aai  1010*10 

50-523 

A 

0211040426 

50-538 

A 

SSI  1040426 

50-320 

rt 

B211O4042& 

S0-52a 

A 

B311030140 

50-53B 

A 

SHI  1090140 

SO  -520 

E 

B21  1090140 

50-538 

F. 

O21  1090110 

SO-92B 

E 

S2t  1070203 

50-52B 

E 

aaiio902oa 

50-52H 

E 

asiio9oaoa 

50-328 

E 

021  10-90290 

50-528 

E 

0211090390 

50-528 

E 

J73 

821  1090290 

so-saa 

E 

574 


CORPORATE  SOURCE  INDEX 


AUTHOR                                                  ACCESSION 
AFFILIATION                                               NUMBER 

SUBJECT 
CATEQQRV 

921  1  1  0000? 

50-528 

S 

821  1  1  00076 

50-523 

S 

021  1  1  00076 

50-528 

S 

92*  1  1  00076 

50-528 

S 

02IUOOOB7 

50-52B 

S 

B21  1  1  00037 

90-  328 

B 

B21  1  1  00097 

50-52S 

S 

B2UI0009B 

SO-&29 

B 

6211120313 

SO-52B 

S 

8211130313 

so-  gas 

S 

831  112031  3 

SO-32H 

9 

8211120363 

50-530 

S 

6211130430 

50-5SB 

8 

B21  11  20430 

30-529 

5 

BS  1  1120430 

30-523 

a 

8211130441 

50-5B3 

A 

8211  120441 

50-52B 

A 

B2111S044? 

50-533 

S 

B2111S0142 

50-528 

e 

S3!  11  50177 

50-52S 

s 

821  1  1  30669 

50-520 

B 

8211190*69 

50-52B 

S 

B21  1  1  50669 

50-520 

B 

B21118036Q 

50-52B 

F 

B21I  160367* 

50-326 

r 

8211300026 

50-588 

A 

B21  1520026 

SO  -529 

ft 

B31I  £20026 

50-52B 

A 

B2I12303IB 

50-53B 

S 

82IJS20218 

50-529 

e 

B3I123021B 

50-52B 

s 

821  IE  20256 

50  -BBS 

a 

8211230356 

30-329 

s 

0311220300 

50-520 

3 

82112202B3 

50-52B 

s 

921  1230092 

50-52S 

E 

821  1330092 

50-S2B 

E 

321  1230092 

30-523 

e 

921123014? 

50-523 

A 

P21  1230149 

50-523 

A 

8211230149 

50-BS8 

A 

021  1230364 

SO-5S3 

E 

B21  129060? 

50-523 

F 

621  1290609 

50-523 

F 

621  1290609 

50-529 

F 

B3H30Q34t 

50-SBB 

& 

021  130024  6 

50-539 

B 

S2  11  30024  6 

30-338 

S 

8211300247 

so-ssa 

S 

SHU  30034  7 

50-SSfl 

s 

B2  11  300347 

30-528 

g 

8311300360 

50-520 

E 

321  1  3  00329 

50-3S9 

S 

B2113003B? 

30-52B 

3 

B31  1  3003Q9 

50-52B 

S 

B2113003B9 

50-336 

B 

B2113003S9 

so-ssa 

B 

S21  1  120521* 

30-113 

F 

821  11  20521  » 

50-113 

F 

3211190470* 

CONTRACT 

AUTHOR 
AFFILIATION 

ACCESSION             SUBJECT 
NUMBED                 CATEOORV 

0211090031           30-313        p 

8211090039            50-313         I 

B211100065            50-313         P 

021110023B"        50-313        P 

82111  101B2          50-363        R 

B2111  101B5»        30-36B        ft 

0211110193          50-36B        P 

82111  10300           30-313        ff 

8211110302*         90-313         fl 

8511120429           30-313        p 

8211la0437«         90-313         P 

B2I112Q437*        50-313        P 

B211150144            90-313         R 

B21115014i*        50-313        fi 

B211I30154            50-313         ft 

S211  130140*        30-313        R 

B21  11  50282            90-313         B 

0211I502B6»         50-313         H 

B21  11  30310            50-36B         Fl 

0311130312            50-363         Fl 

8211  190326           30-369        H 

8211130327*         90-36B         H 

B31  1  1  30340          50-368        R 

0211130341           50-368        R 

S211  150342*        90-360        R 

B211130343»        50-34B        R 

0211190399           50-313        P 

8211150340*         90-313         P 

821  1  1  50434           50-36S        R 

0311  150436*        50-368        fl 

821  11  30342           50-360        Fl 

B21  1  1  30544*        90-368        B 

B21115044?            30-313         R 

821  11  50652*        50-313        B 

8211150681           50-313        R 

B21  11  50684*         50-313         ft 

0211160192           50-313        P 

8211160192            90-313         P 

B211160213            50-36B         R 

Q21  11  60263            50-313         0 

821  11  60299*         50-313         Q 

82111703B7          30-313        F 

0211190246            50-313         P 

8211220309           50-313        P 

8211230031           90-313        P 

B211230149          50-313        P 

B21  1230504           50-313        0 

B211230S04           50-313        0 

0211290420            90-313         H 

8211290434*        50-313        R 

B2U29034B           90-313        P 

B21130023B          50-313        P 

B211300273          90-313        P 

Armed  Forct*   Radlobiological    Reitarch 
In»tituU 

82113002??          50-313        P 
82110?0355          50-170        R 

0211090364*        50-170        R 

Armij,  Dtp*,     of,    H>*d<iuartors   Materiel 
Development  b  Rxdineia   Command 

8211090373*        50-170        H 
8311290202          71-4B7 

Armi;,D»pt.  of 

8211010319          40-8781 

8211060323            71-9037 

0211130010*        FQIA 

Arm!/,D»(it.  of,    Corpt   of  Engineers 

B211290372          50-413        D 
8311040546*        CONTRACT 

Army.Dept,  of,    whit,   8at1d»  Mi»»iU   Range 

821117O250          50-213        a 
B2113?0209*        71-487 

At  las  Mjnerjli 

B2112?0212*         71-4B7 
820(190912*        40-8564 

821  1060644          40-3493 

0211190286          40-3453 

8211190326          40-3453 

Atomic   Enirgg   of   Canada,    Ltd. 
Atomic    Industrial    Forum 
Automation    Induatriti,     Inc 
BDM  Corp. 
BUR  Ounert   Group 

810413041?*        Btafc*  Pros 
8211110579*        FOIA 
B2110801BO          71-9006 
8211060638*        CONTfirtCT 
S2J  1040469          TOPfiEP 

8211080120          TOPFIEP 

B211100137          TOPfiEP 

Bibcock   b  Milcox    Co. 

8211100139*        TOPREP 
8211040423*        OA999 

8311060448*        O.A99? 

8211090138          70-364 

821  10902S6*        90-312        P 

8211090454*        70-364 

CORPORATE  SOURCE  INDEX 


AUTHOR                                                ACCESSION 
AFFILIATION                                                   NUMBER 

SUBJECT 
CATEOOH' 

f 

eai  n  20153 

7O-27 

0311120156* 

70-27 

9211120163 

70-133 

821  11  20177 

70-27 

Bail  120543 

70-37 

0211120951 

70-27 

0311130102 

7O-27 

8211130330" 

70-37 

B21  1  1  S0±a6« 

90-SB9 

P 

021  11  70492 

70-27 

saiiaaoaas 

70-139 

B21122039B 

70-27 

0211230392. 

70-27 

B211220398* 

70-139 

8211230403* 

7O-139 

B311220405* 

70-135 

B21  1230406* 

7O-  1  35 

B31  1230426 

70-135 

B21123014B* 

50-313 

P 

S21  1230332 

71-9031 

Sal  12900B6* 

50-329 

E 

B21  1290394 

TOPHEP 

B21  13Q0233* 

50-308 

P 

flabcock   6  UiUoi    Operating    Plants   Owners      6211020357 

TOPfiEP 

Group 

Baclrui,     R.  A.                                                                                    B211020374 

30-443 

D 

B21  1020574 

50-443 

B 

B21  1020370* 

90-443 

Q 

821  1020978* 

90-443 

Q 

Baltimore    Oas    &    Electric    Co.                                        821QOBQQ72 

50-317 

F 

8210030074* 

90-317 

F 

0310080076* 

30-317 

F 

B31101002B" 

9O-3I7 

r 

BS1  1010030* 

50-317 

F 

021  103003  B 

5O-317 

B 

821  1020043* 

BO-317 

S 

8211020069 

30-318 

B 

B21  1020079* 

30-318 

a 

821  10SOOBO 

50-318 

a 

B21102-0103" 

90-318 

a 

8211020128 

5O-318 

Q 

821  1020132* 

50-318 

B 

021102020A 

30-317 

8 

G21  102021  7* 

5O-317 

9 

021  1020315 

BO-318 

9 

921  1020330* 

HO-310 

5 

E21  1020473 

90-317 

B 

B21  1020477* 

90-317 

S 

SSI  1020302 

90-318 

a 

621  1020311* 

50-318 

a 

8211020349 

90-317 

B 

0211020563* 

90-317 

3 

021  1020636 

90-317 

B 

B21  1020652* 

9O-3I7 

B 

031  106O164 

90-3  IB 

S 

82110A017-4* 

50-310 

B 

0211060179 

90-3  IB 

Q 

821  1060180 

50-317 

S 

8211060186" 

SO-318 

El 

02110601B7 

50-318 

B 

8211060190* 

50-317 

S 

821  106O269 

90-318 

a 

821  106O278* 

50-318 

8 

821  106O319 

90-318 

a 

821  10&O329* 

90-318 

8 

821  109008A 

71-9094 

021  109O36B 

50-317 

0 

B21  1090365 

SO-317 

0 

821  1090410 

50-317 

P 

021  109O4B4 

90-317 

P 

821  1090484 

90-317 

P 

021110O130* 

30-317 

F 

021110O13B* 

50-31  7 

F 

0211100140* 

50-317 

F 

B21110O14O* 

50-317 

F 

8211100211 

50-317 

P 

B2111OD37& 

50-317 

F 

02111  1O049* 

30-317 

F 

0211110045* 

50-317 

F 

021111004B* 

30-317 

F 

S21111O04B* 

50-317 

F 

B21111O111* 

50-317 

F 

02II11O114" 

30-317 

F 

0211130112 

50-318 

S 

0S111S011S* 

50-318 

B 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

EUHJECT 

CATE80RY 

8211140177 
B21U  70219 
0211170223* 
021  11  90244 
0211190349* 

90-317         P 
30-310          P 
50-3  IB          F* 
50-3  IB         1' 
30-318          F' 

5211190349" 
B31  123000S 
0211230005 
BE  i  1230010 
02I1330CHB 

30-310          P 
50-317          f* 
30-317          P 
90-317         0 
SO-317         d 

B2  11  3300  53 
SSI  1230093 
B2II330057# 
B21I330057» 
031  1230  134 

50-317         Fl 
50-317         f! 
30-317          n 
90-317         H 
50-317         3 

8211320139* 
021  1230211 
0211230274* 
8211230374* 
02113/10196 

50-317         B 
30-317         P 
90-317         a 

so-317      n 

50-3SFJ          P 

S21  1290283 
8211270501 
0211290503 
8211290313* 
021129O5I3" 

50-317          II 

so-31  a       a 

50-317         a 
50-313         0 
50-317          £5 

8311390332 
02112903300 
0211290540 
B211390S49K 
0211290966 

50-317           B 
50-317          B 
90-310          B 
50-3  IB         S 
50-3  IB         B 

0au  a90983» 

02I12909S9 
0211390897* 
0211390619 
0211290634* 

50-310          B 
50-31(1          B 
30-3  IB         U 
50-317         S 
50-3-17         H 

Battalia  Hum-en   AfPain    RBsearcfi    Canton 
Hat  tol  J  o  Memorial     Initltut*.     Columbus 
La  bora  tories 

82113QOOAOH 
021  11  90007* 
0211050060 

0211000006 
3511090030 

50-317         (1 
FQIA 
RES 

NUJ1EQ 
71-59S7 

B2111Q0510» 

oaiii  10499* 

B21II  10523ft 
0211IIOA44* 
021  1  1  20304  » 

CONTRACT 
CONTRACT 
CONTRACT 
CDNTFiACT 
CONTRACT 

flatten*  Memorial     Inititutt,     Pacific 
Worthwitt   Labora  tnrij 

B2Q0390013 

0211010273 
821  1020  109 
G21  1040  Ui7* 
S2110S02BQ 

ACF1B 

RES 
WABTE  HOT 
30-B37         A 
HASTE   HOT 

0211060363 
B21  1000011 
8311080040* 
B211  08004  U 
8211080192 

RES 
NUHEO 
HAfiTE  MOT 
WABTE  MOT 
NUREO 

8211090271* 
021  1  1  10079 
B2J11  10511. 
821  1  1  50033* 
0211160503 

30-313         0 

NUREO 
30-537         T 
ACR8 
50-39O         A 

Dadr   Crvtk    IJrmnitim  Co. 

3311190007* 
821  1  1  90007* 
8211030401 
8211030407* 
9211030503 

F01A 
FOlfl 

•lo-o4sa 
•to-aisa 

40-84  S2 

Bach  till    Corp, 

82110401AA 
B11O0900S7* 

asi  i  oio2ao 

82110iQ70A 
821  11  00289* 

40-D1Ba 
50-3H7         P 
50-434         A 
MABTE  MOT 
OA999 

821  11  7052  U 

821  1  1  ao34a 

021  1  1  003SO* 
BB113002B&* 
831  1300374 

50-320         P 
30-329         T 
30-3S9         T 
50-364         Q 
TDPREP 

Bavurldgt,    Fjirb'nft*    It  Diamond 

0211300375* 
021  1  1  505B6 
BSt  1  1  5D5G6 
0211150627 
QS  11  150627 

TOJ»REP 
50-33B         0 
30-330         Q 
50-33B         0 
30-33B         0 

Bo«  ton   EJiion    CD. 

02110101^4 

02110101i7» 
SCI  1020264 

30-293         ft 
50-B93         B 
50-093         R 

576 
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AUTHOR 
AFFILIATION 


ACCESSION 


SUBJECT 
CATEGORY 


GT-00U,j,v.n  National    Laboratory 


"Co"." 
Burnt 


Co, 


for    tf,,  Public    In  t  •rut 


B21 1020276* 
B21 1020442 
8211030452* 
B21 10601 3i 
8211060141* 

8211060146 
821106013B* 
8211060246 
8211060351 
B21 1060388* 

8211060393 
8211060399* 
8211090324 
82I11I02B3 
B21 11 10286* 

8211150129 
8211150131* 
821 1 1 30249 
8211130294* 
82111B0339 

621IIB0295 
6211100399* 
8211180302* 
921 1 190138 
B21H901S7 

8211220238 
8211230419* 
B21 1290305 
8211290311B 
B21 12 90341 

82113903450 
8211290391 
9311290393 
&21 1290396* 
82I1290SB4. 

821 129Q59H 
621 1290660 
831 1290667 
621 1390677* 
80091 70095* 

8210290014 
B21 10 10230 
821  JO 10272 
8211010276 
8211010330 

0211010347 
BZ1 10 10374 
SB11 010349 
6211030021 
8211030121 

8211030136 
8211030219 
8211030475 
B2 11 030493 
821 1030306 


50-293 
30-293 
50-393 
50-293 
50-293 

30-393 
50-293 
90-393 
50-293 
50-293 

50-393 
50-293 
50-293 
30-293 
50-293 

50-293 
50-393 
50-293 
50-293 
50-293 

50-293 
50-293 
50-293 
50-293 
50-293 

71-9111 

50-293 

50-293 

50-293 

30-393 

50-293 
30-393 
50-293 
50-293 
30-293 

50-293 
50-393 
30-293 
30-293 
30-319 

PR 

REB 

RES 

RES 

REB 

REB 
RES 
REB 
RES 
flES 

REB 
RES 
RES 
RES 
REB 


8211090124 
821 1 1 00496 

sau  1 10109 

B211 110315. 
8211110647 

8211160370 
8211180443 


50-244 
RES 


B211I80315 
6211190353 


50-537 
NUREO 


REB 
5o-320 


B211220024*  FOIA 
B21122003B*  FOIA 
8211220044*  FOIA 
FOIA 


FOIA 


50-397 
80-397 
OA999 

QA999 
QA999 
50-397 

50-434 
90-434 

50-484 
30-454 
50-454 
BO-434 


82110203S1 
B21 1030467 
B311 100386* 

B21 11 00397* 
8311100403* 
821 II  6.0443 
BS 11 S30466 
83J12304B6 

Bail  230903* 
8211230503* 
8311290541 
B211290341 


AUTHOR 
AFFILIATION 

ACCESSION            SUBJECT 
NUMBER                   CATEGORY 

821  1290604            50-454         • 

C-E  Op.rating   Plant)   Ouneri   Orouo 
C.    F.     Drawn   t,  Co.                                     * 

8211390604            50-454         t 
8211020432           TOPfiEP 

C.     Itoh   t  Co.  (America),     Inc. 

8211160269*         30-373         1 
8211240303           XPOflTLtC 

CCMJCO,  Inc.     (Continental    Oil    Co.  > 

B2U02015B          40-B743 

Cabot   Corp, 

B21  1030369          40-8743 

California  Polytechnic    State    Univ 
California,    Stati    of 

BBn30M~z            XPORTL1C 
8211010467*         COMTRACT 
821  1  1  50385            50-375         fl 

California,    Univ.     of,    Bark*ley 

B20718006B           ACRS 

8211160574*         50-524         F 

California,    Univ.     of,     Irvine 

8211160575*        50-224        F 
8211230359*         50-326         F 

8211220366*         50-326         F 

California,    Univ.     of,    Lo3   AngffiBt 

8211050061.        CONTRACT 

031108007B           30-142         0 

8211150634            50-1-42         0 

California,    Univ.     of,    BantJ    B-ri-rji 

B21130035B          50-143        0 
8211160103*        50-433        F 

Camm*r   It  Shapiro 

8211160107.        50-433         F 
8211230446            30-322          ff 

8211230456*         50-322         0 

Campbtll    &  Black 

8211300277            50-322          0 

B20S2901IO           FOIA 

Carolina  Pounr   t-   Light  Co. 

8210010422*         50-261          a 

B2100I0454*         50-2-61          fl 

8211010109          50-400        R 

B2I10IOI09          50-400        Fl 

8211010113*         50-400         R 

8211010113.        50-400        It 

B211010176            50-361          P 

8211010333            71-9001 

B3iio203Ba       so-4oo      o 

8211040007            50-323          S 

B21  1040101            30-32B         3 

8211040109.         50-325         3 

B31  1040135            50-334          S 

8211040164*         50-324         S 

B2II0401B4            30-324          P 

82110401B6           50-324         B 

8211040194*         30-3S4          B 

8211040227            30-324          F 

B211040S27          50-324         F 

BB1I04023B           30-261         iP 

B2110402B7          50-324         S 

H211040297*         50-324         G 

8211040343          30-400        0 

8211040343            50-400         0 

8211040346.        90-400        0 

821  1040346*         50-400         O 

8211060337          30-261         J 

8211080096            30-400         0 

B21IOB0139          50-324         B 

B2110B0144»        90-324        S 

8211080238          50-400        B 

82110B023B            50-40O         S 

8211060339          50-400        & 

Bai  1090128          50-400        A 

821109020B           50-324        8 

821  1090210           50-261         P 

8311090215*         30-324         B 

B21  1090293            50-261          P 

B21109030B            30-324         P 

B2I109030S          50-324        P 

8211090309           30-324        B 

B21  1090310*        50-324        B 

8211090329          30-334        B 

8311090450          50-361        C 

8211090450          50-361         P 

621  1090450           50-261        P 

8211100018*        30-334        F 

8211100024*        50-324        F 

8211100207          90-323        B 

8211100aia»        50-323        8 

B2t  11  00293           30-325        8 

821  1  1  00297*        50-32!.        B 

821  11  00303           30-324        S 

831  1  1  00304*        30-324        3 

8211100303           90-324        8 

8211100307*        50-334        S 

8211100379          30-261        S 

8211100388*        50-861        G 

8211120323           30-324        B 

821I1B0323          30-324        R 

CORPORATE  SOURCE  INDEX 
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AUTHOR                                                ACCESSION 
AFFILIATION                                              NUMBER 

SUBJECT 
CATEGORY 

0211120327* 

50-324 

Ft 

0211130339* 

50-324 

F 

B2111S099-9* 

50-324 

F 

EJ211120SAU 

50-324 

F 

8211150149 

50-324 

9 

0211190171* 

30-324 

B 

8211130315* 

50-400 

0 

0211130354" 

90-261 

0 

8211130406 

50-324 

P 

0211130484, 

50-324 

P 

B2  11130499» 

30-324 

P 

0211190499* 

30-384 

P 

BB1H50SQ9* 

30-261 

a 

S211150HPO 

30-335 

B 

SSI  1  1  506.23 

50-324 

p 

B2i  u  30623 

30-324 

p 

B31115062B* 

50-324 

p 

821  1  1  506.20* 

50-324 

p 

82111^0345 

50-261 

R 

8211160349* 

SO  -261 

n 

8211160337* 

50-261 

n 

0211160362* 

50-361 

n 

B211I  70261 

50-324 

0 

021117026S* 

50-324 

B 

G21  11  70278 

50-324 

G 

821H702B3M 

30-324 

8 

921  11  70307 

30-261 

8 

821  1  1  70309 

30-261 

B 

821  11  7031  1« 

30-261 

B 

8211170313* 

30-261 

B 

B21  11  70330 

30-324 

B 

0311170333" 

50-3E4 

8 

8211170422 

50-324 

P 

821  11  70422 

50-324 

P 

021116022? 

30-3S4 

P 

BS111  00229 

50-324 

P 

8211180233* 

90-324 

P 

8211180233* 

SO-324 

P 

B3111B02ftQ* 

50-261 

3 

8211890101 

&0-324 

P 

BSliaaraaB 

50-400 

a 

B  21  12  20328 

SO-4QQ 

5 

8211220255 

90-329 

B 

(321  122023-?* 

50-323 

B 

6211220293 

30-324 

3 

021  12  20294* 

50-324 

B 

821  12  3034  2 

50-400 

B 

321iaB034a 

SQ-4DO 

S 

S211E30313 

50-400 

A 

92112:30327 

50-324 

B 

8211230332" 

50-324 

B 

9211230342 

30-329 

S 

BSHS3033Q* 

30-323 

B 

FJBI  1230432 

30-323 

B 

921133043-0" 

50-325 

8 

8211290139 

30-323 

B 

3211390141* 

30-323 

B 

9211290191 

30-261 

P 

9211290196 

SO-3B3 

9 

82113901581) 

30-323 

B 

Gta  11290359 

50-261 

Q 

8211290315 

30-323 

B 

8211290318* 

80-323 

a 

SSI  129041  5 

90-261 

B 

3211290421* 

30-261 

B 

3211290470 

90-323 

B 

3211290  4a?» 

30-323 

B 

9211290*96 

30-323 

e 

3211290304* 

30-323 

8 

3211290507 

50-261 

B 

8211290  521* 

90-261 

B 

9211290449 

30-334 

B 

3211290679 

80-329 

B 

8211290632* 

30-323 

B 

9211290635 

30-324 

B 

3211290692* 

90-324 

a 

9211290697 

30-261 

B 

SSI  1290703* 

90-261 

B 

8211290719 

30-329 

8 

3211290726*1 

30-323 

B 

3211300342 

90-324 

P 

8211300343 

80-324 

P 

8211300376 

BO-324 

F 

8211300376 

90-324 

F 

B21  1300379* 

80-324 

F 

AUTHOR 
AFFILIATION 

ACCESS  I  Of! 
HUM  B  EH 

SUBJECT 
CATECOSV 

Catalytic,     Inc.     Uua>      of   Air   Produeti   I 
Chimlcali,     Inc.  ) 

821130037?* 
B21  11  10627* 

SO-324 
^0-2061 

F 

Cinter   for  Uu   In    th>  Public    Int.reit 

Bail  11041  I 

50-2/3 

P 

Cerac,     Inc. 

Bail  1  503^1 
B21  11  70570 

50-275 
KPOHTL1C 

0 

Ch»m-Nucl«*r  Stjstimi,    Inc. 

B21  1030347 

71-5805 

B211030iO7 

7I-916B 

B2I1030&091 

7I-9I6B 

5211030195 

71-9149 

B21  1090571 

40-B820 

Q21  109057* 

•40-6B2O 

B211130iaii 

71-9151 

B21I12Q13-6 

71-9096 

Chirnj,    H.     M.  /Chtrryi    Flijnn   1   Kant»r 

821  1  150061 

50-454 

0 

HStllBOlBi 

SO-4S4 

G 

asiiieotet 

50-434 

0 

6211150198* 

30-454 

0 

£33  1  1  1  BO  1  7S< 

50-434 

G 

62  11  330270 

5O-454 

0 

ChlcajOi    Univ.    of 

B2111202SS* 

COMRACT 

Cincinnati  OBI  (.  Electric  Co. 

B2110205B3 

50-353 

5 

H21  1020493 

50-35H 

S 

82  [1030166 

50-35Q 

K 

H3I1030I72" 

50-350 

K 

62I1040P2Q 

50-3SQ 

S 

B211040397 

50-35B 

S 

8211040400 

50-358 

3 

B211I  10247 

50-359 

a 

6211150414 

50-35B 

0 

6211150443 

50-35B 

K 

&2HL90155 

50-3S8 

S 

3211330000 

50-35B 

3 

B211230E03 

SO-35B 

S 

B21123D24? 

50-33B 

S 

Q2113302SB 

50-33B 

S 

B21123O440 

50-35B 

S 

8211230490 

50-35B 

3 

B31  1240276 

50-358 

A 

Cincinnati,    GH 

B2I130041B1 

50-358 

A 

Citiiem  Agalnit  Nuclear  Power 

B20705001U 

50-373 

G 

B21112O1401 

50-373 

C 

Cltlnni  Concerned  About  Nuclear  Power, 

B20BO  10037* 

30-49B 

A 

Inc. 

Cftiieni    for   Energy   &   Employment 

B31115DD3B 

50-341 

O 

G2111S003SI 

50-341 

G 

B2112906B4 

5O-341 

C 

Bail290i9B' 

5O-341 

O 

Citiieni    for  Hue  liar  Reactor  Safttij,  Inc. 

621  111  0005 

FO1A 

Clark    Inflection  Service,     Inc. 

S211090131 

71-6717 

Cleveland   Electric    Illuminating   Co. 

asiioso^e 

50-440 

G 

32110203^8 

30-440 

C 

B2  11020577 

50-440 

G 

3211020577 

50-440 

C 

B2110205B3 

50-440 

0 

B3U0203BS 

30-440 

O 

B2I  1030361 

50-440 

0 

8-211040006 

50-440 

A 

G21  1040006 

50-440 

A 

B21  1040014 

50-44O 

A 

6211040014 

50-440 

A 

B31  1040016" 

50-440 

A 

B  21  10403-32 

50-440 

O 

B21  1040  322 

50-44O 

O 

8211040339 

50-44O 

e 

S21104O3B7 

50-440 

O 

9211040387 

50-440 

O 

B21104O434 

50-440 

C 

&21104O434 

50-440 

O 

821  1000057 

50-44O 

0 

B2110BOOS7 

SO-44O 

e 

B21  1090166 

50-440 

E 

8211090166 

90-440 

E 

3211090219 

50-440 

0 

aeiioTOaia 

50-440 

e 

B21  1070246 

30-440 

e 

8211090246 

50-440 

3 

aeit0902B3 

50-440 

O 

S21  1090283 

30-440 

C 

B2110902BBI 

50-440 

B 

3211090388* 

30-440 

a 

BSl  1090311 

50-440 

s 

B211  090311 

SO-44O 

S 

S21  109043? 

30-440 

G 

S21  1090439 

30-440 

0 

578 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 

CATEOOHY 

821  J  090503 

50-440        B 

8211090503 

50-440        B 

621  11  SOI  76 

50-440        A 

8211130176 

50-440        A 

82111S0179* 

50-440        A 

B211130179* 

50-440         A 

821  1  1  30263 

50-440        A 

821  1  1  50ZB3 

30-440        A 

621  1  1  80277 

50-440        0 

8211180277 

50-440         0 

B21  1  1  Q0396 

50-440         0 

0211160396 

50-440         0 

8211230161 

30-440        A 

8211230331 

50-440        F 

6211230331 

30-440        F 

6211230367 

50-440        E 

8211230367 

50-440        E 

8211230418 

50-440         0 

3211230463 

50-440        B 

B21  1300165 

50-440        0 

Cl»v»Und-ClifP»     Iron   Co. 

8211040451 

40-8200 

B21  11  00541 

40-B714 

8211840047 

40-B714 

821  1340033* 

40-8714 

C  -oalit  ion    for   Baf»   Pouier 

621  11  50107 

SO  -460        0 

Colorado.    Statt    of 

8211040422* 

UA3TE  HOT 

8211110213* 

CONTRACT 

B21  11  10426* 

WABTE  MOT 

Combustion   Engirt  »riTi}.     Inc. 

821  10904BB* 

30-317        P 

6211110236* 

30-368         P 

B2I  11  10304 

30-3B9        R 

8211160249 

50-528        8 

Commsrc  1  1  0<|i  t.     of.     National    Qci 

unographic    B2071B0082 

MRS 

it  Atmoifihtric   Administration 

8211110304* 

CONTRACT 

Commerc  ti  Deft,  at 

8211290121 

XPGRTLtC 

Committee    to    Brldgt    thl    Gap 

821  10B0064 

90-142        Q 

B2111S064S 

SO-  142        0 

8211180260- 

50-142        fl 

621  1  1  803H7 

50-142        0 

Commonwealth    Ed  1  *  on    CD. 

8210130426 

SO-373        B 

6210130434* 

B  0-373        H 

8211010036* 

50-293        F 

B211010036-* 

SO-295        F 

8211010039* 

50-295        F 

8211010039'* 

30-293        F 

8211010133 

30-237        8 

8211010192 

30-373        P 

8211010173' 

30-373        P 

8211020013 

BO-S37        B 

8211020017* 

50-237        8 

821  1020068 

30-263        B 

821  1020072* 

30-263        8 

B211020QB1 

50-373        8 

021  1020084* 

HO1    1  rtfJrtTTT 

50-373        S 

AUTHOR                                               ACCEBBIDN 
AFFILIATION                                            NUMBEfl 

SUBJECT 
CATEOORV 

0211020651 

50-10 

P 

62HO20631 

50-10 

P 

B211OZ0631 

30-10 

P 

8211020635* 

50-373 

8 

821  1020664* 

50-10 

P 

B211OS0664* 

80-10 

P 

8311020664* 

50-10 

P 

S21102O664* 

50-10 

P 

821  1020664* 

50-10 

P 

0311020664* 

50-10 

P 

B21  1020664* 

90-10 

P 

8211030920 

71-9131 

B21  1040073 

50-295 

B 

8211040080* 

50-295 

a 

3211040233 

50-254 

Ft 

6211040253 

50-254 

Fi 

821  1040233 

50-254 

R 

B21  1040255 

50-25* 

f! 

0211040236* 

50-234 

n 

021  1040256* 

50-254 

n 

6211040262* 

50-254 

ft 

B21  1040262* 

30-234 

n 

B2I1O4Q367 

50-254 

R 

B21  1040367 

50-254 

R 

B2MO40368# 

50-234 

n 

621I04036B» 

50-254 

R 

B21  1040394 

50-234 

1) 

B211040402* 

50-254 

R 

8211040430 

50-599 

0 

9311040437 

50-294 

R 

8211040441* 

50-254 

n 

B21  10  50001 

50-249 

Q 

6211030004* 

30-24? 

ff 

0211050113 

30-304 

S 

B211O5O119* 

50-304 

3 

621  1050124 

30-295 

3 

8211030130* 

50-295 

a 

8211060128 

30-373 

Q 

8211060181 

90-337 

a 

8211060189* 

50-237 

a 

B21  1060221 

SO-373 

D 

021  1060229* 

50-373 

a 

8211060236 

50-373 

0 

6211060244* 

30-373 

B 

8211060257 

50-354 

a 

8211060275 

50-373 

8 

6211  060279* 

30-373 

0 

B21  1060305 

50-H03 

Q 

0211060303* 

30-2:93 

B 

821  1060369 

REOOD 

621  1060555 

71-9010 

82110BOOB9 

50-373 

P 

B2110B016S 

50-263 

G 

B211O80169 

50-254 

a 

8211080172* 

50-394 

B 

B211OB01B7* 

50-263 

B 

0211090268 

30-373 

P 

631106026B 

50-373 

P 

B211OB02B7 

50-373 

P 

B2110B0297 

50-373 

P 

B21  1090151 

50-373 

E 

8211090154* 

30-373 

G 

8211090133 

50-265 

P 

B21  10902  16 

50-454 

ft 

8211090216 

50-494 

ft 

B211O90216 

50-454 

ft 

821  1090216 

90-434 

P 

8211090240 

50-254 

P 

8211090240 

50-3S4 

P 

82  U  090244* 

50-2S4 

P 

8211090244* 

50-234 

P 

6211090249 

50-454 

E 

8211090249 

50-454 

E 

0211090249 

50-454 

E 

8211090233* 

30-484 

E 

6211090295* 

50-4S4 

E 

8211090264* 

30-434 

8211090264* 

30-434 

8211090283 

30-237 

8211090291 

30-454 

8211090291 

30-484 

B21  10  90304 

30-373 

3211090304 

30-373 

B21  10  90347 

50-254 

B21  10  90347 

50-2S4 

CORPORATE  SOURCE  INDEX 


AUTHOR                                                 ACCESSION 
AFFILIATION                                              NUMBER 

SUBJECT 
CATEQORY 

Q211O90356* 

30-254 

II 

021  1090356* 

50-254 

Ft 

6211090420* 

SO-237 

a 

B2I1  090492 

50-237 

p 

B21  1090509 

50-304 

s 

8211090314* 

30-3O4 

s 

BBI  11  00007 

50-293 

(i 

3211100007 

50-273 

(i 

BBI  11  00010» 

SQ-293 

H 

0211100010* 

30-2?3 

Ft 

821HOOQ51* 

30-293 

F 

821  11  00051* 

50-293 

F 

0211100036* 

50-273 

F 

82H100D5&* 

SO-293. 

F 

0211100111 

30-294 

n 

EJ2111Q0111 

50-2  &4 

n 

9311100114 

50-10 

n 

8211100114 

30-10 

R 

0211100114 

50-10 

a 

B211100121* 

50-  1O 

a 

0211100121* 

30-10 

R 

0211100121* 

90-10 

n 

B2  1  11  00252 

SO-299 

I) 

0511100252 

30-293 

rt 

021  11  00259* 

50-293 

it 

0211100339* 

30-293 

it 

021  11  00473* 

50-B93 

F 

Q21  J  1  00473* 

30-293 

F 

021110047S* 

30-293 

F 

021110047S* 

30-293 

F 

8211100403* 

30-234 

F 

Q2111Q04B3* 

50-234 

F 

021  1  1  OQ40fi* 

50-294 

F 

021  1  1  Q04H6* 

30-234 

F 

OSI11  10091* 

SO-293 

F 

0211110091* 

&0-273 

F 

0211110097* 

50-293 

F 

OKI  11  10097* 

30-399 

F 

0211110130* 

50-B9S 

F 

02111  10139 

30-249 

S 

B211U0144* 

50-293 

F 

02111  10147* 

30-849 

a 

B211I  10190 

30-237 

a 

8911110157* 

30-237 

Q 

091  1  1  10270 

30-234 

a 

02111  1027Q* 

30-S34 

a 

B2111  10444 

30-29? 

a 

0211110444 

30-E99 

a 

02111  10499' 

30-H93 

ft 

0211110455* 

30-393 

n 

0311110491* 

30-293 

F 

02111  10491* 

30-293 

F 

02111  10496* 

30-293 

F 

02111  1049&* 

50-293 

F 

0211130027" 

30-373 

0 

B2111B034Q 

50-299 

i> 

821  1  1  20342 

50-373 

Q 

0211120349* 

50-373 

S 

0211120352* 

50-279 

a 

021  1  1  80394 

50-293 

a 

Q21Ua03i3» 

30-H93 

o 

821  1  1  20300 

50-  1O 

p 

821  1  1  30300 

50-  tO 

p 

021  1  1  303BO 

50-10 

p 

021  1  1  S03QO 

50-10 

p 

021  1  130380 

30-10 

p 

821  1  1  80300 

50-10 

p 

02111S03BO 

30-1O 

p 

B21  11  20380 

30-10 

p 

8211180383 

50-373 

8 

83111203BB" 

30-373 

9 

flail  £20402  it 

50-849 

a 

Q21  It  20417 

30-373 

a 

8211130424* 

50-373 

s 

0211120443 

30-373 

B 

B21U  20453 

50-373 

B 

8211180483" 

50-373 

a 

021  1  1  20463* 

SQ-373 

s 

0211190139 

90-373 

p 

0211130148 

30-29  S 

Ft 

5211190146 

30-899 

Ft 

0311190190* 

90-399 

FI 

821  1  1  90303 

90-10 

P 

0311150203 

50-10 

P 

821  1  1  00803 

50-10 

P 

.«.„  ™2*      ,                                                   ACCEB3IQN 
AFFILIATION                                                     NUMBER 

SUBJECT 
CATEOGHY 

B21U502O3 

50-10 

P 

BS111302Q3 

SO-  10 

P 

SHI  1  1  503O3 

50-10 

P 

02  1  1  1  502Q3 

5O-10 

I1 

02  1  1  1  502O3 

SO-  10 

P 

8211150203 

50-10 

P 

0211150206 

50-10 

R 

B21113O20i 

50-10 

R 

B21  1  150306 

50-10 

It 

S311150309B 

50-10 

R 

B31115Q2Q9* 

50-10 

R 

B21  11  50209* 

5O-10 

K 

0211150219 

5O-373 

R 

831  11  50223- 

50-373 

R 

S21  1150247 

50-373 

O 

B21  1  1  50296* 

F01A 

8211150304 

30-373 

U 

021  1  1  S030& 

30-373 

O 

0211  140036" 

50-10 

f? 

O3  1  1160090* 

50-  1O 

f: 

8311160131* 

30-395 

F 

H311I6Q1B4 

50-393 

f> 

Q3111A01S4 

5O-293 

i' 

02111601081 

50-295 

P 

S3IIliO!tm» 

50-295 

P 

831  1  1  60265 

S&-373 

P 

021  1  1  60324 

50-10 

0 

821  1  1  60370 

50-454 

Q 

B31  1  1  60394 

5O-373 

B 

H31  11  60400* 

50-373 

B 

8311160423 

50-249 

B 

(321  11  60431?* 

50-249 

O 

831  1  1  70070* 

50-2B4 

F 

B31  1  1  70070* 

50-254 

F 

S31  1  1  70000* 

50-3B4 

F 

0211170080* 

50-254 

F 

0211180330 

30-454 

n 

021  i  1  CHKISO 

BQ-134 

a 

0211IB0364* 

BO-1S4 

0 

BS1  11  00364  » 

30-454 

a 

0311190097 

SO-304 

fl 

B21  11  90101* 

30-304 

F5 

B21  11  90110 

SO-a?,1) 

E! 

B21  11  90113* 

S0~29y 

a 

B2111901I4 

BO-2AB 

t) 

B2111901SO* 

50-263 

a 

B2I  11  90136 

DO-SfiB 

a 

B21  11  90130* 

30-263 

3 

B21II90203 

30-434 

Q 

021  1  1  90503 

50-454 

O 

8311190329 

50-293 

O 

B31  1  1  9Q32& 

30-373 

3 

821  1  1  90226 

30-373 

a 

B211  190229* 

30-299 

0 

580 


CORPORATE  SOURCE  INDEX 


AUTHOR                                                     .    ACCESSION 
AFFILIATION                                               NUMBER 

SUBJECT 
CATEGORY 

9211230516 

50-373 

P 

8211240300 

5O-249 

S 

B211  240306* 

50-249 

8 

8211240346* 

5O-254 

0 

821  12  40353 

5O-373 

8 

B21  12  40333 

50-373 

8 

9311270134 

50-373 

8 

8311390143* 

50-373 

S 

8211890204* 

50-373 

F 

B21  IS  70204* 

S  0-373 

F 

OS  1  1290390 

30-265 

S 

B21129039S* 

SO-S63 

B 

821  12  9040  9 

30-373 

S 

821  12  90424* 

50-373 

S 

B21  12  90440 

50-249 

S 

8211290452* 

50-2*9 

B 

B311S90S74 

5O-373 

8 

82I12705BB* 

50-373 

8 

9211290641 

50-373 

8 

8SI1  29064  3 

50-275 

P 

B21  1290657* 

S  0-373 

S 

BB1  1390680 

50-295 

P 

82112904B-0 

50-295 

P 

9211270734 

50-334 

8 

8211290740 

50-373 

8 

9211270741* 

SO-SS4 

B 

8211290745 

50-295 

a 

BSI129074S* 

50-373 

B 

B21  1290749* 

50-275 

8 

8211300105 

50-373 

S 

B211300112* 

50-373 

a 

8211300240 

50-834 

a 

8211300243* 

50-254 

3 

8211300254 

50-373 

S 

9211300255* 

5O-373 

S 

Baii30cM2B» 

50-454 

0 

921  1300328* 

90-454 

(1 

Connecticut    Vanl»»   Atomic    Pouir  Co,                   SSI10201B7 

50-213 

8 

8211020176* 

50-213 

a 

8311030397 

50-213 

n 

83HOE0303* 

90-813 

n 

621  1020533 

50-213 

B 

8211020570* 

50-213 

8 

8211030003 

50-213 

p 

azuoBQibi 

50-213 

p 

92U1003G5* 

SO-H13 

0 

B21  11  10336 

30-213 

R 

8211110339* 

30-213 

n 

B21  1  1  60422 

50-213 

p 

8211170041* 

50-213 

F 

B21  11  70047* 

50-213 

F 

B21  1  1  70432 

30-213 

p 

82112S027B 

50-213 

p 

8211230197 

30-313 

R 

B21  1230189* 

30-213 

R 

B2i  1290404 

50-213 

S 

B21  L  290662 

50-213 

B 

8211290669* 

30-213 

8 

Connecticut,    State    of                                                    B211110274* 

CONTRACT 

Conner   &  Wttterhahn                                                         9211020337 

30-352 

0 

AUTHOR                                               ACCESSION 
AFFruiATtON                                            NUMBER 

BUBJECT 
CATEOQRY 

8211220329* 

30-3 

F 

921123033Q* 

30-3 

F 

9211220333* 

30-3 

F 

B21  1230043 

50-247 

9 

021  1230213 

50-247 

S 

9211230218* 

50-247 

B 

8211930368 

50-3 

n 

021  123036S 

30-3 

n 

8311230372* 

90-3 

n 

8211230372* 

50-3 

R 

9311230399 

50-247 

R 

8211230393* 

50-247 

H 

8211230399* 

50-S47 

R 

8211230429 

50-247 

0 

3211230429 

30-347 

0 

82112304BB 

30-247 

0 

82112304BB 

30-347 

0 

0211290173 

SO-3 

F 

S21  1290177* 

30-3 

F 

8211290177* 

50-3 

F 

9211290101* 

30-3 

F 

8311290181* 

50-3 

F 

8211300381 

50-247 

P 

Construction   Technology   Laboratori«i               8211180352* 

50-339 

T 

Cornumirt   Power   Co,                                                       3210210481 

50-329 

T 

B21021049B» 

30-327 

T 

02102104BB* 

50-339 

T 

921  021  049  t# 

30-329 

T 

8210210491* 

50-329 

T 

8210280091 

50-135 

P 

9211010050* 

50-135 

F 

8211010056* 

50-159 

F 

8211010133 

50-339 

E 

8211020213 

50-139 

R 

B211020218* 

30-159 

R 

92110203B4 

50-2S3 

EJ 

6211020391 

50-329 

0 

8311020401 

80-339 

0 

82110204A5 

30-255 

P 

821  1020495 

50-259 

B 

B21  1020503* 

50-255 

S 

8211020659* 

50-233 

F 

8211020666* 

50-233 

F 

B21  1040413 

30-335 

Q 

9211050212 

30-199 

B 

B2110&0177 

30-329 

B 

B2110A0177 

50-329 

B 

B211O&0249 

50-329 

A 

9211060249 

50-329 

A 

82110A0253 

50-235 

B 

9211060377 

30-233 

8 

0211060298* 

SO-255 

S 

3211080056 

30-329 

R 

S31  1  0801  9B 

30-235 

a 

8211080200* 

30-255 

B 

B2110B0210 

30-329 

Q 

8211080212 

50-133 

P 

8211090109 

50-195 

B 

8211090195* 

50-135 

B 

8211090197 

50-195 

B 

B31  10  90201* 

50-155 

B 

8211090230 

30-135 

P 

B21  10  90237 

30-253 

P 

8211090239* 

30-153 

P 

B21  10  90241* 

50-255 

P 

8211090243* 

50-233 

P 

8211090371 

50-329 

S 

8211090371 

50-329 

B 

6211090392 

50-255 

P 

821  1090397* 

30-255 

P 

S21  1090400* 

50-253 

P 

8211090495 

30-329 

0 

8211090495 

30-3S9 

0 

821  1  1  00005 

30-155 

F 

821  1  1  00005 

50-1  SB 

F 

B21  11  00003 

30-1  SB 

F 

8211110363 

30-139 

R 

B2111  10370* 

30-133 

R 

B2111  10391 

50-329 

S 

8211110391 

30-329 

8 

8311130394 

90-23S 

a 

B21  11  20401* 

30-233 

B 

821  1  1  20423 

50-233 

P 

9211120453 

50-329 

A 

921  1  1  30453 

30-329 

A 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATECOftV 


AUTHOR 
AFFILIATION 


Continum  Dynamics    Inc. 


Control   Data  Corp.  _    ,  ,    ., 

Controli   for   Environmental   Pollution, 

Inc. 
Cornell   Univ. 


Cotter  Corp. 


321113-0459*  50-339  A 

B31  1  1  20499*  50-329  A 

S8II  130199  30-233  0 

0211150259  30-155  F 

9211150239  50-199  F 

0211180359  SO-159  F 

02111904-15  50-329  0 

B21  11  90449  50-329  0 

B21  11  90446  50-329  0 

02111904-16  30-329  0 


B21  11  30651 
0211150691 
6211160369 
B21  11  60427 
0311  160435* 

321  1  1  6043B 
921  1  1  60446* 
B3111B0204 
B2111B0204 
B21UB0233 

821  1  1  BO  S3  3 
S2111S0232 
8S111B0234*- 
B21  11  90234* 
S21  1  1  B0234* 

B2111B0239* 
82111B023B" 
B2111B023B* 


B2111B0350* 

321 1 1 B0352* 
B21l'ia03S2* 
8211180396* 
B21118&356« 
B21 1 1 B0363* 

B21110O362* 
8211190113 
B21119O117* 
B2U190170* 
B21 11 90343 

B2H 190343* 
0211230006 
821 1320167 
B211230170* 
8211230019 

921 1230063 
B21123O172 
Sal  1230334 
B21 123O302 
821 1230902 

B21124031S 
S2I 124036A 
021 1240369* 
821 1290094 
B2112900B4 

B211290211* 
8211390315* 
B21 1290245 
8211290291* 
821 12 90466 

B21 12904&& 
B21 1390472* 
8211290472* 
B2112904HO* 
8211290733 

B21 1290739* 
8211300169 
B211300173* 
S21 1300189 
82113001B9 

8211300212 
B21 13 00309 
8211300313* 
8211080299* 
B211160216* 

BS11160221* 
8211100317* 
B211O30031* 

B2I II 60435* 
8211160463* 


B8U010S23 
B211010S30* 
8211010940 
S211010346* 


50-329 

0 

SO-329 

0 

50-B95 

P 

50-233 

3 

50-253 

a 

50-233 

R 

50-255 

R 

SO-329 

K 

50-329 

K 

50-155 

P 

SO-ISS 

P 

50-  1  55 

P 

50-153 

P 

50-195 

P 

50-155 

P 

50-155 

P 

90-153 

P 

SO-  139 

P 

90-339 

T 

50-329 

T 

90-339 

T 

90-329 

T 

30-329 

T 

50-329 

T 

90-329 

T 

50-329 

T 

90-198 

3 

50-139 

a 

90-299 

a 

50-159 

s 

30-159 

B 

90-293 

a 

30-135 

0 

50-195 

o 

30-135 

p 

90-159 

p 

50-329 

e 

90-329 

A 

90-329 

3 

50-329 

S 

70-2964 

90-SS9  B 

50-253  9 

30-329  E 

90-329  E 


30-335 
50-255 
90-233 
SO-25S 
50-329 

90-329 
90-329 
90-339 
90-329 
30-235 


90-295  fi 

30-199  0 

90-155  8 

50-929  B 

50-329  8 


90-295 
90-293 
3O-235 
30-373 
30-341 

50-341 

OA999 
70-B20 

50-97 
50-97 


Council    of   BtiU   Oovirnment* 
Dainjlanil    Pou*r   Cooperative 


Da  I  ton.    A.  T, 
Dimes   fc  Moore 

DeK*U   Area   Alll-nei   for   R»pon«ibli 
Entrjij 


Debavoise   t-  Llherman 


ACCESSION 
NUMBER 

8311010953 

B21I010S61* 

6211030213 

Q2L1090216i>- 

B21117O17S 

B21  11  70477* 

9211170546 

B21117O54B* 

821117095U 

B2111705S4 

02111  7O557* 
B3U170361" 

B21  1  1  B0032 
82U1Q0035* 


921  1O  10146 

B31102O2B9- 
0211020289* 
B21  1020547 

821102O553* 
B2110SO966 
831102OSBO 
B2110205B7* 
B21  1030  ISO 

B2110301B2* 

B21106000B 

8211060012* 

3211060016* 

B2UD60D3B 


B211O60196 


B2110B0235* 
BE11110149 

B21U10193* 
B21  11  50476* 
B21  1190200 
S31123020B 
B31  1320170 

0211020402* 
6211160245- 
a2111902S7» 
B21IS304S6 

0311930-166 


SUBJECT 
CATEGORY 

WASTE  W8T 
WftSTE  MOT 
WASTE  H3T 
WASTE  K8T 
HASTE  MQT 

HASTE    HOT 

WASTE  HOT 
WASTE  MOT 
WASTE  MOT 
WASTE  MOT 

WASTE  MGT 
HASTE  MOT 
WASTE  MOT 
WASTE  MGT 
CONTRACT 

50-409 
90-409 
90-109 
50-407 
50-409 

50-109 
50-409 
50-409 
50-409 
50-409 

50-409 
50-409 
50-409 
50-409 
50-409 

50-409 
30-409 
50-409 

50-409 
90—109 

30-409 
50-409 
50-409 
50-409 
PRM 


90-494  E 

50-393  R 
40-3453 

50-154  0 

30-454  O 


G2H330503* 

50-454 

O 

0211230503* 

50-494 

Q 

6203310O74* 

FDIA 

B2Q7IBO036 

FOIA 

B20B290107 

F01A 

62002^0130 

FO1A 

82091  500i7 

FDIA 

B2lloaQOB4 

90-445 

0 

asiioaoifiA 

50-413 

0 

9211090300 

30-443 

0 

8311100104 

30-113 

Q 

SSI  1  1  9004B 

50-449 

0 

B21  1  1  90236 

50-460 

e 

8211230135 

90-413 

0 

B311320216 

30-449 

a 

S21111OQ32* 
02111 10040* 
0211110064*  40-6837 


WASTE  MOT 
WASTE  MOT 
WASTE  WOT 
WABTE  MOT 


921111O075* 

92111 100S1* 
B2I1MOOB4* 
021 11 10092* 
021 II  1010BN 

B3111 10146* 
9211110152" 
8211110156* 
B2111 1O162* 
8211110172SI 

eaui  ioiB3» 

B2I11 10189* 
82111102810 
92111 102B5* 
82111 10306* 

8211U031B* 
02111103Z7* 
821 11 103 30* 
8211110341* 


FOIA 
FOIA 
FOIA 

FQIA 
FDIA 

FDIA 
FOIA 
FOJA 
FOIA 

FDIA 

FOIA 
FOIA 
FOIA 
FOIA 
FOIA 

FOIA 
FOIA 

FCJIA 
FOIA 
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AUTHOR                                                   ACCESSION 
AFFILIATION                                                NUMBER 

SUBJECT 
CATEOORY 

B211I10366* 

FQIA 

0211110396* 

F01A 

8211110404* 

FOIA 

8211110406* 

F01A 

02111  10409» 

FOIA 

8211110414* 

FOIA 

0211110417* 

FOIA 

8211110419* 

F01A 

8211110431* 

FOIA 

83111  10434* 

FDIA 

B2111  10441* 

FOIA 

0211110448' 

FOIA 

8211110453* 

FOIA 

8211110472* 

FOIA 

8211110402* 

FOIA 

0211110407* 

40-6037 

02111  10494* 

FOIA 

92111  10501* 

FOIA 

02111  10S04> 

FOIA 

8211110506* 

FQIA 

82111105091 

FOIA 

0311110513* 

FOIA 

0211110517* 

FOIA 

021  11  10523* 

FOIA 

8211110549* 

FOIA 

B211110S40* 

FOIA 

B2111103S1* 

FOIA 

8211110564* 

50-6 

P 

02111  1056B* 

50-6 

P 

8S1  1240279* 

50-170 

F 

8=11240284* 

50-170 

F 

8211300241 

50-170 
50-409 

0 
p 

Del-At-are  Unlimited!     Inc.                                       8311150398 

50-392 

0 

821  1  1  60307 

SO-352 

0 

8211160364* 

50-352 

0 

82111603&4* 

50-352 

0 

8211160377* 

50-332 

0 

821  1  1  60377* 

50-352 

0 

021  1  1  90231 

50-352 

0 

8211290531 

50-332 

0 

8211290531 

50-352 

0 

8211290765* 

50-352 

0 

8211290765* 

SO-352 

0 

Dclauiri,     Statl    Of                                                             8211100462* 

CONTRACT 

D>nnitan,A.  B.                                                                 82110902P4 

SO-358 

Q 

Oftroit    Ed  i  ion   Co.                                                              8210270228 

50-341 

A 

8211020014 

30-341 

A 

BSl  1020120 

50-341 

F 

8211020136 

30-341 

F 

6211020397 

SO-341 

F 

0211020523 

50-341 

8 

8211020999 

30-341 

F 

8211020660 

50-341 

0 

8211110159 

50-341 

S 

8211150225 

50-341 

A 

8211150321 

SO-341 

X 

8211160213 

50-341 

A 

821  1  1  60234 

SO-341 

A 

8211  180372 

50-341 

0 

8211190161* 

50-341 

Q 

8211230146 

50-341 

S 

8211330243 

50-341 

A 

8211230471 

50-341 

a 

B21  12401  19* 

30-341 

F 

8211240347 

50-34  1 

S 

8211290433 

30-341 

S 

B21  1290520 

30-341 

0 

8211290610 

50-341 

0 

0211290632 

50-341 

S 

8211300371* 

30-341 

Q 

8211300383* 

30-341 

a 

8211300387* 

50-341 

0 

8211300392* 

30-341 

a 

c-Stirch  AttDci*t>i                                               8207100099 

FOIA 

0207180062 

FOIA 

8EOB290103 

FOIA 

ggttt,    8.  A.                                                                  8211220211 

PRM 

n  L.    W*rntr.    Inc.                                                    S21  1030507* 

CONTRACT 

till   Univ.                                                                    8210190151* 

30-S13 

a 

8210190160* 

30-213 

a 

lit  Power   Co.                                                                8210120632* 

30-269 

F 

8210120636* 

50-269 

F 

B211010144 

30-269 

P 

8211010144 

30-269 

P 

AUTHOR                                                     ACCESSION 
AFFILIATION                                                  NUMBER 

BUDJECT 
CATEGORY 

8211010144 

90-269 

P 

8211010148 

30-369 

P 

B21  10  10223 

50-269 

P 

82110S0300 

50-270 

R 

0211020313 

90-B69 

R 

B211O20319* 

50-269 

R 

B21  10  20320 

50-369 

a 

021  1020325* 

50-369 

9 

8311020346 

50-287 

R 

8211020430 

30-270 

R 

821102.0496 

30-287 

n 

0211Q20524 

5O-269 

n 

0211020324 

50-269 

R 

8211020524 

90-269 

R 

B21  1O20536* 

90-269 

R 

8211020536* 

30-S69 

n 

0211020334* 

SO-H69 

R 

8211030539 

90-269 

R 

3211020539 

90-269 

R 

8211020339 

50-369 

n 

B211020930" 

5O-269 

R 

0211QBOS30* 

50-369 

R 

0211020330* 

90-269 

R 

021102056B* 

50-269 

R 

aauoaoiii 

30-269 

n 

Q211030117* 

90-269 

R 

8211030196 

5Q-2B7 

H 

8211030202 

30-270 

n 

0211030232 

90-270 

R 

0211030263 

90-269 

R 

8211030263 

50-269 

n 

0211030243 

50-269 

R 

0211030272* 

90-269 

R 

8211030276 

50-287 

R 

B211O40137 

50-369 

P 

8211040137 

5O-369 

P 

0211040141 

50-369 

a 

82110*0140* 

30-369 

8 

8211040249 

TOPREP 

0211060033 

90-369 

P 

0211060022 

50-369 

P 

8211060193 

90-413 

A 

8211060133 

90-413 

A 

021  1060210 

50-369 

B 

8211  060232 

50-413 

A 

flail  060252 

90-413 

A 

S211  060306 

50-269 

P 

9211060306 

50-269 

P 

6511080166 

SO-413 

Q 

021  10  001  73 

5O-269 

B 

B2110BQ177* 

50-269 

8 

8211090133 

50-413 

A 

8311090133 

50-413 

A 

0311090134 

50-413 

A 

BS1  1090134 

50-413 

A 

021  1090174 

5Q-413 

B 

8211090174 

30-413 

0 

8211070182 

90-369 

9 

8211090236 

50-287 

P 

0211090460* 

30-369 

F 

0211090460* 

90-369 

F 

8211090468* 

30-369 

F 

881  11  00180 

3O-269 

R 

8211100180 

50-269 

R 

B21  11  00100 

50-269 

R 

8211100184 

50-413 

0 

8311100104 

30-413 

0 

B2I11001B6* 

50-269 

R 

821  11  00  106* 

50-269 

R 

8211100186* 

50-269 

H 

8211100242 

30-270 

0 

82111002S1* 

50-270 

B 

6211100256 

50-287 

8 

821  1  1  00263* 

50-287 

8 

8211100308 

90-269 

S 

8211100310* 

30-269 

s 

0211110074* 

90-269 

F 

8211110074* 

30-269 

F 

B811  110074* 

90-269 

F 

8211110083* 

50-269 

F 

8211110083* 

00-269 

F 

B21  11  10083* 

30-269 

F 

82111100B3* 

30-269 

F 

6211110083* 

30-269 

F 

8211110083* 

30-269 

F 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


0211110003* 
8211110083* 
8811130136 
0211130136 
92111 30136 

B21 11 90364 
02111S036B 
B2I 11 30379* 
8211150399* 
B2 111  50399" 

821 1 1 50399* 
0211130311 
0211130911 
8211150311 
8211130 323* 

B21 1 1 90523* 
9211150523* 
B21 1 1 S0558 
8211150550 
B21 11 50547 

0211150567 
8211150367 
0211150615 
8211150619 

8211150619 

821 1 1 90A3S 
021 1 1 30668 
B21115066B 
BS1US066B 
B21 II 50674 

B21 1 1 60203 
B21 11 60363 
B21 11 60363 
B2111i0379 
821 1 1 60399 

B21 11 70210 
0211170210 
B21 It  70210 
821 1 1 7026B 
021117O274* 

6211170383 
B21 11 90123 
8211190123 
B211 190123 
821122Q1BS 

0211220199 
0211220230 
B21 1220235* 
8211220252 
0211220261 

B211 2 20268" 
0211220282 
B21 12 K0282 
6211220292 
0211220284* 

B2112202B4* 
0211820204* 
8211230237 
021 1290159 
9211290227* 

B2112902B7* 
B21 1290227* 
0211290227* 
8211290227* 
B21 1290227* 

8211290227* 
BH11 290227* 
821 12 90233* 
0211290233* 
8211290233* 


50-269  F 

90-269  F 

30-269  P 

50-269  P 

30-269  P 


50-370 
50-269 

90-26? 
30-269 
50-269 

30-26? 
80-269 
30-269 
30-269 
50-269 


50-269  P 

50-269  P 

50-369  0 

30-369  0 

50-269  0 


90-26? 
50-269 
50-269 
30-26? 
90-269 

50-36? 

30-269 
90-269 
50-26? 
30-370 


50-269  P 

90-369  P 

30-369  P 

30-269  P 

90-370  A 

30-269  F 

80-269  F 

30-269  F 

90-369  9 

30-369  S 


B21 1290233* 
821 1290233* 
B21 1290233* 
8211290272 
82I12?0272 

0211290272 
8211290308 
02112904S8 

8211290637 
B21 1 290666 

S21 1290601 
8211290681 
B21 1290601 
S21 1290696 
821 1290701* 


50-413 
50-269 
SO-2A9 

50-269 
30-413 

30-369 
30-369 
30-369 
SO-36? 
30-369 

90-34>? 
90-269 
90-269 
30-26? 
90-269 

90-2A? 
90-269 
30-413 
30-369 
90-269 

80-26? 
30-269 
90-267 
30-26? 
80-26? 

30-26? 
30-269 
90-26? 
30-26? 
00-269 

80-26? 
90-26? 
30-269 
30-269 
90-26? 

90-26? 
50-269 

30-413 
30-369 

80-413 

90-B69 
30-269 
90-26? 
90-369 
80-36? 


fl 
R 

F* 
5 

B 
R 
R 
R 
R 

R 
H 
B 
F 

F 

F 

F 
F 
F 
F 

F 
F 
F 
F 
F 

F 
F 
F 

a 

a 

a 

p 

D 
P 
A 

P 
P 

P 


AUTHOR                                                   ACCESSION 
AFFILIATION                                                NUMBER 

SUBJECT 
CATEODRV 

021130CHB1 

S0-2i9 

P 

B2113OO1BI 

50-269 

P 

8311300101 

50-269 

P 

S21130Q22B 

50-249 

P 

82113-00228 

50-269 

P 

B21130022B 

50-269 

P 

821  13  00290 

SO-H69 

P 

8211300290 

50-369 

P 

£211300290 

30-269 

P 

9211300319 

50-369 

P 

9211300319 

50-269 

P 

9211300319 

30-369 

P 

6211300363 

50-413 

0 

!»iSiSl& 

50-334 
30-334 

S 

a 

BE  11  020001 

50-334 

r 

8211O2O1S1 

5O-334 

F 

B2110302BO 

50-334 

ft 

B211O202B4* 

50-334 

a 

8211O2O373* 

SO—  112 

a 

B21  1020404 

50-334 

a 

821  10  20472 

30-334 

s 

B31  1020479* 

3O-334 

s 

821  1QH04B9* 

50-334 

B 

82UO2O6&S 

50-334 

R 

8211020669* 

50-334 

R 

S2IL104.01B3 

90-334 

B 

8211Q601B8* 

50-334 

3 

B211O9O381* 

3O-334 

F 

8311090389* 

SO-  331 

F 

B21  1  1  00437 

90-412 

B 

321  1  1  10273 

50-334 

P 

821  1  1  1O239 

90-334 

n 

aai  11  10295* 

50-334 

Ft 

8211110312* 

5O-334 

n 

82111  10323* 

80-334 

n 

8211230029 

5O-334 

a 

821  1230032 

30-33-4 

F 

8211230044 

50-334 

a 

S2itaaoo5i* 

5O-334 

a 

9211230222 

50-33* 

0 

E21I230S24* 

30-334 

a 

8211270406 

30-334 

3 

6211290423* 

90-334 

B 

0211290352 

50-334 

B 

B3U2?05faS* 

90-334 

B 

821  1390707 

50-334 

B 

82112907C4* 

SO  -334 

& 

8211S90755 

80-33-1 

8 

021129076S* 

BO-334 

B 

02  1  1  3907&B 

50-334 

a 

8211290770" 

SO-334 

s 

B2  1  1  3O0333 

5O-334 

a 

B21130033B* 

50-334 

a 

EOJ.3,  Inc. 
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AUTHOR                                                  ACCESSION 
AFFILIATION                                                NUMBER 

SUBJECT 
CATEOORy 

8211020015 
B21  1020021 
8211030098 
6211030162 
8211030162 

50-945       A 
50-289       P 
RES 
50-266       P 
50-266       P 

B2I1030179 
B2110301B6 
B21I030M6 
8211030216 
8311030227 

RES 
50-267       P 
90-333        P 
50-233        P 
SO-219        P 

0211030236 
B21  1030256 
B21  1030376 
B21  1030279 
B21  1030424 

50-15!       P 
50-305        P 
RES 
RES 
RES 

B21  1030446 
8211030568 
8211040029 
9311040032 
B2  110  40036 

RES 
RES 
RES 
RES 
RES 

B21  1040049 
0311040377* 
aailO«S04* 
Hail  030043 
B21  10  50047 

50-333        P 
50-213        P 
30-219        P 
50-213        P 
RES 

B21  1060447 
B21  1040471 
8211060547 
8211060553 
831  1060568 

RE5 
90-239        S 
50-389        A 
RES 
RES 

831106057S 
B2110B0024 
8211100492 
8211110102 
8B11110130 

RES 
NUREO 
RES 
NUREO 
RES 

8211110131 
8211110636 
B211120I22 
B21I130160 
8211120167 

RES 
NUREO 
RES 
NUREO 
RES 

8311120211 
8211120319 
8211160489 
B21  11  60519 
Ebaico    Scrvici*,     Inc.      (tub*,     of   Enitrch         8211010212* 
Carp.  I 

REB 
50-159        P 
NUREO 
REB 
50-3B9       A 

B21  10  30039 
8211060361 
821  1  1  10304 
8211160303 
8211240049 

SO-389       A 
50-389        R 
90-3B9        R 
90-3B9        A 
SO-3B9       R 

82113001BB 
8211300257 
Eb«rlln*    InstrvrMnt   Corp,                                       8211300439 
S21  1300441* 
Eddlxran.    U.                                                                     B21I100193 

90-399       A 
50-3B9       R 
XPDRTLIC 
XPORTLIC 
50-400       0 

B21  11  50631 
nititute                                      B211060695 
ll    Co                                            6211060468* 
8211300133 
021130013B* 

90-400       0 
HASTE  MOT 
XPOftTLIC 
XPORTLIC 
XPORTLIC 

ituti                    830923033B* 
8211040177* 
H31  1060313 
B21  11  10651 
8211120004 

TQPHEP 
50-389       A. 
40-B6B1 
40-8691 
40-86BI 

BZl  1  1  20006* 
8211120103 
821HE0129 
821  1  1  70027* 
8206300364' 

40-86B1 
40-96B1 
40-B681 
40-1162 
90-271        P 

821  1020329 
Attain.                 0211320042* 

50-937       T 
FOIA 

0211220049* 
82112200B5I 
92112201U* 

FDIA 
FOIA 
FDIA 

8209020233* 
8209020241* 
B2  10220040 
B3I  10  10340 
8211010348 

HIBC 
MI8C 
71-6119 
71-6639 
71-3907 

8211010351* 
B21  1020102* 
8211020105* 

71-5507 
HASTE  MOT 
HASTE  MOT 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

8211020336* 
8211020344* 
8211030403* 
8211020412* 
821  1030327 

30-337        T 
90-937        T 
50-937        T 
90-937        T 
70-143 

6311030346 
0211030348* 
8211030392)1 
8211030313 
021  1030601 

50-937        8 
90-537        0 
90-937        0 
71-9928 
WASTE  HOT 

8211040139* 
821  1040144* 
B21  1040190* 
0211040134* 
0211040163* 

50-337        A 
90-937        A 
90-537        A 
50-537        A 
30-537        A 

8211030339 
02  HOBO  183 
0211090099 
8211110125* 
8211110485* 

HASTE  MOT 
71-6872 
40-6900 
40-6900 
WASTE  MOT 

821  1  1  10607* 
8211190004 
8211130009 
8311150630 
8211150694 

FOIA 
70-143 
30-937        T 
90-537        0 
90-537        0 

8211190661 
8211160310 
8211160312* 
831  1  1  90230 
8211220401 

30-537        6 
HASTE  MOT 
HASTE  MOT 
PR 
71-5942 

6211230333 
B21123034B* 
8311230923 
0S1  1230339 
8211240102 

70-143 
70-143 
71-9099 
71-9150 
71-6601 

Energy,  Dept.  of  i    Clinch  River    BrieJtr 
flsactor  Plant 

8211240162 
0211300221 
821  02  BO  162 

8210280167* 
821  10  10074 

HASTE  MOT 
50-922        0 
30-537        C 

30-337        C 
50-537        A 

8211010121 
0211010131 
8211010134* 
8211060124 
B211Q8016O 

30-537        A 
30-937        B 
30-537        B 
50-537        A 
50-937        B 

B2UQB01B2 
8211080214 
8211080226 
8211220422 
8211300405 

30-337        A 
50-937        C 
50-537        A 
50-937        A 
30-537        B 

Engilhard  Mintrali  t  Ch»mie*li   Carp. 

821  1300409* 
0211300420 
8211300431* 
0211010534 
8211010937* 

90-937        B 
50-537         A 

50-537        A 
XPQRTL1C 
XPORTLIC 

Engineering  Planning  !•  M«nagim»nt,     Inc. 
Engin*>rlng  Sclanei  &  Analvili 
Environmental  Protection  Agancij 

82111601BO* 
8211010137 

8211010117 
8211130077 
8211130116)) 

50-290        F 
RES 
40-8781 
40-1341 
40-8027 

Erttc,    Inc. 
EuropBtn  Communltleii   Commit!  ion  of 

8B11240437 
8211040313* 
8211010963 
6211060937 
82111704&0 

ORC 
CONTRACT 
XPORTLIC 
XPORTHC 
XPORTLIC 

Exiron  Corp. 

8211220445 
8211010966 
SElll  70491 
821  1  1  70493* 
821  11  70572 

XPORTLIC 
40-8102 
40-8103 
40-8102 
40-0064 

Exxon  Nucliar  Co.  i    Inc.     dubi.     of  Exxon 
Corp.  ) 

8211230181 
8211030901 

6211100093 
8211100101* 
5211100341 

40-0064 
70-1257 

TOPREP 
TOPREP 
70-1297 

821  1  1  00348* 

821110036B* 
8211100372* 
8211110334* 
8211130900 

QAV99 

QA999 
OA999 

40-8064 
TOPREP 

821  11  90007* 
Q211220M7 
8211290369 

FOIA 
TOPREP 
90-31  &        P 

CORPORATE  SOURCE  INDEX 
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AUTHOt) 
AFFILIATION 


ACCEBBION 
NUMBER 


SUBJECT 
CATEOQRV 


fill-child   Uaiton    Byitamsi     Inc. 

Fiirnrii   ComnHttoB    Against   Tax    Fundsd 
African   Partners 


Fidtrjl    Aviation    Adminittration 
Fiiiial  Em-»rg*ncy    Hanagsment   Agency 


FJorldi  P»u»r    Ei  Light   CD. 


821129037S* 
B21 1290377 
8211290350* 
B2 11 290673 
B21 1300094 

B21 13 00097* 
0211300427 


B21 13 00433 
8211160092 

B21 It  60098" 
0211100511 

BK11010315 

B211010321" 

8211010336 

B21 11 30040" 
0211010373 
8211080090 
B21 11 00311 
8211100312* 

B21 11 60009* 
8211230307 
8211230309* 
B21 1230310* 
B21 10 10204 

0211010207 
B21 10 10242 
8311020219 
8211020219 
8211020321* 

8311020221* 
B21 1020449 
•  B21102045B* 
821 1020592 
B21 10 30002 

8211030002 
0211030032 
8211030052 
82(1030099 
8211030099 

8211040152 
B211040137* 
B21 1040163 
821 104024B 
8211040257 

B21 10 40306 
82110403B9 
0211040401 
8211040407 
B21 1040413 

0211040427 
8211040432* 
B21 1040430 
S21104045SH 
B211090114 

8211090120* 
82(1090196 
B211 090200* 
8211090360 
B21 1090372* 

8211090406 
0211090499 
B21 1090310 

8211100218 
0211100225" 

8211100230 
8211100234 
8211 100261* 
8211100274 
821 1 1 OOS00* 

8211110191 
8211110191 
B211110191 
B21 1110191 
B21111019B" 

8211UD19S* 

B21111019B- 
8211110190* 

sai u 20260 

821 1 1 20273* 

021 1120408 
82111S0408 
B211120410* 
8211120410* 


50-314 
50-316 
50-316 
TOPBEP 
XPORTLIC 

XPORTLIC 
XPORTLIC 
XPOHTLK 
XPORTLIC 
7 1 -4B3 

71-4B3 
FOIA 

40-4493 
40-4492 
40-4493 

FOIA 

30-3 

50-462 

30-339 

50-335 

30-333 
30-350 
50-350 
30-358 
30-3B9 

30-3B9 
30-309 
50-250 
90-230 
50-230 

50-280 
30-230 
50-250 
30-3B9 
30-BSO 

50-SSO 
30-2SO 
50-250 
50-230 
30-250 

30-389 
SO-3H9 
30-339 
SO-3B9 
90-399 

50-399 
30-3B9 
30-389 
30-3B9 
30-389 

30-33S 
50-333 
30-333 
90-333 
50-2S1 

30-231 
30-333 
50-33 & 
30-335 
50-333 

50-389 
90-389 
50-3 B9 
30-333 
90-333 

50-389 
30-335 
90-339 
30-333 
30-333 

50-330 
30-2.30 
30-230 
50-230 
50-330 

30-290 
50-230 
30-250 
50-335 
30-33S 

30-250 
90-2SO 
50-230 
90-230 


ft 

H 
R 

II 
P 
F 
F 
P 

P 

P 
P 
P 

P 

A 

A 
A 

a 

A 

A 
A 
A 
A 
A 


0 

a 
s 

•B 

9 
3 
8 
3 

a 

F 
A 
A 
R 
R 

8 
R 
R 
R 
R 

R 
R 
R 
R 
R 

R 
R 

R 
R 

fi 

P 
P 
P 
P 


ftUTKQB 
AFFILIATION 

ACCESSION               SUBJECT 
NUMBER                    CATEGDHV 

a3L112044O            5O-335          P 
92111911134            50-25O         P 
9211150134             50-250         P 
0211150183           50-251         P 
B2111S0262            50-335          P 

8211150350            50-3B7          E 
0211  150-1  52            50-339          0 
9311160170            50-25O          F 
B21I16Q17B            5O-350          F 
321  11  60246            50-250          F 

B21114O272            50-250          I1 
0211  1A0272            50-250          P 
B2  1  1  1  iO273*         50-250          P 
821  1160375*          50-250          P 
BSl  116O523*         50-250          F 

8211160523*          50-250          F 
B211140S2B*         50-2SO         F 
Q21  11  60344*         SO-335         F 
331  1  1  iO566*         50-333         P 
0211170152            50-335          3 

32U17045B"          30-335          3 
BSl  12301  If            50-250          P 
B21  L3300G1             30-369          F 
£321  1330027            50-250         I* 
B21  1230056            50-3B9          3 

B21133QI94            50-399          S 
0211230514           50-3B9         S 
B21  1230333            50-30?         S 
0211230253            50-250          P 
0211230<10B            SO-3B9          A 

0211230412            50-250          Q 
821  1230412            50-250         0 
031  124031'3            50-3B9          II 
B2112-10345            SO-389         A 

a2iia9QOi5        70-2997 

H21129Qfi09            30-335         S 
0211390611K          50-335          3 
B211290607            30-250         3 
021  1K90693*          50-250         S 
B2113000-9O            50-250          P 

Florida  Pouar    Corp. 

8211300206            50-333         F 
B2110I0237            50-302         F 
02I1O40O02            9O-a02          P 
DSllOfiOSQB            50-302          D 

021  iofi0293»      so-aoa      a 

HS.UOiQ'Ut           50-302        B 
BSl  10AO-124*          50-302          S 
6211080250            50-30?         B 
02110B02t]»         30-302         S 
&21I09023&            50-302          P 

921  1090233*        5O-303        P 
321  1  1  503241         50-303        Q 
0211  190613            5O-302         P 
321H60S29           50-302        C 
BSl  1  160376            50-302         H 

B21  1  1  60393"        50-302        H 
8211  17O266            3O-302         8 
BB1  1  1  702701"         SO-3O2         3 
021117031O           50-302         S 
8211170314"'          30-302         S 

B2t  11  70359            50-302         I' 
821  1  22-0260            50-3O2         S 
B21  1220367*         50-302         S 
0211330129           50-302         S 
821  1230133*        30-302        S 

6211330136           50-302        P 
B2112301-13*        50-303        P 
B2U2302Bi           9O-302        P 
8211230443           50-302        H 
BSL  12  30449"         3O-302        S 

921124O143           90-302        P 
8211240101           30-302        P 
021  1  240208            50-302         P 
8211290330           50-302        P 
0211300170           50-302        P 

Florida.    Univ.     oF,    p«ln««vlll» 

B21130O23I           90-302        P 
9211300364           5O-302        P 
B2110600S7           30-03           P 
0H1112O301*         30-83           F 
8211120905*         50-03           F 

Food   t  Dr-ug   Admlnltti-fltion 
Fr*nfclin    In.tUutt/Franklici  Rn-arch 
Cintir 

B21101Q416           40-8781 
S007010777*         30-247        P 

S0070107H1*         50-247        P 
B20SQ40A23*         SO-155        P 

586 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

02070  10U9* 
820BO  30090* 
820B1S011S* 
B20S  370383* 
0208290014 

30-305        P 
50-155        P 
50-409        P 
30-206        P 
ACR8 

8209020401* 
8209230310* 
B209230367* 
B2072B0301* 
8310010059* 

30-245        P 
50-312         0 
50-302         fl 
SO-327         fl 
30-27H         0 

8210010059* 
B21  0010313* 

B31  0010400* 
B311C202&1* 

50-272         Q 
50-313         3 

50-369        Q 
SO  -269        Q 
CONTRACT 

Frledlander,    FriedUnder   J.  Brooks 
Friendi    of    the    Earth 
QA    techno  lo^id,     Enc.  /General    Atonic    Co, 

G3QB290I23 
B207140S03* 
921  1040425 
9311060116 

FOIA 

SO  -373         0 
TOPJ1EP 
90-09           P 
XPORTLIC 

9211220390 
9211220409 
8211230024 
8211290036 
9311290037* 

71-30 
70-734 
71-6346 
XPOHTLIC 
XPOflTLIC 

0311290207 
8211290314* 
H21  12  90340 
821  1300464 
0211060691* 

XPORTLIC 
XPORTLIC 
50-5EB        R 
XPOflTLIC 
CONTRACT 

fralloujy    V  OrEenbera 
General    Electric    CD. 

8211230462 
8210130367* 

0211010334 

50-537        « 
30-337         0 
50-353         A 
50-447        If 
71-9001 

8211  010443 
8311020641* 
B5I  1020642" 
B21102Q646> 
83110206SO* 

70-1  SOB 
90-2-15        P 
50-343        P 
SO-  249        P 
50-245         P 

8211040392 
B3110BQI45* 
621  1080191 
8211080191 
931  1090305* 

TOP  REP 
TOP  HEP 
50-70           0 
50-70           0 
90-373        Q 

921  1090307* 
0311130100 
8211150147 
9211130192 

50-373        a 
71-9001 
70-1113 
TOPREP 
TDPHEP 

9211150301 
821  11  30474 
92111904BO* 
0211130409* 
0211160509 

TQPI5EP 
50-447        rt 
30-447        A 
50-447        A 
XPGRTLIC 

831  11  70468 
02111B0034* 
9211320309 
8211230391* 
0311220427 

XPDRTL1C 
50-366        P 
TOPREP 
50-286        P 
7t-170 

0211230431* 
B21  12  20439* 
821  1220443* 
821  1330297 
B2J  IS  40364 

71-170 
SO-70           F 
50-7O           F 
50-447        A 
50-447        A 

0211340304* 
821124030B* 
8211240316 
8211240321* 
8211240321* 

30-87           F 

SO-B7           F 
SO-70           8 
50-70           O 
50-70           0 

821  1240349 
8211240337+ 
B2I124033B* 
B2I  1240432 
0211290064 

BO  -447         K 
30-447        K 
30-447        K 

XPORTLIC 
50-352         S 

03  U  290654 
8211290695 
821  1300102 
821  1300399 
8211300399* 

TOPREP 
TOP  HEP 
FOIA 
SC--70           P 
5O-70           P 

Gintrftl    El  »c  trie    Uraniijfn  M*n»9«m»nt    Carp 
Ctntral   Public   Utllitlti    -  GPU  Strvlc* 
Corp. 

8211300422 
,    821103043? 
B2  1028023  7 

J1POHTL1C 
7  1  -900  1 
50-389         P 

AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


Q.orgi*    Initltutt    of   Ttchnology 
Otor^ii   Pouir  Co. 


8211020161* 

9311020419 

0211020441 

8211020448* 

8211020903 

03110-10341 
S21 1040347 
8311060007 
0211060014* 
8211060013" 

3211060066 
BS1 1060079* 
8311060303 
021 10603099 
0311090203 

8311090473* 
8211090516 
021 1090333* 
0S1 11 00044 
821 1 1 00047* 

031 1 100153* 
8211100332* 
8211100356* 
B2111 10096* 

gain  10100* 

G21 1110169 
0211110179* 
9211110320 
821 11 10333* 
0311110446* 

821 11 10430* 
0311150S75 
8211160124* 
B21I160129it 
SHI  1 1  60230 

021116027B 
0211160207* 
0211160290 
0211170103* 
B21 11 70149 

S211170161* 
Q21 11 70218 
BS111B0192 
0211100313 
02111B0316* 

02111fl04<?7* 
0211190141 
0211190136 
02H1901H7* 
B21 11 90251 

021 1230072 

8211230001* 

0211230257 

9211240073* 

BS1124013B 

0311240319* 
02 11290069 
821 1390069 
B211H90217 
0211290320 

6211290226* 
0211290339 
3211290367 
821 1390437 
0311290483 

0211290517 

8211290327* 

0311390575 

0211290592* 

8211290607* 

0211290625 

8211290629* 

0211290671 

B211B9067S* 

8211300293 

0211300364* 
B21112001U 
8211220404* 
0211220407* 
0210290226 

82110S0141 

0211020146* 
9211030120 
8211040079 
0211040003* 


50-320 

50-SE19 

30-219 
30-219 
50-219 

30-289 
30-319 
SO-32O 
50-33O 
50-320 

50-299 
50-209 
30-320 
50-330 
50-219 

30-330 
50-320 
50-320 
50-2H9 
30-209 

50-399 
50-320 
30-320 
50-330 
50-320 

50-219 
30-219 
30-289 
50-2S9- 
50-2H9 

50-2B9 
50-209 
30-320 
50-320 
50-320 

30-330 
30-239 
30-320 
50-3SO 
50-320 

50-3SO 
50-320 
50-319 
50-3B9 
90-289 

50-320 
30-289 
50-239 
30-389 
50-2B9 

50-219 
30-SI7 
50-320 
30-330 
30-219 

50-289 
90-2H9 

30-2S9 
30-239 
50-320 

90-3SQ 

so-aso 

30-269 

50-aao 

50-209 

50-3BO 
50-320 
30-219 
50-J219 
30-320 

50-HJ9 
90-219 
50-219 
30-219 
50-219 

50-320 
50-276 
30-276 
50-276 
30-424 


30-366  H 

30-366  ft 

90-321  F 

50-346  S 

50-366  9 


CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


AUTHOR 
AFFILIATION 


621 10-10007  50-321  B 

B21 1040091  50-366  B 

021 1010093*  SO-321  8 

B21 1040096"  50-366  S 

B2110401B9  30-321  9 


0211040200" 
831 1040400 
B21 1040411" 
621 10 90353 
0211090363" 

B2I 1090366 
B21 1090369* 
821 1 1 20280* 
B21112Q3BO* 
B211120285» 

0211120444 
631 11 30444 
B2111S039I 
BSl 1 1 S03QO» 
0211150433 

831 11 30435* 
621 1 1 50439* 
9211150373* 
B21 1 1 50593 
gal  1 1 S0593 

B21 11 50600" 

B2111A0109" 

6211160115" 

021116019? 

0211160199 

B21117Q02B* 
021117002H* 
021 11 70033* 
6211170032" 
,821117035"? 

621 11 70263" 
021 1 1 70269 
831117027S 
B211170375" 
0211170201" 

8211170390 

6311170299* 

0211170304 

0211170306* 

8311170330 

9211170326" 
621  It  70338 
8211170334" 
0211170351 
8311170394" 

0211170357 
S31117035B* 
021 1 1 703&0 
021 11 70377 
B2111703B2" 

6211 170390 
B21 11 70394" 
8211170421 
B211170427* 
9211160027 

B21 1 1 B0030* 
B2I 11 90253 
8211190357" 
B21 11 90263 
8311190264* 


50-331 
50-366 
50-366 
50-331 
SO-321 

50-366 
50-366 
50-321 
50-321 
50-321 

50-321 
50-321 
50-321 
90-331 
50-321 

50-331 
50-3S1 
50-321 
50-321 
50-321 

50-321 
50-321 
30-321 
30-424 
50-424 

50-331 
30-321 
50-321 
50-321 
30-366 

50-366 
30-321 
90-366 
30-331 
50-366 

50-321 
90-331 
30-321 
30-321 
90-331 

50-331 
30-366 
50-366 
30-366 
50-366 

30-321 
50-321 
90-424 
30-366 
30-366 

30-321 
50-331 
30-366 
50-366 
50-366 

50-366 
SO-321 
50-321 
50-366 
SO-366 


B 

S 
3 
S 
3 

a 

S 
F 
F 

F 

a 
a 
s 
& 

B 

a 
a 
o 

F> 
P 

P 

F 
F 
A 
rt 

F 
F 
F 
F 

3 

B 

B 
8 

S 


0211190271 
83111902-71 
B21 12201 67 
821 12 20190* 
0211220324 

821 1220337* 

0211220229 

6211220334" 

8211220271 

0211220372 

8211=20275 
B21 12 20377* 
8211220501* 
B211220SB5* 
8211S3000B 

B21 12300 12* 
0211230096 
6211230104* 
B21 1230331 
821 1290137 


50-424 
30-424 
50-321 
50-32 L 
SO-321 


30-321 
30-366 
30-346 
30-366 
SO-321 

30-366 
50-366 
50-321 
SO-366 
50-366 

30-366 
50-366 
30-364 
30-321 
30-366 


Geotechnical    En&ineers,  Inc. 


OIL    Co.  (f et TO t omics ) 


omit  Hill.     Inc.     twhi.     of   Drava  Corp 

Oi  Ibsrt/Co^moniiioa  1  tli   COB. 

Oood-j.ar   Aoroipa.1*  Corp.     tiut*.     "f 

Ooorfijear    Ttre   !<    Rubber    Co.  1 
OovM-rvnint    Aceoimtab  1 1  i  t<j    Project 


Oraat   Lakes  Enei-jy  Alliance 

Greater    Neu  York    Council    on   Energij 

Oraent  latti  B, 

Out  Id.    K. 


Gulf   StaUt    UtilitiBi  Co, 


SUBJECT 
CATEGORY 

50-366  3 

50-366  9 

SO-366  S 

50-366  B 

90-366  8 

50-321  P 

50-321  P 

50-366  S 

50-366  f> 

50-423  K 

50-332          ft 

PROJ 

40-6639 

40-6659 

40-6659 


>    8211100237"        OA999 
B2112302B8"         50-302 
82110BOK37*         70-1-189 


mS  Technical 

H»nford    Engin 

Laboratory 


ACCESSION 
NUMBER 

62U29016O 

031129016S* 

62II390163* 

8211290175 

B2U29O103" 

B21 1290237 
621 1290237 
6211390717 
B31 1290721* 
B21 10 60072 

8211160464* 
B2I1050179 
8311010310 
BHS IO10323* 


82110BGD66 

50-3  &8         0 

B21  1130  624 

30-3  SB         e 

0211160123* 

50-331?         1 

321  1  1  60276 

90-373         H 

3311320317 

POM 

B21  1  1  60320 

50-247         0 

82111O0193 

90-400         0 

8211080150 

50-413         0 

BBllOBOl'38 

50-413         0 

6211080197 

50-413         0 

3211060199 

50-413         C 

B2>  1020112" 

50-453         O 

02HOEO431 

30-  4  38         S 

B31102O463 

50-450         3 

8311030516 

50-450        B 

8211030059 

50-458         A 

821  1O  30023 

50-450         S 

0211060166 

50-450         S 

B2I106O247 

90-438         B 

3211060359 

50-45B         B 

62  11  060315 

SO-IS'O         " 

3211090141 

30-439         A 

B2  11  090204 

50-45B         B 

B21109O213 

30-43B         A 

0311090313 

50-458         A 

8211090220 

50-438        9 

B2  11090109 

30-450        A 

0211090493.* 

5O-43B        A 

H21  1  1  50336 

SO-4SB        9 

BSI1S30110 

50-458        B 

S21  1040523* 

CONTRACT 

6211030310 

NUfiEO 

B2071H0037 

30-443        A 

620629O095 

FOJA 

8300290109 

70-143 

8311020303 

30-239        0 

8211020369 

30-413         0 

03110BOHO7 


50-337        0 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

Houi*    of    Rip..     Interior    6    Insular    Affairs 
Houston   Lighting    &  Power   Co. 

SHI  1240394* 
B20226014B' 
B2091  50001* 
6211010249 
BZU  010248 

50-461        H 
50-244         P 
50-537         U 
50-498         S 
50-498         B 

B3II  020003 
8211020003 
321  1020004* 
8211020004* 
B21  11  90247 

30-49B         K 
50-47B         K 
50-49Q         K 
30-498         K 
50-498         F 

Humin   Enginttrlng    Ai»ociatf9.     Int. 
Human  Factors  Sue  iety.  Inc. 
Humboldt  County  CA 

B2112304B1 
8211240153 
B31  1090074" 
B311120217' 
B21  10  10495* 

30-498         S 
50-498         S 
NUREO 
CONTRACT 
CONTRACT 

Hunton    fi   Wil  liami 

021  1020372 
8211020526 
B21  1040312 
B21  1040212 
8311040215 

50-322         Q 
50-338         P 
50-338         0 
50-338         S 
50-339         0 

B2I104021S 
3211040216 
621104021B 
02(1040221 
SSI  i  040221 

50-33B         0 
30-338        Q 
50-338         G 
50-338         G 
SO-338         0 

8311040226 
SSI  1040234 
8311060137 
S21  1  1  50007 
B21  1  1  50433 

50-33H         G 
30-338         0 
50-322         G 
50-323         0 
30-322         0 

8211150456 
821  1  1  50462* 
B21  1  1  S0472» 
SSI  1  150482* 
8311160343 

50-323         C 
50-322         C 
50-332         0 
50-332         S 
30-322         G 

Hydrogen  Control    OuinBrs   Group.    HUR-6  Mar* 
III 

8211160348* 
B21  1  1  60374 
621  1  1  90227 
6211010202 

B3I1010213* 

SO-322         0 
50-322         0 
50-322         G 
TOPREP 

TOPBEP 

IRT  Corp. 
ITT   Refiareh    Initltute 

B2112901BO 
B3II290184I 
8211300446 
B21130044B* 
B2H1B046I* 

XPORTLIC 
XPORTL1C 
XPQRTLIC 
KPdflTLIC 
CONTRACT 

Ibershaf   t,   Sum  it 
Ichthijolog  ica  1    Asioclates,  Inc. 

11  1  inoif  Pouer  Co. 

B211230515* 
B3H240217* 
8311290071* 
8211290071* 
6311010099 

80-70           G 
50-320         C 
50-3B9         R 
50-289         R 
30-461        K 

SSI  10  10102* 
B21  1020009 

sauososis 

B21  1060209 
B211I002B1 

30-461         K 
30-461         fl 
50-461         8 
30-461         A 
50-461         K 

B21I1002B7* 
B21  11  30446 
8311160204 
9211190149 
8211330033 

50-461         K 
50-461         S 
50-461         0 
30-461        0 
90-461         A 

1  1  1  inolt.    Stats   of 

8311230169 
B21  1300  153 
B205200255* 
B2061  I006S* 
B307  180048 

30-461         B 
90-461         A 
30-373        G 
50-373        G 
FDIA 

8311030598 
9211120042* 
8311130068* 
8211120071* 
S211120117* 

37-39 
50-373         T 
50-373         G 
50-373        G 
50-373         0 

Illinois,    Stati   of,    Dept.    Nuc.    Safety 
<formirlu.   Dipt.    Public   Health) 
Illinois    Univ.     of,    Urbana-Champaign 

tnbf  rg-Mi  1  ler  Engineering   Co 
Iniii 

8311110445* 

831  1350466* 
321122046(3* 
82111704B5* 
8211290304 

27-39 

50-151        F 
50-151        F 
40-299 
30-321        0 

Indiana  ti  Michigan  Electric  Co. 

8211020057 
B21  1020062* 
6211030331 
BE11020239» 
B21  1030334 

30-316        P 
50-316        P 
50-315        R 
90-313        fl 
50-316        R 

B21102033B* 
9211040230* 
8211040230* 

50-316        Fl 
50-315        F 
50-315        F 

AUTHOR                                                      ACCESSION 
AFFILIATION                                                   NUMBER 

SUBJECT 
CATEQORV 

8211040240* 

50-315 

F 

831  1010240* 

90-313 

F 

S21  1030133 

30-316 

a 

8211050137* 

90-316 

a 

8211060029 

90-319 

3 

9211060032* 

50-315 

a 

9311060039* 

50-315 

B 

8211060047* 

90-315 

a 

0211060051 

50-315 

s 

B21106005B* 

50-315 

s 

B21  1060063* 

30-315 

a 

821  1  060068 

50-316 

a 

8211060075* 

50-316 

s 

8211060001* 

50-316 

s 

021  1060093. 

50-316 

3 

821  1060266 

50-315 

S 

S21  1060266 

90-313 

3 

8211090146 

SO-315 

P 

8211100032* 

90-315 

F 

8211100032* 

50-315 

F 

9211100011* 

50-315 

F 

8211100041* 

50-313 

F 

H2I110QQ6B* 

50-315 

F 

82111QQ06B* 

50-315 

F 

8211100072* 

50-315 

F 

92111000720 

50-315 

F 

82111  1024B 

50-316 

R 

H2111  10256* 

50-316 

R 

B2111  10275 

50-316 

R 

B2H1102S2* 

50-316 

R 

B21  11  10331 

50-316 

R 

921  11  10328* 

50-316 

R 

82111103-17 

50-316 

R 

0211110351 

50-31  & 

R 

8211110393 

50-316 

R 

B21111Q360H 

50-313 

R 

82111  10361 

90-316 

R 

8211110363* 

30-316 

R 

82111  10369* 

50-316 

R 

82111  103B1* 

90-316 

R 

B21  111  0392 

50-316 

R 

8211110399* 

90-316 

R 

82111  10934* 

50-316 

R 

B21  1110930* 

50-315 

F 

83111105SO* 

SO-315 

F 

9211110557* 

30-319 

F 

8211110997* 

90-315 

F 

B211120314 

30-319 

R 

B21  11  20316 

50-315 

R 

B2111203I7* 

50-313 

R 

B21112031B 

50-315 

R 

8211120330* 

50-315 

R 

8211120321* 

30-313 

fl 

8211120322 

30-315 

R 

8211120323* 

50-315 

fl 

9211120321* 

50-319 

Fl 

8211120329 

90-315 

fl 

8211130330* 

90-313 

fl 

821  1  1  20337 

50-313 

P 

8B1  11  20337 

30-313 

P 

B21  1  1  2Q33B 

50-315 

a 

0211120341* 

50-315 

a 

921  1  1  20396 

50-313 

R 

821  1  1  20399 

50-313 

a 

0211120362* 

50-319 

p. 

B2UI  20367 

50-316 

Ft 

8211120368 

50-316 

fl 

821  1  1  30372* 

50-315 

fi 

0211120373* 

50-316 

fl 

8211120374* 

50-316 

fl 

821  11  20375 

50-313 

fl 

821  1  1  2037B 

50-315 

fl 

0211120392* 

50-315 

n 

B21H  20395 

50-316 

R 

B21  1  1  20396 

30-316 

n 

0211120400* 

90-316 

n 

921  11  20403* 

50-316 

R 

8211120421 

30-316 

R 

9211120432* 

50-316 

R 

B2111204BU 

50-319 

P 

821  11  20433 

30-315 

P 

821  1  1  204B3 

50-313 

P 

821  1  120339* 

50-31  9 

R 

0211150021 

50-31  5 

R 

9211130029* 

50-313 

R 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATECOflY 

831  1  1  50060 

30-316 

n 

B21  11  50137* 

90-316 

R 

8211190190 

50-313 

n 

02I11S0194* 

50-315 

R 

821  1  1  50239 

50-319 

R 

Bail  150333* 

50-315 

R 

BSt  1  1  50647 

30-315 

P 

B2111&0401 

50-315 

0 

0211160423* 

50-313 

8 

0211190145 

90-316 

B 

8311190191* 

50-316 

B 

0211190317 

30-313 

3 

0211190221* 

50-319 

B 

0211190273 

90-319 

Q 

B211230010 

71-9131 

S21  1230131 

50-315 

P 

0311240363 

50-316 

S 

0211840371* 

50-316 

Q 

0211300094 

50-315 

S 

021  1300070* 

50-315 

E3 

B2ii30oaii 

50-313 

P 

0211300216 

30-315 

P 

8211300218* 

90-315 

P 

8211300210* 

90-313 

P 

8211300287 

50-315 

3 

021  1300304* 

90-313 

S 

621130O303 

50-316 

8 

6211300311* 

30-316 

B 

Indiana  Geological    Burvaij 

B2I103O200 

NUREG 

Iniptction   Bervlcei    Corp. 

821  1  1  B0093 

71-6717 

Institute   for  Policy   Btuillss 

021  1  1  50239 

30-329 

A 

Inttc    Iniptc  tioni     Inc. 

8211O'70Q37 

71-6717 

8211100527 

71-4B6 

B211100S31* 

71-486 

Interiori  Dept.  ofi     Bureau    of   Mint* 

821106047Q* 

CONTRACT 

Interior,  D«pt.  of.     Fl»h    l>   Wildlife   Service 

021  11  60197 

50-522 

C 

Interior.  Dept.  of  (     Geological    Survey 

8211060606 

27-39 

82111  10606* 

30-274 

F 

82111  10A08* 

30-274 

F 

0211190354 

NUHEQ 

International   Etinrgg   A»«uciat»si    Ltd. 

821  11  10440 

NUREG 

International    Telephone   &   Telegraph    Corp, 

021  11  60305 

PT2I 

I  oat  EUctrlc   Light   tt  Powor    Co. 

0210220311 

PR 

6211020061 

50-331 

3 

0211020066* 

50-331 

B 

82110204S8 

30-331 

B 

021  1020499* 

50-331 

8 

0211030007* 

90-331 

F 

B211Q30012* 

30-331 

F 

821  1040001 

30-331 

F 

0211040863 

30-331 

P 

BS1  1030133 

30-331 

P 

9211090133 

30-331 

3 

8211090130* 

30-331 

B 

0211090147 

90-331 

8 

B211090130* 

90-331 

Q 

0211100941* 

30-331 

F 

0211100544* 

50-331 

F 

0211110315 

50-331 

P 

£921  11  1O324* 

30-331 

P 

0211110429 

50-331 

P 

821  1  1  20337 

30-331 

P 

831  1  1  60026* 

50-331 

F 

821116QOS9* 

50-331 

F 

8211170137 

30-331 

P 

8211170142* 

30-331 

P 

8211190101 

30-331 

0 

82111  90103* 

30-331 

8 

8211190134 

30-331 

3 

0211190136* 

50-331 

0 

B21119O101 

50-331 

fl 

8211190182* 

30-331 

R 

8211190267 

30-331 

B 

S2i  i  i  9osxo» 

50-331 

3 

0211230109* 

30-331 

0 

Satl23016B 

90-331 

P 

B211B30170* 

50-331 

P 

8211230300 

50-331 

P 

8211230302* 

50-331 

P 

8211230333* 

50-331 

Q 

8211230437 

50-331 

P 

8211840238 

30-331 

0 

82II240H54* 

50-331 

8 

021  1240299 

90-331 

a 

8211  2  40290* 

30-331 

B 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORV 

8211240360 
8211240363* 
8211390097 
8211290542* 
8211290754 

50-331         3 
50-331          S 
30-331          S 
50-331         0 
50-331         P 

louia   State   Univ. 
I»hami    Lincoln   (•    Beat* 

0211290760* 
0211220341* 
821  12  20346  > 
8211040430 
8211080210 

50-331         P 
30-116         F 
50-116         F 
50-599         0 
50-329         G 

8211090291 
8211090407 
821  11  20060* 
S21  11  50446 
8211150651 

50-434         G 
30-339         C 
50-373         G 
30-329         G 
50-329         G 

8211160370 
0211160466* 
B2111604B2* 
0311160533* 
031  1  1  80358 

30-454         0 
FOIA 
FOIA 
FOIA 
50-454         Q 

0311180358 
8311190364* 
0211180364* 
831  1  1  90205 
821  1  1  90205 

50-434         G 
50-454         G 
50-434         G 
50-494         G 
30-454         G 

831  1220167 
8211220170* 
8211220246 
9211220246 
8311330474 

50-155         0 
50-  1  53         G 
50-454         0 
50-454         0 
50-454         0 

Jersey   Central    Power   &  Light   Co. 

8311330494 
8211300169 
8211300175* 
B21  1040347 
8211040332* 

50-454         Q 
30-155         G 
50-199         G 
50-319         R 
9O-219         R 

Joint  Applicants-Clinch    River    Breeder 
Reactor 

0211020339 

831  1020336* 
8211020344* 
821  1020358* 
B211O20363* 

50-537         T 

5O-537         T 
50-937         T 
50-537         T 
90-537         T 

Joint  Applicants-Palo  Verde 

8211020374* 
B2  11  020409* 
8211020412* 
8311030357* 
62  11  020436 

30-937         T 
50-537         T 
50-537        T 
50-537         G 
50-526        C 

Joint    Intervenon-Diablo   Canyon 
Joint    I  ntervenors  -Water  ford 

9211190369 
8211230273 
0211150391 
821  10B0074 
0211180314 

50-528        G 
50-32B         0 
50-275         0 
30-302         Q 
90-382         G 

KLD  Atsociatet.     Inc. 
K*n*at   Oa<    tt  Electric    Co. 

821  1  1  603B2* 
8211020077 
021  1020339 
0211020497 
831  1  1  90238 

50-322         G 
50-482         3 
50-482         0 
50-482         8 
90-482         S 

Kan»ii.    Univ.    of 

B2111505B9 
0311180178 
0200290125 
8211240104* 
8211240109* 

90-482         B 
90-482         9 
50-148         H 
50-14H         F 
90-148         F 

Kerr-McOee    ChlmUal   Corp.     (subs,     of 
Kerr-McOee    Corp,  ) 

Kerr-MeOee   Corp. 

9311230521 

9211230941 
8211030495 
8211040405 
8211040417* 

40-2061 

40-2061 
40-B037 
40-8027 
40-0037 

8211040540 
B211  060339 
0211060690 
8211060693* 
8211110620 

40-8768 
40-8027 
WASTE  MOT 
HASTE  MOT 
70-  1  1  93 

Kerr-McOee   Nuclear  Corp. 

8211110621* 
0211120171 
0211150096 
0211150103 
8211060693* 

70-1193 
40-8037 
40-8027 
40-8027 
WASTE  MOT 

Kirfcpatrlck,    Lockhart.    Hill.    Christopher 

8211320494* 
821  1090289 

40-0037 
FQIA 

9311090433 
0211090443 
8211150385 

90-322         0 
50-332        0 
30-275         G 

82  1  11  30395 
9211220174 

50-273        G 
50-323        G 

690 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

S21  12  30376 

50-322 

0 

8211240337 

90-322 

0 

Kodrnr.     J.  L. 

B21  10  20377 

30-4&1 

0 

Krujir   Enttrprlnti      Inc. 

9211060060 

90-423 

K 

Lindaui  R. 

B211O1O4EB* 

CONTRACT 

Laurence   Livtrmor  *   Laboratory 

82092  3051  1  * 

3O-2BO 

P 

B211O1O397" 

30-314 

P 

0211OI04IH* 

50-313 

P 

8211OIO5B4* 

50-2BO 

P 

921104011S* 

SO-E9B 

P 

B211040504* 

90-219 

P 

831106069B 

WASTE   M8T 

82111  10349* 

50-290 

P 

B21  11  7010B* 

50-34B 

P 

B2II1  90370* 

SO-3I2 

P 

B2iiaaoo50* 

90-335 

P 

921129049B. 

SO-20A 

P 

LiBoiufi    Ljfflbi    Ltitx;    Si   hfacRa* 

821  1  1  80372 

50-341 

0 

3311190176 

50-2S5 

P 

9211290520 

30-341 

0 

S2I1290610 

50-341 

0 

B21130020? 

30-263 

P 

B21  1300217 

30-546 

A 

Lugut   Againit  Nuclnjr    Danger* 

B211?20195 

PRM 

Liaguf    of    Uomvn    Voter*    of   Roclforri,  IL 

B21  11  30061 

SO-4S4 

0 

B2111B01Bi 

90-454 

0 

82111  BO  164 

50-494 

« 

G21I1B019B* 

30-434 

0 

821  1  1B0198* 

50-4S4 

•0 

8211230270 

50-434 

•Q 

821  1  230397 

50-4i34 

Q 

SSI  1290341 

30-454- 

O 

8211290541 

30-434 

& 

8211290604 

50-454 

0 

821  12  90604 

50-454 

0 

LtUHr     M. 

3211060033 

REOOD 

8211220203 

PRM 

8211300249 

50-BB9 

Q 

Lone   St*r    StTfUJ    Co. 

B20B29O102 

FDIA 

Long    lilcnif    Lighting    Co. 

6211020372 

50-322 

0 

B2110301iS 

30-322 

E 

B21  1  030209 

50-322 

E 

821  1030266 

50-322 

E 

S2I1Q40369* 

50-322 

a 

8211060330 

30-322 

A 

BSI  1080137 

50-322 

a 

821  1090490 

50-322 

a 

8211100327* 

50-322 

a 

8211130007 

50-3  S3 

0 

B21  11  30293 

30-322 

E 

B21115041B 

50-322 

B 

8211190433 

90-322 

a 

821  11  30436 

30-322 

0 

021  11  90462* 

30-322 

a 

8211130472* 

50-322 

a 

B21U504B3M 

30-332 

0 

S21  11  60232 

50-322 

A 

SB  III  60343 

90-322 

a 

8211160349* 

50-322 

Q 

BSI  11  60374 

90-322 

0 

821116Q37BW 

30-322 

0 

6211160382* 

30-322 

0 

B?l  11  70211 

50-322 

E 

B2U17021i» 

50-322 

E 

6211160185 

50-322 

A 

B21  1190227 

50-322 

0 

6211220090 

50-322 

E 

6211250141 

50-322 

E 

B21  1230317 

50-322 

E 

821129007O 

50-322 

A 

B2-11S9046B 

50-322 

E 

Scientific   Laboratory 

B21  IOB0029 

RES 

83I111063O 

NURGO 

Bfill  120047 

NUREO 

S21115O229 

RES 

6211160535 

RE9 

8.211190334 

NUREO 

ntij,    VA 

8511130586 

50-33B 

0 

8211130304 

50-338 

a 

B21  11  50627 

50-333 

a 

BS1115D627 

30-336 

0 

Pouir   &    Light    Co. 

6211010107 

30-382 

K 

B21  1O2004& 

90-3S2 

A 

6211020048 

50-382 

B 

8211030494 

70-29&4 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

021  1090139 

SO-3B2 

8 

021  1060406 

SO-3Q2 

Q 

021  1000201 

50-3B3 

A 

B21  1090174 

5Q-3B3 

a 

821  11  50169 

50-3B3 

B 

021  1  1  50250 

30-3BB 

a 

821  1  1  5087? 

50-382 

a 

BSi  1  1  60333 

50-362 

a 

021  1170336 

30-382 

a 

821  1170345 

SO-3B3 

0 

BSI  11  70340 

SO-3B3 

0 

821  1170409 

50-362 

0 

B21  11  00201 

50-383 

A 

BSI  11  90209* 

50-383 

A 

021  1290020 

50-392 

K 

021  1290034* 

30-392 

F 

B21  129003B* 

50-3BS 

F 

Louiiiin«i    St«t»    of 

8211060490* 

CONTRACT 

sal  11  00108 

50-416 

0 

621  12  90723 

SO-3B2 

0 

8211300263 

50-439 

Q 

Lout  11,    Univ.    of 

8211090217 

50-223 

ft 

BSi  10902250 

30-323 

n 

821  1240291* 

30-823 

F 

021  1240295* 

50-223 

f 

Louenitiirii  Niumaiii  Riiflr  A>»lrai)   &  Toll 

82091  50059 

FOIA 

Liitiu*   Pitlin,     Inc. 

821  1230347* 

30-296 

P 

021  1220351* 

50-286 

P 

821  1220354* 

30-SQ6 

P 

8211220360* 

50-206 

P 

8211220364* 

90-284 

P 

021  1220367* 

30-286 

P 

B21  1220372* 

50-2B6 

P 

B2  11  220397* 

SO-2B6 

P 

Luniford-McKee   &   Anoeiatu-     Inc. 

8211060969* 

CONTRACT 

Luthtran  Msdical    Canter    St.    Louii,  MD 

8100210296* 

FOIA 

M»int  Yankft  Atomic   Pou»r  Co. 

8210360438 

30-309 

B 

8BI  10  10197 

50-30? 

B 

8211010244 

50-30? 

a 

BSI  1010219* 

50-309 

a 

821  1020020 

90-309 

a 

0211020023* 

30-309 

K 

821  1020300* 

50-309 

a. 

8211020305* 

50-309 

a 

B2110203V9 

50-30? 

a 

0211020381* 

30-309 

9 

8211020474 

30-309 

P 

8211030189 

50-309 

n 

8211030133* 

30-30? 

n 

0211030135 

30-30? 

n 

0211030139* 

30-30? 

n 

821  1030143 

50-309 

a 

8211030151* 

90-30? 

n 

8211030177 

30-30? 

R 

0211030107 

30-309 

n 

8211030193* 

90-30? 

Ft 

0211030210 

71-9151 

0211060113 

50-30? 

B 

B21  10601  18* 

30-30? 

B 

BH1  1060210 

30-307 

B 

0211060229* 

30-30? 

B 

BSi  10  60379 

30-30? 

a 

821  1060382* 

90-309 

B 

8211090203 

50-309 

F 

8211100103 

30-309 

R 

8211100106* 

50-309 

n 

0211100243 

50-309 

K 

8211100247* 

50-30? 

R 

B21  11  00306 

30-309 

B 

9211100309* 

50-309 

a 

B21  11  00313 

30-309 

s 

8211100314* 

50-307 

8 

8211100333* 

50-309 

G 

8211100366* 

30-309 

0 

B21  11  00434 

30-30? 

8 

B211100444K 

50-309 

B 

82111IOOBO* 

30-309 

F 

8311110089* 

90-309 

F 

8211110199 

30-309 

n 

B211110200* 

30-309 

n 

8211120413 

SO-309 

P 

8211120415* 

30-309 

p 

6211120469 

30-309 

B 

8211120473* 

90-309 

a 

8211220020* 

30-309 

F 
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AUTHOR 
AFFILIATION 

ACCESSION             SUBJECT 
NUMBER                  CATEGORY 

B2113B0023*        SO-309        F 

8211220412           71-9131 

B311230013          71-9131 

BS11S30035           50-309        P 

821  1230039*        SO-309        P 

B211390603           30-309        9 

9311290613*        50-309        8 

B21  1290635           30-309        S 

B21129O663*        30-309        9 

B21  1300167           30-309        F 

B21130O171*        50-309        F 

031130020B          SO-309        P 

Manhattan  CoUvgn 

8211030106           30-199        F 
8211170002*        50-199        F 

B21  11  70003*        50-199        F 

Harih  &  McLennan,  Inc.  -    M  b  M  Nuclear 

021  1040239           90-349        J 

ContuE  tantii  Inc.     Dlv. 

821  1230496           30-395        J 

H*rub«ni    Affltrie*    Corp.     («ub«.     of  Marubeni 

B2112901B7           XPORTL1C 

B211B9O1B9*        XPORTLIC 

Hir<|land>    Btat»    of 

B21  1110359*        CONTRACT 

flJTUlandi    Urtiv-     of 

82071B0079          ACRB 

821  1  120332*        90-166        F 

8211130535*        30-146        F 

Mii*dchu»etti    Institute    of   Technology 

821  10  1039B*        CONTRACT 
B211190310*        CONTRACT 

H»»»3ChuiBlt«    Public    Inter«it    R*»aareh 

9200290117            30-293         P 

Otauf 
Manachuiettii     State   of 

0211130016*        CONTRACT 

Hnutllf    J.C. 
HeOraiii-Edlion    Co. 
HempKl*   State    Univ. 

B2071B007B          30-4B2        0 
8211290363          30-483        B 
B211160317*        50-338        F 

B21116052U        SO-33B        F 

Hen  tor.  KY 

8211090230          30-338        0 
B211230433          30-33B        0 

WithodUt  Hoip.  of    M«mphli      Memphlii  TN 
Metropolitan  Ed  lion  Co. 

8311300114          FOIA 

0211030393          30-289        0 

B211020393          50-2B9        0 

8211030337          30-289        0 

821  1040367          50-289        R 

B21  1040269*        90-289        FI 

8211040303          30-289        (1 

9211040310*        SO-2B9        R 

B21  1090297          30-289        0 

0211100047*        30-2B9        R 

B21  1  1  00233          30-320        0 

821  1  1  00244*        30-320        0 

BZ111602B7*        30-209        0 

0211170343          30-2B9        0 

B21I240317          30-289        0 

8211240333          30-289        8 

Ml  toil   Valley   Power  Projact 

9211080064           SO-3S8         0 

B21  1080071*        30-338        0 

821  1  1  30624          30-358        0 

HiehlB"<  State  Univ. 

821  1040363*        50-294        F 
821  1040364*        30-294        F 

Michigan    Bt»te   of 

8211120391*        CONTRACT 

B21  1  130314          40-17 

8211820254          40-17 

mchlgan>    Univ,    of 

8207190069          ACRB 
831  1030384*        CONTRACT 

hinniicUi     State    of 

8211290967*        30-263        P 

9211290573*        50-263        P 

Kinn«iot«i    Univ.    of.    Mlnni'paHi 
Hlnoc^    J. 

821  1090034*        CONTRACT 
8211130028          50-341        0 
B21  It  30033*        50-341        0 

B21  1290686          90-341        0 

82U29069B*        50-341        0 

Hlttltdppi   P-ouir   «<  Llgh^  Co. 

B211010202          TOPREP 
8311040069          90-416        8 

9311040077*        30-416        S 

B2I1040113          30-414        B 

B211Q40UB*        30-416        9 

9311040264          30-416        3 

B2I1040S70*        90-416        S 

82110402B3          50-416        9 

B21  1040291*        50-416        S 

B211040313          30-416        B 

BS1I04Q331*        SO-416        S 

8211040440          30-416        9 

B21  1040443*        30-416        3 

B21  1030204          90-416        P 

8211060069          30-416        8 

B2110AOQ69*        90-416        B 

AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORV 


6211040074 
821  1  060080* 
921  1060197 
621  1060204* 
9211090144 

3211090161* 
0211090359 
S21  1090362* 
0211090440* 
9311100319 

8211100335 
8311100360* 
921  11  00421 
B211100436* 
5211110209 

8211110309 
8211110271 
95111  10271 
0211110311 
9211110311 

3211110422 

0211110422 

8211150293 

9211150399* 

0211150316 


8211150529* 
5211170000* 
8211170009* 
9211170386 

9211170206 
0211170295" 
S2I  11  70295* 
0211170312 
B211170314* 

9211170317 

9211170319* 

9211320003 

8211220003 

9311220004 

8211220004 
8211220094 
6211220094 
0211220122 
8211220132 

921  13  20266 
921  12  20237 
8211220287 
B211S20310 
B21  1220310 

8211220353 

82112S0374* 

0211330009 

B211S30244* 

9211230263 


50-416 
50-414 
50-416 
50-414 
50-416 

50-414 
50-416 
50-416 
50-41  i, 
50-416 

50-414 
50-41A 
£0-4  It 
SO-4IA 
50-416 

50-416 
50-416 
50-414 
50-416 
30-416 

50-416 
50-416 
50-416 
50-414 
50-416 

50-416 
50-416 
50-414 
30-416 
50-416 

50-416 
50-416 
50-416 
50-416 
50-416 

50-416 
50-416 
30-416 
50-416 
SO-416 

50-414 
50-416 
50-416 
50-416 
50-416 

50-416 
50-416 
50-416 
50-416 
50-414 

50-416 
50-416 
50-416 
50-416 
50-416 


Mi*ii«*tppl>    State   of 
Mii»ourl.    State   of 


8211230321 

0311230321 

8211230323* 

9211230335 

8311230355 

0211230362* 
8211230369 
821 1230377* 
8211340003 
8211240004* 

821124033B 
821 1  P.  40338 
8211290116 
8211390114 
0211290132 

8211290136* 
8211290189 
8211390194" 
82H2902BO 
821 13 90325* 

9211S9Q344 
0211290350* 
8211390500 
0311290312* 
B21 1290345 

8211290556* 
8211390383 
0311290393* 
821 1 1 30081 » 
8211010103 


50-416 
50-416 
SO-416 
50-416 
50-416 


50-416 

50-414 

30-416 

70-2934 

70-2936 

50-416 
50-416 
50-416 
50-416 
50-416 

50-416 
50-416 
50-416 
50-416 
50-416 

80-416 
5O-416 
SO-4I6 
50-416 
50-416 


0 
0 
P 
P 

s 

B 

8 
B 
S 

S 

B 
B 
S 

S 
•9 


50-416 

50-416 

50-416 

CONTRACT 

40-2061 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

Minourii    Univ.     of,    Columbia 

'3211090359* 

30-106 

a 

821123O406 

50-106 

B 

Minourir     Univ,     of.     Hoi  U 

3311120040* 

90-123 

F 

8211120046* 

50-123 

F 

Kitiui    &   Co.     (U.  S.  A,  K  Inc.     <Sub*.     of 

32t  1160491 

XPDHTLIC 

Hitiui   (<   Co.  .Ltd.  ) 

021.1160495 

XPDRTLIC 

B2E122043S 

JfPORTLIC 

B21124O166 

XPORTLIC 

621124-0171 

XPOftTLIC 

6211300132 

JfPORTLIC 

MolijcoTpi     Inc. 

62(1040406 
6211060933 

4O-7O97 
XPDRTLIC 

Morgan  Atiociatei 

9211150376 

30-247 

a 

B21  1230439 

SO-  24  7 

a 

6211230429 

50-247 

0 

0211230488 

50-247 

0 

B2II2304BB 

50-247 

0 

321  1300353 

50-247 

a 

Korgani    Leuiis    fc   Bockius 

921I03031B 

50-537 

a 

3211030386 

50-201 

a 

8211090467 

50-537 

0 

B21  1240316 

30-70 

a 

B21  12  40321* 

30-70 

a 

Mound  4_ab  orn  tortj/Ko-nBanto 
Murraij,    Plumb    It  Murray 

B2110B0005 
6211300111 

NUREO 
50-309 

a 

MJ9  Corp. 

B2U040100* 

30-200 

p 

6211110177* 

FOIA 

6211230337* 

50-32"? 

A 

B21  12  30343* 

50-329 

A 

621  IS  30349* 

50-329 

A 

NUTECH    (Nuclear   Technology.     Inc.  ) 

3211030597* 

50-373 

P 

B2110BQ297* 

50-373 

P 

B2110B0303* 

30-373 

P 

6211060303* 

50-373 

P 

82110D0307* 

50-373 

P 

62110B0307* 

50-373 

P 

821  1290349* 

90-263 

Q 

8211290357* 

50-263 

a 

National   Naval    Medical    Conttr    BetJiKda, 

KO  02H1  10375* 

FOIA 

821)1  10390* 

FOIA 

8211110397* 

FOIA 

02111  10401" 

FQIA 

National    UiUllfe    Federation 

0211120109 

MA8TE  MOT 

Natural   Resources    Defense   Council 

6200290109 

70-143 

8200290113 

70-143 

62110203B9 

30-337 

H 

62  J  103031  4 

30-337 

T 

6211030313- 

30-337 

T 

621  1030316> 

30-337 

T 

B2110303I7* 

30-337 

T 

821  1080307 

50-537 

0 

8211090470 

50-337 

0 

6211090476* 

30-537 

c 

8211150019 

7O-143 

B211190019* 

70-143 

82111&0351 

30-337 

T 

8211160355* 

30-537 

T 

0211160360* 

90-S37 

T 

821  1  1  60367* 

50-337 

T 

6211170014* 

70-143 

6211180179 

90-337 

0 

8211230463 

50-337 

Q 

8211  24031  1 

ORO 

8211240326 

70-143 

8211240333 

50-337 

T 

6211290709 

30-3S2 

0 

0211290709 

30-322 

0 

6211290719* 

50-522 

0 

8211290719* 

50-322 

o 

Naval   Aeroipace  Medical    Retearch 

621  1  1  30024* 

FOIA 

Laboratory 

Navyi  Depl.  of 

8211090034 

71-52 

6211130011* 

FOIA 

8211220466 

71-32 

6211230363* 

70-143 

Neiraika  Public    Power    District 

8211010152 

50-298 

S 

0211010170 

30-29B 

8 

6211010172* 

50-290 

e 

6211010175* 

50-298 

8 

6211020220 

30-298 

R 

6211020223* 

5Q-29B 

R 

021  1C6.093B 

BO-298 

P 

8211030119 

71-4B4 

8211080139 

50-29B 

P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOflV 

821  11  10260 

0211110266* 
821111032? 
8211110336* 
8211110342 

SO-29B       B 
50-298        R 
SO-29B        R 
SO-39B       « 
S  0-298        R 

8211110346* 
B2111S0444* 
62112901B3 
BE  11  290234* 
6211290636 

50-298        R 

50-290        Q 

go-298      a 

50-298        Q 
50-296        V 

0211300215 
0211300401 
8211300402 
8211300406* 
8211300409* 

50-296        P 
50-296        6 
50-298        0 
50-298        8 
SO-29S        6 

Nibraikai    Statt    of 
Nvvada.    St*t*   of 
HIUI  England   Coalition    on   Nuclear 
Pollution 

NIUI  Hampthlrii    6tati   of 

0104130421* 
0211110A03* 
8211020369 

B21  1290724 
0211190193 

State  Proj 
FOIA 

50-443        0 

50-443        0 
50-443        C 

Niu  Mixlcoi    Btati    of 

0211190193 
6211190196* 
6211190196* 
0211010379* 
B21116034U 

50-443        0 
90-443        0 
50-443        0 
FOIA 
SO-2S2        F 

H»u  Heiico,    Univ.     of 

Niu  Yorkf    Statt    Univ.     of.    Buffalo 
N«w  York,    State    of 

0211160336* 
6211160333* 
0211160346* 
6006170644* 
8S00290119 

50-2  SS        F 
50-292       F 
50-252       F 
FOIA 
40-0414 

8209150014* 
0211010942* 
0211010343* 
6211010547* 
6211030396* 

30-244        9 
State  Prog 
Statt  Prog 
Stntt   Prog 
30-201        0 

Ntuport  Ntu>    Industrial    Carp,     dubt,     of 
Ntuport   Ntui   Shipbuilding) 

8211040379* 
6211080061 
6211220253 
621  1230260 

BE  11230271* 

90-244        B 
90-247         0 
PRM 
TOPREP 

TOPREP 

NBUII  d  Observ*?1 
NBUII   Herald   UilloughbiJ.    OH 
Nljigsr*  Mohauik    Power  Corp. 

8206290101 
6208290091 
8211020249* 
8211020237* 
8211020326 

50-261         B 
5O-440        fi 
50-410        0 
50-410       0 
30-410        8 

8211080174 
aailO-?04Sl» 
8211100190 
821  1  1  00439* 
8211100441* 

90-220       F 
50-SHO         F 
50-410        S 
SO-220        F 
50-220        F 

821113021,7 
0211130216* 
6211180373* 
62111S0361N 
6211230330 

30-220        R 
SO-220       fl 
SO-410        fl 
50-410        Q 
50-230       P 

Nii*ho-Iual    Amarlcan   Corp. 
North  Carolina   Statt    Univ. 

North  Carolina.     Btat*    of 

6211230430 
0211300129 

6211290097* 
6211290061* 

6211220390 

50-410        0 
XPOBTLIC 
SO-297        F 
3O-297        F 
70-1113 

North  9hor»   Coroml  ttti    Agalnit  Nuclttar   t 
Thermal   Pollution 

North  t*it  Nuclaar    Enirgv    Co.     dubi.     of 
Northiait  Utllit£.«) 

B21  1230446 

B2112304S&* 
6211020028 

8211020031* 
8211020913 

50-322        0 

30-322        0 
50-245        R 

30-249        S 
30-336        P 

B211020919» 
6211020936 
0211020569* 
6211020629 
6S1  1020657* 

SO-336        P 
50-33&        R 
50-336        R 
50-243        P 
50-245        P 

6211030174 

6211030176* 
8211030239 
8211030242* 
8211030247* 

50-245        R 
50-245        R 
30-249        ff 
30-S43        R 
BO-B4S        R 

0211030293 
8211030239* 
8211040317 
6211060006 
6211060013* 

50-336        R 
30-336        R 
50-423        A 

9O-4S3        K 
50-423        K 

0211060017*        90-423 
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AUTHOR 
AFFILIATION 


ACCESSION 
MUM BED 


SUBJECT 
CATEGORY 


BB1 1060020*  50-433  F 

B21 1060025*  50-423  C 

021 10A002B*  30-423  M 

821 1060030*  SQ-423  A 

S21 1060035*  50-423  A 


S211 0*0037* 

8211060041 

8211O&0046 

921106004B 

8211060052 

B2.1106003S 
Hal  1060060 
8211060067 
8311060073 
B211Q60077 

8211060082 
821 1O600B4 
8211060007 
B21IQA0091 
8211060094 

B2HQ6009fa 
B2UQ60100 
8211O60104 
8311060109 
BK1 10601 II 

B211O60113 
8211060117 
BB11O60123 
B211O60125 
8211O60129 

Q21 1060133 
H21 1060137 
0211060142 
3211060147 
3211060148 

0211060132 
9211060155* 
H2U060156 
8211060160 
821  1060165 

B21 1060171 
B81 1060172 
H2MQ6017B 
8211060215 
621 1090068 

0211080114 
B21 1090171 
821  1090171 

B211 090179 

8211090179 

021 1090242* 
821 1090391 
B21 1090627* 
821 1090629* 
8211 100240 

B21 11 00394 
B2111101B1 

B21I1101B7* 

8211110190 

0211110193" 

8211110479 
8211110484* 
821 1 1 20463 
82111204&&* 
B21 11 50319 

B8111 80539 
621 11 60393 
8211160413 
8211170414 
02 11 220220 

8211220220 
8211220239 
821 12 20239 
8211220278 
8211220278 

821123013B* 
8211240165 
8211290223 
8211290229* 

8211290483 


BB1 1290493 
B21 I 290497* 
8211290616 
6211290621* 

8311290661 


50-423 
50-423 
50-423 
30-423 
SO-423 

50-423 
50-423 
50-423 
50-423 
50-423 

50-423 
50-423 
90-423 
30-423 
30-423 

50-433 
50-423 
50-433 
50-433 
50-423 

30-423 
50-423 
30-423 
50-433 
50-423 

50-423 
50-423 
30-423 
50-245 
50-423 

50-423 
50-245 
50-433 
50-423 
90-423 

50-423 
50-423 
30-423 
50-336 
50-336 

50-336 
90-245 
BO-243 
30-249 
50-243 

30-243 
30-243 
90-243 
30-245 
50-243 

30-336 
50-249 
30-243 
50-336 
90-336 

50-243 
50-245 
50-249 
90-245 
50-249 

DO-245 
50-249 
90-245 
90-245 
50-249 


K 
P 

P 

P 

F 
F 
F 
F 

Q 
P 
F 
F 
0 

P 
fi 

n 

R 

n 

p 
p 

B 
B 

a 

p 
p 

p 
p 

F 


30-245 
30-243 
90-245 
50-213 
50-213 

50-336 
50-245 
50-336 
SO-336 
50-336 

30-249 
90-336 
50-249 
90-245 
50-249 


AUTHOR                                                    ACCESSION 
AFFILIATION                                                 NUHBER 

SUBJECT 
CATEGORY 

B21  1290661 

50-245 

F 

B21129O757 

30-336 

P 

B3113000eO> 

50-245 

a 

92113000371 

50-245 

a 

B21  I  300259 

50-423 

F 

B31  13  00269 

50-483 

G 

Northmit   UtilitUi                                                    921103003B 

50-345 

R 

8211020363 

50-213 

P 

62  11  030432 

TQPHEP 

9211020513 

50-336 

P 

9211030556 

50-336 

Fl 

B21  1020629 

50-245 

P 

9211030174 

50-245 

R 

821103017B* 

50-245 

R 

821  I  030239 

SO-245 

n 

9211030353 

50-336 

R 

8311040317 

50-423 

A 

50-433  K 
8211060017*  5O-423  F 
9211060020*  50-423  F 


B21 10 60023* 
8211060028* 
8211060030* 
8311060035* 
8211060037* 

8211060041 
82 11 060046 
8211060048 
8211060052 
8211060055 

8211060067 
B21 1060072 
8211060077 
B2110600B2 
B21 10 60034 

82110600B7 
8211060091 
8211060094 
B31 1060096 
8211060100 

8211060104 
8211060109 
8211060115 
8211060117 
B21 1060123 

B211060125 
G21 1060129 
8311060133 
8211060137 
8211060142 

B21 1060147 
9211060148 
8211060152 
8211060156 
8211060160 

8211060165 
B21 1060171 
9211060172 
SS1106017B 
9211060215 

83110B0068 
8211090114 
B2U090171 
9211090171 
821 1090242* 

8211090391 
8211090627* 
8211100240 
831 1 1 00394 
82111  lOifll 

8311110190 
B211110479 

8211120463 
821 1 1 20466* 
8211150319 

821 1 1 30539 
821 1 1 60393 
B211160413 

8211170414 
8211220055 

B21 1220220 
8211220220 
8211220239 
8211220239 
8211230138* 


50-423 
50-423 
50-423 
50-423 
50-423 

50-423 
50-423 
50-433 
50-423 
50-423 

50-423 
50-423 
50-423 
50-423 
50-423 

50-423 
50-423 
50-423 
30-433 
5O-423 


K 


30-423  K 

50-433  K 

50-423  K 

50-433  K 

30-423  K 


50-423  K 

30-423  K 

50-433  K. 

50-423  K 

50-423  K 


50-24S 
50-423 
50-433 
50-423 
50-423 

30-423 
50-423 
50-423 
50-423 
50-336 

50-336 
50-336 
50-243 
30-245 
90-245 

30-345 
50-249 
50-245 
50-336 
50-245 

50-336 
50-243 
50-245 
50-245 
50-245 

30-345 
50-245 
50-245 
50-245 
50-245 

90-245 
50-243 
50-245 
90-245 
50-336 


P 
P 

F 
F 
Q 

P 

F 
Q 
P 
R 

R 
P 
8 

S 
Q 

P 
P 
P 
P 
P 

F 
F 
F 

F 
0 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

S2112401&5 

50-245 

C 

0S  1  1290S23 

50-336 

B 

03112904  B5 

30-336 

8 

9211290493 

50-245 

0 

B211290616 

50-H45 

B 

B211290tbl 

30-245 

F 

B21  1290737 

50-336 

P 

B21  1300069* 

30-423 

Q 

8211300080* 

50-245 

Q 

821  130OOB7* 

50-243 

0 

821  130O239 

50-423 

F 

NorUtait  Uttlltln    S<rvic*    Co. 
Northirn   C*lt*orri*   Power   A9«n«i|. 

Bzitosoa&a 

B21  II  90147 

50-213 
30-275 

P 
« 

California  State    of  i 

8211190147 

50-273 

M 

8211190313* 

50-275 

M 

B21119021G> 

50-273 

H 

Northern    Illinoi»    Univ. 
NortNern    Indiana    Public    Bervici    Co. 

9211C20153 
8211030224 
B2I  IS  30352 

PBM 
50-367 
50-367 

Q 
R 

North*™    Stat«i    Pgu»r    Co. 

821  1030002 

SO-2B2 

P 

8311020002 

50-282 

P 

021  1  020009" 

50-292 

P 

831  1020005* 

50-202 

P 

0211020007* 

50-2B2 

P 

0211020007* 

50-292 

P 

8211020041 

30-263 

F 

B21  1020396 

50-263 

I 

B2110SOS93 

50-263 

P 

821  1030403* 

50-292 

F 

S21  1030406* 

50-E&2 

F 

0211030M1* 

30-263 

F 

8211030611* 

30-S63 

F 

8311030611* 

90-263 

F 

0211030611* 

30-263 

F 

8211030613* 

50-B63 

F 

8211030613* 

50-SA3 

F 

8211030613* 

50-263 

F 

0311030613* 

50-263 

F 

8211040373 

50-263 

a 

9211040390* 

30-263 

0 

92110  30009 

30-263 

B 

6211050012* 

50-S63 

a 

0311030013* 

30-263 

B 

821  10  50017* 

5O-263 

a 

8211090020* 

30-B4.3 

a 

B21  1090303* 

30-aes 

Q 

821  1090303* 

30-282 

0 

SEMI  10109* 

50-HB2 

F 

B2111  10112* 

50-202 

V 

8211120379 

50-SA3 

3 

821  11  iO  170 

50-202 

P 

0211190256 

90-263 

3 

03IU90261» 

30-263 

S 

8211290266 

90-332 

a 

8£11290271N 

90-232 

a 

B  21  1290339 

30-263 

a 

8211290931 

90-263 

p 

S21  129055S* 

50-263 

p 

.9  2tl  290973* 

30-263 

p 

&2  11  090623* 

50-  I  B7 

F 

AUTHOR 
AFFILIATION 

ACCESSION            SUBJECT 
NUMBER                 CATEOOJiV 

0211170150*        70-143 

B2111701S9*        70-143 

0211170160*         70-143 

9211170166*        70-143 

0311170169*        70-143 

B211170174*        70-143 

9211170100*        70-143 

B2111701B3*         70-143 

0211170187*        70-143 

0311170193*        70-143 

B2H170197*       70-143 

9311170201*        70-143 

B21117032S*        70-143 

B211I70329*       70-143 

Q211170331*        70-143 

9211170337*       70-143 

B211170341*        70-143 

SHI  11  70349*        70-143 

9311170353"         70-143 

S21  11  70339*        70-143 

0211170361*         70-143 

0211170364*         70-143 

9211170367*         70-143 

5211170103*         70-143 

B2111704Q6*        70-143 

B21117041B*        70-143 

8211190039*        70-143 

B21H90043*         70-143 

B3112301B3*       70-143 

8211290011          70-143 

BS11290019          70-143 

Mucl»»r  Packaging,     Inc. 

0211010440          71-9137 
9211010451*         71-9139 

B21H9034Q*       71-9157 

0211190399*         7I-V1S9 

Nucl**r  Bgifcem 

9211090079          71-9197 
0211120163           71-9156 

Nucli«r  Utility   Group    on  Equlpm»nt 

B3Q00  10040*        FOIA 

Dual  (f  ication 
Nuthtrm    Internal;!  onah     Inc. 
Oak   Ridjt    Associated  Univ. 

821  1290720*         OA999 
BH110104B3          40-06 

Oak   Ridgt    National    Laboratoru 

B201  110693*         FOIA 
B206020326*        NUREO 

0211010323          RES 

B21  10  10316          REB 

B21102035Slt        SO-S37 

T 

8211030487          REB 

B21  1030499           NURGO 

8211040132*        50-537 

A 

3211030033*       NUREO 

9311120094          NUREO 

82111906B2           NUREO 

Q21  1  1  S06SB          NUREO 

S2111604B9          NUHEO 

Oat   Rldgi.    TN 

B31I1S0401          90-537 
B21I18040B*        SO-337 

0 
0 

Dffic*   at  Managontnt  it  Budgat 

B21  1040477           DRO 
621  H  10905           DRO 

8211110SOS          ORO 

B211UOSOS          ORO 

Ogle    Pttrolaumi    Inc. 

B21I03053B           40-8743 

B21  1040460          40-9745 

021104054-1          40-B743 

S21104034B*        40-B743 

B2I  1090091          40-0743 

0211050057*        40-9745 

821  1060462          40-B74S 

SBt  11  10039          40-B745 

S21  11  20020          40-9745 

821  1  1  20030*        40-6745 

Ohio  Citiiani    for    Raiponitbli   Energy 

B2091  S0063          90-440 

A 

B2091SOOiS          FDIA 

8211030330          90-440 

0 

0211040316          50-440 

0 

B21  1040316          50-440 

0 

8211040333          50-440 

0 

BB11040333          90-440 

0 

021  1040340          50-440 

0 

821104.0340          50-440 

0 

B21  11  00270          50-440 

a 

B21  11  80274          50-440 

0 

Ohio    BUtt    Univ. 
Oklahoma  rfsdicil    R»i»«rch  Foundation 

0211130014*       FPIA 
8211130029*        FOIA 

Oklahoma    X-R«g   Co. 


B21 1060606          71-9033 
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AUTHOR 

AFFILIATION 

ACCESSION            BUDJECT 
NUMBER                 CATEOOHV 

ito-ni,    St*tt   of 
itgai.    Univ.     of 
It  Public   POWIT-    Dlitrict 

6211130110*        40-B027 
B2111S0113*        40-8027 
0211030224           50-112        H 
B21  11  30031*        FOIA 
B21101018S          50-BBS        P 

8211020039           30-283        F 
0211020043          SO-2SB        P 
8211030144           30-285        F 
B2I10E0425          50-2B9        F 
8211040B14           50-385        P 

B21  1040247*        30-2B5        Q 
BH1  1030194*        90-205        F 
S211030201*        30-2S3        F 
6211080164           50-2SS        P 
B21  1O90226*        30-2B9        F 

8211090272          30-2B5        Q 
B21  11  00932*        30-289        F 
B2I  11  30307           30-205        P 
8211160172           90-2S5        R 
B21  11  60173*        50-2B5        R 

82111'?0179»        90-203        P 
82111901BO*        50-2B5        P 
B21  1220194*        30-209        « 
6211230344           90-283        0 
0211230306          30-2B5        P 

><g»n  Stltt   Univ. 

8211290042*        90-2BB        F 
B311300209           90-383        P 
021  130021  1*        SO-2B3        P 
8211300213*        50-209        P 
821122045B*        30-243        F 

[rtgani    Stftt*  of 
Dfftiti,   H«rrington   fc  fiutclifft 

8211230021*        50-843        F 
8211120248*        CONTRACT 
8211030306           30-361        « 
8211030306           50-361        0 
8211030333           30-361        0 

Fiilflc   Oil   t  Elictric   CD. 

021  1030333           50-361        0 
8211020212           30-279        R 
8211020219*        90-873        R 
0211020237           50-133        R 
6311020245*        50-133        H 

B21  1060377           PR 
8211060993           71-49B6 
B2110902B1            30-273         P 
8211090469           PRDJ 
8211110243           30-133        fl 

eainioaso*      50-133      n 

B21  H  10333           30-273        R 
8211110348*        30-275        fi 
B21  11  20434"        30-273        a 
8211190012           50-273        0 

B21  11  30639           50-273        0 
8211130639           50-273        0 
B21  11  30644           30-273        0 
B211130644           90-279        0 
821  1  1  60093*        30-273        F 

B21  11  60093*        90-279        F 
8211160144"        50-273        F 
6311160144*        30-279        F 
8211160149*        50-279        F 
6211230177           50-273        S 

B211230193*        50-273        B 
B21  1230923           50-273        8 
8311290326           30-273        P 
B21  1290401           50-133        F 
8211290438           30-133        a 

Ptcltit   JnUrnttior*! 
Piinni^ElliiDH 
PtlBttt*  Alli.nci 

8211300306           50-273        R 
B21  1300314"        30-279        R 
B21UB0312           XPORTLIC 
8211030981           30-440        M 
B2110B013B           90-413        « 

P*ti»*t»rr    Inc. 

B21  1080136           30-413        O 
82110B0199           90-413        « 
B21  1080199           30-413        « 
8311100193           30-413        * 
8211110436*        CONTRACT 

P«nnti  Cpnetrnid   About  Indian  Point 
P*T»ont  Ptitln   -  Eltctrlc  Product*. 

B21  1  1  50232"        CONTRACT 
8211220206           50-247        H 
Inc.     B211300296"        QA999 
8211300899*        QA999 
8311300313"        OA999 

P^lh*lnJ*t  Mint*   Corp. 

B21  1300318"        OA999 
821  1300321*        QA999 
8311300326*        QA999 
B211300331"        QA999 
8211040311           40-6622 

AUTHOR 

AFFILIATION 


Pinn«i)lv«ni«  Power  t   Light  Co. 


ACCESSION 
NUMBER 

0211120013 

S21U20D19* 

B21U2O179 
0511230311 
B21123O347* 

S2U010013* 

eai  1010013* 


SUBJECT 


40-66HS 
40-6622 
40-2239 
flfl-6622 
40-6622 


B21101Q016* 
8211O1O192 

3211010182 
8311O1O187" 
B211O101B7- 
82110101.89 

B211O1O193" 

9211010246 
B21101025H 
8211010233 
B21  10  10269* 
8311020106 

9211020111* 

8211030136 

8211030195* 

3211020273 

B21I02O394 


8311030491" 
B211O2O307 
8211O4O30B 
B21 1040306 

B31 1040312* 
8311040312* 
6211O60001 
B 21 1O60O02" 
9211O6Q040 

821 1060 1S7 
3211060230 
B21 1O6O230 
B21106O237 
B211O6Q346 

B21 1060332" 

B21106O363 

8211O60367* 

B31106O403 

821106O410* 

B2UOBQ314. 

6211090404" 
B211O90409" 
B211100319 
8211100319 

821 1 1 10033" 
B2111 10O38* 
82111 10176 
82111 10164* 
82111 10249 

8211120416 
6211120430 
8211150161 
6211150162 
8211150163 

B2111SO163" 
8211150621 

021 1 1 SO621 

8211160137" 

0211160137* 

8211160140* 


50-3B7 
30-3B7 
50-337 
50-3B7 
50-3B7 

30-387 
50-307 
SO-3B7 
50-387 
50-3B7 

SO- 387 
50-387 
30-367 
50-367 
50-3B7 

50-337 
50-397 
50-3B7 
SO-3B7 
50-3B7 

50-3B7 
50-307 
5O-3B7 
BO -387 
50-3B7 

50-367 
50-3 B7 
50-307 
50-397 
REGQD 

30-307 
9O-3B7 
90-387 
30-307 
SO-3S7 

5O-3B7 
50-3B7 
SO-3B7 
50-3B7 
50-337 


0211160166 
S21 li 6029A 
BZ11160S96 

eai  11 6030U 

B21 11  601301" 
8211170189 

B2111701EJS 
B2111G02B6 

0211160314 

0211160351 

9211160334* 

8211230339 

8311330236* 

B21123024B 

62112:30392" 

6211230414 

6211230414 

8211290248 


71 -9089 

5O-3B7 

30-387 

30-307 

50-387 

SO-3H7 
SQ-3B7 
50-3B7 
50-367 
SO-3B7 

so-aa? 

30-387 

90-387 
50-307 
50-387 

SO-3B7 
SO-3B7 
30-3B7 
SO-3B7 
SO-3B7 

SO-3B7 
50-3 B7 
30-337 
SO-3B7 
SO- 387 

50-387 
5Q-3B7 
90-3B7 
50-387 
BO-3B7 

SO-3B7 
90-337 
30-397 
SO-387 

SO-3B7 

50--3B7 
50-3B7 
30-387 
30-387 
SO-3B7 


P 
P 

3 
P 
P 
F 
F 

F 
F 
P 
F 
F 

F 
F 
P 
P 
B 
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CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEfiOflV 

821  1290280* 

90-3B7 

a 

8211  290293 

50-387 

B 

82.11  29Q29B* 

50-387 

B 

S2J1  290387 

50-397 

B 

62  1  1  290392 

50-387 

B 

8211290394 

30-368 

fl 

B2J129040<}» 

50-367 

B 

B2J  1290837 

S  0-387 

B 

Q2J  1290544" 

30-387 

B 

8211290683 

30-367 

S 

Q2  11  290691* 

30-387 

B 

8211290704 

50-387 

B 

B2  11  29074  3 

50-387 

B 

8211290791* 

50-387 

B 

B2  11  300381 

S  0-387 

3 

Pcnnivlvani*  St*tt   Univ. 

8211120275* 

CONTRACT 

8211150551 

50-S 

P 

B211  15085ft* 

50-5 

P 

PcnniVlVJnlii    Sta  t*    at 

B211090137* 

CONTRACT 

8211290270* 

40-6500 

8211290301* 

40-6500 

Pirkini.    Coit.    Stotiii    OlB*n   &    Wllll*mi 

821  11  2041  3 

30-92S 

B 

S21  1  1  50369 

30-522 

0 

821  1  1  5056? 

30-522 

0 

821  1  1  50576 

50-522 

0 

821  1  1  50S76 

90-522 

0 

8211180010 

50-525 

0 

82  H  300267 

50-522 

0 

Piuei    Co, 

S21  11  20172 

40-8406 

Pittit   6  Martin 

8208290116 

FOIA 

Philadilphla   Eltctric    Co. 

S2101  50340 

50-352 

A 

8210200091 

50-353 

K 

02  10200  1O1* 

30-352 

K 

8210200103* 

50-352 

K 

8210200103* 

30-352 

K 

8210270292 

90-277 

F 

8210270292 

50-277 

F 

8211010002 

50-277 

P 

B211OI0372* 

50-277 

Q 

B21  1020  113 

90-278 

B 

8211020140 

50-277 

B 

5211920208 

50-276 

B 

8211020307 

50-392 

0 

8211050594 

30-38S 

K 

SB  11020  394 

50-3S2 

K 

fl21LOSOoOL» 

SO-35B 

A 

B31  1020401* 

50-332 

A 

B311020604* 

30-352 

K 

B211QEOA04* 

30-3  5*2 

K 

6211020400. 

50-3  &2 

C 

B2110S060B* 

50-358 

C 

BS  11  020623- 

30-277 

0 

8211030103 

30-277 

fl 

821  1030  103 

30-S77 

R 

Bsuoaoiio 

30-277 

R 

8B.1  1030  114* 

50-277 

R 

621  1040-334 

50-352 

K 

8211040334 

50-392 

K 

8211040384 

50-277 

P 

8211040384 

50-277 

P 

82U060130 

50-377 

3 

6311060290 

50-277 

B 

8211060290 

90-277 

S 

6211060349 

30-277 

5 

B21  1060609 

71-9151 

6211080213 

30-277 

P 

6211090336 

30-277 

R 

821  1090338 

50-277 

R 

621E090339* 

50-277 

F) 

ezlt09O339» 

SO-277 

R 

821  1090436* 

50-377 

a 

B21  1090  481* 

30-S77 

F 

82U0904B6* 

50-277 

F 

8211100178 

50-332 

e 

621  1  10039  1 

30-273 

6 

BB1  11  50140 

50-S77 

p 

821  U  50  140 

50-277 

p 

G2I1C90S45 

50-27a 

3 

821  11  50  572 

50-27S 

B 

821  1  I  5067i 

SO-277 

P 

B21  11  90676 

50-277 

P 

8211i6017& 

50-377 

R 

8211160176 

30-277 

R 

8211160179* 

90-277 

R 

8211160179* 

50-277 

R 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

9211160421 

50-392       A 

G21  11  60121 

80-382       A 

SSI  11  60431 

90-352       K 

6511160451 

90-352       K 

B21  1  1  70008* 

50-277        F 

B21  11  70005ft 

SO-277        F 

0211170006* 

50-277       F 

921  11  70204 

50-277       P 

821  1  1  70204 

50-277       P 

B21  1  1  80273 

SO-277        S 

B2iiiao279» 

90-277        3 

B2111B0289 

90-277       ft 

3211100289 

30-277       H 

821  11  00290* 

50-277       H 

5211180298* 

90-277        R 

B21  11  80379 

80-352        0 

021  11  80379 

90-392       0 

B21  1230101 

50-277       S 

0211230411 

50-382       0 

8211230492* 

SO-382        0 

821  1330330 

71-6346 

8211290170 

90-270        S 

B21  1290174* 

80-278       S 

021  1290300 

80-277       9 

0311290303* 

50-277       S 

B21  1290411 

50-382       A 

8211290411 

50-352        A 

8211290453 

90-270        P 

B21  1290494* 

90-270        P 

B21  1290608 

80-332       A 

8211290AOB 

50-352        A 

B211290617 

50-277        S 

8211300367 

50-352        rt 

8211300367 

90-352        A 

B211  300372* 

50-392       A 

Pic  kirdi  Lowt   &  Oar-rick 

0211300398* 

80-219       P 

Plimo   B*«chi    CA 

3206390131* 

50-275        H 

Pitti&urah,    Untv.     of 

821  1  1  00487 

RE0 

8211230396* 

90-322        0 

Plinniri   fi**«*reli    Corp. 

8211100066* 

CONTRACT 

0211230389* 

90-322        0 

Plit««u  Rnourcv*.     Ltd. 

6311010598 

40-8698 

B2110202B3 

40-8674 

8211030410 

40-0&9B 

B21  1030530 

40-7669 

B21  1030549 

4Q-869B 

8211040003 

40-B674 

8211040004* 

40-0*74 

8211040009 

40-8698 

0211040136 

40-7B69 

8211040160* 

40-7069 

8211040191 

40-7869 

8211040201* 

40-7869 

B31100032O 

40-9698 

8211120124 

40-8690 

821123039S 

40-869B 

Pollution  &  Environmental  Probltm». 

Inc.       8207100043 

FOIA 

821122017B 

PRM 

Portland   Otntral    Elietrlc   Co. 

621  1010174 

50-344        P 

6211020232 

90-344        P 

8211020909 

90-344        R 

B21102052O* 

50-344        R 

B21  1040349 

80-344        R 

821104039O* 

90-344        R 

8211100015 

50-344        R 

8211100014* 

50-344        R 

8211100097 

50-344        R 

B211  100059* 

50-344        R 

6211100(73* 

50-344        F 

0211100177* 

80-344        F 

821  1110253 

50-344        R 

B21111026I* 

90-344        R 

B21  11  20024* 

50-344        F 

0211120029* 

80-344        F 

9211120370 

80-344        F 

8211160981* 

30-344        F 

BE1  11  60503* 

90-344        F 

8211180109 

80-344        B 

0211180198* 

80-344        B 

821  1  1  90203 

50-514         0 

0211  230430* 

80-344        0 

621130034? 

90-344        f 

0211300411 

90-344        P 

Pqu-dtr  Riv«r   Bailn  finourc*  Council 

0211010396 

40-8781 

Pow*r  Authority   of   th*  St*t>   of  N*u 

York      8203290223 

SO-206        R 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 

ACCESSION             SUBJECT 
NUMBER                  CATEGORY 

8203250329"        50-286        R 

0205170432*        50-2B6        R 

B205  170435*        50-286        R 

8210220347           30-286        P 

8211020137           50-306        Ft 

8311020139*        90-286        R 

0211020204            30-286         R 

621  1020307*        30-286        R 

0211020332          50-333        R 

821  1020337*        30-333        Ft 

8211020340           30-333        R 

8211020349*        50-333        R 

B21102040B          50-333        R 

B211020414*        30-333        R 

B211020497          BO-333        R 

BUI  1020301*        50-333        Ft 

8211020552           50-286        R 

821  102O555*        90-286        H 

B21  1020645           30-333        R 

8211020696*        90-333        H 

8311040203*        50-296        F 

8311040289*        50-286        F 

B21  1040301*        30-286        F 

821  10403O9*        90-2B6        F 

8311040321           90-333        P 

821  1040323*        50-333        P 

821  1040327*        50-333        P 

8311040370           50-286        F 

8211060132           50-333        8 

B21  1060139*        50-333        9 

9211060159           30-333        9 

8211060169*        90-333        B 

0211060399           30-333        8 

8211060360*        50-333        8 

H21109Q219          50-333        « 

0211090221*        50-333        R 

031  1090HB2*        50-333        Q 

8211090340*        50-333        0 

B2111003Q1*        30-286        Q 

0211100302*        30-286        Q 

•8211150158           50-333       S 

8211130166*        30-333        B 

821  1  1  30376           80-247        0 

82111601B6           30-286        P 

B21  1220031           30-333        P 

B21  1220344           50-286       P 

8311230079*        3O-333        0 

8211230107           30-333        B 

B2U23O116*         80-333         B 

8211230130*        30-333        « 

8211230153*        30-333        Q 

8311330429           50-247        0 

S2t  1330429           30-347        0 
8211230480           80-247        8 

B211230-10B           SO-247        0 

B311340325           50-333       F 
B31  1340333*         50-333        F 
8211290073           30-333        P 
B21  1290396           BO-286        F 
B211290465           50-333        P 

B211390473           30-333        P 
8311300205*        50-333        0 
8211300353           80-347        B 
8211300353           50-247        » 

Kill    An»lY<li    &   Computlnfl.     Inc. 

8211040039         RES 

U  AUlvnc* 
Itrfaiti    R.O. 
«t  Kiniftmin  t   C<irp. 

8311020377           50-461        B 
B2071B0030           90-339        A 
SB1  1020405*        50-537        T 
B31  1030318           80-537        B 
8211030346           50-537        0 

8211030348*        30-537        B 
8211030352*        30-33?        J 

B31  1090467           *2"«T        T 
821  1  130009           SO-537        1 
B21  11  50630           50-537        » 

aaiuao654       30-33?     B 

B2111S0661           l°'"ly 

r  Foundry   Int. 
,lt    lnt*rt«t  R«m«reh   Oroup,    Niw 

8211220421           ^  %03Z 
8311230SM           71-9033 
Yorfc      8311160317           30-247 

lit  4»rvUt  Co.     at   Colorado 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

EUB^CT 
CAIECCfi't 

921  10  40031 
8211060034* 
821  1090163 
9211090167* 
821  10902*5 

50-167  H 
30-167  fi 
50-367  G 
50-367  5 
50-367  2 

Public   Btrvici  Co.    of   Indiana,    Inc. 


S21  1090213" 
B2111001B5" 
8SI11  50174 
621115016^. 
831  11  50665 

B211150670* 
921118003? 
62111  B004a« 

eai  11  80220 


8211290382* 
6211300368 
9211020631 
831  1060230 

821  H  30350 
B211390B59 
82112902S9 
821  13  90476 
9311290476 

BS11290M4 
8211290614 
8211300011 
8211300011 
B211300016* 

B21  13  00016* 
8211300020* 
8211300020* 
8311300023* 
S21  1300024* 

8211300024* 
B2113  00027* 
92113O0027* 
B21130O0301 
82113O0030* 

8211300033 
8211300033 
BB1  13  00034 
8211300034 
8211300039 

9311  300033 
8211300036 
B21  13  00036 
8311300039 
8211300039 

8211300041 
8211300041 
8211300044 
621  1300044 
B21  1300045 

8211300045 
8211300052 
8211300053 
8211300037 
821  1300057 


SO-267  S 

!0-2i7  F 

SO-267  S 

50-367  G 

SO-267  R 

50-267  H 

50-267  S 

50-267  S 

50-267  9 

50-267  S 

50-24.7  P 

30-267  f 

50-247  f 

SO-546  £ 

50-S46  £ 

50-546  '• 

50-344  I 

50-5-46  I 

30-346  ! 

SO-546  : 

50-346 
50-346 
50-546 
50-546 
50-546 

50-346 
50-S46 
50-546 
50-546 
50-546 

50-546 
SQ-346 
30-346 
30-346 
30-546 

50-S46 
50-S4A 
30-346 
30-346 
50-346 

30-546 
30-546 
50-S46 
30-546 
50-546 

30-546 
50-546 
50-546 
50-546 
50-346 


50-346 
5O-346 
50-346 
50-546 
50-544 
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AUTHOR                                                  ACCESSION 
AFFILIATION                                               NUMBER 

SUBJECT 
CATEGORY 

8211300220* 

50-546 

A 

D   ...      „        ,        „                                                               8211300220* 
Public   Service   CD.     at  Neu  Hampshire                   9210280232 

50-546 
SO-443 

A 
H 

B21  10  30009 

50-443 

A 

B2I  10  30003 

50-443 

A 

B21  1040453 

50-443 

A 

B21  1060053 

30-443 

0 

821  1080033 

30-443 

0 

6211080097 

30-443 

0 

8211080097 

90-443 

0 

8211000135 

30-443 

0 

0211100247 

50-443 

A 

S£l  1  1  00249 

50-443 

A 

8211100315 

30-443 

A 

82111003-15 

30-443 

A 

B21  11  00396 

50-443 

A 

B21  11  00396 

50-443 

A 

8211150132 

50-443 

E 

8211150132 

90-443 

E 

8211150133 

30-443 

A 

8211150152 

50-443 

A 

B21  11  30157 

50-443 

A 

8211130441 

50-443 

A 

821  11  30441 

30-443 

A 

821  11  50535 

30-443 

A 

B2I  1  1  90553 

5O-443 

A 

B21116O163 

30-443 

E 

S2111601&3 

50-443 

E 

821  1  160366 

50-443 

A 

321:  1  1  6Q3&6 

30-443 

A 

AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


B2U16031B  50-443  0 

8211160318  50-443  0 

B211160397  30-443  A 

0211160397  50-443  A 

921 1160406  50-443  A 


pu"is 8trvi"  "«*"«  *  °"  c«.  «* 


021  11  60406 

50-443        A 

B21  11  60459 

50-443        A 

B21  11  60459 

30-443        A 

8211170240 

30-443        A 

8211170240 

30-443        A 

B2111B0319 

30-443        A 

821  11  8031  9 

30-443        A 

B21  1  1  80324* 

SO-443        Q 

821  1230O13 

30-443        A 

aai  1230020 

50-443        A 

B21123002O 

50-443        A 

B21  IB  30025 

50-443        A 

921  IS  30023 

50-443        A 

9211230038 

30-443        E 

SSI  IS  30069 

SO-443        A 

821  1230069 

30-443        A 

8211230100 

3O-443        A 

821  1230100 

30-443        A 

8211230139 

SO-443        A 

Bfl1!  1230159 

30-443        A 

8211  2301  at. 

30-443        A 

B21  12301  86 

30-443        A 

8211230291 

SO-443        A 

B211230S91 

50-443        A 

8211230337 

SO-443        F 

B21  1  230337 

50-44-3        F 

0211230361 

30-443        A 

8211230361 

50-443        A 

821124017? 

50-443        E 

8211S40179 

50-443        E 

3211290112 

30-443        A 

3211290119 

30-443        A 

6211270273 

3O-443        8 

821  1300031 

30-443        A 

B21  1300051 

50-443        A 

8211300136 

50-443        A 

SB11  3001  36 

30-443        A 

B21  1300161 

30-443        A 

8211300161 

30-443        A 

0211300136 

50-443        A 

82113001B& 

30-443        A 

821  1300348 

30-443        0 

S21  1300343 

50-443        0 

3211300369 

50-443        0 

8211300365 

50-443        0 

8211300369 

90-443        0 

3811300369 

SO-443        0 

92U30Q416 

90-443        E 

B2U300416 

30-443        E 

3211010112 

B211010112 

8211010116* 
0211O1O116* 
SSI  10 10163 
8311010181 

8211020055* 
8211020073 
B21 10 20083* 
8211020086 
8211020092* 

8211050107 

8211020114* 

8211020124 

8211020126 

8211020127* 

B211020138* 
8211080230 
8211020238* 
8211020415 
B21 10 20426* 

8211030063* 
8211030063* 
B21 1030073* 
8211030073* 
8211040204 

S211 040207* 

8211040220 

8211040224* 

8211040237 

8211040242* 

B21 1040279 
B21 1040292* 
8211040341 
8211040344* 
8211040359 

0211040339 

0211090112 
8211030116* 
8211030121 
8211050126* 

82U060019 
8211060031* 
8211 060 136 
021 1060149* 
8211060167 

8211060170 
8211060176* 
B21 1060198 
8211060205* 
8211060213 

62 1 1060222* 
821106026B 
8211060273* 
8211060292 
BB1 1060299* 

0211060304 
B21 1060327 
8211060333* 
0211060335 
8211060344* 

8211090153 
S2I1 090 153 
8211090139 
8211090164* 
8211090186 

0211090193* 
0211090206 
8211090343 
S2I 1090357* 
0211100205 

821110026B 
0311110297 
0211110207 
0211120344 
8211120386 

821 1 1 20389* 
S211120443 
S211 120451* 
8211130042 
8211130051* 

B21 11 60260 
821 1 1 60292* 
8211160314 
0211160313* 
02111004B6* 


30-272 
30-272 
50-272 
50-354 
50-334 

30-272 
SO-272 
30-278 
50-27S 
50-272 

30-311 
50-311 
50-311 
50-311 
SO-311 

30-311 
30-311 
30-311 
30-311 
30-311 

30-272 
30-273 
30-272 
50-272 
50-272 

30-272 
50-311 
50-311 
30-311 
30-311 

50-311 
50-311 
30-311 
SO-311 
30-272 

50-272 
30-311 
50-31 1 
30-311 
30-311 

50-272 
30-272 
50-311 
50-311 
50-272 

50-311 
SO-272 
50-272 
50-272 
50-311 

30-311 
50-311 
50-311 
50-311 
50-311 

50-272 
30-311 
30-311 
30-272 
30-272 

50-272 
50-272 
50-311 
30-311 
SO-272 

50-272 
50-272 

30-311 
30-31 1 
50-272 

SO-27S 
50-272 
30-272 
50-272 
50-311 


ft 
R 
n 

F 

F 

e 
a 

8 
B 

5 
B 
S 
S 

B 

B 

e 

B 
B 
B 

B 
B 

B 
3 
B 

F 
S 
B 

S 
B 

F 
F 
S 
B 


30-311  B 

30-272  B 

SO-272  9 

30-311  S 

30-31 1  S 

30-272  R 

30-272  R 

90-311  R 

30-31 1  R 

30-272  Q 
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AUTHOR 
AFFILIATION 

ACCESSION            SUBJECT 
NUMBER                CATEGORY 

8211180499*        50-354        Q 

8211830437          30-311        S 

0211230434*        50-311        8 

B21  1230441          50-272       S 

821  1230443*        50-272        5 

8211290264          50-272        9 

0211390276*        30-27S       S 

0211290353          50-272       B 

821  1290359          50-311        8 

B21  1290360          30-317        9 

B21  1290374            50-272        R 

8211290374          50-872        R 

0311290331*        30-272       R 

0211290331*        50-272       R 

82112903B9          90-272        S 

821  1290395*        50-273        S 

B211290402          50-272        S 

031(290412*        50-272        9 

8S1  1290425          50-311        S 

8211290435"        50-311        B 

8211290479          50-273       S 

B21  1290494*        50-272        S 

B2t  1290547          50-311        B 

8211290557          30-272        B 

8211290965*        50-311        S 

8211290590          50-311        S 

8S1129060Q*        50-311        S 

B21  1300191           30-311        9 

8211300196*        30-311        8 

8211300197*        50-354        Q 

B21  1300307          30-311        8 

8311300227*         30-311         B 

8211300233          30-311        P 

B211300253*        50-311        P 

6211300294          50-273        B 

8311300295          50-311        B 

B2I1300300*        90-273        S 

0211300308*        30-311        8 

8211300325          30-311        9 

0211300336          50-272        9 

8211300341*        50-311        B 

B21130034S*        30-272        fi 

Pugot  Bound   Pouiar   &  Light  Co, 

0211030170          50-533        B 
8211030170          50-522        B 

0211030176*        50-523        B 

8211030176*        50-522        B 

B21113036?          80-522        0 

821  1  1  SOH69          50-322       0 

8211130576          50-B23        Q 

B21  1  1  5057*          30-522        0 

0211180010          50-522        0 

8211300267          50-522        0 

Pui-duo  R*«»«rcli   Foundation 

8211110378*        CONTRACT 
BEII120183*        CONTRACT 

B211180530"        CONTRACT 

Purdua   Univ. 

8211100487          RES 
BHtl  110430*        50-162        F 

B21124Q050»        50-182        F 

8211240056*        50-192        F 

R  St  D  Attoelati* 

B21  IOB033B*        CONTRACT 

It.E.  Willlami   li  A»«ocifltB«i  Inc. 
R.  F.    RtinJi/r    Inc. 

B21  11  00479          40-8830 
82I10BOI17          50-273        P 
821  1080122*        30-273        P 

821  1  1  70330          30-275        R 

Radiation  H»naoim»nt   Corp. 

8211120331*        30-272        R 

RaijthBon  Bowie*   Co.     <«ubi.    of  Haythson 

8211030402          RES 

Co.  J 
R»actor  Expsriimn  t»r    Inc. 
Rnadlug   Ho«p.     t>  Madlcal    Ctntir   Reading. 

8S11290192          XPORTLIC 
PA  tiKl  U  90242          REOOD 
821  1020422          30-483        0 

R*adi    J.  0. 

8211020427«        30-483        0 

8211030341           30-493        0 

H2110904B3          30-4B3        0 

B21H70333          50-4B3        0 

8211300170          50-483        0 

Rhodi   liland,    State-   of 

821I170079»        FOIA 

RtcMrd*,    Brandt,     MllUr  &  Nalion 
din  Algorni    Ltd. 

B2071  10026          FOIA 
8211010041           40-6084 
8211010034*        40-BOB4 

B21101032B          40-8094 

8211060631           10-BOB4 

Rlvkin.    L«ff,    Bharman   t.  RadUr 
Robert  U.    Cloud  A*«ociat>«-    Inc. 

B20B29010i          FOIA 
8211080384*        30-273        P 
B2I  11  00023          SO-27S        P 

821  11  00039*        30-273        P 

AUTHOR 
AFFILIATION 

ACCESSION              SUBJECT 
WUMBEH                   CATEGORY 

8211110332           30-375         P 

8211110333*         50-275         P 

621  1  150392*         50-27S         P 

Rochnttr    0*(  &  Electric    Corp. 

6-211010238          50-344        S 

0211010241-1         30-244         S 

flat  1020492           30-244         R 

8B11020485*         50-344         fl 

9211020424           50-244         Ft 

B21  1020632.        SO-344        H 

821  11  10122'        50-244         F 

8211110136,*        50-E44         F 

8211110130*         50-244         F 

82111  50193           SO-244         P 

8211150374           50-344         P 

8211160474»        50-244         F 

B2111604BO"        50-244         F 

S2111B02a3           50-244         P 

621I2304B3           50-244         F 

B2112902B0           50-244         S 

821129039I*        50-344         9 

B3L  1290410           50-244         S 

SSI  1390749           50-2-44         S 

B21IB9O771*         50-244         S 

B2113001B5           50-244         S 

6211300195*        50-244         S 

9211300303          50-244        S 

B21  1300313"        50-244         S 

RDckland    Cauntgi    NV 

9211150464           50-247         G 
B211220200           50-247         G 

Rockuill    Interniitional    Corp. 

6211290012           70-25 

0211300166*        70-25 

Rockg   Mountain  EnersV    Co' 

8211030451           40-B697 
8211040537           40-93BO 

B211120033         40-B3BO 

82U1200BO           40-8697 

8211230061           40-93BO 

6211230196           40-B497 

Rop«i   b  Oraij 

8211040253           50-443         A 
9211080053           50-443         B 

BS110B0053           50-443         0 

8211060097           30-443         G 

B2110S0097           30-443         G 

6211080133           SO-443         0 

3211U031S           30-443         G 

B21130034B           50-443         G 

0211300340          50-443        G 

8211300363           50-443         0 

9211300345           50-443         G 

B21I3003A9           50-443         Q 

8211300369           50-443         O 

Rov  F.    U>ston>lnc. 

B21  1040050*       CONTRACT 
S211!  10119           40-6500 

3.  Ltvy,  Inc.                                     „    .    LL        .. 
B.M.StoU*r   Corp.      (iuh*.    of  Arthur    D. 

B311030267*         50-323         E 
8211020363*        50-537         T 

Llttls.     Inc.  I 
SRI    International 

0211110533*        CONTRACT 

Sacrjimanto  Municipal    Utility   DUtrUt 

B31  1020070           50-312         B 
B211020073*        30-312         B 

B211020407           50-312         P 

B21102O557           TDPREP 

B21I020609           50-312         S 

8311020420*        50-312         B 

3211090209           50-312         P 

8211090211*         30-312         P 

B21109O284           SO-312         P 

B2I10903-)5           50-312         P 

S2110903B5           50-312         P 

B2I11IO2S2         50-312        R 

S31  1  110227*       50-312        R 

8211110246           50-312         P 

9311160303-         50-312         P 

B2111B0033         50-312        B 

B211180036*       50-312        S 

8211190202         50-312        P 

8211230036           30-312         P 

8211230404         SO-312        P 

•B211290006         50-312        Q 

8211300139         SO-312        F 

B211300256         30-312        P 

Bfft  Enarg«    for   H«u  Hav»n 
Saft  Pmiitr  -for  Malnt 

SB1  1230486         30-434        0 
B207180026          50-309        P 

Ban  Di»B"  0«»  <•  EltctrU  Co. 
San  Lul*  Oblipo.CA 
Sandia   Laboratorin 

8211120194*        70-1220 
0211160099*        30-273         F 
B2071800B3         50-332        0 
8311020686         RE9 

600 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

SC11020&S9 

RES 

B2  1  1030377 

REB 

B21  1  1  1O640 

MUREO 

Band  or,    Inc. 

8211300006 

XPflRTLIC 

Santa  Monica.  CA 

8211230273 

50-142 

0 

Scisnct  Application!.     Inc. 

B20  70  20286* 
8207020294* 

30-271 
30-344 

P 
P 

82070B0450* 

30-409 

P 

8207030310* 

30-334 

P 

8209030329* 

SO-155 

P 

8211010011* 

CONTRACT 

B21101O3Q7* 

80-312 

P 

8211030267* 

50-322 

E 

8211090370* 

CONTRACT 

821  1  100S33* 

CONTRACT 

621  1100543* 

50-250 

P 

8211110449* 

90-537 

T 

8211170415* 

FOIA 

8311190007* 

FOIA 

821  1220040» 

FOIA 

BSllB201t7* 

50-290 

P 

821  1240334* 

50-266 

P 

ancnait   Anti-Pol  lut  ion   Le»au» 

821  1020574 

50-443 

Q 

B2L10S0574 

50-443 

Q 

621  1020379* 

50-443 

S 

eailOE037Q« 

90-443 

0 

8211220233 

PRM 

Stlimegraph   Servict   Corp.     <iub*.    of 

8211170SS2* 

5O-424 

A 

Ragthion  Co.  ) 

Btnatt 

BOTB010030*- 

30-373 

H 

630BO  10096* 

50-341 

Q 

8  209  130029* 

50-309 

H 

B211160062* 

5O-279 

H 

6211160067* 

50-133 

H 

Sh*u,    Pi  ttmanj    Po  tti    &    Troubrldgi 

8311020392 

50-400 

0 

B21102-O3B3 

50-209 

0 

B21  lOB  0395 

5O-2B9 

0 

03H  020398 

50-440 

a 

8311090398 

50-440 

Q 

S21  1020577 

50-440 

0 

8211020377 

50-440 

a 

B2LlOS05aD 

BO-440 

a 

8211030955 

50-440 

0 

9211030337 

50-287 

Q 

8211030361 

50-440. 

o 

9H110-4030G 

30-337 

0 

9211040323 

30-440 

Q 

8211040322 

30-440 

0 

821104O343 

30-4OO 

0 

8211040343 

30-40O 

a 

B2I1O40346* 

50-40O 

a 

B21104034i» 

50-400 

o 

82110403B7 

90-440 

Q 

B21104O3B7 

30-440 

0 

8211040434 

30-440 

Q 

321  1O40434 

30-440 

Q 

821  1C  80037 

30-440 

a 

G21  1080037 

50-440 

0 

82  J  1000096 

30-400 

0 

8211090319 

50-440 

0 

B21109021S 

90-440 

0 

B2110902B3 

90-440 

0 

8211070233 

50-440 

0 

8211090268* 

50-4-1O 

Q 

821  1O902B8* 

5O-44O 

G 

821  1070377 

5O-2B9 

0 

8B11  070439 

SO-44Q 

Q 

8211090439 

50-440 

0 

8211100133* 

50-289 

0 

821  1  1  00233 

50-320 

0 

321  1  1  00344* 

50-320 

C 

521  11  90071 

30-4S3 

Q 

821  1  1  30077" 

30-483 

0 

821  11  SO  373 

90-289 

P 

821  1  1  30697 

50-266 

0 

921  1  1  £0333 

50-382 

0 

821  1  1  70336 

30-332 

0 

821  1  1  70343 

50-289 

0 

821  1  1  70348 

30-332 

0 

8211170409 

50-382 

0 

8211180277 

SO-440 

fl 

B21U00B77 

30-440 

0 

8211180396 

BO-440 

« 

8211180396 

BO-440 

fi 

8211190176 

50-483 

0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

B21123Q410 

90-440 

0 

BSl  1240317 

30-209 

Q 

8211240323 

50-209 

0 

8211300163 

30-440 

Q 

821130024? 

50-403 

Q 

8hor»ham  Opponent  t   Coalition 

8211220157 

90-322 

0 

B311  230160* 

SO-322 

a 

Q21  1220164 

50-333 

Q 

Sitrr*  Club 

B2110203B9 

30-337 

M 

B2  11  050207 

50-537 

tt 

621  1090476* 

50-537 

0 

S21  1180179 

50-337 

ti 

8311330463 

30-537 

« 

8211240335 

30-337 

t 

Sinnliilppt    Alliance    tor    th«   Environment 

021  1  S  20243 

PRM 

(SAFE) 

S211230303* 

30-494 

0 

Small    Duiineit  Administration 

8211010032* 

CONTRACT 

8211120196* 

CDNirtrtCT 

Snill   t<  WilmBT 

8211020436 

50-320 

0 

G21  1  1  50367 

30-320 

0 

8211230273 

30-3SQ 

0 

Samitr    J- 

8311230421* 

30-70 

V 

South  Carolina  Electric   tt  Oat    Co. 

8211010281* 

30-395 

0 

8211020121 

SO-399 

II 

B211020123* 

50-393 

1! 

BSl  1020701* 

30-393 

(• 

8211020702* 

50-399 

l: 

8211040099 

50-399 

>l 

8211040105* 

30-393 

tl 

B21  1040142 

50-373 

4) 

8211010149* 

30-398 

II 

B21  10  50106 

30-393 

(I 

B21  10501  10* 

30-393 

It 

8211060027 

50-393 

1' 

8211060063 

30-393 

II 

8211060070* 

30-393 

t) 

B211O60103 

30-39  S 

(1 

B211O&0110* 

5Q-39B 

I) 

8211060299 

90-393 

f 

BSl  1060267 

30-393 

H 

BB1  1060299 

30-393 

II 

8211060300* 

30-393 

(1 

B21  1090109 

50-393 

1' 

8211090135 

50-37U 

J 

82110*70466 

50-39!! 

II 

021  1090480* 

30-398 

11 

8211100295 

30-393 

u 

B21  1  1  00277* 

30-399 

II 

8211100337 

50-393 

I) 

8211100344* 

50-39B 

(1 

8211100407 

30-393 

tl 

821  11  00409* 

30-393 

El 

8211100413 

30-393 

tl 

8211100417* 

30-39B 

U 

8211110129* 

90-393 

F 

B211110134* 

90-393 

f 

8211110138 

90-399 

H 

821  11  10163* 

50-393 

n 

6211150136 

50-393 

f 

8211160241 

80-393 

n 

S2111701B1 

80-395 

a 

8B111701B6* 

30-399 

n 

8211170425 

30-399 

I) 

8211170429 

30-398 

n 

821  1  1  70429* 

50-393 

ti 

BSl  11  70430* 

80-395 

n 

S2111701B3 

50-399 

ft 

8211190184* 

30-399 

n 

B21  1  220232 

50-393 

a 

8211220336* 

30-399 

« 

82112SQ2Q6 

30-398 

a 

8211220289* 

BO-39D 

a 

8211220301 

30-393 

B 

S2112E0302* 

90-393 

a 

> 

8211230920 

50-398 

p 

S211  230322* 

30-399 

i< 

3211290134 

30-39B 

a 

8211290164* 

30-393 

n 

0211290299 

50-393 

i» 

8211290477 

00-399 

F 

B21  1290493 

30-399 

a 

8211290302* 

50-378 

a 

0211290627 

50-395 

B 

SSI  1290633* 

80-393 

a 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


3outh    Carolina.    Bt*te    of 
Southern  California   Ediaon   Co. 


B2H29064B 
SSI  1290659* 
0211290733 
B21 1290744* 
B21 1300146 

8211170446 
821122013B* 
S2101 302B7 
82101 50291* 
H21 01 50297" 

82101 3Q310* 

B2110100OS 

8211010132 

8211010150 

8B11O101S9 


50-393 
30-395 
50-395 
50-395 
50-395 

PRH 
PfiH 
50-206 
50-206 
S 0-206 

50-206 
30-362 
50-206 
50-361 
50-361 


8211010159  50-361 

02110101BO  50-362 

9211010236  50-361 

8211010236  50-361 

821 1020240  50-206 


8211020253* 

821102025B 

B2110&02-65* 

8211D2028B 

B2U020294* 

821 1 020348 
B211020335* 
82110203BB 
8211020390* 
B21 1020483 

8211020483 
B2U02033B 
82110S0534 
8211020364* 
821 1O 3030 i 

8211030306 
8211030329 
021(030339 
B21 1030333 
821 1O30333 

B21 1030 523 
821 1040077 
B21104042B 
821 1090434 
B21 11 00163 

B211100167*- 
H211JOO232 
B21 II 00263- 
BS1 11 10111 
821111O14S* 

8211110143 
B211HO170* 
S211110H19  ' 
B21 11 10219 
8211110228 

8211120191* 
8211120200* 

8211120210* 
0211120216* 
0211120222* 

BB1112023B* 
B2 11120206* 
8211120358* 
B21 1120399* 
B211160O73* 

B211160073* 
8211I60O73* 
B21116007B* 
B21 1 160078" 
8211160309 

821 1 1 60430 
B211170171 
821 11 70 177* 
8211190108 
B211190111 

BZ11190116* 
S21119011B 


50-206 

R 

50-361 

B 

50-361 

S 

50-361 

B 

50-361 

B 

50-361 

n 

SO-361 

R 

30-361 

3 

50-361 

S 

50-361 

p 

30-361 

p 

50-E06 

p 

30-361 

8 

SO-3M 

B 

50-361 

0 

30-361 

0 

50-206 

0 

SO-206 

0 

50-361 

0 

50-361 

0 

71-90B6 

50-206 

p 

50-806 

p 

50-206 

p 

50-206 

K 

50-20d 

H 

30-806 

P 

50-SOA 

P 

30-361 

n 

30-361 

R 

50-B06 

R 

90-206 

R 

30-361 

P 

50-361 

P 

SO-362 

A 

70-1220 

50-206 

P 

50-206 

P 

50-20A 

P 

90-S06 

P 

50-20 fc  P 

50-206  P 

50-206  P 

50-206  Q 

50-206  F 


B21119OISB 
B2I119O16O* 

B21 11 90173 
8211190173" 
821 11 90177 
821 11 90207 
831 1 1 90258 


30-206 
30-206 
30-206 
50-206 
50-362 

30-362 
30-361 
30-361 
50-361 
50-206 

30-204 
30-206 
50-204 
S 0-361 
30-361 

5-0-306 
90-206 
30-361 
50-206 
80-341 


AUTHOR 
AFFILIATION 

ACCESSION            SUBJECT 
NUMBER                 CATEOOSV 



8211190240*        30-31,1         P 

8211190240*        50-361         P 

821119024B          30-361         S 

8211190252*         50-361          8 

B21  122031A*        50-206        F 

aatiaao32i«      50-20*      F 

821  1230219          90-206        Fl 

8211230232           30-362         P 

B21  1H30234"        50-362        P 

B2I1230304            50-361          S 

B21123033Q           50-206        P 

8211240156           50-2O6        P 

8211240161           30-206        V 

6211240164*        50-206        V 

0211240169*        30-206        V 

B211S40174           30-206        P 

3211240252          SO-206        P 

B211240359            50-206         F 

B21  1290103           30-306        P 

8211290316          50-361         8 

821  1290522"        50-361         B 

B21  1290633          30-361         S 

8211290644"        flO-361         B 

SS11290653*        50-361         B 

South*™   Co.     &*rvic«i.     Inc. 

B21  117036.0           50-424        S 

8Dtith*rn    Emgin.Brinj    Company    af  Oeorgin 
Sairfehuxt   Rtinrch    Instltut" 

821  1O60634"        CONTRACT 
0211130439"        30-309        0 
B2U230220"        QA999 

8p*nc*r    Ch»mlc«l    Co. 

621  1180162*        FDIA 
a21llflOJ63«'        FOIA 

B2111S01B2*        70-34O 

B21UB0227*        70-146 

8211lfl0234»-        70-146 

6211180248*        70-146 

Spiofl»l    if   McDUrmid 

8211190147           30-275         M 

B211190147          50-273        M 

8211190213"         50-275         M 

B21  11  90213*        30-273        " 

Bt      Loul*    Univ.                                             „,       . 
8Und«rdl«il   Nucl.-r   Unit  Pflw.r  Plant 

821  1  190031"        CONTRACT 
BSU030I13           50-403        0 

avit™ 

B21104025B            50-462         A 

821106O261           30-482        B 

BS1  1060261           90-432        B 

921  11  70322           50-482        F 

B2H170322           30-482        F 

B211170322           30-482        F 

8211170324*        50-4B2        F 

8211170324*         30-4B2         F 

BK1  11  703.24*        50-482        F 

at-.*.,  n.nt.  of,     Buruu    of    Oe«ni    &        _     _ 

B21  1300436          XFORTUC 

Bt«*L.     Hietor    li  Djvt» 

Stflixa  *  H»bit»r  Enjlrmrina  -Corp. 


0209130013  FDIA 

B21 00 40076  50-395        P 

8210040079"          50-393         P 
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AUTHOR 
AFFILIATION 


ACCEBaiON 
WUMBER 


Suitam  D»vtlopm»nt   Corp. 
Sv*tBm*   THChnolngii   Corp. 


Teltifqnt   Uih    Cham    Albani) 
Tinn»**te  V«ll»g    Authorltg 


B2112906ia 
821 106G453 
8211190023* 

B21 11 30034* 
8211130037* 

8211230290* 
B211 120196* 

8211160007-" 
0211090132* 
0211010070 

8211010070 

6211010073* 

Ball010072» 

B2110J<HQ6« 

B211D10114* 

9211080103 

a2iioaoio9» 

B21 1 1 30S79 

0211150505* 

8211150599* 

0211170131 
8211170315 
BK1117033B 
B211170339* 

B21HAO.S1S 

B2100B0147» 
8210080147* 
82100 B0147* 

9210090152* 
0211010142 

0211010201 
021 10 10201 
8211020363 


SUBJECT 
CATEGORY 

50-440       < 

XPORTLIC 

FD1A 


AUTHOR 
AFFILIATION 


50-237        P 
CONTRACT 
CONTRACT 
CONTRACT 
80-307        P 


SO-3B7 
30-387 
30-397 
30-273 
90-273 

50-275 
50-275 
50-275 
50-275 
50-273 


50-337  P 
50-275  P 
50-27 &  R 
30-273  R 
XPDRTLIC 


B21 1020  36S 

B2UO203W 
8211020303 
8211020317* 
82 I 1C 30060 

8211030060 

B2110400B9 
B21 10401 17 
H2H040117 

0211040132 
0211040126 

6211040130* 

B21104013& 

B2I104013fi 

0211040133* 

8311040176 

3211040174 
8211040181 
B211040J90 
3211040190 
0211040196 

021104019B 
B2L1O40203* 

0211040208 
B21 1040209 
8211040223* 

0211040236 
021 1040244* 
8211040294 
0211040297 
B2 11 040299 

BSl  1040  393 
0211040393 
821104O409 
821 1040461 
0211040461 

8211090203 
9211Q4QOOS 
821 1060005 
B211D60011* 

Q21 1060314 

8811060314 
B2110i03U 
82110a014£ 

aanoBOHi 

0211090147 


30-239 
SO-299 
30-239 

30-259 
30-327 

30-919 
50-319 
50-2 39 
30-239 
30-259 

50--259 
50-327 
50-327 
30-390 
50-390 

30-259 
50-390 
30-390 
50-32 B 
30-370 

50-329 
30-433 
90-43B 
SO-209 
50-390 

90-390 
30-439 
30-390 
30-390 
30-259 

50-328 
30-259 
30-433 
50-327 
30-327 


H2HOB0147 
821 1080149 
821 1080196 
B21108019A 
0211090162* 


30-296 
50-296 
30-327 
50-438 
50-430 

30-390 
90-390 
50-390 
30-390 
30-390 

90-239 
30-327 
90-327 
90-327 
50-B59 

50-239 

30-239 
30-390 
80-390 
30-390 

50-390 

SO -239 
90-438 
50-43B 
90-239 


ACCESSION 
NUMBER 

0211000163 

panoaoiAS 

821 1000167 
0211080167 
BSl 1000170 

9211000179" 
B21100019A 

B2iioa02ti 

8211000211 
8211000221 

B211 000321 
B21 I 000222 
821 1080225 
8211000233 
6211050236 

0211080336 
QH1 1000242* 
02110002111* 
021 1080246 
8211000292* 

8211000254 
0211000354 
021 10901O3 
0211090103 
0211090139 

0211090139 
8211090149 
0211090149 
0211090196 
0211090157 

H21 1090137 

82110901&9*' 

B211090tfiQ 

02M09017H* 

8211070232 

B211Q90S33 
B21 1090323 
Q21 1090333 
021 1090336 
0211090340 

0211090332" 
021 1090394 
OB1109O403 
021 1090403 
B21 1090403 


0211090103 
0211090403 
821109O41Q"- 
BE!  1100202 
B2111002OH 

82i  1  1  ooaoa 

8211100202 

aainooaoa 

031I1002Q4 
S2111002B9" 


SUBJECT 
CATECOSt 

30-430        ! 

50-430 

50-390 

50-310 

50-251 

30-35? 

50-439 
50-390 
50-390 
50-390 

50-390 
30-430 

50-339 
&Q-3VO 

50 -390 

SO-3S7 
50-339 
50-2if> 
30-360 

50-39 D 
30-390 
30-390 
50-3.90 


S 

S 

s 

s 
s 

s 

B 
S 

a 
s 
a 

£ 

s 


50-130 
30-390 

30-39O 
S  0-260 


ao-avo 

50-S6O 


5-0-36Q 
50-39  O 


90-43B 
90-43(1 

30-43B 

50-327 


30-390 
5Q-39O 

SO-39O 

ao-ato 


30-390 
50-39O" 


30-3^0 


30-337 


Q211100594N 
0211100334 
0211100334 
B21110O399 

Q2111OO399 
0211IO0404* 


Q21J1O04O5* 
B21110041O" 


8S111OO4S1 
B21110O421 


0311100540 

0aill  10357 
02111  IOSS7 
8211110297 
821  11  102&5* 
saill  10365* 


8211110234 
82111  10294 


82111  10291 


821  11  1O293 
sail!  1O394I 


82111  10294* 


30-33 

so-  a  a 

00-33 


so-*: 


30-  a 

so-a 
so-  a 


BO-:i 
90-  i 
50- 
BO- 
OO 


30- 


30 
00 
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AUTHOR 
AFFiLlftTIQN 

ACCESSION 
HUH  BER 

SUBJECT 
CATEGORY 

92111  104A4 
Bail  110464 
05111  10464 
B2111  1O467* 
S21U  JO447* 

50-259  P 
50-259  P 
50-259  P 
50-259  P 
50-259  P 

B2111  1O467* 
B21 11 20032 
8311150094* 
B2111501B4 

6211150127* 

B2U15019B 
B21 1 130201 
821119O2O4* 
6211150315 
B21115021A* 

B211150220"- 
BS1 11 50221 
9211150258* 
821 II  30250* 
B21115O304 

831 1 1 5O30S* 
031 U 30344* 
B21119O440* 
8211130461* 
8211150463* 

821115O57B* 
821115O609* 
B21J130i617» 
B2lll30ii36» 
821 I1506QD* 

0211190tiBO» 
8211160194 
82U16Q194 
62 111 60237 
8211160237 

B21 1 1 602B0 
6211160383 
321 1 1 60404 
B21 1 1 70332 
B21 11 70332 


50-259         P 
40-1341 
CONTRACT 
50-259         B 
50-259         S 


50-259 

R 

50-259 

S 

90-299 

n 

50-259 

B 

50-259 

S 

50-E59- 

B 

SO-39O 

E 

50-390 

a 

30-370 

Q 

50-296 

B 

50-296 

B 

50-259 

Q 

50-337 

0 

30-39O 

Q 

SO-390 

Q 

50-430 

Q 

50-390 

Q 

50-259 

a 

30-430 

Q 

50-390 

a 

50-390  Q 

5O-239  B 

80-359  S 

50-390  A 


0211190300- 
B21 1220196 
B2112H0196 
B21 12203 19 

B2112B0221* 

0211220239 
821 1220231 
QK112EOS31 
03 112 20331 

8211220237 
B21 1220244 
9211230269 
B21 1230376 
8311220279* 

B21 12202Q0 
021 1220290 
82 11220303 
0211220315 
6211220319* 

8Bi 1220331 
921 1 220349* 
0211220397 

821 1220402* 
8211230036 

821123006B 
021123006B 
B 211230073 
82.L123007B 
0211230078 


50-390 
90-390 
50-327 
90-43B 
50-43B 

70-2929 

70-2939 

30-438 

30-43B 

90-399 

50-259 
SO-SIB 
30-239 
30--259 
50-S5? 

50-43B 
3O-43B 
50-390 
50-296 
50-276 

50-390 

30-39O 
50-390 
30-32-7 
50-327 

50-259 
50-259 
50-S99 
5O-239 
50-436 

SO-390 
50-390 
50-43B 
30-370 
50-390 


921 1230035 
B3112300B7 
0211230-091* 
0211230129 

0211230129 

8211230126 

0211230135 

8211230141* 

3311230140 

3211230160 
S2112301AO 
0211230-171 
8SU230I71 
5211230179 


30-390 
90-390 
50-32B 
30-329 
90-390 

50-390 
50-390 

so-as9 

30-359 
50-259 

30-239 
50-339 
SO-390 
SO-390 
30-390 


AUTHOR 
AFFILIATION 

MUMBE[t               _«TEOBR^ 

6211230179           SO-390        B 
B211230223           30-327        £ 
8211230229           so"3*'        £ 
B21  1230231           50-43B        j> 
0211230231           30-439        B 

02112303B2           90-296        S 
0211230294*         S0,-3**        | 
B21  1230300           50-43(3        B 
821133030B           so~*™        1 
8211230319           50-260        P 

Q211230316*         SO-260         P 
8211230324           50-260        S 
0211230324*         50-260        B 
0211230373           50-390        ft 
B211230373           SO-390        A 

0211230447           50"::t»        o 
6211230147           50-359        P 
6211230447           30-299        P 
B21  1230433*         SO-239        P 
B21  1230453*         50-259         P 

0211230433*         50-259         P 
B21124000B           70-2926 
0211240002          70-29SB 
H21  1240207           50-390        A 
B21  1290013           70-2941 

0211290246           30-43B        ft 
8211290256           50-327        P 
8211290256           50-327        P 
3211290319           SO-239        S 
8211270333*         50-239        3 

B21  1290327           50-396        B 
0211290331*        SO-296        B 
821  1290354           30-260        S 
3311290341*         50-240        B 
6211290363           50-336        B 

8211290366*        50-328        B 
a2t!29O3B3            30-439         B 
B21  1290397           90-3-90        a 
8211290397           50-390        S 
0211290463           90-259        P 

8211390506           30-390        8 
8211290S24           90-390        a 

B21  1290S71           90-337        B 

821  1290579*        50-337        B 

H211290-3BO           50-390        B 
H2112905BO           30-390        B 
0211B90SBO           30-390        a 
6E112705BO           30-390        a 
0211290SBO           80-390        a 

8211290399           SO-390        B 

B21  1290628           50-391         B 
B2U290700           30-327        a 
9211290703           50-327        8 

H211K9070S*        =0-327        B 
621IH9071J*        30-327        B 
B21130003B           50-390        E 
B511300077          90-327        P 
6311300173          30-337        P 

Tinn*t«»*'    atati    of 

aatiaooats        50-390      B 

8211030336           50-537        0 
8211060679*        CONTRACT 
B211110244#        CDNTflACT 
B211150630           50-537        0 

Tt««  AtMUniv.,    Collta-   BUticn. 

B211150642.        |D-"7        ft 
621  11  60314           50-537        0 
B2L1170423*        70-143 
TX                63110S0190          SO-12S        B 
B2H060122           SO-120        B 

B2Uia0493»        50-39           F 
B21112049B*        50-59           F 
B211U0351*        50-1BB        F 
B21JU0533*        30-12fl        P 
B21124006B*        00-129        F 

T.x..  UtllltlM    Otnt«*i»i«    Co- 

BB11240074*        50-12B        F 
8311030274          80-*4S        8 
BailOBOSlO          30-443        a 
B21  1060094          50-443        H 

B21I0901S6          50-449        B 

82110903BO          30-443        0 
B211090471           30-443        ft 
8211090473*        50-449        A 
B211  130046'        SO-4'5        « 

BBiuaoaii       so-445      » 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEQ03V 

Ttiaa  Utiliti"  Strvictt,     Inc. 

8211290370* 
B2110SOOB5* 
S3  11  050035* 
82110500901 
8211050090* 

50-445        Q 
50-449        F 
30-445        F 
50-445        F 
50-445        F 

Tixad     State    of 
Tma*,    Univ,     of 

B2  11  23004? 
821  1090435* 
0211090441* 
8211120485* 
8211120488* 

30-449        Q 
90-445         F 
50-445        F 
50-192        F 
50-192        F 

Ttia«i    Univ.     ofp     El   Palo 
Thoma*   JtfPerion   Hoip.    Phi  ladelphia.  PA 
Todd   BMpgardt 
Toledo  Edison  Co. 

8E111004B7 
8103040468* 
6211090066 
8211010062* 
B21I010069* 

RES 
MISC 
70-1062 
50-346        F 
90-346        F 

8211020454 
B2110E0463* 
8211020486 
8211020500* 
BS  11  020930 

50-346        8 
50-346        S 
50-346        fi 
50-346        fi 
SO-346        8 

8311020532* 
6211020531 
8211040203* 
8311040211* 
821  1060054 

50-346        9 
50-346        P 
50-346        F 
50-346        F 
50-346        B 

8211060061* 
8211090113 
B211090119* 
8211090125» 
B211110E42 

50-346        B 
SO-346         P 
50-346        P 
90-346        P 
50-34  o        H 

B21  11  10263 
8211110264* 
0211110269* 
8211110276* 
8311110380* 

50-346        R 
90-346        R 
50-346         11 
SO-346        R 
50-346        R 

8211110290* 
B21  11  1029B 
8211110301* 
8211110303* 
B2111  10305" 

50-346        ft 
50-346        R 
50-346        R 
50-346        H 
50-346        R 

6211110310* 
8311110313* 
8211110314* 
8311110316* 
821  11  10317- 

50-346        R 
SO-346        H 
50-346        R 
50-346        ft 
50-346        R 

0211110319* 
0211110363 
8211110367* 
8211110371 
8311110373* 

80-346        R 
50-346        R 
50-346        R 
30-346        R 
50-346        R 

0211110376* 
B21  1  110379* 
821  11  10386 
B2111I03B7* 
8311190497* 

50-346        R 
50-346        R 
SO-346        R 
50-346        R 
90-346        F 

B311  160169 
8311U0179* 
8211170033* 
8211170037* 
8211230023 

SO-346        B 
50-344        8 
50-346        F 
50-346        F 
50-346        P 

8211290131* 
831  1290  I  37* 
8311290373 
821129038S* 
B2U290535 

90-346        F 
SO-346        F 
50-346        S 
50-344        9 
30-346        9 

To-Trig   PJntt  T«ehnalog« 

B21  1390543* 
8211300184 
B21  1300187* 
B2110BQ030 
B21  IOB0032* 

90-346.        8 
50-34A        B 
50-344        8 
90-322        A 
30-322        A 

TT*n«*nnrIcj  Btlival-    Inc. 
TT*n»nucI««ri    Inc. 

821  1050034* 
821  1080112 
6211160242 
821  10  404  13 
8211060901 

30-022        A 
90-528        R 
90-400        8 
XPORTLIC 
XPDRTLIC 

B2U  060502* 
8211060941 
821  11  60494 
8211170457 
9211300197 

XPORTLIC 
XPORTLIC 

XPQRTLIC 
XPQRTLIC 
XPORTLIC 

AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEQCIKV 


US  Etologg.     Inc.  IFormtrlij   Nuclrar 
Engintiring) 


US  Naval   Poitgraduat*  School 
Union  76  Mlntrali    Eiplorjtlon   CD 


Union  Carbidi  Corp, 


Union  Elictric    CD, 


B21 1220164 
9211020091 


90-322 
27-48 


Union  Mintrals 

Union  Qtl    Co.    of    California 


Union   of  Concerned  Scitntisti 


Unit»d   £ngine*rl    t  Constructors.    Inc. 
dubi.     of   RaythBon  Co.  ) 


United   Hue  1  tar  Corp. 


Uran»Pi  USA. Inc. 
Uranium  Rtsourc**>     Inc. 


Utah,  Statt  of 
Utah.  Univ.  of 
Vermont  Yanfct*  Nucltar  Poutr  Corp. 


TraniportitlomDtpt.  of 

Trial    Lawqtrt    for   Public    Juittet 

Tuttli    &  Taylor 

Tuom*v>    Latham  &  Bchnttt 


8211190030*  FOIA 

8211300104*  CONTRACT     . 

B2110203S9  90-937        H 

8211830197  90-322        Q 

9211320160*  50-322        0 


V«rmont.    Statt   of 


Vtrtari  Inc. 

Vtt.    Admin.    Hoip.     h  Mtdical    Ctnttr 

Top.kuKS 
Vtt.    Admin.    Hoip.     Omahai NE 

Vik»m  Induitri»«i  Inc. 

Virginia  Commonutalth   Univ. •    Medical 
Colligi 


8211040146*         50-337 
BB110B0247  27-39 

82110B0249*         27-3? 


821115001B* 
B21  1040123 
B211040129* 
8211300458- 
921  10  10293 

0211090556 
B21  1  1  10237 
8211120025 
8211120084 
BH1  11  70482 

8211010140* 
831  1040360 
8211050206 
BSl  1060332 
831109031B* 

BSl  11  10340 
82111S0071 
921  11  50077* 
B311  16031  9 
921  11  90176 

B2H30027U 
021  10  10330 
8211010339* 
821  1030  157 
B21  11  20030 

8211300495 
8208030514* 
B2110203B3 
S21  1090453 
821  1  1  50003 

8211170401 

8211180142 

8211220169 

8211230171* 

821I22024B 

B31  1230469 
821  1090314* 

821  1  1  60293 
8211170124* 
831  10  30027 


POIA 

40-85H4 

40-B5B4 

40-8584 

RES 

70-687 

RES 

40-299 

40-299 

40-299 


50-403         Q 

50-483         S 

70-2945 

PR 

50-493         Q 


8211290021 
B21  1030602 
8211100160 

0211120044 
8211190331 
8211120012 
021  1  1  90328* 
B211B40042" 

S2  11  020290* 
B21  1020299* 
B2I109034t* 
9211100020 
8211100027* 

B21  11  20391 
B211  160195 
821117021S 
821  U  8001  7 
B2M18001B* 

B2111B0476 

5211180480* 

8211240150 

8211240151 

8211290578 

8211290591* 
B211G00199 
8211300307 
8203290111 
B21  1  1  704BO* 

B211010006* 
821  1  1  50043* 

8211120016* 
621  11  200  IB* 
821  1020108 


90-433 
50-463 
50-4B3 
90-4G3 
50-483 

SO-4B3 

40-8504 

40-B5B4 

40-8334 

40-8348 

40-BSB4 

50-209 

50-309- 

50-289 

50-2B9 

50-2B9 

FOIA 

PRM 

PRM 

PRM 

SO-2B9 
50-443 

50-4dO 
50-334 
70-920 

4O-B72B 

40-Q72B 

70-371 

40-B7B3 

40-B7Bi 


40-3706 
40-B6BI 
40-3453 
50-72  F 


50-271 
50-271 
50-271 
50-B71 
50-271 

50-271 
50-271 
50-571 
50-271 
50-371 

50-271 
50-271 
50-271 
90-271 
50-271 

50-271 

30-271 

90-271 

FOIA 

FOIA 

CONTRACT 

FOIA 


90-131 
30-131 
WASTE  MOT 


B21117009U       FOIA 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


JirHinia   Electric    *,   Pnuer    Cc 


821 11 70096* 
0211170138- 
821 1020000 
8211020000 
0211030152 

0211020152 
8211O20132 
B21102O132 
S2M0201S2 
821 102O209 

£}2110aO216-* 

821102O163 

0211020468 

021102046B 

B21102046B 

B21102O46S 

0211020476* 

0211020476* 

0211020476" 

0311020476* 

9211020474* 
0311020536 
B21 1020594 
Q2I1020603* 
0211030613 

0211020618 
0211020623" 
821 1030630 
B21 1020630 
8211020639" 

821 1020639" 
0211O30009 
8211030109 
0211030164 
0211030144 

8211030166* 

8211030169* 

0211010002 

B2HO400BQ* 

8211040095 

B211O40124 
0211040133* 
B211O40212 
B21 1040212 
B211040E15 

B211O1021S 
8211O4021S 
B2H04021B 
02HO40B21 
021104O221 

B2H04O226 
92H04O336 
831 1040234 
9211040334 
B21I04O371 


FQIA 
FOIA 

50-330 

50-33B 

50-200 

90-200 
50-2BO 
30-200 
50-2SO 
50-33B 

30-330 
30-200 
50-2BO 
50-2BO 
SO- 2 BO 

30-BBO 
5O-2BO 
SO-2BO 
50-280 
50-2QO 

SO-SSO 
30-338 
50-33B 
50-33B 
50-330 

5O-33B 
30-333 
50-280 
50-2BO 
50-S60 

5O-2BO 
5O-2BO 

30-sao 

SQ-33B 
5O- 333 

50-330 
50-330 
50-33B 
5Q-339 
50-339 

5O-339 
50-339 
SO- 333 
50-330 
SO-330 

3O-333 
SO-339 


P 

P 
H 

H 
hi 
H 
II 
R 

11 
P 
P 
P 
P 

P 
P 
P 
P 
P 

P 
P 

n 

R 

n 

n 
R 
n 
R 
n 

R 
p 
F 

R 

ft 
n 

R 

s 
s 
p 


3O—333 
50-330 

50-33B 
5JO-33B 
SO- 333 
50-330 
50-339 


82U04O375" 
021 1060099 
B21106O099* 
821 106O233 
021  1060233 

321 106O232 
S21106O232 
0211060240" 
321 106024B* 
8211060348" 

821106:0240" 
021  106024B* 
8211060193 
B2110B0205* 
82t  1060256 

02110B0256 

B2110B0259" 

8211000262" 

02110B0264* 

821IO90315 

8211100270 
0211100277* 
0211100291 
821 1 1 00296" 
B21 11 00367 

B21 1 1 00393* 
S21 1 1 00399 
3211100402" 
B21U00471* 
921 1 1 00474" 


50-339 
50-339 
50-33? 
5O-BBO 
5O-26O 

5G-2BO 
5O-290 
5O-2BQ 
50-200 
30-200 

5O-2BO 
SO -280 
5O-2BO 

so-aao 

50-200 

so-aao 

30-260 

so-aao 

50-200 
50-330 

SO-33B 
50-338 
50-339 
50-339 
50-339 

SO-339 
SO -3 39 
50-339 
SO-2BO 
5-0-2BO 


Q 
S 
S 
P 
P 

P 
P 
P 
P 
P 

P 
P 
0 
3 
S 

S 

s 

B 
B 
P 

S 
8 

S 


Virslni.   Polytechnic 
Vitro  Engineering    Co- 


B211100303" 
B211100503" 
9311100500" 
32111  10146 
0211110IS1* 

B21  1  1  10369 
B21  It  10390* 
3211120273" 
aail!2029B» 
6211130293" 

E211  130293* 
9211J2029B* 
3211120303* 
6211120303* 
0211120303* 

3211120303* 
02I!12030'3- 


B211150A1& 


021H50619* 
' 


3211170400 
9311170400 

B21 11 70412" 
B21 1 1  70420* 
831 11 90210 
B211 190214* 
8211190354 

B21 1190254 
B21 1320215 
9211220233* 
8211220333 
0311220233 

3311220240" 

8211220244* 

8211220314 

3311220314 

B2112S0317* 

8211220320* 

8211220323* 

S21123O100 

9211230115" 

8211330416 


50-250 
SO-2BO 
50-2BO 
50-338 
50-338 

SO-2BQ 
50-2BG 
30-260 
50-280 
90-2BO 

5Q-2SO 
50-2SO- 
50-209* 
5O-2BO 
SO -280 

50-200 
50-230 
50-33 H 
50-2BQ'. 
50-260 

50-290 
50-230 
50-230 
30-230 
50-280 

50-230 

50-2BQ 

50-336' 

50-330 

SO-2BO 

50-2 BO 
SO-2SO 

so-aao 

50-230 
50-2BO 

50-2BO 
30-200 
50-280 
50-2BO 
50-230 

50-260 
30-860 
50-33? 
50-339 
30-339 


F 
F 
F 
R 

n 

H 
R 
F 
F 
F 

F 
F 

F 
F 

F 

F 
F 
0 
P 
P 


B21  1230424" 


821  1230429 
BS  11  230414 
B21  1230451" 


021 1230509 
9211290145 
8211290153* 
0311290165 

B2112901iB* 
0311290263 
8211290374* 
0311290329 
B21 1290399 

8211390-399 
6211290405* 
B21 1290405* 
9211290523 
9211390727 

821 1290730* 
sail  2 90731 
0211290731 
921 1290737* 
821 1390737* 

6211320391* 
62U3B0334* 
9211290033* 
B21 13 90030* 
9211290305" 

B21129021B* 


50-339 
5D-2BO 
30-3BO 
50-230 
50-380 

50-280 
50-260 
50-339 
30-333 
50-33B 

BO-33B 
5O-339 
50-339 
50-404 
50-280 


B21129032B* 
3311290237" 
081 1290344* 

9211290263" 
8211290260* 
8211390263* 
B21 1290277* 
B21 1390201* 


50-2BO 
30-2BO 
50-280 
50-339 
50-330 

50-330 
50-230 
50-2BO 
50-230 
50-230 

50-134 

50-124 
40-6500 
40-A500 
40-6500 

40-6300 
40-6300 
40-6300 
40-6300 
40-6300 

40-630O 
40-6300 
40-6300 
40-6300 
40-6500 
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AUTHOR                                               ACCESSION 
AFFILIATION                                             NUMBER 

SUBJECT 
CATEGORY 

S3112'J02a9* 

40-6500 

6211290314* 

40-6500 

S311270330> 

40-6500 

£211290337* 

40-6500 

B211290342. 

40-6500 

S211290346* 

40-6500 

Wabdtk   Valley   Poucr    Anociat  Ion.     Inc.             8211300011 

50-546 

K 

8Z11300011 

50-346 

K 

$9311300016* 

50-546 

A 

SSL  1300016* 

30-546 

A 

621  1300020* 

50-546 

F 

3211300020* 

50-546 

F 

8211300022* 

50-546 

K 

8211300024* 

50-546 

C 

6211300024* 

50-546 

C 

B31  1300027* 

50-546 

C 

821  1300027* 

50-346 

C 

S21  1300030* 

50-546 

K 

8211300030* 

50-346 

K 

8211300033 

50-546 

K 

6211300033 

50-546 

K 

831  1300034 

50-546 

K 

S21  1300034 

SO-546 

K 

8211300035 

50-546 

K 

S21  130  0035 

SO-546 

K 

8211300036 

50-546 

K 

3211300036 

50-546 

K 

82113-00037 

50-346 

K 

82113-00039 

50-346 

K 

8211300041 

50-546 

K 

B211300041 

50-546 

K 

8211300044 

50-546 

K 

821  1300044 

50-546 

K 

3511300045 

50-546 

K 

321  1300045 

50-346 

K 

B211300052 

30-546 

K 

021  1300052 

50-546 

K 

8211300037 

50-546 

K 

8211300057 

SO-546 

K 

SSI  13  00059 

50-546 

K 

B2113OQ059 

50-546 

K 

021  1300062 

SO-546 

K 

8211300062 

50-546 

K 

8211300065 

SO-S46 

K 

82L  13  00065 

5-0-346 

K 

S2113<J00(,6 

50-546 

K 

B2II  3  00066 

30-546 

K 

B2I  13  00071 

30-546 

K 

B21  13  00071 

SO-S46 

K 

B3J.  13  00074 

50-546 

K 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

0211060343 
B3110603Qi 
031  1O800D3 
B21  1090033 
921  1090378 

PR 
PFI 
50-397         A 
71-4B5 
50-460        H 

021  1090-126 
0211100203 
8211120355 
6211120473 
8211150655 

50-397         A 
50-508         A 
50-50B         S 
50-397         G 
50-397         F 

0211150663 
B21  1  1  50642 
0211160248 
B21  11  60300 
0211160527 

50-460         Q 
50-460        Q 
50-503         A 
50-508        S 
70-2950 

B311I0021B 
021  1180246 
8211190336 
8211220273 
Q21  122027-1 

50-50G         0 
50-397         F 
50-460         G 
50-397         S 
50-377         Q 

021  1330279 
0211  230299 
82112300-17 
8211230054 
32!  1330062* 

50-460         Q 
30-460         S 
50-397         S 
50-397         F 
50-397         F 

B2U29000Q 
921  1  290279 
8211290379 
8211390413 
0311300251 

70-2950 
50-397         A 
50-500         C 
50-397         A 
50-397         G 

Washington    State    Univ. 
Washington.    State    of 

0211300300 
8211130541* 
B21  11  20543* 
021  1020573 
8211030393 

50-397         3 
50-27           F 
50-27           F 
50-SOB         H 
27-40 

Washingtoni    State    of,    Dept.     of   Social    (, 
Health  Services 
Washington!     Univ.     of 

B21  11  50582* 
8211160270* 
8211170171 
8211030033 

82111  10460* 

50-522         G 
27-40 
50-460         0 
NUHGO 

CONTRACT 

West  Branch   Conservation  Association 

0211340001* 
031  1240097" 
B2U340390" 
8211040424 
82113001130 

90-139         F 
50-139         F 
50-137         F 
50-247         ft 
50-247         S 

BSI  1300180 

0211300269 
SS11300B62 
821130026311 
(?21  1300263* 

50-347         ft 
50-247         0 
30-247         Q 
50-247         Q 
50-247         G 

West  Chicago,    1L 

Western  Environme  nta  1    Services   &  Testing 
Western  Hue  1  ear,     inc.     (subs,     of  Pfielps 
Dodge  Corp.  ) 

£5211160003 
831133053? 
B31101Q329* 
821  1020658 

B21  1020667* 

40-2061 
40-2061 
40-6659 
40-  1  1  62 

40-1162 

Westlnjhouit  Electric   Carp, 

0311170022 
B21032033S* 
821  1020363* 
021  1030374* 
021  1030412* 

4O-1142 
50-28i         P 
50-537         T 
SO-S37         T 
50-537         T 

B31  1030213 
821  1030220* 
8211040060* 
0311040063* 
821104030-K 

TQPflEP 
TOPREP 
FOIA 
FQIA 
50-266         P 

8211040337 
82IIOA0036* 
8311060473 
8211060539 
B31  1060544 

50-266         T 
50-395         P 
XPOfiTLIC 
XPORTLIC 
XPORTLIC 

B211Q9014B 
B21  1090213* 
8211090296* 
8211150268* 
B21  11  50590 

70-1143 
50-261        P 
50-261        P 
50-34B        P 
70-1131 

821  1  1  60200 
031  1160210* 
8211160498 
S211I702BB 
B31  [  1  70293 

TOPREP 
TOPREP 
XPOflTLlC 
XPORTLIC 
XPORTLIC 

B2111704S4 
8211180304 
82111B030B* 

XPOfiTLIC 
TOPHEP 
TOPREP 
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AUTHOR 
AFFILIATION 

ACCEGBIDN 
Nl/MBER 

SUBJECT 
CATEOORV 

821132O304 

30-537 

C 

B21122O33A* 

50-537 

C 

OailK3O426* 

30-537 

A 

921I34O449 

XPDHTLIC 

321129O09O 

TOPRE-P 

esna^o^i^* 

30-244 

9 

B21  1290429* 

50-244 

9 

6211  590439* 

SO-B44 

3 

B31  1290450* 

50-244 

5 

3211290457* 

50-244 

3 

8211390647 

TQPFIEP 

8211300303 

TOPHEP 

B31t3OO377 

TOPREP 

(92113-OO4S1 

XPORTLIC 

,t  inghouit   Operating    Plant*    Onjner* 

8211300324 

30-364 

P 

oup 

ton    Osaphyiical    Corp. 

B211OA0082 

50-423 

« 

BHU060091 

30-423 

K 

B2I10f>OO?4 

50-423 

K 

Itlng  Corp. 
[li»fni-Hobin»tt«   4  Ai»ociatoi,     Int. 

Q211Oa021Bf 
B211O  10299 

30-135 
40-BOB4 

l> 

BH1  10  20271 

40-374S 

It.     D.  0. 

SEllOHOfrOO 

90-4:40 

a 

S21  11  50379 

30-440 

0 

B21  11  90420 

50-44O 

0 

B2111  5042O 

50-440 

o 

B211  190431 

30-440 

0 

031  1  1  50431 

50-44Q 

0 

821  1  1  5O439 

50-440 

0 

B21  1  1  3043S 

50-440 

0 

B31ia9066S 

SO-44O 

C 

iconiin  Electric    Pouer   Co. 

B21  1O1  0084 

5O-2&b 

P 

8311020359* 

50-266 

a 

B21102O5BB 

50-266 

p 

B2110S06&1 

50-301 

s 

B31  1020671" 

50-30-1 

a 

B211O30071 

50-266 

a 

SSI1O4O30O 

50-26-6 

p 

B2110403G7 

30-266 

T 

83110&02S4 

50-266 

B 

B2tlOeO240 

50-S66 

a 

8211O901B7* 

50-S46 

Q 

B31  1090207 

50-266 

B 

03111  10141 

50-266 

f 

8211150143 

9O-266 

P 

B21.lt  SOI  43 

50-266 

P 

H211  ISO  14  50 

30~ff66 

P 

0211  1  5014S- 

30-266 

P 

B31  1  1  30,637 

30-366 

0 

B2I11  30A57 

SO-  266 

t! 

8211160222 

50-266 

n 

QSlii  (=0333 

30-266 

n 

831  1  1  &O225X 

3O-2&A 

n 

B21  11  60267 

30-266 

p 

0211160267 

50-266 

p 

B21  1  1  AO2B4 

SO-SO  1 

s 

02111&0a95» 

5-0-301 

•B 

8211300289 

50-266 

Q 

82113304B7 

50-266 

F 

Sail29O35i 

SO-S&6 

P 

B21  12  90336 

30-266 

P 

Q21129O594 

50-2A6 

S 

82112906330 

5O-266 

Q 

8311290725 

50-266 

S 

BS1129O739* 

50-266 

G 

B2I  130017? 

5O-266 

P 

0311300B24 

SO-H66 

P 

821  1300359 

90-266 

B 

8211300363" 

30-266 

S 

licaniln  Public    Btrvicn   Carp. 

SHI  1020350 
B211O2Q354* 

SO-3OS 

SO-3O3 

n 

R 

BS  HO  20522 

30-305 

R 

S211O20SB5* 

SO-30S 

R 

S2H.020SA1 

30-303 

R 

831  EO  2034  7* 

30-305 

R 

B21I0206AO 

50-30B 

R 

B311020it3« 

SO-3OS 

R 

B2111  1OC24 

50-305 

R 

82111  10231* 

30-305 

R 

B21  11  10232 

50-3O5 

B 

B2L11  10240" 

50-305 

B 

9211110299* 

30-303 

D 

8211120530* 

30-30-5 

F 

0am  20554* 

50-305 

F 

0211180022 

30-30S 

P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATECORV 

8211130025 

50-305         P 

B2111Q0179 

50-305         P 

021(230041 

SO-  30  5         O 

8211230233 

50-30S         0 

321  1290444 

50-305         P 

B21  1290446 

50-305         f* 

0211290455* 

50-305         P 

821  1290550 

50-305         G 

ggi  1390  56l» 

50-305         B 

Wiatonsir'i   Environmental    De-cad-e 

B21  10  10349" 

50-537         n 

621  t  150001 

50-266         C 

B21  1150003' 

50-266         G 

Wlataniin,    Univ.     Dp,    Mad  i  ion 

B21112Q510" 

50-  1  56         F 

821  1  130513* 

SO-  I  56         T 

Hoodunril-Clyd*    Conml  tan  t  s.     Inc. 

031103004,4- 

90-390         A 

9311050095 

40-BQ20 

9211240224* 

50-390         A 

HorcBitir  PolijtBchnic    Inst, 

B21  1  1  A0557* 

50-134         F 

921!  160559* 

30-134         F 

Wrijht.  D. 

0211060427* 

CONTRACT 

Wij  1  e   Laborator  1  OB 

931J000171» 

SO-2B5         P 

B21  12  90642* 

50-369         P 

021  13  9063  1« 

50-36*7         P 

Wyoming    Mineral    Corp. 

B2  MO  20690 

40-B5B5 

82110-3069;.* 

4O-B5Q5 

H211020700« 

40-B5S5 

021  IO300OI 

•4O-S503 

S21  1030004* 

4O-8502 

S2  11  030543 

4O-B502 

B21  1040442 

40-B58S 

B2II040447" 

40-B5B5 

B21  1090610 

40-B502 

B211090ili.it 

40-B502 

B211UOA26 

40-EI502 

B211130015 

4O-B502 

SHI  [1200230 

40-BS02 

021II70I13 

4O-E503 

0311170497" 

40-0303 

Wyoming.     State    of 

B211O  10530 

40-4472 

0211030154 

40-BI03 

B211O20275 

40-4492 

8211030466 

4O-6&59 

a21104O410 

40-297 

9211030310 

4O-2259 

aauiaou? 

flO-44.95 

0211170470 

40-299 

SSI  1  1  70575 

40-4492 

X-Rag   Equipment  Co. 

H21  10  10064 
0311010232 

71-9979 
71-597'? 

Yanks*    Atonic    Electric    Co. 

B21  1010021* 

50-39            IT 

82110100230 

50-29            F 

8211010135 

50-29            Ci 

B211010141* 

50-39            !) 

03110I01A3 

SO--29            0 

a21101010(>* 

5O-29            U 

B2110BOOA4 

50-29            3 

BSI  1O200£7« 

50-29            3 

8311020174 

SO-S9            fi 

BSI  I0201BO<* 

&0-29            R 

B21  1020290* 

50-27  1          F 

6311030005 

50-443         A 

B21  10404  53 

50-143         A 

B3IL060145 

30-29            a 

6211040154" 

so-39       n 

8211060411 

50-29            P 

8211090231 

50-29            P 

9211090379* 

30-29            0 

931  1  100107 

SO-29            R 

0211100110* 

50-29           n 

8311100949 

50-443         rt 

831  1  1  00249 

50-443         A 

8211  100315 

50-443         A 

B21  11  00315 

50-443        <\ 

8311100396 

50-443        A 

B2I  11  00396 

60-443        A 

8B1  11  10167 

50-29           n 

Q311I  10174* 

30-29           4) 

6211150133 

30-443        E 

8311150132' 

50-443        E 

BaiL150lS2 

50-443        A 

£21  1  1  50152 

50-4*3         fi 

0211150157 

50-443        A 

921  11  50441 

90-443        A 

8211150441 

30-443        A 

608 
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AUTHOR                                                         ACCESSION 
AFFCLIATIDN                                               NUMBER 

SUBJECT 
CATEGORY 

0211150555 

50-443 

A 

0211150555 

50-443 

A 

02iiif>ai&3 

50-443 

E 

9211160163 

50-443 

E 

921  1  1  60266 

50-443 

A 

021  1  1  6O266 

50-443 

A 

B31  1  1  60397 

50-443 

A 

021  1  1  60397 

50-443 

A 

021II&040& 

50-443 

A 

0211160406 

30-443 

A 

92111^0459 

50-443 

A 

B21  11  60459 

50-443 

A 

8211160537* 

50-29 

F 

0211160542* 

50-29 

F 

32111700541 

50-29 

F 

0211170053* 

SO-29 

F 

B21  )  1  70240 

50-443 

A 

021  1  1  70240 

30-443 

A 

S2I  1  1  80305 

50-39 

P 

8211190315 

50-29 

3 

9SI  11  80339 

30-443 

A 

0211180319 

50-443 

A 

B5111B0326* 

50-29 

S 

02U19OI4&* 

50-29 

a 

0211230013 

50-443 

A 

0211230020 

50-443 

A 

0211230020 

30-443 

A 

B21  1230025 

50-443 

A 

0211230025 

50-443 

A 

021  1  2  3005B 

50-443 

E 

0211230069 

50-443 

A 

B21  1  S3Q069 

50-443 

A 

821  J  £-30100 

30-443 

A 

B21  12-30100 

50-443 

A 

Q21  12301  59 

50-443 

A 

AUTHOR                                                      ACCESSION 
AFFILIATION                                                   NUMBER 

SUBJECT 
CATECDRV 

0211230159 

50-443 

A 

0211330106 

30-443 

A 

02112301B6 

50-443 

A 

0311230202 

50-39 

S 

8211230209* 

50-29 

S 

0211230291 

50-443 

A 

8211230291 

50-443 

A 

B2!  1^^0361 

90-443 

A 

9311230361 

30-443 

A 

621124003-) 

so-a? 

P 

B31  12400.11* 

50-29 

n 

0211240179 

50-443 

e 

B311240179 

50-443 

E 

B31  12901  12 

30-443 

A 

B21129034B 

50-29 

a 

Bat  1290355* 

SO-29 

3 

8211290462 

50-29 

s 

9211290474* 

50-29 

s 

821  1290763 

50-29 

B 

02112907*7* 

50-29 

B 

G21  1300051 

50-443 

A 

B21  1300051 

50-443 

A 

0211300136 

50-443 

A 

0211300156 

50-443 

A 

5211300161 

30-443 

A 

8211300161 

50-443 

A 

8211300186 

50-443 

A 

8211300196 

50-443 

A 

821  1300330 

50-29 

P 

8211300416 

30-443 

E 

0211300416 
Zimmer  Art*  Citinnl    -  Ztmmer   Area                   0211090254 

50-443 
50-35B 

E 

0 

Cititin*   of  KV 


0211330133 
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The  subject  category  column  in  this  Index  gives  the  docket 
number  and  the  symbol  for  the  category  of  information 
within  that  docket;  for  example,  50-320  P.  The  docket  subject 
categories  are  defined  in  Appendix  A. 

Subject  categories  for  nondocketed  items  are  also  entered 
In  this  column  by  symbol;  for  example,  ACRS.  These  cate- 
gories are  defined  in  Appendix  B  and  listed  in  the  Contents. 


An  asterisk  following  the  accession  number  in  thi-a  Jn 
indicates  that  the  document  is  an  enclosure  to  anot 
document.  To  obtain  the  accession  number  of  th-o  prim 
document  under  which  the  enclosure  is  listed,  ie*et  ID 
index  entitled  "Cross  Reference  of  Enclosures  to 
Documents." 


REPORT 
NUMBER 

ACCESSION 
NUMBER 

GUDJECT 
CATEOORY 

OTHER   REPORT 
NUMBER 

1105  CECO-01 

Q21123029QI 

90-237 

P 

26333-26 

B2110B0171* 

30-283 

P 

33030:1/111882 

B21t290439« 

30-244 

8 

32240:  1/1116B2 

8211290457" 

50-244 

B 

32740:  I/1117B2 

B211290429- 

50-244 

S 

45969-1    V01 

B21  1290642" 

50-369 

P 

45069-1   V02 

821129065U 

30-369 

P 

48303 

8211300372" 

30-392 

A 

7194 

B211220372K 

90-286 

P    M-6789 

7161 

EJ21  1220397" 

50-286 

P 

76413 

B2  11  0002  IB* 

30-159 

P 

77-1138317 

8311190686* 

50-289 

P 

B301  110693 
3310120318 
8210120456 

8201110695" 
B21012031S 
8310120456 

FOIA 
90-267 
30-284 

P    EOO-EA-9926 
P    EOO-EA-559B 

B2  10290394 
8211010157 

821  1010190 
B21I010194 
8311010209 

B2102B0394 
9211010197 

8211010190 
8211010194 
9211010208 

30-309 
RES 
RE8 
RE3 
RES 

P    EOQ-EA-5377 
EOO-M-041B2 
EOO-LOFT-6023 
EOO-M-  17762 
EOQ-LOFT-3S9S 

8311010210 

B3110I0210 

RE9 

8211010214 

8211010215 
B21ID10217 
8311010221 

8211010214 
8211010213 
BB11010217 
8211010221 

RES 
R£B 
RES 
RES 

EOO-NTAP-6034 
EOO-M-04082 
EOO-M-  15382 

eat  1010223 

BS11010223 

RE9 

BS  11  01  0227 

8211010227 

RES 

eauoioaao 

8211010230 

RES 

8211010272 
8211010273 

8211010272 
8211010273 

REB 
RES 

PNL-4432-1 

6511010276 
Bail  010279 
6211010200 
92  1  10  10284 

8211010276 
8211010279 
8211010BBO 
8211010286 

RES 
RES 
REB 
RES 

EOO-NTAP-40S6 
DNL-NUREO-31770 
EOO-LOFT-6071 

£211010293 

8211010293 

RES 

821  1010300 
83  11  01  0307 
9211010316 
821  1010347 
6211010374 

8211010300 
B21  101  0307 
9211010316 
8211010347 
9211010374 

RES 
RES 
RES 
RES 
RES 

EQfl-LOFT-6041 
EOO-CDD-6054 
ORNL/ED/EIS-177 
BNL-NUREO-31336 
BNL-NUREQ-31652 

8211010393 
8211010404 
8211010470 
8211010478 
8311010490 

92U010393 
821  1010404 
8211010470 

8211010478 
8211010490 

RES 
RES 
90-261 
REB 
30-322 

EOO-M-  14982 

P   E08-EA-39S1 
HR-CD-82-044 
A   EOO-EA-5934 

8211010499 
8211010347 

8311010560 
8211010369 

8311010373 

8211010498 
821  101  0349 
8211010360 
9211010368 
8211010973 

RES 
RES 
50-239 
RES 
RE9 

EOO-URR-3992 
HNL-NUREO-3I76B 
P   EOQ-NTAP-3993 
EOO-l.DFT-6004 
EOO-LOFT-4006 

8211010376 

asttoaooio 

B21  1030013 
8211020019 
031  1020021 

8211010376 
8311020010 
8211020013 
8211020019 
8211020021 

RES 
90-H13 
50-949 
90-343 
50-299 

EOO-LOFT-3999 
p   EQO-EA-6033 
A  EOD-NTAP-6030 
A   EOO-NTAP-6032 
P   EOO-EA-3B54 

REPORT 
NUMBER 

ACCESSION 
NUMBER 

SUBJECT 
CATEGDRV 

OTHER   fttW 
NUK3EB 

82  1  1020696 

3211020694 

RES 

SANDBS-OfcS* 

B2110206S9 

8211020689 

RES 

EAND62-15'  j 

8211030021 

9211030021 

RES 

BNU-HUSEii-  'It  !t  •' 

8211030098 

82  11  030098 

RES 

8211030121 

8211030131 

flES 

BtlL-IWiC  -;'.'• 

9211030136 

82H030136 

REB 

BHL-WJPEi-.i!1?' 

8211030142 
8211030175 
8311030186 

8311030162 
B31  1030175 
8311030186 

50-266 
RES 
50-267 

ECO-SEMI-ft-':1; 
P    EOO-EA-3VM 

9211030206 

9311030206 

50-338 

p  ecc-EA-s.j' 

8211030216 

8211030216 

30-235 

P    EOG-EA-5-317 

9211030219 
92  11030227 

9311030219 
9311030227 

RES 
50-219 

P    ECC-ET--^1"" 

8211030236 

9211030236 

30-133 

P   EGG-Eft-S'i  i 

9211030256 

9311030256 

50-305 

P    ECG-EA--.r31 

8211030276 
8211030279 
82  1  1030377 

B2  11  030276 
9211030279 
931  1030377 

RES 
RES 
RES 

ECO-NTAF-5I2* 

eoo-tw  r-6.^!  s 
EAKD92-OG°1 

8311030402 

8211030402 

RE8 

SAND  82-  16.* 

8211030424 

9211030424 

RES 

ECG-LGPT-;   ot 

8211030444 
8211030475 

9211030446 
9211030475 

RES 
RES 

BNU-NUfiES-JJ? 

8211030487 

8311030497 

RES 

QHM./FTH-1.SBV 

821  1030495 

9311030495 

RES 

BNU-NUSEC-31    i 

9211030906 

8211030506 

RES 

BNl.-NUfiE.~31 

B2  11  030968 
B2  11  040029 

9211030568 
8311040029 

RES 
RES 

gR-CD^~S" 

8211040032 
8211040034 
8211040049 

9211040032 
8311040036 
9211040049 

RES 
RES 
50-335 

P   EflS-EA-fcOt* 

9211050043 
8211050047 
9211050060 
8211060362 
S2  11  060467 

8211050043 
8211030047 
9211030060 
8211060362 
8211060467 

50-213 
RES 
RES 
RES 
RES 

P    EGC-EA-bO+S 
EGG-EA-604* 

ECC-LGFT-Tf®** 

9211060471 
8211060547 
8211060553 
8211060568 
G2  11  060575 

B31  1060471 
8211060347 
9211060553 
8311060568 
B21  1060579 

SO-259 
50-389 
RES 
RES 
RES 

A  EGG-EA-MJ15 

B2110B0029 
8211090124 
8211100487 
8211100492 
8211100496 

8311080029 
9211090124 
9211100497 
8211100492 
8211100496 

RES 
50-244 

RES 
RES 
RES 

0-6-50B 

3211110120 
8211110131 
821  1110337 
8211120122 
8211120167 

9211110120 
8311110131 
9211110237 
8211120122 
9211130167 

RES 
RES 
RES 
RES 
RES 

EOO-SEMl-*5*t 
EGO-LOFT-  5^^ 

EGO-KTAP-b5«l 

8211120211 
52  1  1120229 
8211120319 

8211160319 
821  1  160533 

8211120211 
8211120229 
9211120319 
8211160519 
9211160935 

RES 
RES 
30-133 
RES 
RES 

Q-6-538   *"At 
P    EOO-EA-W3IM 

609 


610 
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REPORT 
NUMBER 

Accesaicw        SUBJECT       OTHEH  REPORT 

MJMBER                 CATEOOHV               NUMBER 

8311160570 
821  I1BO443 
6JIEIB0433 
B?l  1I8O519 
BS11I9O333 

8211160370         RES                     BNL-NUFIE  0-3  1900 
021  1  180443         RES                     BNL~NUHEO-320aO 
6211190433         RES                     BHL-tWREO-33070 
9211180513         BES                     BNL-NUBEO-32047 
8211190353         50-320        P    BNL-NUREO-319a9 

AD-76-?   752 

B211IS001B*      FOIA 

AD-771    fcgg 

821  II  SOOH*      FOIA 

AD-773   i49 

83I11SO017*       FOIA 

AOM-OOO   07? 

B21  1150034-      FOIA 

BAM-  1  74  7 

B21I23014SI       50-313        P 

BN-TOP-1    ROI 

8110090057«       50-337        P 

BNL-NUREO-28147 

eoOT1700?3»       50-219        P 

QNW.-aQ'ja 

8211040167*       SO-537        A   UC-16 

BW-  1  702 
CE-l-A   RSS   ERR 

9211090236.      50-312       P   77-1132121-00 
B21I0206&4*       50-10           P 

CEN-199 

631111023**      50-368       P 

CEN-23Q(B  I-NP 

82II0704ea«      50-317       P 

CI-1052 

B211220391»       50-28i        P 

COM-46-OZ5   R02 
COM-44,-047   ROD 

83I10B0303»      50-373       P   64.  4600  0026 
82110H0297*       50-373        P    64.4400.0049 

CRGRP-ARD-0257 

821ia2042B«       50-537        A 

flOE/EA-OI  14 

8211O4O139*       50-337        A 

DOE/EI9-0096-D 

9211110125*       40-6500           21331 

DDE/ME  -00  15 

8211110607*       FOIA                   UC-70 

DOE/NE-0025   DRFT 

8311020103*       HASTE   MOT 

OOE/RL    Ba-3 

B21116031S-.       WASTE   MOT 

DOT   HS    B03   608         VOI 

6211150034*       FOIA                   PD-2B8   BIO 

DOT    HS    8O3   60?         V08 

B211150037*       FOIA                  PD-20BBII 

DOT   HS-aOl     11,0 
EATR    434,9 

8211130023*      FOIA                PB-234  035 
B2II15001O*       FOIA 

EOQ-EA-4O4B 

fl311O40a77»      50-213       P 

EOC-SEH  I  -6022   DRFT 

9211O1047&»       30-289        P 

EI/HNI-77-7-NP-A 

821ia30371»       TOPfiEP 

EPA    430/9-77-004 
FAA-AH-72-4 

B211150I16-      40-8027         MCD-2B 
821  1190014-       FOIA                  FA  48  AC  -6  089  -2 

FAA-AM-78 

3511150040*      FOIA 

FAA-AM-79-9 

8211150043*       FOIA 

OA-CI6B73    VOI 

8EIIOB0030          50-322        A 

OA-C16B73   V02 

B2I  1080032.       50-322        A 

SA-C  16873    V03 

B211OQ0034-       50-32B        A 

HS-BQ0925    V01 

B211  150020*       FOIA                   PB-231    13B 

M-6B20 

B21I220347*       50-2H6        P 

M-6OSQ 

B211?20351»       SO-386        P 

H-6B95-C 

B211220354*       50-286        P 

M-6B55C-1 

a2112-2036O«-       50-296        P 

M-6955C-2 

B211220364*       50-206        P 

M-AS55C-3 

B2112203A7*       30-2B4        P 

MDQ-PVe-Bll 

821109021B*      50-861        P 

NEDQ-22I7B 

B2I1190196*       TOPREP 

NEDO-232O9 

8211080143-       TOPREP             flSNEDOBB 

NEDO-24QB5-1    ERR 

B2110S064O      50-245       P 

NEDa-24366 
NEDO-24366-l 
NEDO-2S4aO 
NSP-S1-IO3   B01 

8211020646"       50-245        P    B1NED279 
B2II020650-       30-245        P    DBF  LI  2-00306-1 
B2111504B9t      30-447       A   B1NED343 
B2112903S7«       50-263        0    IEB-82-03 

NSP-B1-105  BOO 
NUC3-E  1 

B21I2<?0349*      50-263       Q    IEB-82-03 
0211290393         50-293       R 

WREO-OQ20   V04   N06 

B21  1040535         NUREO 

NUftEO-0040  V06  N03 

8211160508        NUREO 

NUffEO-0139  VQI   SOI 

831  11*0500         50-337       0 

NUREG-O430  V02  NOB 

B3110BOOD8        NUREO 

NUREO-O54Q  V04  N04 

B21  1030311         NUREO 

NUREG-O340   V04   N05 

B211U0067         NUREO 

NUREO-OSBO  VI  1   NtO 

B211160476        NUREO 

NUREG-O744    V01-02    fll 

B21  11  10094          WREO 

NUREO-0740  V02  N09 

B2111&OS14         NUREO 

NUREO-07SO    VI  3    101 

B211130037         NUREfl 

NUREO-0750   VIS  N2ERR 

aaiioaooo?      NUREO 

NUR£0-0750  V15  N06 

921  1  190313        NUREO 

NUfieO-07S7    S04 

6211190358          SO-3S2        E 

NUREO-0602 

B21  1030504         NLWEO 

HOftEO-OBSO 

B211190341           50-259        P 

NUREO-OB23    DHFT 

8211160529         30-237        P 

WUREC-0914 

3211160466        NUREO 

•JUREfi-0940    VOI    N03 

B21  1030200.         NUREO 

MUREO-094S    VOt 

621  1190327         NUREO 

NUREO-0943    V02 

621  1190317        NUREO 

HUREO-0943    VJ3 

821  1190323         NUREO 

NUREO/&R-OO30 

8211030507        NUHEO 

NUREO/CR-0169  V04 

621  lit  0102        NUREU              EOO-2037 

NUHEOycR-1343  ROI 
NUB£0/<tR-aOOO  VOI    N9 
NUHEO/CH-S317  V02   Nl 
NUfiEO/Cft-2331    V02   MI 
NUReO/Cft-2343 

0211160499        NUREO              EOO-EA-SBli 
9211160493        NUREO              ORNL/NSIC-aOO 
62          0647        NUflEO              BNL-NUHEO-51449 
621  1  110109        NUHEO              HNL-NUREO-5  434 
921M904BS        NUREO              QRNL/C8D/TM-  175 

REPORT 
NUMBER 

ACCESSION          SUBJECT          OTHEII  REPORT 
NUMBER                 CATEGORY                 NUMBER 

NUHE0/CR-234S  V04 
NUREO/CR-2379 
NUBEO/Cfi-2427 
NUREO/CR-S459  VOI 
NUREQ/CR-2472 

9211030219        NUfJEO 
8211030499         NUftEO 
8211190007*      FOIA 
8211090024        NUREO 
621  1090006        NUREO 

HEDL-TME   81-3 
QRNL/NSIC-191 
PNL-4097 
EOO-2142 
BMI-209S 

NUREO/CR-2640 
NUREO/CH-2675  V02 
NUREO/CR-2734 
NUREO/CR-2739 
MUREO/CR-2B14   VOI 

B21  1120094        NUREO 
8211110079         NUREO 
8311190334        NUREO 
8211110650        NUHEO 
8211120047         NUREO 

onNL/TM-7842 
PNL-4241 
LA-9370-HS 
LA-9376-PR 
LA-9442-Pfi 

NUREO/CR-2018 
NUREO/CR-2B31    ERR 
NyREO/CR-2844 
NUREO/CR-SaSO 
NUHEO/CR-290B 

8211110640         NUflEO 
B21108000S        NLfflEO 
82111506B9        NUREO 
B21  1160503         50-390 
8211030208        NUREO 

8ANDB2-7071 
MLM-3937 
ORNL/TM-B324 
A   PNL-4307 

NUREO/CR-2'712 
NUREO/CR-2916 
NUREO/CR-2733 
NUREO/CR-2949 

8211120160        NUREO 
B211110636        NUREO 
H2110B001I         NUHEO 
B21  1020033         NUREO 

EGQ-S216 
EOO-2214 
PNL-4330 

NUREO/CR-2971 

8211170354         NUREO 

NU3  4099 

S211040100*      30-206 

p 

NUS-4233 

8211230339*      50-329 

A 

NUS-424  1 

9211230345*      30-329 

A 

NUS-4242 

8211330349*      30-329 

A 

NUS-435 

B3111I0177*      FOIA 

13663 

OftNL-3621 

8211040132*      50-537 

A 

OT-1006  HOI 
OT-1062  ROO 
PCI    TH-1B6A 
PLO-0247 

8211240164*      90-206 
B21I2401A9*       50-206 
8211170103*      50-320 
B21ia002<7B»      50-219 

V    2464A 
V   4424A 
S   9210-0593 
P 

RMC-TR-Sa-01 
SAI-015BS201LJ  DRFT 

82111203S1*      50-272 
8211170415*      FfllA 

R 

BAI-IB6-029-07 
SAI-19fi-029-Oa 
BAI-lBip-029-12 

B207030310-      30-334 
8211100343*      30-250 
821  1240334*      50-266 

P 
P 

P 

8AI-1B6-029-16 
8AI-1B6-029-27 
8AI-1B6-039-32 
8AI-  186-029-33 
BAI-IB6-029-39 

8207020294*      30-344 
B21  101  0397*      50-312 
B209030329*      30-133 
6207090490*       30-109 
B2070202B6*      50-271 

P 
P 
P 
P 
P 

8AI-1B6-029-40 
BECY-75-58BA 

B211220117*      BO-2BO 
9211170486*      FQIA 

P 

8ECY-81-600A 

B201190600*      FOIA 

SEOV-82-19S 

820SOSOOBO*      FOIA 

SECV-92-202 

9206100438*      FOtA 

SECV-82-203 

8206100452        SECV 

8ECY-S2-S07C 
8ECV-B2-416 

8208270394*      FOIA 
8211080340        BECV 

IEB-79-01B 

BECY-82-427 

8211060961         BECY 

BECY-B2-447 

921  i  360547        8GCY 

SLI-B221 
TER-C5257-024 
TER-CS257-026 
TER-C  5297-04 
TER-C5897-4I3 

B31  1030267*      50-323 
90070107B1*      50-247 
8207010119*      90-303 
9205040623*      90-133 
B209270383*      50-206 

E 

P 
P 
P 
P 

TER-C5297-417 
TER-C5297-424 
TER-C5SOS-121 
TER-C5S06-I22 
TER-C3906-127 

B2081B0111*      50-409 
6208020098*      90-133 
B2092S02B1  »       30-337 
8210010313*      30-313 
S209230367*      90-302 

P 
P 
Q    IEB-BO-04 
Q    IEB-BO-04 
Q    IEB-BO-04 

TER-C5906-134 
TER-C  5506-1  3i 
TER-C  9306-  I  39 
TER-C5306-6I 

9210010400*       90-269 
9209230210*      30-312 
B210010099*      30-372 
8209020401*      50-243 

Q    IEB-BO-04 
B 
0    TAC   46998 
p 

TR-5911-2   ROO 

621IOS0109*      90-275 

P 

TR-5999-3  ADD 

B211010072*      SO-3B7 

p 

TS  B021-I 

UCID-1BI45 

9211040177*      50-3B9 
8211040504*      30-219 

A 
p 

UCID-1B66B 
UCID-19494 

8211290499*      50-206 
8211010584*      50-2SO 

P 
P 

UC  ID-  19495 

8209230511*      50-230 

P 

UGC-TR-001-6A 
UTEC  ME  92-100 

8211090314*      30-443 
B2U240Q42*      50-72 

A   4351.  002 
F 

VEP-1-4A 

8211060248*      90-2BO 

p 

VEP-FRD-43A 

8211020476*      30-280 

P 

WCAP-9249  R06 
XN-NF-S12(NP)(A)R181 
XN-NF-92-39  SOI 
XN-NF-B2-90 
Y1003J01A32  ROI 

B211040304*      30-266 
B21  1100101*      TOPREP 
821IS90373«      90-316 
B2JI2903BB*      50-316 
82111B0034*      50-366 

P   EQA-B2-DEU-17B 

P 
P 

P 

Y1003J01A44 
YAEC-I323 

8211020641*      30-245 
9211240041*      30-29 

P 
p 

VAEC-1330 

B211300I71*      30-309 

F 

Items  listed  as  enclosures  are  those  indicated  by  an  asterisk 
following  the  accession  number  in  the  indexes,  The  second 
column  gives  the  accession  number  of  the  principal  docu- 
ment under  which  the  enclosure  is  listed.  Knowing  the 
accession  number  of  the  principal  document,  the  date 
issued,  and  the  category  enables  locating  the  title  listing  of 
the  enclosure. 


The  subject  category  column  in  this  index  gives  the  docket 
number  and  the  symbol  for  the  category  of  information 
within  that  docket;  for  example,  50-320  P.  The  docket  subject 
categories  are  defined  in  Appendix  A. 

Subject  categories  for  nondocketed  items  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS.  These  cate- 
gories are  defined  In  Appendix  B  and  listed  in  the  Contents 


ACCESSION  NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

POINCIPrtL 
DOCUMENT 

DATE 
tSSUED 

SUBJECT 
CATEOOOV 

7901100206 
7912200025 
000,1300355 
11003310464 
0004100822 

0211110007 
0a  11  040055 
0211040490 
0211040019 
0211040019 

02/03/23 
82/09/30 
02/10/12 
02/09/1Q 
82/09/1Q 

FOIA 
50-266        P 
50-219       T 
50-266       P 
50-301        P 

0009G70D39 
0009070044 
UOOS130B99 
0005130903 
0006170614 

821  1  110007 
821  1  1  10007 
021  1  1  10007 
0211  110007 
8211  170072 

02/08/25 
02/08/23 

02/  on/as 

82/  OS/23 
82  /  10/OQ 

FOIA 
FOIA 
FOIA 
FOIA 

FOIA 

0007010774 
0007010777 
0007010701 
0007140113 
0007130207 

0007010771 
8007010771 
0007010771 
821  1040400 
0211040055 

EIO/06/16 
00/06/1& 
00/06/16 
02/10/12 
02/09/30 

SO-247       P 
30-247       P 
90-247        P 
90-219        P 
90-266         0 

0007S30372 
8003110633 
0007090030 
0009090033 
0009170093 

0211040055 
02  1  1040400 
0211  160010 
0211  160010 
8211040400 

82/O9/30 
02/10/12 
02  /  10/04 
02/  10/04 
02/10/12 

30-E66        P 
90-219        P 
90-206       P 
90-206        P 
50-K19        P 

B01002001!1? 
8010020422 
SO  100903  11 
0010210730 
0010210736 

BO  1  0020093 
0211190006 
021  1  1  10007 
8211  160010 
0311160010 

00/09/18 
02/09/17 
02/OB/25 
03/10/04 
82/10/04 

90-247        F" 
FOIA 
FOIA 
30-296       P 
FOIA 

BO  10380024 
0011030312 
0011  100499 
801  1  100900 
0011140175 

8211120179 
0211  160010 
B211  120179 
8211  150006 
8211  190006 

82/09/20 
82/  10/04 
02/09/28 
02/09/17 
02/09/17 

71-i69B 
30-366       P 
30-206        0 
FOIA 
FOIA 

0012020004 
0012190570 
0102290657 
8102370137 
BI  03040462 

8211040059 
8211040019 
8211  190006 
8311160010 
B  103260096 

02/09/30 
02/09/10 
B2/O9/17 
82/10/04 
Bl/03/li 

30-366        P 
30-246        0 
FOIA 
30-313       P 
MISC 

8103040468 
0103160197 
B  10323  1002 
9103260107 
8103260117 

B  103  260094 
82  1  1  1  30006 
0211080393 
B  103260076 
SI  03260096 

81/03/16 
B2/09/17 
02/10/07 
01/03/16 
SI/03/16 

MISC 
FOIA 
SO-289       P 

mac 

MIBC 

0104070049 
6104130417 
8104130419 

0104130421 
B104I90S4B 

B21  1100031 

B2110S0049 
8211000049 
8211000049 
8211160010 

82/10/14 
81/03/26 
01/03/24 
81/03/26 
82/10/04 

FOIA 
8t*t*  PT-OB 
Stitt  Prog 
atitt  Prog 
50-333       P 

8104160723 
81  04320345 
8103070063 
8109070099 
8105120229 

0211010327 
0211160010 
Ban  160010 
8211  160010 
8211  160010 

02/09/14 
BB/  10/04 
02/10/04 
82/10/04 
82/10/04 

FOIA 
FOIA 
FOIA 
FOIA 
FOIA 

ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
IB  SUED 


81  OS  130032 
BIOS 150033 
B 1 05290046 
610B290072 
8 1 Q7Q60B09 

B 107060908 
Bl  OB  170221 
8100210296 
(3100240170 
B 10-7030339 

61091 10138 
fil 10080300 
01IO090097 


8211160010 
Q211 160010 
B2110401SO 
8211 170034 
E32I1  160010 

B211 160010 
B21I 160010 
B21I170Q72 
8211 130069 
8211190069 

D21I 1600 JO 
021 11 00031 
8211300173 


02/10/04 
02/10/04 

aa/io/ia 

82/10/00 
Q2/1O/04 

02/10/04 
B2/ 10/04 
82/IO/OH 
82/10/01 
02/10/01 


FOIA 

50-2 1 9       P 
FOIA 
9O-317       P 


50-3  1 7 
9O-317 
FOIA 
SO- 4 43 
SO-443 


9201200049 

B21  1140010 

83/10/04 

FOIA 

asoi  290024 

0211100031 

B2/10/I4 

FQ1A 

8203040017 

6311  160010 

02/10/04 

50-336 

P 

8202050446 

B21  t  100O31 

B3/  10/14 

pa  r  A 

B20Z090416 

8211  100031 

82/10/14 

FQIA 

H202090449 

B21  1  170034 

B2/10/OB 

FPIA 

B2021Q0132 

621  1  100031 

83/10/14 

FD:A 

0202160009 

8211190069 

B2/  10/01 

30-443 

D 

8202240322 

B202S4Q320 

82/01/21 

MISC 

8202200318 

B2  02330317 

03/02/01 

mac 

020*2601  4  B 

6211040093 

92/09/30 

50-344 

P 

8203040497 

8211190006 

aa/owi? 

FQfA 

B20  30901  37 

8211100031 

82X  1O/14 

FOIA 

8203070660 

8211  13000& 

82/07/17 

FOIA 

8203090733 

82  1  1  1  90006 

92/09/17 

FOIA 

8203100061 

BS11  150  Oi9 

82/10/01 

50-443 

0 

8203120049 

B21  1130  069 

S2/1O/O1 

SO-443 

D 

S2O3  12016? 

B2  11  190006 

82/01?/!  7 

FOTA 

B20313027S 

8211060692 

B2/JO/J9 

50-29  » 

P 

8203190033 

8211060994 

92/1O/19 

50-aot 

P 

B203  220048 

ea  100  loons 

92/06/29 

50-338 

P 

9203240029 

B2  HI  50004 

92/09/17 

90-393 

P 

B30329Q2ZQ 

B303S30I23 

92/03/13 

30-2B* 

R 

8203  260074 

0211100031 

92/10/14 

FDIA 

S203  310074 

32  1  1100031 

ea/io/14 

FD1A 

611 


612 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION  NUMBER 


ACCESSION  NUMBER 


/ 

ENCLOSURE 

PRINCIPAL 
DOC  UMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

8304120053 

82  11  060687 

BS/  10/19 

30-139 

P 

82041  501=8 

8211  170034 

82/1  0/OB 

FOIA 

B204  190039 

8211  160010 

B2/  10/04 

30-313 

P 

620  4  19004  I 

B31  1160010 

82/10/04 

50-313 

P 

8204300404 

82  H  160010 

B2/  10/04 

90-313 

P 

8304330009 

8211160010 

82/10/04 

90-313 

P 

8204220122 

82110B0314 

82/  O9/10 

NUHEO 

83042201  26 

821  1  080293 

82/10/07 

FQ1A 

8204280377 

8211080014 

62/09/10 

MJREO 

B3Q4290016 

Bit  1  1  50006 

B2/09/I7 

FOIA 

B203040633 

B3  1  1300339 

83/11/23 

50-155 

P 

8203050030 

8S11150212 

S2/  1  1  /03 

FOIA 

8209060023 

8211  160010 

82/10/04 

FDIA 

8205100084 

B3I1  040055 

68/09/30 

FCI  I  A 

3305100309 

6211150006 

82/09/17 

FOIA 

9205120070 

B211  120010 

83/09/17 

30-373 

0 

8203130003 

8211080014 

82/09/10 

NUREO 

B203130134 

8211160010 

S2/  10/04 

90-293 

P 

8203170432 

8203230223 

82/03/12 

50-386 

R 

8205170435 

B203  3502S3 

62/03/12 

50-366 

ft 

8205190441 

9203190438 

82/05/11 

50-337 

S 

8305200835 

8211120010 

62/09/17 

50-373 

0 

6203310236 

82  11  040055 

83/09/30 

FOIA 

ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


8203210382  8211040033  83/09/30  FOIA 

8209310463  8311 120010  82/09/17  50-373        P 

8206020109  8311160010  82/10/04  FOIA 

8206020326  82110S0014  B2/09/10  HUREG 

8306100088  S2I1090UO  S2/10/15  FOIA 

6206100438  8311030013  82/09/28  FOIA 

8206110042  8311090110  82/10/15  FDIA 

8206110068  8211120010  62/09/17  50-373       0 

f?0.6!80?0!  821 1 120010  82/09/17  50-373       0 


8206300364 

6211080323 

62/10/13 

50-271 

P 

8207010119 

8211060330 

82/09/30 

50-305 

p 

B207020286 

8211060479 

82/10/14 

30-271 

P 

8207020294 

6211300434 

B2/  11/12 

30-344 

p 

8207020403 

6211090012 

83/09/17 

50-461 

A 

8207050041 

8211120010 

82/09/17 

30-373 

0 

8207080450 

831  1  300384 

82/11/24 

50-409 

p 

8207I404BB 

6211120010 

82/09/17 

30-373 

0 

8207140303 

8211120010 

82/09/17 

50-373 

0 

8207130337 

6211160010 

63/10/04 

FOIA 

8207160117 

8311130069 

82/10/01 

50-443 

D 

8207300926 

8211190037 

63/10/08 

70-1  43 

8208010020 

8211030314 

62/09/33 

50-373 

H 

8309010037 

82  11  060043 

62/10/12 

90-496 

A 

8208010040 

6311100031 

82/10/14 

FOIA 

6209010036 
B20S020098 
8208030306 

8211030192 
8211100342 
6211190046 

82/10/04 

62/10/26 
82/11/15 

50-341 
30-135 
50-889 

0 

P 
H 

6208030514 
8208030644 
8308030165 
8308160111 
8308180173 

8211190046 
6311190069 
6211150069 
B2I1030I01 
821  1190330 

B2/11/15 
82/10/01 
82/10/01 
62/10/26 
62/11/01 

50-289 
30-443 
30-443 

90-409 
50-313 

H 
D 
D 
P 

8 

8208190083 
8208230174 
8308230179 

63083703B3 
8208270394 

8211130006 
B21  1130006 
8311190006 
8211100350 
8210190091 

82/09/17 

ea/  09/17 

B2/09/I7 
82/11/02 
83/10/04 

FOIA 
FOIA 
FOIA 
30-306 
FOIA 

P 

6208290042 

8208290131 
8208390144 
8209020233 
8209020238 

8211060373 
9211050046 
8211190324 
6209020331 
6309030231 

62/10/19 
82/1  0/OS 

82/10/39 
82/09/03 
83/08/02 

50-397 
90-275 
50-206 

msc 

HI8C 

0 
K 

P 

8209020241 
8209020401 
8209030310 
6209030329 
8209100366 

6209020231 
6211170362 
821  1  390063 
8211150303 
Sail  130069 

aa/oa/02 
62/ii/u 

82/11/15 
82/11/08 
63/10/01 

HIBC 
90-249 
50-334 
30-135 
50-443 

P 

P 
P 
D 

8209190001 
8209130003 
8209150014 
8309130029 
8209190030 

8211220014 
6211060671 
831  1  040574 
8211160135 
8211190330 

82/11/10 
62/10/08 

82/10/20 

82/10/29 

83/11/01 

50-537 
50-375 
50-244 
50-309 
30-313 

U 
H 

8 

H 
8 

8209200419 
8309320338 
8309230310 

8209230367 
830933051  1 

8209200414 
8211040085 
9211130198 
B21  1  080070 
831  1  020670 

83/08/30 

as/  10/20 

62/11/03 
83/10/2] 
82/10/05 

KISC 
TQPflEP 
SO-312 
90-302 
30-280 

0 

Q 
P 

8209240492       821 1 1 50069 
9209270039       8311130069 
6211080310 
8211030163 


8209280281 
8209380341 
B2092S0333 


8309300394 
8209300404 
8309300426 
62 100 10059 
8210010319 

0210010334 
8310010375 
8210010400 
8310010432 
8310010439 


6211030163 

631 1100031 
6209300402 
8211100031 
8211060384 
8211050191 

9210010331 
8210010331 
8211060494 
8310010331 
8210010331 


9210010434  8210010331 
8210040079  8210040076 
8210070343 
8210080074 


B2100703E3 
8210080072 
8210080076       H2 10080072 


82/10/01 
82/10/01 
B3/10/SB 
02/09/39 
83/09/29 

62/10/14 
83/07/07 
02/10/14 
02/1 0/aO 
02/10/13 

83/09/19 
82/09/15 
B2/10/14 
82/09/1S 
02/09/13 

62/09/19 

B2/09/30 

aa/ 10/01 

02/09/14 
83/09/14 


90-443 
SO-443 
30-327 
80-10 
SO- 10 


FOIA 

40-339H 
FOIrt 

50-272   Q 
30-313    a 


8210090147  B3100B0141  B2/09/22 

8210080192  B2100BQI41  02/09/22 

8210130653  B21Q 120630  82/09/23 

82J012Q6S6  8210180630  82/09/23 

8210130434  0210130420  93/09/38 

B210130394  82101S02B7  82/10/13 

8210130297  82101S02Q7  02/10/13 

9210150310  B21019Q2B7  82/10/13 

8210150367  B2101303AO  B2/1O/12 

B2101305BB  821 1080303  B3/ 10/13 


8210190033 
8210190151 
8310190160 
8210200101 
8210200103 

8210210498 
8210210491 

8210220359 
9210330299 
9310280167 

9211010005 
B2110I0006 
8211010011 
8211010012 
83U010013 

8211010016 
8211010018 

8211010021 
6211010023 
8211010028 

9211010029 
8211010030 
8211010036 
6211010039 

8311010044 

8211010030 
8211010033 
8211010034 
9211010036 
8211010062 

8211010063 
6211010072 
S21 1010093 
8211010102 
8211010106 

8211010113 
8211010114 
6211010116 
8211010123 
8211010129 

931 1010140 
6211010141 
9211010149 
8211010134 
B2I1010156 

B31 1010167 
6211010178 
S211010I7B 

8211010186 
8211010187 


821 1 190324 
0211080271 
B21 1080271 
8310200071 
8210200091 

8210210431 
82I02104Q1 
0210220347 
B21 1240239 
8210290162 

B21 1010002 
9211010003 
8211010009 
0211010002 
B31 1010009 

BH1 1010009 
B21 10 IOOOH 
B211010017 

B21 1010017 
8211010024 

S204 070693 

8211010024 
B21 1010034 
82 11 01 0034 
6211010042 

6211010048 

8211010043 
B2110I004I 
8211010040 
8211010037 

8211010037 
8211010070 

6311010083 
6211010099 

9211010092 

B211Q101Q? 
6211010092 
9211010112 
831101011B 

8211010126 

8211010127 
8S1I 010139 
6211010149 
8211010191 
8211010149 

921 1010164 

8211010132 
8311010170 
6211010163 
6211010193 


82/10/29 
82/10/07 
02/10/07 
82/10/19 

82/10/19 

88/10/10 
83/10/18 
82/ 10/10 
B2/I1/03 
82/10/27 

82/09/24 
02/1 0/OH 
82/10/09 
83/09/24 
B2/10/12 

B2/10/1H 
82/09/24 
B3/10/12 
82/10/12 
82/10/12 

82/03/03 
82/10/12 
83/10/12 
82/10/12 

82/09/30 

82/10/12 
82/09/39 
B3/08/31 
02/10/13 
82/10/12 

92/10/12 

82/10/27 
82/09/21 
B3/IO/27 
62/10/06 

83/ 10/26 
S2/ 10/06 
82/10/20 
02/10/13 
02/10/28 

S2/ 10/26 
02/10/22 
92/10/13 
02/10/29 
82/10/13 

02/1 0/S1 
02/10/20 
BS/ 10/22 
B8/ 10/23 
03/10/23 


90-361 

30-361 
30-S69 
30-361 

30-361 

90-261 

90-395 
90-247 

HO-317 
50-317 

30-339 
30-239 
90-269 
30-369 
50-373 

90-206 
50-206 
30-206 
90-332 
50-322 

50-306 
30-313 
30-213 
30-332 
30-393 

30-329 
30-329 
30-286 
TQPHEP 
30-937 


SO-S9S       P 

CONTRACT 
CONTRACT 
SO-298       P 
30-387       F 


30-387 

30-293 

30-29 

30-39 

30-317 

MI6C 

30-317 

50-293 

90-295 

71-460 


50-199       F 

CONTRACT 
40-80B4 
50-185       F 
90-346       F 


50-346 

30-387 
71-3809 
50-461 
5O-27B 

SO-400 

30-279 
90-272 
90-461 
50-808 

50-483 
BO-29 

50-434 
90-337 
30-494 

30-293 

SO-298 

30-398 

90-29 

30-387 


CR°rn  SIESS10*  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


613 


ACCESSION  NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
IBSUED 

8UDJJECT 
CATEOOHV 

0211010188 
8311010193 
B21  1010193 
8211010212 
8211010213 

6211010104* 
0211010IB9 
8211010193 
B211010304 
8211010203 

92/10/13 
02/  i  0/33 
02/10/22 
B3/  10/37 
B2/1O/3& 

30-334        B 
50-387        B 
BO-373        P 
50-369        A 
TOPFIEP 

6211010222 
8211010231 
0211010233 
821  1010241 
8211010245 

831101021'? 
8211010226 
8211010233 
821101023B 
0211010239 

aa/  10/39 

S2/  10/39 
82/10/19 

ea/io/sa 

B2/1O/13 

50-440        0 
50-337        0 
50-247         B 
50-244        B 
50-329        a 

B21  1010249 
8311010251 

0211010244 
0211010246 

B2/10/31 

02/1  o/aa 

90-309        B 
50-307        3 

8211010239 
B2  11  01  0260 
B21  1010261 

8211010232 
821  10102  SO 
8211010257 

fla/io/oa 

02/10/14 
BB/IO/18 

70-371 
30-247        3 
50-460        K 

B2  11010269 
B2I  1010281 

8211010253 
8211010277 

B2/10/B1 
B3/1O/B7 

30-387        S 
30-393        Q 

B2  11010203 
02110102B9 

8211010277 
B2I  1010277 

B3/10/27 

as/  to/a? 

50-393         Q 
50-393        fl 

8211010292 

0211010290 

02/09  /SB 

CONTRACT 

8311010293 

0211010289 

aa/  io/32 

30-2  SO         P 

8211010321 
021  1010323 

8211010313 
82I101031B 

OB/oa/io 

Ba/OB/31 

10-4492 
40-6639 

8211010325 

0211010310 

B2/  09/31 

40-6639 

B21  1010339 

0211010310 

OB/  00/31 

40-6639 

B2  11010332 
02  1  1010339 
0211010343 
82JIOI0349 

0211010326 
0211010330 
6211010312 
021  1010343 

03/10/21 
QB/OB/31 

aa/  10/2* 

02/1  O/06 

50-348        P 

40-0S84 
50-277        Q 
30-937        D 

B3  1101  0351 

0211010348 

82/09/O1 

7I-55O7 

B21  1010360 
021  1010367 
021  1010372 
0211010370 

0211010312 
0211010363 
8211010312 
8211010375 

B2/  10/26 
B2/1O/O1 
02/10/26 
S2/IO/OI 

30-277        (1 
BO-B69        P 
SO  -277        0 
SO-2BO        (3 

8211010379 

8207110026 

02/07  /HI 

FOIA 

8311010304 

6211010302 

B2VO9/OB 

FO1A 

02110103B7 

0211010373 

B2/  10/20 

SO-312        p 

8211010391 

0211010376 

B3/09/27 

30-317        P 

B21  1010397 
0211010399 

0211010393 
B2110I037& 

S2/1O/O1 
02/09/27 

30-346        P 
30-317        P 

8211010406 

0211010376 

02/09/37 

50-3  1  7        P 

8211010412 

8211010407 

02/10/04 

30-313        P 

8211010420 

B21101042I 

sa/  i  o/so 

CONTRACT 

0211010431 

0211010440 

BB/OB/19 

71-9139 

0211010460 

021  1010453 

02/09/30 

30-4  B3         A 

0211010462 

8211010457 

03/09/29 

3O-2A6        F 

8211010467 

6211010459 

03/07/30 

CQNTJMCT 

0311010460 

0211010497 

83/09/29 

90-266        F 

0211010471 

0211010466 

32/10/13 

30-289        P 

0211010472 

8211010463 

B2/  10/33 

3O-2B9        p 

8211010476 

8211010465 

BS/1O/32 

50-289        P 

0211010407 
8211010493 
6211010501 

8211010430 
6211010491 
0211010300 

03/03/B4 

82/09/30 

sa/io/ia 

3  0-298        Q 
CONTRACT 
30-267        P 

0211010330 

0211010533 

H2/OB/3I 

HASTE  MOT 

6211010331 

0211010326 

fla/09/30 

40-7069 

8211010542 
8211010943 
8211010343 

0211010338 
0211010530 
8211010937 

aa/  10/01 

B2/10/01 

0t«tf    Prog 
Btatn   Prog 
5O-  1  02        p 

62  11  010346 

0211010340 

03708/17 

UABTE  HOT 

ACCESSION  WJMDER 


8211010347 
B2I 1010337 
B21 1010361 

8211010964 
8211010367 

821 1010372 
0211010377 
82110103B2 
8211010904 

82 II 020004 

Q2 1 1020005 
B21 1020007 
B21 1020019 
82 11 020023 
8211020031 

02U020043 
0211020094 
821 1020098 
Bail  030059 
0211020062 


B21 1010930 
0211010354 
0211010933 
8211010539 
8211010939 

B21 1010339 
8211 010439 
0211010370 
821 101 0370 
B2 11 020003 

B2 11 020002 
8211020002 

0211020012 
0211020020 
0211020020 

0211020030 
0211020047 
0211020090 
B2 11020031 
02 11 020057 


BS/  10/01 

83/09/07 


B2/10/20 

BE/IO/20 

BB/  10/20 

02/10/03 

aa/  10/04 


at*t»  PI-OB 

XPDflTLlC 
WABTE  MOf 
30-239        P 
50-289        P 


02/1  o/ae 

B2/10/B9 


ea/io/ao 
ea/o?/i3 
02/09/09 


30-299 
50-367 
30-2BO 
SO-2BO 
BO-49B 

SO-BS2 
50-282 
50-237 
SO-309 
90-24 » 


S2/  10/28 
B  2/09/30 
S2/  10/29 


30-317  B 
00-344  Q 
30-S72  a 


ENCLOSURE 

PRINCIPAL 

DOC  UMGNT 

BATE 
ISSUED 

SUBJECT 
CAT^ODRV 

3211020063 

321  1  O20060 

02/10/29 

50-263         Q 

8211020066 

02U  020061 

02/10/22 

50-331         S 

0211020067 

S21  1  O20064 

B2/1O/2A 

5O-29            9 

8311020071 

921  1  030065 

02/10/20 

5O-7O            Q 

8211020072 

021  1O  20060 

B2/  1O/21 

50-365         S 

B21  1030073 

B211O2007Q 

82/10/33 

50-313         S 

aano2i)07B 

0311020074 

H2/  1  O/08 

30-330         0 

821  1O20079 

02  11  OS0069 

81/03/04 

30-3  1C         S 

Q2I  1030003 

B211O20073 

32/10/14 

30-272         B 

3S  1  1O20DB4 

B211O200B1 

Q2/  1  0/23 

30-373         S 

0211020092 

9211O200B6 

S2/  10/14 

5O-273         S 

3211020094 

02£  1  020000 

B2/  10/06 

50-59            a 

3211020102 

9211020100 

32/10/20 

HASTE   CWT 

9211020103 

8211030000 

31  /OS/07 

SO-31B         S 

9211020104 

&211O2009B 

SZ/  10/07 

5O-45B         0 

B21  1020103 

B2IIO20100 

92/10/20 

WASTE   HOT 

8211020111 

B21IC-20IOt 

32/10/22 

5O-3E37         B 

821  10201  12 

B21  10201  10 

82/09/29 

5O-45B         Q 

B2110301E4 

B21IO20107 

92/10/20 

5Q-3  ]  I         S 

B211020H8 

Q21IOBOU5 

82/10/29 

SO-  500         0 

9211020123 

eanoaoiai 

B3/09/14 

50-395         R 

B21  1020127 

S211O20124 

02/10/20 

50-311         B 

B21  1020131 

•B211O3OIS9 

BSf  10/10 

50-410        0 

B21  1020133 

B211  020  I  2B 

81/05/04 

50-310        S 

Q21IO20134 

B2I1O20129 

&2/10/IO 

50-110         fl 

3311020139 

B211O2O126 

02/10/20 

50-311         8 

021  1020139 

B2IIO20137 

SI/12/19 

50-HQ6         R 

0211020146 

H2I  IQ2Q14I 

BO/  11/10 

5O-3i6         R 

0211020149 

021  IO20142 

02/10/10 

50-341         Q 

9211020133 

G2I  1O20142 

&2/1O/I3 

SO  -341         fl 

B2I  1020161 

13211020140 

osnojsa 

50-330        fi 

9211020177 

B2L1O2O167 

&2/IO/37 

5O-346        O 

O21102QLOO 

B21I020174 

&2/O9/13 

50-29           R 

92  11  0201  92 

B211O2O1B6 

H2/09/1* 

50-3O7         R 

021  1020196 

021  1020  1  B7 

e-a/  10/23 

50-213         B 

BZl  1020201 

B21102O193 

02/10/19 

50-203        0 

02)  1020203 

H21  1020200 

&2/  10/14 

TDPREP 

021  1020207 

Q21IO20204 

&2/09/09 

30-2Q6        FI 

B2I  1020213 

021  1020212 

&2/09/-0  1 

SO-27S        fl 

0211020216 

D-21  1  0-20209 

02/09/13 

30-338        Fl 

aaitoaoai? 

82110-20206 

02/10/36 

50-317         6 

UZ[  IO20210 

531  1O20213 

B2/09/07 

50-139        Fl 

B2[  IOS032I 

&2  11  02021  9 

32/09/13 

SO-E50        Fl 

BSIIOSOSS3 

B2UOB0220 

B2/09/OB 

50-298        Fl 

021  1020227 

0211020223 

B2/Q9/23 

30-313        R 

30-31* 


614 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION   WUMBEfi 


ACCESSION  NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEODRl 

i 

B2I  1020338 

SSI  1020334 

82/0?/I3 

50-314 

R 

0211020342 

92  11  020333 

82/10/21 

50-2*7 

8 

6211020344 

B2  1  1020329 

B2/11/O1 

50-937 

^ 

B2110Z034B 

B2  11  020340 

81/12/03 

50-333 

I? 

B21  1020354 

B21  1  020390 

B2/01/OB 

50-303 

R 

B3IS0203S5 

B2UO2Q34B 

82/09/14 

50-361 

R 

821  1020358 

B21  1020329 

82/1  I/O] 

50-537 

T 

871  1020360 

&2  11  020339 

81/07/13 

50-343 

R 

G21  1020362 

9211020356 

82/0?/I5 

50-247 

R 

821  102O343 

82  E  1020329 

82/11/01 

50-537 

T 

B3  11  020369 

B21  1020365 

82/09/10 

50-259 

R 

821  1020374 

B21  1  020329 

82/11/01 

50-537 

T 

8211020375 

6211020371 

82/10/28 

50-4  1  2 

0 

821  1030390 

82H02037B 

82/10/05 

50-2  9B 

T 

82110203B1 

021  1  020379 

81/05/01 

50-309 

3 

821  1020390 

92  1  1020393 

82/1  0/B1 

90-361 

S 

821  102O392 

9211020370 

B3/1O/27 

50-344 

0 

S21  1OBO402 

8211020399 

02/10/27 

30-4  S4 

E 

8211020403 

8211020329 

83/11/01 

50-537 

T 

0211020413 

B21  1020339 

B2/II/OJ 

50-537 

T 

8S1102O414 

8211020408 

Bl/07/01 

50-333 

R 

B211OBO426 

8211020415 

B2/  10/20 

90-311 

B 

821  1O2O427 

8211020422 

03/IO/27 

50-4B3 

0 

B21  10B044H 

9211020441 

82/09/2O 

50-319 

R 

B21IO2O450 

8211020440 

HI/07/13 

30-364 

R 

821103O451 

8211020443 

B3/  10/29 

50-397 

e 

021  1020492 

8211020442 

92/10/25 

50-393 

e 

8911020458 

8211020449 

B3/1O/27 

90-250 

p 

0211020+59 

8211020446 

92/10/19 

50-5  09 

4 

021  1020463 

B21  1020454 

B2/  1  0/90 

50-346 

5 

821  103O470 

8211020444 

B2/  10/36 

so-soa 

0 

0211020471 

0211020446 

02/10/19 

30-508 

Q 

B2I  1020475 

93  11  020446 

82/09/23 

50-369 

K 

0211020*76 

9211O204AS 

B2/10/S6 

50-280 

P 

8211020477 

921!  02,04  73 

S3  /1  0X26 

50-317 

S 

82U02O479 

9211020472 

82/1  0/B1 

50-334 

5 

8211020483 

B21  1  020482 

BB/09/07 

50-244 

R 

0211020439 

8211020473 

82/10/21 

50-334 

S 

8211020499 

82110204BB 

B3/tO/2S 

50-331 

8 

0211020300 

B2I1O204B6 

82/09/09 

50-346 

R 

D21102O501 

02UO20197 

81  /OB/05 

50-333 

R 

8211O2D903 

8211O20499 

B2/  10/31 

90-253 

S 

8211030511 

8211020502 

B1/O5/12 

50-318 

S 

9211020517 

8211020508 

92/0?/15 

50-3S7 

R 

8211020319 

8211020513 

BB/  10/22 

50-336 

P 

B2  11  020320 

821)020309 

92/09/10 

30-344 

Jl 

8211020523 

8211020522 

92/09/08 

50-303 

R 

8211020932 

8211020530 

B2/  10/30 

50-346 

B 

821  1030536 

8211020524 

B2/01/J5 

50-269 

.R 

32  11  O2  0537 

8211030521 

82/10/05 

50-373 

5 

8211020541 

8211020531 

93/10/07 

50-237 

S 

8211020550 

B2  11  020539 

82/09/1  3 

50-269 

R 

3211020553 

92  11  020547 

82/01/OA 

50-409 

R 

a2[|O30555 

BE  11  020552 

82/01/15 

50-2B6 

R 

B2  El  020539 

B2I  102054  4 

82/10/27 

50-264 

a 

92  Li  020563 

82  11  02054  5 

fl  1/04/30 

50-317 

S 

9211020564 

9211020334 

82/10/21 

50-361 

8 

9211020365 

8211020596 

B2/09/10 

50-336 

R 

9211020367 

821I02O561 

BI/E2/09 

30-309  . 

R 

92HOS036S 

B2  11  020339 

82/09/15 

30-249 

R 

B21  1020570 

8211020533 

82/10/29 

30-213 

S 

821102O978 

831  1  080574 

82/10/28 

00-443 

0 

B2  11  02O393 

8211O20375. 

BI/04/19 

30-34fl 

R 

8211030587 

8211020980 

82/10/29 

90-409 

P 

8211O2099B 

83  1  1  020986 

62/10/27 

30-313 

a 

B2  1  1020601 

8211020SB4 

B2/  10/29 

50-353 

A 

9211020603 

S21  1  020994 

B3/01/14 

90-33B 

R 

9211020604 

821  1  030564 

82/10/29 

50-332 

K 

B21102060B 

B31  1  OS0384 

82/10/29 

50-352 

C 

8211O206I3 

921  1  020605 

B3/10/18 

50-334 

a 

82  110!  0620 

821  1  020609 

B2/  10/22 

50-313 

a 

9211020623 

9211  0206  IB 

BI/12/1B 

50-33B 

R 

821  1020623 

6211020612 

B2/1  0/S8 

50-277 

a 

821  1020627 

as  1  1  02063  1 

ea/  10/20 

50-397 

a 

83  1  I02063B 

821108059$ 

82/10/06 

90-498 

a 

B21  1  020633 

8211020624 

ea/  lo/oA 

90--24A 

A 

8211020639 

82  1  1  020630 

82/09/19 

90-280 

R 

82  11  020641 

92  1  1  02062? 

82/10/15 

90-245 

P 

82I1O8064S 

92  1  1  02063? 

63/fO/lS 

DO-Z43 

P 

9211020646 

B21  1  02062? 

82/10/19 

SO-24S 

P 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

821  1020450 

9211020629 

B2/10/13 

30-243       P 

SSI  10206  32 

B2  11  020636 

81/03/01 

50-317       8 

5211020653 

B21  1  020643 

02/10/08 

50-373       9 

S3  11  020656 

S21  1  020643 

82/01/07 

90-333       R 

B2  11  0206  57 

821  1  02062? 

82/10/13 

90-245       P 

B2  11  0206  39 

821  1  020653 

82/10/12 

50-293       F 

B211Q20663 

3211020460 

flO/03/10 

50-303        H 

B211O20664 

9211020601 

02/10/27 

30-10           P 

B2  11  020466 

8211020633 

B2/  10/12 

50-233        F 

BatlO20i67 

9211020638 

B2/09/16 

40-1162 

B2  11  02064? 

8211020669 

B2/  10/26 

50-334        ft 

8211020471 

S2  11  020641 

B2/  10/23 

30-301         8 

B21IO20679 

0211020670 

B2/10/03 

50-280        P 

BailO2067fi 

B211O20673 

82/10/24 

90-308        B 

821I0206BO 

B2  11  020670 

82/10/03 

30-2BO        P 

B2  11020699 

8211020670 

B2/  10/03 

50-BBO        P 

BE11O20494 

8211020690 

82/08/30 

40-8585 

82I1O20700 

S3  11  020690 

82/08/30 

40-8385 

3211020701 

8211020699 

82/10/14 

50-395       F 

321  1  020702 

B2  11  020699 

82/10/14 

30-395        F 

8211020705 

8211O20703 

82/10/12 

50-3B2        M 

S2  11  020  706 

B2  11  020  704 

82/10/13 

90-340        F 

B2  11  020707 

B21  1020704 

32/10/13 

50-348        F 

B2  11  030004 

8211030001 

B2/OB/17 

40-0902 

B2  11  030007 

8211030006 

B2/10/I4 

50-331        F 

B2  11  03001  2 

8311030006 

82/10/14 

50-331         F 

B211O30031 

321  1030027 

B8/09/02 

70-820 

8211030043 

8211030034 

82/10/06 

50-373        P 

B211O30044 

B3  11  030034 

as/  10/06 

30-373        P 

B2  11  030064 

B211O30060 

82/10/28 

30-390        A 

8211030069 

8311030050 

S2/  10/14 

30-272        F 

821  1030073 

B211O30090 

02/10/14 

50-2  7H        F 

B211O30O74 

B21  1030068 

B2/10/OJ 

71-30 

B21103QQBO 

B211O30073 

02/10/03 

50-373        P 

B21  1O300B3 

8211030073 

82/10/03 

50-373        P 

B211O30114 

sail  0301  to 

81/11/17 

50-277        R 

B211O30117 

8211030111 

80/08/13 

50-269        R 

8211030128 

8211030124 

82/10/03 

30-397       A 

S3  11  0301  33 

8211030129 

Sl/04/iO 

90-309       R 

8211030139 

B211O30135 

B2/01/11 

50-309        « 

82U030191 

8211030145 

SI/03/10 

50-309        H 

8211030166 

821  1030  164 

B1/1B/IB 

50-338       R 

621  1030169 

821  1030144 

81/12/18 

30-338       R 

B21  1030172 

8211030168 

82/10/29 

50-39B       K 

831  £030174 

8211030170 

S2/10/19 

90-522       B 

B21103017B 

8211030174 

81/12/09 

30-345        R 

8211030182 

B211O301BO 

Bi/13/10 

50-409       H 

8211030193 

8211030187 

si/ia/io 

50-30?       R 

8211030220 

8211030213 

B2/10/1B 

TOPREP 

8311030242 

8B  1  1030339 

Bl/10/13 

30-B43       R 

8211O30347 

B2  11  030239 

91/10/13 

50-245        R 

€211030891 

0211120182 

82/10/37 

90-309       A 

6211030954 

831IO30244 

S3/09/09 

50-3  1  3        P 

B2  11  03085? 

82  11  030233 

81/12/09 

30-336        R 

8211030264 

0311030244 

B2/  09/09 

30-3  1  3        P 

B2  11030267 

8211030266 

S2/10/2B 

90-322       E 

Bail  030370 

BB11O30344 

B2/09/09 

30-3  1  3       P 

8211030272 

8211030263 

80/07/13 

80-26?       R 

9211030315 

8211030314 

82/11/01 

50-337       T 

02  1103031  6 

8211030314 

92/11/01 

50-537       T 

8211030317 

B211030314 

82/11/01 

50-537        T 

8211030348 

0211030346 

B2/  10/29 

90-837       fl 

0211030332 

6211030346 

B2/IO/29 

50-537       fl 

8211030337 

8211030346 

82/10/2? 

90-937        0 

6211030365 

8211080043 

92/10/12 

50-498        A 

82110303B4 

B2  11  030390 

82/09/30 

CONTRACT 

B2  1  1030396 

0311030396 

82/09/23 

50-201        & 

8211030407 

8211030401 

82/09/13 

40-843B 

8211030409 

621  1  O30404 

B2/09/29 

40-8768 

8811030411 

B21  1  O30406 

02/10/08 

30-244        0 

8211030414 

B2  11  030406 

B2/  10/08 

30-244        & 

821  1030432 

6211030428 

82/10/07 

50-320        P 

6211030441 

8211030436 

02/10/06 

50-30?        P 

B2  11  030476 

8211030467 

82/10/03 

30-3A7        P 

8211030488 

8211030467 

S2/  10/09 

90-267        P 

82  1  1030489 

8211030478 

B2/10/19 

REOOD 

B2  11  030496 

8211030467 

82/10/03 

90-267        P 

8211030900 

8211030478 

82/10/19 

REOOD 

B21  10303  13 

821  1  030493 

82/10/19 

40-1162 

8211030533 

B81  1030S31 

82/10/13 

90-231        P 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION  NUMB  EH 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEOORV 

821  1030936 

62  1  1  030926 

BS/  10/21 

40-299 

8211O30346 

621  1030944 

62/10/07 

50-309        F 

D2I1O30973 

8211190330 

82/11/01 

90-313       8 

OZ  11  030397 

821  10309B2 

B2/09/30 

CONTRACT 

0211030389 

B21  1030983 

02/09/13 

HASTE  MOT 

02  LI  030603 

Q2  1  1  030397 

0S/  10/25 

90-282        F 

B21103060& 

031  1030397 

S2/  10/29 

90-262       F 

0Z11O306Q9 

B2  11  030607 

82/09/30 

71-9168 

0211030611 

B2  11  030608 

03/10/23 

30-263       F 

0211030613 

BS  1  1  030608 

BS/  10/29 

30-263       F 

8211040004 

B2  11040003 

82/08/30 

40-8674 

0211040010 

8211040008 

B2/09/13 

50-398       0 

Q2!  1040012 

0211040000 

82/09/13 

30-398       0 

0211040016 

B21  1040014 

02/10/23 

90-440       A 

0211040017 

BS  11  04001  3 

B3/  10/04 

70-2949 

0311040010 

B21  1040019 

B3/  10/04 

70-2949 

0211040021 

8211040019 

82/09/10 

90-266       Q 

O2  11  040023 

821  1040019 

82/09/10 

90-266        P 

021  1O40029 

82  1  1040019 

02/09/10 

FOIA 

D2I1O40030 

B21  1040019 

82/09/10 

FOIA 

8211010041 

B2  11  040037 

02/10/12 

90-494        A 

UailO40042 

BS  1  1040037 

82/10/12 

90-434         A 

B2IIO40030 

O2  1  1040044 

B2/  10/09 

CONTRACT 

0211040039 

821  1040034 

S2/  11/01 

90-273         T 

H2I1O4006Q 

02110400B5 

82/09/30 

FOIA 

O2I1O40063 

Q2  11  040039 

82/09/30 

FOIA 

B2I1O40070 

S21  104005S 

B2/09/30 

90-266       0 

821  1040077 

8211040069 

S2/  10/28 

50-416        8 

0211040000 

B21  1040073 

82/10/27 

SO-295       8 

8211040003 

8311  040079 

02/10/21 

90-366        B 

8211040084 

B2  11  040001 

B2/10/B8 

30-206       F 

93110400(30 

B2  11  040082 

02/10/23 

30-338       0 

8311040093 

0211040007 

82/10/14 

50-321        8 

8211040094 

0211040072 

82/10/14 

50-267       Q 

nail  040096 

eai  1040091 

B2/10/S1 

50-366       S 

3211040100 

6211040097 

82/11/02 

90-206       P 

0211040109 

B2  11  040099 

02/10/26 

30-395        B 

0311040109 

B211040101 

02/10/27 

30-323        B 

(3811040110 

0211040102 

08/10/29 

30-294        0 

0211  0401  12 

8211040108 

02/10/14 

50-29B       P 

021  10401  10 

6211040113 

02/10/28 

30-414       8 

aai  1040121 

8211040119 

02/10/12 

50-272       P 

aai  1040127 

B311  0401  15 

82/10/12 

90-272       P 

aaii04ois9 

6211040123 

02/00/31 

40-8584 

B8t  1040130 

021  1040122 

02/10/29 

90-328        8 

B21  1040131 

8211040119 

82/10/12 

90-272       P 

aano40i32 

8211040129 

82/10/1B 

90-337        A 

13211040133 

8211040124 

82/10/26 

90-337       8 

8211040130 

0211  04000? 

82/10/29 

30-259       8 

B2H040I39 

B2I1040I29 

82/10/lfl 

30-537       A 

0211040144 

0211040129 

82/10/18 

90-337        A 

8511040146 

G211040129 

82/10/18 

50-537       A 

0211040MB 

B2U040141 

02/10/22 

50-369        0 

0211040149 

3211040142 

82/10/26 

90-395        B 

52110401  30 

8211040129 

82/10/18 

50-337        A 

8211040194 

3211040129 

82/10/18 

90-537        A 

5211040197 

B21  1040132 

82/10/30 

90-389       A 

B2  11  0401  59 

8211040129 

32/10/18 

30-937       A 

02  1  1040160 

3211040156 

82/  OB/30 

40-7869 

B2I  1040163 

9211040125 

02/10/18 

BO-937       A 

B311  040164 

8311040193 

62/10/22 

30-324       B 

0S  1  1040167 

8211040129 

82/10/18 

50-937        A 

S2  11040174 

8311040166 

82/10/26 

90-340        0 

8211040177 

8211040169 

82/1Q/S9 

90-309       A 

8311040187 

8211040182 

82/10/28 

90-219       P 

B211040JB8 

OS  11  060671 

82/10/08 

90-273       H 

8=11040192 

8211040182 

82/10/28 

90-219        P 

S2I1040194 

8211040166 

82/10/25 

90-324        8 

821  1040197 

8211040182 

82/10/28 

50-219       P 

8211040200 

921  1040189 

82/10/21 

50-321        S 

8211040201 

3211040191 

S2/09/01 

40-7869 

621(040202 

821  1040196 

82/10/23 

30-239       8 

0fi  11  040203 

9S1  1040195 

B2/  10/29 

50-34i       F 

62  11  040207 

BS  11  040204 

81/07/10 

50-272       ft 

8211040211 

8211040195 

82/10/23 

90-346       F 

BS  11040217 

8211040213 

82/10/27 

90-244       P 

921  1040233 

82  J  1040209 

82/10/27 

90-327       B 

S21  1040224 

BS  11  040220 

81/06/10 

9O-311        R 

821  1040230 

B21  1040219 

S2/  10/29 

30-3  1  9       F 

62  1  1040240 

BS  11  040219 

82/10/29 

30-3  IS       F 

ACCESSION  NUMBER 


ENCLOSURE 

PRINCIPAL 
DOC  UHENT 

DATE 
ISSUED 

SUBJECT 
CATEOORV 

Bat  1040242 
B2  11040244 
0211040247 
8211040256 
8211040262 

B2  11  040237 
0211040236 
8211040245 
S21  1040253 
B2  11  040233 

81/05/11 
B2/1O/27 
82/10/28 
60/04/01 
80/02/01 

SO-3  1  1         R 
50-296        B 
50-283        Q 
50-254        R 
50-294        R 

6211040269 
9211040270 
6211040277 
8211040283 
631  1040239 

6211040267 
S3  11  040264 

6211040272 
B2  1  1040280 
82110402BO 

81/10/13 
62/10/28 
83/10/37 
92/10/23 
83/10/33 

50-289        R 
50-416        S 
5O-2  1  3        P 
50-286        F 
50-2O6        F 

6211040291 
8211040292 
8211040297 
B2  11  040301 
0211040304 

6211040283 
82  11  040279 
8311040387 
6211040296 
0=11040300 

B2/  10/25 
6  1/03/11 
63/10/22 
82/10/35 
S2/  10/27 

50-416        5 
30-311         R 
50-334       'S 
50-286        F 
50-266        P 

6211040309 
0211040310 
6211040312 
8211040319 
8211040323 

82  11  040296 
6211040305 
8211040303 
0211040314 
6211040321 

92/10/25 
HI/09/16 
B3/  11/02 
82/10/25 
92/10/20 

50-286        F 
50-309        R 
50-387        0 
30-263        F 
50-333        P 

8211040327 
0211040331 
621  1040344 
S3  1  1040346 
0211040350 

0311040331 
8211040313 
6311040341 
8211040343 
621  1040345 

92/10/20 
03/10/28 
81/04/10 
62/11/03 
92/01/07 

30-333        P 
50-416        S 
50-311         R 
30-400        G 
5O-344        H 

0211040352 
8311040336 
8211040363 
021  1040364 
8211040368 

82  11  040347 
8211040354 
0211040361 
8211040361 
6211040367 

Bl/13/15 
62/10  /OB 
02/10/25 
82/10/23 
81/10/01 

30-219        R 
50-364        P 
50-294        F 
50-294        F 
50-254        R 

8211040369 
0211040372 
B21  1040375 
821  1040390 
62  tl  040402 

6211040366 
6211040366 
821  1040371 
8211040376 
B2  11  040394 

82/10/25 
33/10/23 
82/10/27 
B2/  10/25 
80/05/05 

50-322        Q 
50-322        Q 
50-339        S 
50-263        S 
30-254        R 

8211040414 
0211040417 
8211040420 
8211040422 
0211040432 

82  11  040406 
8211040409 
B2I  10404  16 
6211040416 
8211040427 

63/10/19 
82/09/30 
B2/IO/19 
62/10/15 
83/  1O/37 

50-366        S 
40-8027 
HASTE   MOT 
MA9TE   MOT 
50-333        J 

8211040441 
8211040449 
031IO40447 
8211040459 
8311040499 

8211040437 
6211040440 
8211040442 
8211040450 
8211040496 

SD/03/03 
62/10/23 
93/08/30 
S2/  10/23 
62/  1O/09 

50-294        R 
5O-416        S 
4O-B5B5 
50-335        S 
50-263        P 

8211040463 
8211040466 
6211040494 
6311040904 
8211040306 

8211040456 
8211040456 
821  1  040460 
B2110404BO 
6211040503 

82/10/OB 
62/10/09 
62/10/12 
82/10/12 
82/10/13 

50-263        P 
50-263        P 
50-219        P 
30-2  1  9        P 
50-398        A 

816 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION  NUMBER 


ACCESSION  MJHBEH 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
I8BUED 

SUBJECT 
CATEOOTV 

821  1050130 

B2  11  0901  24 

82/10/39 

30-293        8 

821  1030137 

6211090133 

83/10/29 

30-316        B 

8211090141 
6511050155 

8211050140 
8311050191 

82/10/19 
82/10/13 

SO-50B       H 
50-313        0 

821  IO30173 

621  1030169 

62/10/19 

90-368        P 

8311030175 

03  11  090169 

62/10/19 

50-368        P 

8211030177 

6211050169 

82/10/19 

30-348        P 

B211090178 

821  1  050173 

B2/10/14 

50-315        0 

821  IO9O1S4 

8311090180 

62/10/15 

90-368        P 

821  1050IB7 

6211090180 

83/10/19 

50-368        P 

8211030192 

8211030166 

82/10/98 

50-289        P 

92  [1  050  194 

8211090183 

82/10/28 

50-385        F 

921I05O193 

6211030180 

82/10/15 

90-368        P 

B2IIO50197 

82  11  0501  B6 

82/10/28 

50-289        P 

9211050200 

8211090186 

82/IO/3B 

30-389        P 

B21  1050201 

8211030189 

83/10/38 

50-385       F 

BS11O503Q2 

83II09017B 

B2/10/18 

90-313        Q 

92I1O90207 

6211030198 

82/10/18 

90-3  13        0 

B21  1050216 

8211030213 

83/09/17 

HASTE  HOT 

B2110S-02SB 

8211030233 

82/10/18 

50-193        P 

BS  11  060002 

8211060001 

83/10/26 

50-387        9 

8211060004 

8311060003 

B2/10/19 

50-133        Q 

S21IO60011 

6211060005 

62/  1  1  /02 

50-327        0 

B21  1060012 

8211060003 

82/10/28 

50-409        B 

8211060013 

8311060006 

82/10/29 

50-423        K 

eanof.ooi4 

8311060007 

82/10/25 

30-320        B 

821IQ60013 

6211060009 

62/10/38 

50-320        0 

B2  11  060016 

6211060008 

82/10/38 

50-409        B 

B3  11  060017 

8211060006 

B3/  10/29 

50-423       F 

82  1  1  060020 

82  1  1060006 

82/10/39 

50-423        F 

8211060029 

821  1  060006 

62/10/29 

50-423        C 

B2  1  1  Ofc0026 

8211060021 

83/10/07 

50-267        B 

B2  1  1  060023 

8211060006 

B2/  10/29 

50-423        M 

S2  11  060030 

B21  1  060006 

62/10/29 

30-423        A 

B2  11  060031 

6211060019 

82/1  0/SO 

50-273        B 

82  1  1  060032 

82  11  060029 

B2/  10/27 

50-315       B 

82H060034 

6211060024 

82/10/23 

50-341       Q 

8211060033 

8211060006 

82/10/29 

50-423       A 

6211O60036 

8311060027 

83/11/01 

50-395      P 

3211060037 

821  1  060006 

62/10/29 

50-423        A 

BZIIQ60039 

8211060029 

62/10/27 

50-315       5 

B2  11  06004  4 

8211060030 

'83/IO/3B 

30-409       8 

9211060047 

8211060029 

82/10/27 

50-313        B 

9211060093 

821  1  060049 

62/10/29 

50-348       B 

3211040034 

B21  1060042 

82/10/32 

30-10         0 

B211O6003S 

8211060051 

82/10/29 

50-315        8 

9211060061 

9211060034 

82/10/27 

90-346        B 

321(0*0063 

8311060091 

B2/  10/29 

50-313       3 

9211060069 

B21  1  060065 

62/10/29 

50-414        S 

8211040070 

6211060062 

82/10/27 

30-393        8 

B2  11  060071 

8211060042 

82/10/22 

50-10          0 

8211060073 

621  1  060066 

62/10/27 

50-316       6 

8311O60078 

6211060066 

82/10/28 

90-289       8 

8211060080 

8211060074 

82/10/29 

50-416       8 

821  1  060081 

6211060068 

B2/  10/27 

50-316       B 

8211060033 

B2  11  060076 

62/10/28 

50-364       B 

BS  11  060068 

82  1  1  060083 

82/10/21 

70-1100 

821  1  060090 

8311060066 

82/10/03 

50-313       Q 

8SI  I  O60093 

6211060068 

82/10/27 

30-316       B 

B2  11  04009  9- 

821104008? 

82/10/27 

30-339       B 

Q 

0 

ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
IB8UED 


SUBJECT 
CATEODflV 


8211060190 
8211060208 
8211060203 
8211060204 
8211060203 

8211060206 
6211060214 
6211060B22 
8211060229 
8311060226 

8211060227 
8211060229 
6211060240 
8211060248 
8211060243 

8211060244 
8211060248 
0211060263 
8211060265 
B2I 1060272 

621 1060373 
8211060278 
831106027? 
B2I 1040201 
6211060209 

0211060286 
8211060291 
8311060293 
8211060299 
0211060300 

8211Q603QB 
B2 I 106030? 
6211060318 
0211060339 
BE 11 060333 

0211060336 
02 11 060340 
8211060344 
8211060398 
S2 II 060396 

82 11 060360 
8211060364 
B2 1 1 060367 
82 11 06037 1 
0211060376 

8211060381 
6211040382 
8211060363 
BS 11 060384 
B2I 1060386 

6211060392 
8311060376 
B2I1 060397 
021106039? 
8211060400 

8211060404 

B2 11 060409 
8211060410 
6211060417 
8211060421 

82 II 060483 
6211060424 

8211060426 
821106042? 
6211060437 

5211060439 
821106D441 
8211060444 
8211060443 
6811060448 

8211060449 
BH II 060432 
6211060494 
8211060496 
6311040457 

8211060460 
6211060468 
821106046? 
82I106047B 
62 I 106048 I 


8211060180 

8211060193 
8211060194 
B21 1060197 
8211060198 

6211060196 
8211060193 

8211060313 
3211060218 
6211060217 

62110602.16 
8211060281 
8211060339 
8211060834 
8211060241 

B2 11 060236 
8311060238 
0211060397 
8211060862 
821106028? 

831 1 060260 
8211060269 
6211060879 
83 1 1 060280 
8811060277 

8211060382 
021I0602B3 
03110602GB 
0211060372 
8211060375 

8211060303 
0811060303 
9311060313 
821106031? 
8811060337 

8211060330 
6211060330 
8211060338 
0211060346 
8311060349 

8211060359 
8211060343 
0211060363 
02 11 060349 
8811060374 

8211060374 
8311060377 

0311060349 
8811060374 
6211060331 

8211060309 
82110603B7 
8211060371 
8211060373 
8211060389 

8211060398 
B2 11 060407 
8211060403 
8811060407 
8211060407 

621 10604 15 
9211040416 
02 11 060407 
8211060423 
8311060430 

B2 11 060434 
8211060430 
8311060430 
0311060419 
8811060419 

6211060446 
G21 1060490 
8311060430 
82 11 0604 DO 
6311060499 

BS 11 060495 
0211060464 
B3 11 060463 
8211060477 
8811060480 


83/10/21 
08/10/07 

02/11/08 
82/10/27 
08/10/20 

02/10/87 
D2/ 10/07 
82/10/20 
82/10/27 
82/11/02 

B2/ 10/22 
82/10/36 
BS/  1 1 /OB 
82/09/20 
B3/10/29 

82/10/27 
83/10/3? 

02/10/22 
08/11/03 
83/10/28 

B2/ 10/20 
02/10/3? 
02/10/83 
BZ/ 10/06 

oa/ii/oi 

02/10/88 
83/10/23 
88/10/38 
02/10/20 
83/10/28 

02/10/29 
82/10/2? 
03/10/19 
02/IO/SB 

82/10/80 

012  /  09/30 
03/07/30 
08/10/80 
05/10/89 
82/10/39 

B2/ 10/27 
02/10/29 
82/10/37 
82/10/29 
02/10/21 

62/10/81 
02/10/8? 
82/10/27 
02/10/31 
82/10/2? 

82/1 0/BO 
83/10/30 
08/10/31 

88/10/87 
Q2/10/BO 

82/10/18 
83/10/19 

B2/10/SA 
02/10/19 
82/10/19 

88/11/03 
82/10/27 
83/10/19 

82/10/14 
88/10/30 

82/10/37 
02/10/30 
62/10/30 
88/11/03 
03/11/03 

B2/10/OH 
82/10/32 

B2/ 10/23 
03/10/82 
83/10/18 

02/10/19 
BH/iO/10 
82/09/39 
62/10/36 
83/10/14 


30-3 1 7 
30-313 

OA9?7 

90-416 

90-272 

60-409 
30-313 
30-311 
00-309 
70-1308 

40-3977 

BO-373 
30-390 
90-434 
90-348 

90-373 
90-880 
30-334 
SO-39Q 
00-334 

90-3 1 1 
30-310 
30-373 
BO-449 
90-239 

90-247 
90-294 
90-302 
90-311 

00-379 

90-299 

90-320 

71-9704 

30-310 

90-311 


90-303  P 

90-309  P 

90-272  0 

30-307  B 

30-337  T 

00-333  I! 

90-33?  T 

DO-307  B 

90-38?  T 

BO-33V  P 


60-327 
30-309 
90-33? 
90-337 
30-293 

30-247 
90-247 
90-494 
90-293 
30-847 

90-382 

90-330 
90-387 
80-880 
90-230 


OA797 
80-308       B 
30-280       P 
CONTRACT 
80-393       P 


00-313 

50-393 

30-393 

CW779 

OA99? 


XPQRTL.1C 

80-393  P 

30-398  P 

30-398  P 

90-70  P 


BO-70         P 
XPOflTLIC 
00-386       P 

CONTRACT 
90-416      P 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

B2110604S3 
B2110604S7 
02  110*04  90 
02  1  1  06O302 
0211060307 

8211060460 

8211060460. 
821106046-4 
B31106OS01 
B2H06O494 

B2/10/14 
B2/1Q/M 

82/09/23 
B2/10/14 
62/10/15 

9O-416       P 
5O-416        P 

CONTRACT 
XPORTLIC 
30-346        P 

02  1  1060311 
0211040319 
02  1  1  060922 
BS  1  1  040326 
8211060530 

B21106Q49& 
321  106031  A 
E32H0603I3 
821106091  6 

Bail  06051  A 

-83/1O/15 
82/10/09 
82/IO/13 

82/io/OB 

82/10/09 

SO-346       P 
3O-364        P 
30-271        0 
50-364        P 
30-364        P 

6311060540 
02  11  060343 
6211060345 
82  11  060547 
92  11060567 

B2  11  060  336 
8211060536 
8211040336 

8311040536 
B2I  1060363 

63/10/14 
B2/10/14 
62/10/14 
62/10/14 

83/10/26 

50-369       P 
5O-369       P 
BO-369       P 
5O-369       P 

SO-34B        F 

831106036.? 
OBI  1060570 
8S  I  IO605B2 
021  I060B03 
921  IO60B87 

S2  11060963 
B21106O363 
B2H06O577 
821  1  190364 

B2H06OS77 

63/10/14 
62/10/26 
63/10/13 
62/11/10 
63/10/13 

CONTRACT 
30-348        F 
30-3  1  7        P 
3O-273        P 
3Q-3  1  7       P 

62110609GB 
031  1060390 
02]  1060621 
B3i  1060623 
B31  IO60624 

B21  1060384 
6211060977 

B21106O6.1B 
021106O6-IB 
B2I106OA19 

62/10/30 
82/10/13 
B2/10/18 
B3/10/I6 

Q2/1O/26 

30-272,        0 

3O-317         P 
5O-2B3         P 
5-O-2B2         P 
50-369         P 

82iioio6a5 

9211060627 
8211060637 
B2  11  060634 
B21106063B 

B21106O61B 
8211060619 
3211060617 
02  11  060630 
8211060A32 

B2/10/1B 
82/10/26 
B2/  10/36 
82/10/26 
B2/09/11 

3O-2B2        P 
SO-269       P 
5O-269       P 
CONTRACT 
CONTRACT 

B2  11  060651 
82  11  06  0662 
8311060666 
0211040667 
82  11  060679 

8211060644 
8211060644 
821  1060664 
6211060644 
8211060673 

82/10/26 
83/10/26 
82/10/14 
82/10/26 
82/10/08 

SO-B69       P 
B  0-269       P 
50-273       P 
BO-369       P 
CONTRACT 

Ban  06069  1 

3211060693 
621106O700 
6311060702 
BZI1O6070S 

8211060483 
83  11  060690 

82  11  060676 
821)060676 
8311060696 

B2/08/04 
B2/09/1B 
02/10/26 
B2/  10/26 
02/10/26 

CONTRACT 
WASTE  MOT 
30-273        P 
BO-273       P 
50-373       P 

saiioaooio 

821108-0021 
8211000038 
6211080033 
6211080033 

0311080007 
6211080014 
B2110BOO14 
B3110BOO3O 
B211060O14 

82/10/07 
83/09/10 

B2/09/10 
62/09/30 
B2/09/10 

80-366       F 
NUREQ 
NUREO 
90-332        A 
NUREO 

8?1  1080031 
621  1080040 
0211000041 
6211080044 
0211  080  071 

OailQBOOrJO 
631  1080037 
6311080037 
B31  1080043 
BSllOBQOiA 

E32/0?/30 
82/10/04 
82/10/04 
B2/10/12 
82/11/03 

00-323        A 
WASTE  MOT 
WASTE  MOT 
30-498       A 
50-336       0 

0211080073 
6211060094 
S2  11080099 
Q2  1  1  080  1  02 
8211080104 

6211080070 
02  11  000043- 
6B110SOQ9B 
62  11  080096 
6211080096 

82/10/21 
82/10/12 

as/io/ia 

82/10/12 
83/10/12 

50-302       Q 
80-496        A 
SO  -302       P 
SO  -302       P 
30-302        P 

B2110B01O? 
821  10801  11 

8211080113 
831108.0119 
921  1080  1S2 

8311080103 
B31  1080106 

aaiioaoios 

B2  11  000108 
8311080117 

82/11703 
B2/  10/13 
92/10/13 
82/10/13 
B2/10/13 

50-273       P 
30-311        P 
30-311        P 
SO-3I1        P 
30-273       P 

BS110QQ144 
B2IJOBOJ4S 
3211030197 

ea  n  0801*2 

B2I10B017I 

8311080137 
8S1108O130 

esiioaoiBs 

8311  080  14-7 
8311000164 

82/10/29 
32/10/36 
S2/  11/03 
02/10/27 
83/11/01 

SO-324        8 

TOPfiEP 
BO-440        0 
50-29?        S 
SO-2B3       P 

62110BQI72 
82IIOSOI77 
6311080179 
S21IOBOI84 
821  10BQI87 

8311080169 
63  11  060173 
831  1080  1  70 
8311  0801  Bl 
831  10801  60 

83/10/27 
83/10/28 
62/10/2? 
82/11/03 
82/10/27 

80-234        8 
30-36?       fl 
SO-239       8 
30-1  SB        J 
50-269        S 

82  HOBO  IBB 

3211080197 

S2  11  080200 
32HOB020S 
9211080216 

8211060139 
Bail  080  193 

sail  OB019B 

8211080193 

6211080212 

B2/10/OB 
82/10/07 
62/10/29 
62/10/2? 
62/10/2? 

90-266       a 
71-9166 
BQ-233        B 
5O-260       B 
30-183       P 

Ban  oat)227 

B211  080234 
9211060239 
3211060245 
9211060243 

B211080B2S 
B31  1  080930 
8211000231 
6211000241 
02110BOR41 

S2/  11/03 
82/11/09 
82/11/08 

aa/  u/oi 

82/11/01 

70-1469 
50-348       P 
SQ-409        Q 
30-327        a 
50-327        a 

ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DDCUHEWT 

DATE 
ISSUED 

SUBJECT 
CATEOCHY 

B21  1080244 
82  11  080245 
0211080249 
83110B033I 
82  11  0002  52 

B2  11  060233 
6211060241 
B2110EJ0247 
82  11  08024  B 
8211080246 

02/10/29 
B^       1/01 
62/10/03 
B3/1  1/04 
62/10/29 

50-32S         S 
50-327         Q 
27-39 
30-330         A 
T.0-360         S 

6211080253 
6211080253 
8311OB03AI 
8211OH0242 
B2  11  08036  4 

B2110B0348 
B2110B023& 
S21108023O 
8211090256 
B2  11  000256 

fia/  11/04 
82/10/29 
B2/IO/29 
02/1O/39 
B2/1Q/.29 

50-52(1         A 
30-280         E) 
30-3O3         B 
3O-3QO         fi 
SO-tfBO         B 

B2  11  08026  6 
82110S0273 
B31  1080275 
8ailOB0377 
B211Oa0270 

83  11  060263 
Q21IOB0263 
SSI!  060273 
3211080274 
8211OS0273 

B3/IO/26 
B3/10/26 
B2/  10/15 
H3/I  1  /OS 
62/10/1  a 

30-237         (1 
50-237         (1 
90-313         1' 
50-295         8 
90-313         P 

B311OQ02O3 
B2110B03B4 
82  11  000297 
BS11O80399 
821IO003O2 

8211000273 
9211080031 
8211000237 
83UOH02B7 
0311080300 

ea/  in/is 

83/1O/J3 
B2/  10/26 
IS/  t  0/38 
B3/1O/2H 

30-315         P 
50-373         P 
50-373         p 
130-373         P 
30-309         P 

8311080303 
B21IOS03O7 

aaiioaoaoB 

82110B0309 
3211OB0312 

B2-1IOB02B7 
62-1IOBOSB7 

sail  oaosoo 

02110B0305 
B21IQB03OO 

B3/  1  0/2B 
S2/  1  0/2B 
Q2/1O/2B 

aa/io/ia 

02/  10/20 

50-373         P 
5O-373         P 
BO-309         F> 
50-323         A 
50-3O9         P 

B31IOB0315 
B31I08031Q 
8211080327 
O2  1  1  000338 
B21  1O8033I 

saiioaoaio 

8211080311 
0211080333 
02110B0319 
0211030333 

BS/1O/2B 
02/1O/I2 

oa/  11/02 

03/11/02 
02/11/02 

HO-337         Q 
50-369         Q 
30-327         S 
CONTRACT 
30-327         y 

621  10B033S 
821  1OB0334 
D2  11  0-90022 
8211090033 
0?  11  090024 

82110B0335 
B2I10B033B 
H2  11  09001  2 
Q21  1090021 
831I09O009 

t!3/  1  1  /02 
02/11/02 
82/O9/17 
B2/1O/21 
02/10/32 

30-3  L'7         S 
30-327         S 
SO-461          A 
70-690 
CONTRACT 

8211090041 
SB  11  090044 
8211090047 
8311090074 
821109011  1 

B2  11  090013 
821I09DO4O 
B21109004O 
6211090069 
03  11  090096 

B3/09/17 
D2/IO/3S 
03/  1O/25 
Q2/  06/02 
82/  10/37 

FOIA 
30-364         P 
50-364         P 
NUREO 
50-331         P 

8211090116 
Q21109011B 
8211090119 
82  11  0901  2O 
8211090122 

6311090112 
Q21109O112 
6311090113 
82110901  14 
B21109O1  12 

03/10/32 
B3/10/aa 
62/|  [/09 
82/1  1/01 

BK/  i  o/aa 

3Q-3H7        P 
HO-3H7         1' 
3O-346         P 
DO-391          U 
9O-307         P 

8211090123 
8211090127 
B31  1090130 
021  1090133 
82]  1090136 

02110901  13 
0211090096 
8311090123 
B21  1090139 

OS/  11  /OB 

oa/  10/27 

02/10/39 

83/  1  1  /OS 

30-346        P 
30-301         P 

BO-331         8 
CONTRACT 

8211090137 
821109Q1SO 
S21  10901  5-1 
B2I  1090161 
021  1090164 

021 
B21 
821 
8211 

Bfei  lOvuivu 
82  11090  193 
B3  11090195 
8311090198 
8211090200 

uaiiogoiB* 
8211090186 
82110901B9 
8211090021 
8211090194 

82/10/33 
B2/10/H7 
B3/I1/01 
82/10/21 
62/11/01 

30-100        0 
3O-H73        B 
30-  1  S3        9 
70-698 
30-333        B 

8311090201 
62  11090211 

B21109031S 
8311090313 
831  I090S21 

8211090197 
83  1  1  090209 
82  U  090310 
02  1J  090208 
82HQ90219 

B2/  11/01 

82/11/09 
63/1  1/04 

ea/  i  i  /oa 

ea/  u/04 

&0-139        S 
50-312         P 
50-261          P 
SO-P24        B 

30-333        Jl 

8211090322 
B2  11  090228 
031  1090326 
6311090238 
6311090339 

8211090214 
8211090217 
6211090224 

6211090333 
6211090230 

B2/1O/19 

as/  1  0/21 

83/10/39 
82/10/86 
82/  1  1  /04 

BO-244        Q 
30-323        R 
3O-3B3        F 
8O-302        P 
3Q-133        P 

B3  11090241 
83  1  1090242 
6211090343 
62  1  1090244 
821  1090253 

8211090237 

8211090228 
821  1090237 
62  11  090240 

6211090245 

82/  1  1  /OS 
B2/IJ/Q3 
B3/  11/05 
83/11/01 
82/11/01 

SO-33&        P 

BO  -34  3        0 
30-333        P 
30-234        P 
50-367        8 

618 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


A.CCESBIQH   NUMBER 


ACCESSION  NUMBER 


ENCLOSURE 

PfllMCIPAL 
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BUB  JECT 
CATEGORY 

BSl  1090253 

B2  1  1  090249 

92/11/04 

50-434 

E 

82I109Q23B 

B21  1  090236 

92/10/20 

SO-3B7 

0 

82  1  1090264 

821  1  070249 

02/11/04 

50-434 

E 

821109027! 

821  1  090269 

B2/10/19 

30-313 

a 

S2  11  090273 

GZI  I09O262 

62/10/31 

90-292 

p 

8211070382 

82  1  1  090276 

92/11/01 

50-333 

a 

3211070206 

621  1  090284 

62/11/04 

50-312 

p 

8211090287 

821  1  090263 

B2/IO/3I 

90-282 

p 

8211090269 

8211090293 

82/H/04 

50-440 

a 

82  1  1  070292 

8211090262 

92/10/21 

50-282 

p 

8211090293 

82  11  090289 

63/10/19 

50-443 

a 

B2  1  1  090296 

8211090295 

B2/  1  1  /04 

30-261 

p 

B2  1  1  0903  03 

821  1  090299 

92/  1  1  /03 

SO-2B2 

a 

B2  11  0903  05 

B?  11  09  0304 

02/11/03 

50-373 

a. 

B2  11  070307 

62  11  090304 

02/11/03 

30-373 

a 

B2  11  0703  10 

821  L  09  0309 

92/  1  1  /02 

30-324 

B 

82I1Q9O3I4 

821  E  07031  2 

02/1  1/04 

90-443 

A 

82  1  1  07O3  1  B 

821  10903)6 

B2/  11/03 

30-483 

a 

32110903=0 

B2I  1070319 

82/1O/19 

30-387 

a 

8211090322 

821  10-90321 

83/10/19 

30-336 

a 

B2  1  1090334 

8211090294 

aa/  10/19 

30-387 

a 

3211090339 

8211090338 

82/1  O/29 

30-277 

R 

8211O9O340 

8211090331 

B2/  10/29 

50-333 

a 

BS  11  090346 

8211090344 

S2/  1  1  /02 

90-271 

a 

B211O9D392 

82110903413 

02/11/02 

30-327 

B 

82*1090336 

8211090347 

32/11/01 

SO-234 

it 

B2  11  090357 

8211090343 

92/10/37 

30-311 

B 

8211070359 

821109034? 

03/11/04 

50-186 

Q 

8211070361 

8211070294 

82/10/19 

50-3B7 

a 

B2  11  090  362 

6211090398 

B2/I  1/04 

50-416 

s 

621  1090363 

8211090333 

B2/  LC/26 

50-321 

s 

8211090364 

BSl  1090355 

B2/  11/05 

50-170 

R 

B2I1O7O3&9 

62  El  090366 

Q2/  10/26 

50-366 

S 

8211090372 

82  II  090340 

82/11/02 

50-338 

B 

8211090373 

8211090339 

S2/  1  1  /05 

50-170 

R 

8211090374 

8211090367 

82/  1O/S3 

50-4BB 

a 

B2  1  B  O90379 

8211090370 

82/11/03 

50-29 

Q 

8211090391 

B2  11  090394 

Q2/  1  1  /02 

50-334 

F 

6211090399 

62  11  0903=4 

B2/  1  1  /02 

30-334 

F 

B2II09O397 

B2I  1090392 

B2/  1  1  /OS 

90-235 

P 

8211090400 

B2  1  1090392 

B2/11/OS 

30-253 

P 

8211090-404 

8211090398 

83/  1  1  /02 

30-3B7 

F 

82-11090408 

B211O90398 

S2/  11/02 

50-367 

F 

8211090417 

8211090413 

82/10/19 

30-220 

a 

e21109Q41B 

8211090394 

B2/  1  1  /02 

50-259 

B 

80H09O420 

821109040? 

82/11/04 

30-237 

a 

B  2-1  1090421 

82110904H 

82/11/02 

50-220 

F 

B211Q90424 

8211090422 

82/10/22 

50-  1  3  1 

0 

0211090*29 

8211090423 

82/10/23 

50-298 

a 

8211070431 

8211070412 

82/10/19 

50-219 

0 

BZ1IO90432 

8211O70429 

82/10/25 

50-296 

0 

B21  1090433 

82  1  1090427 

02/11/02 

50-443 

F 

8211090436 

62  1  1  090430 

92/10/22 

30-277 

a 

S21109O43B 

8211090423 

BSf  10/21 

30-28? 

a 

8211090440 

8211090437 

82/11/05 

50-4  1  6 

Q 

3211090441 

6211090427 

82/  1  1  /OS 

50-4*3 

F 

B2  11  0704  42 

8211090437 

B2/11/OS 

90-416 

0 

9211070446 

B2  11  090437 

B2/  1  1  /OS 

50-416 

o 

82  11  090496 

B2  11  0904  32 

62/  1  1  /03 

70-364 

92  1  1  090-459 

9211  0904  4T 

82/10/20 

30-296 

a 

92  1  1090499 

9211090455 

B2/  10/19 

30-272 

0 

8211090460 

6211090449 

82/11/08 

SO-  3-69 

F 

9Z11O9D46K 

8211090435 

82/10/19 

30-  272 

Q 

8211070465 

8211090461 

82/  10/21 

70-920 

B2HO70468 

8211090448 

82/11/02 

30-36? 

F 

92  i'l  090473 

821117008? 

82/11/12 

30-320 

S 

8211090475 

8211090471 

82/10/28 

30-443 

A 

8211070476 

B2  11  0904  70 

82/11/03 

50-337 

0 

9211090479 

9211090449 

82/10/21 

50-271 

a 

921  1090490 

B2  11  0904  66 

ea/  1  1  /oi 

50-395 

s 

B2  11  090481 

8211090474 

BE/  11/02 

50-277 

F 

821  109O4B6 

621  1090474 

BSf  11/02 

50-277 

F 

921  1090486 

62  1  1090484 

82/10/26 

SO-317 

P 

821  1090473 

8211090489 

83/11/03 

50-4.5B 

A 

B21  1090473 

8211090490 

62/10/33 

50-322 

a 

B2  11090301 

8211090497 

BI/lO/l? 

90-336 

a 

8211090304 

6211090470 

62/10/23 

30-322 

a 

8211090906 

9211090500 

B?f  10/30 

50-443 

a 

8211090314 

B2  11  090  309 

82/11/01 

90-304 

s 

8211090515 

8211090312 

S2/  10/22 

30-311 

p 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

B21  1090330 

8211090312 

82/10/22 

30-311        . 

P 

831  1090322 

8211090900 

B2/  10/20 

90-443 

0 

8211090983 

8211090916 

82/11/03 

90-320 

P 

83  11  09052  5 

B21  1090512 

B2/  1O/22 

50-311 

P 

621  1090947 

8211090532 

92/10/29 

50-369 

P 

8211090355 

8211090932 

02/10/2? 

90-369 

P 

8211090963 

8211090932 

82/10/29 

90-367 

P 

8211090978 

8211090870 

BJ/  11/02 

CONTRACT 

63  11  09036  B 

8211  160479 

82/11/03 

40-8027 

B2  11  090373 

8211090383 

BE/  11/02 

90-87 

P 

B21  109061  6 

8211090610 

B2/  10/22 

40-8902 

6211090671 

B2  11  090606 

82/10/29 

90-33? 

P 

6S  11090628 

8211090622 

82/11/03 

SO-  1  87 

F 

9211090626 

8211090606 

82/10/29 

30-337 

P 

82I10906Z7 

8211090624 

82/1  0/2B 

90-249 

F 

82  1  1090626 

8211090632 

82/11/03 

50-187 

F 

9311090629 

8211090624 

82/10/28 

90-249 

F 

62  11090630 

6211090606 

88/10/2? 

90-337 

P 

93  11  100002 

B21  1100001 

82/10/22 

30-315 

P 

8211100003 

821  1  100001 

82/10/22 

90-319 

P 

6211100004 

8211100001 

82/10/22 

50-315 

P 

8211100010 

8211100007 

S2/  01/09 

50-299 

It 

8211100016 

B21  1100019 

81/07/02 

90-344 

R 

B2111OOD18 

B211  100017 

82/11/03 

90-324 

F 

B2111O0024 

8211  100017 

B2/  1  1  /03 

30-324 

F 

82  11  100027 

8211100030 

82/01/12 

30-271 

n 

8211100032 

9311100029 

82/10/28 

90-313 

F 

B21I1C0037 

B21  1  100031 

82/1O/14 

FOIA 

B2111O0039 

8211  100023 

82/11  /OS 

30-275 

P 

8911100041 

821110002? 

82/10/2B 

90-3  1  3 

F 

82L110D042 

8211100031 

82/10/14 

FOIA 

9811100047 

8211  100044 

81/11/13 

90-389 

R 

621I1OOOS1 

B211  100048 

82/10/28 

90-299 

F 

B2  11100036 

8211  100048 

82/10/28 

30-293 

F 

8211100037 

8211100097 

81/12/04 

50-344 

R 

8211100060 

8211100031 

82/10/14 

FOIA 

82111OOOA7 

6211100031 

82/10/14 

FOIA 

B211IO0068 

8211  100061 

82/10/28 

50-313 

F 

62111OOO&9 

821  1100031 

82/10/14 

FOIA 

8911100072 

8311  100061 

82/10/28 

30-313 

F 

8211100073 

8211100031 

BS/  10/14 

FDIA 

Q2  11  100075 

6211  100031 

82/10/14 

FOIA 

B21  It  00076 

8211  100031 

82/10/14 

FOIA 

8211100081 

821  1100031 

82/10/14 

FOIA 

82U1000B9 

8211  1000B2 

82/10/26 

30-133 

0 

821  1  1  OOOB8 

8211100031 

82/10/14 

FOIA 

B2I1100100 

8211100031 

82/10/14 

FOIA 

8211100101 

8211100093 

82/  1  1  /02 

TOPREP 

8211100104 

8211100031 

82/io/i4 

FOIA 

82111001-06 

8311100103 

82/06/10 

90-309 

R 

3211100110 

8211  100107 

82/09/12 

50-29 

R 

8211100112 

8211100031 

82/10/14 

FOIA 

8211100116 

8211100031 

82/10/14 

FOIA 

821110011? 

8211100031 

82/10/14 

FOIA 

8211100121 

8211  100114 

82/04/02 

50-10 

R 

8211100123 

8211100031 

82/10/14 

FOIA 

8211100127 

B21  1100031 

82/10/14 

FOIA 

8211100132 

8211  100031 

82/10/14 

FOIA 

8211100138 

8211100134 

S2/  10/28 

50-317 

F 

821110013? 

8211100137 

82/10/28 

TOPflEP 

B2  11100140 

B211  100134 

82/10/28 

90-317 

F 

8211100142 

8211100031 

82/10/14 

FOIA 

8211100143 

8211100144 

82/1O/28 

50-295 

F 

eat  11001  93 

6211  100148 

82/11/08 

50-289 

0 

8211100196 

8211100031 

82/10/14 

FOIA 

8211100169 

8211100031 

82/10/14 

FOIA 

8211100166 

8211100031 

82/10/14 

FOIA 

8211100167 

8211100163 

80/02/08 

50-206 

Ft 

S21I100I6B 

8211100031 

83/10/14 

FOIA 

6211100172 

8211100031 

B2/1O/14 

FOIA 

SSI  1100173 

821110016? 

82/10/29 

90-344 

F 

8211100176 

8211100031 

B2/10/14 

FOIA 

8911100177 

821110016? 

82/10/28 

30-344 

F 

9211100189 

821  11  001  82 

82/11/01 

90-267 

F 

B21  1100186 

8211100180 

82/09/13 

90-269 

R 

82111001?? 

8211100190 

ea/09/28 

30-361 

0 

B21  1  100200 

8211100031 

82/10/14 

FOIA 

9211100210 

8211100204 

sa/ii/o? 

50-440 

0 

9211100212 

8211100207 

82/11/04 

50-323 

fi 

S311  100229 

8211100218 

B  1/08/09 

(W-333 

R 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION   NUMBER 


ACCESSION  NUMBER 


ENCI_asURE 

PRINCIPAL 
DOC  UMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

9211  1O023I 

B2I  1100224 

92/10/22 

50-2B3 

O 

8211100237 

B211  100219 

B2/  10/23 

OA999 

9211100233 

8211100829 

92/1  O/SB 

3Q-313 

P 

B2  1  1  1  QO244 

021  1  100239 

B2/  1  1  /Of 

30-320 

0 

8211100247 

8211  100243 

82/03/13 

9O-3O9 

R 

9211100251 

8211100242 

B2/11/O4 

90-2  7O 

B 

321  1  1O0239 

6211100252 

62/1  0/O7 

30-299 

R 

9211100261 

821  1  1002S4 

80/07/05 

90-338 

R 

9211100263 

G21I  100296 

B2/11/O3 

50-207 

S 

0211100277 

8211  100270 

82/1  1/O3 

3Q-338 

S 

8211  1O0280 

B2  11  100274 

81/06/0* 

50-335 

R 

e2UlQ0285 

6211  100284 

62/01/23 

90-327 

R 

0211100297 

B211  100281 

82/10/29 

90-461 

K 

3211100381 

B2111002S2 

82/1O/25 

•OA999 

S2111O0294 

S211  100270 

ei/iE/is 

SO-327 

R 

S2111OO296 

821  1100291 

S2/  11/02 

90-339 

B 

82111OQ297 

8211  100293 

82/  1  1  /O-4 

5O-329 

B 

921UOO299 

0211  100299 

B2/  11/03 

9O-393 

S 

82U1OO301 

821  1  100286 

82/11/04 

5O-2S6 

Q 

8211100302 

081  1100286 

82/1  1/O4 

9O-Bai 

a 

B21  1100304 

821  1100303 

B2/11/O4 

5Q-324 

B 

6211100307 

82  111  00309 

B2/  1  1  /O3 

30-324 

B 

B21UOO309 

8211  IO03O6 

82  /  1  1  /OS 

3O-3O9 

B 

8211100310 

6211  100306 

82/  It/Ol 

3Q-269 

B 

G2111OO312 

8211  1O0311 

S2/U/01 

SO-33B 

F 

B2111Q03U 

8211  100313 

B2/  1  1  /OH 

SO-3O9 

S 

B21IIO0317 

821  1100316 

02/10/24, 

OA999 

B2  11  100327 

8211  100323 

62/1  1/04 

SO-322 

a 

82  11  100344 

631  1  100337 

B2/11/05 

SO  -39  9 

s 

6211100340 

621  1  100339 

S2/1O/25 

0/.999 

9211100352 

8211100339 

62/10/25 

QA999 

B2IUO0353 

B21  1100346 

B2/  11/O4 

90-309 

a 

8211100339 

B2  11  10033? 

82/1O/2S 

QA999 

8211100360 

621  1  100333 

82/11/05 

90-41A 

B 

B211  1OO  361 

0211100339 

82/1O/2S 

OA999 

B2  11  100364 

8211  100339 

B2/10/2S 

OA999 

8211100366 

S211  100346 

B2/11/O4 

30-3O9 

a 

821I1O036B 

6211  100339 

BH/1O/2S 

OA999 

0211100373 

8211  100339 

B2/  10/25 

OA999 

6311100378 

8211  100031 

82/10/14 

FOIA 

8211100383 

B21  1100380 

82/1  1/O4 

50-H13 

a 

B211IOO386 

B21  1100383 

02/10/26 

QA979 

S21  1100  387 

B21  1100382 

62/11/03 

3Q-3&4 

s 

9211100380 

62  1  1100379 

82/11/03 

30-261 

s 

8211100389 

8211  1003S3 

82/1  Q/26 

ott999 

8211100393 

8211100367 

92/11/03 

90-33B 

B 

821  1  1  OO397 

8211100383 

82/10/86 

GA9?9 

82111O040I 

BS1  1100383 

82/IO/26 

QA999 

8211100402 

9211100378 

62/11  /OS 

SO-331? 

B 

8211100403 

8211100383 

82/10/26 

QA999 

821  1  1O0404 

0211100399 

82/11/04 

5O-  327 

P 

B21  I  1Q0405 

8211  100400 

82/1  0/2  B 

SO-327 

F 

B21  I  1OO4Q9 

8SI  1100407 

82/  1  1  /OS 

SO-393 

8 

8211100410 

8211  100400 

82/1  0/2  B 

BO-  327 

F 

82111OO417 

821  1100413 

H2/  1  1  /OS 

30-39B 

B 

B211  100432 

B21  1100418 

62/10/21 

30-247 

p 

8211100439 

8211100427 

82/1  a/SB 

3O-22O 

F 

9211100434 

821  1100424 

82/11/09 

5Q-416 

B 

S2I11O044I 

621  1100427 

BS/IO/SB 

90  -2  2O 

F 

8211100444 

B21  1100434 

82/11/01 

90-3O9 

B 

3211100443 

621  1  100430 

82/1  I/OS 

9O-B34 

p 

B21110O447 

8211  1  004  IB 

62/1  0/B1 

50-247 

p 

82111OO490 

6211  100430 

82/11/03 

3O-2S4 

p 

8211100452 

B21110041B 

82/10/21 

3O-S47 

p 

821  1  1  OO4&Q 

8211  100430 

82/1  I/OH 

30-S34 

P 

921  1  IO04A2 

8211100457 

B2/11/01 

CONTRACT 

321I1O0469 

8211100466 

82/11/03 

90-  1  33 

J 

S21I10O471 

821  1  100468 

82/11/01 

5Q-SBO 

F 

S21  1  1O0473 

831  11  00465 

B2/10/2B 

5Q-S75 

F 

821I1O0474 

8211I0046B 

82/11/01 

50-EHO 

F 

B2U  100175 

8211100465 

82/1O/28 

50-S95 

F 

6211100493 

8211100477 

82/11/01 

90-294 

F 

B2I11004B6 

8211100477 

82/11/01 

30-254 

F 

BZ1  1100303 

8211100300 

62/11/01 

30-280 

F 

6-211100308 

6211100300 

82/11/01 

50-2  BO 

F 

8211100310 

82  111  00306 

82/11/02 

CONTRACT 

C21U00326 

8211100921 

82/10/20 

SQ-3B9 

F 

821IIOQ331 

8211100327 

82/09/27 

71  -4  016 

B2UIOO332 

8311100921 

82/10  /SB 

BO-SB3 

F 

6211100933 

8211100929 

82/11/01 

CONTRACT 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED; 

SUBJECT 
CATEOORV 

8211  100941 

0211  IOOS36 

B2/IO/2S 

30-331 

F 

8211IOO943 

62  1  1  100534 

S2/IO/25 

5O-250 

P 

B211  1O0944 

021  1  100536 

S2/10/2S 

5O-331 

F 

6211  1O05S2 

02!  1  1  00549 

02/10/28 

50-32O 

F 

6211  100556 

B21  1  IOOS49 

B2/1O/2B 

50-320 

F 

621  1100563 

8211  100558 

Q2/10/28 

50-2  2B 

F 

821  1100966 

8211  100558 

82/1O/2B 

3D  -2  20 

F 

821  1  100371 

32  11  100369 

82/OQ/ll 

MIBC 

821  1  1  10013 

0211  110007 

82/00/23 

Fairt 

B211  1  10017 

B21  1  I  10007 

8S/OB/23 

FOIA 

821  1110022 

8811  110007 

B2/OB/29 

F01A 

821  1  1  10029 

32]  1  110007 

82/00/29 

FOIA 

621  1  1  10027 

821  1  1  10007 

S2/OB/B3 

FOIrt 

8211  1  10032 

321  1  110007 

02/OB/29 

FOIA 

B211  110033 

B21  1  11002V 

82/10/28 

SO-3B7 

F 

6211  110036 

B21  1  1  10007 

S2/OB/25 

FOIA 

B211  11O03B 

921  1  I  10O29 

03/10/28 

3O-3B7 

F 

8211  110040 

B2I1  1  10007 

B2/03/25 

FOIA 

82I111OO43 

&31I  110041 

B2/  1  0/2B 

50-317 

F 

82(11  1O04E) 

8211  110041 

H2/  1  0/2B 

30-317 

F 

6211110054 

621  1  I  10007 

B2/09/23 

FOTA 

B2111  IOOS9 

8211  I  10007 

B2/03/25 

FOIA 

6211110060 

62  LI  1  10007 

B3/OB/33 

FOIA 

6211110063 

B211  1  10007 

B2/OB/25 

Fat  A 

821111OO64 

BZ1I  110007 

a2/CB/23 

50-6 

P 

8211110066 

8311  110063 

O3/1O/26 

30-311 

P 

8211110071 

8211  110069 

as/  10/22 

50-290 

P 

82  1  1  1  1  OO73 

8?11  110007 

83/OO/23 

FOIA 

02  L  1  1  1  OO74 

0311  11006B 

92/  1  1  /Ol 

50-249 

F 

82  1  1  1  1  OO73 

821  1  110007 

82/03/23 

FOIA 

BailMG07B 

B21  11  10007 

82/OB/23 

FOIA 

62111  10080 

621  1110076 

a-2/  10/20 

30-309 

F 

B21UIOQB1 

B2  1  1  1  1  0007 

82/08/29 

FDIA 

021  111O083 

8211  110068 

82/11/01 

SO-249 

F 

021  11  1OOB4 

0311  110007 

B2VOB/29 

FOIA 

B211  110065 

B21  11  10076 

S2/1O/20 

30-309 

F 

B21I  110086 

021  11  10007 

82/08/25 

Fa  I  A 

6211  110090 

621  11  10007 

S2/OB/23 

FBI  A 

8211  110091 

B21I  110089 

Sff/IO/20 

50-295 

F 

8211110092 

0211  U0007 

82/OD/2B 

FOIA 

Q21  11  10079 

6211  110007 

B2/OB/BS 

FdlA 

9211110096 

8211  110093 

03/11/03 

30-320 

F 

621  H1O097 

8211  11008? 

B2/10/2B 

30-299 

F 

021  11  100f9 

621  1  110007 

B2/OB/25 

FBI  A 

621  I11O100 

B2I  1  110093 

B2/I1/O2 

30-320 

F 

8211110101 

B31I  110007 

82/OB/2S 

70-7  dV 

821  11  10  IDS 

B21  I1IOI03 

82/11/02 

30-382 

F 

82I111OI06 

B2  1  1  1  1  0007 

82/OB/23 

FOIA 

8211110100 

8211  11O007 

B2  /OB/23 

FOIA 

621  11  10110 

8211  1IO007 

02/00/23 

70-  7  1,9 

8211110111 

621  1  110107 

B2/I1/02 

so-a  1  7 

F 

8211110112 

821  1  110103 

B2/  11/02 

90-282 

F 

8211110114 

B21I  1  1  01  07 

82/11/02 

30-3  J  7 

F 

8211110121 

8211  11O11& 

02/1I/OS 

CONTRACT 

6211110122 

8211  11O118 

B2/  11/02 

30-244 

F 

62111  1O123 

B211  U0119 

as/  10/01 

40-4300 

8211110126 

B211  110118 

B2/  1  1  /02 

00-244 

F 

631  1  t  IflJUft 

R3  1  i  11  nnm 

H3/nEiy-j>i 

Fm.4 

620 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION  NUMBER 


ACCESSION   NUKBER 


ENCLOSURE 

BS1U1QIS4 
6211110193 
6211110187 

S2U1101B' 
8211 110193 

B21 11 10194 
921 1  110190 
8211110199 
621 1 110200 
0311110201 

821 11 10206 
02LH103M 
8311 J1O212 
8211110213 
B2111I02V5 

B2UU07I6 
0211110231 


pfllNCIPAL 
DOCUMENT 


331  11  10237 


8211110231 
921 1 110234 
82111I023<!. 
021  1110236 
S211IL0239 

62 1 1 110240 
6211110244 
B21 I  110345 
6311110250 
621  1110252 

6211110256 

B2111IO358 
Oat  1 1 10259 
921 11 I02ftl 
9211 110364 

B21 11 10265 
0211110266 
921  I  110268 
021111026*? 
0211110272 

6311110274 
0211110376 
Bit  1110277 
8211110278 


6211 110176 
B2II 110192 
8211 110181 
9211 110007 
B31 II 10190 

82 1  I  110007 
6211  160)91 
0211110007 
0211110195 
021! 110007 

8211110007 
0311 110007 
82111102O5 
6211  110208 
B21111O204 

8211110007 
9211 110205 
0311  110007 
9211 110222 
931!  110007 

8211110224 
0311 110007 
B211 110193 
0311  LI  0007 


62  II  110232 
BZll  110226 
0211(10007 
0211  110243 
O21I  110007 


0211  110007 
9211  LI  0253 
8SU1  1  0255 
Q211 


aai  si  10202 

9211110203 
S211  1  10206 
0311110290 

B21IIIOS94 
B2I  11  10295 
0211110396 
B21  1  110299 


02  II  110237 
0311  I  10007 
6211  110260 
B21  1  1  10262 
B31I  11O007 

621  1  11034? 
B21  1  110262 
021  11  10007 
B21I  11027O 
921  1  1IO26B 

9211110007 
9211110375 
9211  I  10007 
0211  110203 
0211110262 


DATE 
I66UED 

82/10/13 

02/10/15 
02/10/13 

92/08/29 
H2/10/I5 

92/08/25 
S2/10/13 
02/08/25 
82/10/06 
02/08/35 

B3/QQ/2S 
B2/OB/23 
B2/ 10/28 
6B/I1/01 
62/10/27 

62/OD/SS 
92/10/32 
B2/OB/23 
92/11/O4 

92/OB/2S 

S2/1O/07 
62/09/23 
(32/  1 1  /O3 
63/08/23 
S2/1O/15 

62/11/03 
D2/11/OI 

03/QH/S3 
02  f  tO/0 1 
D2/OB/25 

Bl/04/10 
&2/QH/23 
92/11/01 
32/1 0/0  6 
92/1 0/03 

02/1 1/03 
92/03/23 
61/12/02 
82/01/00 
03/OB/25 

811  /  1 1  /Ol 

03/01 /os 

02/00/25 
02/11/01 

02/01 /oe 
92/00/23 

92/IO/13 

B2/OO/2S 
B2/IO/12 
92/01/03 


SUBJECT 
CATEGORY 


30-387 

90-368 

30-2*9 

FOIA 

50-336 


FDIA 

30-230        R 
FOIA 

50-309       R 
FC-IA 

FOIA 

FOIA 
OA999 

CONTRACT 
50-153       C 

FOIA 

OA997 

FOIA 

50-3 L 2       ' 

FOIA 


FOIA 

30-360 
FOIA 

30-247 


R 


50-305         B 
CONTRACT 
FOIA 

30-133       rt 
FOIA 

50-316       R 
FOIA 

CON  Tit  ACT 
50-344       R 
80-346        R 


02111(026'? 
B21I 1102?! 
0211 1IO234 


B2/ 1 1 /05 
02/10/06 
03/10/00 
B2/11/05 


50-299 
FOIA 

50-346 
FdlA 

CONTRACT 
50-346 

FOIrt 

90-234 

30-346 

FOIA 

70-769 
DO-293 
50-346 

50-259 
50-334 
30-327 
SO-305 
M-346 


ENCLOSURE 

PRINCIPAL 
DOC  UMENT 

DATE 
ISSUED 

SLfHJECT 
CATEGORY 

82!  1110346 

8211  110343 

B2/1O/06 

50-29B        R 

62111103^9 

63  1  1  1  1  0333 

B3/1Q/04 

50-273        ft 

.B21I11035B 

821UC0466 

B2/1  1/03 

30-133        J 

621  1  1  1  03AO 

62  1  11  10351 

as/  10/13 

50-315        R 

3211  110362 

8211  110353 

ai/oi/14 

50-3  1  6       R 

9211  11  03*  i> 

8211  110007 

BS/  00/23 

FOIA 

6211110367 

6211  110363 

Bl/OB/07 

30-346        fl 

831  1  1  1O361? 

921  1  1  10361 

B1/O6/11 

50-3  1  6        R 

02111EO370 
H31111O373 

B211  110365 
9311  110371 

62/10/19 
81  /1  1/09 

30-133        R 
50-34A        R 

6211110375 

eaii  HOOD? 

B2/00/25 

FOIA 

621111O37& 
S2I  11  10377 
B2111  1O379 
BZI  11  10379 

0211  110371 
8211110372 

0211  110374 
62  111  10371 

Bl/  11/09 

92/10/26 
Q2/  11/02 
B1/I1/09 

50-346         ft 
50-253        0 
CONTRACT 
90-346         R 

B211UO3BO 
6211110301 
S21111O394 
92111  103B7 
321111O390 

021  1110007 
02  11  110361 
6211  110363 
6211  110356 
8211  11036? 

B2/O8/25 
Q1/O6/11 

82/11/02 
B1/12/O7 

82/10/14 

FBI  A 
50-316        R 

CONTRACT 
80-346        R 
50-280       R 

62111  10396 

6211  1  10007 

B2/OB/2S 

FOIA 

82111103?? 
B21  1  1  10399 
8211110401 

H21J  1  10007 
8211  110392 
B21  1  1  10007 

B2/OB/2S 
91/OS/13 
B2  /OS/25 

FIT-  r  no  I*-m 

FOIA 
M-31&        R 
FOIA 
cm  A 

621111040*,  BB11H0007  83/00/25  FOIA 

62    1110409  B211110007  02/06/23  FOIA 

62   I      0414  8211110007  S2/OB/23  FOIA 

01       1    0416  SHU  110413  92/10/20  BO-K 

8211U0417  6S11  110007  B2/08/25  FOIA 

B2111104I9 
9211110420 
02I1U0435 
8211110426 
B21 11 10427 

921 1110-120 
9211 110431 
0211110434 
8211110441 
6811110445 

8211110446 
82U11044B 
&21 11 10449 
831 1 1 L04SO 
B211H0493 

3311110454 
9211110453 
6211110496 
8211U04SB 
B21 11 10460 

8211110467 
BZl  1 1 10470 
B21 11 10472 
821111O475 

B2U1104al 

S2111104B2: 
8311110484 
B211 110485 
92111104&7 
B2I 11 10491 

8211110494 
8211110495 
BB1111O494 
B2U  110498 
921 1 110501 

8211110903 
S211 110904 
a211UO306 
821 11 10907 

aziiuoso? 

8211110911 
B21 11 10913 
8211110315 
B21I110917 
3211110521 


8211  110007 
6211  110415 
821 1  110007 
BZll 110412 
9211  110415 

8211  110423 
B21 1  110007 
8211  110007 
G21 1  110007 
6211110439 

BBH11043B 
B211  110007 
B21 1  110443 
6211  11043B 
6211110007 

Q2 11 110372 

8211110444 
821  1  110447 
8211110431 
9211  110452 

B2  111  10464 
8211  110443 
BZl  1110007 
8211110443 
8211110443 

S211  110007 
8211110479 
9211  110470 
8211110007 
8211110460 

B21 11 10007 
BS1 1 110477 
8211110488 
B21 11 10443 
8211110007 

82111104*3 
8211110007 
&211 110007 
8211110443 
321 1 110007 

,8211110443 

B21 11 10007 
S211 110443 
8211110007 
821 11 10443 


92/08/95 

63/10/20 
02/08/ZS 
92/10/18 
82/10/BO 

82/11/01 
82/09/25 
B2/OB/S3 
92/08/25 
B2/10/19 

83/11/01 

H2/OB/2S 
BE/ 11/01 

92/1 1/O1 
62/03/25 

02/10/2B 
SO/ 06/06 
92/11/02 
92/11/02 
BS/ 11/02 

ea/ ii/05 

S2/ 11/01 
B2/OB/29 
82/11/01 
92/11/01 

B2/OB/BS 
B2/ 11/02 
92/  1O/12 

S2/OB/25 
92/10/2B 

B2/OB/B1 
B2/U/OB 
B2/1O/23 
62/11/01 
B2/OS/2S 

92/11/01 

B2/OB/25 
B2/OS/S5 
62/11/01 
02/08/25 

82/11/01 
B2/OB/23 
02/11/01 
B2/OB/23 
02/11/01 


FOIA 

90-3 3B        P 
FOIA 

WASTE   MOT 
30-330        P 

50-182        F 
FOIA 
FOIA 
FOIA 

27-39 

50-289       F 
70-769 
50-537       T 
90-289       F 
FQIA 


50-E55 

90-293 

CONTRACT 

CQNTflACT 

CONTRACT 

BO-259 

90-537 

FOIA 

80-537 

50-537 


FOIA 

50-249  P 
WASTE  MOT 
50-6  P 

50-295      F 


8211110522 

B21I110S23 
821111032'! 
B211 110531 
9211110932 


9B1 11 10007 
9211110920 
asm  10347 
8311110007 
8211110929 


92/OB/S5 
B2/  1 1  /02 
B1/O7/14 
B2/ OB/23 
B2/ 10/29 


70-769 
30-329 
50-293 
50-337 
FOIA 

50-537 

FOIA 

FOIA 

30-337 

FDJA 

80-537 
FQIA 
90-937 
FO I A 
30-337 


70-769 
CONTRACT 
SO-314      R 
70-7A9 
5O-309      P 


CROSS  REFERENCE  OF  ENCLOSURES 
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ACCESSION  NUMBER 


ACCEBB1OH  NUMBER 


ENCLOSURE 


PRINCIPAL 
DOC  UHEHT 


DATE 

ISSUED 


SUBJECT 
CATEOCHV 


ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATE00RY 


8711110533 

9311110331 

aaimossa 

62  I  II  E093? 
B2111I0345 

8211110546 
B2II1I094B 
6311110549 

321U10550 

3211110351 

B2IU10S57 
Effil  EJlOJil 


B21  II  10567 

6211110568 

6311110570 
6311110577 

B211110379 


6511110606 

6311110607 
S21  1  1  1  0608 
6211110621 
821  1110622 

8211110627 

6211110644 
9211130006 
9211120011 
B2KE20016 
82111300IB 

B2111S0019 
821  I  120023 
Ml  1120024 
B21I120027 

8211120029 

B2  11  150035 
S3  1  1  12003B 

B2I11SOO40 
621(120043 

8211120046 

6-21  11  20060 
S21112006B 

3211120071 
821  11  20073 
B2  1  1  1  2007B 

8211120066 

8211120O99 
B21U2O105 
8211130112 
£211130117 

B2t  11  30120 
3211120121 
8211120126 
9211130129 
8211  ISO  1  32 

9211120140 
6211120149 
8211120134 
821113O156 
62111201*2 

831  1120166 
£211120183 

&2i  i  120189 

83  1  1120190 
93  111  2O1  94 

9211130196 
B?l  1120300 
821  1  1  20203 
8211130303 
821  11  20204 

B21U3020B 
S3  I  I  1302  10 

am  1302  13 

B21  11202  16 
9311130217 

9211130222 
0311130233 
0311120236 

8211130226 
631  1  130233 


8211110S16 
B211 110925 

B2ii  H0925 

6211110007 
8311110007 

82 11 110543 
B21 11 10007 
B211 110543 

6211 110944 
B21I 110007 

B2H110S44 
S211 110556 
821 11 10007 
B21 11 10969 

B211 110007 

8311110566 
B211 110573 
821 1 1 10576 
6211110596 

S21 11 10600 

6311 110596 
6211 110600 
B21 11 10620 
6311 110617 
B211 110635 

8211110641 

B21 1120004 
6311 120002 
9211  120014 
B21 1130014 

B21 1 120013 
6311130019 
6211 120022 
6211120010 

6311120022 

6311130010 
B211 12002B 
B211 120036 
8211120010 

B2 11 120036 

62 11  120010 
6211120010 
8211 120010 
B211 120010 
B21I 130010 

82 1 1120082 
6311 120091 
9311120010 
6311130010 
6211 120010 

8211120110 
6211 120111 
9211120010 
6311130110 
8211120010 

8211130010 
B21 1120010 
821 1120010 
B211 120153 
B21 II 20010 

9211120010 
8211 120180 
6211120179 
6311120179 
8211  120179 

8311 120166 
B21 1120179 
B211 120197 
8211120179 
6211120199 

8311130199 
6211 120179 
B2I1 120179 
8211120179 
6211120207 

8211120179 
6211120219 
8211120179 
6311120224 
6211120179 


62/11/02 
62/10/29 
82/10/2? 

G2/09/25 
82/06/29 

62/10/26 
82/08/25 
02/10/20 
83/11/01 
62/06/25 

63/11/01 

02/11/01 
B2/03/25 

82/10/25 
B2/08/29 

63/10/36 
B2/ 10/26 
B2/IO/19 
82/09/3? 
82/11/01 

83/09/39 
82/11/01 
B2/10/13 
62/10/01 
Bl /OB/13 

63/11/01 

62/09/24 
8*2  / 1 1  /02 
62/11/03 
82/11/03 

82/09/39 
83/10/09 
82/11/09 
62/09/17 
82/11/05 

S3 / 09/17 
82/10/05 
82/11/05 
82/09/17 
B2/ 11/05 

82/09/17 
83/09/17 

82/09/17 
S2/09/17 
82/09/17 

82/11/05 
82/10/06 
82/09/17 
82/09/17 
82/09/17 

B2/ 10/29 
92/09/37 
82/09/17 
82/10/28 

82/09/17 

B2/09/17 

82/09/17 
B3/09/17 
82/06/2B 
B2/09/17 

82/09/17 
82/10/29 
B2/09/2B 
62/09/36 
82/09/28 

82/10/29 
62/09/28 
83/10/26 
92/09/38 
82/ 10/26 

82/10/26 
02/09/20 
82/09/26 
82/09/28 
B2/ 11/04 

82/09/26 
82/11/09 
82/09/36 

02/10/28 
83/09/28 


CONTRACT 
90-30?        P 
50-30?        P 
FOIA 
FD1A 


50-250 

FOIA 

50-250 

50-315 

FOIA 

50-319 

90-321 

50-6 

50-263 

90-6 

50-324 
90-271 
FOIA 

FDIA 
50-274 


FOIA 

50-274        F 
70-1 193 
FOIA 
40-2061 

CONTRACT 
40-B681 
90-376        F 
50-131         F 
90-131        F 


40-6622 

4O-BS02 

50-344 

50-373 

50-344 

90-373 

40-8745 
50-123 
50-373 
50-123 

50-373 

50-373 
90-373 

50-373 
50-373 

70-27 

40-B72B 

50-373 

50-373 

50-373 

50-293 

71-9151 

50-373 

50-293 

50-373 

50-373 
50-373 

50-373 

70-27 

50-373 


50-373        Q 

CONTRACT 
50-306       P 
50-206       P 
70-1220 

CONTRACT 
50-206        P 
80-361        P 
71-6696 
50-361        P 


50-361       P 
50-206       P 
71-6698 
50-306       P 
CONTRACT 


50-306 
50-327 
90-206 
50-271 
50-206 


821112O235 
8211120239 
B2 1 1 1 2O24 1 
B21112O246 
8211120249 

B2  HI  30250 
821 1120391 
8211120252 
0211120253 
3211120257 

821 1120261 
9211120262 
8311120266 
8211130267 
B31112O273 

8211120274 
831 1 120279 

8211 120379 
S3 11 iSOSBO 
B21112OZB1 

B2111202B5 
921 112O29B 
S2 1 1 1 2O39 1 
B21 1120295 
9211130293 

8211120300 
831 1 120303 
B2L11203O4 
621 1 120317 
S21I 120320 

B21 1120321 
8211 120323 
8211120324 
8211120327 

8211120330 

9211120334 
8211120341 
B21 1 120349 
S21I 120346 
B211 120347 

B21112O34B 
921 1120351 
B211 120393 
8211120353 
821 1120358 

B2 It 120362 
821  1120364 
B2U12Q36S 
021112036? 
3311120372 

62U  120373 
6211130374 
8211 12O377 
82I112O38I 
B21112O3B2 

821 112D3B4 
9211120388 
821 1120399 
831 1 120390 
B21 1 I2O393 

B3 11120399 
82U12O40O 

8211120401 
S2 11 120402 
B31112O403 

3311120404 
B21112O41O 
8211120414 
621 11304 19 
8211120418 

B21 1120423 
&21112O424 
6211120423 
8211120436 
3211120432 

B3 11 120433 
921 1 120434 
821 1 120437 

9211120439 
921 1 120442 


8211120224 
3311 1 2O 179 
8211 120236 
3211 120179 
B211 120234 

921 1 120243 
B211 I 2O 179 
321 1 120249 
S21 1 120342 
B211 12O179 

B211 12O254 
8211 120254 
B2I1 120254 
B211 120179 
62 11 120266 

8211 130179 
82 1 1  1 20263 
B21 1  120179 
B21 1120271 
8311 120278 

8211 120271 
B211 120179 
8211 1E02&6 
6211 120179 
8211 120292 

3211 1202B7 
B2I 1120292 
8211 130299 
831 1  (20314 
B211  120316 

9211 13031B 
8211  120-3  IB 
B21 1 120322 
BSl  1  130325 
8211 120329 

S211 12O332 
8211 120336 
8211130342 
B2 11 120336 
82 It  120343 

S211  12017? 
8211  120343 
B211  120340 
B211  120349 
8211  12017? 

G21 11303 56 
8211  120179 
8211  120334 
8211  130177 
821 1 120339 

8211  12036B 
8211  12O367 
8211 12O371 

8211  12O344 
62 11 120378 

8211  120371 
8211120303 
821 1 120386 
821 1120371 
821 112O17? 

B211  120179 
82 11  120375 
8211  120394 
8211  120397 
6211 120396 

8211  120179 
6211  120406 
B211  130179 
8211  120412 
B21I  120179 

B211 120419 
8211  120417 
9211 120406 
8211120419 
8211  120421 

B2 It  120426 
8211  120437 
62 111 20429 
9211120179 
8211  12017? 


32/10/26 
B2/09/2S 
82/10/26 
SS/ 09/28 
62/11/05 

82/1O/3B 
B2/ 09/28 
82/11/05 

83/10/27 
B2/07/28 

B2/11/01 
82/1 1/O1 
S2/1 1/O1 

B2/09/2B 
B2/Q4/13 

62/O9/2Q 
82/11/03 
S3/09Y2B 
62/11 /OS 
02/11/08 

82/1 1/O5 

B2/09/2B 
93/ 1 1 /OB 
83/09/28 
82/11/09 

92/11/03 
B2/ 11/05 
82/11 /OB 
81/09/14 
82/O1/14 

B1/O6/11 
8 1/06/11 
Bl/IO/13 
82/11/04 
81/O7/14 

92/10/27 
82  / 1 1 /05 

82/11/04 
B2/10/29 
B2/1O/29 

83/09/2B 
82/1 O/29 
82/1 1/05 
B2/IO/22 
82/O9/2B 

81 /OB/ 13 
B2/09/2-B 
83/1 1/0& 

82/09/28 
82/11/05 

ai/ii/12 

Bl/IO/13 

82/1O/22 
82/IO/19 
81/12/14 

B2/1O/23 
32/11/03 
B2/ 10/27 
82/10/32 
62/O9/2B 

B2/09/2B 
ai/09/14 
B2/ 1 1 /04 

as/ i i /O4 

81/12/14 

B2/09/2B 
82/11 /OS 
B2/ 09/28 
82/11/08 

82/09/38 

B2/ 10/39 
82/60/27 
B2/10/33 
83/10/29 
81 /OB/1 3 

82/1 O/2B 
B3/IO/2I 

82/ 1 1 /OS 

82/09/28 
B2/O9/2B 


30-27C  Q 

50-206  P 

50-220  P 

50-2O6  0 
CONTRACT 

5O-334         a 
30-206         3 
CONTRACT 
30-483         0 
50-206         P 

50-334  P 

50-334  P 

50-334  P 

30-206  B 

50-335  fl 

5O-2O6         6 
CONTRACT 
50-206         S 
50-321          F 
CONTRACT 

SO- 32 1         F 

5O-2O6         P 
CONTRACT 

50-2O6         0 
SO-2SO         F 

40-BDB4 
5O-2SO         F 
CONTRACT 
30-315         R 
3O-3 13         ft 


5O-3 1 3 
90-313 
30-313 

9O-324 
50-315 

50-483 
50-313 
30-373 
90 -3 -1 4 
50-412 

50-2O6 
BO-412 
30-295 
3Q-528 
50-206 

50-3  1  3 

50-2  O6 
30-273 
30-206 
30-3 S3 

30-316 
50-316 
50-908 
90-272 
30-315 

50 -SOB 
9O-373 
50-311 
50-503 
50-206 

50-206 

SO-3I6 
50-255 
50-249 
50-316 

71-6&9B 

SO-29O 

50-206 

9O-309 

90-306 

30-354 
30-373 
3O-23S 
30-394 
30-316 

9O-t 

50-341 
SO-313 

FOIA 
FOIA 
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ACCESSION   NUMB  Eft 


ACCESSION  NUMBER 


ENCLOSURE 


PRINCIPAL 
DOCVMENT 


DATE 

ISSUED 


SUBJECT 
CATEGORY 


ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEOOflY 


8211 120443 
3211120490 
8211 130451 
3211  120453 
8211120494 

S3111 20456 

981 1 130139 
321  I 12Q161 
B21 11 20462- 
021 II  2046-4 

821 1 120165 
Bail  120446 
821 1120467 
3211 120474 
S2I I  120473 

B3  11 120476 
8211 I204B1 
8211 120493 
8211120498 
821 1120473 

B21 1180493 
621  112O49B 
B21112O5OI 

BZ1112O503 
S2II13OS04 

82L112O505 

6211120306 
8211130303 
32(1120910 
8211120513 

92 U 12 0521 
8211120324 
821 11 20331 
8211120933 
B21112O535- 

8211120533 
8211120339 
8211120541 
8211  120943 
S2I 1120947 

821 1120530 
821  I  120533 
82! 1120334 
321  1120359 
6211120361 

B211 150002 
8211 150010 
0211150011 
B211150014 
621 I190OI6 

•B2H190Q17 
9211 150OIB 
B211 150019 
821  I 15002O 
3211150023 

8211150024 
B21 11 90025 
8211 15003? 
831 1 19003 1 
8211190033 

B2 1115003* 
82 1 1 1 30035 
8211190037 
82 1 1 1 30040 
82111SOO43 

B2 111  50 047 
821 1130051 
Bill  130063 
6711190063 

8ZI 1 130066 

9211150074 
8211130077 
3211150078 
B21 11 30079 
8211190081 

821115QOB4 
82111900B5 
821  1190069 
8211150094 
8211150099 


0211  120439 
B2I 1120179 
B21 11 20443 
32111=0448 
6211  120447 

Sail  120179 
8211120435 
3211130457 
8211120432 
H2I1 120460 

B31 1120457 
8911 120463 
B3II12046O 
B21 1 120460 
3211120469 

8311120468 
B21I 120477 
3211130482 
3211  1204B2 
B3M  120492 

B21 1130469 
8311  120492 
Bill  120499 
3211120487 
8211  1 20500 

8311 120499 
B3M  120496 
8211130500 
8311 120507 
B21 1 120307 

B211 12051 B 
3311 12031B 
8211120527 
3211 120529 
Bail  120329 

3211130333 
B2 1 1120373 
8211130337 
8211120537 
321 1 120933 

B21 1120347 
B31 1 120933 
B21 1120347 
3211120333 
8211  120939 

8211130001 
32 1 1 1 50006 
8211  150006 
B21I  130006 
3211190013 

8211  150006 
B2I 11 50006 
8211  130015 
8211150006 
3211190006 

8211150006 
B3I11SOO2J 
8211130006 
8211 150006 
B20S2900I3 

82k 11 30006 
B211 ISOQ2B 
0211130006 
3211130006 
8211 130006 

8211150006 
321 11 30042 
8211130059 
S211 13005? 
821115009? 

3311150006 
8211 150071 
B3111300O6 
32111SOOO6 
8211  190073 

8211150069 
32111300-06 
8211130006 
82111900B6 

8211190006 


82/10/29 
82/09/23 
B3f 10/27 
62/10/27 
BZf 1 1 /Q9 

82/09/20 
32/11/03 
82/10/27 
82/10/27 

32/10/2S 

92/10/27 
82/ I  1 /Q4 
32/10/29 
32/10/95 
B2/ 1 1 /04 

82/10/26 
82/11/03 
83/11/05 
82/11/09 
B2/1I/09 


82/11/05 
62/11  JOB 
B3f 11/02 
62/11/02 

82/11 /OS 
62/11/05 
82/11/02 

82/11/08 
62/ 11/0-8 

B2/ 11/08 
32/11 /OB 
B2/ 10/31 
82/11 /OS 

B2/ 1 1 /05 

82/10/29 
Bl/03/13 
B2/  1 1 /05 
82/ 1 1 /O5 
82/1 O/29 

82/11/08 
82/10/29 
B2/U/OB 
82/1 1/08 
82/11/08- 

82/11/0* 
82/09/17 
63/09/17 
62/09/17 
82/11/01 

B2/09/17 
B2/09/17 
82/11/09 
82/09/17 
B2/09/17 

32/09/17 
31/11/12 

82/09/17 
82/O9/17 
82/09/19 

B2/09/17 
82/11/08 
82/09/17 
82/09/17 
82/09/17 

B2/09/17 
82/10/27 
32/10/26 
62/10/28 
82/10/28 

82/09/17 
62/11 /OB 
82/09/17 
62/09/17 
B2/11/O1 

62/10/01 

82/09/17 
82/09/17 
82/10/22 
82/09/17 


50-410 

30-341 
30-27B 
30-373 

30-273 

90-213 
30-329 
SO-463 
50-373 
50-397 

5O-4B3 
50-245 
90-397 
50-397 
90-309 

90-311 
50-315 
90- 1 92 
30- 1 92 
30-39 

30-338 
30-39 

3O-B3 

50-338 

30-289 

90-83 

30-247 

90-289 

50-196 

50-136 

50-1  13 
50-113 

REOOD 

30-166 

50-166 

50-333 
30-315 

50-27 
90-27 
50-333 

50-305 
50-333 
90-305 
90-324 
90-324 


0 

a 
a 

a 

p 

F 
•F 
F 

a 

F 
F 

a 
p 

F 

a 
p 

F 

F 

F 
F 

F 

F 

P 

H 
F 

F 
P 

F 

P 

F 
F 

F 


90-266       0 
FOIA 
FOIA 
FOIA 

CONTRACT 

FOIA 
FOIA 
7O-I43 
FOIA 
FQ I A 

FOIA 

30-3 1 3       f 

FOIA 

FOIA 

ACRS 

FQ1A 

50-341        I 
FOIA 
FOIA 
FOIA 

FOIA 

50-311  ! 
50-295  I 
50-293  I 
50-299 

FDIA 

9O-4B3 

FOIA 

FOIA 

CONTRACT 

30-461 
FOIA 

FOIA 

CONTRACT 

FOIA 


8211150099 
3211150103 
8211190104 
821 1190109 
B2111S0110 

8211190113 
B2111S0114 
3211190115 
8211130116 
B21 11901 18 

8311190120 
8211150123 
6211190126 
8211190127 
8211130130 

8211130131 
321 11 90133 
8211150133 
8211190137 
3211 190138 

3211150141 
B211 150143 

3211150146 
8211130150 
8211130153 

8311130159 
8211150160 
8211130163 
8211150163 
321 11 30166 

8211150163 
8211130171 
8211150172 
B2I1150179 
8211130178 

8211130179 
8211130180 
8211130181 
3211150184 
8311190183 

8211IS01SB 
8211130191 
8211130194 
B211130I99 
8211130196 

8211150200 
8311190204 
8211150209 
3211130310 
6311130214 

3211150216 
B211190218 
3211130230 
8211130232 
3211130228 

3211130230 
8211150232 
3211150234 
8311150235 
82 111 30236 

3211150240 
3211150242 
8211130243 
8211150243 
8211190294 

8211150259 
8211150298 
8211150264 
8211190263 
821 II 50267 

8211150268 
3211130269 
8211190271 
3211130272 
8211130279 


8211 190006 
3211130006 
8211  190006 
8311130006 
3211150103 

8211190109 
B21 11 30069 
8211130006 
8211130103 
B21 11301 12 

B21 11 30069 
8311130006 
B21 1130006 
8211 190124 
8211 150006 

8211150129 
B21 1190006 
8211 150006 
8211130060 
B21 11 30006 

3211190006 
8311150143 
B21 1190144 
3211 150148 
B21 1150006 

8211150006 
8211 130134 
8211130161 
8211 150006 
B211I3013B 

B21 11 30006 
8211150149 
8211130170 
3211130170 
8211190006 

B2tl 150176 
3211190170 
8211130006 
3211130174 
8211130170 

B21 11 50006 
8211 190006 
B211 190190 
B211 130006 
8211190192 

8211150006 
8211190193 
B21'l  130206 
8211190207 
8211190211 

3211 130201 
8211190217 
8211 190213 
3211 150219 

8211190006 

3211190223 
3211 150224 
8311190006 
8211 150229 
8211190223 

8211130006 
321 1 1 50223 
8211 190006 
321 1 1 30006 
8211150249 

8211150006 
B21 11 30251 
3211130252 
8211180006 
8211 150006 

3211150266 
8211150006 
8211150006 
3211190297 
B2 11  130273 


82/09/17 

62/09/17 
82/09/17 
82/09/17 
62/10/01 

82/10/01 
32/10/O1 
82/09/17 
82/10/01 
B2/ 11/03 

32/10/01 
82/09/17 
B2/09/17 
32/11/05 
82/09/17 

82/11/03 

82/09/17 
82/09/17 

83/01/29 
B2/09/17 

32/09/17 

B2/11/05 
32/01/19 
82/11/08 
82/09/17 

32/09/17 
81/11/10 

32/11/03 
32/09/17 
82/11/01 

B2/09/17 

H2/ 1 1 /09 
B2/10/OB 

B2/10/OB 
82/09/17 

02/11 /OB 
82/10/08 
82/09/17 
B2/ 11/03 
82/1 O/08 

32/09/17 
82/09/17 
B1/04/1O 
82/09/17 
82/10/27 

82/09/17 
31/09/10 
32/11/01 
82/10/21 
32/10/20 

32/11/05 
32/11/08 
82/11/05 
82/11/09 
82/09/17 

62/10/21 

62/11/01 
32/09/17 
81/03/11 

82/10/21 

32/09/17 
32/10/21 
32/09/17 
82/09/17 
82/11/03 

82/09/17 
32/10/29 
82/10/03 
82/09/17 
82/09/17 

82/11/04 
82/09/17 
82/09/17 
82/11/03 
82/10/23 


8211190276 
3211150278 
8211130231 
S2111502B5 
8211150286 


8211150006 
8211150006 
8211150006 
3211190006 
3211 150282 


32/09/17 
32/09/17 
B2/O9/17 
82/09/17 
81/07/15 


FOIA 
FOIA 
FOIA 
FOIA 
40-B027 

40-8027 
90-443   F 
FOIA 
40-8027 
50-318    B 

90-443   D 
FOIA 
FOIA 

30-239  8 
FOIA 

90-293       8 
FOIA 
FOIA 

50-316  R 
FOIA 

FOIA 

50-266  P 
90-313  H 
30-293  H 
FOIA 

50-293  8 

90-3 1 3  R 

30-387  8 

30-299  P 

30-333  B 

FOIA 

90-324       8 
FOIA 
FOIA 
FOIA 

90-440  f 

90-267  t 
FOIA 

50-267  £ 

50-267  ( 

FOIA 
FOIA 
30-313  F 

FOIA 
TQPREP 

FOIA 

90-239       I 
30-10         I 
70-1201 
70-27 

50-259 
90-220 
30-239 

30-373 
90-293 

70-143 

CONTRACT 

FOIA 

50-315 

70-143 

FOIA 
70-143 
FOIA 
FOIA 

30-293 

FOIA 

50-390 
70-1113 

FOIA 
FOIA 

50-343 

FOIA 

FOIA 

90-290 

70-1151 

FOIA 

FOIA 
90-219 
50-219 
30-313 


OF  ENCLOSURES 
PRINCIPAL  DOCUMENTS 
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ACCESSION  NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
IBBUED 

SUBJECT 
CATEGORY 

0211130289 

0211  130006 

82/07/17 

FOjIA 

8211150294 

8211  130006 

02/07/17 

FOI  A 

0211130396 

8211  190006 

88/09/1? 

For  A 

B2U1S029Q 

0211  130292 

B2/1O/06 

9O-259       «. 

0211100299 

8211  130393 

02/11/09 

30-414       S 

0311190300 
0211150302 

8211  1SD291 
8211  130006 

02/11/02 
83/07/17 

SO-32  1        s 
FOIA 

0211130309 

0311  190304 

82/11/03 

30-396       8 

OBiiisosia 

0211  190309 

B2/  1O/20 

30-327       0 

821  1190313 

8211130311 

83/10/21 

90-400       Q 

0211130317 

821HS0311 

02/10/31 

30-4-00       Q 

0211150318 

8211190316 

82/11/09 

90-4  16       8 

OS  1  1  1  30330 

0211  130311 

82/10/21 

30-400       a, 

021  1  130323 

6211130311 

Q2/  10/21 

30-400       Q 

021  11  90324 

02  111  90322 

82/lO/ag 

30-302       0 

0311190327 

0211190326 

81/06/15 

90-368       R 

0311190328 

6211130322 

82/10/23 

9O-302       0 

0211190331 

0211190322 

92/10/29 

30-302       0 

0211190333 

0211190329 

83/10/20 

30-309       0 

0211130334 

8211130332 

02/10/29 

30-303        0 

D21  1190336 

8211190333 

02/1O/22 

30-200       a 

0211190337 

6211  130339 

B2/  1O/21 

BO-4  1  7        0 

0211150330 

0211130330 

82  /  1O/21 

30-321        Q 

0211150342 

8811190341 

Ot/lH/13 

SO-368       fi 

821  11  90343 

6211  130340 

m/OB/14 

3O-36B        R 

0211190344 

9211180339 

03/10/21 

90-299       Q 

(5211130347 

8211  1S0006 

82/09/17 

FOIA 

OS!  11  90349 

021113033? 

92/  1O/21 

30-299       Q 

0211130331 

8211130337 

82/10/21 

90-299       Q 

0211100392 

8311130343 

02/10/21 

9O-33Q       Q 

021119035'! 

8211  190348 

02/11/09 

30-261        Q 

D2I  11  30399 

8211130339 

02/10/31 

30-239       Q 

0211190396 

OBI  11  80348 

02/11/03 

90-241        Q 

0211130398 

0311190340 

03/11/00 

90-261        a 

021  1  100360 

0211  190399 

03/11/09 

30-3  1  3       P 

021119036) 

0211100348 

02/11  /OS 

50-261        0 

8911190366 

0211190363 

03/10/06 

70-1113 

0311100370 

0211  190369 

82/11/01 

9O-4S8        Q 

8311190379 

8211  190367 

82/10/19 

3O-269        F 

8311130300 

B2  1  1  1  90372 

02/10/21 

70-37 

0211130302 

8211  190393 

82/10/20 

30-369       a 

021  11  30304 

8211  190377 

02/11/03 

90-338       0 

0211130390 

021  1190373 

EJ2/  1O/21 

3O-4  1  3        0 

02(1180392 

021  1130306 

62/10/20 

30-333       0 

0211190393 

0211  190377 

02/11/05 

90-338       0 

0211130396 

BS1  1180372 

82/10/21 

70-37 

0211190397 

8211190377 

02/11/09 

90-338       0 

0311190399 

0211190307 

02/11/02 

50-269       0 

0311190401 

0211190372 

82/10/21 

70-27 

0211190407 

0211130377 

02/11/03 

90-338       Q 

021U904I2 

0211130373 

82/10/21 

70-27 

0211130439 

8211130429 

02/10/21 

90-321        Q 

0211190436 

8211130434 

01/07/13 

50-368       R 

0211130437 

8211130426 

82/11/10 

50-310       Q 

021  11  8043V 

8211100422 

82/11/02 

00-321        8 

821  11  30440 

8211190430 

02/10/29 

8O-327       Q 

0211100442 

0211130423 

82/  1O/21 

9O-321        0 

0211130444 

02  1  1  I  50429 

02/11/03 

30-290       8 

0211130447 

8211190430 

02/10/29 

90-327       Q 

0211190490 

B21  1190430 

82/10/29 

90-337       a 

0211130499 

0211130492 

02/11/10 

90-3  B9       0 

0311130461 

82  I  U  90430 

82/  10/29 

30-390       Q 

0211190462 

0211  190496 

82/11/09 

90-32H       0 

0311190463 

02111B0497 

82/11/01 

30-390       Q 

8211130468 

8211190429 

02/1  O/31 

50-321        0 

8211190466 

8211180494 

OS/  11  /OB 

30-409       P 

8211130467 

0211130430 

02/10/29 

30-327       Q 

8211100472 

8311100436 

02/11/09 

30-322       0 

8211100473 

8311100425 

82/10/21 

90-321        0 

0211  190479 

021  1130469 

82/10/1S 

30-239       a 

8211190476 

B2  11  150470 

02/11/10 

50-409       Q 

0211IBQ477 

0211130425 

B2/  10/21 

30-321        Q 

021(130450 

B2U1BQ474 

82/11/09 

5O-447       A 

0211130403 

8211190496 

82/11/09 

50-322       0 

0811190403 

82  111  3047? 

82/10/18 

90-2&7       a 

Q21H304B7 
0211180409 
0211130490 
0B  111  80491 
8311190493 

0211190481 
0211190474 
6211190434 
821119047? 
8211190429 

BS/  10/07 
82/11/09 
82/10/06 
B2/10/1B 
82/10/21 

90-269       0 
90-447       A 
50-348       a 
90-267       a 
90-321        a 

ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

G'JB  JECT 
CAreCSRl 

t 

0211150497 

6211  130488 

G3/  1  1  /G3 

30-346 

F 

8311130499 

6211190481, 

62/11/11 

50-324 

P 

6311150301 

6311  150494 

62/10/13 

30-359 

(1 

B21  11  50507 

0211  150*96 

E-2/  1  0  /  I  5 

50-3S.9 

a 

8211130507 

6311  I30S04 

SS/ll/02 

50-2(.l 

a 

0211150513 

631  1  150493 

fi!/  11/07 

50-3b'J 

a 

8311150515 

6311150504 

63/11/02 

30-34  S 

a 

B211130S10 

8211150510 

62'  10'JO 

50-424 

a 

6311130921 

B211  130304 

62/11/03 

50-261 

a 

6211130523 

B211  150311 

S3/11/I2 

50-26? 

p 

B21  11  50524 

6211150516 

GJ/1O/15 

30-413 

a 

6211130529 

6211  150532 

82/10/21 

50-414. 

a 

0311150539 

8311  150519 

D2/  10/22 

30-123 

a 

831I15O33I 

63IIOS0311 

B2/10/12 

30-?t9 

a 

931  1130338 

6311130333 

63/10/21 

30-416 

a 

6211150339 

6211080311 

82/IO/12 

50-369 

a 

8311130543 

631  1  1  30332 

62/10/21 

50-4  I  £> 

a 

8311130343 

8211150333 

62/10/12 

70-1  151 

831  11  30347 

8211130533 

62/  10/O5 

7O-27 

931  11  30349 

8211130333 

63/1  O/31 

50-416 

a 

0211150552 

8211150549 

62/10/19 

50-395 

a 

02111505S6 

8311150551 

62/lO/ia 

50-5 

p 

6211150566 

6211150562 

81/04/13 

50-360 

s 

8311150371 

6211  130564 

62/10/23 

50-24,7 

a 

8211130573 

8211  150557 

62/10/14 

50-321 

Q 

8311150578 

9311  150523 

BS/11/O3 

50-43B 

a 

0211130392 

6311130376 

62/il/Oa 

50-523 

a 

621  1  130383 

6311130337 

83/IO/14 

50-321 

a 

8311130504 

6211130377 

B2/10/15 

70-1  43 

8211150385 

821  1150579 

B2/  11/06 

30-275 

p 

8311150307 

6211130522 

83/11/03 

50-43Q 

a 

8211130391 

9311  ISO  588 

62/11/05 

50-219 

p 

B211I5O592 

9211130379 

62/1  1/O6 

5O-275 

p 

6211150595 

8311  190388 

82/II/O3 

50-21^ 

p 

0311190S96 

8311130337 

83/IO/14 

30-321 

a 

0211150590 

9211150322 

82/11/03 

50-438 

a 

0311130599 

8211130379 

62/1  MQf, 

5O-273 

p 

9211150600 

8211  150593 

62/1  I/O*? 

5O-321 

p 

0211150601 

9211  150580 

62/11  /OS 

50-219 

p 

8311150604 

821  1  150574 

B2/1O/21 

70-143 

8211150605 

8211  150597 

B2/IO/2a 

50-390 

0 

B31115O607 

B2I  11  50597 

B2/10/2S 

50-3  1O 

a 

0311150609 

8211  130603 

B2/  1O-/2Z 

30-26* 

a 

8211150610 

9211150522 

62/1  1/O3 

50-438 

0 

8311150613 

8211  150597 

82/IO/29 

50-39O 

a 

821  1150617 

6211  150606 

82/10/29 

30-259 

0 

6211  15061  B 

6311150597 

82/  jo/as 

30-390 

a 

0211150619 

6211  150616 

B2/1I/1O 

50-280 

p 

8211150628 

9211  190623 

B2/  1  1  /O9 

50-324 

P 

831115O629 

8211  130622 

02/10/09 

5O-395 

a 

8211130636 

0211  150626 

82/11/O1 

50-439 

D 

B2  111  50637 

B21  1130623 

82/10/13 

70-1  43 

0211130642 

631  11  50638 

B2/11/1O 

50-537 

c 

8211150632 

021  1150649 

B1/OB/I4 

50-313 

R 

0211  '  *n**^ 

S3  11  ISO&4B 

BS/1O/07 

«n-TB9 

a 

624 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION  NUMBER 


ACCESSION  NUMBER 


ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


BUBdECT 
CATEOORY 


ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATE00HY 


B21116009B 
8211160099 
8311160103 
821  1160107 
821  116010V 

8211160115 
8=11160153 
B31U60I24 
B21I16O12R 
8311160189 

8311160131 

6211140137 
8311160140 
B211160141 
B211I6OI44 

8211  160  147 
821116OI4B 
6211160149 
82  1  1160  133 
B21116O150 

B21116QI6O 
8211160161 

B2I116O1A2 
B211I6OI73 
8311160173 

8211160179 
B211I60IBO 
B21II601B8 
83II1601S9 


B2111601')B 
03II16021Q 
921116021  I 
B21  11602  12 

831H60216 

8211160219 
0211160221 


B21  1140233 
0211160342 

931114.02*4 
02111*0243 
8211  160254 
3211160336 
B31  1160237 

8311160258 
B21116026B 
8311160269 
8211160270 
6211160273 

821  116-0282 
82  11160257 
8211160292 
8311160294 
B21  11  60295 

8311160297 
8211160399 
021  II  60301 
82111  6O3  1  S 
B21116O3I5 

B2  111  60322 
8311160325 
B21U60348 
8211160349 
B2I11AO333 

821116Q357 

B21  I16O360 
8211160363 
8211160364 

8211160367 

82U  140377 
821  11  60378 
8211160382 
B2111603B3 
9211160384 

9211160390 
8311160391 

9211160399 
8211160400 
8211160402 


S3 11  140093 
B2I1  160093 
62 1 1  160*100 
B2 11 160100 
8211160104 

9211160104 
B2I I  1 601 IB 
B711160119 
8211160123 
6211160119 

8211160125 
3211160133 
B21I  160133 

B21 1160136 
921 1160139 

02)1160143 

9211140142 
8311 160137 
8211160142 
B2 11 140 193 

0211160193 
6211  160191 
8211160199 
32 11 160 172 
B2II16OI69 

B21116O176 
9311140178 
B2II14O1B4 
621 1  160183 
8211160189 

8211160191 
8211160200 
B21 1160307 
Q2I1 160209 
9211160213 

8311160207 
B21 1160213 
8211160232 
831 1  160231 
B21 1 160057 

621 1160232 
B211 160241 
B2M  160291 
B2 1 11 60250 
0H11 140243 

9211160255 
6211160259 
82 11 160269 
8211 160244 
B2I1  160272 

B2 11 160271 
G311  I602B5 

B2H1&03BO 

621116028? 
6211160384 

B21I1603B9 
fl21 11 60391 
8211160296 
3211160310 
8211160314 

B21 1160319 
6311160319 
8211160343 
8311 140343 
8211160351 

8211160345 
02 111 60351 
82 111 60349 
8211160307 
B21 1160351 

B21 1160307 
8211I6O374 
6211160374 
6211160376 
6211160381 

62111603B6 
6311160387 
8211160387 
6211160394 
B211 160367 


02/09/29 
B2/II/03 
B2/II/03 
82/11/09 
S2Y 11/05 

82/11/05 
BE/ 1 1 /OS 
82/11/09 
B2/ 11/02 
82/11/05 

83/11  /OB 
B2/11/05 
63/11/09 
83/10/39 
B-2/ 11/05 

B3/H/04 
B2/ 11/04 
B2/ 11/09 
02/11/04 
02/11/05 

B2/ 11/05 
62/10/29 
B3/ 1 1  /05 
B2/ 11/09 
62/1  1/04 

82/11/10 
B2/ 11/10 
82/11/10 
82/10/29 
B3/II/02 

B3/ 11/02 
92/10/27 
B2/1I/10 
62/11/10 
83/11/09 

62/11/10 
B3/ 11/09 
B2/11/11 
82/IO/27 
33/  JO/29 

B2/ 10/38 
62/11/11 
93/11/12 
82/1 0/25 
63/10/38 

B2/ 10/36 
92/11/12 
82/10/29 
83/11/10 
62/11/05 

83/11/03 
62/11/11 
92/11/10 
82/10/29 
83/11/05 

82/10/25 
B2/11/12 
82/ 1 1  /OS 
82/11/12 
93/11/10 

92/11/09 
82/11/08 
82/11/11 
82/11/10 
B3/11/I3 

B3/11/10 
82/11/12 
82/11/10 
82/11/11 
62/11/12 

82/11/11 

92/11/12 
82/11/12 
82/11/12 

82/10/28 

82/11/03 
82/09/28 
83/09/29 
62/11/09 
82/09/28 


71-483 
50-279 
30-433 
90-433 
30-321 

50-321 
SO-339 
30-320 
50-399 
90-330 

90-295 
50-387 
90-3B7 
50-364 
60-273 

50-330 
50-2  SO 
30-273 
30-2SO 
30-272 

50-272 
90-282 
50-272 
50-283 
30-346 

90-277 
50-250 
90-395 
50-309 
50-946 


50-440 
TGPREP 
50-133        Q 
WASTE  HOT 
50-341       A 


50-123 

50-341 

50-266 

OA999 

70-2945 

QA999 

50-395 

30-440 

QA999 

OA999 

50-946 

30-33B 

50-373 

27-49 

30-350 

70-1113 

50-289 
30-372 
QA999 
50-301 


OA999 
30-313        Q 
50-387       F 
WASTE  MOT 
90-311       ft 


90-483 
50-483 
50-322 
90-261 
50-337 


50-261  R 

50-537  T 

90-261  R 

50-352  0 

90-337  T 


50-352 
50-322 
90-332 
50-302 
90-329 

40-8550 

FOIA 

FOIA 

50-373 

FOIA 


8211160409 
8211160408 
821116041! 
S21 1160417 
B3I 116041 9 

8211160424 
8211160425 
9211160489 
8211160439 
821 1160436 

8211160439 
8211160440 
8211160449 
82 1 1 160446 
8211160449 

8211160452 
6211160459 
8211160437 
8211160462 
3211160463 

B21 1160464 
6211160466 
8211160469 
8211160473 
8211160474 

0311160477 
6211160480 
8211160492 
8211160317 
8211160921 

8211160523 
8211160328 
8211160933 
6211160936 
8211160938 

821116033? 
8211160541 
8311160942 
8211160346 
B2 II 160551 

8211160552 
8211160593 
6211160357 
83 11160559 
8211160564 

8211160966 
8211160974 
8211160375 
8211160381 
8211160583 

821116036.4 
8211170002 
9211170003 
8211170003 
8311170006 

8211170008 
621 1170009 
8211170014 
8211170027 
821 1 1 70038 

9211170031 
6211170032 
8211170033 
8211170033 
8211170036 

82 111 70037 
8211170039 
8211170041 
6211170043 
8211170047 

821117004S 
8211170031 
8211170084 

821 11 7003 3 
8211170096 

8211170070 
8211170079 
921 1 170080 
8211170081 
8211170086 


8211160387 
8211160387 
92111603B7 
8211160387 
82111603B7 

82111603B7 
8211160401 
92111603B7 
8211160427 
6311 160367 

6211 160423 
82111603S7 
6211160387 
8211 160436 
8211160337 

8211160444 
8211 160433 
8211 1603B7 
9211160387 
62111604S3 

6211160431 
6211160367 
Q2111603B7 
8211160367 
8211160470 

S21 1160387 
8211160470 

8211 1603B7 
8211160313 

6211160313 

B211 160916 
8211160316 
8211160387 
8211160336 
8211160326 

8211160937 
8211160926 
8211160537 
6211160526 
8211 160548 

821U60SSO 
8211 I6094B 
8311 160596 
8211160956 
6211 160560 

Sail  160560 
6211160571 
8211160971 
E2  111  60579 
821 1 160579 

8211160580 
8211170001 
8211170001 
831 1170004 

8211170004 

8211170007 
8211170007 
8206290113 
8211170022 
6211170010 

0211170017 
6211170010 
6211170029 
8211170017 
8211170017 

8211170029 
8211170017 
8211170038 
8211170034 
8211170038 

0211170017 
8211170017 
6211 170049 
8211170034 
8211170049 

8211170063 
6211170072 
8211170063 
8211170017 
8211170017 


83/09/28 
83/09/28 
02/09/20 
82/09/28 
82/09/2B 

62/09/2B 
82/11/08 
02/09/30 
02/11/08 
82/09/28 

82/11/09 

82/09/28 
B2/OV/3B 
82/11/00 
83/09/28 

02/10/30 
82/11/05 
82/09/28 
02/09/20 
82/11/03 

62/11/12 
82/09/28 

82/09/28 
02/09/33 
82/1 t/OD 

02/09/20 
82/11/06 
82/09/28 
B2/11/OB 
82/ 1 1 /OS 

82/11 /OB 
02/11/00 
82/09/28 
82/11 /OB 

02/11/00 

02/11/03 
03/11/00 
B2/it/09 
82/ 1 1 /OB 
03/11/00 

02/11/03 
82/11/06 
02/11/03 
83/11/03 
02/11/08 

02/lt/OB 
02/11/09 
02/11/03 
62/11/03 
82/ 1 1 /09 

83/11/00 
82/11/08 
62/11/00 
0B/I1/13 
62/11/12 

82/11/06 
82/11 /OB 
82/09/21 


FOIA 
FOIA 

FOIA 
FOIA 
FOIA 

FDIA 

30-313 

FDIA 

30-253 

FOIA 

30-249 

FOIA 

FOIA 

30-233 

FOIA 

90-341 

30-97 

FOIA 

FOIA 

30-97 

30-392 

FOIA 

FOIA 

FOIA 

90-244 


FOIA 

90-244       F 
FOIA 

50-938       F 
90-338       F 


30-390 

30-290 

FOIA 

90-292 

30-292 

BO-29 

30-252 

30-29 

30-252 

30-120 

30-449 
30-128 
30-134 
50-134 
90-333 


30-339  F 

30-224  F 

50-224  F 

30-344  F 

30-344  F 

30-334  P 

30-199  F 

BO- 199  F 

30-377  F 

30-277  F 


82/11/03 

62/10/15 
82/ 1 1  /OS 

82/11/00 
82/10/15 

82/10/13 

82/11/08 
82/10/13 
82/11/06 
82/1 0/OB 
02/11/08 

B2/10/1B 
82/1O/1S 
82/11/03 
82/10/08 
82/11/05 

as/  ii/oa 

62/1 0/OB 
82/11/08 
02/10/15 
82/10/13 


30-416 
50-416 
70-143 
40-1 I&2 
90-321 

70-143 

30-321 
30-346 
70-143 
70-143 

50-346 
70-143 
30-213 
50-29 

50-213 

70-143 

70-143 

30-29 

FOIA 

30-29 

30-234 

FDIA 

30-234 

70-143 

70-143 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION  NUMBER 


ACCESSION  NUMBER 


ENCLOSURE 

PRINCIPAL 
DOC  UMENT 

DATE 
I8SUED 

SUBJECT 
CATEOORY 

B21  1  170091 

0211170078 

82/10/OB 

FOIA 

021  11  70073 

0211  170017 

02/10/19 

70-143 

S211  170093 

8211170017 

03/10/19 

70-143 

8311170096 

0211170073 

82/10/00 

FOIA 

821  1  1  70097 

H21  1  1700B2 

02/11/00 

90-348 

P 

8211170101 

8211170017 

02/10/19 

70-143 

821  11  70103 

021  1  1700Q9 

02/11/12 

90-320 

B 

621  11  701  06 

Q3H  170017 

03/10/15 

70-143 

021  11  701  07 

8211170072 

82/10/OB 

FOIA 

8211I7010B 

0211170002 

02/11/00 

30-340 

P 

8B1  11  70110 

8211170017 

02/10/19 

70-143 

0211170116 

0211170017 

03/10/13 

70-143 

6211170130 

031  11  7001  7 

62/10/13 

70-143 

0211170121 

8211170072 

B2/10/OB 

FOtA 

5311170127 

8211  170072 

B2/10/OB 

FOIA 

821117013? 

0211170017 

82/10/19 

70-143 

0211170105 

B211  170072 

02/10/00 

FOIA 

021  1170136 

8211  170017 

02/10/19 

70-143 

8211170138 

8211170073 

32/10/06 

FOIA 

0311170141 

0311  170130 

83/11/19 

90-266 

P 

0311170142 

8211170137 

82/11/13 

BO-331 

P 

Q21  1170143 

0211  170017 

02/10/19 

70-143 

0211170146 

0211  170130 

02/11/19 

90-266 

P 

0211170147 

B21  1170017 

82/10/13 

70-143 

8211170130 

8211  170017 

02/10/13 

70-143 

0211170139 

0311170017 

02/10/13 

70-143 

0211170160 

B21  117001  7 

82/10/19 

70-143 

021  1170161 

0211  170149 

63/11/11 

90-320 

P 

0211170166 

B211170017 

02/10/19 

70-143 

B211170169 

621  11  7001  7 

02/10/15 

70-143 

021  t  170174 

8211170017 

62/10/19 

70-143 

8211170177 

8211170171 

03/11/13 

30-361 

Q 

Bat  1170100 

0211  170017 

62/10/13 

70-143 

B21  1170103 

0211170017 

02/10/13 

70-143 

0211170104 

B211I701B1 

03/11/10 

30-399 

0 

8211170107 

8211170017 

02/10/19 

70-143 

021  1170  109 

02111701B3 

B2/  11/04 

CONTRACT 

0211170193 

B211  170017 

02/10/19 

70-143 

0311170197 

8211170017 

02/10/19 

70-143 

0311  170301 

8211170017 

02/10/19 

70-143 

8311170206 

8211170017 

02/10/19 

70-143 

0211170212 

0211170017 

B2/IO/19 

70-143 

0211170216 

B21  1170211 

B2/  1  1  /OB 

90-332 

E 

8211170217 

0211170017 

B2/10/19 

70-143 

8311  170221 

0211170218 

02/11/11 

30-320 

P 

B2  111  70229 

(121  1170219 

82/11/09 

30-310 

P 

8211  170229 

B21  1170017 

02/10/19 

70-143 

0311  170239 

B21I  170017 

03/10/19 

70-143 

B211  170237 

0311170017 

82/10/19 

70-143 

0211170344 

021  117001  7 

82/10/13 

70-143 

8211170246 

0211170017 

82/10/13 

70-143 

0211170232 
0211170237 

8211170017 

8311170017 

02/10/19 
02/10/13 

70-143 
70-143 

0211170263 
02  11  170369 

0211170339 

021  1  170261 

as/  n/04 

02/11/09 

90-366 
90-334 

a 
s 

82  1  1170270 
0211170273 
BB11  170274 
9211170370 
8211170S77 

0211170266 
0211170017 
B21117Q26B 
B2  11  170269 

8211170017 

82/11/13 
03/10/19 
03/11/09 
82/11/04 
82/10/13 

90-303 
70-143 
90-369 
90-331 

70-143 

B 

S 
B 

B8U17G2BO 
B21  11  70281 
S2U1702B3 
B2  11  170304 
B3I  1  170207 

B21  1170017 
8211170272 
0211  17027B 
0ai  1170017 
8211170017 

Q2/10/19 
B2/  11/09 
03/11/11 
B2/10/1S 
62/10/19 

70-143 
30-366 
90-324 
70-143 
70-143 

B 

a 

0211170292 

8311170B9S 
821  11  70299 
021  1  170299 
8211170301 

B21  1170017 
8211170206 
0211170017 
8311170290 
031  1170017 

82/10/15 
S2/11/12 
8B/10/1S 
82/11  /OS 
S2/10/13 

70-143 
30-416 
70-143 

90-321 
70-143 

E 
B 

B2  11  170305 

8211170306 
0211170308 
0211170311 
8211170313 

B21  1170017 
8211170304 
8211170017 
8311170307 
021  1170309 

62/10/13 
82/11/09 
82/10/13 
82/11/11 

82/1  1/U 

70-143 
90-321 
70-143 
SO-261 
30-261 

B 

B 

B 

S2U  170314 
B21I17031* 
0211170319 
B21  1170323 
6311170324 

eau  17031  a 

821  1170310 

B211  170317 
S31  1170017 
0211170322 

83/11/12 
B2/11/I2 
83/11/12 
82/10/19 
82/11/15 

30-416 
90-303 
30-416 
70-143 
90-482 

m  com  u. 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECf 
CAIESQRV 

8211170329 
8211170326 

921117032? 
8311170331 
3211170334 

6211170017 
02  111  70320 
0211170017 
6211170017 
B2I1I7032B 

B2/IO/15 
B2/  1  1  /OS 
82/10/13 
B3/IO/13 
82/  1  1  /04 

70-143 

50-321         B 
70-143 
70-143 
50-366        S 

0211170337 
8211170339 
8211170341 
B2I  11  70349 
0211170392 

BB11I70017 
8211170338 
B21  11  70017 
B2I  II  70017 
8311170017 

82/10/15 
82/11/12 
B2/IO/19 
B3/10/I3 
82/10/13 

70-143 
30-375        X 
70-143 
70-H3 
70i-143 

8311170333 
8211170334 
8311170333 
0211170398 
8211  £70361 

6311170390 
B81  1170331 
B21I  170017 
6311170337 
8311170017 

83/11/11 
82/11/04 
B2/10/IS 
63/  1  1  /OH 
82/10/13 

50-324         S 

50-366         S 
70-143 

50-331         S 
70-143 

021  1170364 
B21117O366 
8211170367 
82  1  11  70370 
8311170372 

8211170017 
82  1  1  170363 
BSl  1170017 
6311170362 
Sill  170017 

83/10/15 
82/11/12 
82/10/13 
82/11/13 
82/10/15 

70-143 
50-345        P 
70-143 
50-245         P 
70-143 

B21  1170373 

8211170373 
8211170378 

B31  1170379 
8211170380 

8211170362 
6311170017 
8211170017 
021  1  1  70376 
6311170017 

82/11/12 
82/10/15 
S2/10/15 
82/11  /OS 
92/10/15 

50-245         P 
70-  1  43 
70-143 
40-BiSI 
70-143 

9211170392 
B2111703B3 
SSI  11  70384 
8211170386 
B2111703BB 

8311170377 
BZ1  1170391 
8311170017 
B21II700I7 
B211  170383 

fla/  1  1  /03 
92/11/05 
82/10/13 
82/10/15 
82/11/05 

50-366        £ 
40-B6SI 
70-143 

70-143 
40-8200 

B2111703B9 
B2111  70392 
8311170394 
B21  11  70395 

B21  1170017 
8211170017 
B2II  170390 
0311170017 

B3/10/I5 
82/10/13 
B2/  1  1  /09 
Oa/10/13 

70-143 
7O-M3 
50-321         S 

70-143 

9211170398        6311170017       62/10/15        70-143 


821  1  1  70403 

8211170017 

B2/10/15 

7Q-143 

0311170406 

8311170017 

62/10/19 

70-143 

8211170411 

6311170017 

92/10/15 

70-143 

8311170412 

821  1  1  70400 

S2/I1/09 

w-aso      s 

821  1170415 

8211170017 

03/10/15 

FIJI  A 

B21  1170417 

8211170410 

BE/  1  1  /OS 

40-8681 

B21U7041B 

8211170017 

B2/10/15 

70-1*3 

B31  1170419 

B21  1  170416 

B3/  11/09 

71-53 

8211170430 

6311170400 

62/11/09 

50-360        S 

8311170423 

821  11  7001  7 

82/10/15 

70-1*3 

6211170424 

8211170*23 

B2/11/11 

30-334        P 

8211170426 

6311170017 

B2/  10/15 

70-143 

8211170427 

8211I7042I 

83/11/09 

50-366        S 

921  1  1  70429 

8211170423 

02/11/10 

50-395        S 

0211170430 

8211170493 

82/11/10- 

5Q-39S        S 

6211170439 
8211  170441 
6211170447 
6211170493 
8211170438 

8211170433 
8311170434 
8211230323 
6211170448 
82I1I704S3 

82/11/0? 
82/11/10 
92/11/13 
82/11/15 

B3/n/oa 

71-*B5 
50-364        S 
50-319        P 
90-324        Q 
50-335        S 

621  1  170477 

B21  1170473 

82/10/09 

HASTE  MOT 

8211170478 
0211170479 
B31  1  170460 

6311170476 
8211170476 
8211170476 

82/10/12 
82/10/13 
62/10/13 

FOIA 
FOIA 

m  I  A 

6211170483 

B21  1170476 

82/10/13 

FOIA 

6311170465 
8211170406 
8311170467 
021  11  70490 
6311170493 

8311170483 
8211170491 
6211170113 
9211170493 
0211170491 

62/11/04 
03/10/18 
82/10/38 
83/10/39 
S2/  11/04 

40-399 
FOIA 
40-8502 
XPOHTLIC 
40-8  IO2 

8211170501 
021  1  170304 
631117050B 
8211170323 
8311170337 

8211170499 
0211170302 
6311170309 
8211170922 
6311170332 

82/10/22 
82/IQ/S9 
82/10/29 
82/10/29 
82/10/39 

COMMISSION 
FOIA 
40-1947 
FOIA 
FOIA 

6211170931 

0211170340 
8211170391 
8211170987 
8=11170961 

9211170923 
8211170346 
8311170546 
8211170934 
8211170394 

B2/  10/28 
82/10/11 
03/10/11 
82/  1  1  /03 
82/  1  1  /03 

FOIA 
HASTE  MOT 
HASTE  MOT 
WASTE  M8T 
WASTE  M3I 

8211170562 
82  HI  70964 
0311170966 
8311180002 
8211160003 

8211170360 
6211170560 

8211170960 
8211180001 
8211180001 

82/11/00 
83/11  /OS 
03/11/08 
62/11/09 

82/11/09 

30-266.        P 
30-266        P 
50-26*        P 
90-309       P 
W-309       P 

628 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION  NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEODRV 

9311180004 

621  1  160001 

82/11/09 

90-307   P 

S3  M  180009 

8311180008 

63/11/16 

50-3SB   0 

821  1190018 

B2111BOOI7 

B2/  11/07 

50-271    R 

8211180023 

8311180020 

83/11/04 

FOIA 

8211180024 

6211  1B0019 

82/11/05 

50-368   P 

82  11  180026 

B2111B0020 

B2/  11/04 

FOIA 

83111B002B 

6211  160021 

93/11/05 

XPORTLIC 

B21  11  60030 

62  11  1B0027 

82/11/11 

50-366   P 

631  1160031 

821  1  180020 

83/11/04 

FOIA 

8211160034 

8211  160027 

02/11/11 

50-366   H 

63  1  1  160035 

821  1  1B0032 

82/11/04 

WASTE  HST 

62  111  80036 

D21  1  180033 

83/11/01 

50-313   8 

82I11B0037 

821  1  180020 

82/11/04 

FOIA 

B21  11  80040 

BZ11  160030 

63/11/04 

FOIA 

621  11  60041 

8211  180020 

82/11/04 

FOIA 

62111B0045 

6311180015 

82/11/05 

90-368   P 

B211  160046 

621  1  180030 

83/11/04 

FOIA 

8311I6004B 

821  1  180039 

82/11/10 

50-267   S 

831  1  180047 

821  1  1B0020 

63/11/04 

FOIA 

8211  190050 

8211  180015 

82/  1  1  /09 

50-36B   P 

B3H1BOOSI 

8211180044 

83/11/13 

50-245   P 

8211180052 

8311  IB0020 

62/11/04 

FOIA 

8211130055 

B211  180030 

82/11/04 

FOIA 

8211180056 

B311  IB0044 

82/11/12 

50-245   P 

82111BQOS9 

6211  160030 

83/11/04 

FOIA 

82)1180061 

B3111B0044 

63/11/12 

50-245   P 

B21  11  60063 

6211  18D020 

B2/  11/04 

FOIA 

B2111B0066 

821  1  160057 

B2/  1  1  /03 

CONTRACT 

6311160078 

921  1  180072 

62/11/09 

50-338   P 

B21M800BO 

831  1  180072 

63/11/07 

50-338   P 

6311160127 

8211180020 

63/11/04 

FOIA 

B2I11BOI31 

B211  160030 

83/11/04 

FOIA 

8211180134 

6211  1801  28 

B3/  1  1  /08 

COMMISSION 

B21UB0137 

621  1  180020 

82/11/04 

FOIA 

831  1180140 

8311180020 

62/11/04 

50-347   0 

8211180162 

8211180161 

82/10/32 

FOIA 

B2I11B0169 

6211  160161 

B2/  10/22 

FOIA 

B21  1160169 

6211  180161 

83/10/23 

70-146 

6211IB0173 

621  1  160161 

B2/  10/23 

70-146 

6211160176 

6211  180161 

82/10/22 

FOIA 

8211180190 

8211180161 

83/10/22 

FOIA 

32(1100182 

H211  180161 

82/10/32 

70-340 

8211180IB4 

B211  IB0161 

82/10/22 

70-146 

8211180168 

6211  160161 

B3/  10/22 

FOIA 

B21  11601  73 

B21I  180161 

33/10/22 

70-146 

8311180199 

8311160189 

82/11/09 

90-344   S 

8211180198 

8211  1601B6 

B2/1I/13 

90-454   0 

8211160307 

8211  180161 

82/10/33 

70-146 

82  1  1180207 

821  1  180201 

82/11/12 

50-382   A 

8311180216 

8211180212 

82/10/20 

OA997 

ACCESSION 

NUMBER 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEOOTV 

921  1180375 

8211  160369 

82/  1  1  /04 

90-410       0 

831  1100301 

631  1  IR03A7 

02/11/04 

30-410       0 

B21  1180390 

62(1  100329 

62/11/15 

SO-317       Q 

821  1180404 

8211  180398 

62/11/16 

30-434       0 

83  11  180408 

B211  180401 

02/11/12 

30-  937       0 

83111B0409 

621  1  100329 

83/11/15 

SO-317       0 

8211180411 

921  1  100396 

62/11/16 

30-434       0 

021  118041  5 

6211  16039B 

93/11/16 

90-494        0 

B21H80419 

6211  180390 

93/11/li 

90-494       0 

8311180425 

6211  IB0330 

63/10/23 

SO-31S        (1 

6211IB0431 

62111(30398 

82/11/16 

90-494        0 

8211100434 

8211  1B0330 

92/10/29 

50-313        0 

8211180435 

8211  100330 

62/10/23 

90-313        0 

82111B0461 

8211  160496 

02/11/03 

CONTRACT 

62U18047O 

62111B0463 

02/11/10 

CONTRACT 

0211180490 

8311  160476 

02/11/0:) 

90-271         S 

B311IB04B6 

6211  1004B4 

92/11/00 

90-272        fl 

821  11  80407 

6211  IB0477 

82/11/10 

CONH1ACT 

9211100497 

02111G04SB 

82/11/09 

DO-320       0 

0211160499 

6211  190495 

02/11/10 

90-394       0 

9311180530 

8211180827 

03/11/16 

CONTRACT 

B21  11  90007 

8211  190004 

92/10/19 

FOIA 

0211190010 

6211  170004 

as/io/19 

F01A 

92  II  19001  2 

621  1  190004 

D2/10/19 

FD1A 

8211190019 

0211  190004 

03/10/19 

FOIA 

8211190023 

8311  190004 

Q2/10/19 

FQlft 

8211190031 

621  1  190029 

83/  1  1  /02 

CONTRACT 

021  1  190034 

921  1  190004 

62/10/19 

FOIA 

B21  11  90033 

8311  190033 

02/11/10 

30-32S       A 

831  11  90039 

8211  190037 

93/10/00 

70-143 

8211190013 

8211190037 

OB/  10/00 

70-143 

831  11  70019 

6211  190037 

02/10/00 

70-143 

8211190047 

6211  190037 

03/10/00 

70-  1  43 

B21119004B 

93  11  190037 

02/1  o/oa 

70-  1  43 

021  1190063 

821  1  190061 

02/10/29 

90-299        P 

0211190104 

8211190097 

03/11/12 

50-304        8 

8211190105 

6311  190101 

82/11/00 

90-331        8 

6311190112 

0211  190110 

62/11/13 

30-3V3       6 

8311  1901  16 

8211190111 

02/11/10 

50-206       8 

821(190117 

621  11901  13 

02/11/07 

50-159       0 

0211190120 

6211190114 

92/11/04 

90-269       8 

8311190121 

8211  190119 

oa/n/19 

50-293       0 

0311190130 

6211  J901Z6 

62/11/08 

50-269       8 

anil  190146 

621  1  190144 

92/11/10 

30-29         0 

8211190191 

9211  190149 

82/1  1  /I  I 

90-316       ff 

8211190153 

9211190110 

82/11/01 

90-206       8 

8211190196 

6211190154 

02/11/00 

50-331     n 

0211190160 

9311  190136 

92/10/27 

30-361        6 

3211190161 

8311  190199 

82/11/16 

50-341        0 

B21  1190167 

8211  190166 

62/11/01 

90-440       0 

8211190170 

8311  190168 

62/11/10 

90-239       0 

B2II170175 

6211  190173 

H2/10/B6 

SO-H06       B 

9211190179 

9211190176 

82/11/10 

SO-209       P 

8211190180 

9311  190176 

83/11/10 

SQ-2BS       P 

B21  1190182 

8211190181 

62/11/14 

50-331        R 

S2111901B4 

8311190193 

62/11/13 

50-399       H 

021I1901B7 

6211190186 

92/11/19 

90-28?       H 

92I11901S9 

6211  190166 

92/  1  1  /04 

30-311       Q 

8211190192 

8311  190190 

83/  1  1  /04 

30-243       0 

8311190196 

S21  1  190193 

02/11/13 

50-443       0 

B21U90197 

1-.  it  190194 

62/11/04 

DO-317       Q 

8211190304 

dkl  11  90201 

82/11/03 

30-286       0 

8211190213 

8211190147 

62/11/15 

50-273       M 

831  1190214 

8211190210 

03/11/12 

50-338       P 

8211190316 

9211190212 

82/11/17 

50-362       0 

B2  1119021  8 

821  H90209 

82/11/03 

90-104       0 

6311190219 

621  11  70206 

92/11/01 

30-266       0 

S21  11  90321 

6211  190217 

62/11/10 

90-313       S 

8211190229 

6311  1  90223 

82/11/12 

90-279       8 

8211190239 

8211190233 

32/11/01 

90-412       0 

8211190239 

821  1190333 

82/11/Ot 

90-412       Q 

6311190240 

6211190229 

62/11/10 

SO-361       P 

8211190349 

8211190243 

92/11/12 

90-155       8 

8211190249 

6311  190244 

92/11/17 

50-318       P 

6311190292 

8211  19024S 

B2/H/09 

90-361        B 

B211190S57 

8311  190253 

82/11/19 

50-321       R 

8211190238 

8211  1902S5 

62/11/03 

90-346       0 

9311190260 

8311  190259 

82/11/03 

50-346       Q 

8211190261 

8211190256 

82/11/07 

30-263       8 

6211190264 

8311190263 

S3/11/10 

90-366       P 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION   NUMBER 


ACCESSION  NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 

cAreoofn 

f 

8211190269 

8311  190259 

82/10/27 

30-272 

a 

B211I9026B 

8211  19O266 

92/10/29 

30-269 

B 

3211190370 

8311  190267 

92/11  /OB 

30-331 

e 

B2I  1190276 

BZ11  19O272 

82/11/15 

90-299 

Q 

8211190278 

0211  190279 

92/11  /OB 

50-339 

Q 

8211190283 

82  1  1  1  9O27  1 

B2/11/12 

50-424 

A 

8211190383 

8211190275 

92/  1  1  /OB 

90-329 

Q 

8211190237 

8211  19O2B6 

93/10/29 

40-3453 

8211190310 

821  1  19O308 

as/ii/ia 

CONTRACT 

8211190311 

3211  17O309 

82/11/09 

50-230 

P 

821  1190328 

8211190326 

92/10/29 

40-3433 

8311190340 

821  1  1  9O333 

82/  1  1  /O9 

71-913? 

3311190346 

821  1  1  9O344 

62/11/10 

30-364 

P 

621  1190390 

821  1  19O345 

82/11/10 

SO-27S 

P 

8211190352 

8211  190351 

62/11/10 

30-361 

P 

B21  1190355 

8211  190332 

82/11/09 

71-9139 

8211190369 

8211190366 

82/11/12 

90-312 

P 

0211190370 

8211  19O366 

02/11/12 

30-312 

P 

8211230010 

B21122O009 

02/1  1/13- 

30-34B 

R 

8211220017 

B21122OO14 

82/1  1/1O 

30-537 

U 

0211920020 

0211220015 

82/11/17 

50-309 

F 

8211220021 

0211230019 

83/10  /BO 

FOIA 

B2  11  220023 

8211220013 

83/11/17 

90-309 

F 

8211220024 

821122OOI9 

B3/  10/2O 

FOIA 

8211320027 

8211220019 

0S/  10/2O 

FCJIA 

8211230030 

821  1220019 

82/10/20 

FOIA 

821  1220034 

8211220019 

B2/10/2Q 

FOIA 

831  1320039 

8211220019 

82/10/20 

FOIA 

8211320040 

8211220019 

ea/  10/20 

FOIA 

8211230041 

621  1  22O019 

92/1  0/20 

FOIA 

8211220042 

8211220019 

92/10/20 

FOIA 

8311220044 

821I22O019 

02/10/20 

FOTA 

B2  11  220047 

6211220019 

02/10/20 

FOIA 

8211220048 

8211220046 

0a/ll/OB 

90-333 

P 

82  11  220049 

8211220019 

82/10/20 

FOIA 

B2112200SO 

8211220046 

82/11/08 

50-335 

P 

8211230092 

BZ1122O019 

82/10/20 

FOIA 

8211220054 

6211220019 

02/10/20 

FQIA 

8211230056 

8211220091 

82/10/29 

SQ-52S 

a 

831  1320057 

8211220019 

93/10/2O 

FDIA 

B31122009B 

8211220019 

83/10/20 

FOIA 

0211220061 

621122O019 

83/10/20 

F01A 

0211220076 

8211220019 

62/10/20 

FOIA 

821  1320078 

8211220019 

63/10/20 

FOIA 

821  1  220081 

B21122O019 

62/10/20 

FOIA 

82  tl  220055 

B21  1  220019 

02/10/20 

FOIA 

8211230092 

8211220019 

82/10/20 

FOIA 

8211220095 

8211220019 

83/10/20 

FOJA 

8211220100 

8211220019 

62/10/20 

FDIA 

8311220104 

6211220019 

82/10/20 

FOIA 

8211820107 

8211220019 

83/10/20 

FOIA 

8211220109 

8211220109 

62/11/01 

30-397 

a 

8211220111 

8211220019 

82/10/20 

FOIA 

6211220114 

8211220019 

62/10/20 

FOIA 

8211220115 

8211220110 

62/11/16 

50-34S 

P 

8211320116 

8211220019 

es/  10/20 

FOIA 

8211220117 

8211220113 

83/11/05 

90-2  BO 

P 

8211220118 

B2  11  22001  9 

83/  10/2O 

FOIA 

8211220120 

B21122O019 

82/  10/2O 

FOIA 

8211220124 

8211220121 

83/11/15 

50-364 

R 

8211220126 

8211220019 

82/10/20 

FOIA 

8211220130 

B21122O019 

B2/  10/20 

FOIA 

8211320135 

8211220019 

82/  10/2O 

FQIA 

8211220137 

821122O132 

62/11/16 

30-319 

P 

8211220138 

8211  I7O446 

6S/08/27 

PHM 

8211230160 

8211220157 

82/11/17 

50-322 

a 

8211220170 

821I22O167 

82/11/16 

30-1  SB 

a 

8211320171 

0211220149 

82/10/14 

FRM 

821IS20I90 

821  1  220167 

82/11/04 

50-321 

8 

8311220194 

821  1  220187 

62/09/16 

30-283 

Q 

8211220221 

821  1  220219 

83/11/10 

50-239 

S 

B2  11  220222 

8211220215 

62/11/12 

30-38O 

S 

8211220227 

8211230224 

82/11/09 

90-321 

B 

8211220234 

8S  11  220229 

62/11/11 

50-36,6 

3 

821  1  220335 

8211220230 

82/11/15 

50-369 

R 

8211220236 

8211220232 

82/11/11 

50-395 

B 

8311220240 

82  1  1  22O333 

az/ii/oa 

30-280 

B 

8211220244 

821(220233 

63/1  1  /OB 

30-2SO 

3 

8311220230 

82  It  220341 

82/J1/I7 

SO-3O2 

Q 

8211230231 

8211220019 

32/10/2O 

FOIA  . 

ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 

fSSUED 


SUBJECT 
CATEOORV 


331 1220259  821 1230255 

9211220262  8211B20358 

831 1220263  821 1 230258 

621 1220269  321 1 220361 

821 1220267  0211 330260 


82 1 1720270 
82 1 1 220377 
82 1 1  320279 
8311220281 
0211320284 

8211220285 
8311220289 
6211320294 
82HS20297 
B21 1220302 

831 1220306 
B21 122031 6 
8211220317 
32 112203 1 9 
B3 1 1220320 


8211220266 
8211220371 
B2 1 1 220276 
B2 11  230272 
0211 320333 

82 1 1 22027  S 
82 11 22028 6 
0211220293 
8211320399 
B2 11 220301 

8211220304 
82I122O31Z 
8211320314 
0211220315 
8211220314 


B2 t 1220321  621 1 3203 1 2 

321 1220323  £21 1  22031 4 

831 1220339  &21 123O325 

B2 1 1220333  92 1 1220325 

0211220341  821123033B 


0211220346 
8211520347 
8211220349 
B2 II 22033 1 
8311220334 

8211220359 
8211230360 
02 1 1 330364 
82 1 1 320366 
8211230367 

B2 11 22036? 
621 [320373 
8311220374 
821 £220376 
821 1220379 

1121122038k 
3211220304 
0211220391 
8211330392 
8311220397 

B21 1230398 
H2 11 220403 
02 1 1 320403 
3211220404 
02 1 1 23040  5- 

92 11 23040  f> 
B2 11 320407 
6211220416 
6311320428 
8211230431 

621 1320439 
8311220443 


£2(1220466 
B2 II 220468 

B2H22047S 
9211320470 
82 1 1 220494 
9311320497 
82 I 1220499 

9211230012 

3211330014 
821 1 230021 
821 1230030 
8211230039 

8211230040 
B2US30031 

9211230097 
9211230062 
83 II 830079 

8211230081 

6211330091 
8211230104 
3211230105 
8211230119 


8211320338 
821 1  220344 
8211220331 

821 1 320344 
021 1 220344 

8211300353 
021 1 220344 
82 1 1  230344 
8211220353 
02 1 1 22034  4 

82 1 1 220363 
8211330344 
6211220353 
82U2303&3 
6211220363 

82US20377 
6211230377 
3211220344 

8211220388 
82 1 1  320344 

8211230385 
B2 11 220387 
8211320385 
6211230100 
8211320303 

B2112203G3 
6211320400 
6211220395 
6211220422 
&21 1230427 

6211220434 

321)230434 
8211220490 
8211220463 
8311220463 

B31 122.0473 
821 1 220473 
321 1 220483 
B21 1 220493 
821 1  320493 

8211230008 
0211230011 
B2 11 220450 
6211230028 
8211230035 

83 II 230037 
8211230044 
82 11 230093 
821 1 330094 
8211330071 


93/11713 
83/10/25 
02/10/23 
82/11/10 
82/1 1/tO 

02/10/39 
32/ 1 1 /O4 
B2/ 1 1 /O? 
82/  1 1 /07 
B2/11/15 

B2/11/1L 
82/ 1 1 /OB 
62  / 11/03 
02/10/26 
B2/11/1I 

83/11/18 
82/11/17 

82/1 i/09 
B2/1I/10 
82/11/08 

B2/ 11/17 
83/11/08 
B2/C1/17 
S2/ 11/17 
32/11/17 

82/11/17 
82/11/17 
63/11/10 

B2/11/17 
83/11/17 

82/11/17 
33/11/17 
82/11/17 
83/11/17 
82/11/17 

82/11/10 
B2/11/I7 
62/11/15 
02/11/10 
63/11/10 

B2/I1/17 
B2/11/17 
32/11/17 
02/11/09 

B3/I1/17 

8S/10/20 
83/  1 1 /09 
92/10/20 
83/11/17 
83 J 1 0/30 

82/10/30 
82/11/17 
82/11/16 
82/11/12 

B2/11/10 

62/11/17 
83/11/17 
92/1 1/ 17 
92/11/17 

82/11/17 

92/11/12 
62/11/12 

82/10/01 
32/11/12 
83/11/12 

B2/ 1 1 /09 
02/1 1 /IB 
B2/  J I  /I  7 
02/1 1 /IS 
82/11/18 

B2/  1 1 /04 
B2/ 1 1 /04 

82/11/15 
B2/ 1 1 /OB 
82/11/16 


50-323 

OA999 

QA999 

50-369 

50-3O2 

70-9BA 
50-366 
50-296 
50-321 
50-269 

SQ-366 

50-395 

50-324 

70-1257 

50-399 

50-337 
50-206 
50-380 
50-327 
50-260 

50-206 
50-260 
50-3 
50-3 
50-1 16 

50-1 16 
50-2Qi 
50-2  59 
50-206 
30-236 

50-336 

50-206 
50-236 
50-326 
50-286 

50-334 
90-386 
50-416 
50-334 
50-334 

50-124 

50-SS4 

50-266 

70-27 

50-236 

70-135 
50-259 
70- 1 33 
50-276 
70- 1 33 


70-139 

SO -276        F 

CONTRACT 

50-337        A 

71-170 


8311230072 
02 1 1 230087 
B2 11 230094 
6211230095. 
8211230109 


B3/ 1 1 /OS 
82/11/17 
32/11 /[I 
B2/ 11/17 
B2/11/19 


50-70 
30-70 

90-243 
50-151 
30-191 

50-395 

50-395 

40-H027 

50-337 

50-387 

30-366 
50-206 
90-243 
MJREO 
BO -309 

90-373 
50-334 
30-317 

50-397 
SO-333 

50-219 
50-328 
50-366 
50-331 
SQ-339 


628 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION   NUMBER 


ENCLOSURE 
9211230116 


8211230127 
6211230133 
8211230139 

6211230139 
8211230141 
8311230142 
8211230148 
821(230150 

021 12301 53 
8211230154 
6211230170 
3211230173 
6211230182 

6211230193 
8211230169 
6211330193 
821 1230209 
6211330216 

8211230219 
8211230220 
B2 1 1230234 
6311330234 
B2 11 230238 

8211230241 
9211230244 
8211230293 
8211330257 
8211230271 

8211230274 
63113302B4 
B21 1230308 
8311230293 
6211330290 

82 11 230301 
8311230302 
6211330305 
82 11 230309 
8211230310 

B21 1230312 
0211230316 
6211330319 
8311230322 
8211230323 

8211230326 
8211330332 
0211230339 
8311330345 
8211230347 


PRINCIPAL 
DOCUMENT 

8311330107 
82112301 14 
8211230114 
821 1  230 [2? 
B21 1230 132 

6211230134 
8211230135 
8211  230136 
B31 12301 45 
8211230144 

6211330144 
83112:30151 
8211230166 
6211230151 
0211230175 

8311 230 174 
8211230187 
6311330177 
B31123Q202 
6211230207 

8311230313 
8211230162 
0211230222 
B2I123QS32 
0211230235 

8211230239 
Q31 1 330335 
8211230243 
B2UC30255 
6211230369 

G2UB30259 
0211230262 
B31 1230206 
621 1  230-292 
0211230293 

8311230299 
8311230300 
B2 11  230303 
8311230307 
631 1  B30307 

8311330311 
6211230315 
B21 1330310 
821  1  330318 
0211230363 

62 1L  230324 
B31 1230327 
8211230334 
6311330334 
8211330341 


8211230348 
8311230349 
6211230350 
8311230353 
6211230362 

8211230363 
9311 230372 
6211230374 
9211230377 
8211230380 

0211230385 
8211230387 
8211230308 
83  L 1 230390 
8211230392 

8211230393 
9211230396 
82 11 230399 
8211230403 
8211230415 

8211230419 
82 11 230420 
6211330421 
8211230424 
9211230430 

9211230434 
6211230435 
8211230438 
8211230439 
8211230443 


821 1  230333 
821 1330334 
8211230342 
821 1 230340 
S3 11 330355 

92 1 1  230333 
62 1 1 230368 
821  1230371 
8211230369 
8211230371 

82US30376 
6211230364 
8311230378 
B21 1230381 
8211230384 

621 1 230369 
8211330376 
82  1 1 230389 
0211230393 
82]  133040S 

65 1 1 230394 
0211230409 
9211230410 
6211230416 
8811230425 

9211230427 
821 1230426 
6211230432 
3211230431 
8211230441 


DATE 
ISSUED 

82/11/00 
B2/ 11/04 
82/11/04 
03/11/17 
82/1 1/1 2 

82/11/05 
92/11/16 
02/11/19 
92/11/19 
02/11/17 

92/11/17 
B2/11/05 
B3/I1/16 
62/11/05 
82/10/12 

82/11/19 
B2/11/13 
82/11/16 
62/11/11 
83/11/04 

82/11/04 
02/11/16 
92/ 1 1 /04 
B3/1I/19 
82/ 1 1 /09 

03/11/15 
02/11/17 
82/11/05 
03/1  1/22 
B2/11/19 

03/11/15 
B2/ 11/16 
82/1 L/19 
03/11/10 
B2/I  1/17 

82/11/15 
B2/11/18 
93/11/16 
62/11/07 
82/1  1/09 

62/1  1/15 
62/11/17 
83/1  1/01 
03/11/0-1 
82/1  1/16 

B3/11/15 
83/11/15 
62/11/16 
83/11/16 
82/09/29 

82/10/13 
83/11/16 
62/11/13 
83/11/19 
92/11/16 


SUBJECT 
CATEOCflV 


50-333 
50-346 
30-346 
50-302 
50-336 


80-317  S 

50-259  S 

S 0-302  P 

50-313  P 

50-333  0 

50-333  Q 
3A999 

50-331  P 
SA999 
70- 1 43 


70-143 

50-213 

50-27B 

30-29 

50-275 


02/10/13 
83/11/13 
B2/ i 1 /OB 
83/11/16 
62/11 /OB 

83/11/19 
82/1 1/09 
82/1 1/ IB 
92/11/01 

ea/n/oB 
ga/ii/13 

83/11/19 
02/11/15 
62/11 /OS 
62/11/16 

92/11/13 
82/10/08 
62/11/19 
83/1I/1S 
82/11/16 

82/11/10 
B2/II/19 
92/11/16 
63/11 /OB 
B2/ 1 1 /03 


50-247 
OA999 
50-334 
50-362 
30-3  B7 

50-373 
50-416 
50-397 
50-322 
TOP  REP 

50-317 

50-296 
5-0-303 
50-372 
50-337 

50-304 
50-331 
50-3  1 3 
5O -3  58 
50-3 5B 

50-373 
50-260 
50-373 
50-373 
50-416 

50-260 
50-324 
50-329 
50-339 
40-6623 

70-143 
50-329 
50-325 
50-331 
50-416 

70-143 

5O-3 

50-373 

90-416 

30-373 


P 
Q 
P 

B 
P 

F 

F 

S 
P 

Q 
0 
B 

B 
S 
A 
A 


50-322:  0 

50-36 1  0 

50-295  0 

SO-49B  <J 

50-361  0 


50-247 
50-332 
50-247 
50-275 
50-319 

50-293 

so-aao 

30-70 

50-33? 
50-344 


8211230426 
8211330443 
6211230444 
8211230426 
3211230447 

8211230446 
8211230444 
9211230496 
6211230464 
8211230464 

6211S30474 
82112304BO 
6211330480 
8211230411 
321 1230495 

6211230495 
8211230AB6 
6211230305 
9211230511 
6211330410 

9211330511 
8211330520 
8211330521 
6211330545 
BS1 1230345 

9211230543 
9211240003 
8211240010 
62 11 240034 
8211240036 

6211240045 
6211240047 
8311240045 
8211240063 
6211B400A7 

6211240062 
8211240078 
8211240078 
8211240100 
6211340100 

B211240115 
8211240093 
8211240032 
8211240161 
8211240161 

BSl 1240173 
821 1240173 
8211240178 
321124017!) 
6211340191 

9211240191 
8211340204 
B21 1240191 
8211240067 
8211240220 


50-3 1 1  9 
QA999- 

SO-325  S 

50-206  0 

50-B72  S 


6211240224 
8211240225 
8211240233 
8211240237 
B2 11 240254 

B2 11 24027? 
B2 11 240284 
821 12402?0 
8211240291 
8311340B95 

6211240304 
8211240306 
8211240308 
6211240314 
8211240319 

6211240321 
8211240322 
8211240333 
9211240334 

6211240344 

8211240346 
6211240357 
8211S403SB 
6211240362 
8211240363 


6211240209 
821124022:0 
8211240230 
B2 11 240230 
9211340239 

8211240274 
8211340274 
82112402Q5 
82 11 240288 
82112402SB 

Q2 11 240299 
8211340300 
6211240299 
8211240313 
8211340317 

B21 1240316 
821 12403  IS 
8211340329 
6211240327 
8211240342 

6211240342 
8211240349 
BSl 1240349 
8211240361 

8211240360 


62/ll/IB 
92/11/16 

63/11/15 
S2/11/1B 
82/11/13 

62/1  I/IB 
32/11/15 
82/11/15 
82/11/03 
82/11/05 

82/11/18 
B3/ 11/09 
82/11/09 
62/11/19 
B2/1O/B9 

82/10/29 
82/11/18 
82/10/2? 
02/11/03 
82/11/19 

B2/ 1 1 /03 
62/11/17 
0a/ 10/36 
92/11/12 
82/11/12 

92/11/12 
92/10/29 
83/11/32 

aa/ n/io 

82/11/17 

B2/11/17 
B3/ 11/03 
62/11/17 
82/11/17' 
B2/11/1B 

B2/H/17 
63/11/17 
02/11/17 
B2/11/17 
82/11/17 

02/11/17 
63/11/22 
B2/ 1 1 /22 
02/11/1? 
83/11/19 

B2/11/13 
B2/11/15 
82/11/19 
B2/11/13 
82/11/13 

82/11/12 
83/11/12 
82/11/12 
82/11/16 
82/11/10 

83/11/16 
82/11/10 
82/11/04 
83/11/04 
02/11/14 


QA999 

50-302        8 
50-260        6 
QA999- 
50-259        P 


30-322 
50-230 
70-371 
30-399 
50-295 

50-454 
50-206 
50-206 
50-352 
50-323 

30-322 

50-454- 

QA999 

50-346 

50-70 


50-346  0 

30-395  P 
40-2061 

50-321  P 

50-324  P 


ACCESSION  NUMBER 

PRINCIPAL  DATE 

ENCLOSURE  DOCUMENT  ISSUED  CATEflOBV_ 


831123044B 
8211S30449 
8211330451 
6211230452 
9311230453 

6211230456 
8211230461 
8211230469 
8211230470 
8211230476 

9211230479 
6211230484 
6211230491 
B2 1 1 230492 
6211230497 

8211230301 
821 1230503 
6211230510 
8211230312 
8211230515 

82)1330518 
8211230522 
631 1230324 
6211230549 
8211230552 

8211230553 
6211240004 
8311240014 
6211240041 
8211240042 

8211240050 
B21 1240053 
6211240036 
9211240068 
6211240073 

9211240074 
9211240081 
6211240097 
8211240104 
8211240106 

8311240119 
8211240124 
6211240147 
8211240164 
8211240169 

9311240177 
9311240182 
621 1240 163 
8211240184 
8211340200 

8211240207 
B211240S10 
8311240214 
6211240217 
9211240223 


50-324 

70-3936 

30-209 

50-29 

90-73 


50-163  F 
40-8714 

50-192  F 

90-128  F 

50-320  R 

90-12B  f 

50-139  F 

50-  1  39  F 

50-1  IS  F 

50-14B  F 


50-341 
50-209 
50-BB9 
90-206 
50-206 


90-31  a  P 

90-312  P 

50-4 16  P 

50-313  P 

50-266  P 


90-266 
TOP  HEP 
50-266 

30-320 
50-34.4 


50-39O  ft 

50-344  P 

50-336  0 

90-336  0 

80-331  S 


B2/11/17 
82/11/17 
83/11/16 
82/11/17 
82/11/17 

82/11/17 
82/11/04 
B3/11/17 
82/11/12 
82/11/22 

83/1 1/23 
B2/11/I2 
82/11/22 
83/tl/lS 
B2/11/18 

82/ii/lB 
82/11/08 
82/11/06 
82/11/18 
B2/11/16 


50-170 
50- 1 70 
50-331 
50-223 
50-233 

9O-87 

90-249 

50-07 

4O-00B7 

50-28? 


90-70          0 

COMMISSION 
50-333  f 
30-266  P 
3O- 2 54  Q 


30-204 
30-447 
50-447 
50-395 
5O-33J 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


629 


ACCESSION  NUMBER 


ACCESSION   NUMBER 


GNCLQBUfiE 


PRINCIPAL 
DOCUMENT 


DATE 
IBBUED 


SUBJECT 
CATEQDRY 


8211240)367 
821124O36.9 
82 11 24037 1 
82 1 ! 24O39G 
H2112-IO394 

821124O445 
B21129OOOZ 
Q21I29O003 
8211290003 
821 129O009 

021 1290010 
EJ21 1290013 
B2H29Q014 
8211290016 
8211290017 

82 11 390020 
Sail  290022 
8211290026 
8211290029 
8211270031 

82 11 290034 
8211290033 
0211290037 
02 11 290030 
8211290039 

8211290042 
821 1290043 
82I129004B 
0211290050 
821 1290032 

8311290056 
0211290097 
8211290059 

0211290061 
8211290062 

0211290063 
0-21 1 290066 
8211290060 
92 11 290071 
9211290076 

82HE900B9 
921 1290036 
B2I12900B9 
8211290094 
B21129009B 

B2 11 290099 
8211290103 
0211290107 
8211290110 
8211290111 

8211290114 
0211290118 
0211270119 
0211290122 
8211290125 

8211290120 
S21 12901 30 
8211290131 
6211290133 
3211270136 

8211290137 

8211290138 
B2UZ90140 
8211290141 

0211270143 

B2 11 2701 44 
8211290146 
0211290149 
0211290152 
8211290153 

8211290158 
8211290162 

8211290163 
B21 1270164 
B2 11 290 146 

8211290168 
8211270169 
8211290172 
B21 1270 174 
8211290177 


3211240364 
0211240346 
0211240369 
82 II 240360 
8211B40392 

8211240444 
0211270001 
8211290001 
0211290001 
82 1 1 270007 

8211270007 
8211270007 
821 1 290007 
B21 1290007 
8211290007 

02 1 1 270007 
0211290007 
0211290007 
8211270007 
0211270007 

0211290032 
82 tl 270007 
8211290036 
0211290032 
B2 11 270007 

8211270040 
0211290007 
82 1 1270007 
8211270007 
0211290007 

0211290007 
0211290053 
0211290007 
8211290053 
02 1 1 290007 

8211290007 
0211390007 
8211290007 
82 11 270069 
0211290007 

0211290007 
0211290084 
82 1 1  270007 
8211290007 
0211270007 

8211290007 
8211890007 
8211290007 
B2 11 270077 
0211290007 

8211290007 
0211270007 
8211290007 
8211290007 
8211270007 

0211290007 
8211290007 
0211270129 
82 1 1 290007 
8211290132 

8211290129 
B2 11 290007 
0211290007 
8211290139 
8211270134 

8211270007 
82 II 290007 
0211270007 
62 11 270007 
8211290145 

0211290156 
8211270157 
8211290160 
0211270154 
8211290007 

8211290165 
8211270007 
8211270007 
8211290170 
8211270173 


82/11/04 
02/11/13 
B2/11/12 
62/11/17 
82/11/19 

82/11/12 
B2/ 1 1 /23 
S2/ 11/23 
02/11/23 
02/10/35 

82/10/25 
02/10/25 
82/10/25 
02/10/29 
82/10/23 

82/10/23 
02/10/23 
82/10/23 
82/10/25 
82/10/29 

02/11/17 
B2/ 10/29 
82/08/04 
02/11/17 
B2/ 10/23 

82/11/17 
02/10/29 
82/10/23 
82/10/25 
82/10/25 

02/10/25 
03/11/17 
02/10/25 
82/11/17 
02/10/23 

02/10/25 
BS/ 10/25 
02/10/25 
B2/ 10/25 
B2/ 10/25 

82/10/29 
B2/ 10/39 
82/10/23 
82/10/25 
52/10/35 

82/10/23 
02/10/25 
82/10/25 
82/11/19 
82/10/25 

02/10/23 
82/10/25 
02/10/29 
B2/ 10/23 
02/10/25 

02/10/25 
82/10/25 
82/11/19 
82/10/25 
82/11/22 

82/11/19 
B2/ 10/25 
82/10/25 
82/11/18 
82/11/19 

82/10/25 
82/10/23 
02/10/25 
92/10/23 
82/1 1/ii 

82/11/18 
82/11/16 
82/11/16 
82/11/16 
82/10/25 

82/11/16 
82/10/25 
82/10/23 
82/11/15 
B2/11/18 


70-1308 

30-253 

50-316 

50-139 

50-461 


TOPREP 
50-29          P 
50-29          P 
50-27          P 
40-6500 

40-6500 
40-6500 
40-4300 
40-6500 
40-4500 

40-6500 
40-6500 
40-6500 
40-6500 
40-6300 

50-363        F 
40-6500 
XPORTLIC 
50-3B2        F 
40-6500 

30-2B5        F 

40-6500 

40-6500 

40-6500 

40-6500 

40-6500 
50-277        F 
40-6900 
50-277       F 
40-6900 

40-6900 
40-6900 
40-6300 
90-287        R 
40-6300 

40-6500 
90-339        E 
40-6300 
40-6900 
40-6300 

40-6500 
40-6500 
40-6500 
50-389        M 
40-6300 

40-6900 
40-6300 
40-6900 
40-6500 
40-6500 

40-6500 
40-6500 
50-316        I 
40-6300 
90-416        I 

50-346        I 

40-6500 

40-6500 

50-325 

50-373 

40-6500 
40-6500 
40-6300 
40-6500 
50-338 

50-325 
30-366 
50-366 
50-375 
40-6500 

30-338 

40-6500 

40-6300 

80-270 

SO-3 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

D»tE 
IS&UEO 

SU3JECT 

621129017B 

0211230007 

63/10/25 

40-6500 

8211270181 

8311290173 

82/  11/18 

50-3 

F 

82M3901B2 

8211270007 

E2/  10/25 

40-650-3 

631  1290183 

B21  12901  75 

G3/11/16 

50-366 

S 

8211390184 

83I1290IBO 

92/10/14 

IPOftTLiC 

8211290186 

B2  11  370007 

B2/10/25 

40-6500 

8311370109 

9311  2901  B7 

B2/IO/J3 

JFOSTLIC 

0211290176 

92II270IBB 

B2/  11/22 

50-416 

S 

B21  1270197 

Bill  290007 

S2/IO/S5 

40-6500 

8211370203 

821  1  270007 

82/10/35 

40-6500 

02HS90204 

9211270300 

02/11/1? 

50-373 

F 

6311290305 

8311370007 

S2/  10/25 

•40-6500 

B2  11  270307 

0211290202 

B2/10/1B 

71-4B7 

8211290210 

8211270007 

B2/  10/23 

40-6500 

0211370311 

8211270208 

82/lt/I9 

50-255 

f 

6211290212 

8211370203 

92/10/19 

7I-4B7 

83  1  1  37021  3 

8211290007 

02/10/25 

40-6500 

8211390214 

B2  11  290207 

B2/OB/04 

KPOSTLIC 

0211270215 

821I27020B 

82/11/19 

50-355 

F 

8211290216 

82  11  290007 

93/10/23 

40-4  SCO 

0211370218 

6211270007 

63/10/35 

40-6500 

821  12902  19 

8211270007 

B2/  10/35 

40-6300 

8211270322 

B2  11  270007 

B2/  10/25 

40-6500 

0211270224 

9211370007 

82/10/25 

40-6500 

8211290225 

B21  1270007 

62/10/25 

40-6500 

0211270226 

9311370330 

82/11/16 

50-320 

S 

.   8211370327 

B21  1290221 

62/11/19 

50-269 

F 

0211270328 

821  1  270007 

82/1O/25 

40-6500 

821129023? 

8311290323 

82/11/08 

30-334 

S 

8211270231 

B21  1370007 

82/10/25 

40-65CO 

8211370233 

8211270007 

82/10/25 

40-6500 

6311390233 
8211270334 
8211270236 
6211290237 

6311370331 
821  1  290007 
8211290230 
6211370007 

63/11/17 

82/10/25 
B2/1I/I7 
82/10/25 

40-6500 
50-2fQ 
40-6500 

0 

8211270238        9211370007  92/10/25  4°-*>5°° 

62     190237        B21I270007  82/10/25  W-69M 

82    1290243        8211290007  82/10/25  40-6500 

8211370007  63/10/25 


40-6500 


HailcZTU^1*          ntii*-»uv-* 

6211270250        82II29024B        92/11/16        50-337 


8211290251 
B2 II 370253 
9311290260 
S3 II 290362 
8311370265 

B2112702t>B 
621 1370370 
8211290271 
B21 1290373 
9211290374 

B3 11 290276 
8311390377 
82112703B1 
B2I12702B4 
8211290287 

8311390391 
0311270292 
8211290275 
62(1390396 
8311290297 

0211270278 
S3 1 1290301 

8211390303 
6211270307 
8311390310 

0211270311 

9311290313 
9211370314 

6211270316 
821 139031 7 

92 tt 390310 
8211270320 
8211270321 
8211290322 
B2 11 290323 

B21 1270324 
6211270325 
8311290328 
821 1370331 
8211270332 


8311290245 
8211290007 
B2 11  370007 
8211290257 
0311290007 

931 1 290007 
8211290007 
9311290266 
8211270007 
B3 1 1270363 

8211290264 
8211290007 
8211370007 
6211270007 
B3 11 270007 

821129029B 
621 1 290007 
8311270007 
82 11 290370 
B2 1 1270007 

8211270293 
8211270007 
B2 1 1  290300 
8211290302 
6311290007 

8211290305 
621 1 290306 
82 11 290007 
8211290302 
621 1  290007 

8211270315 
8211270007 
821 1 290312 
8211270306 
82 II  29031  ? 

8211270007 
821 1 290260 
8211270007 
82(1290327 
6211270007 


82/11/19 
B2/10/25 
82/10/25 
82/11/08 
62/10/25 

63/10/35 
92/10/25 
82/11/17 
82/10/25 
82/11/16 

B2/11/10 
82/10/25 
B3/ 10/25 
85/10/25 
B2/IO/25 

82/11/10 
82/10/25 
B3/ 10/25- 
82/ 1 1 /24 
B2/ 10/25 

02/11/10 
83/10/25 
83/11/08 
82/11/12 
82/10/25 

82/11/10 
62/11/12 
83/10/23 
82/11/12 
82/10/25 

93/11/15 
92/10/25 
82/11/0? 
82/11/12 
62/11/17 

82/10/25 
82/11/22 

82/10/25 
62/11/19 

93/10/25 


50-255        S 

40-6500 

40-650O 


40-6500 

40-4500 
40-6500 
50-282        ! 
40-650O 
50-339 

50-372 
40-650O 
40-65OO 
40-6500 
40-6 50O 

50-244 

40-650Q 

40-650-0 

50-380 

40-6500 

50-367 

40-6500 

50-377 

50-277 

40-6500 

50-273 

50-387 

40-6500 

50-277 

40-6500 


50-323  S 
40-6  tOO 

50-320  0 

50-3B7  0 

50-257  S 

40-6500 
50-416        S 

40-6SOO 
SO-276      a 
40-6500 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION   NUMBER 


ACCESSION  NUMBER 


ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


021 1 190337  Bill  290007  63/10/25  40-4500 

B21 1290342  821 1 290007  B2/ 10/35  40-6500 

B2I1290343  B2I1290334  82/11/03  50-362        a 

S21 IS9Q34 5  921 1 29034 1  62/11/13  50-293        S 

B21 129O344  B21 1 290007  B2/ 10/25  40-6500 


B21  1290349 

B3  11  390335 

62/11/32 

50-263 

Q 

8211S903SO 

83  II  290344 

32/11/19 

50-416 

B 

8211290353 

6311290348 

83/11/10 

50-29 

B 

B21I29O357 

B2  11  390335 

62/11/22 

50-263 

0 

3311290353 

6211390351 

B2/  11/09 

50-277 

a 

621  1390  361 

8311290354 

B2/U/I9 

50-260 

5 

6211290364 

3211290352 

82/ll/ia 

50-267 

p 

321  1290366 

8211290362 

82/11/18 

30-336 

s 

8311390370 

6211290365 

62/  1  1  /22 

50-445 

0 

B2  11  290  373 

3211290351 

32/11/09 

50-277 

a 

6211290375 

6211290369 

B2/  11/34 

50-316 

p 

B21129O380 

3311290376 

32/11/09 

50-271 

a 

3311290301 

831  1290374 

82/11/16 

50-272 

fl 

6211290332 

B3  11  390352 

62/11/18 

50-267 

p 

B2I  129O3B3 

6311290378 

62/11/19 

50-346 

5 

8211290368 

B2I  1390377 

B2/  11/24 

50-316 

p 

321  129O393 

8311290339 

82/11/03 

50-272 

s 

82  [  1  2?O3?6 

B2  11  290391 

82/11/16 

50-293 

s 

6211390393 

B2  11  290390 

62/  1  1  /03 

50-265 

s 

B21129O400 

821  1290392 

32/11/12 

30-387 

3 

8211290405 

S2I  1290399 

82/10/19 

50-260 

F 

32M290'4i2 

6211390402 

32/  1  1  /03 

50-273 

g 

821  1290  4  19 

B21  13904  10 

B2/  1  1  /22 

50-244 

S 

821129O431 

821  129041  5 

82/11/17 

50-261 

S 

3211290*23 

S21  1390414 

33/11/12 

50-293 

a 

8211290423 
32I129O424 

921  1390406 
8211390418 

82/11/10 
82/11/05 

50-334 
OA999 

5 

82M39O426 
6211290437 

331  1390409 
BS  11  290430 

62/11/16 
B2/  11/19 

50-373 
OA999 

s 

3211290429 

B21  12904  10 

62/11/22 

50-244 

s 

6211290430 

6211290418 

62/11/05 

QA999 

6211390434 

B2  11  290428 

B2/1I/1B 

50-313 

P 

B21I29O433 
6211290436 

8211390423 
8211290418 

92/11/03 
62/11/05 

50-311 
QA999 

s 

8311  290  439 

6211390410 

B2/  11/22 

50-344 

5 

8211290449 
8311290450 
83  1  1  2904  52 
62  Jl  290454 
3211290435 

8211290414 
6211290410 
B21  1290440 
8211290443 
02  11  290446 

B2/M/12 
62/11/22 

32/11/18 
82/11/09 
62/11/33 

50-293 
50-244 
50-249 
50-331 
50-303 

am  in  a  a. 

8311290456 
8211290457 
8211290460 

6211390467 
6211290471 

8211290453 
6211390410 
3211  290443 
82  II  2904  38 
6211290456 

32/11/33 
82/  1  1  /22 
82/11/10 
62/  1  |  /23 
33/11/23 

50-276 
50-244 
50-247 
50-29 
50-29 

P 
S 
0 
P 
P 

6211290472 
B21  1290474 
6211290400 
B3U2904BI 

B2  11  290444 
6211390462 
6211290464 
321I2904&9 

83/11/05 
S3/11/I5 
82/  1  1  /05 

50-329 
50-29 
30-329 

K 
S 
K 

ENCLOSURE 

PRINCIPAL 
DOC  UMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

82  11  29054? 

B21  1290940 

B2/11/I2 

50-310 

fi 

621  1290556 

8211290545 

B2/  11/33 

90-416 

8 

B2  11  290396 

S2  11  290531 

82/11/24 

50-263 

P 

82  11  290361 

8211290590 

82/11/19 

30-303 

8 

821  1270542 

821  1  290532 

82/11/10 

50-334 

8 

6211290545 

8311290347 

B2/  11/10 

50-31  1 

B 

821  1270347 

6311290351 

62/11/24 

30-263 

P 

B21I29056B 

8311390493 

B2/11/16 

90-293 

0 

82  11  290373 

6311290391 

B2/  11/34 

50-263 

P 

8211390379 

S21  1  290371 

82/11/18 

90-327 

8 

8211290582 

6211290566 

52/11/12 

50-318 

B 

8211290534 

6311390493 

B2/11/16 

90-293 

0 

821  1290587 

B2  11  290977 

B2/  1  1  /23 

90-392 

a 

8211290388 

8211390574 

82/11/18 

90-373 

B 

B2  11  290391 

82I129057B 

62/11/18 

30-271 

B 

8211290392 

8211890373 

93/11/11 

BO-219 

8 

63  II  290993 

821  1  290383 

82/11/23 

30-416 

S 

0211290597 

B211290S89 

82/11/13 

50-310 

6 

8211290600 

8211290390 

83/11/10 

30-311 

B 

821  1390607 

6211390602 

62/11/18 

30-320 

Q 

8311290611 

8211290603 

82/11/22 

50-339 

8 

8311290613 

6211290603 

82/11/15 

30-309 

8 

S2  11  290621 

821  12906  1  6 

32/11/19 

90-343 

8 

8211290623 

6211290394 

82/11/19 

50-266 

8 

8211290634 

821127045B 

82/11/23 

BO-29 

P 

B31  1290629 

8211290629 

02/11/18 

90-219 

B 

B2  11  290434 

8211290619 

62/11/12 

90-317 

S 

8311290633 

8211290637 

B2/I1/19 

50-393 

8 

8311290640 

6211290633 

82/11/22 

90-321 

0 

8211290642 

82  11  290637 

82/11/18 

30-369 

P 

B2  11  290644 

8211290636 

62/11/17 

30-361 

B 

8211390651 

8311290637 

62/11/10 

90-367 

P 

B21  1290632 

8211290647 

B2/H/IH 

TOPREP 

8211290693 

6211290636 

82/11/17 

30-361 

8 

8211290634 

8211290647 

82/11/12 

TGPREP 

8211290657 

8211290641 

62/11/19 

50-373 

B 

8211390659 

8211290648 

62/11/19 

90-373 

!) 

821  1390663 

8311390698 

B2/11/B4 

90-364 

P 

62  11  29066  5 

821  1  290695 

82/  1  1  /09 

50-309 

B 

82  11  290669 

821  1  290662 

82/11/09 

30-213 

a 

8211290675 

8211290671 

62/11/03 

50-219 

B 

8211290677 

8211390667 

82/11/09 

90-273 

K 

821  1290602 

8211290679 

62/11/21 

90-323 

B 

831  1390691 

8211290693 

B2/11/12 

90-307 

3 

8211290693 

8311290686 

82/11  /HI 

30-324 

8 

8811290695 

B3  11  290687 

82/11/1B 

30-230 

B 

8211290698 

6211890686 

82/11/21 

30-341 

0 

8211290701 

63  11  390696 

82/11/1? 

30-369 

B 

8211290703 

8211290697 

82/11/17 

30-261 

B 

821  1290708 

8211290700 

82/11/19 

30-327 

B 

8311290711 

B2  11  290705 

82/11/22 

30-3B7 

a 

8211290714 

B2  11  290707 

82/10/26 

30-334 

B 

8311290719 

8211290709 

82/11  /as 

30-322 

Q 

821  1390730 

8211290713 

82/11/19 

OA797 

8311290721 

8211290717 

82/11/16 

30-366 

B 

021  1290726 

8211290713 

03/11/18 

30-3  23 

8 

8211290730 
821  1290737 

82  11  290  727 
831139073) 

82/11/19 
82/11/22 

30-200 
60-280 

B 

P 

6211290738 

8211290729 

82/11/34 

50-3  A  1 

0 

6211290739 

8211290739 

62/11/19 

50-266 

B 

8211290741 
8211290744 
8211290748 

82H  290734 
B2I  I  290733 
6211290740 

82/11/16 
82/1  1/19 

82/11/18 

30-254 
90-399 
90-373 

B 
B 
6 

8211290749 

8211290730 

B2  11  290743 
6211290746 

62/11/19 
62/11/19 

50-293 
OA999 

fl 

8211290751 
8311290799 
8211290760 
8211290761 
821  1390762 

0311290743 
8311290753 
8211290734 

8211290732 
8211290739 

62/11/ta 
82/11/19 

83/11/24 
02/11/10 
82/11/05 

50-387 
30-253 
30-331 
30-440 
30-334 

a 

8 

p 

Q 

B 

8211290765 
8311290767 

8211290770 
8211  290771 
8211300003 

0211290331 
8211290763 
B21129076B 
8311290769 
8211300004 

82/11/17 
82/11  /OB 
92/11/10 
62/11/13 
82/11/19 

30-332 
BO-29 
30-334 
30-244 
30-337 

0 

a 
s 
0 

A 

8211300016 
8211300020 
8211300022 
8211300024 
8211300027 

8211300011 
8211300011 
8211300011 
8211300011 
8311300011 

82/  1  1  /23 
82/11/33 
82/11/23 
82/11/23 
83/11/23 

30-346 
30-346 
30-346 
30-346 
30-346 

A 
F 
K 
C 
C 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


631 


ACCESSION    NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

B31  1300027 

8211300025 

62/11/17 

50-70           P 

02  11  300030 

8211300011 

B2/  11/23 

90-546        K 

0211300031 

B2  11  300028 

62/11/1B 

90-338        F 

8211300032 

B2  11  300025 

62/11/17 

90-70           P 

B3  11  300047 

8211300042 

0S/  1  1  /OB 

50-334        0 

82  11  300060 

B2  11  300083 

OS/  1  1  /24 

50-317        0 

32  11  300067 

8211300063 

82/11/12 

90-367        Q 

0211300069 

B21  1300049 

62/11/24 

90-423       Q 

8311300070 

021  1300054 

82/11/16 

50-3  1  5        8 

821  1300000 

8311300073 

62/11/23 

50-245       0 

Q2  11300007 

B2  11  300073 

S2/  11/83 

50-245       Q 

6211300097 

6211300094 

62/10/21 

XPOHTLIC 

0211300104 

021  1300100 

82/11/16 

CONTRACT 

B2H300110 

H2  11  300  100 

82/11/10 

50-293        P 

0311300112 

8211300109 

62/11/16 

50-373        8 

0211300113 

0211300109 

62/11/10 

50-293        P 

S2U300I1S 

621  1300108 

82/11/10 

50-293        P 

B21  1300131 

B2  11  300  120 

82/11/16 

90-373        P 

02  11  300  123 

821  13001  1  9 

62/10/28 

FOIA 

02  11  3001  26 

0211300120 

63/11/18 

50-373        P 

0211300127 

8211300119 

82/10/28 

FOIA 

B21  1300126 

B21  13001  20 

B2/11/1B 

50-373        P 

B2  11300132 

821  130011? 

82/10/38 

FOIA 

HB1  1300133 

8211300119 

83/10/28 

FO  I  A 

0311300137 

0211300119 

82/10/28 

FOIA 

0211300130 

0211300133 

82/11/16 

XPOHTLIC 

821  1300142 

8211300140 

02/10/27 

FOIA 

S2H30014B 

B2  11  3001  45 

82/11  /IS 

70-371 

0211300149 

0211300147 

BS/  1  1  /03 

30-443       Q 

0211300162 

0211300193 

82/11/15 

50-245       Q 

0211300163 

0311300147 

82/11/03 

50-443       Q 

0311300166 

B21  13001  99 

82/11/24 

70-25 

6211300171 

8211300167 

82/11/24 

50-309       F 

8211300175 

0311300169 

62/11/24 

90-155       0 

B2113001B7 

8211300104 

82/11/16 

90-346       S 

0311300195 

B2U3Q01B5 

03/11/19 

50-244       9 

B21  1300196 

8211300191 

82/11/19 

90-311         S 

B2  11  300  197 

B31  1300194 

82/11/24 

50-394        0 

82  1  1  3002.09 

0211300204 

82/11/24 

50-333        0 

8211300211 

8211300209 

62/11/2? 

SO-2B5        P 

0211300213 

8211300209 

82/11/29 

90-205        P 

0211300214 

8211300210 

62/11/03 

50-387         Q 

821  130021  B 
0211300219 

6211300216 
621  1300210 

92/11/23 
62/11/03 

90-315        P 
50-3B7       0 

62  II  300320 

8211300217 

82/11/24 

50-S46        A 

02  1  1300239 

B2  11  300232 

62/11/12 

50-45*       0 

0211300326 

8S  11  300223 

82/11/13 

50-97           0 

0211300327 
B2  11  300329 
0211300233 

6211300207 
BS  11  300222 
6211300231 

62/11/03 
62/11/12 
62/11/19 

50-311         8 

50-454        0. 
50-302        P 

0211300242 

821  1300293 
B2  11  300233 
0211300263 
0211300270 

82  11  300240 
B211  300892 
6211300254 
6211300262 
8211300266 

62/11/05 
82/11/22 
83/11/16 
82/11/24 
62/11/15 

50-294        3 
30-311        P 
50-373       S 
50-247        0 
50-362       P 

031  1300871 
8211300276 
0211300370 
B2  1  1  300279 
8211300286 

8211300269 
8211300266 
8211300274 
0211300266 
B211300SB2 

82/11/22 
82/11/19 
82/11/03 
62/11/15 
83/11/19 

50-483       0 
90-362       P 
80-249       0 
50-362        P 
50-364        Q 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

PATE 
ISSUED 

SUBJECT 
CATECCfii' 

82U3Q02B9 
02  11  300291 
8211300296 
B211300B98 
8211300299 

B3I13Q02B4 
8211300285 
8211300292 
8211300293 
B2  11  300292 

63/11/03 
82/11/15 
82/11/26 
83/11/16 
82/11/24 

;o-26<>     o 

50-213        Q 
QA999 
30-319        P 
(Wf99 

B2  11  300300 
B2  11  300302 
B3  11  300304 
S2  11  300309 
8211300311 

B2  11  300294 
9211300292 
8311300287 
B21130029S 
82  11  300305 

82/11/12 
62/11/26 
82/11/22 
83/11/03 
92/11/19 

50-272        S 
QM11 
50-3  1  S        S 
50-311         6 
50-316        S 

62  11300312 
021  1300313 
6211300314 
8211300315 
82  11  3003  IB 

B2  11  300292 
8211300303 
8311300306 
8211300309 
8SU  300292 

83/11/26 
83/11/19 
82/11/12 
82/11/16 
82/11/36 

O.AS99 
50-244         !i 
50-273        R 
50-255        S 
QA999 

9211300321 
BS  11300323 
02  11  300326 
82  11  300328 
921  1300331 

8211300292 
8211300316 
8211300272 
8211300317 
S21  1300392 

82/11/26 
82/11/16 
82/11/36 
BS/  1  1  /22 
82/11/26 

OA999 
50-330        Q 
OA599 
50-454        Q 
QA999 

9211300333 
62  11  300341 
621  1300343 
9211300344 
8S  11  300345 

82  11  300333 
83  II  300325 
8211300337 
B2  11  300334 
8211300336 

83/11/17 

82/11/03 
62/11/08 
82/08/05 
63/11/17 

50-334        S 
50-31!         S 
50-30          0 
50-2?9        0 
50-272        S 

0311300347 
9211300392 
8211300361 
BS  11  300363 
Bill  300344 

Bail  300339 
8211300339 
B21I30035S 
B2  11  300359 
821  1  300354 

82/11/23 
83/  1  1  /23 
63/11/23 
82/11/19 
02/11/24 

50-155        P 
50-155        P 
50-361        Q 
50-26fa        S 
50-320        0 

621  1300371 
8211300372 
8211300379 
BH11  300379 
9211300383 

B2I  1  300360 
8211300367 
8211300374 
8311300376 
B21  1  300360 

82/11/23 
B2/U/24 
83/11/24 
82/  1  1  /23 
B2/  11/33 

50-341        Q 
50-352        A 
TOP  REP 
50-324        F 
50-341        Q 

8811300367 
9211300390 
B2  11  300391 
6311300392 
8211300393 

8211300360 
0211300386 
8211300378 
821  1  300360 
8211300399 

83/11/23 
62/11/16 
63/11/15 
82/11/23 

82/11/16 

50-341        0 
SO-3Q7        0 
50-333        0 
50-341        0 
50-323        0 

B2  11  300399 
08  1  1300403 
8211300406 
8211300409 
821  1300409 

B2  11  300395 
8211300398 
8211300401 
8211300403 
831  1  300405 

82/11/22 
82/11/16 
82/11/19 

82/11/22 
63/11/30 

50-70          P 
SO-244        Q 
SO-29B        S 
50-29B        S 
50-537        B 

021  1300418 
8211300429 
6211300430 
SSI  1300431 
8211300432 

8211300415 
6311300426 
6211300427 
8211600428 
B2  11  300426 

82/11/24 
82/11/19 
93/10/22 
B2/  1  1  /23 
82/11/18 

50-359        A 
50-286        P 
XPQBTLIC 
50-537        A 
SO-3B6        P 

8211300437 
821  1300440 
321  1300441 
8211300442 
8B  11  300449 

8211300435 
B31  1300435 
8211300439 
B2  11  300435 
8311300446 

82/11/19 

82/11/1B 
83/10/20 
82/11/18 
B2/10/14 

50-280        P 
50-260        P 
XPCRTL1C 
50-2BO        P 
XPOSTLIC 

8211300449 
62113004SB 

8211300447 
62  11  300455 

B2/11/1B 

82/09/29 

40-3392 
40-85-84 

APPENDIX  A 
DEFINITIONS  OF  DOCKET  50  CATEGORIES 

A.       APPLICATION/CONSTRUCTION  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  category  follows  the  application  from  submission  to  the  day  preceding  the  issuance  of  an  oper- 
ating license.    It  includes  all  correspondence  and  documents  with  substantive  technical  content  that 
do  not  fall  into  other  specific  categories.    Included  are: 

1.  Application  for  construction  permit. 

2.  General  Information  submitted  with  construction  permit  application. 

3.  Amendments  and  changes  to  items  1  and"2. 

4.  NRC  questions,  requests  for  additional  information,  and  applicant  responses, 

5.  Correspondence  and  documents  relating  to  unresolved  design  and  construction  issues. 

6.  Meeting  announcements  and  summaries  of  meeting  discussions  on  issues  of  item  5. 

7.  Correspondence  regarding  the  Preliminary  Safety  Analysis  Report  (PSAR). 

8.  Information  on  laws  and  changes  in  regulations  or  policy  that  affect  the  status  of  the  appli- 
cation {NEPA,  Water  Quality  Improvement  Act,  Water  Pollution  Control  Act,  etc.). 

9.  Construction  Permit,  amendments,  and  correspondence  relating  to  th*1  construction  permit. 

10.  Scheduling  of  license  application  submission  or  review. 

11.  Environmental  review  information. 

12.  Application  for  operating  license. 

13.  General  Information  submitted  with  operating 

14.  Amendments  and  changes  to  items  12  and  13. 

15.  Correspondence  regarding  the  Final  Safety  Ana 

16.  Correspondence  and  documentation  on  generic 
another  facility  which  may  affect  the  subject  f 

17.  Reports  of  site  visits. 

18.  Backup  technical  documents  (e.g.,  topical  repor 

B.       UTILITY  PRELIMINARY  SAFETY  ANALYSIS 

This  category  is  strictly  limited  to  the  items  listed  b 
Category  A. 

1.  Preliminary  Safety  Analysis  Report  (PSAR)  sut 
Summary  Report  or  Safety  Analysis  Report). 

2.  Amendments  and  changes  to  the  PSAR. 
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3.  Transmittal  and  acknowledgement  letters. 

4.  Certificates  of  service  to  the  PSAR. 

C.  UT.L.TY  ENVIRONMENTAL  REPORT  (ER),  AMENDMENTS    AND  CORRESPONDENCE 

This  category  is  strictly  limited  to  the  items  listed  below.    Other  environment  document,  .no 

correspondence  are  filed  in  Categories  A,  D,  M,  P  or  R. 

1.  Environmental  Report  (ER)  submitted  by  the  utility. 

2.  Amendments  and  supplements  to  the  ER. 

3.  Transmittal  and  acknowledgement  letters. 

4.  Information  on  scheduling  of  submittal  or  review  of  ER. 

5.  NRC  questions,  requests  for  additional  information,  and  applicant  responses. 

6.  Federal  register  notices  citing  the  availability  of  items  1  and  2. 

7.  Correspondence  relating  lo  the  review  of  ER. 

8.  Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  ll 


ER. 


D.       NRC  DRAFT  AND  FINAL  ENVIRONMENTAL  (IMPACT)  STATEMENTS  (DES  AND  FliS), 
SUPPLEMENTS  AND  CORRESPONDENCE 

This  category  is  strictly  limited  to  the  items  listed  below.    Other  environmcnlal  documents  titul 
correspondence  are  in  categories  A,  C,  M,  P  or  R. 

1.  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES)  prepared  by  Iho  NRC. 

2.  Supplements  to  the  DES  and  FES, 

3.  Correspondence  relating  to  the  DES  and  FES. 

4.  Comments  from  other  federal,  stale  and  local  government  agencies. 

5.  Transmittal  and  acknowledgement  letters. 

6.  Documents  related  to  NRC  review  of  environmental  issues  or  of  ER  obtained  for  purposes  of 
writing  the  environmental  statements. 

7.  Backup  technical  documents  submitted  in  connection  with  above. 

8.  Federal  register  notice  citing  availability  of  items  1  and  2. 

9.  Site  visits  to  obtain  information  for  DES  or  FES. 

10.     Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
DES  or  FES. 


E.       NRC  SAFETY  EVALUATION  REPORT  (SER),  SUPPLEMENTS  AND  CORRESPONDENCE 

This  category  is  strictly  limited  to  the  items  listed  below.    Other  documents  dealing  with  safely 
related  issues  are  filed  in  categories  A,  P  or  W,  depending  on  the  phase  of  the  licensing  process. 
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1.  Safety  Evaluation  Reporl  (SER)  prepared  by  the  NRC  (formerly  called  NRC-AEC  Hazard 
Analysis  Reporl). 

2.  Supplements  to  SER. 

3.  Correspondence  relating  to  SER. 

4.  Federal  register  notices  citing  availability  of  items  1  and  2. 

5.  Information  on  scheduling  of  SER  submittals  and  review. 

6.  Requests  for  additional  information  for  use  in  preparing  SER;  responses  to  such  requests. 

7.  Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
SER. 

8.  Transmitted  and  acknowledgement  letters. 


F.       SECURITY,  MEDICAL,  EMERGENCY  AND  FIRE  PROTECTION  PLANS 

All  plans  in  this  category  are  individual  submissions.    Information  submitted  as  part  of  the  PSAR 

or  FSAR  is  excluded. 

1.  Fire  Hazard  Protection  Plan  and  surveys. 

2.  Plant  evacuation  correspondence. 

3.  Safeguards  Contingency  Plans. 

4.  Review  of  Health  Physics  Program. 

5.  Correspondence  relating  to  aforementioned  plans. 

6.  Supplements,  changes  and  revisions  to  plans. 


G.      LEGAL  AND  ADJUDICATORY  CORRESPONDENCE 

This  category  contains  all  non-antitrust  legal  and  adjudicator*  documentation,  except  for  transcripts, 
bnetmgs  and  testimony,  which  are  filed  in  category  T. 


''       ^c!"!mSafety  3nd  Ucensin«  Board  <ASLB)  and  At°™c  Safety  and  Licensing  Appeal  Board 
(AbLAB)  hearing  related  documents. 

2.  Federal  register  notices  regarding  hearings. 

3.  Requests  to  make  appearances  at  hearings. 

4.  Motions,  briefs,  arguments,  statements  and  related  correspondence  Hied  by  participants  for 

hearings. 

5.  Transmittal  of  supporting  documents  (e.g.,  SER,  FES)  to  the  boards. 

6.  Correspondence  to  and  from  intervenors. 

7.  Board  orders  and  decisions. 

8.  Petitions  for  Commission  action. 

9.  Legal  filings  and  Commission  orders  and  decisions  resulting  from  item  8. 


II       GENERAL  CORRESPONDENCE 

This  aiiegory  includes  documents  with  little  or  no  bearing  on  the  status  of  the  application  or  license, 
Items  dial  IKIVC  no  substantive  technical  content  or  meaning  for  the  status  of  the  license  or  applica- 
tion are  included. 

1.  Change  of  address  notifications. 

2.  Changes  in  structure  of  organization. 
.1.       Changes  in  service  lists. 

4.  NRC  requests  to  applicant  for  additional  copies  of  documents. 

5.  Correspondence  from  the  public  requesting  information  about  the  facility  and  NRC  responses. 

6.  Correspondence  on  strictly  administrative  matters. 

7.  Letters  of  support,  concern  or  opposition  to  the  facility. 

8.  Correspondence  regarding  the  Local  Public  Document  Rooms  (LPDRs). 

9.  Professional  qualification  statements  not  pertaining  to  the  hearing  process. 

I.        FINANCIAL  INFORMATION 

This  category  contains  all  financial  information  except  that  submitted  as  part  of  the  application  or 
its  amendments  or  relating  to  the  imposition  of  civil  penalties. 

1.  Company  annual  reports. 

2.  Separately  submitted  financial  information  and  related  correspondence. 

J.  INSURANCE  AND  INDEMNITY  INFORMATION 

1.  Indemnity  agreements  and  amendments. 

2.  Endorsements  insurance  policies. 

3.  Other  correspondence  regarding  indemnity  and  insurance  matters. 


L       LIM.TED  WORK  AUTHORIZATION  (LWA)  AND  RELATED  CORRESPONDENCE 


1.  Limited  Work  Authorizations  (LWA)  and  amendments.  . 

2.  Correspondence  pertaining  to  work  performed  under  LWA  s. 

M.      ANTITRUST  REVIEW  AND  ANTITRUST  CORRESPONDENCE 


2.       Correspondence  where  the  primary  topic  of  discussion  is  antitrust  matters. 


N.       ANTITRUST  HEARING  TRANSCRIPTS,  TESTIMONY  AND  BRIEFINGS 

'  teslimoiiy  an 


SAFEGUARDS  (ACRS>  ^PORTS  AND 

n  Rcactor  S 


2.  Correspondence  from  ACRS. 

3.  Announcement  of  ACRS  meetings. 

4.  Transmittal  and  acknowledgement  letters. 

5.  ACRS  reports. 


by  '"dividual,  at  ACRS 
7.       Minutes  at  ACRS  Subcommittee  Meetings. 

P        OPERATING  LICENSE  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  file  assumes  the  position  of  the  Application/Construction  Stage  (category  A)  file  for  General 
of^'n'T  fr°m  thC  iSSUanCC  °f  th°  °Peraling  lkenSC  t0  *»  applicaU-  "-  'ermlttn 

1-     Operating  license,  amendments,  proposed  amendments,  changes  and  related  correspondence. 
2.     Technical  specifications  and  changes. 
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3.  Backup  technical  documents  (e.g.,  topical  reports)  submitted  in  support  of  items  1  and  2. 

4.  Federal  register  notices  citing  availability  of  items  1  and  2. 

5.  Correspondence  regarding  the  Final  Safety  Analysis  Report  (FSAR). 

6  All  general  technical  correspondence,  meeting  announcements  or  meeting  summaries  relating 
to  technical  specifications,  the  operating  license  or  technical  issues  arising  after  the  issuance 
of  the  operating  license. 

7.  Correspondence  regarding  codes  (e.g.,  ASME),  regulations,  laws  or  changes  in  policy  that  may 
affect  plant  operation  or  bear  on  the  operating  license. 

8.  Information  on  the  Standard  Review  Plan  (STP). 

9.  Results  of  surveys  or  tests  conducted  in  accordance  with  the  technical  specifications  (not 
periodic  reports,  which  fall  in  category  R). 

10.  Correspondence  relating  to  NRC's  Systematic  Evaluation  Program  (SEP). 

11.  Owner's  group  meeting  announcements  and  reports. 

12.  Quality  assurance  information. 

13.  Environmental  matters  (technical), 

14.  Emergency  core  cooling  system  documents, 

15.  Radioactive  waste  information. 

16.  Correspondence  regarding  expansion  of  spent  fuel  storage  pool. 

!7,     Start-up  test  reports, 


,8.     Correspondence  and  documentation  on  generic  technical  -natters  '«<^  ^an  event  at 
another  facility  which  may  affect  the  subject  facility;  not  covered  by  an  IE  Bulletm. 

19.     Reports  of  site  visits. 

Q       INSPECTION  REPORTS;  IE  BULLETINS,  CIRCULARS  AND  INFORMATION  NOT.CES; 
CIVIL  PENALTIES  AND  RELATED  CORRESPONDENCE 

1,  Inspection  reports. 

2,  IE  Bulletins  (formerly  called  Regulatory  Operations  (RO)  Bu.letins),  Circulars  and  Inform-llon 
Notices. 

3,  Responses  by  applicant  to  IE  correspondence. 

4,  Applicant's  determination  of  proprietary  nature  of  inspection  reports. 

5,  Letters  concerning  areas  of  noncompliance. 

6  Pre-servicc  and  in-service  inspections  and  procedures. 

7  Correspondence  and  orders  relating  to  imposition  and  payment  of  civil  penalties,  including 
'       Notification  of  Significant  Enforcement  Actions  (EN  s). 

8  Any  correspondence  relating  to  inspection  and  enforcements  that  does  not  specif^  relate 
to  incidents  or  events  as  defined  in  category  S. 


R.  PERIODIC  OPERATING  REPORTS  AND  RELATED  CORRESPONDENCE 

This  category  includes  periodic  reports  of  a  routine  nature. 

1.  Monthly,  semiannual,  or  annual  operating  reports  (other  than  financial). 

2.  Periodic  environmental  monitoring,  effluent  testing,  or  similar  teporis. 

3.  Periodic  personnel  exposure  reports. 

4.  Operational  Logbooks: 

Logbooks  on  Environmental  Data 
Logbooks  on  Radiological  Data 
Operations  Log  on  Plant  Systems  Core 
Plant  Status  Summary  Sheets. 

5.  Correspondence  or  other  documents  relating  to  the  above  listed  items. 

S.       REPORTABLE  OCCURRENCES,  PNOs,  PNSs  AND  RELATED  CORRESPONDENCE 

This  category  contains  all  materials  relating  to  abnormal,  unusual,  reportabk  or  nonrouiine  occur- 
rences  or  events.    This  includes: 

1         All  24-hour    10-day.  30-day,  interim  and  final  Licensee  Event  Reports  (LERs)  and  follow-up 
correspondence  (also  called    incident  reports,  abnormal  occurrence  reports  and  reportable 
occurrences). 

2.  Potential  or  possible  reportable  deficiency  reports  and  related  correspondence. 

3.  Personnel  exposure  reports. 

4.  Construction  deficiency  reports  submitted  under  10  CFR  50.55e. 

5.  Preliminary  Notification  of  Occurrence  (PNO  s)  and  Preliminary  Notification  of  Safeguards 
Events  (PN  s). 

6.  Environmental  Technical  Specifications  violation  reports  and  Environmental  Even,  «po,,,. 

7.  Part  21  Reports  of  defects  and  noncompliance. 

8.  Correspondence  or  other  documents  relating  to  items  1-7. 

T       TRANSCRIPTS,  TESTIMONY  AND  BRIEFINGS  ON  NON-ANT1TRUST  MATTERS 
This  category  contains  all  word-for-word  transcripts  except  for  antitrust  matters  (ca.egory  N,. 
testimony  and  briefmgs,  and  congressional  matters  (cateeory  U). 

,       Atomic  Safety  and  Licensing  Board  (ASLB,  and  Atomic  Safety  and  Licensing  Appeal  Board 
(ASLAB)  transcripts. 

2.  Testimony  and  statements  submitted  to  ASLB  and  ASLAB. 

3.  Commission  meeting  transcripts. 

4  NRC  staff  briefings  to  the  Commission. 

,  statements  and  written  testimony  submitted  a,  Commission  meeting  or  h=a,,ng, 

6  Transcripts  of  utility  briefs  to  NRC  staff. 

7.  Advisory  Committee  on  Reactor  Safeguards  (ACRS)  meeting  transcr.pts. 
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8,        Corrections  to  above  items. 


U.       CONGRESSIONAL/EXECUTIVE  CORRESPONDENCE 

Tins  category  contains  correspondence  on  substantive  matters.    Routine  responses  to  constituent 
inquiries  are  filed  in  category  H. 

1.  Statements  and  testimony  before  Congress  or  before  bodies/committees  appointed  by  the 
Executive  or  Legislative  Branches. 

2.  Preparatory  anil  backup  documents  for  item  1. 

3.  Correspondence  to  and  from  NRC  Office  of  Congressional  Affairs,  Congress  and  the  Executive 
Branch  on  other  than  constituent  response  matters. 


V.  LICENSING  OPERATORS  AND  RELATED  CORRESPONDENCE 

1.  Operator  licenses  or  administrative  information  bearing  on  licensing  of  operators. 

2.  NRC  examination  results. 

3.  Power  plant  examination  summary  sheet. 

W.      DECOMMISSIONING  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  file  assumes  the  position  of  the  Operating  License  Stage  (category  P)  file  for  general  technical 
items  from  the  application  for  termination  of  the  operating  license  onward. 

1.  Application  for  authority  to  voluntarily  surrender  license, 

2.  Application  to  dismantle  the  facility  and  dispose  of  component  parts. 

1        Technical  documents  submitted  in  support  of  item,  1  and  2  such  as:  .^om™W°^an' 
'         Dismantling  Plan,  Environ  mental  Report  on  Dismantling,  Safety  Analysis  Report  on  Decom- 

missioning. 

4.  Documents  renting  to  disposal  of  radioactive  material  and  decontamination  of  the  site. 

5.  Other  correspondence  relating  to  above  items. 

6.  All  docun.ent.llon  relating  lo  .he  ongoing  operation  of  the  plan,  formerly  filed  in  category  P. 

X.       ONS1TE  LOW-LEVEL  WASTES  STORAGE 

Tim  category  contains  Items  related  to  the  onsite  storage  oflow-level  radioactive  wastes  generated  onsite. 


APPENDIX  B 
DEFINITIONS  OF  NONDOCKETED  CATEGORIES 

iOCFR  —  Commission  Meeting  Records 

This  Category  contains  dacunientation  pertaining  to  open  mid  closed  Commission  meetings,     Ii 
includes: 

1.  Sunshine  Act  Federal  Register  notices. 

2.  Full,  written  explanation  of  closed  meetings. 

3.  Certification  of  General  Counsel  on  closed  meetings. 

4.  Commission  Deiermination  Statements  regarding  the  public  disclosure  of  transcripts  of 
Commission  meetings. 

5.  Verbatim  unofficial  and  official  transcripts  or  portions  of  transcripts  of  open  and  closed 
Commission  meetings  made  publicly  available  in  accordance  with  provisions  of  IOCFR  Part  9, 
the  Sunshine  Act,  and  Commission  policies. 

6.  Enclosures  to  released  transcripts,  including  applicable  viewgraphs,  staff  papers,  and  staff 
correspondence. 

7.  Staff  requirements  memoranda  for  open  meetings;  memoranda  to  record;  record  of  votes  of 
Commissioners  on  items  under  consideration  at  meetings. 


ACRS  ~  Advisory  Committee  on  Reactor  Safeguards 

This  category  contains  documentation  pertaining  to  the  responsibilities  of  the  Advisory  Committee 
on  Reactor  Safeguards.    ACRS  serves  as  an  independent  advisory  committee  to  the  Commission  in 
safety-related  areas.    The  committee  provides  advice  with  respect  lo  the  hazards  of  new  or  exist- 
ing nuclear  facilities  and  the  adequacy  of  related  safety  standards.    The  documents  in  this  category 
are: 

1.  Verbatim  transcripts  of  ACRS  subcommittee  and  full  committee  meetings  relating  to  facility 
license  applications  and  safety-related  matters. 

2.  ACRS  meeting  announcements;  description  of  meeting  agendas, 

3.  ACRS-generated  reports,  memoranda  and  correspondence  that  are  publicly  available. 

4.  ACRS  consultant  reports,  comments  and  related  correspondence. 

5.  ACRS  and  NRC  technical  correspondence  pertaining  to  safety  matters  under  review  by  the 
Advisory  Committee  on  Reactor  Safeguards. 


COMMISSION  -  NRC  Commissioners 

This  category  contains  documentation  pertaining  to  the  daily  conduct  of  Commission  business  in 
the  Office  of  the  Commissioners,  including: 

1.       Incoming  and  outgoing  correspondence  to  and  from  the  Commissioners  relating  to  official 
NRC  business,  including  reports  and  other  enclosures. 


2.  Travel  vouchers,  telephone  logs  and  official  appointment  calendars  of  individual  Commissioners, 

3.  Weekly  Information  Reports  (SECY  series  number)  prepared  by  the  Executive  Director  foi 
Operations  (EDO)  for  the  Commissioners,  providing  a  summary  of  key  events  and  items  of 
interest  undertaken  by  individual  staff  and  program  offices. 

NOTE:    For  transcripts  of  Commission  meetings,  sec  IOCFR  category.    For  all  oilier  staff  paper'; 
with  a  SECY  scries  designation  prepared  for  Commission  review,  sec  SECY  category. 


CONTRACT  -  NRC  Contracts  and  Modifications 

This  category  contains  documentation  pertaining  to  AEC  and  NRC  contracts  and  Interagency 
Agreements,  including: 

1.  Notifications  of  issuance  of  request  for  proposal  (RFP)  and  invitations  for  bid  (IFB). 

2.  Solicitations  (RFP  or  IFB)  issued  by  the  NRC. 

3.  Notifications  of  contract  execution,  specifying  contract  number,  project  title,  contractor 
name,  contract  type,  funding,  and  period  of  performance. 

4.  Contractual  documents  and  contract  modifications,  if  any. 


DISCLOSURE  -  Financial  Disclosure  Information 

Tliis  category  contains  financial  disclosure  information  in  accordance  with  the  Ethics  in  Government 
Act  of  1978. 


FOIA  -  Freedom  of  Information  Act  Requests  and  Releases 

This  category  contains  requests  for  agency  records  and  records  released  in  accordance  with  the 
provisions  of  the  Freedom  of  Information  Act  (FOIA).    Documents  in  this  category  include: 

1.  Requests  made  by  any  member  of  the  public  (assigned  an  identifying  number  YY-NNN 
for  last  two  digits  of  the  year-numerical  sequence)  for  NRC  records  made  in  accordance 
witli  the  provisions  of  the  Freedom  of  Information  Act. 

2.  Correspondence  between  the  NRC  and  the  requester  relevant  to  the  processing,  appeal, 
denial  or  granting  of  an  FOIA  request. 

3.  Records  or  portions  of  records  released  in  response  to  specific  requests  made  under  FOIA. 


GEN  TECH  IS  -  Generic  Technical  Issues 

This  category  contains  records  pertaining  to  unresolved  safety  issues  of  a  generic  nature  that  are 
being  analyzed  by  the  Division  of  Nuclear  Reactor  Regulation, 

1.  Draft  reports  of  action  plans  to  accomplish  generic  tasks  in  the  regulatory  program. 

2.  Correspondence  with  industry  and  internal  correspondence  regarding  the  methodologies, 
analyses,  and  programmatic  and  technical  aspects  of  issues. 
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3.  Meeting  notifications  and  minutes. 

4.  Interim  findings  and  suitus  reports  on  generic  tasks  addressing  related  aspects  of  generic 
technical  issues, 


I&E  -  Inspection  and  Enforcement 

This  category  contains  bulletins,  ciiculars  and  information  notices  that  are  issued  by  the  Office  of 
Inspection  and  linforceinent.    These  issuances  describe  particular  events  lliat  occur  tit  <i  facility 
that  may  require  some  follow-up  action  on  the  part  of  licensees.    Also  included  in  this  category 
are  preliminary  notifications  of  events  (PNOs)., 

1.  I&l-  Circulars,  which  describe  an  event  at  a  licensed  facility  and  are  informational  in  nature. 

2.  I&E  Information  Notices,  which  are  similar  to  circulars  but  are  preliminary  in  nature  and 
issued  shortly  aftei  an  event  has  occurred. 

3.  I&E  Bulletins,  which  describe  an  event  at  a  licensed  facility  and  request  all  recipients  to 
perform  certain  actions  as  a  result  of  this  event. 

4.  Preliminary  Notifications  of  Events  (PNOs),  which  provide  updated  information  of  an  event 
of  safety  or  public  interest  significance. 

NOTE:    For  letters  forwarding  the  above  issuances,  utility  responses  to  such  issuances,  and 
related  correspondence,  see  Category  Q  of  individual  docket  categories. 


MISC  —  Public  Document  Room  Miscellaneous 

This  category  contains  documents  that  do  not  fall  into  the  scope  of  the  other  nondocketed 

categories. 

NUREG  -  NUREG  Reports  and  Related  Correspondence 

These  documents  are  formal  reports  issued  by  the  U.S.  Nuclear  Regulatory  Commission  which 
carry  the  NUREG  series  code  and  correspondence  pertaining  lo  those  reports,    NUREG  reports 
are  accounts  of  work  performed  either  by  the  NRC  staff  or  by  NRC  contractors. 

1.       These  reports  are  normally  final  work  products  and  are  characterized  by  the  following  criteria: 

a.  They  are  predecisional  documents  which  present  information  to  be  considered  in 
Commission  licensing  and  policy  decisions. 

b.  They  present  the  results  of  Commission  licensing  and  policy  decisions. 

c.  They  present  the  results  of  technical  research  conducted  for  the  Commission. 

1,       Correspondence  from  industry,  government  and  interested  members  of  the  public  commenting 
on  reports  or  requesting  clarification  or  interpretation. 

3.       Internal  NRC  memoranda  summarizing  meetings  or  discussions  pertaining  to  the  content  of 
the  reports. 


ORG  -  Correspondence  with  Other  Organizations 

Tim  category  contains  correspondence  with  professional  organizations  and  associations'  records 
other  than  Regulatory  Guides  that  pertain  to  the  activities  of  NRC's  Office  of  Standards  Develop- 
m"d  emergency  petitions  not  assigned  Petition  for  Rulemaking  (PRM)  numbers  that  request 
the  Commission  to  lake  immediate  action  on  some  issue.    Included  are: 

1  Meeting  summaries  and  technical  correspondence  between  NRC  and  professional  associations 
and  international  bodies,  such  as  the  Atomic  Industrial  Forum  and  the  International  Atomic 
Energy  Agency. 

2  Correspondence  between  NRC's  Office  of  Standards  Development  and  other  government 
agencies  in  which  both  parties  have  joint  regulatory  responsibility;  e.g.,  EPA  has  authority 
£o  control  all  radioactive  pollutants  emitted  into  the  air. 

3  Internal  memoranda,  correspondence  between  NRC  and  Congress,  and  other  technical  cor- 
respondence dealing  with  the  role  and  activities  of  the  Office  of  Standards  Development. 

4  Statements,  motions,  orders  and'  correspondence  dealing  with  emergency  petitions  filed  by 
parties  on  such  topics  as  fire  protection  and  re-analysis  of  the  capacity  of  operating  U.S. 
plants  to  withstand  earthquakes, 

NOTE:    For  Regulatory  Guides  and  comments  to  Regulatory  Guides  issued  by  the  NRC  Office 
of  Standards  Development,  see  the  REGGD  category. 

For  petitions  for  rule  makings  filed  by  the  public  to  amend,  rescind  or  change  an  NRC 
regulation,  see  the  PRM  category. 


PR  -  Proposed  Rule 

This  category  contains  records  dealing  with  NRC  staff  proposals  to  adopt,  amend  or  repeal  a 
Commission  regulation.    Proposed  Rules  (PRs)  are  normally  the  result  of  a  Commission  deter- 
mination that  sufficient  grounds  exist  for  it  to  proceed  with  a  petition  for  change  in  an  NRC 
regulation  (PRM)  filed  by  an  outside  parly  or  person.    The  documents  in  this  category  are: 

1.  Federal  Register  notices  stating  the  terms  or  substance  of  the  proposed  rule  or  a  specification 
of  the  subject  and  issues  involved. 

2.  Text  of  the  Proposed  Rule  (PR). 

3.  Comments,  statements,  information,  opinions  or  arguments  on  the  proposed  change  to  a  part 
of  the  Code  of  Federal  Regulations,  Title  10. 

4.  Requests  from  the  nuclear  industry,  organizations  and  other  parties  for  written  interpretations 
of  the  PR. 


PRM  -  Petition  for  Rulemaking 

This  category  contains  records  dealing  with  petitions  filed  with  the  Commission  by  an  outside 
party  to  issue,  amend  or  rescind  an  NRC  regulation.    Included  are: 

1,  Petitions  filed  by  any  interested  person  or  party  to  issue,  amend  or  rescind  an  NRC 
regulation. 

2.  Federal  Register  cause  notices  of  the  filing  of  the  petition. 


3.  Coirespondence  between  NRC  and  the  petitioner  regarding  the  status  and  substance  of  the 
petition. 

4.  Comments  from  the  nuclear  industry,  professional  associations,  public  interest  groups  and 
others  in  favor  of  or  in  opposition  to  the  PRM, 

NOTE:    For  staff  recommendations  to  the  Commissioners  on  whether  the  PRM  should  be  denied 
or  issued  as  a  Proposed  Rule,  see  the  SECY  category. 

For  Commission  review  of  staff  recommendations,  see  the  10CFR  category, 


PROJ  -  Projects-Predocket  Licensing 

This  category  contains  records  pertaining  to  two  classes  of  projects:    (1J  commercial  nuclear  power 
plants  for  which  NRC  has  full  licensing  responsibilities;  and  (2)  government-owned  reactors  for  which 
NRC  provides  technical  expertise  and  occasional  review.    Both  classes  are  identified  with  a  "P" 
prefix,  followed  by  a  series  of  numbers.    •. 

1.         "Pre-docketed"  commercial  nuclear  power  plants 

This  category  contains  all  documentation  up  until  the  time  thai  the  NRC  considers  the  appli- 
cation and  the  Preliminary  Safety  Analysis  Report  (PSAR)  is  submitted  by  the  utility  for  staff 
review.    The  unit  is  then  assigned  a  docket  number,  and  transferred  to  the  Docket  50  category, 

These  documents  are  grouped  together  in  categories,  designated  by  alphabetic  characters.    These  are 
the  same  categories  as  those  used  for  the  Docket  50  series. 

A.  Application/Construction  Stage 

1.  Application  submitted  by  the  utility. 

2.  Meeting  notices,  summaries  and  correspondence  discussing  the  completeness  and 
adequacy  of  the  PSAR. 

3.  Applicant's  Quality  Assurance  Manual. 

4.  Early  site  review  information. 

5.  Backup  technical  documents  submitted  in  support  of  the  application. 

6.  Early  site  visits. 

B.  Utiliiy  PSAR  and  Amendments 

1.  PSARs  submitted  by  the  utility. 

2.  Amendments  and  changes  to  the  PSAR. 

3.  Transmittal  letters. 

4.  Letters  acknowledging  receipt  of  the  PSAR. 

G.      Adjudicatory  Correspondence 

1.       Motions,  briefs,  orders,    et  al  pertaining  to  pre-hearing  conferences,'  if  any. 

M.  Antitrust  Correspondence 

1.       Submittals  and  related  material  pertaining  to  the  antitrust  review. 


Q.      Inspection  Reports 

1.  Inspection  reports  of  the  applicant's  quality  assurance  program. 

2.  Notices  of  deviations. 

3.  Follow-up  correspondence  resolving  deviations  cited, 

2.       Governmenl-owned  reactors 

Meeting  summaries  and  technical  correspondence  between  NRC  and  oilier  government  technical  per- 
sonnel related  to  test  reactors,  critical  experiments,  and  DOD  reactors'on  navy  ships  and  other 
sites. 


PT21  -  Noncompliance  Reports  and  Related  Correspondence 

Deficiency  reports  are  performed  in  compliance  with  Part  21  of  Title  10  of  the  Code  of  Federal 
Regulations  and  include: 

1.       Reports  by  firms  involved  in  the  nuclear  industry  concerning  noncompllance  with  NRC  regu- 
lations or  the  existence  of  defects  which  could  create  a  substantial  safety  hazard. 


Correspondence  pertaining  to  the  NRC  review  of  reports  to  assess  the  possibility  of  generic 
defects. 


3.  NRC  inspection  reports  of  defects  cited. 

4.  Correspondence  specifying  appropriate  follow-up  actions  taken  by  the  Agency. 

QA999  -  Quality  Assurance  Inspections 

This  category  contains  inspection  reports  of  vendors'  quality  assurance  programs  and  follow 
correspondence.    Each  vendor  facility  is  assigned  a  docket  number  and  is  pan  of, he 


*  r 

and  systematic  actions  necessary  to  provde  aco  «taf  "        "* 

Ponent  being  manufactured  will  perform  satisfactorily  o"  ci,  n 


= 

Notices  of  deviations. 

°m  wltll  th.  „„,„„„„ 


REGGD  -  Regulatory  Guides 


the 

ic  methods  acceptable  to  the  NRC 


1  -       Federal  Register  notices  announcing  the  issuance  and  availably  of  a  proposed  regulatory 
2.       Revised  or  newly  issued  Regulatory  Guides. 


o     ,e    ss 

4        «  CC^r  C'ear  "^^  3"d  '~d  —  or  'He  pubHc  re,,,,,,, 

5.       Summary  of  meetings  held  in  the  NRr  tn  n;r  „ 

tne  NRC  to  discuss  proposed  Regulatory  Guides 

«  ......  «  -  -  NRC  00* 


RES  -  Research  and  Technical  Assistance  Reports 

This  category  contains  reports,  generally  nf  •>,,  ;„,     • 

viding  research  and  technL,  ^*Q°  [       >  ^^^^  ,»y  NRC  contractor,  pn, 
taming  to  research  activi.ies  of  ,he  Commission.    taTd™™!  '"          '  documem«ion  J»r- 

'•       ProJect  Description  documents. 
2-        Utter  reports  of  accomplishment,  and  data  reports;  for  example, 

a.  model  documentation  reports 

b.  code  documentation  reports 

c.  code  verification  reports 

-  Pre-test  prediction  reports. 

-  "Quick  look"  reports. 


analyses. 

iin  descriptions. 

-Ports  of  foreign  travel  and  si,e  visits  by  contractors. 

annual 
f-"j^is  c-umracted  lor  by  the  NRC 

9-        Meeting 


10. 


NOTE.-    For  fmal  reports  of 
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defined  technical  areas.    They  review  and  comment  on  research  plans  and  predicted  results  of 
major  experiments,  the  validity  and  applicability  of  research  results,  the  possible  redirection  of  research 
projects,  new  resear,h  projects,  and  priorities  within  the  technical  areas  covered  by  the  research 
review  group.    Documents  in  this  category  are: 

1.  Agendas  for  quarterly  review  group  meetings. 

2.  Summary  minutes  of  review  group  meetings  representing  views  expressed,  including  dissenting 


views. 


3.  Research  plans  and  predicted  results  of  major  experiments;  presentations  by  research  contractors. 

4.  Comments  on  meetings  from  attendees,  including  representatives  from  contractors,  universities, 
vendors  and  other  agencies. 

5.  Internal  memoranda  relating  to  topics  under  discussion. 


RM  -  Rule  makings 

This  category  contains  records  pertaining  to  public  hearings  held  on  proposed  changes  (PRs)  to  the 
Commission's  regulations.    Hearings  are  instituted  at  the  discretion  of  the  Commission  based  on 
the  importance  and  the  magnitude  of  the  subject  under  consideration.    Documents  in  this  category 

include : 

1.  Designations  of  the  presiding  officer  and  any  special  directions  for  the  conduct  of  the  hearing. 

2.  Notifications  of  hearing  board  meetings. 

3.  Petitions,  motions,  testimony  and  statements  submitted  by  parties  to  the  hearings. 

4.  Hearing  board  orders  and  rulings. 

5.  Technical  reports  submitted  as  evidence  in  the  proceeding. 

6.  Reports,  if  any,  of  the  special  board  to  the  Commission  regarding  a  rulemaking  proceeding. 


SECY  -  Position  Papers  Before  the  Commission 

This  category  consists  of  staff  papers  prepared  for  the  information  or  approval  of  the  Commis- 
sioners which  are  assigned  a  SECY  report  series  code.    Included  are; 

1.      Commission  Action  papers,  which  normally  include  alternatives  and  recommendations  by  the 
staff  on  a  given  issue  and  require  Commission  action. 

-2.      Consent  Calendar  items  and  Policy  Session  items. 

NOTE:   For  Weekly  Information  Reports  prepared  by  EDO  to  the  Commissioners  providing  a 
summary  of  key  events  and  items  of  interest  undertaken  by  staff  and  program  offices, 
see  the  NRC  Commissioners  category. 


STATE  PROG  -  State  Programs 

This  category  contains  records  that  pertain  to  the  Commission's  activities  and  interaction  with  State 
governments,  Areas  covered  include:  (1)  the  State  Agreements  Program,  whereby  States  may  assume 
certain  of  the  NRC's  regulatory  authority  over  nuclear  materials;  (2)  the  Agency's  role  in  assisting 


State  and  local  governments  in  planning  responses  to  radiological  emergencies;  and  (3)  a  wide  range 
of  liaison  and  cooperative  activities  regarding  such  functions  as  licensing  and  siting.  It  includes: 

1  -       Correspondence  between  and  among  NRC  Office  of  State  Programs  and  State  officials 
mostly  State  liaison  officers,  regarding: 

a.  cooperative  programs  in  such  technical  areas  as  radiation  control,  emergency  response 
planning  to  radiological  incidents,  water  quality  and  transportation  surveillance. 

b.  technical  assistance  to  Agreement  States  in  reviewing  applications,  compliance  actions 
developing  regulations,  and  other  areas. 

2.  Agendas,  reports  and  transcripts  of  regional  workshops  and  training  programs  on  current 
matters  of  policy  and  regulations;  i.e.  decommissioning  and  facility  siting. 

3.  State  Legislative  Reports. 

4.  Agreement  State  Licensing  Statistics  Reports. 

NOTE:    For  specific  uranium  milling  and  mining  projects  in  which  the  Agency  is  providing  technical 
assistance  to  States,  see  the  Projects  category. 


TOPREP  -  Vendor  Reports  and  Related  Correspondence 

This  category  contains  topical  reports,  generally  of  a  technical  generic  nature,  submitted  by 
vendors,  and  correspondence  pertaining  to  the  NRC  review  of  these  reports.    General  vendor 
related  correspondence  that  is  not  docket  specific  is  also  included  in  this  category. 

1.  Topical  reports,  dealing  with  such  technical  matters  as  specifications,  testing  and  safety 
submitted  by  architect,  engineers  and  other  vendors. 

2.  Revisions,  modifications  and  amendments  to  topical  reports. 

3.  Correspondence  between  NRC  and  vendors  pertaining  to  the  review  of  submiitals. 

4.  Meeting  agendas,  summaries,  minutes  and  correspondence  pertinent  to  vendor  activities 
programs,  methodologies  and  design  criteria. 

NOTE:    For  reports  submitted  by  utilities  that  are  written  by  vendors  on  their  behalf  and  that 
relate  to  docketed  cases,  see  the  categories  for  the  Docket  50  series. 


WASTE  MGT  -  Nuclear  Waste  Management 

This  category  is  topical  in  nature  and  contains  records  dealing  with  the  activities  of  the  NRC 
Division  of  Waste  Management.    Each  topic  has  been  assigned  a  number,  with  the  series  designated 
by  a  WM  prefix.    These  documents  deal  primarily  with  NRC's  interaction  with  DOE  and  its  future 
role  in  licensing  and  regulating  DOE  facilities  designed  for  the  disposal  of  high-level  waste  in 
geologic  repositories.    This  category  will  be  enlarged  later  to  include  records  dealing  with  low-level 
waste  issues  and  tasks.    The  documents  in  this  category  are: 

1.  Meeting  agenda  and  minutes  of  DOE/NRC  meetings  in  which  DOE  presents  information  on 
their  geological  exploration  program  to  identify  sites  for  nuclear  waste  repositories. 

2.  Briefings  by  DOE  on  research  being  conducted  on  spent  fuel  storage  and  nuclear  waste 
management. 


B-9 


3.  Correspondence  pertaining  to  NRC's  advisory  role  in  providing  DOE  with  technical  assistance 
in  the  Waste  Isolation  Pilot  Plan  (WIPP)  for  burial  of  defense  wastes. 

4.  NRC  draft  staff  guides  for  developing  positions  on  the  content  and  format  of  environmental 
reports  for  geological  repositories. 


XPORTL1C  -  Export  and  Import  Licenses 

This  category  contains  records  relating  to  the  issuance  of  licenses  to  export  or  import  nuclear 
facilities  and  materials.    Included  are: 

1.  License  applications  and  amendments  to  export  or  import  special  nuclear  material,  source 
material,  "byproduct  material,  reactors,  nuclear  facility  components  or  reactor  materials. 

2.  Correspondence  between  NRC  and  applicant  or  licensee  pertaining  to  the  review  or  status 
of  a  pending  application  or  license  amendment. 

3.  Commission  letters  requesting  Executive  Branch  views. 

4.  Review  and  findings  of  the  Executive  Branch  on  whether  issuance  of  a  license  would  be 
inimical  to  U.S.  common  defense  and  security. 

5.  Correspondence  from  foreign  governments,  international  organizations,  and  members  of  the 
public. 

6.  Staff  position  papers  (SECY  series  code)  prepared  for  Commissioners  review  of  import  or 
export  licenses. 

7.  Filings  pursuant  to  hearing  requests  or  intervention  petitions,  if  any. 

8.  Hearing  records  and  decisions. 

9.  Memoranda  from  the  Office  of  the  Secretary  to  the  Executive  Director  for  Operations 
regarding  the  Commission  decision  on  issuance  of  a  proposed  license. 

10.     Licenses,  license  amendments  and  license  renewals  for  types  specified  in  item  1. 

NOTE:    For  transcripts  of  Commission  meetings  and  papers  submitted  for  Commissioner 
consideration  or  information,  see  10CFR  category. 
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